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Children’s  Home  signs  contract 
for  new  cottage  to  cost  $65,000 


Circulation  campaign  challenges 
Louisiana  Methodists,  Jan.  8-15 


by  Georgia  Daily 

A  contract  has  been  signed  for  the 
construction  of  a  new  cottage  for  boys 
at  the  Methodist  Children’s  Home  in 
Ruston. 

The  contract-signing  ceremony  took 
place  Tuesday  morning,  December  20. 
Participating  were  the  Rev.  Harry  E. 
Ezell,  superintendent;  Dr.  Marvin  T. 
Green  of  Ruston,  chairman  of  the 
Board  of  Directors;  W.  A.  Lewis  of 
Ruston,  chairman  of  the  building  com¬ 
mittee;  Roy  Johns,  representing  the 
firm  of  Johns  and  Neel,  Architects, 
A.  I.  A.,  Monroe;  and  Durwood  L. 
Clark,  general  contractor,  of  West  Mon¬ 
roe. 

Construction  is  to  start  immediately 
and  is  expetced  to  be  completed  by 
June  1.  .The  contract  is  for  $64,437. 

The  new  cottage  will  house  12  boys 
in  a  beckootn  wing  of  eight  rooms,  four 
boys  in  single  rooms  and  eight  boys 
in  double  rooms. 

The*building  will  contain  a  covered 
entry;  foyer  opening  into  the  large 
living  room;  dining  room;  kitchen  with 
built-ins;  living  room  and  bedroom, 
with  private  bath  and  closets,  for  the 
houseparents;  guest  bedroom  with  bath 
which  also  will  be  for  the  weekend 
relief  help;  two  large  bath  and  shower' 

N.O.  Churches  to 
hear  Centenary  story 

Twenty-nine  members  of  the  faculty 
will  tell  the  Centenary  story  in  New 
Orleans  churches  Sunday,  Jan.  8.  The 
visitors,  some  of  them  Methodist  min¬ 
isters,  will  discuss  Centenary  as  a 
church-related  liberal  arts  college  dur¬ 
ing  the  morning  services  at  the  host 
churches. 

They  will  travel  by  bus,  leaving 
Shreveport  at  6:30  a.m.  Saturday,  Jan. 
7,  and  arriving  in  New  Orleans  about 
2:30  p.m.  They  will  return  to  Shreve¬ 
port  Sunday  afternoon.  The  host  pas¬ 
tors  will  meet  their  guests  on  arrival 
at  the  First  Methodist  Church. 

This  is  the  second  year  for  the  fac¬ 
ulty  visitation.  Last  year  the  program 
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rooms  for  the  boys;  a  targe  janitor 
storage  closet  and  three  hall  storage 
closets. 

In  addition  there  will  be  attic  storage 
space,  reached  by  a  disappearing  stair¬ 
case;  a  paved  patio  off  the  dining  room, 
to  the  rear,  for  cookouts  and  outdoor 
eating;  a  double  carport  with  two  stor¬ 
age  rooms,  and  a  paved  driveway. 

It  will  be  on  a  concrete  slab  floor 
with  concrete  block  walls,  and  brick 
veneer  exterior. 

The  building  plans  for  this  cottage, 
and  others  when  possible,  were  ap¬ 
proved  by  the  Children’s  Home  Board 
last  March  at  a  meeting  attended  by 
Bishop  Aubrey  G.  Walton  and  members 
of  his  cabinet.  At  that  time,  Lewis, 
chairman  of  the  building  committee, 
said  that  the  present  cottages  "are  not 
in  keeping  with  the  best  practice  (in 
children’s  homes)  of  today.  Serving 
with  him  on  the  committee  were  two 
other  residents  of  Ruston,  Floyd  James 
and  Lucius  D.  McGehee.  Before  recom- 


The  period  of  January  8-15  will  be 
observed  by  the  Methodist  churches  of 
Louisiana  as  "Louisiana  Methodist 
Week,”  a  period  in  which  more  than 
99%  of  the  subscriptions  for  the  year 
will  be  obtained  through  personal  cul¬ 
tivation  by  the  person  or  group  that 
has  accepted  this  responsibility. 

Before  the  joint  publishing  endeavor 
had  been  initiated  with  the  Arkansas 
Methodist,  Dr.  E.  T.  Wayland  had  de¬ 
veloped  the  c  rculation  plan  that  is 
now  followed  in  making  these  papers 
the  envy  of  all  Methodist  editors  when 
it  comes  to  securing  subscriptions.  The 
advantage  is  that  it  makes  it  possible 
for  subscriptions  to  be  soli  cited  during 
this  short  time  and  then  there  is  no 
further  pressure  during  the  year  for 
subscriptions. 

The  subscription  price,  as  set  by  ac¬ 
tion  of  the  annual  conference,  is  $2.50 
per  year.  Churches  which  obtain  a  sub¬ 
scription  list  equal  to  one-third  of  their 
membership  may  receive  the  paper  for 
$2.00  per  year. 


Bishop  Aubrey  G.  Walton,  in  a  let¬ 
ter  prepared  for  the  promotional  ma¬ 
terials  being  used  in  the  campaign, 
said:  "Every  Methodist  in  the  state 
should  have  an  opportunity  to  read 
The  Louisiana  Methodist.  The  paper 
carries  religious  news  of  world-wide 
and  national  interest  and  makes  this 
information  available  to  its  readers  in 
a  concise  and  interesting  manner.  It 
also  covers  in  a  remarkably  fine  man¬ 
ner  this  type  of  news  as  concerns  The 
Methodist  Church  at  home  and  abroad. 
But  beyond  this,  The  Louisiana  Meth¬ 
odist  keeps  us  currently  posted  regard¬ 
ing  the  program  of  The  Methodist 
Church  in  Louisiana  —  both  on  the 
annual  conference  and  local  church 
levels.” 

Last  year  the  subscription  list  for 
The  Louisiana  Methodist  was  13,283 
(the  best  yet.)  Dr.  Alfred  A.  Knox, 
the  editor,  has  expressed  the  hone  that 

(Continued  on  page  4) 

Lay  training  in 
Alex  District 

A  training  school  for  lay  speaking 
will  be  conducted  at  the  First  Meth¬ 
odist  Church  in  Pineville,  according  to 
V.  J.  French,  Alexandria  District  Lay 
Leader.  The  school  will  be  held  on  six 
consecutive  Tuesday  evenings  at  7:00 
PM,  starting  Tuesday,  January  10th 
through  February  14th.  Both  men  and 
women,  who  want  'to  quality  as  lay 
speakers,  or  who  desire  to  quality  for 
the  renewal  of  their  lay  speaker’s  cer¬ 
tificate,  may  attend. 

The  instructor  will  be  Dr.  Charles 
E.  Palmer,  Professor  of  Special  Educa¬ 
tion  at  NSC,  and  district  director  of  lay 
speaking.  Dr.  Palmer  holds  four  aca¬ 
demic  degrees,  including  Bachelor  of 
Divinity.  He  served  as  a  Methodist 
missionary  in  the  Smokyy  Mountains 
and  taught  public  speaking  at  the  Uni¬ 
versity  of  Maryland.  Ministerial  con¬ 
sultant  for  the  course  will  be  the  Rev¬ 
erend  Byrl  Moreland,  pastor  of  the 
Trinity  Methodist  church  in  Alexan¬ 
dria. 

Registration  fee  is  $6.00  for  the 
course,  and  each  person  enrolled  is  re- 
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From  our  Bishop 

New  Orleans,  Louisiana 
December  31,  1966 

Dear  Louisiana  Methodists: 

We  are  crossing  the  threshold  of  a  new  year.  When  it  comes  to  a 
close  I  sincerely  hope  that  many  of  us  will  be  able  to  say  that  it  has 
been  the  best  year  of  our  lives .  Let  us  try  to  make  it  so . 

On  Tuesday  of  next  week  Mrs  .  Walton  and  I  will  leave  New  Orleans 
for  India  where  I  am  to  make  my  episcopal  visitation  for  this  quad- 
rennium.  We  are  looking  forward  to  many  pleasant  contacts  and  re¬ 
warding  experiences  along  the  way.  We  will  be  sending  weekly  travel 
letters  while  we  are  overseas.  A  mailing  list  appears  in  this  issue 
of  The  Louisiana  Methodist. 

On  Monday  evening,  December  19,  at  a  dinner  in  New  Orleans  for 
the  District  Superintendents  and  their  wives,  Dr.  Leonard  Cooke, 
chairman  of  the  Cabinet,  presented  to  Mrs .  Walton  a  check  in  the 
amount  of  $2000.00  to  care  for  her  expenses  on  the  trip  with  me  to 

(Continued  on  page  4) 


f  \  NE  OF  OUR  very  close  friends  would  be  quite 
disappointed  if  we  did  not  take  an  editorial 
position  in  favor  of  the  Circulation  Campaign. 
Through  the  years  he  has  facetiously  insisted  that 
it  is  one  of  the  few  things  we  are  for.  But  in  dead 
seriousness  we  can  say  that  the  1967  campaign 
for  your  papers  is  one  of  the  most  crucial  we  have 
faced.  With  many  improvements  under  considera¬ 
tion,  we  must  first  receive  the  assurance  that  your 
support  will  allow  us  to  hold  our  own  in  the 
quality  of  publication  we  have  been  bringing  you. 
If  we  can  maintain  our  subscription  level  at  about 
the  peak  we  reached  last  year,  the  additional 
income  for  the  slight  increase  in  price  will  make 
it  possible  for  your  staff  to  bring  you  many  of  the 
new  features  you  have  been  asking  for. 

The  conference  papers  do  not  have  a  program 
of  their  own — they  exist  to  serve  the  boards  and 
agencies  and  the  people  of  the  conferences.  For  a 
long  time,  we  have  been  about  the  only  religious 
publication  of  which  we  know  that  makes  its  pages 
available  without  cost  to  the  Methodist  institu¬ 
tions  and  emphases.  We  cooperate  with  the  pro¬ 
grams  of  hospital  chaplaincies,  providing  several 
hundred  papers  each  week  at  a  price  below  cost. 

In  our  last  issue,  we  published  an  ad  for  the 
Methodist  Foundation  of  Arkansas  calling  atten¬ 
tion  to  a  booklet  on  wills  and  legacies  that  they  are 
anxious  to  circulate.  Within  two  weeks  more  than 
50  inquiries  had  been  received  by  the  Foundation 
in  response  to  this  ad,  which  was  prepared  and 
published  without  charge.  The  Christmas  offering 
emphases  in  the  two  areas  we  serve  have  again 
received  special  attention  with  two  ads  which  were 
prepared  and  published  for  these  agencies. 


Increasingly  the  editorial  stance  of  papers  like 
The  Methodist  is  being  considered  and  respected 
across  the  Church.  In  recent  months  your  paper 
has  devoted  a  good  deal  of  space  to  an  interpreta¬ 
tion  of  the  plan  for  merging  the  Methodist  and  the 
Evangelical  United  Brethren  churches.  This  mate¬ 
rial  was  reprinted  and,  at  their  request,  placed  in 
the  hands  of  about  150  of  the  delegates  to  the 
General  Conference.  It  could  well  be  that  these 
editorial  comments  may  continue  to  have  signifi¬ 
cance  beyond  the  boundaries  of  our  areas. 

You  will  be  interested  to  know  that  there  is  a 
growing  trend  to  establish  conference  and  area 
publications.  At  least  three  of  the  larger  areas  of 
Methodism  are  now  completing  the  details  of 
planning  for  their  own  publications.  The  question 
seems  finally  settled  across  the  Church  that  the 
general  publications — even  when  they  are  as  fine 
as  the  ones  we  have — cannot  serve  either  the  in¬ 
formation  or  communication  functions  that  can 
only  be  performed  at  the  area  level. 

Increasingly  word  comes  to  us  of  appreciation 
for  the  news  that  your  papers  carry  of  the  Church 
across  the  nation  and  around  the  world.  When 
bishops  from  Europe  and  Asia  tell  us  that  their 
most  dependable  supply  of  Church  news  is  through 
the  columns  of  The  Methodist,  we  share  the  pride 
which  you  too  must  feel.  Many  express  the  desire 
for  a  general  church  newspaper.  Apparently  no 
such  publication  is  anticipated  in  the  immediate 
future  for  the  Church  at  large,  so  we  will  continue 
to  provide  this  service  for  you  and  your  friends. 
We  hope  that  all  of  you  will  help  us  extend  this 
service  to  your  friends  and  to  church  leaders 
everywhere. 

We  do  appreciate  the  portion  of  time  which 
you  take  from  your  busy  schedules  in  January  to 
help  us  with  this  subscription  matter.  But  do  you 
not  really  think  it  is  better  for  all  of  us  to  do  jjt 
at  the  same  time  and  not  be  concerned  with  this 
business  of  seeking  subscriptions  throughout  the 
year?  Please  complete  your  list  just  as  soon  as  you 
possibly  can,  and  let  us  have  your  reports  so  we 
can  process  them.  Thank  you! 

t 


DEEP  IN  THE  HEART  OF 
MISSISSIPPI— IN  TEXAS 

Christmas  came  early  for  your  editor 
and  his  wife  this  year  as  they  journeyed 
to  Houston  for  the  first  of  the  multi¬ 
tude  of  bowl  games — the  Bluebonnet 
Bowl.  Many  will  say  that  Texas’  vic¬ 
tory  over  Mississippi  at  Houston  was 
one  of  the  most  exciting  of  this  year's 
post-season  wins. 

It  all  developed  before  we  knew  it — 
that’s  the  best  kind  of  trip  to  make 
after  all.  Roy  and  Fay  Ella  Bagley  got 
the  tickets  for  us  and  furnished  the 
hospitality  of  the  Bethany  Methodist 
Church  parsonage. 

When  we  arrived  with  60,000  other 
fans  at  Rice  Stadium,  we  found  that 
our  seats  were  good  ones,  right  on  the 
50,  but  also  right  in  the  middle  of  the 
Mississippi  cheering  sections.  We’ll  bet 
there  haven’t  been  that  many  Confed¬ 
erate  flags  in  one  place  since  the  Battle 
of  Shiloh.  This  made  it  a  little  un¬ 
comfortable  for  Razorback  fans  who 
had  to  support  Texas  under  this  set  of 
circumstances. 

Bradley  and  Gilbert  provided  the 
best  "inside-outside”  attack  since  the 
days  of  Davis  and  Blanchard  at  West 
Point.  All  the  experts — at  least  the 
ones  in  Texas — have  already  picked  the 
Longhorns  to  win  next  year’s  confer¬ 
ence  title,  on  the  basis  on  their  play  in 
the  Bluebonnet. 

One  extra  bonus  of  our  seats  was 
that  the  Ole  Miss  queen  was  seated 
directly  behind  your  editor  and  punched 
him  in  the  back  with  her  knees  all 
during  the  second  half — but  he  just 
couldn’t  find  it  in  his  heart  to  file  a 
protest.  In  fact,  by  the  second  half  we 
were  feeling  sorry  for  Mississippi  and 
her  fans. 

•  JT 
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Roman  Catholics  in  Britain  were  recently 
shocked  at  the  surprise  resignation  from  the 
Church  of  Father  Charles  Davis,  considered  by 
many  as  the  country’s  top  Catholic  theologian. 
The  43-year-old  priest,  professor  of  theology  at 
Heythrop  College,  announced  that  he  was  leaving 
the  priesthood  after  20  years,  and  that  he  in¬ 
tended  to  marry  Florence  Henderson  of  Farm¬ 
ington,  N.Y.  He  insisted  that  his  decision  to 
marry  was  not  related  to  his  leaving  the  priest¬ 
hood. 


WASHINGTON,  D.  C.  —  New  di¬ 
rector  of  the  Washington  office  of  the 
National  Council  of  Churches  is  James 
A.  Hamilton,  a  Methodist  layman  who 
has  been  the  associate  director  since 
1958.  For  two  years  previously,  he  was 
director  of  legal  affairs  for  the  Meth¬ 
odist  Board  of  Temperance  here.  Ham¬ 
ilton  is  a  member  of  Faith  Methodist 
Church,  Rockville,  Md. 
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Methodists  will 


share  in  ecumenical 
emphasis 

EVANSTON,  Ill.— Methodist  pastors 
and  laymen  are  being  encouraged  by 
their  denomination’s  Commission  on 
Ecumenical  Affairs  to  participate  in  the 
inter-faith  "Week  of  Prayer  for  Chris¬ 
tian  Unity”  from  Jan.  18  to  25. 

The  eight  days  of  special  activities 
is  promoted  internationally  and  includes 
prayer,  study  and  dialogue.  According 
to  a  National  Council  of  Churches  esti¬ 
mate,  Methodist  participation  in  1966 
tripled  that  of  1965. 

"Christian  unity  does  not  encourage 
conformity  or  bland  homogenization,” 
said  Dr.  Robert  W.  Huston,  general 
secretary  of  the  Commission  on  Ecu¬ 
menical  Affairs  which  has  its  head¬ 
quarters  here.  "It  does  diminish  divis¬ 
iveness  without  reducing  the  richness 
of  diversity.” 

"To  love  others  truly,  we  must  un¬ 
derstand  them,”  he  continued.  "The 
Week  of  Prayer  for  Christian  Unity 
is  a  widely  accepted  and  fruitful  meth¬ 
od  for  experiencing  what  unity  might 
mean.” 

A  major  resource  for  the  observance 
is  a  leaflet  published  jointly  by  the 
National  Council  of  Churches  and  the 
Graymoor  Friars  of  the  Roman  Catholic 
Church.  It  provides  a  common  source 
of  prayers  and  procedures  for  Protes¬ 
tants  and  Catholics  alike.  The  suggest¬ 
ed  order  for  each  day  of  the  week  in¬ 
cludes  scripture,  free  and  ordered  pray¬ 
er,  confession  of  faith,  meditation  ma¬ 
terial,  and  intercessory  prayer  for  gen¬ 
eral  and  local  needs. 

Dr.  Huston  said  that  in  many  com¬ 
munities  Protestant,  Roman  Catholic 
and  Orthodox  Christian  unite  in  pray¬ 
er,  study  and  dialogue.  Business,  pro¬ 
fessional  and  civic  groups  join  in  break¬ 
fast  or  noon  observances  at  the  church’s 
invitation  and  neighborhood  groups 
often  continue  to  meet  for  informal 
"Living  Room  Dialogues.” 

Included  in  the  Commission  on  Ecu¬ 
menical  Affairs  mailing  of  the  week  of 
Prayer  for  Christian  Unity  leaflet  was 
a  copy  of  the  "Open  Letter  to  the 
Churches”  from  the  Consultation  on 
Church  Union  in  which  The  Methodist 
Church  is  one  of  nine  participants. 

Asserting  that  the  two  documents  are 
related.  Dr.  Huston  said  that  the  "Open 
Letter”  reminds  us  that  "the  gifts  of 


Older  persons  being  used  by  Church 
in  overseas  ministry 


A  growing  but  select  number  of  old¬ 
er  persons  from  America  are  being 
used  in  special  capacities  in  the  Chrjt- 
tian  world  mission  by  Methodist 
Churches  overseas.  Many  are  persons 
who  have  retired  after  distinguished 
careers  in  the  U.  S.  Sent  out  by  the 
Methodist  Board  of  Missions  on  the 
basis  of  qualifications  particularly 
sought  by  an  overseas  church,  these 
older  missionaries-on-special-appoint- 
ment  have  included  experts  in  pastoral 
counseling,  theology,  agricultural  edu¬ 
cation  and  other  fields. 

The  latest  of  these  missionary  spe¬ 
cialists  includes  a  pastor-administrator- 
educator  from  Kansas  and  two'teach- 


CHICAGO,  Ill.  (MI)  —  A  senior 
nursing  student  at  Chicago  Wesley  Me¬ 
morial  Hospital,  who  when  a  child  was 
forced  with  her  missionary  parents  to 
leave  China,  has  been  named  Miss 
Methodist  Student  Nurse  for  1967. 


Miss  Ingrid  Baris,  23,  will  be  honor¬ 
ed  formally  during  the  annual  conven¬ 
tion  of  the  National  Association  of 
Methodist  Hospitals  and  Homes  Janu¬ 
ary  24-26  at  the  Sheraton-Chicago  Ho¬ 
tel.  Her  selection  was  announced  De¬ 
cember  22  by  Dr.  Olin  E.  Oeschger, 
general  secretary  of  the  Board  of  Hos¬ 
pitals  and  Homes  of  The  Methodist 
Church. 

Dr.  Oeschger  said  that  Miss  Baris, 
as  Miss  Methodist  Student  Nurse,  will 
symbolize  the  many  young  persons  pre¬ 
paring  for  careers  of  service  in  the 
health  and  welfare  ministries  of  The 
Methodist  Church.  She  was  chosen  from 
among  31  contestants  entered  by  the  47 
schools  of  nursing  affiliated  with  The 
Methodist  Church. 

Miss  Baris,  her  two  sisters  and  a 
brother  were  born  in  Central  China 
where  her  parents  were  mi  ssionarie  s  un¬ 
til  the  late  1940s  when  the  family  was 
forced  from  the  country  in  the  Com¬ 
munist  infiltration.  Her  late  father,  the 
Rev.  John  H.  Baris,  then  served  Con- 


unity  are  denied  by  our  di\  lsiveness, 
but  may  be  received  for  the  wholeness 
of  the  church  through  disciplined  re¬ 
sponses  in  each  community. ” 


ers  from  Arizona.  They  are: 

Dr.  Alvin  W.  Murray,  Topeka,  Kan¬ 
sas,  who  in  Mid-December  will  go  to 
the  Philippines  to  help  guide  the  de¬ 
velopment  of  an  expanding  Methodist 
educational  system  and  to  advise  in  the 
field  of  ministerial  education. 

Mr.  and  Mrs.  James  Copeland,  2925 
East  Mabel  Street,  Tucson,  Ariz.  who 
will  go  to  Cochabamba,  Bolivia,  tc 
teach  in  the  American  Institute,  a 
Methodist  elementary  and  high  school 
with  more  than  1,200  students 

Dr.  Murray’s  assignment  is  to  work 
for  two  years  with  the  Department  of 
Educational  Institutions  of  the  Board 
of  Education  of  the  Philippines  Meth¬ 
odist  Central  Conference,  which  coor¬ 
dinates  the  Methodist  educational  work 
in  the  country.  He  will  help  determine 
priorities  for  Methodist  education  He 
will  also  be  an  advisor  to  Central  Con¬ 
ference  leaders  in  setting  standards  for 
ministerial  education. 

A  former  college  president,  district 
-superintendent  and  pastor,  Dr.  Mur¬ 
ray  retired  last  summer  after  45  years 
in  the  Methodist  ministry,  most  of  it 
in  Kansas.  He  was  president  of  South¬ 
western  College,  Winfield,  Kan.,  for 
four  years  and  was  district  superinten¬ 
dent  of  the  Topeka  District  at  the 
time  of  his  retirement.  He  has  been 
pastor  of  churches  in  Dalton,  Udall, 
School,  Winfield,  El  Dorado,  Hutchin¬ 
son  and  Dodge  City,  all  in  Kansas,  and 
in  Boise  City,  Okla. 

Mr.  and  Mrs.  Copeland  will  leave 
about  the  first  of  February  to  serve 
two  years  at  the  American  Institute. 
He  retired  last  summer  after  35  years 
as  a  teacher  and  school  administrator, 
mostly  in  Tucson.  He  was  an  elemen¬ 
tary  school  principal  for  five  years,  and 
for  the  last  20  years  has  taught  govern¬ 
ment,  American  history  and  industrial 
arts  in  Tucson  junior  high  schools.  He 
served  in  the  Navy  in  World  War  II. 
Mrs.  Copeland  has  taught  in  Tuscon 
elementary  schools  for  18  years. 


gregational  churches  in  New  Jersey, 
Nebraska,  South  Dakota  and  Wisconsin. 
She  considers  Sheboygan,  Wise.,  her 
home  town.  Her  mother  now  lives  in 
Schooley’s  Mountain,  N.  J. 

"Why  did  I  choose  to  become  a 
nurse?”  she  asked  in  a  statement  ac¬ 
companying  her  entry  in  the  contest. 
"It  started  in  my  childhood  days  in 
China.  ” 

"Even  though  I  was  very  young,  I  re¬ 
call  vividly  the  devastating  results  of 
warfare;  entire  villages  in  ruin,  hun¬ 
dreds  of  people  huddled  together  in 
underground  shelters  without  food  and 
proper  facilities,  orphaned  children, 
wounded  and  dying  people  everywhere, 
it  seemed.  The  tremendous  medical 
needs  of  people  in  underdeveloped 
areas  have  always  remained  with  me.” 

A  1961  graduate  of  North  High 
School  in  Sheboygan,  Miss  Baris  work¬ 
ed  in  a  nursing  home  while  a  student 
and  also  was  a  counsellor  and  nursing 
assistant  in  a  Salvation  Army  camp  for 
underprivileged  children  and  worked 
as  a  hospital  nurse's  aid. 
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DAILY  BIBLE  READING 

Below  is 

a  schedule  for  the 

Dailj  Bible 

Reading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a  regular  guide  for 

(  use  in  your 

homes. 

Jan.  8 — Sun. 

Matthew  8:1-13 

Jan.  9 

Matthew  18:15-85 

Jan.  10 

Matthew  23:1-14 

Jan.  11 

Mark  11:12-25 

Jan.  12 

Mark  14:32-42 

Jan.  13 

Luke  6:12-38  j 

Jan.  14 

Luke  9:18-27  j 

Jan.  15— -Sunday  Luke  9:28-13 

BOARD  OF  HOSPITALS 
AND  HOMES  CHOOSES 
NEW  STAFF  MEMBERS 
EVANSTON.  Ill  —  Two  newlv 
chosen  staff  members  of  the  Board  oi 
Hospitals  and  Homes  of  The  Meth 
odist  Church  will  begin  their  duties  in 
the  board’s  headquarters  here  Feb  1 
Mirl  W.  Whitaker.  Williamsvitle 
N.  Y.,  has  been  named  child  welfare 
consultant,  and  Marshall  C.  Hjelte, 
Portland,  Ore.,  will  join  the  depart¬ 
ment  of  services  to  the  aging,  working 
with  the  Rev.  Howard  W  Washburn 
The  appointments  were  announced  bv 
Dr.  Olin  E.  Oeschger,  general  secretarv 
of  the  Board  of  Hospitals  and  Homes 
Whitaker  native  or  Memphis,  Tenn. 
has  been  administrator  of  the  Metb 
odist  Home  for  Children  in  Williams- 
ville,  N.  Y.,  since  1956.  He  has  done 
graduate  study  at  Duke  Divinity  School 
and  the  University  of  Chicago  School 
of  Social  Service  Administration 

In  New  York,  Mr.  Whitaker  has 
been  a  member  of  the  social  service 
advisory  board  of  the  Buffalo  and  Erie 
County  Council  of  Churches  and  has 
served  as  vice-president  of  the  Western 
New  York  chapter  of  the  National  As¬ 
sociation  of  Social  Workers. 

Hjelte  is  a  native  of  Honolulu,  Ha¬ 
waii,  and  has  been  administrator  of 
Willamette  View  Manor  in  Portland 
since  1953.  He  is  a  graduate  of  Stan¬ 
ford  University  and  has  done  graduate 
study  at  the  University  of  Colorado 
In  1964  he  was  elected  president  of  the 
Oregon  Association  of  Retirement  Ser 
vices. 

Bishop  Smith 
in  Vietnam 

WASHINGTON,  D.  C.  —  Bishop 
W.  Angie  Smith  of  Oklahoma  City, 
leader  of  Methodism’s  chaplaincy  pro¬ 
gram,  will  spend  a  week  in  South  Viet¬ 
nam  during  January  to  preach  and  to 
visit  servicemen. 

It  was  announced  here  that  the  Jan. 
22-30  visit  will  be  at  the  request  of 
Gen.  William  C.  Westmoreland,  com¬ 
mander  of  the  U.  S.  Military  Assistance 
Command  in  Vietnam,  and  at  the  invi¬ 
tation  of  the  chairman  of  the  Armed 
Forces  Chaplain  Board,  Chaplain  (Maj. 
Gen.)  Charles  E.  Brown,  Jr. 

In  Vietnam,  Bishop  Smith  is  to  visit 
troop  units  and  men  in  military  hos¬ 
pitals  and  also  hopes  to  visit  most  of 
the  U.  S.  Chaplains  there. 

He  was  due  to  leave  home  Dec.  30 
on  a  trip  which  would  include  visiting 
men  in  hospitals  in  Hawaii  and  Japan, 
and  conducting  Methodist  chaplain  re¬ 
treats  in  Tokyo,  before  proceeding  to 
Vietnam. 

Bishop  Smith  is  chairman  of  the 
Methodist  Commission  on  Chaplains, 
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CHRISTMAS 

PARTY 

Bishop  and  Mrs.  Aubrey  G. 
Walton,  hosting  a  Christmas  din¬ 
ner  for  the  district  superinten¬ 
dents  and  their  wives,  got  a  sur¬ 
prise  gift  of  their  own  —  a  check 
whichwill  make  itpossible  for  Mrs. 
Walton  to  accompany  him  to  In¬ 
dia. 

The  $2,000  gift  came  from  the 
ministers  of  the  conference  and 
their  wives,  with  a  few  churches 
contributing.  It  was  presented  to 
Mrs.  Walton  by  Dr.  R.  Leonard 
Cooke  of  Lake  Charles,  president 
of  the  Cabinet. 

The  presentation  was  made  at 
a  dinner  in  New  Orleans  Decem¬ 
ber  19. 

Bishop  and  Mrs.  Walton  left 
January  3  and  will  return  March 
3.  Funds  for  the  bishops’  official 
inission  visitations  are  provided 
by  the  church,  but  no  provision  is 
made  for  the  wives’  expenses 
when  they  accompany  them. 


CIRCULATION 

(Continued  from  page  1) 

it  could  reach  14,000  this  year.  This 
would  only  require  an  average  increase 
in  each  district  of  100  subscriptions. 

Th  staff  of  the  paper  has  been  mak¬ 
ing  careful  plans  to  handle  the  reports 
as  they  come  in,  hoping  that  every 
church  will  report  early  in  the  cam¬ 
paign,  even  if  they  plan  to  submit  a 
later  report.  It  is  especially  important 
that  lists  of  new  subscribers  be  sent  in 
early  so  that  the  new  Addressograph 

f dates  may  be  cut  and  entered  in  the 
iles.  It  will  also  be  a  great  help  if  all 
addresses  will  include  Zip  Codes. 

The  first  report  on  the  campaign  will 
be  published  in  the  issue  of  January 
26  and  the  two  subsequent  issues  will 
carry  full  reports  from  each  church. 
The  report  from  your  church  will  need 
to  be  mailed  not  later  than  February  1 
if  you  want  to  be  included  in  the  last 
full  report. 

t 

Contract 

(Continued  from  page  1) 

mending  the  building  program,  they 
inspected  the  cottages  and  had  them 
inspected  by  the  city  building  inspec¬ 
tor  and  city  electrical  inspector  of  Rus- 
ton,  and  by  three  men  from  Shreveport, 
one  from  a  plumbing  company  and 
two  from  a  builders  firm.  They  af¬ 
firmed  that  it  was  better  to  build  than 
to  try  to  repair  the  old  buildings. 

As  Mr.  Ezell  said,  three  of  the  first 
"cottages”  on  the  site  are  still  in  use 
"forty  years  and  many  hundred  boys 
later.  Age  and  wear  have  taken  their 
toll.”  .  „ 

This  building  program  is  being  fi¬ 
nanced  by  endowments.  The  conference 
is  asked  only  for  operating  funds,  and 
a  $25,000  increase  is  needed  this  year 
to  release  the  endowment  funds. 

"If  we  could  get  the  operating 
funds,  we  could  build  the  cottages  in 
a  short  time,”  Dr.  Green  said. 

Before  the  first  plan  was  completed, 
the  Rev.  Mr.  Ezell  consulted  with  the 
child  care  advisor  of  the  General  Board 
of  Hospitals  and  Homes,  Miss  Lena 


Centenary 

(Continued  from  page  1) 
originated  in  the  Alexandria  District. 

On  Saturday  evening  at  6  the  col¬ 
lege  will  be  host  for  a  dinner  at  Mun- 
holland  Church,  with  the  visiting  facul¬ 
ty  and  the  host  pastors  and  their  wives 
as  guests. 

The  appointments:  Algiers  —  Dr. 
Stanton  A.  Taylor,  associate  professor 
of  chemistry;  Aurora  —  M.  Wayne 
Hanson,  associate  professor  of  chemis¬ 
try;  Carrollton  —  Dr.  Richard  K. 
Speairs,  assistant  professor  of  biology; 
Elysian  Fields  —  Dr.  Lee  Morgan,  pro¬ 
fessor  of  English. 

First  —  Dr.  Webb  Pomeroy,  pro¬ 
fessor  and  head  of  the  Department  of 
Religion;  Gentilly  —  Jack  Mulkey,  as¬ 
sistant  director  of  admissions;  Gretna — 
Charles  Bolding,  assistant  director  of 
admissions;  Felicity  —  H.  E.  Raney,  Jr., 
superintendent  of  buildings  and 
grounds;  St.  Mark's  —  John  Wesley  — 
Charles  Harrington,  assistant  professor 
and  head  librarian;  Jefferson  —  Her¬ 
bert  Fackler,  instructor  in  English. 

Kenner  —  Dr.  Woodrow  W.  Pate, 
professor  of  economics;  Lake  Vista  — 
Dr.  Aubrey  L.  Forrest,  dean  of  students, 
director  of  the  evening  division,  and 
associate  professor  of  education  and 
psychology;  Metairie  —  Donald  D.  Mc¬ 
Kinney,  instructor  in  physical  eeduca- 
tion;  Munholland  —  Dr.  B.  C.  Taylor, 
vice  president  emeritus  and  director  of 
scholarship  development;  Napoleon 
Avenue  —  Dr.  Viva  L.  Rainey,  assist¬ 
ant  professor  of  government  and  his¬ 
tory. 

Parker  Memorial  —  John  B.  Tully, 
director  of  gas  lab;  Rayne  Memorial  — 
Dr.  Walter  M.  Lowrey,  professor  of 
history;  St.  Andrew’s  — -  Dr.  Alton  O. 
Hancock,  assistant  professor  of  religion; 
St.  Bernard  —  Dr.  Orin  P.  Wilkins, 
associate  professor  of  biology;  St. 
Claude  Heights — Hope  Chapel — Miss 
Joy  Ruth  Alexander,  associate  profes- 


Martin  of  Evanston,  Ill.,  who  was  in 
Ruston  last  April;  and  with  the  area 
supervisor  of  the  Department  of  Pub¬ 
lic  Welfare. 

The  plans  were  developed  by  the 
architects  after  consultation  with  and 
suggestions  from  Mr.  Ezell  and  his 


sor  of  speech;  St.  Luke’s  —  Rev.  Rob¬ 
ert  Ed  Taylor,  chaplain  and  assistant 
professor  of  religion;  St.  Matthews  — 
Dr.  Jack  S.  Wilkes,  president  of  the 
college;  St.  Paul’s  —  Edmond  M.  Par¬ 
ker,  professor  of  engineering  sciences. 

Covington  —  Mrs.  Shirley  Rawlin- 
son,  dean  of  women;  Fitzgerald  — 
Waldheim  —  J.  D.  Willis,  instructor 
in  English;  Luling  —  Dr.  Virginia 
Carlton,  head  of  the  department  of 
mathematics;  Pearl  River  —  Talisheek 
—  Mrs.  Betty  Speairs,  assistant  profes¬ 
sor  of  mathematics;  Slidell  —  Dr.  W. 
Ferrell  Pledger,  professor  of  sociology 
and  religion;  Trinity- Asbury  —  James 
M.  Harris,  assistant  professor  of  bus¬ 
iness  and  economics. 


APPOINTMENTS 

Bishop  Aubrey  G.  Walton  an¬ 
nounces  the  following  changes  in 
appointments  in  the  Louisiana 
Annual  Conference  effective  Jan¬ 
uary  1,  1967: 

Heaton  B.  Crammer,  Full-time 
Approved  Supply  from  Manghatn 
Charge  to  Gilbert-Boeuf  Prairie 
Charge  in  the  Monroe  District. 

Hugh  G.  Dunn,  Jr.,  Student 
Approved  Supply,  from  Associate 
Pastor,  Southside  Church,  Mon¬ 
roe,  to  Mangham  Charge,  Mon¬ 
roe  District. 


BISHOP  WALTON'S  MAILING  ADDRESS 
(Air  Postage  to  Asia  is  25£  a  half  ounce  or  fraction  thereof) 

AIR  MAIL  POSTED  TO 

BISHOP  AND  MRS.  WALTON 
BETWEEN  THE  FOLLOWING  DATES 

SHOULD  BEAR  THE  ADDRESS  SHOWN 
BELOW 

January  3-9 

c/o  Bishop  A.  J.  Shaw 

Robinson  Memorial  Church 

Sankli  Street,  Byculla 

Bombay  8  (BC),  India 

January  10-18 

c/o  Dr.  J.  Radha  Krishan,  President 
Leonard  Theological  College 

Jabalpur,  M.  P.,  India 

January  19 -Feb.  2 

c/o  Bishop  Gabriel  Sundaram 

Bishop's  Lodge,  Abid  Road 

Hyderabad,  A.  P.,  India 

February  3-12 

c/o  The  Reverend  Carlisle  Phillips,  Jr. 

20,  Lane  143 

South  Hsin  Sheng  Road,  Sec .  1 

Taipei,  Taiwan,  Republic  of  China 

February  13-17 

c/o  Mrs.  A.  Kris  Jensen 

Methodist  Mission 

International  P.  O.  Box  1182 

Seoul,  Korea 

February  18-27 

Hotel  Halekulani 

Honolulu,  Hawaii 

staff. 


OUR  BISHOP’S  LETTER  (Continued  on  page  4) 

India.  This  is  a  great  help  because  when  Mrs .  Walton  goes  with  me 
anywhere  on  my  work,  she  pays  for  her  own  expenses.  We  do  sin¬ 
cerely  appreciate  this  gift  which  came  from  the  ministers  and  a  few 
churches  in  the  annual  conference .  Thank  you  so  very  much  for  this 
thoughtful  and  generous  expression. 

Please  remember  The  Louisiana  Methodist  campaign  scheduled  for 
January  8-15,  1967.  For  almost  forty  years  I  have  promoted  the 
Arkansas  and  Louisiana  Methodist.  It  has  been  one  of  the  most 
necessary  and  rewarding  promotional  tasks  in  which  I  have  engaged . 
The  Louisiana  Methodist  is  one  of  the  best  conference  papers  in  the 
connection.  Let  us  give  the  campaign  our  best. 

We  will  be  thinking  of  you  while  we  are  away .  Keep  us  in  your 
prayers . 


Sincerely, 


LAY  TRAINING 

(Continued  from  page  1) 
quired  to  read  four  books  selected  from 
a  special  list.  Registration  for  the  school 
is  limited  to  25.  Those  who  are  inter¬ 
ested  are  asked  to  write  Mr.  Robert 
Nash,  coordinator,  2711  Hills  Road, 
Pineville,  Louisiana,  71360,  for  a  regis¬ 
tration  form  and  full  information. 

A  similar  school  will  be  held  in 
Natchitoches  in  March-April. 

NOTE:  The  Methodist  Discipline 
specifies  that  certification  is  for  one 
year  only.  The  certified  lay  speaker 
must  present  evidence  of  training  and 
involvement  in  order  to  be  considered 
for  renewal  of  his  certificate.  Further, 
an  applicant  for  certification  as  a  lay 
speaker  must  be  recommended  to  the 
Quarterly  Conference  by  the  District 
Committee  on  Lay  Speaking. 


Christians  should  pray  that  ’67  will 
bring  the  peace  of  heaven  to  Vietnam 
and  our  cities;  to  all  war-tom  places 
and  hate-tom  races. 
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REP.  JOE  D.  WAGGONNER,  Jr.  was 
the  guest  speaker  for  the  adult  division 
of  the  Methodist  Sunday  Evening  Fel¬ 
lowship  Program  at  Mangum  Memorial 
Methodist  Church  Dec.  18,  in  Shreve¬ 
port.  “Late  News  from  Washington” 
was  his  topic.  Mr.  and  Mrs.  L.  T.  Luns¬ 
ford  are  the  Superintendents  of  this 
adult  group  and  Rev.  Ralph  Cain  is 
the  pastor  of  Mangum. 

AMITE  FIRST  CHURCH  presented 
The  Messiah  on  Dec.  18  with  62  voices 
representing  the  Baptist,  Catholic,  Pres¬ 
byterian,  and  Church  of  Christ  church¬ 
es,  the  majority  being  Methodist.  So¬ 
loists  were  Evelyn  Furr,  soprano,  and 
Joy  Ratliff,  alto,  both  of  Southeastern 
Louisiana  College;  the  Rev.  John  Ful¬ 
da,  tenor;  and  the  Rev.  Lowell  LeDoux, 
bass.  Mrs.  Mervin  Falcon  was  organist, 
and  all  was  under  the  direction  of  Mrs. 
Tom  Sanders.  The  Rev.  William  C. 
Blakely  is  pastor. 

RAYMOND  CHURCH  combined 
Adult  and  Senior  Youth  Choirs  in  the 
presentation  of  a  cantata  "The  Gospel 
Song  of  Christmas”,  Dec.  18.  Mrs. 
Robert  Compton  was  organist.  Nar¬ 
rator  was  the  Rev.  Ollie  L.  Golson,  Jr., 
pastor.  Mrs.  Sally  Marshall  was  in 
charge  of  decorations  which  featured 
holly,  candles,  an  Advent  wreath,  and 
a  ceramic  nativity  scene.  The  latter  was 
a  gift  from  Mrs.  Jack  Kemp. 

JEFFERSON  CHURCH  OF  NEW  OR¬ 
LEANS  presented  the  choir  in  "Night 
of  Miracles”  by  Peterson,  on  Dec.  18. 
Miss  Linda  Sweeton  was  director  and 
organist;  Mrs.  J.  S.  Riddick,  Sr.  was 
narrator;  soloists  were  Alec  Von  Hoven, 
Beth  Banting,  Linda  Taylor,  and  John 
Penny.  The  Rev.  Donald  J.  Hall  is 
pastor.  ■ 

MT.  ZION  CHURCH  members  of 
Montgomery  met  on  Dec.  9  to  pack 
a  box  for  the.  Sullivan  Cottage  at  the 
Children’s  Home  in  Ruston.  The  12 
little  girls  of  the  cottage  receive  a 
package  each  Christmas  from  the  Mt. 
Zion  Church,  packed  under  the  leader¬ 
ship  of  the  hospital  and  homes  steward, 
Mrs.  E.  C.  Strickland.  The  pastor  is 
the  Rev.  Elmer  Malone. 

JONESVILLEiFIRST  CHURCH  mem¬ 
bers  recently  displayed  an  exhibit  of 
"Great  Religious  Art  of  the  Masters”. 
In  addition  a  series  of  services  on  "The 
Portrait  of  Christ”  was  presented  each 
night  by  the  pastor,  the  Rev.  S.  Burl 
Dampier. 

MANGHAM  CHURCH  held  a  dedi¬ 
cation  of  memorials  at  the  Sunday 
morning  service,  Dec.  4.  Presentation 
of  memorials  was  by  Mrs.  Christine 
McConnell,  Official  Board  chairman. 
The  Rev.  H.  B.  Crammer,  pastor,  ac¬ 
cepted  the  gifts,  which  were  dedicated 
by  the  Rev.  E.  R.  Haug,  Monroe  dis¬ 
trict  superintendent.  In  addition  to  24 
pews,  a  matching  table  was  donated 
in  memory  of  Alfred  J.  Traweek,  an 
altar  set  of  candlesticks  and  cross  were 
in  memory  of  Carlton  N.  Underwood, 
a  communion  set  was  in  memory  of 
J.  G.  McCormich,  and  a  stained  glass 
window  in  memory  of  Alvin  Brunson. 


Dudley  V.  Snow,  right,  presents 
Christmas  gift  to  the  Rev.  and  Mrs.  Robert 
B.  Crichlow  at  the  Official  Board  banquet 
held  at  Broadmoor  Church,  Shreveport, 
Dec.  14.  The  program  “farade  of  Dolls’’ 
was  led  by  Mrs.  Hazel  Vickrey  with  Mrs. 
June  Skinner  as  mistress  of  ceremonies. 


The  Rev.  and  Mrs.  Ed  Haug,  at  left, 
Monroe  Dist.  Supt.  and  wife,  and  the  Rev. 
and  Mrs.  Roy  Nash,  Wesley  Foundation 
director  and  wife,  pose  with  candlelabra 
given  to  the  Haugs  by  district  parsons 
and  parsonettes. 

MONROE  DISTRICT  PARTY 


The  Rev.  and  Mrs.  Bentley  Sloane 
received  a  Polaroid  camera  from  ministers' 
families  of  the  Baton  Rouge  District. 
The  presentation  was  made  by  Mrs.  Harvey 
Williamson,  center,  president  of  the 
Parsonettes. 

WHILE  THE  REV.  KENNETH  MC- 


THE  INDIAN  BAYOU  CHURCH  re¬ 
cently  held  revival  services  with  Dr.  J. 
Henry  Bowdon,  Sr.,  Lafayette  District 
Superintendent,  as  guest  preacher.  The 
pastor  is  the  Rev.  T.  R.  Bergeron 


The  “White  Christmas’’  program  at  First  Church,  Hammond,  featured  some  of  the 
kindergarteners,  at  left,  and  at  right:  Santa  “treated”  the  children. 


The  Vidalia  Christmas  program  was  presented  by  the  Junior  Choir  and  members  of 
the  church  school.  Adult  direction  was  by  Mrs.  Charles  Payne,  Mrs.  Jimmy  Gowins, 
Mrs.  Leroy  Caldwell,  Mrs.  Leonard  Higgs,  and  Mrs.  Thomas  Williams.  When  children 
presented  gifts  for  the  needy  at  the  altar,  the  prayer  of  dedication  was  by  the  Rev. 
Ode'll  Simmins. 


At  Jefferson  Church,  N.O.,  Miss  Linda  Sweeton  (center),  choir  director,  converses 
with  Miss  Beth  Banting,  one  of  the  soloists,  following  the  cantata  presentation,  Dec.  18. 


JENNINGS  FIRST  CHURCH  youth 
made  Christmas  happier  for  two  fam¬ 
ilies  of  the  community.  The  junior 
highs  took  a  basket  of  food  and  a  $30 
food  credit  to  one  family.  The  senior 
highs  furnished  each  member  of  an¬ 
other  family  with  a  gift  of  clothing 
and  food,  toys  for  the  children,  and  a 
decorated  Christmas  tree.  The  junior 
high  III  class  sent  a  gift  of  money  to 
Carol  Wood,  who  is  serving  in  a  mis¬ 
sion  school  in  Korea.  The  three  groups 
joined  in  presenting  the  program  at 
the  church  family  night  supper.  The 
pastor  is  the  Rev.  Angus  Lee  Carrutb. 

SPECIAL  DEDICATION 
AT  WESLEY  CHURCH,  SULPHUR 

A  Service  of  Dedication  was  held  at 
Wesley  Church,  Sulphur,  for  gifts  given 
to  the  church  during  the  past  year.  The 
pastor’s  study  was  dedicated  in  honor 
of  the  Rev.  Louis  Hoffpauir  who  serv¬ 
ed  as  its  first  pastor  (since  the  dedica¬ 
tion,  Mr.  Hoffpauir  died  on  Dec.  16, 
and  his  obituary  was  printed  in  the 
Dec.  22  issue  of  this  paper).  The  Wom¬ 
an’s  Society  furnished  the  study.  The 
cabinet  work  was  done  by  John  Young, 
Arthur  Hoffpauir,  and  Delma  Boulet, 
Sr.  from  plans  drawn  by  Rayburn  Fu- 
gatt. 

The  outdoor  bulletin  board  was  con¬ 
structed  by  John  Young  and  presented 
by  his  family  in  memory  of  Harry  J. 
Malmquist,  father  of  Mrs.  Young. 

The  new  hymnals  were  used  for  the 
first  time  in  this  service.  Many  copies 
were  given  by  members  as  memorials 
or  to  honor  living  individuals. 

The  pastor  of  Wesley  Church  is  the 
Rev.  Deen  Thompson. 

t 


THE  GREENWOOD  METHODIST 
CHURCH  had  a  project  in  addition 
to  giving  for  the  Harvest  Day  offering. 
A  Christmas  cantata  was  arranged  and 
presented  on  Sunday  night,  Dec.  11. 
The  program  was  directed  by  Mrs.  John 
C.  Dunn,  Mrs.  J.  W.  Phillips,  and 
Mrs.  Ralph  Cranston. 

Gifts  of  toys,  household  items,  and 
tools  were  brought  to  the  service.  A 
large  load  was  later  taken  to  the  Child¬ 
ren’s  Home  by  Mr.  and  Mrs.  Tom  Mc- 
Clurg.  , 

The  Rev.  C.  B.  Krumnow  is  the 
pastor. 


Christmas  came  to  the  Wesley  Foun¬ 
dation  Center  in  Monroe  as  the  dis¬ 
trict  parsons  and  parsonettes  gathered 
for  the  annual  get-together.  After  a 
bountiful  supper,  gifts  were  exchanged. 
Each  parsonette  received  a  wooden  re¬ 
cipe  holder  designed  by  Mrs.  Ed  Haug 
and  made  by  her  husband.  Each  parson 
received  a  gift  book  from  District  Su¬ 
perintendent  Ed  Haug,  entitled  World 
Methodism”.  The  ministers  presented 
the  Haugs  with  candlebra  (see  picture). 
Carols  were  led  by  Mr.  Han?,  accom- 
paied  by  Mrs.  H.  L.  Johns.  The  closing 
prayer  was  by  the  Rev.  Falcon  Hearne. 


DOWELL  is  attending  St.  Paul  School 
of  Theology  during  January,  his  pulpit 
at  West  Monroe  First  Church  will  be 
occupied  on  Jan.  8  by  Dudley  Snow, 
layman  of  Shreveport’s  Broadmoor 
Church,  in  the  morning,  and  by  the 
Rev.  Don  Wineinger,  hospital  chaplain, 
at  the  7  p.m.  service. 

MISS  FAE  DAVES,  retired  deaconess, 
will  teach  the  study  of  James  and  I 
Peter  each  Sunday  evening  of  January 
in  the  St.  Mark  Church,  New  Orleans. 
Each  Sunday  during  Lent  the  members 
of  St.  Mark  will  study  "Affluence  and 
Poverty”.  The  Rev.  Rupert  D.  Coles  is 
pastor. 
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The 

Sunday  School  Lesson 


By:  Alfred  A.  Knox 


LESSON  FOR  JANUARY  15:  The  Marks  of  at 
Christian. 

SCRIPTURE  BACKGROUND:  Luke  6:12-49 

MEMORY  SELECTION:  Why  do  you  call  me 
“Lord,  Lord,”  and  not  do  what  I  tell  you? 
(Luke  6:46) 

AIM  OF  THE  LESSON:  To  determine  the  dis¬ 
tinctive  characteristics  of  the  Christian  so 
we  may  continually  measure  our  lives  accord¬ 
ing  to  these  standards  and  seek  to  make  them 
the  characteristics  of  our  lives. 

*  *  * 

Our  lesson  today  presents  material  that  is 
very  similar  to  that  section  of  Matthew’s  gos¬ 
pel  which  we  call  “the  Sermon  on  the  Mount.” 
(Matthew  5  through  7)  Because  Luke’s  version 
speaks  of  Jesus’  going  into  a  high  place  to  pray 
and  select  his  disciples  and  then  says  “and  he 
came  down  with  them  and  stood  on  a  level 
place”  (6:17)  it  is  often  called  “the  sermon  on 
the  plain.”  However,  because  of  the  striking  sim¬ 
ilarities,  it  is  though  by  many  scholars  that  both 
gospel  writers  were  giving  their  versions  of  the 
same  material. 

As  mdicated  in  the  previous  paragraph,  our 
lesson  begins  with  the  selection  of  the  disciples. 
It  ends  with  the  story  of  the  houses  built  on 
the  rock  and  on  the  sand.  In  between  are  some 
of  the  most  challenging  words  Jesus  ever  spoke 
— words  that  form  the  basis  for  “the  marks 
of  a  Christian.  ’ 

The  lesson  gives  us  still  another  chance  to 
make  comparisons  between  the  major  emphases 
of  Luke  and  Matthew.  We  will  see  that  Luke 
stresses  the  physical  needs  of  people,  while  Mat¬ 
thew  places  the  major  emphasis  on  the  spiritual 
needs.  We  see  an  illustration  of  this  when  the 
words  of  Matthew  3:3,  “Blessed  are  the  poor  in 
spirit”  become  “Blessed  are  the  poor”  in  Luke 
6:20  Where  Matthew  says,  “Blessed  are  those 
who  hunger  and  thirst  after  righteousness,” 
(5:6).  Luke  6:21  says,  “Blessed  are  they  that 
hunger  now.” 

*  #  * 


PRAYER  BEFORE  A  SIGNIFICANT  DECISION 

We  can  be  sure  that  Jesus  was  a  man  who 
prayed  regularly,  but  Luke  and  the  other  gospel 
writers  took  special  care  to  show  us  that  he 
never  approached  any  time  of  great  decision  in 
his  life  without  going  apart  for  a  prolonged  time 
of  prayer  Thus  we  read,  “In  those  days  he  went 
ut  into  she  hills  to  pray  and  ad  night  he  con¬ 
tinued  in  prayer  to  God,  and  when  it  was  day 
he  called  his  disciples.”  (6:12  and  13). 

What  he  sought  in  this  instance  was  guid¬ 
ance  as  to  whom  he  should  name  to  those  hon¬ 
ored  places  in  “the  twelve.”  He  wanted  to  make 
these  choices  in  the  light  of  heavenly  purpose, 
and  to  invoke  God’s  grace  for  these  men  who 
should  be  with  him.  Some  have  wondered  why 
Jesus  chose  Judas  Iscariot  if  his  selection  was 
guided  by  the  answer  to  his  prayer./  Here  is 
where  we  must  reexamine  our  concept  of  how 


God  answers  prayer.  We  must  understand  that 
although  God’s  grace  was  fully  given,  there  still 
remained  in  the  man  the  power  to  turn  his 
back  on  God’s  purpose.  Even  when  He  has 
“called”  a  man  to  a  task,  He  does  not  compel 
any  man  to  remain  steadfast.  This  is  the  privilege 

and  the  peril  of  every  man. 

#  *  * 

“SERMON  ON  THE  MOUNT”  —  “SERMON 
ON  THE  PLAIN” 

Some  of  you,  no  doubt,  would  like  for  us 
to  spend  a  little  time  in  discussing  the  similar¬ 
ities  and  the  differences  in  these  familiar  pas¬ 
sages  in  Matthew  and  in  Luke.  Both  sermons 
have  a  series  of  beatitudes,  appearing  in  about 
the  same  order.  Both  contain  the  admonition 
to  love  one’s  enemies  and  to  refrain  from  judg¬ 
ment  of  others.  In  both  we  find  references  to  the 
relative  fruitfulness  of  healthy  and  sick  trees- 
We  also  find  in  both  the  story  of  the  two  bunders 
— one  who  built  on  the  rock  and  the  other  who 
built  on  the  sand. 

One  striking  difference  is  that  the  four  woes 
given  in  Luke  6:25-26  do  not  appear  in  the  Mat- 
them  sermon.  Luke’s  beatitudes  seem  to  be  ad¬ 
dressed  directly  to  his  newly-called  disciples 
while  these  words  in  “the  Sermon  on  the  Mount" 
are  given  in  the  third  person. 

There  is  no  doubt  that  the  writers  were  in¬ 
fluenced  by  a  common  account.  We  must  also 
give  serious  consideration  to  the  viewpoint  of 
some  scholars  that  all  of  the  writers  were  using 
a  dramatic  device  to  summarize  teachings  de¬ 
livered  by  Jesus  on  a  number  of  occasions. 

*  #  # 

“HAPPINESS  IS  .  .  .” 

We  should  remember  what  a  “beatitude” 
is.  The  words  “blessed  are”  can  well  be  read 
“happy  are,”  and  surely  we  are  aware  that  this 
world  of  ours  is  searching  frantically  for  the 
key  to  happiness.  Often  we  ignore  this  set  of 
directions  for  happiness  and  look  in  a  thousand 
different  places  without  success.  A  number  of 
books  have  appeared  in  recent  years  under  the 
title  “Happiness  Is  .  .  .”  and  we  are  all  aware 
of  the  many  authors :  who  have  made  fortunes 
by  holding  out  their  easy  steps  to  happiness  — 
many  of  which  must  be  seen  for  what  they  are — 
“quack  remedies”  for  what  ails  us. 

An  interesting  characteristic  of  the  beatitudes 
recorded  by  both  Matthew  and  Luke  is  the  char¬ 
acteristic  of  reversal — what  J.  Wallace  Hamilton 
ha?  called  “serendipity.”  The  poor  become  rich, 
the  last  are  first,  the  small  are  great,  the  hun¬ 
gry  are  filled  and  those  who  weep  begin  to 
laugh.  Is  it  too  simple  to  conclude  that  hap¬ 
piness  is  where  we  least  expect  to  find  it? 

Dr.  Hamilton,  in  his  recent  book  bearing  the 
title  “Serendipity,”  quotes  from  a  novel  by  Al- 
dous  Huxley.  One  of  the  characters  complains 
about  people,  saying:  “They  never  think  of  life 
except  in  terms  of  happiness — how  can  I  have 
a  good  time?  Everybody  strains  after  happiness 

and  the  result  is,  nobody  is  happy.” 

*  *  * 

THE  MARKS  OF  A  CHRISTIAN 

If  we  are  to  deal  with  the  basic  theme  of 
our  lesson,  we  had  better  get  at  it.  There  are 


some  people  who  boast  that  they  do  not  have  a 
creed— some  say,  “My  religion  is  just  the  Ser¬ 
mon  on  the  Mount.”  My  soul,  are  they  implying 
that  such  a  position  is  a  simplification  of  the 
Christian  life?  Here,  Jesus  sets  forth  the  stringent 
(Jemands  of  the  kingdom  of  God.  He  raises  some 
of  the  most  searching  auestions  concerning  +he 
way  his  followers  should  live.  One  writer  has 
suggested  that  these  demands  “confront  us  as 
a  cliff  a  mile  high  confronts  a  mountain  climber.” 
If  one  is  looking  for  a  simple  creed,  he  had  better 
look  almost  anywhere  but  here. 

On  the  other  hand,  if  he  really  wants  a  “di¬ 
gest”  version  of  the  characteristics  of  a  true  dis¬ 
ciple  of  Christ,  he  need  look  no  further.  His 
expectations  for  us  are  made  startingly  plain 
in  the  passages  we  are  considering  from  Luke 
6.  Someone  has  spoken  of  “those  shocking  beati¬ 
tudes,”  and  so  they  are — perhaps  the  most  dis¬ 
quieting  words  we  can  read. 

We  feel  that  Mark  Twain  must  have  had 
this  “mile  high  cliff”  in  mind  when  he  said,  on 
an  occasion  when  a  complicated  theological  point 
was  being  discussed,  “It’s  not  the  parts  of  the 
Bible  that  I  can’t  understand  that  bother  me. 
It’s  the  parts  that  I  do  understand  but  can’t 
live  up  to.” 

*  #  * 

“WHAT  DO  YE  MORE?” 

If  you  expect  to  come  through  today’s  lesson 
with  a  long  and  concise  list  of  the  “marks  of 
a  Christian,”  you  will  be  disappointed.  These 
teachings  concern  themselves  with  basic  attitudes 
— attitudes  that  are  measured  by  the  way  they 
demonstrate  themselves  in  practice.  Here  we 
find  one  of  those  most  difficult  of  all  Jesus’ 
teachings — that  we  should  love  our  enemies  — 
that  we  are:  expected  to  love  people  that  we  do 
not  even  like.  Jesus  asked,  “If  you  love  those, 
who  love  you,  what  credit  is  that  to  you?” 
(6:32)  Dr.  Walter  Russell  Bowie,  in  The  Inter¬ 
preter’s  Bible,  says:  “The  loftiness  of  the  chal¬ 
lenge  which  Jesus  here  presents  exalts  us  with 
a  sense  of  the  glory  of  God,  and  in  the  same 
moment  humbles  us  to  the  dust  with  the  con¬ 
sciousness  of  our  utter  inability  to  measure  up 
to  the  ideal  he  set  before  his  disciples.” 

What  Jesus  is  really  saying  is  that  there  is 
no  such  thing  as  “Christian  legalism.”  He  was 
dealing  in  his  own  day  with  people  that  were 
legalistic  about  their  religious  obligations  and 
then  felt  so  superior  when  they  had  done  what 
was  required  of  them.  He  was  saying  to  them 
and  to  us  that  until  you  have  done  more  than 
is  required  of  you,  you  have  done  nothing,  “for 

even  sinners  love  those  who  love  them.”  (6:32). 

*  *  * 

LOVE  IS  THE  KEY  WORD 

Often  we  are  reminded  by  persons  from  other 
counties  that  the  English  language  is  one  of  the 
most  difficult  to  learn  because  of  the  ambiguity 
of  so  many  words.  “Love”  is  one  of  the  most 
confusing  words  in  our  vocabulary.  We  use  it 
to  describe  all  kinds  of  attitudes,  all  standards 
of  morality  ,  and  varying  relationships  with  per¬ 
sons,  things  and  ideas.  Dr.  Lyle  Loomis  says: 
“Love  carries  a  mother  through  a  long  night 
watch  i  beside  a  feverish  child.  Love  leads  another 
to  desert  her  family  for  an  affair.  Love  leads 
one  to  lay  down  his  life  for  a  stranger.  Love 
(for  self)  allows  grown  people  to  pull  their 
blinds  so  they  won’t  see  a  young  woman  be 
stabbed  to  death.” 

Jesus  points  out  that  a  basic  truth  of  the 
gospel  is  that  one  must  be  forgiving  if  he  is  to 
be  forgiven.  He  tells  us  that  the  way  to  keep 
what  we  have  is  to  give  it  away  and  that  the 
way  to  avoid  being  judged  is  not  to  judge. 

Jesus  asked,  “Why  do  you  call  me  ‘Lord, 
Lord,’  and  not  do  what  I  tell  you?”  (6:49) 
Immediately  following  this  question  he  tells  of 
the  men  i  who  built  their  houses  on  rock  and 
on  sand.  The  implication  here  is  quite  clear — 
if  any  life  is  to  have  the  stability  which  Christ 
can  give,  it  must  be  built  unmistakably  _  in 
thought  and  act  upon  Christ.  This  is  the  rock¬ 
like  foundation  which  is  the  fundamental  mark 
of  the  Christian  life. 
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OF  THE  WORLD  OF  RELIGION 
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the  Editor 


Pope  Paul  VI  celebrated  an  unprecedented  mid¬ 
night  Mass  in  Florence  this  Christmas  Eve  and 
told  the  people  of  the  flood-ravaged  city  he  had 
come  “to  weep  with  you.”  He  arrived  in  Florence 
on  Saturday  after  a  three-hour  car  trip  from 
Rome,  and  declared,  in  a  speech  to  city  officials, 
that  he  felt  himself  “a  citizen  of  Florence.” 

The  spiritual  leader  of  the  world’s  half¬ 
billion  Roman  Catholics  broke  with  tradition 
again  to  mark  the  start  of  Christmas  away 
from  the  Vatican.  The  altar  in  the  flood- 
stained  Cathedral  of  Santa  Maria  del  Flore 
was  stripped  bare  of  ornamentation  to  sym¬ 
bolize  the  loss  of  luxuries  and  art  treasures 
in  the  floods  which  recently  swept  across 
the  city. 

In  Cleveland,  the  Council  of  Churches  utilized 
the  shock  treatment  at  Christmas  to  dramatically 
call  attention  to  their  drive  to  get  welfare  pay¬ 
ments  increased  in  Ohio.  They  ran  a  full-page 
ad  which  featured  a  large  rat  at  the  top  of  the 
page,  and  asked  “What  did  you  expect?  Rein¬ 
deer?”  Their  declared  intention  was  to  tell  the 
state  of  Ohio  that  too  many  people  still  live  in 
homes  that  are  overrun  with  rats. 

A  previous  ad  at  Thanksgiving  had  shown 
a  can  of  dog  food  on  a  table  with  the  cap¬ 
tion:  “Thanksgiving  special:  17  cents  a 
pound.”  The  executive  director  of  the  coun¬ 
cil,  the  Rev.  Charles  W.  Rawlings,  said  Ohio 
ranks  30th  in  the  states  of  the  nation  in 
aid  payments  per  capita  to  needy  families. 

Joseph  D.  Jeffers  who  said  the  purpose  of  his 
“Kingdom  of  Yahweh”  cult  was  to  support  pub¬ 
lic  worship,  has  been  found  guilty  in  Phoenix, 
Ariz.  of  using  the  mails  to  defraud.  The  jury 
there  decided  the  “king”  of  the  “kingdom,” 
mount,  only  to  support  himself  and  “the  horse 
and  dog  tracks  near  Phoenix.”  Jeffers,  67,  and 
his  wife,  Connie,  27,  were  convicted  on  13  counts 
of  mail  fraud.  Jeffers  previously  served  a  term 
in  the  federal  penitentiary  for  transporting  a 
stolen  car  across  state  lines. 

Jeffers  will  be  remembered  by  Arkansans 
as  the  evangelist  who  was  the  “storm  cen¬ 
ter”  of  a  “religious  war”  in  Jonesboro  in  the 
early  thirties.  This  editor  was  a  member  of 
the  National  Guard  unit  that  was  called  to 
preserve  order  in  Jonesboro  because  of  the 
tension  created  after  the  preacher  was 
ordered  to  leave  First  Baptist  Church  where 
he  was  holding  a  revival. 

An  unusual  controversy  developed  in  Cincinnati, 
O.  over  yuletide  decorations  of  an  impromptu 
nature.  A  walk-out  was  staged  in  that  city  by 
about  200  workmen  when  a  Christmas  cross 
they  had  erected  on  one  floor  of  an  uncompleted 
general  hospital  was  removed  by  the  company 
for  which  they  were  working. 

The  cross,  made  of  two  pieces  of  lumber  and 
covered  with  aluminum  foil,  was  set  up  on 
the  sixth  floor  of  the  hospital.  According 
to  the  builders,  Frank  Messer  and  Sons,  a 
number  of  complaints  were  received  on  the 
grounds  that  it  was  illegal  to  display  a  re¬ 
ligious  symbol  on  public  property.  The  com¬ 


pany  then  ordered  the  cross  taken  down, 
and  the  walkout  followed. 

A  Vancouver  Anglican  clergyman  faces  investi¬ 
gation  of  his  ministry  because  of  his  controver¬ 
sial  radio  and  television  activities  related  to  LSD. 
Anglican  Bishop  Godfrey  P.  Gower  of  New 
Westminster  has  called  for  a  meeting  of  the  full 
congregation  of  St.  Anselm’s  Church.  The  33- 
year-old  cleric  had  been  summoned  to  the 
bishop’s  office  to  explain  his  part  in  recent  radio 
and  television  shows  related  to  "psychedelic” 
service  (a  service  related  to  the  use  of  the 
drug  LSD) . 


Gen.  William  Westmoreland  welcomes  Evangelist 
Billy  Graham  to  Vietnam  at  Tan  Son  Nhut  Airport 
near  Saigon.  Dr.  Graham  was  arriving  for  a  seven- 
day  Christmas  visit  with  servicemen. 


Two  American  Jewish  leaders  who  were 
recently  received  by  Generalissimo  Franco 
in  Madrid  heard  him  describe  pending  legis¬ 
lation  to  liberalize  the  status  of  religious 
minorities  as  “a  simple  act  of  justice.”  In 
Madrid  after  having  been  received  at  the 
Vatican  by  Pope  Paul  VI  were  Dr.  William 
Wexler  of  Savannah,  Ga.,  and  Saul  E.  Joftes 
of  the  staff  of  B’nai  B’rith,  Jewish  service 
organization. 

A  recent  Gallup  Poll  shows  that  Roman  Cath¬ 
olics  are  America’s  best  churchgoers  find  that  the 
Lutherans  “win  the  gold  star”  for  attendance 
among  Protestants.  The  new  poll  shows  that 
44%  of  the  nation’s  adults  attended  church  in 
a  typical  week  during  1966.  Dr.  George  Gallup 
said  in  announcing  the  findings,  “The  10-year 
decline  in  church  attendance  appears  to  have 
come  to  a  halt  and  one  factor  may  be  the 
Vietnam  war.” 


The  Jesuits  are  giving  “serious  considera¬ 
tion”  to  a  plan  to  move  their  famed  semi¬ 
nary,  Woodstock  College  in  Maryland,  into 
an  urban  setting  and  affiliating  it  with  a 
large  university  —  either  Fordham  or  the 
Yale  Divinity  School  Such  a  plan  was  con¬ 
firmed  by  Father  Edward  J.  Sponga,  Provin¬ 
cial  of  the  Maryland  Province  of  the  Society 
of  Jesus. 

Episcopal  clergymen  of  New  Mexico,  supported 
by  their  bishop,  have  questioned  the  moral  pur¬ 
pose,  the  financial  backing  and  the  leadership 
of  Moral  Re-Armament  after  the  announcement 
of  a  meeting  in  Santa  Fe  for  Dec.  23.  A  state¬ 
ment  signed  by  Episcopal  ministers  and  Bishop 
C.  J.  Kingsolving  stated  that  the  “absolutes 
propounded  by  MRA  are  a  false  substitute  for 
Christian  ethics.  We  stand  with  youth  and  are 
therefore  opposed  to  false  systems  of  absolutes.” 
The  proposed  meeting  was  for  three  casts  of  the 
MRA  “Sing-out”  which  was  to  draw  2,000  young 
people  from  70  nations. 

Roman  Catholic  and  Protestant  churchmen 
conferred  recently  with  Premier  Ian  D. 
Smith  of  Rhodesia  concerning  his  govern¬ 
ment’s  attitude  toward  the  latest  develop¬ 
ments  in  the  independence  crisis.  Anglican 
Bishop  Cecil  W.  Anderson  told  newsmen 
the  churchmen  attended  the  meeting  as 
individuals  and  not  as  emissaries  of  their 
respective  churches.  He  described  the  meet¬ 
ing  as  “cordial.” 

Latin  America’s  first  Congress  of  Priestly  and 
Religious  Vocations  came  to  a  close  in  Lima, 
Peru  after  endorsing  numerous  resolutions  de¬ 
signed  to  strengthen  the  Roman  Catholic  Church 
in  Latin  America.  Confronted  with  startling  in¬ 
creases  in  population  and  a  diminishing  number 
of  young  people  entering  seminaries,  monasteries 
and  convents,  the  176  delegates  proposed  a  series 
of  reforms  aimed  at  attracting  the  modem  youth 
and  helping  him  to  remain  constant  during  his 
years  of  religious  training  and  preparation. 

Anglican  Bishop  John  Robinson  of  Wool¬ 
wich,  author  of  the  controversial  Honest  to 
God,  is  convalesing  in  a  London  hospital 
following  an  operation  to  correct  a  slipped 
disc. 

The  observance  of  Baptist  World  Alliance  Sun¬ 
day,  Feb.  5,  with  regional  and  city  rallies  of 
Baptists  in  120  countries  was  urged  by  the  BWA’s 
Administrative  Committee  at  its  recent  semi¬ 
annual  meeting  in  Washington.  Dr.  V.  Carney 
Hargroves  of  Philadelphia,  chairman  of  the 
North  American  Baptist  Fellowship,  a  BWA  unit, 
said  the  proposal  was  an  implementation  on  a 
worldwide  scale  of  a  similar  plea  made  earlier 
by  the  heads  of  the  six  groups  affiliated  with 
the  fellowship. 


Dr.  C.  Shelby  Rooks  of  Princeton,  N.  J.,  ex¬ 
ecutive  secretary  of  the  Rockefeller  Fund  for 
Theological  Education,  told  a  recent  gather¬ 
ing  of  fellow  Negro  clergymen  that  “the 
Negro  clergymen  and  the  power  structure 
of  the  predominantly  white  Protestant  de¬ 
nominations  in  which  they  serve  are  to 
blame  for  keeping  the  Negro  ministers  from 
the  centers  of  denominational  power  m«l 
decision  making.”  He  said  that  with  only  a 
limited  number  of  pulpits  available  to  him, 
the  Negro  pastor  is  virtually  frozen  in  the 
first  position  offered  him. 


Stronger  action  against  religious  and  racial 
prejudice  and  intolerance  was  urged  in  two 
strongly  worded  resolutions  recently  approved  in 
the  UN  General  Assembly.  Only  South  Africa 
voted  against  the  resolutions. 


JANUARY  5,  1967 


PAGE  SEVEN 


A  Word  From  Your  Bishop 

Regarding  Your  Paper 


1967  Circulation  Campaign 
The  Louisiana  Methodist 
January  8  - 15,  1967 


PAGE  EIGHT 


JANUARY  5,  1967 


JANUARY  5,  1967 


PAGE  NINE 


The  marks  of  a 
Christian  college 

by  W.  W.  Reid 

"I  have  been  looking  for  a  truly 
Christian  college  to  which  to  make  a 
gift,”  wrote  a  well-to-do  church  mem¬ 
ber  to  a  college  president.  "While  your 
college  is  church-supported  and  has 
'Christian'  in  its  name,  I  do  not  find 
that  it  really  differs  much  from  nearby 
State  College  nor  from  private  colleges 
generally  ...  I  don't  see  that  you  are 
teaching  or  preaching  belief  in  God  and 
obedience  to  Christ  any  more  than  the 
others  are  ...  So  I  cannot  see  why 
I  should  make  a  gift  to  you  ...” 

Such  sentiment  "has  come  at  one  time 
or  another  to  practically  every  execu¬ 
tive  of  a  church-related  college  or  uni¬ 
versity.  There  is,  of 
course,  a  very  logi¬ 
cal  answer  to  the 
question.  But  it  is 
doubtful  if  the 
questioner  has  a 
point  of  view  that 
can  "take”  a  reason¬ 
able  answer:  he  is 
more  likely  to  have 
a  mind-set  that  de¬ 
mands  a  too-nar- 
row  interpretation  of  what  is  "Chris¬ 
tian.”  He  may  even  be  confusing 
"Christian”  with  verbal  utterances  of 
an  earlier  day  rather  than  with  acts 
of  living  faith  related  to  the  needs 
of  men  in  today's  circumstances. 

Now  every  school  has  a  moral  obli¬ 
gation  to  proclaim  truth  in  every  sub¬ 
ject  in  the  curriculum.  What  we  know 
as  truth  in  any  field  today  (physics, 
sociology,  philosophy,  economics)  may 
be  radically  changed  tomorrow  by  new 
discoveries  and  observations:  and  we 
must  be  ready  to  accept  and  use  them. 
The  knowledge  —  the  truth  —  we 
acquire  is  of  value  only  as  we  apply 
it  to  shaping  and  guiding  our  own 
personal  lives,  to  the  welfare  of  the 
whole  human  race,  and  to  our  co¬ 
operation  with  and  adjustment  to  the 
purposes  of  Creation  as  we  are  enabled 
to  grasp  them.  The  educated  man  is 
one  who  can  use  truth  —  new  and 
"old”  —  for  man’s  good.  And  what  he 
believes  about  the  universe  and  his 
fellowmen  —  which  after  all  is  his  real 
religion  —  determines  to  a  large  extent 
what  use  he  makes  of  truth. 

It  is  in  this  area  of  shaping  and 
sharpening  a  student’s  understanding  of 
his  own  religious  beliefs  —  and  there¬ 
fore  of  his  application  of  them  to  so¬ 
ciety  —  that  the  Christian  college  (or 
a  Jewish  or  other  religious  institution) 
has  a  distinct  advantage  over  a  govern¬ 
ment-supported  school.  In  the  church- 
related  college  a  Christian  professor 
may  impart  his  faith  to  his  students, 
verbally  and/or  by  his  own  attitudes 
and  actions;  such  verbal  influencing  of 
belief  would  at  least  be  frowned  upon, 
if  not  legally  prohibited,  in  state-sup- 
ported  schools.  (However,  the  life  of  a 
Christian  dominated  professor  sheds  its 
own  light  even  here.) 

There  is,  fortunately,  no  Methodist 
mathematics,  no  Presbyterian  psychol¬ 
ogy,  no  Baptist  physics  —  no  Chris¬ 
tian  vs.  non-Christian  truth  in  any  area 
of  knowledge:  but  what  one  does  with 
truth  varies  with  one’s  philosophy, 
one’s  religious  point  of  view,  one  life 
motivation.  Basically  these  attitudes  and 


On  a 
W  i(U‘ 
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By  the  Rev.  Leslie  J.M.  Timmins 
EDITORIAL  BOARD,  The  Methodist  Recorder 


You  will  be  reading  this  just  after 
the  New  Year,  although  I  am,  in  fact, 
writing  it  before  Christmas.  The  fact 
that  it  is  quite  difficult  to  put  oneself 
into  a  New  Year”  mood  when  Christ¬ 
mas  is  not  even  Here  is  an  interesting 
commentary  on  time  itself.  It  was  Pro¬ 
fessor  Bergson  who  told  us  that  time 
is  that  which  separates  events,  and  I 
suppose  that  we  are  curiously  conscious 
of  time  when  New  Year  comes  around. 

For  Methodists  in  England  there  is 

a  plentiful  supply  of  New  Years.  They 
have  one  on  September  1st,  for  that  is 
when  the  Methodist  Year  begins,  and  if 
ministers  are  changing  appointments, 
that  change  always  takes  place  on  Sep¬ 
tember  1st.  Then  there  is  Advent,  the 
beginning  of  the  Christian  Year,  when 
we  remember  the  great  acts  of  God  in 
Christ,  as  they  are  solemnly  celebrated 
from  Advent,  through  Christmas, 
Epiphany,  Lent,  Eloly  Week  and  the 
great  moment  of  Easter  until  we  reach 
the  Ascension  and  the  gift  of  the  Holy 
Spirit  at  Whitsuntide,  when  Pentecost 
is  much  in  our  minds. 

Then  we  have  the  traditional  New 
Year  on  January  1st  —  although  this 


beliefs  are  formed  within  the  family 
circle,  and  in  the  church  (and  some¬ 
times  the  social  group)  which  the  fam¬ 
ily  chooses  for  itself  —  or  into  which, 
more  often,  it  is  born.  It  is  quite  na¬ 
tural  that  parents  desire  that  the  same 
influences  and  religious  points  of  view 
that  were  had  at  home  be  found  in  the 
college  community  into  which  youth 
goes:  a  "wrong  choice”  may  loosen  all 


is  usually  celebrated  much  more 
thoroughly  North  of  the  Border  be¬ 
tween  England  and  Scotland,  where  the 
Scots  regard  "Hogmanay”  —  the  festi¬ 
val  of  the  New  Year  —  as  a  very 
speciaT'must”. 

Quite  often,  too  in  this  country  the 
Church  or  Chapel  Anniversary  is  a 
great  "new  beginning”  and  this  can 
take  place  at  any  time  of  the  year,  de¬ 
pending  when  the  church  was  first 
built. 

But  of  all  times,  this  beginning  of 
the  New  Year  is  a  time  when  the  most 
pessimistic  character  feels  as  though 
that  new  clean  page  of  the  diary  means 
something.  It  is  a  kind  of  chance  to 
begin  again  —  and  perhaps  this  time 
not  all  the  Resolutions  we  will  make 
will  be  broken  in  the  first  week. 

But  above  and  through  all  that, 
speaks  the  Gospel  we  believe.  It  is  not 
a  Gospel  of  Resolutions,  but  of  revolu¬ 
tion.  And  what  we  need  in  this  sore- 
pressed  world  of  ours  is  a  New  Year  s 
Revolution. 

And  that  begins  with  the  light  which 
streams  from  the  Manger  and  the  Cross 
— the  light  which  is  true,  and  lighteth 


the  "moorings”  of  earlier  years.  Hence, 
generally,  the  special  value  of  the 
church-related  college.  In  the  best  such 
schools,  the  "religious  emphasis”  is 
probably  not  "pushed  at”  the  student; 
rather  it  is  "absorbed”  from  the  very 
"atmosphere”  of  the  institution  —  from 
the  faculty,  from  the  religious  activities 

(Continued  on  page  11) 


every  man.  This  is  the  light  which  must 
not  fail,  and  our  faith  much  more  than 
our  human  resolution  will  see  to  that. 
A  very  Happy  New  Year  to  you  all. 
May  1967  see  the  coming  of  more 
peace,  and  more  brotherhood  the  world 
over. 

FOLLOWING  IN 
FATHER’S  FOOTSTEPS 

The  Prince  of  Wales  is  to  become 
"guardian”  (Head  Boy)  at  Gordons- 
tdun,  the  Public  School  which  he  at-: 
tendsOf  course  it  must  be  a  bit  con¬ 
fusing  for  you  as  you  read  this,  be¬ 
cause  a  Public  School- in  England  (or 
Scotland,  where  Gordonstoun  is)  is  the 
equivalent  of  a  Private  School  in 
America. 

As  Head  Boy  (or  Head  Prefect)  the 
Prince  of  Wales  will  act  as  a  kind  of 
liaison  between  the  staff  of  the  school 
and  the  boys,  and  will  convene,  each 
wfeek,  a  meeting  of  the  other  Prefects. 

In  this  role  he  is  following  in 
Father’s  footsteps,  for  Prince  Philip  was 
"guardian”  of  Gordonstoun  in  1939. 
When  he  finishes  his  school  course 
next  year,  he  is  expected  to  go  to  Cam¬ 
bridge  University,  one  of  the  two  great 
old  Universities  of  this  country, 
t 

GLOSSARY 

We  are  living  in  such  an  atmosphere 
of  "O.  K.  Words”  that  I  think  it  is 
about  time  we  had  a  Glossary  of  ex¬ 
planation  to  heln  the  rv’-',ed  CF’-^Uii.n 
who  needs  to  know  what  everybody 
who  is  "In”  is  taixing  aoout. 

So,  here  goes: 

CHRISTIAN  TASK  FORCE  — 
People  who  talk  about  doing  things. 

CONFRONTATION  —  Smiling 
sideways  even  at  non-Christians. 

GRASS  ROOTS  —  Nothing  to  do 
with  gardening.  Means  just  folks. 

DIALOGUE  —  Arguing  with  your 
neighbour  about  whose  lawn-mower  is 
whose. 

SECULAR  CHRISTIANS  —  People 
who  have  stopped  coming  to  Church. 

INVOLVEMENT  —  Not  joining 
anything  in  church,  but  everything  out¬ 
side  it. 


/I  Jlcuftnasi' WUneM, 


by  Charles  A.  Stuck/Lay  Evangelist 


MARGINS  OF  SAFETY 

A  foolhardy  young  aviator  tried  to 
make  a  loop  with  his  small  plane  only 
a  few  hundred  feet  above  the  ground. 
He  crashed  behind  a  grove  of  trees. 
His  mother  screamed  and  clutched  at 
her  throat  as  the  somber  column  of 
smoke  slowly  wrapped  a  pall  around 
the  wreckage. 

Above  the  St.  Louis  airport  my  plane 
flew  into  an  invisible  but  powerful 
downdraft.  We  began  to  fall;  faster  .  .  . 
faster.  The  pilot  yanked  up  the  land¬ 
ing  gear,  the  powerful  engines  scream¬ 
ed  and  the  great  propellers  clawed  at 
the  sky.  The  passengers  sat  mute  and 
paralyzed  like  paintings  on  a  canvas. 

A  few  minutes  later  we  landed  safely. 

What  was  the  difference?  Simply 
margins  of  safety. 

The  inexperienced  flier  had  not 
learned  the  power  of  gravity.  He  had 


not  learned  how  to  judge  distances  and 
heights.  He  had  no  margins  of  safety 
in  his  meager  flying  experience. 

The  man  at  the  controls  of  our  plane 
had  guided  hundreds  of  aircraft  over 
millions  of  miles  in  all  kinds  of  weath¬ 
er.  He  met  this  emergency  with  the 
clear  judgment  that  had  come  from 
meeting  all  sorts  of  flying  conditions. 

A  young  woman  whom  I  know  is  liv¬ 
ing  gaily  and  carelessly  on  the  thin 
frothy  surface  of  life  A  graduate  of  a 
fancy  eastern  college,  she’s  pretty  smart. 
She  thinks  that  living  is  great  fun. 
But  as  far  as  I  can  measure,  she  built 
no  margins  of  spiritual  safety  into  her 
life.  It  frightens  me  to  think  of  how 
she  would  react  to  a  great  sorrow 
which,  of  course  will  surely  come  to 
her  some  day. 

On  the  other  hand,  I  remember  my 
mother’s  reaction  when  a  sudden  and 


tragic  accident  snatched  away  her  only 
daughter.  As  I  talked  with  her  that 
night  and  for  months  afterward,  I  was 
constantly  reminded  of  her  spiritual 
strength;  a  strength  that  had  been  cul¬ 
tivated  for  many  years.  When  it  was 
needed  it  was  powerful  enough  to  bear 
her  up  and  carry  her  through  the  hor¬ 
rible  experience. 

Margins  of  spiritual  safety,  like  mar¬ 
gins  of  flying  safety,  do  not  come  eas¬ 
ily.  The  pilot  gained  his  margins 
through  the  experiences  of  flying 
planes  for  years  and  over  millions  of 
miles.  My  mother  gained  hers  through 
a  lifetime  of  daily  contacts  with  God 
through  prayer,  Bible  reading  and  pub¬ 
lic  worship. 

Are  you  developing  your  margins  of 
safety  ?  They  don’t  come  overnight,  you 
know. 


PAGE  TEN 


JANUARY  5,  1967 


quote 


amt  unquote 


Dr.  Robert  W.  Huston,  general  sec¬ 
retary;  of  the  Methodist  Commission 
on  Ecumenical  Affairs,  in  an  enthusi¬ 
astic  letter  concerning  prospects  for 
church  unity  developments  during 
1967:  "As  we  enter  the  new  Christian 
year  we  earnestly  prepare  to  receive 
fully  the  'God  event’  which  calls  us 
into  being  as  the  Christian  Church  and 
draws  us  into  His  mission. 

Herman  Will,  Jr.,  associate  general 
secretary  of  the  Methodist  Board  of 
Christian  Social  Concerns,  in  a  letter 
prepared  for  the  signature  of  10  other 
religious  leaders  before  it  was  sent  to 
President  Johnson  to  express  moral 
indignation”  at  U.  S.  policies  and  prac¬ 
tices"  in  the  Vietnam  war:  "The  actions 
of  our  government  now  clearly  appear 
to  contradict  your  own  words  as  its 
chief  spokesman  .  .  .  How  can  your 
call  for  negotiations  and  a  peaceful 
settlement  be  taken  seriously  when  the 
U.  S.  forces  in  Vietnam  escalate  their 
actions  at  a  time  like  this?’ 

Raimondo  Manzini,  editor  of  the 
Vatican  City  paper  Osservatore  Ro¬ 
mano,  in  an  editorial  interpreted  by 
many  as  referring  to  the  statement  by 
Cardinal  Spellman  that  "Total  victory 
means  peace”:  "Roman  Catholic  oninion 
is  divided  the  world  over  about  the 
aims  and  the  methods  of  tms  war, 
which  Pope  Paul  has  defined  as  typical, 
tragic  and  menacing.’ 

Dr.  Billy  Graham,  evangelist,  speak¬ 
ing  recently  to  the  assembly  of  the  Na¬ 
tional  Council  of  Churches:  "Sometimes 
I  have  made  the  tragic  mistake  of  run¬ 
ning  all  over  the  world  thinking  that 

Reid 

( Continued  from  page  10) 

of  the  college  chapel  and  church,  and 
from  the  student  body.  After  all,  our 
philosophy  of  life  —  our  religion  — 
is  something  absorbed  by  spirit  from 
spirit,  not  something  crammed  into  the 
multiplication  tables  .  .  . 

But  to  return  to  the  disappointed 
would-be  contributor:  I  fear  that  what 
he  expected  to  find  in  a  Christian  col¬ 
lege”  was  something  like  the  outmoded 
revival  meeting,  with  the  students  con¬ 
fronted  daily  with  impassioned  pleas 
to  join  the  sanctified  and  the  saved. 
There  were  colleges  making  such  high- 
pressure  efforts  to  win  students  to 
Christ  some  decades  ago.  1  seriously 
doubt  that  many  of  today's  students 
can  be  influenced  by  this  approach.  I 
believe  a  good  case  can  be  made  for 
the  assertion  that  the  plight  of  the 
church  today  —  and  the  lack  of  wider 
influence  of  its  activities,  and  resolu¬ 
tions,  and  leaders  in  the  places  where 
momentous  decisions  are  being  made — 
stem  from  the  methods  by  which  our 
fathers  were  "won”  to  verbal  statements 
of  faith  that  did  not  command  their 
purposes  and  motivations. 
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Robert  Crichton,  THE  SECRET  OF 
SANTA  VITTORIA,  $5. 95,  Simon  and 
Schuster. 

This  novel,  which  has  been  in  the 
envied  "Number  One”  spot  on  every¬ 
body’s  best-seller  list  for  several  weeks, 
is  the  story  of  an  insignificant  Italian 
village  during  the  closing  days  of 
World  War  II.  It  is  specifically  a  de¬ 
tailed  description  of  the  manner  in 
which  that  village  reacted  to  the  news 
of  the  death  of  Benito  Mussolini. 

It  begins  with  the  desertion  of  Sgt. 
Robert  Abruzzi  from  an  American 
bomber  flying  over  Italy  and  the  sanc¬ 
tuary  he  found  in  Santa  Vittoria.  How¬ 
ever,  its  true  beginning  was  that  day 
when  Fabio  brought  news  that  "El 
Duce  is  dead,”  and  the  new  pride  the 
village  found  in  preparing  to  face  the 
German  troops  they  knew  would  come. 
This  pride  grew  through  the  guidance 
of  Bombolini,  who  was  not  thought  by 
anyone  to  have  sense  enough  to  be¬ 
come  mayor,  but  who  did  and  was  an 
inspiration  to  the  people. 

"The  secret”  was  the  million  bottles 
of  prize  wine  that  the  townspeople  de¬ 
cided  to  hide  from  the  German  army 
and  of  the  ingenuity  they  used  in  ac¬ 
complishing  this  mission  only  to  dis¬ 
cover  that  It  gave  them  a  courage  they 
had  never  known.  It  w as  the  kind  of 
courage  that  persevered  against  the  tor¬ 
ture  tactics  of  the  SS  troops,  who  were 
willing  to  swear,  when  their  methods 
failed  to  break  any  of  the  villagers, 
that  there  could  not  be  any  hidden 
wine. 

We  are  always  delighted  when  we 
can  report  that  the  best-seller  list  is 
headed  by  a  novel  that  is  not  obscene 
or  suggestive.  After  a  long  period  of 
domination  by  "The  Valley  of  the 
Dolls”  and  "The  Adventurers,”  this  is 
a  fresh  bit  of  air  and  we  urge  you  to 
read  it. 


G  Don  Gilmore,  THE  FREEDOM 
TO  FAIL,  $2.95,  Revell. 

This  outstanding  young  Ohio  Meth¬ 
odist  minister  has  written  a  book  that 
needed  writing  —  a  voice  that  says  it 
isn’t  true  that  everybody  has  to  succeed 
at  everything  he  undertakes.  The  su 
title  suggests  the  contents,  "Life  above 
the  fop  of  conformity  and  fear.” 

He  "points  out  how  many  people 
among  us  today  will  not  take  on  re¬ 
sponsibilities  because  of  the  paralyzing 
fear  of  failure  —  how  many  people 
force  themselves  into  the  molds  of  on- 
formity  because  they  cannot  bear  the 
thought  of  being  called  different 

Here  is  presented  a  concept  of  free¬ 
dom  —  "a  freedom  that  proceeds  from 
the  faith  that  God  has  a  unique  plan 
and  purpose  for  every  life.  He  says, 
"No  one  can  be  free  to  fail  or  free  to 
undertake  any  unpopular  freedom  un¬ 
less  he  is  free  in  God’s  grace. 

This  book  needs  to  be  read  by  many 
people  who  have  been  so  taken  by  the 
idea  of  "the  cult  of  success”  that  they 
never  find  the  answer  to  that  eternal 
question  "Who  am  I?”  because  they 
are  afraid  that  such  an  answer  mi^ht 
brand  them  as  failures  in  the  eyes  of 
some  others. 

Here  is  the  book's  key  sentence:: 
"Have  you  noticed,  no  one  can  fail  any 
more?  At  least  we  cannot  admit  to 
failure.  Everyone  is  under  orders 
from  the  day  he  is  born  to  succeed, 
succeed,  succeed!  All  through  life  some¬ 
one  is  forever  goading  you  to  be  a 
success.  Failure  simply  isn't  officially 
permitted  in  our  society,  and  yet  people 
do  fail.” 

t 

We  need  more  church  committees 
that  are  also  a  part  of  the  company  of 
the  committed. 


1  A  Methodist  Said  It 

"The  delusion  that  man  must  and 
can  do  for  himself  what  God  cannot  or 
has  failed  to  do  has  resulted  in  a  new 
polarization  of  society  into  hostile  mi¬ 
nority  groups  more  concerned  for 
themselves  than  for  the  common  good, 
a  new  demoralization  of  the  majority. 

_ The  Rev.  Dr.  Albert  C.  Outler  at 

the  YWCA  World  Fellowship  obser¬ 
vance  in  Washington  National  Cathe¬ 
dral.  1  ,j 

"Christian  faith  seems  to  be  old- 
fashioned  and  too  simple  for  us,  but 
the  disease  which  we  call  sin  is  the 
same  old  sickness  which  only  the  Good 
News  of  Christianity  can  diagnose  and 
cure.  It  is  for  the  Christian  church  to 
make  clear  that  the  only  radically  new 
event  that  ever  took  place  in  the  world 
is  recorded  in  the  Bible.  — Bishop  Ger¬ 
ald  Kennedy  at  the  15th  annual  Bish¬ 
op’s  Laymen  Luncheon  in  Los  Angeles, - 
Calif. 

t 

WASHINGTON,  D.  C.  —  Nineteen 
Methodist-related  schools  will  partici¬ 
pate  next  summer  in  providing  research 
opportunities  or  training  institutes  for 
high  school  science  teachers,  under  Na¬ 
tional  Science  Foundation  grants.  The 
two  with  research  grants  are  University 
of  the  Pacific  and  Syracuse  University. 
Institutes  will  be  at  Birmingham- 
Southern  College,  American  University, 
Clark  College,  Emory  University,  Il¬ 
linois  Wesleyan  University,  DePauw 
University,  Dillard  University,  Ham¬ 
line  University,  Nebraska  Wesleyan 
University,  Drew  University,  Syracuse, 
Duke  University,  Baldwin-W allace  Col¬ 
lege,  Ohio  Wesleyan  University,  Hus- 
ton-Tillotson  College,  Southern  Meth¬ 
odist  University,  Randolph-Macon 
Woman’s  College  and  Lawrence  Uni¬ 
versity. 

■5- 

Perhaps  the  best  gift  we  can  give  our 
children  at  Christmas  is  loving  persua¬ 
sion  and  an  example  in  sharing  some  of 
our  best  with  others. 


it  all  depended  on  me  to  win  men  to 
Christ.  But  I  know  now  that  this  is 
basically  the  work  of  God.” 


WASHINGTON,  D.  C.  —  Eight 
Methodist-related  schools  will  provide 
special  training  in  science  and  mathe¬ 
matics  next  summer  for  some  of  the 
nation's  top  high  school  students,  un¬ 
der  a  National  Science  Foundation 
grant.  They  are  American  University, 
Emory  University,  Northwestern  Uni¬ 
versity,  Coe  College,  Syracuse  Univer¬ 
sity,  Bennett  College,  Southern  Meth¬ 
odist  University  and  Lawrence  Univer¬ 
sity. 

f 

Let  the  child  and  the  youth  be  taught 
that  every  mistake,  every  fault,  every 
difficulty,  conquered,  becomes  a  step¬ 
ping  stone  to  better  and  higher  things. 
It  is  through  such  experiences  that  all 
who  have  ever  made  life  worth  the 
living  have  achieved  success. — Ellen  G. 
White 

t 


Turned-off  television  programs  pro¬ 
vide  excellent  quiet  times  for  catching 
up  on  one’s  reading. 


The  Rev.  Robert  W.  Huston,  general  secretary  of  the  Methodist  Commission  on 
Ecumenical  Affairs,  is  shown  as  he  spoke  recently  at  a  meeting  of  Methodist 
and  Roman  Catholic  leaders  in  Chicago.  (Ml  Photo) 
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At  Vinton,  left  picture  shows  Mrs.  James  Poole  and  Mrs.  D.  J.  Moreau  Sr.  preparing 
the  worship  setting  for  the  program,  Dec.  14.  At  right  Mrs.  Melvin  Wilkinson  Nora  Lee 
Parish,  and  Mrs.  B.  J.  Richard  enact  a  scene  from  the  playlet  “for  This  Little  Time” 


SPECIAL  MEMBERSHIPS 
AT  VINTON 

New  and  old  members  were  honored 
by  the  Vinton  Woman's  Society  at  its 
Christmas  program  and  social  hour  Dec. 
14. 

Special  membership  pins  were  pre¬ 
sented  by  the  Minnie  Kaufman  circle 
to  Mrs.  Ralph  Taggart  and  Mrs.  B.  J. 
Richard,  and  by  the  Anna  Davis  circle 
to  Mrs.  Hugh  Latta. 

Mrs.  W.  A.  Sutton  gave  a  baby 
membership  certificate  to  her  great- 
neice,  Jane  Ann  Richard,  three-year-old 
daughter  of  Mrs.  B.  J.  Richard.  Jane 
Ann  has  been  attending  WSCS  circle 
meetings  with  her  mother  since  infan¬ 
cy-  •  •  , 

Ladies  who  have  joined  within  the 
past  year  and  those  who  are  new  to 
the  church  and  community  were  recog¬ 
nized  and  presented  corsages  designed 


and  created  by  Mfs.  J.  C.  Speights  and 
Mrs.  D.  J.  Scha'nz,  Sr. 

The  solemn,  yet  joyous  occasion  of 
Christ’s  birth  was  told  In  a  playlet, 
"For  This  Little  Time,”  performed  by 
Mrs.  James  Poole,  Mrs.  Melvin  Wil¬ 
kinson,  Mrs.  B.  J.  Richard  and  Nora 
Lee  Parish. 

A  fellowship  period  followed.  The 
offering  will  be  sent  to  the  Methodist 
Home  Hospital  in  New  Orleans. 

t 

THE  CLAIBORNE  Woman's  Society 
of  West  Monroe  held  the  Dec.  19  meet¬ 
ing  in  the  home  of  Mrs.  R.  W.  May. 
After  a  period  of  business  and  fellow¬ 
ship,  the  group  divided  into  teams  of 
two  and  made  visits  to  8  homes  of 
shut-ins  and  presented  them  with 
Christmas  flower  arrangements  and 
other  gifts.  Mrs.  Opal  Peterson  is  pres¬ 
ident. 


011a  First  Methodist 
Church  consecrated,  Dec.  4 


Bishop  Aubrey  G.  Walton  addressed 
0 1  la  First  Methodist  church  members 
at  recent  consecration  services. 
He  was  assisted  by  the  Rev.  John 
Kilpatrick,  Alexandria  district 
superintendent,  and  the  Rev.  George 
Sherman,  pastor.  The  new  $100,- 
000  building  is  of  brick  veneer  and 
contains  eight  church  school  rooms, 
pastor’s  study,  a  fellowship  hall 
and  kitchen  in  addition  to  the  new 
sanctuary.  The  sanctuary  features 
oak  paneling  and  an  open  beam 
ceiling.  A  new  organ  was  recently 
installed-the  gift  of  an  anonymous 
donor. 


ABOVE:  The  Rev.  Gilbert  Wade, 
Waterproof  (pastor  of  01  la  church 
during  construction  period)  and  the 
Rev.  Sidney  Seegers,  Columbia 
(retired),  visit  with  Bishop  Walton 
during  “open  house.” 


Mrs.  Glen  Loe,  chairman  of  01  la 
building  committee,  with  Bishop 
Walton. 


Wesley  Foundation 
role  studied 

by  Georgia  Daily 

Methodist  leaders  across  the  state 
who  are  concerned  with  higher  educa¬ 
tion  met  in  Baton  Rouge  the  weekend 
after  Thanksgiving  to  take  a  look  at 
the  role  of  Wesley  Foundation. 

The  two-day  convocation  on  the 
campus  ministry  was  held  at  the  Wes¬ 
ley  Foundation  on  the  LSU  campus 
and  at  nearby  Reiley  Memorial  Uni¬ 
versity  Methodist  Church. 

The  Friday  evening  address  was  by 
Dr.  Ralph  Mason  Dreger,  professor  of 
psychology  at  LSU,  on  "The  University 
Today:  Image  and  Reality."  On  Satur¬ 
day  morning,  a  talk  on  "The  Campus 
Ministry:  The  Church's  Affirmation  of 
the  University"  was  made  by  the  Rev. 
Robert  A.  Davis  of  the  Methodist 
Board  of  Education’s  Department  of 
College  and  University  Religion  Life, 


CHRISTMAS  TEA 
AT  DAVID  HAAS  MEMORIAL 

A  Christmas  tea  was  given  by  the 
Woman’s  Society  of  the  David  Haas 
Memorial  Church,  Bunkie,  on  Tuesday 
afternoon,  Dec.  13.  The  hall  was  festive 
for  the  occasion.  Receiving  guests  were 
Mrs.  C.  W.  Tebow,  president,  and  Mrs. 
Eskel  L.  Tatum,  minister’s  wife.  Pour¬ 
ing  coffee  was  Mrs.  Phillip  Stanly,  and 
Mrs.  Lloyd  Newton  poured  punch. 

t 

Participants  in  Campus  Ministry 


Nashville,  Tenn.  Mr.  Davis’  talk  ap¬ 
pears  on  Page  13  of  this  paper. 

The  opening  address  was  made  by 
the  host  director,  the  Rev.  Delton  Pick¬ 
ering  ,  and  the  Rev.  Robert  Ed  Taylor 
of  Centenary  was  the  leader  for  the 
worship  service  Saturday  morning. 

Three  students  and  another  professor 
joined  Mr.  Pickering  in  a  panel  discus¬ 
sion  and  fielded  questions  from  the 
audience.  On  this  panel  were  Dr.  James 
Traynham,  professor  of  chemistry  at 
LSU  and  chairman  of  the  Wesley  Foun¬ 
dation  board;  Gwen  Gibson  of  Mc- 
Neese,  Lake  Charles;  Will  Finnin  of 
Centenary,  Shreveport;  and  Jim  Newk- 
ham  of  Tulane,  New  Orleans. 

Every  Wesley  Foundation  was  repre¬ 
sented  at  the  convocation  by  director 
and  a  student.  Also  attending  were  the 
bishop,  the  district  superintendents,  two 
representatives  of  the  Woman’s  Society, 
and  members  of  the  board  of  education. 

Small  "strategy  groups”  met  separ¬ 
ately  for  deeper  probing  of  the  issues, 
with  these  headings  and  leaders: 

Financing  the  campus  ministry  in 
Louisiana,  Dr.  Ben  Oliphint  of  Alex¬ 
andria,  chairman  of  the  board  of  edu¬ 
cation,  and  Mr.  Pickering. 

Guidelines  for  emerging  situations, 
the  Rev.  Luther  Booth  of  New  Or¬ 
leans  and  the  Rev.  Roy  B.  Nash  of 
Monroe. 

The  campus  ministry, as  the  fulfill¬ 
ment  of  vocation,  the  Rev.  Edward 
Haug  of  Monroe  and  the  Rev.  Robert 
Tatum  of  Natchitoches. 

The  challenge  and  needs  of  metro¬ 
politan  New  Orleans,  Dr.  Carl  F.  Lueg 
and  the  Rev.  Howard  Daughenbaugh. 

t 

Convocation 


BELOW  (upper  left):  Dr.  Ralph  Mason  Dreger  of  LSU.  BELOW  (upper  right): 
Dr.  Luman  E.  Douglas  of  the  Area  Council  and  Bishop  Walton.  BELOW  (lower 
left):  The  Rev.  Robert  A.  Davis  of  the  General  Board  of  Education  and  the  Rev. 
Delton  Pickering,  Wesley  Foundation  director,  LSU. 


LEFT:  Dr.  R.  L.  Cooke  tries  his  new  Polaroid  camera  (Christ 
mas  gift)  on  some  of  the  preachers  attending  a  recent  Lake 
Charles  District  meeting  at  Lake  Charles  First  Methodist 
Church,  (Left  to  right):  The  Rev.  Garland  Dean,  the  Rev. 
James  Christie,  the  Rev.  Oakley  Lee,  the  Rev.  R.  M.  Bentley, 
and  Dr.  George  Pomeroy. 

RIGHT:  The  Rev.  W.  Carl  Barham,  Clinton,  and  Farrell  Roberts, 
layman,  pictured  at  Baton  Rouge  District  Conference,  First 
Methodist  Church,  Baton  Rouge.  (Ml  Photos) 
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“The  Campus  Ministry: 

The  Church’s  Affirmation  of  the  University 99 


By:  Robert  A.  Davis 

The  theme  that  has  been  given  for 
this  address  this  morning,  "The  Campus 
Ministry:  The  Church’s  Affirmation  of 
the  University,”  is  an  appropriate  one, 
for,  indeed,  the  church  today  affirms 
the  university  as  perhaps  the  pivotal 
institution  of  society,  sharing  in  the 
task  of  recreating  and  renewing  our 
culture  and  furthering  the  civilizing 
process  in  our  day. 

Historically,  the  church  affirmed  the 
nurturing  of  its  life,  and  by  a  continued 
concern  for  learning  and  for  truth. 
A  listing  of  the .  earliest  universities 
in  Europe  reveals  their  early  ties  with 
the  church  through  great  cathedrals 
where  they  were  born.  Indeed,  the  uni¬ 
versities  and  colleges  which  arose  after 
the  demise  of  the  Platonic  university 
under  Justinian  came  into  being  in  the 
11th,  12th,  and  13th  Centuries  in  Paris, 
Bologna,  Salamanca,  Prague,  Oxford, 
and  Cambridge.  In  most  instances,  they 
were  both  founded  and  supported  by 
the  church. 

In  this  country,  it  was  the  church 
which  founded  the  first  institutions  of 
higher  learning.  Harvard,  Yale,  Brown, 
and  Williams,  on  and  on,  the  list  might 
go  of  those  distinguished  institutions 
that  were  founded  by  the  church  and 
which  received  much  of  their  distinctive 
character  from  the  church's  life. 

In  his  book,  "The  Mission  of  the 
University,”  Ortegauy  Gasset  has 
pointed  out  that  nothing  like  the  uni¬ 
versity  has  come  into  being  on  its 
own  accord  anywhere  outside  western 
civilization.  He  says  that  the  existence 
of  the  university  in  an  age  of  faith 
tells  us  something  about  western  man 
and  western  society  by  pointing  us  to 
the  relationship  between  education  and 
faith.  The  beginning  and  sustaining  of 
colleges  and  universities  in  the  Middle 
Ages  shows  the  consistent  dedication  of 
western  man  to  the  life  of  the  intellect. 
Western  man  has  been  dedicated  to 
the  life  of  the  intellect  and  the  life 
of  the  mind;  and  the  church  of  the 
Middle  Ages  was  the  chief  instigator, 
supporter,  and  guide  of  colleges  and 
universities. 

A  recent  listing  of  some  2,000  col¬ 
leges  and  universities  in  the  U.  S.  indi¬ 
cated  that  600  had  been  founded  by 
the  church  and  religious  societies.  Until 
the  decade  of  the  1950’s,  there  were 
more  students  in  church-related  and 
independent  colleges  than  in  the  tax- 
supported  institutions.  The  Methodist 
Church  alone  founded  scores  of  colleges 
of  which  over  100  continue  today  with 
a  relationship  to  the  Methodist  Church. 

The  purpose  of  this  paper,  however, 
is  not  to  review  the  past,  but  to  assess 
the  present  and  to  project  the  future. 
At  the  present  time,  we  are  at  a  pivotal 
point  in  the  church’s  relationship  to 
the  university.  As  enrollments  expand, 
as  new  colleges  and  new  universities 
are  founded,  and  as  universities  become 
multiversities,  as  Clark  Kerr  so  aptly 
described  in  his  book,  "The  Uses  of 
the  University,”  it  is  necessary  that  the 
church  both  think  and  rethink  its  stance 
in  relationship  to  the  enterprise  of 
higher  education. 

The  church  has  not  always  been  con¬ 
sistent  in  its  affirmation  of  the  univer¬ 
sity,  especially  the  state-related  secular 
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university.  It  was  not  too  recently  that 
the  university  campus  was  seen  to  be  a 
missionary  outpost  to  which  the  church 
must  take  its  message  as  to  some  be¬ 
nighted  land.  It  was  seen  sometimes  as 
a  battleground,  a  figure  that  is  still  ac¬ 
curate,  but  with  the  enemy  redefined 
as  ignorance,  apathy,  and  non-commit¬ 
ment  rather  than  the  learning  process 
and  the  search  for  truth.  Dr.  Myron 
Wicke,  of  the  Division  of  Higher  Edu¬ 
cation,  has  stated,  "The  major  battle¬ 
ground  of  the  next  generation  will  be 
in  the  college  and  university  .  .  .  the 
campus  is  the  battleground  for  the  mind 
and  heart  of  tomorrow.”  Thus  defined, 
the  church  sees  the  university  as  ally, 
not  enemy,  in  the  struggle  for  men’s 
learning  with  its  perspective  of  objecti¬ 
vity  and  openness.  It  is  to  say,  however, 
the  truth  which  sets  men  free  that  is 
the  goal  of  both  the  church  and  the 
university. 

This  is  not  intended  to  smooth  over 
the  obvious  tensions  between  the  com¬ 
munity  of  faith  with  its  perspective  of 
commitment  and  the  community  of  learn¬ 
ing  with  its  perspective  of  objectivity 
and  openness.  It  is  to  say,  however, 
that  the  ultimate  goals  of  one  closely 
parallel  the  goals  of  the  other  —  goals 
which  seek  the  freedom  of  the  mind 
and  spirit  to  respond  with  integrity  to 
the  needs  of  our  world  today  and  to¬ 
morrow. 

A  second  dimension  of  the  church’s, 
affirmation  of  the  university  is  theo¬ 
logical.  The  university  is  not  enemy 
territory  to  be  occupied,  but  one  more 
place  where  God  is  at  work  in  His 
creation.  Theologically,  we  affirm  that 
God’s  presence  in  the  university  pre¬ 
cedes  the  institutional  forms  of  that 
presence.  A  rediscovery  of  the  meaning 
of  creation  and  of  the  meaning  of 
truth  and  its  pursuit  enables  the  church 
to  affirm  and  support  the  proper  work 
of  the  university  as  a  seeker  after  truth, 
as  a  transmittter  of  knowledge,  and 
as  an  agency  for  implementing  that 
knowledge  in  human  affairs. 

Chancellor  William  Tolley,  of  Syra¬ 
cuse  University,  summed  it  up  well 
when  he  said,  "More  than  any  other 
institution,  it  is  given  to  education  to 
shape  and  lead  the  nation’s  culture,  to 
see  beyond  the  constant  changes  that 
come  with  accelerating  pace,  and  to 
equip  the  generations  with  sharp  minds, 
imaginative  instincts,  noble  and  ven¬ 
turesome  spirits  who  will  call  the  fu¬ 
ture  from  its  cradle.”  The  church  can 
surely  affirm  such  goals  and  purposes 
as  a  part  of  God’s  ongoing  work  in 
creation. 

What  I  have  said,  thus  far,  is  in¬ 
tended  to  be  largely  introductory  to 
my  main  thesis  which  is  that  as  the 
church  relates  to  the  university  through 
the  campus  ministry,  it  sees  this  rela¬ 
tionship  to  be  that  of  partnership,  of 
affirmation.  While  on  the  tax-support¬ 
ed  campus,  the  church  is  sometimes 
made  to  feel  that  it  is  an  outsider  on 
the  periphery  of  the  educational  pro¬ 
cess;  the  church  is  not  satisfied  with 
such  a  role. 

While  recognizing  the  limitations  of 
the  church-state  position,  we  seek  to 
be  involved  in  the  educational  process 
with  integrity  and  authenticity,  never 
seeking  to  usurp  the  role  of  the  uni¬ 
versity,  yet  hopefully  retaining  some 
freedom  and  some  perspective  from 


which  to  assess  the  university’s  fulfill¬ 
ment  of  its  task.  It  is  not  our  purpose 
to  change  the  curriculum  (though  this 
might  at  times  be  appropriate),  but  to 
add  new  dimensions  to  the  curriculum 
and  new  motivation  for  those  who  are 
seekers  after  truth. 

As  Richard  Bender  has  said. in  his 
book,  Called  to  Be  Relevant,  "If  the 
witness  of  the  church  is  to  be  relevant 
to  the  university,  the  church  must  exist 
within  the  university.  It  is  a  grave 
error  to  think  of  the  church  as  outside 
looking  in  —  reaching  somehow  into 
the  secular,  educational  institution, 
seeking  to  rescue  some  and  bring  them 
back  to  the  church  .  .  .  "The  university 
is  deeply  involved  in  work  that  is 
worthy  of  the  calling  of  Christians, 
and  many  Christians,  both  students  and 
faculty,  are  engaged  in  it.  It  is  from 
among  these  that  the  church  within  the 
university  must  be  assembled  and 
through  these  that  the  witness  of  the 
church  must  be  made  on  the  campus.” 

What  then  are  those  areas  in  which 
the  church’s  ministry  and  the  univer¬ 
sity’s  task  find  common  expression? 
The  list  could  be  lengthy,  but  I  would 
suggest  only  four  here: 

1.  The  church  shares  with  the  uni¬ 
versity  a  common  concern  for  humanity, 
a  concern  that  the  fruits  Of  learning 
and  the  fruits  of  the  Spirit  be  available 
to  all  men.  I  might  be  dramatic  and 
say  that  we  share  a  common  concern 
for  the  survival  of  humanity,  and  I 
believe  this  would  be  quite  accurate. 
However,  of  just  as  great  significance 
is  a  concern  for  the  quality  of  that 
survival.  Many  of  our  students  today 
who  are  a  part  of  the  campus  Christian 
community  speak  of  humanization  and 
see  this  as  the  goal  of  both  church  and 
university.  We  can  affirm  them  in  this 
goal,  but  we  must  constantly  keep  be¬ 
fore  them  and  ourselves  the  theological 
and  Biblical  sources  and  interpretations 
of  those  powerful  concepts  of  peace, 
freedom,  brotherhood,  and  the  very  def¬ 
inition  of  what  it  means  to  be  human. 
Surely  this  is  one  place  where  the 
church  and  the  university  have  a  com¬ 
mon  cause. 

2.  The  church  shares  with  the  uni¬ 
versity  a  common  concern  for  the  well 
being  and  the  fulfillment  of  the  indi¬ 
vidual — student,  faculty,  administrator. 
As  the  university  becomes  the  "multi¬ 
versity”  and  finds  its  life  increasingly 
molded  by  urban  rather  than  rural  con¬ 
cepts,  where  big  business  rather  than 
the  academy  is  the  model  for  its  oper¬ 
ation,  there  is  possible  a  parallel  pro¬ 
cess  of  depersonalization.  Some  students 
feel  it  is  a  process  of  dehumanization. 
We  observe  the  university  struggle 
with  this  problem,  and  we  see  its  de¬ 
structive  outcome  on  some  campuses 
when  depersonalization,  and  even  de¬ 
humanization,  reach  serious  propor¬ 
tions.  No  doubt,  much  of  the  difficulty 
at  the  University  of  California  at  Berk¬ 
eley  was  traceable  to  the  impersonal, 
detached  life  forced  upon  27,000  stu¬ 
dents  by  the  sheer  size  of  the  operation. 

The  University  of  North  Carolina 
at  Chapel  Hill,  seeking  to  avoid  de¬ 
personalization  of  campus  life  with  in¬ 
creased  growth,  is  dividing  the  living 
units  on  the  campus  into  "residential 
colleges”  with  staff  assigned  to  relate 
to  each  of  the  residential  areas  on  a 
continuing  basis.  Among  the  persons 
assigned  to  relate  to  these  units  are  the 
campus  ministers  of  the  several  denom¬ 
inations  who  will  share  with  the  uni¬ 
versity  in  making  possible  individual 


self-identification  and  fulfillment. 

3.  A  third  area  of  common  affirma¬ 
tion  is  a  belief  in  the  integrity  and 
value  of  human  understanding,  the  po¬ 
tential  of  the  mind  of  man  to  share  in 
the  process  of  creation  and  re-creation 
of  society.  Perhaps  it  is  in  this  area 
that  the  church  should  speak  more 
clearly  —  and  the  university  hear  more 
accurately  the  church’s  sensitivity  to 
the  potentially  demonic  direction  of  hu¬ 
man  understanding.  The  experience  of 
the  university  in  Germany  during  the 
1930’s  stands  as  a  reminder  of  the  cul¬ 
pability  of  even  the  very  noblest  insti¬ 
tutional  expressions  of  civilization. 
Nevertheless,  the  university  at  its  best 
provides  the  context  for  the  enterprises 
of  the  human  mind  to  be  fulfilled  and 
for  the  corporate  mind  of  the  scholarly 
community  to  bear  upon  the  human 
condition  in  a  way  that  is  potentially 
redemptive  —  from  the  standpoint  of 
the  university,  sociologically;  from  the 
standpoint  of  the  church,  theologically. 

4.  The  fourth  area  of  common  con¬ 
cern  or  purpose  between  the  church  and 
the  university  is  for  the  application  of 
the  best  of  human  knowledge  and  un¬ 
derstanding  to  human  need.  The  pro¬ 
ducts  and  the  by-products  of  laboratory 
and  library  have  been  and  are  increas¬ 
ingly  opening  up  the  doors  and  making 
possible  the  realization  of  many  goals 
that  have  concerned  the  Christian 
Church  for  generations  and  even  cen¬ 
turies:  the  bringing  of  food  to  the 
hungry,  clothing  to  the  naked,  sight  to 
the  blind,  health  to  the  afflicted,  free¬ 
dom  to  the  oppressed. 

Perhaps  it  is  naive  to  hope,  but  nev¬ 
ertheless  it  is  my  dream  and  the  belief 
of  the  campus  ministry  that  the  church 
can  contribute  at  all  these  levels  of  the 
university’s  task  in  our  time.  A  publi¬ 
cation  of  another  denomination  sum¬ 
med  up  a  topic  similar  to  the  one  with 
which  we  deal  this  morning  as  follows: 
"The  aims  of  the  university  are: 

"1.  To  control  nature  and  to  har¬ 
ness  natural  resources  in  order 
that  a  richer  measure  of  mater¬ 
ial  goods  may  be  available  to 
all  men. 

"2.  To  understand  and  develop  the 
social  existence  and  organization 
of  man  in  order  to  support  the 
establishment  of  a  society  of  free¬ 
dom  and  order  in  accordance 
with  the  needs  of  all  its  mem¬ 
bers. 

"3.  To  enable  man  to  live  in  the 
fullness  of  his  humanity. 

"These  are  not  the  aims  as  written  in 
charters,  but  those  which  universities 
actually  pursue.  The  specific  Christian 
contribution  is  not  to  say,  'These  aims 
plus  a  bit  of  spirituality  and  a  few 
scraps  of  ontology,'  but,  ’These  aims 
at  every  point  challenged,  enlarged, 
criticized,  reinforced,  reinterpreted.’  ” 
What  then  does  all  this  mean  for  the 
campus  ministry?  What  style  of  exis¬ 
tence  does  such  a  stance  call  for,  given 
the  church’s  affirmation  of  the  univer¬ 
sity  and  the  university’s  own  struggle 
for  identity  and  purpose? 

It  means,  among  other  things,  that 
the  community  of  faith  within  the  uni¬ 
versity  must  be  just  such  a  community 
with  integrity,  and  without  apology. 
Surely,  this  is  what  both  the  church 
and  the  university  expect  of  the  cam¬ 
pus  ministry.  The  "more  secular  than 
thou”  attitude  that  characterizes  some 
ministries  reveals  not  only  an  imma¬ 
turity  of  approach,  but  a  lack  of  under- 

( Continued,  on  page  16) 
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by  George  L.  Sidwell 
(Editor's  Note:  One  fact  of  life 
that  seems  true  for  Methodists 
throughout  the  world  is  the 
Fourth  Quarterly  Conference,  the 
time  when  the  district  superin¬ 
tendent  makes  his  annual  visit 
to  the  local  church  to  find  out 
how  things  have  been  going  and 
to  lead  the  congregation  in  mak¬ 
ing  plans  for  the  coming  year. 
Methodists  in  America  will  be  in¬ 
terested  in  this  account  of  a 
Fourth  Quarterly  Conference  in  a 
Methodist  church  in  Korea.  The 
writer  is  a  Methodist  missionary 
who  has  served  in  Korea  for  11 
years.  His  American  home  is 
Zanesville,  Ohio.) 


I  should  like  to  invite  you  to  go 
along  with  me  to  hold  the  Fourth 
Quarterly  Conference  at  the  Changso' 
Methodist  Church.  It  is  a  windy  day 
in  December,  with  the  temperature  be¬ 
low  aero,  as  we  head  for  this  little 
country  church,  established  only  about 
six  years  ago.  The  pastor  is  a  devoted 
Bible  Woman,  Mrs.  Kim  Pong-Hui. 


Mrs.  Hui  is  a  widow,  with  one  daugh¬ 
ter,  Soon-Ja. 

The  district  superintendent,  the  Rev. 
Lee  Kang-San,  and  his  wife  arrived  in 
the  middle  of  the  afternoon.  It  is  mar¬ 
ket  day  at  nearby  Ahnsong,  and  they 
were  barely  able  to  squeeze  onto  the 
packed  bus.  Mr.  Lee,  who  fled  the 
Communists  in  North  Korea  18  years 
ago,  is  dressed  in  padded  Korean  cloth¬ 
ing,  designed  for  the  freezing  winters. 

We  find  most  of  the  congregation 
waiting  in  the  little  mud-plastered 
church.  There  is  no  heat,  but  as  they 
sit  on  the  floor,  they  sing  our  beloved 
hymns  in  a  way  to  warm  our  hearts. 
We  begin  the  brief  prayer  service  im¬ 
mediately.  And  it  closes  with  the  re¬ 
ception  of  nine  persons,  young  and 
old,  as  preparatory  members,  and  the 
baptism  and  reception  of  five  more  as 
full  members. 

As  soon  as  the  service  is  over,  we 
go  to  the  little  thatched-roof,  country 
parsonage  and  relax  gratefully  on 
the  hot  floor.  What  a  warm,  rich  fel¬ 
lowship  as  we  share  experiences  and 
joke  together.  Then  the  low  table  is 
placed  before  us,  loaded  with  those 


tasty,  spicy  dishes  you  find  only  in 
Korea. 

Soon  after  the  meal,  it  is  time  for 
the  Fourth  Quarterly  Conference.  We 
meet  this  time  in  the  home  of  one  of 
the  members.  After  a  hymn,  Scripture 
and  prayer,  Mr.  Lee  announces  that  as 
each  member's  name  is  called,  he  is  to 
rise  and  report  whether  he  has  kept 
the  five  basic  obligations  of  a  Christ¬ 
ian.  They  are:  1)  Do  you  observe  the 
Sabbath?  2)  Do  you  read  the  Bible 
daily?  3)  Do  you  attend  day-break 
prayer  meeting  daily?  (At  home  if  the 
church  is  too  far  away.)  4)  Do  you 
tithe?  5)  Do  you  engage  in  personal 
evangelism  ? 

Those  who  do  not  answer  in  the 
affirmative  are  questioned  closely  but 
with  understanding,  and  they  are  asked 
what  their  resolve  is  for  the  future. 
All  pledge  to  live  up  to  these  re¬ 
quirements  from  now  on.  Then  each 
person,  steward,  class  leader,  W.S.C.S. 
president,  MYF  president,  etc.,  gives 
his  report  for  the  year.  One  of  the 
two  candles  in  the  room  is  passed 
from  person  to  person  as  they  read 
their  reports. 


Mission 
Tours 

"Travel — with  a  plus”  is  the  theme 
of  six  tours  sponsored  in  1967  by  the 
Methodist  Board  of  Missions.  The 
tours  offer  participants  the  opportunity 
to  see  the  world  and  satisfy  their  wan¬ 
derlust,  while  at  the  same  time  be¬ 
coming  more  familiar  with  the  work 
of  the  church  on  missionary  frontiers 
in  the  United  States  and  around  the 
world. 

The  tours,  or  travel  seminars  as  they 
are  also  called,  are  part  of  a  tour  ser¬ 
vice  of  the  Board,  designed  to  meet  a 
growing  number  of  requests  from 
Methodists  who  want  to  combine  tra¬ 
vel  with  a  deeper  understanding  of  the 
church’s  mission  through  first-hand  ob¬ 
servation.  The  1967  tours  will  accom¬ 
modate  a  maximum  of  240  persons, 
with  each  tour  limited  to  a  maximum 
of  40. 

To  meet  a  variety  of  needs,  there 
will  be  long  tours  and  short  tours,  and 
they  will  be  varied  in  nature.  One  will 
go  around  the  world,  one  will  go  to 
Latin  America,  three  will  be  in  metro- 
olitan  areas,  and  one  will  go  to  Alas- 
a. 

The  tours  are  arranged  and  pro¬ 
moted  by  the  Board’s  Department  of 
Field  Interpretation,  of  which  Miss 
Virginia  Henry,  New  York,  is  director. 
She  says  of  the  tours: 

"In  an  age  when  travel  has  become 
mass  entertainment,  American  tourists 
often  miss  the  most  crucial  problems 
of  human  life  and  the  courageous 
struggle  to  surmount  them.  Thus  a 
Methodist  tour  offers  opportunities  for 
travel  with  a  plus.  In  addition  to  what 
the  ordinary  traveler  sees,  members  of 
a  Methodist  Mission  Tour  will  explore 
through  the  first-hand  experience  of  a 


travel  seminar  the  global  involvement 
of  the  church  on  the  strategic  frontiers 
of  our  time. 

"Among  the  benefits  of  a  mission 
tour  are:  1. — Growing  in  deeper  ap¬ 
preciation  for  the  mission  of  the  church 
in  the  world  2. — Encouraging  and  sup¬ 
porting  Christian  friends  in  the  mis¬ 
sion  fields  visited.  3. — Seeing  the  many 
kinds  of  mission  work-schools,  hos¬ 
pitals,  community  centers,  churches 
and  many  others.  4. — Feeling  the 
friendliness  and  warmth  of  Christian 
fellowship.  5. — Returning  home  to 
share  the  rich  experiences  that  one  has 
received,  by  telling  of  them  and  by 
seeking  generous  financial  support  for 
missions.” 

Persons  interested  in  detailed  infor¬ 
mation  about  Methodist  Mission  Tours 
may  write  to  the  leaders  of  particular 
tours,  as  listed  below.  General  infor¬ 
mation  about  the  tours  is  available 
from  Miss  Henry  at:  Methodist  Board 
of  Missions,  Room  1305,  475  Riverside 
Drive,  New  York,  New  York  10027. 

Miss  Henry  gives  the  following  in¬ 
formation  about  the  six  tours-travel 
seminars  for  1967,  noting  that  esti¬ 
mated  costs  are  subject  to  possible 
change: 

1.  Latin  America.  March  30-April 
18.  This  tour  will  give  insights  into 
what  the  church  is  doing  to  meet  re¬ 
volutionary  changes  occurring  in  five 
countries  —  Peru,  Bolivia,  Argentina, 
Chile  and  Brazil.  The  tour  will  begin 
and  end  in  Miami,  Fla.  Approximate 
cost:  $1,350.  Leader:  Dr.  W.  Harold 
Lloyd,  705  Myers  Building,  Springfield. 
Illinois  62701. 

2,  3  and  4.  All  three  of  these  are 
Metropolitan  tours,  each  in  a  different 
part  of  the  United  Staes.  Each  is  de¬ 
signed  to  provide  encounters  with 
people  in  urban  areas,  to  give  insights 
as  to  how  the  church  is  ministering 
to  the  real  needs  of  people  and  to 
hear  what  it  is  saying  about  the  urgent 
concerns  of  metropolis. 


2.  Metropolitan  Northeast.  April  4- 
14.  Tour  begins  in  Syracuse,  includes 
Albany,  New  York  City  and  Newark, 
and  ends  in  Philadelphia.  Approximate 
cost:  $290.  Leader:  Miss  Kennedy, 
Room  1494,  475  Riverside  Drive,  New 
York,  New  York  10027. 

3.  Metropolitan  North  Central.  July 
11-21.  Tour  begins  in  Cincinnati,  in¬ 
cludes  Cleveland,  Toledo  and  Detroit, 
and  ends  in  Chicago.  Approximate 
cost:  $290.  Leader:  Miss  Isabel  Ken¬ 
nedy,  at  address  given  for  tour  No.  2. 

4.  Metropolitan  West.  July  11-21. 
Tour  begins  in  Las  Vegas,  includes 
Salt  Lake  City  and  San  Franscisco,  and 
ends  in  Los  Angeles.  Approximate  cost: 
$370.  Leader:  Rev.  James  C.  Simms,  7 
Kenwood  Drive,  Belleville,  Illinois 
62220. 

5.  Alaska.  August  4-14.  The  tour  will 
provide  a  look  at  the  49th  state,  and 
how  the  church  is  providing  medical, 
evangelistic,  social  welfare  and  educa¬ 
tional  services  in  isolated  areas  such  as 
Nome  and  in  such  cities  as  Ketchikan 
and  Anchorage.  Approximate  cost: 
$840.  Leader:  Rev.  James  S.  Pemberton, 
Jr.  Room  1309,  475  Riverside  Drive, 
New  York,  New  York  10027. 

6.  World  Methodist  Tour.  October 
9-November  9  (Bible  Lands  Extension 
of  tour,  November  9-18).  Visits  to  five 
developing  nations  overseas  and  to  a 
special  home  mission  area  in  the  United 
states  will  give  members  of  this  tour 
an  apportunity  to  study  the  church's 
mission  in  varied  situations.  They  will 
see  how  the  church  is  trying  to  meet 
the  problems  of  hunger,  illiteracy  and 
leadership  training,  and  how  it  is  seek¬ 
ing  to  witness  countries  where  Christ¬ 
ianity  is  a  minority  faith.  The  tour 
will  leave  from  San  Francisco  and  will 
include  Hawaii,  Japan,  Korea,  Hong 
Kong,  the  Philippines  and  India.  For 
those  desiring  it.  there  will  be  an  ex¬ 
tension  to  include  the  Bible  Lands  of 
the  Near  East.  Approximate  cost: 
$2,290  (Bible  Lands  Extension  $395 
additional). 


Then  the  budget  for  next  year  is 
received.  Mr.  Lee  compliments  them 
on  the  sizeable  increase;  but  he  notes 
that  despite  the  increase  in  member¬ 
ship  and  giving,  the  pastor's  salary  has 
been  increased  only  22  per  cent.  He 
reminds  them  that  because  of  the  in¬ 
crease  in  the  cost  of  living  (does  it 
sound  familiar?),  each  church  is  asked 
to  increase  30  per  cent.  "So  far,  all 
have  met  this  goal  and  some  have 
even  increased  50  per  cent  or  70  per 
cent,”  he  says.  Mrs.  Kim,  the  pastor, 
protests  saying  the  people  are  giving 
more  than  they  can  afford  now  in  try¬ 
ing  to  build  their  first  regular  church 
building,  so  please  leave  the  salary  as 
it  is. 

But  the  members  speak  of  their  ap¬ 
preciation  for  the  leadership  of  their 
pastor.  And  they  decide  they  will  try 
the  full  30  per  cent  increase  until 
Easter,  on  a  trial  basis,  with  the  un¬ 
derstanding  it  will  be  continued  if 
possible. 

The  Changso  Church  also  reports  on 
the  new,  pioneer  church  they  are  trying 
to  start  in  a  large  village  about  four 
miles  away.  Members  have  been  going 
to  this  village  regularly  for  nearly  two 
years,  first  for  personal  witness,  and 
then  the  young  people  starting  a  Sun¬ 
day  school. 

Finally,  some  months  ago,  the  Dis¬ 
trict  W.S.C.S.  pledged  to  furnish  the 
rice  (worth  about  1,000  won  or  $3.70 
per  month)  to  send  a  Bible  woman. 
Now  about  50  persons  are  meeting 
regularly  and  the  little  borrowed  room 
is  too  small.  "We  can  buy  a  house  and 
remodel  it  for  about  50,000  ($200). 
But  we  are  building  our  own  church 
now,  so  can  you  help  us?” 

Mr.  Lee  reminds  them  that  even  if 
they  are  new  believers,  the  village 
people  ought  to  give  themselves  first, 
then  ask  for  help  only  if  necessary. 
"Also,”  he  says  "If  the  people  worked 
hard  themselves,  they  could  build  a 
nice,  small,  adobe  block  church,  with 
the  $200  enough  to  buy  the  roofing, 
materials  for  doors  and  windows,  and 
cement  for  stuccoing  it.” 

The  next  day  we  visit  the  new 
church  building  of  the  Changso 
Church,  set  on  a  low  hill  overlooking 
the  village  and  the  whole  valley.  The 
site  had  been  leveled  the  spring  be¬ 
fore;  then  the  congregation  took  off 
what  time  they  could  from  their  farm 
work,  hauling  sand  and  making  the 
cement  blocks  themselves.  Often  they 
have  worked  late  at  night.  And  once, 
when  his  older  brother  had  to  go  un¬ 
expectedly  to  market  on  a  "church 
work  day,”  one  little  lad  of  seven 
shouldered  his  big  brother’s  carrying- 
frame  and  came  out  to  work  all  day 
in  his  place. 

The  walls  are  up,  but  cold  weather 
— and  lack  of  funds — forced  them  to 
stop  before  the  roof  could  be  com¬ 
pleted.  But  with  spring,  the  work  con¬ 
tinues,  and  as  an  Advance  Special  pro¬ 
ject  the  church  expects  help  to  be  here 
for  the  final  completion.  This  will  be 
well-deserved,  too,  for  the  people  have 
not  only  given  their  own  labor,  but 
they  have  given  sacrificially  of  their 
small  resources.  Many  have  even  gone 
without  meals  in  order  to  save  the  rice 
and  money  for  their  Building  Fund. 

We  then  go  with  the  pastor  and  one 
of  the  laymen  to  visit  the  village  of 
Sanjung  Ni  where  the  pioneer  church 
is  just  starting.  Then  regretfully,  but 
encouraged  and  inspired,  we  go  on  to 
our  next  Fourth  Quarterly  Conference. 
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Dr.  Louis  Hundley 

Dr.  Louis  K.  Hundley,  56,  head  of 
the  ophthalmology  department  at  the 
University  of  Arkansas  Medical  Center 
and  past  president  of  the  Arkansas 
Medical  Society,  died  December  23  in 
Little  Rock. 

He  became  a  member  of  the  faculty 
of  the  medical  school  in  March  of  this 
year  after  his  retirement  from  private 
practice  in  Pine  Bluff  because  of  ill 
health.  He  had  practiced  there  since 
1946. 

He  was  a  native  of  Texarkana  and 
was  a  graduate  of  the  Pine  Bluff  public 
schools.  He  attended  Hendrix  College 
and  was  graduated  from  Southern 
Methodist  University  and  the  Univer¬ 
sity  of  Arkansas  Medical  School. 

Dr.  Hundley  organized  the  Jeffer¬ 
son  County  Mental  Health  Association 
and  served  as  its  temporary  chairman. 
He  served  on  the  Jefferson  County 
Board  of  Health  for  15  years.  He  was  a 
past  president  of  the  County  Medical 
Society  and  had  served  as  chief  of  staff 
at  Jefferson  Hospital. 

He  was  a  past  president  of  the  Pine 
Bluff  Community  Concert  Association, 
a  past  district  governor  of  Rotary  In¬ 
ternational  and  a  past  president  of  the 
Pine  Bluff  Rotary  Club.  He  was  a  mem- 
berof  Lakeside  Methodist  Church, Pine 
Bluff. 

Survivors  include  his  mother,  Mrs. 
L.  E.  N.  Hundley  of  Pine  Bluff,  his 
wife,  Mrs.  Jean  Dorough  Hundley;  two 
daughters,  Mrs.  Charles  McKenzie  of 
Little  Rock  and  Mrs.  Robert  M.  Fisher 
of  Sacramento,  Calif.,  and  three  grand¬ 
children. 
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Judge  J.  C.  Johnson 

Funeral  services  were  held  December 
21  in  West  Memphis,  Ark.  for  J.  C. 
Johnson,  prominent  civic  and  church 
leader  of  Eastern  Arkansas  for  many 
years. 

A  native  of  Mississippi,  he  came  to 
Crittenden  County,  Ark.  in  1908,  and 
lived  at  Clarksdale  until  he  entered 
military  service  in  YCorld  War  I.  He 
returned  to  Clarksdale  and  worked 
there  for  a  short  time  until  he  became 
associated  with  Wallin  and  Carter  Mo¬ 
tor  Co.,  Ford  dealers,  in  Earle. 

This  firm  opened  a  branch  in  West 
Memphis,  and  Mr.  Johnson  was  named 
as  its  manager.  In  1930  he  became  the 
owner  of  the  Ford  agency  and  he  re¬ 
mained  as  head  of  the  Johnson  Motor 
Co.  until  1958. 

He  was  elected  county  judge  of  Crit¬ 
tenden  County  in  1932  and  served  in 
that  office  for  six  years. 

The  Crittenden  County  Times  said 
"Judge  Johnson  probably  had  more 
'firsts'  than  any  other  West  Mem¬ 
phian.”  He  was  organizer  and  first 
president  of  the  Bank  of  West  Mem¬ 
phis.  He  was  one  of  the  organizers  and 
first  president  of  the  West  Memphis- 
Hulbert  Chamber  of  Commerce.  He 
was  a  charter  member  and  first  presi¬ 
dent  of  the  West  Memphis  Rotary 
Club.  He  was  an  organizer  and  later 
president  of  the  Merchants  and  Plant¬ 
ers  Bank. 

He  was  the  first  recipient  of  the 
West  Memphis  Man  of  the  Year  Award 
in  1947.  He  served  on  the  executive 
board  of  the  Baptist  Hospital  in  Mem¬ 
phis  and  was  a  former  member  of  the 
boards  of  trustees  of  Hendrix  College 
and  of  Arkansas  State  College.  He 
served  many  years  on  the  executive 
council  of  the  Boy  Scouts  of  America. 

Mr.  Johnson  was  vice  chairman  of 
the  Memphis  and  Arkansas  Bridge 


L.  E.  McLaren 

Luther  Ernest  McLaren  of  Lanty, 
Conway  County,  Arkansas,  died  in  a 
Morrilton  hospital,  Nov.  14,  1966,  after 
a  short  illness,  at  the  age  of  84.  He 
was  born  within  one  mile  of  his  home 
at  the  time  of  his  death,  having  lived 
his  entire  life  in  the  Lanty  community. 
Lie  and  his  wife,  the  former  Miss  Myr¬ 
tle  Adams  of  the  same  community,  had 
been  married  more  than  61  years. 

In  addition  to  his  wife,  his  survivors 
include  three  sons,  Ernest  Lee  of  Lanty; 
Ben.  S.  of  Memphis,  Tenn.,  and  Lyndell 
of  the  U.S.  Army;  one  daughter,  Mrs. 
Helen  Cowan  of  Plumerville,  Ark.,  and 
one  sister,  Mrs.  Grace  Brewer  of  Mor¬ 
rilton. 

He  had  been  a  member  of  The  Meth¬ 
odist  Church  for  61  years.  He  had 
served  as  Church  School  superintend¬ 
ent,  teacher  of  the  adult  class,  member 
of  the  official  board,  trustee  and  ste¬ 
ward.  He  had  served  as  chairman  of 
the  board. 

Funeral  services  were  conducted  in 
the  Lanty  Methodist  Church  by  the 
pastor,  the  Rev.  Andy  Hall,  assisted 
by  the  Rev.  Henry  Lovelace  of  Plum¬ 


erville,  with  burial  in  Adams  Cemetery. 

Pallbearers  were  James  McClaren, 
Buddy  Cabe,  Burl  Treadwell,  John 
Adams,  Jr.  and  W.  R.  Tilley. 
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THE  SERVICEMAN 

AT  PRATER 


THE  SERVICEMAN 
AT  PRAYER 

by  L.  P.  Fitzgerald 

This  pocket-size 
book  by  a  chap¬ 
lain,  containing 
124  prayers  for  servicemen,  comes  as  a 
timely  help  when  more  and  more  young 
men  are  facing  difficulties  in  times  of  war. 
$1.00  each,  $10.00  per  doz.  postpaid. 


The  world's  moat  widely  used  devotional  guide 

1908  Grand  Ave.  Nashville,  Tenn.  37203 
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BILL  PROBLEMS? 

PERHAPS  WE  CAN  HELP  YOU 


Bad  Credit«No  Problem»Not  a  Loan  Co. 

Send  your  name  and  address  (or  FREE  application 
to  nearest  office  for  faster  service 

•  ATLANTIC  ASSOCIATES,  Dept.  99  * 

•  146  Westminster  St.,  Providence,  R.  I.  • 

•  3312  N.  Central  Ave.,  Phoenix.  Arizona  • 


Commission  v/hich  planned  the  con¬ 
struction  of  the  present  bridge  connect¬ 
ing  Memphis  and  Crittenden  County. 

He  was  one  of  the  organizers  of  The 
Methodist  Church  in  West  Memphis 
and  was  one  of  its  moving  forces  in 
the  years  of  its  development  in  a  short 
time  into  one  of  the  major  churches 
in  the  North  Arkansas  Conference.  He 
was  chairman  of  the  Official  Board 
for  many  years,  and  was  a  longtime 
chairman  of  its  Commission  on  Stew¬ 
ardship  and  Finance. 

Judge  Johnson  was  very  active  in 
the  building  of  each  unit  of  the  ade¬ 
quate  plant  of  First  Church,  West  Mem¬ 
phis.  The  educational  building,  which 
will  be  dedicated  by  Bishop  Galloway 
on  January  8,  bears  a  plaque  of  tribute 
to  him  for  the  effort  he  put  into  the 
building  of  his  church. 

He  is  survived  by  his  widow,  Mrs. 
Lola  May  Johnson;  two  brothers,  Tom 
W.  Johnson  of  West  Memphis  and  Nat 
Johnson  of  Marion;  two  sisters,  Mrs. 
H.  W.  Wales  of  Memphis  and  Mrs.  T. 
M.  Garrett  of  Sledge,  Miss.,  a  half- 
brother,  Woods  Wright  of  Senatobia, 
Miss.,  and  a  half-sister,  Mrs.  Sophine 
Alexandria  of  Senatobia. 
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Mack  Ballard 

On  December  21,  Mack  Ballard,  a 
member  of  the  Logansport,  (La.)  Meth¬ 
odist  Church  died  at  the  age  of  84. 
He  was  a  native  of  Shelby  County, 
Texas  but  had  made  his  home  in  Lo¬ 
gansport  for  many  years. 

He  was  a  loyal  member  of  Logans¬ 
port  Methodist  Church  and  attended 
regularly  as  long  as  his  health  per¬ 
mitted. 

He  is  survived  by  his  wife,  Mrs.  Lela 
Owen  Ballafd,  one  daughter,  Mrs.  No¬ 
lan  Horn  of  Logansport,  and  a  son, 
Mack  Ballard,  Jr.  of  Timpson,  Tex., 
six  grandchildren  and  seven  great¬ 
grandchildren. 


Mrs.  Glenna  Poe 

Funeral  services  were  held  December 
24  in  First  Methodist  Church,  Para- 
gould,  Ark.  for  Mrs.  Glenna  Poe  who 
died  in  Memphis  on  December  22. 

The  wife  of  Dr.  F.  A.  Poe,  she  was 
a  member  of  First  Church,  Paragould, 
where  she  was  superintendent  of  the 
Youth  Division,  Church  School  teacher, 
and  president  and  district  president  of 
the  Woman’s  Society  of  Christian  Serv¬ 
ice. 

A  native  of  Missouri,  she  graduated 
from  Missouri  State  Teachers  College 
at  Warrensburg  and  taught  in  the  pub¬ 
lic  schools  of  that  state. 

She  was  president  of  the  Greene 
County  Republican  Women’s  Club  and 
one  of  the  founders  of  the  Mary  D. 
Meiser  Library.  She  was  a  member  of 
the  Arkansas  Association  of  University 
Women,  the  Fortnightly  Club,  the 
Trellis  Garden  Club,  the  Dorian  Music 
Club  and  the  Eastern  Star. 

Mrs.  Poe  was  a  former  state  presi¬ 
dent  of  the  Parent-Teacher  Association. 

In  addition  to  her  husband,  she  is 
survived  by  three  sons,  Fielding  A. 
Poe  II  of  Missouri,  James  David  Poe 
of  Michigan,  Glenn  E.  Poe  of  Missouri 
and  three  grandchildren. 
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A  church  that  has  nothing  authentic 
to  say  about  the  major  social  crises  of 
our  time  has  nothing  authentic  to  say. 

First  Class  All  Expense 
HOLY  LAND  TOURS 

21-days  with  5-days  in  London. 

Only  $750.00.  Escorted. 

;  Frequent  departures  March-October. 
Write  for  details  from 

CHURCH  TRAVEL  CLUB,  I 
P.  0.  Box  861 
Clinton,  Oklahoma  73601. 


a  Free 
dollar  box 
of  candy 

worth  $12007 


How  accepting  a  free  box  of  Mason  Candy  netted 

Mrs.  Koubek’s  Band  Parents  group  $1200  profit  in  just  seventeen  days! 


1  ALMOND  COCOANUT 
•  ASSORTED  JELLIES 
•  MASON  MINTS 


As  chairman  of  the  drive  to  raise  money 
for  needed  band  equipment,  Mrs.  Arthur 
Koubek  of  Lyons,  Illinois,  was  faced  with 
the  problem:  how  to  raise  funds  quickly, 
without  risk  or  investment.  She  found  the 
solution  in  the  Mason  representative’s  of¬ 
fer  of  a  free  box  of  candy.  When  the  Mason 
man  delivered  it,  he  explained  Mason’s 
famous  protected  fund-raising  plan. 

Mason  supplies  your  group— complete¬ 
ly  without  rhk  or  investment  — a  choice 
of  beautifully  boxed,  top-quality  Mason 
Candies.  At  no  charge,  each  box  has  an 
attractively  printed  band,  bearing  your 
organization’s  name,  picture,  and  slogan. 
Mason  even  pre-pays  shipping  charges. 
Your  group  makes  a  big  NET  PROFIT  of 
66%%  (400  on  every  dollar  box  that  costs 
you  only  600)  and  you  pay  nothing  till 
after  your  drive  is  over.  Anything  remain¬ 
ing  unsold  can  be  returned  tor  full  credit! 
No  risk,  no  investment  — you  pay  only  af¬ 
ter  you  have  collected  your  profit!  Many 


community,  school  and  religious  groups 
have  raised  from  $300  to  42500  in  four 
to  twenty  days.  So  can  you. 

For  details  and  your  free  box  of  Mason 
Candy:  fill  in  coupon  below. 


MRS.  PAT  MASON.  DEPT  723 
BOX  549,  MINEOLA.  N.  Y. 


MASON. 


GENTLEMEN:  PLEASE  SEND  ME.  WITH¬ 
OUT  OBLIGATION,  INFORMATION  ON  YOUR 
FUND  RAISING  PLAN. 


|  NAME _ 

I 

|  ORGANIZATION. 
1  AO DR ESS _ 


.  AGE  (if  under  2l)_ 


I 

|  CITY_ 


HOW  MANY  MEMBERS. 


MASON  CANDIES.  INC..  MINEOLA,  N 
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Methodist  Men,  Southside  Church, 
Monroe,  are  shown  repairing  toys  for 
distribution  to  needy  children. 
Eighteen  families  were  given  food 
and  clothing  in  addition.  Robert 
Newcomer  is  president. 


CAMPUS  MINISTRY 

(Continued  from  page  13) 

standing  of  both  church  and  university. 
Those  who  are  leaders  in  campus  min¬ 
istry  cannot  be  dilettantes  who  impose 
their  limited  interests  upon  students 
and  others  of  the  university  community. 

Another  implication  of  this  stance  is 
that  the  educational  process  within  the 
campus  ministry  must  have  the  same 
integrity  and  be  as  academically  re¬ 
sponsible  as  that  which  characterizes  the 
institution  to  which  it  is  related.  The 
campus  ministry  must  take  very  serious¬ 
ly  its  constituents  as  involved  in  the 
academic  community  and  in  the  intel¬ 
lectual  enterprise. 

Thirdly,  it  means  that  the  campus 
ministry  must  make  available  to  stu¬ 
dents  and  faculty  opportunities  for 
study  in  those  areas,  both  theological 
and  Biblical,  that  might  not  be  avail¬ 
able  in  the  curriculum  of  the  university. 
In  some  cases,  it  will  mean  supplement¬ 
ing  such  courses  as  might  be  available 
in  the  university  curriculum. 

The  campus  ministry  and  the  cam¬ 
pus  Christian  community  should  become 
a  point  within  the  university's  life 
where  members  of  the  university  com¬ 
munity  can  find  expression  for  com¬ 
mitment  and  ideals.  The  campus  minis¬ 
try  should  provide  a  variety  of  ways 
in  which  persons  can  put  their  faith 
into  action. 

Finally,  the  campus  ministry  should 
provide  the  context  for  a  worshipping 
community,  expressing  the  very  best 
that  the  church  has  to  offer,  theologi¬ 
cally  and  liturgically. 

As  can  be  seen,  this  is  no  easy  task. 
However,  if  the  church  is  to  be  authen¬ 
tically  involved  in  the  life  of  the  col¬ 
lege  and  university  of  today,  it  must 
take  very  seriously  these  elements  of 
involvement  and  expression  of  its  life. 


LEFT:  Dr.  J.  Henry  Bowdon,  superintendent  of  Lafayette  District,  preached 
at  the  two  morning  worship  services  at  Pharr  Chapel  (Morgan  City)  Home¬ 
coming  Dec.  4th.  The  observance  was  in  celebration  of  completion  of  num¬ 
erous  repairs  made  necessary  by  damage  caused  by  Hurricane  Betsy.  Total 
cost  of  repairs  exceeded  $30,000.  RIGHT:  Members  of  congregation  are 
shown  enjoying  fish  fry  and  covered  dish  lunch  which  followed  services. 
The  Rev.  Reuel  H.  Allen  is  pastor. 


Eight  members  of  the  New  Orleans  Symphony  Orchestra  accompanied  the  First 
Methodist  Church  choir  in  Sunday  morning  services,  Dec.  18.  (Second  from 
right)  William  Miller  visits  with  several  of  the  visitors.  Violin  music  by  the 
Rev.  Robert  Eaker,  pastor  of  Felicity  Methodist  Church  (Spanish  speaking 
congregation)  was  another  special  feature  of  the  day.  The  Rev.  Clyde  S 
Clark  is  the  pastor. 


The  Chancel,  Carol  and  Junior  High  Handbell  choirs  of  First  Church,  Homer 
presented  a  Christmas  cantata,  '“The  Birth  of  Christ,”  on  Dec.  18th.  Mrs’. 
George  Ford  is  director;  Mrs.  Robert  Kent,  organist;  and  Mrs.  Carter  Wide- 
man,  pianist. 


The  Men’s  Club  of  Elysian  Fields 
Methodist  Church  (New  Orleans) 
has,  as  one  of  its  projects,  the 
entertainment  and  fellowship  with 
boys  who  live  at  the  Milne  Boy’s 
Home  in  New  Orleans.  (This  home 
is  for  boys  who  for  one  reason  and 
another  have  gotten  into  difficulty). 
The  boys  shown  above  were  pre¬ 
paring  for  trip  with  Club  members 
to  tour  the  Michoud  Assembly  Plant 
of  NASA,  where  they  watched  assem¬ 
bly  of  Saturn  Rockets.  15  boys  from 
the  home  were  Men’s  Club  guests 
at  a  Christmas  party  where  they 
were  presented  New  Testaments. 
The  Rev.  Dan  Tohline  is  pastor. 


A  Christmas  Youth  Banquet  at 
Chatham  Methodist  Church  Dec. 
2.1st  occasioned  the  above  picture. 
Ronnie  Greer,  Minden,  president  of 
the  Sophomore  class  at  Millsaps 
College,  was  guest  speaker.  Mrs. 
Robert  Plemmons  is  superintendent 
of  the  youth  division.  The  Rev. 
Calvin  Lapuyade  is  pastor. 


WASHINGTON,  D.  C.  —  Dr.  San¬ 
ford  S.  Atwood,  president  of  Emory 
University,  Atlanta,  Ga.,  has  been  ap¬ 
pointed  to  serve  during  1967  on  the 
advisory  committee  for  science  educa¬ 
tion  of  the  National  Science  Founda¬ 
tion. 


LEFT:  Messrs.  Karl  Marston  and  Conrad  Sharf  sing  carols  as  the  Christmas  season  at Munholland  Memorial 
Methodist  Church,  Metairie,  gets  an  “official  start”  with  the  D.M.A.  (Don’t  Mention  Age)  Christmas  party. 
CENTER:  Mrs.  Dorothy  Hoppmeyer  leads  singing,  accompanied  by  Mrs.  Davey  Marston  at  the  piano.  RIGHT: 
Members  of  the  club  who  attended  the  party.  The  Rev.  A.  W.  Townsend,  pastor,  is  shown  beside  Santa’s 
gift  box. 
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Shreveport  District 
Evangelism  Rally 


Dr.  Lawrence  Lacour  of  the  General 
Board  of  Evangelism  of  The  Method¬ 
ist  Church,  Nashville,  Tenn.,  will  be 
the  speaker  for  the  Shreveport  Dis¬ 
trict  Evangelistic  Rally  to  be  held  at 
3:00  p.m.,  Sunday,  January  22,  in  the 
sanctuary  of  First  Methodist  Church, 
Shreveport. 

He  joined  the  administrative  staff 
of  the  board  in  1957  and  serves  pres¬ 
ently  as  executive  secretary  of  the  Lead¬ 
ership  Development  Section,  where  he 
guides  a  staff  who  work  primarily  with 
ministerial  and  lay  leadership.  He  serves 
as  staff  liaison  with  theological  semi¬ 
naries,  conducts  workshops  on  preach¬ 
ing  and  on  communicating  the  gospel 


rn  our  culture. 

At  18  he  committed  his  life  to  Christ 
and  heard  the  call  to  the  Christian  min¬ 
istry.  He  received  the  A.B.  degree  from 
John  Fletcher  College  and  the  B.D. 
degree  from  Drew  Theological  Semi¬ 
nary. 

During  a  study  of  rhetoric  at  North¬ 
western  University's  Graduate  School  of 
Speech,  he  found  what  he  was  seeking 
—  an  interpretation  of  the  dynamics 
at  work  in  the  various  types  of  com¬ 
municating  situations.  In  1950  he  re¬ 
ceived  the  M.A.  degree  after  writing  a 
thesis  on  "The  Preaching  and  Speak- 

(Continued  on  page  4) 


CIRCULATION  CAMPAIGN 
REMINDER 

Please  remember  that  this  is 
the  week  of  the  annual  Circu¬ 
lation  Campaign  for  The  Lou¬ 
isiana  Methodist.  We  hope  that 
every  church  has  called  this  to 
the  attention  of  their  member¬ 
ship  and  that  a  real  solicitation 
is  being  conducted. 

The  editorial  staff  hopes  that 
each  church  will  send  in  a  re¬ 
port  each  week  for  the  next  three 
weeks  so  that  the  published  re¬ 
port  will  be  representative.  It  will 
be  most  helpful  if  the  lists  of 
new  subscribers  are  sent  in 
promptly  so  that  they  may  be 
processed  as  quickly  as  possible. 


Louisianans  elected 
to  NCC  Assembly 

Four  Louisiana  Methodists  were 
elected  to  the  General  Assembly  of  the 
National  Council  of  Churches  at  its 
meeting  in  Miami  Beach,  Fla.,  Decem¬ 
ber  1-9. 

Bishop  Aubrey  G.  Walton  and  Shel¬ 
by  Smith  of  Shreveport  are  new  mem¬ 
bers.  Dr.  Keith  Mason  of  Shreveport 
and  Mrs.  Glenn  Laskey  of  Ruston  were 
re-elected. 

Mrs.  Laskey  was  also  named  to  the 
General  Board,  the  executive  branch  of 
the  organization.  She  is  president  of 
the  Woman’s  Division  of  the  Methodist 
Board  of  Missions. 

Bishop  Walton  represents  the  Meth¬ 
odist  Television,  Radio  and  Film  Com¬ 
mission,  of  which  he  is  president.  Mr. 
Smith’s  and  Mrs.  Laskey's  nominations 
for  the  General  Assembly  came  from 
the  Methodist  Council  of  Bishops.  Dr. 
Mason  was  nominated  by  the  Louisiana 
Council  of  Churches.  He  is  a  member  of 
the  state  council’s  board  of  directors 
and  is  chairman  of  its  public  relations 
committee. 

Convocation  on 
Christian  Unity 

A  Solemn  Convocation  on  Christian 
Unity  is  set  for  Thursday,  Jan.  19,  at 
7:30,  in  the  royal  ballroom  of  the 
L.S.U.  Union  Building  in  Baton  Rouge 
according  to  the  Rev.  Sam  J.  Allen, 
general  chairman  for  the  Convocation 
and  executive  secretary  for  the  Louisi¬ 
ana  Council  of  Churches.  Allen  states 
that  the  purpose  of  this  Convocation  is 


Arnold  selected 
to  attend 
Drew  seminar 


The  Rev.  Tracy  Arnold,  pastor  of 
Abbeville  and  Pecan  Island  Methodist 
churches,  is  one  of  13  pastors  from 
over  the  United  States  taking  part  in 
this  year’s  Continuing  Theological  Ed¬ 
ucation  Program  at  Drew  University, 
Madison,  N.  J.,  January  4-February  1. 

His  selection  by  the  Drew  faculty 
was  ratified  by  Bishop  Aubrey  G.  Wal¬ 
ton  and  Dr.  J.  Henry  Bowdon,  Sr.,  La¬ 
fayette  District  Superintendent.  Unani¬ 
mous  approval  for  this  time  off  for 
study  was  voted  by  the  official  boards 
of  the  two  churches  he  serves. 

This  seminar  is  part  of  the  contin¬ 
uing  theological  education  program  of 
the  seminary  at  Drew.  It  makes  possi- 
the  seminary  at  Drew.  It  makes 
possible  the  opportunity  for  specialized 
study  on  the  part  of  selected  ministers 
who  are  in  a  position  to  enter  serious¬ 
ly  into  such  a  program  and  to  benefit 
from  it.  The  topic  of  this  year’s  semi¬ 
nar  is  "Hermeneutics  and  Preaching  in 
These  Times.” 

During  Mr.  Arnold’s  absence,  his 
pulpits  will  be  filled  by  the  following 
men:  ABBEVILLE:  Jan.  8 — the  Rev. 
Wayne  Smith,  director,  Wesley  Foun¬ 
dation,  USL;  Jan.  15— Dr.  J.  Henry 
Bowdon,  Sr.;  jan.  22 — the  Rev.  J.  C. 
Skinner;  Jan. 29- — the  Rev.  Jack  Mid- 
yett;  PECAN  ISLAND:  Jan.  8 — the 
Rev.  Wayne  Smith;  Jan.  15 — the  Rev. 
James  Stovall;  Jan.  29 — Wayne  Gil¬ 
more,  Lafayette  District  lay  leader. 


for  furthering  the  cause  of  unity  among 
the  Christian  churches  of  the  Baton 
Rouge  area,  and  the  date  falls  during 
the  Week  of  Prayer  for  Christian  Unity 
which  is  observed  by  Protestants,  Or¬ 
thodox,  and  Catholics. 

The  Convocation  will  be  opened 
with  an  invocation  which  will  be  fol¬ 
lowed  by  a  generaal  introduction  by 
Allen  explaining  the  purposes  of  the 
ecumenical  movement  and  giving  plans 
for  future  local  unity  programs.  A  mu¬ 
sical  interpretation  by  a  string  ensem¬ 
ble  will  be  next  on  the  program,  after 
which  there  will  be  three  main  speak¬ 
ers,  representing  Protestant  and  Catho¬ 
lic  churches,  who  will  discuss  the  fol¬ 
lowing  topics:  "Decree  on  Ecumenism 
— Vatican  II,”  "Protestant  Trends  in 
Ecumenism,”  and  "Missions  of  the 


(Continued  on  page  4) 


AND  THE  PEACE 

The  religious  and  secular  press  have  both  de¬ 
voted  a  good  deal  of  lineage  in  the  past  two  weeks 
concerning  differences  in  the  recent  statements  of 
Pope  Paul  and  Cardinal  Spellman  concerning  the 
route  to  peace  in  Vietnam.  As  you  will  recall,  the 
Pope,  in  his  Christmas  message  urged  an  extension 
of  the  Christmas  truce  into  an  indefinite  suspen¬ 
sion  of  hostilities  until  that  date  when  a  peace 
conference  could  begin.  Cardinal  Spellman,  in  press 
conference  during  his  Christmas  visit  to  Vietnam 
and  at  several  stops  along  the  journey  home,  said 
in  substance  that  peace  will  come  only  with  victory 
in  Vietnam. 

The  press  has  been  quick  to  brand  Cardinal 
Spellman’s  position  as  diametrically  opposed  to  the 
Pope’s  position  and  has  acted  as  though  it  ex¬ 
pected  some  “blow  up”  to  follow  in  the  Catholic 
hierarchy  as  a  result.  The  Vatican  quickly  an¬ 
nounced  that  the  Cardinal  could  be  expected  to 
make  such  a  statement  because  he  is  the  head  of 
the  military  ordinariate  of  the  Roman  Catholic 
Church.  Cardinal  Spellman,  in  his  latest  state¬ 
ment,  tempered  his  position  to  say  that  he  didn’t 
really  believe  all  the  parties  concerned  could  be 
persuaded  to  come  to  a  peace  conference  until 
there  was  victory  in  South  Vietnam. 

While  this  hierarchial  maneuvering  has  been 
going  on  in  the  Roman  Catholic  Church,  Protes¬ 
tant  “doves”  and  “hawks”  have  been  exploiting 
the  situation  by  declaring  themselves  as  being  in 
the  same  position  as  one  or  the  other.  Dr.  Arthur 
Flemming,  president  of  the  National  Council  of 
Churches,  in  a  message  to  Protestant  church  lead¬ 
ers  asking  for  an  extension  of  the  Christmas  truce, 
felt  compelled  to  say  that  he  regretted  the  position 
expressed  by  Cardinal  Spellman  and  stood  behind 
the  statement  of  the  Pope.  Other  church  leaders 
have  expressed  themselves  as  of  the  same  position 
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as  Cardinal  Spellman — that  “victory”  and  “peace” 
were  synonymous. 

A  group  of  church  leaders  who  call  themselves 
Clergy  and  Laymen  Concerned  About  Vietnam  has 
issued  a  call  for  a  gathering  of  5,000  Protestant, 
Catholic  and  Jewish  clergymen  from  across  the 
country  to  gather  in  Washington  Jan.  31  and  Feb. 
1  “to  protest  the  war  in  Vietnam  .  .  .  and  to  hold 
a  vigil  for  peace  at  the  White  House  and  confer 
with  government  officials  on  obstacles  to  peace  in 
southeast  Asia.”  We  are -not  quite  sure  why  they 
felt  it  necessary  to  include  in  their  call  for  this 
meeting  the  following  statement:  “These  leaders 
called  on  their  counterparts  across  the  nation  to 
risk  the  displeasures  of  ‘the  powers  that  be’  in 
order  to  challenge  dogmatisms  that  imperil  our¬ 
selves  and  our  world.” 

A  small  group  of  Methodist  leaders  recently 
distributed  a  letter  written  by  Herman  Will,  Jr.  of 
the  staff  of  the  Board  of  Christian  Social  Concerns 
in  which  they  said  that  the  President  was  not  being 
honest  in  calling  for  “all  means  to  peace”  while 
American  bombings  continued  against  North  Viet¬ 
nam. 

The  listing  of  all  these  facets  of  the  present 
problem  may  only  have  the  effect  of  confusing  the 
issue  in  the  minds  of  our  readers,  and  if  this  occurs, 
we  would  agree  that  this  is  perhaps  the  only  con¬ 
clusion  a  logical  Christian  American  could  reach. 
However,  there  are  certain  things  that  we  believe 
can  be  said  about  this  post-Christmas,  1967,  patch- 
work  of  “dilemmas  on  dilemmas.” 

First,  we  would  say  that  it  does  not  appear  that 
Pope  Paul  and  his  leading  American  Cardinal  are 
as  much  in  opposition  as  many  would  have  us  be¬ 
lieve.  The  Pope  called  for  the  encouragement  of 
any  means  that  would  bring  the  parties  concerned 
to  a  peace  conference.  Cardinal  Spellman  is  saying 
what  many  believe — that  Premier  Ho  Chi  Minh 
and  his  North  Vietnam  government  can  be  de¬ 
pended  on  to  follow  the  thinking  of  hard-core  Com¬ 
munism — that  only  such  pressure  as  the  bombings 
would  lead  to  such  an  eventuality.  (Premier  Ky 
of  South  Vietnam  has  reminded  us  that  civilians 
are  also  dying  of  bombings  in  South  Vietnam.) 

Secondly,  we  cannot  understand  what  “powers 
that  be”  would  be  “displeased”  if  the  call  of  the 
group  for  the  vigil  in  Washington  is  heeded. 

Finally,  we  want  to  say  that  we  took  personal 
exception  to  the  tone  of  Mr.  Will’s  letter  in  which 
he  said  the  President  was  “dishonest”  in  calling 
for  a  peace  conference  and  at  the  same  time  au¬ 
thorizing  continued  bombings.  This  may  represent 
a  difference  of  opinion  in  how  to  work  for  peace, 
but  it  does  not  seem  to  us  that  any  church  leader 
should  call  such  a  difference  of  opinion  “dis¬ 
honesty.” 


"SWEATING  OUT”  THE  ZIP  CODE 

For  almost  two  years  this  editorial 
office  and  that  of  every  other  publica¬ 
tion  using  second-class  mailing  privi¬ 
leges  have  been  dreading  the  arrival  of 
the  first  mailing  in  1967.  This  we  have 
known  would  be  "the  moment  of 
truth”  in  the  dispatch  of  mail  accord¬ 
ing  to  section  center’s  —  the  clearing 
centers  represented  by  the  first  three 
digits  in  your  zip  code. 

We  were  fortunate  in  that  we  were 
selected  by  the  Little  Rock  postoffice 
as  a  demonstration  publication.  This 
meant  that  more  than  18  months  ago 
they  furnished  us  with  help  in  classi¬ 
fying  our  27,000  Addressograph  plates 
for  Arkansas  in  zip  code  order.  Then 
in  August,  while  this  editor  was  trav¬ 
eling  in  Europe,  Mrs.  Sarah  Hensley 
of  our  staff  did  most  of  the  work  for 
converting  the  Louisiana  names  to  the 
necessities  of  the  approaching  zip  code 
operation. 

Our  problem  at  the  Methodist  was 
complicated  by  the  fact  that  we  had  to 
leave  our  plates  in  their  former  district 
arrangement  until  we  prepared  our 
subscription  lists  for  the  1967  circula¬ 
tion  campaign.  Then,  just  as  soon  as 
this  was  done,  we  had  to  work  franti¬ 
cally  rearranging  according  to  "section¬ 
al  centers.”  (We  have  thought  of  pro¬ 
posing  a  restructuring  plan  for  the  con¬ 
ferences  so  that  district  would  follow 
these  lines.  That  would  mean  the  name 
of  the  Little  Rock  District  would  be¬ 
come  "722,"  Fort  Smith  ”729,”  Shreve¬ 
port  "710,"  etc.) 

(The  James  Bond  fans  might  be  in¬ 
terested  to  know  that  sectional  center 
”007”  is  in  San  Juan,  Puerto,  Rico.) 

Our  first  mailing,  as  with  all  weekly 
publications,  came  last  week.  We 
breathlessly  awaited  the  announcement 
as  to  whether  we  passed  the  first  test 
— that  at  the  mailing  dock  of  the  Lit¬ 
tle  Rock  terminal.  Now,  that  we  passed 
that  hurdle  we  will  wait  for  the  word 
from  the  "second  jury,”— the  postof¬ 
fices  out  through  the  country  concern¬ 
ing  the  manner  in  which  the  mail  ar¬ 
rived.  Pray  for  us.  Our  fate  is  in  their 
hands. 
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DA  NANG,  So.  Vietnam  -  Chaplain  Willard  Bartlett  has  an  additional 
duty  at  Da  Nang  --  he  is  supervising  a  scholarship  program  for  Viet¬ 
namese  teenagers.  Here  he  is  shown  with  some  of  the  recipients. 
Members  of  the  U.S.  Armed  Forces  and  their  chaplains  are  supplying 
the  funds.  Project  began  with  a  $240  gift  sent  from  the  U.S.  by  parents 
of  a  Marine  helicopter  pilot  who  was  killed  in  action.  Chaplain  Bart¬ 
lett’s  scholarship  program  is  also  ecumenical  -  Protestants,  Catholics, 
Buddhists  and  Cao  Daiists  make  up  the  selection  committee.  Da  Nang 
previously  was  marked  by  dissension  involving  Buddhists  and  Catholics. 


Board  of  Missions  meetings 
in  Louisville  and  Cincinnati 


Two  national  groups 
of  Methodist  laymen 
to  meet 

EVANSTON,  Ill.  —  (MI)— Two 
groups  of  leaders  in  The  Methodist 
Church’s  annual  conference  laymen’s  or¬ 
ganization  will  meet  in  Chicago,  Ill', 
February  3-5  for  concurrent  workshops. 

Participating  in  the  sessions  will'  be 
annual  conference  lay  leaders  and  con¬ 
ference  directors  of  lay  speaking.  Each 
group  will  have  some  meetings  to¬ 
gether  and  some  separately  in  Chicago:s; 
Pick-Congress  Hotel. 

Speakers  for  the  workshops  will  in¬ 
clude  Dr.  Elmer  Thompson,  Nashville, 
Tenn.,  a  staff  member  of  the  Section 
of  Leadership  Development  of  the 
Methodist  General  Board  of  Education's 
Division  of  the  Local  Church;  Dr.  G. 
Ross  Freeman,  Atlanta,  Ga.,  assistant 
to  the  dean  and  director  of  field  ser¬ 
vices  of  Emory  University's  Candler 
School  of  Theology;  the  Rev.  Edward' 
S’.  Zelley,  Jr.,  Evanston,  Ill.,  regional 
sales  representative  of  the  Methodist 
Publishing  House;  Dr.  Leonard  Sorg, 
Kansas  City,  Mo.,  national  president 
of  Evangelical  United  Brethren  Men; 
Dr.  Robert  G.  Mayfield,  general  sec¬ 
retary  of  the  General  Board  of  Lay 
Activities;  Miss  Gene  Maxwell,  Evans¬ 
ton,  regional  secretary  of  the  Woman’s 
Division  of  the  Board  of  Missions;  and 
Dr.  Gilbert  G.  Stout  and  Charles  M. 
Sorenson  of  the  Board  of  Lay  Activities 
staff. 

Topics  to  be  discussed  include  the 
theological  aspects  of  leadership,  opem- 
i'ng  lines  of  communication  between 
pastoral  and  lay  leadership,  and  the 
sociological  and  psychological  aspects 
of  leadership. 

The  sessions  are  sponsored  by  the 
Board  of  Lay  Activities'  Section  on 
Leadership  Development  and  Commu¬ 
nications. 

In  addition  to  the  Methodist  par¬ 
ticipants,  Evangelical  United  Brethren 
conference  men’s  work  leaders  in  the 
Chicago  area  are  being  invited  to  take 
part,  according  to  William  B.  McPher¬ 
son,  executicve  secretary  of  the  Section 
on  Leadership  Development  and  Com¬ 
munications. 

t 

Accreditation  of 
health  and 
welfare  agencies 

EVANSTON,  Ill.— (MI)— A  total  of 
115  health  and  welfare  agencies  of  The 
Methodist  Church  have  reached  the 
first  stage  of  progress  toward  full  cer¬ 
tification  at  the  end  of  the  first  year 
of  the  program. 

According  to  Dr.  Olin  E.  Oeschger, 
general  secretary  of  the  Board  of  Hos¬ 
pitals  and  Homes  here,  the  total  in¬ 
cludes  64  homes  for  the  aged,  23  agen¬ 
cies  for  children  and  youth  and  28 
hospitals. 

All  115  agencies  have  received  the 
status  of  ‘  affiliate,”  the  first  of  three 
stages  in  the  certification  process. 

"Because  of  the  volume  of  applica¬ 
tions  during  the  first  year  of  certifica¬ 
tion,  no  agencies  were  given  full  stat¬ 
us,”  Dr.  Oeschger  said.  "The  necessity 
of  evaluation  visits  to  such  agencies 
before  certification  makes  it  impossible 
to  take  that  action  during  the  initial 
stages  of  the  program.” 


A  presentation  by  an  internationally 
known  panel  of  Christian  leaders,  a 
public  commissioning  service  for  new 
missionaries  and  in-depth  discussion  of 
the  church  and  social  change  will  high¬ 
light  the  annual  meeting  of  the  Meth¬ 
odist  Board  of  Missions  January  17- 
20  in  Louisville,  Ky. 

Meeting  away  from  Buck  Hill  Falls, 
Pa.,  for  the  first  time  in  four  years, 
the  Board  and  its  five  major  units  will 
also  hear  reports  on  the  church  in  such 
trouble  spots  as  Rhodesia,  plan  mis¬ 
sionary  strategy  in  the  U.  S.  and  around 
the  world,  and  appropriate  funds  for 
mission  work. 

The  Board  is  the  largest  agency  of 
the  10,300,000-member  Methodist 
Church.  The  Board  and  its  major  units 


Dr.  Oeschger  said  that  it  is  hoped 
that  during  the  second  year  of  the  pro¬ 
gram  full  certification  can  be  granted 
some  agencies. 

The  certification  program  was  ap¬ 
proved  a  year  ago  by  the  Board  of 
Hospitals  and  Homes.  Clayton  Nord¬ 
strom,  administrator  of  the  Methodist 
Children’s  Home  Society  in  Detroit, 
Mich.,  is  chairman  of  the  certification 
council. 

Among  other  things,  the  program  is 
designed  to  implement  minimum  basic 
standards  for  the  organization,  admin¬ 
istration,  operation,  staffing  and  financ¬ 
ing  of  agencies,  stir  the  interest  and 
conscience  of  responsible  officials  to 
continual  review  and  improvement  at 
the  quality  of  service  they  provide,  and 
acknowledge  the  accomplishments  of 

Sualified  personnel  "who  personify  pro- 
essional  excellence  and  Christian  com¬ 
mitment.” 


are  responsible  for  Methodist  mission 
and  church  extension  work  in  the 
United  States  and  48  other  countries. 
It  has  an  annual  budget  of  about  $36,- 
000,000  and  maintains  a  corps  of  about 
1,450  missionaries  overseas  and  about 
2,000  missionaries,  deaconesses  and 
other  mission  workers  in  the  U.  S. 

Bishop  Roy  H.  Short,  episcopal  leader 
of  Methodism’s  Louisville  Area  and 
president  of  the  Board,  will  preside 
at  the  annual  meeting.  He  will  also 
conduct  the  public  commissioning  ser¬ 
vice  for  10  new  missionaries  and  dea¬ 
conesses  the  evening  of  January  19  at 
Louisville’s  Fourth  Avenue  Methodist 
Church.  The  speaker  will  be  Bishop  W. 
Ralph  Ward  of  the  Syracuse  Area,  pres¬ 
ident  of  the  Board’s  National  Division. 

Beside  the  commissioning  service,  the 
other  big  public  meeting  during  the 
Board  sessions  will  be  a  presentation 
on  the  annual  meeting  theme,  “The 
Church  and  Change,”  the  evening  of 
January  17  in  the  Memorial  Auditor¬ 
ium. 

The  keynote  speaker  will  be  the  Rev. 
Colin  M.  Morris,  president  of  the 
United  Church  of  Zambia,  one  of  the 
newest  churches  in  the  world,  having 
come  into  being  in  1965  as  a  result 
of  church  union.  He  is  a  British  Meth¬ 
odist  missionary  and  was  active  as  both 
churchman  and  political  leader  in  the 
coming  to  independence  of  Zambia. 

A  three-member  panel  of  Christian 
leaders  will  react  to  Mr.  Morris’s  ad¬ 
dress:  Miss  Charlotte  Bunch,  Washing¬ 
ton,  D.  C.,  president  of  the  new  Uni¬ 
versity  Christian  Movement  and  a  1966 
Phi  Beta  Kappa  graduate  of  Duke  Uni¬ 
versity,  Durham,  N.  C.;  M.  M.  Thomas, 
director  of  the  noted  Christian  Institute 


DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Jan.  15 — Sun.  Luke  9:28-43 

Jan.  16  .  Luke  11:1-13 

Jan.  17  Luke  13:1-14 

Jan.  18  .  Luke  18:31-43 

Jan.  19  . - .  Luke  21:29-38 

Jan.  20  .  Acts  1:12-26 

Jan.  21  .  Acts  4:23-37 

Jan.  2a— Sun.  Acts  10:1-8 


International  prayer 
fellowship  is  set 

The  International  Prayer  Fellowship 
which  was  announced  for  a  later  date 
by  Dr.  J.  Manning  Potts,  editor  of 
the  Upper  Room  and  chairman  of  the 
Fellowship  Committee,  will  now  be 
held  on  the  Easter  week-end,  beginning 
Friday  evening  March  24,  and  going 
through  Easter  Monday  afternoon, 
March  27. 

"The  change  is  necessary,”  said  Dr. 
Potts,  "because  the  Fellowship  is  be¬ 
ing  centered  around  overseas  graduate 
students  in  American  colleges  and  sem¬ 
inaries  who  have  Easter  vacations.” 

The  Fellowship  is  being  jointly  spon¬ 
sored  by  The  Upper  Room  and  Scarritt 
College.  Largely,  a  lay  fellowship,  there 
will  also  be  a  large  number  of  seminary 
students. 

The  meetings  are  to  be  centered 
around  The  Upper  Room  Chapel  in 
Nashville,  Tennessee.  The  inspirational 
addresses  will  center  on  Gethsemane, 
The  Last  Supper,  the  Crucifixion,  the 
Resurrection,  and  Pentecost,  which  are 
the  themes  of  The  Upper  Room  Chapel 
and  The  Upper  Room  Agape  Garden. 
Those  to  deliver  the  addresses  are  Dr. 
Elmer  Homrighausen  of  Princeton  Sem¬ 
inary;  Dr.  Nels  Ferre,  formerly  of  Van¬ 
derbilt,  now  of  Parsons  College,  Iowa; 
Dr.  Thor  Hall  of  Duke  Divinity  School; 
and  Dr.  Gerald  O.  McCulloh  of  the 
Board  of  Education  of  The  Methodist 
Church. 

Other  addresses  will  be  given  by  Dr. 
Helen  Kim  of  Korea,  Dr.  Kermit  Long, 
Dr.  Harry  Denman,  Dr.  D.  D.  Holt, 
President  of  Scarritt  College,  Ralph  H. 
Boston,  Olympic  Champion,  Dave 
Chambers,  Airline  pilot  —  instructor, 
Jud  Collins,  TV  personality,  and  other 
distinguished  persons. 

for  the  Study  of  Religion  and  Society 
in  India  and  this  year  the  Henry  W. 
Luce  Visiting  Professor  of  World 
Christianity  at  Union  Theological  Sem¬ 
inary  in  New  York  City;  Dr.  Roy 
Nichols,  pastor  of  Salem  Meth¬ 
odist  Church  in  New  York  City,  dele¬ 
gate  to  the  19 66  Methodist  General 
Conference  and  speaker  at  many  na¬ 
tional  conferences. 

The  annual  meeting  theme,  "The 
Church  and  Change,”  will  set  the  tone 
not  only  for  the  January  17  presenta¬ 
tion  but  for  extended  discussion  by  the 
144-member  Board  of  Missions.  The 
discussions  are  expected  to  deal  with 
the  church  and  its  involvement  in  ef¬ 
fecting  changes  for  the  better  in  race: 
relations,  housing,  the  war  on  poverty 
and  other  areas  of  mission  and  social 
action.  Because  of  the  Board’s  interna- 
(Continued  on  page  11) 
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Recently  pictured  in  the  Shreveport  Journal  were  twelve  of  the  thirteen  students  (shown  above)  from  the 
Shreveport  District  who  are  currently  attending  seminaries  across  the  country.  Left  to  right,  TOP  ROW: 
C.  Randal  James,  Shreveport,  attending  Duke  University  School  of  Religion,  Durham,  N.  Car.;  James  A. 
Babcock,  pastor  of  Bethany  Church,  Perkins  School  of  Theology;  H.  A.  Harrington,  Jr.,  Shreveport,  Institute 
of  Religion  in  Houston;  Miss  Bonita  Carter,  Haughton,  Perkins;  Jesse  Lafayette  Means,  Bossier  City, 
Perkins;  Roger  Dick  Johns,  Mansfield,  Drew  University  School  of  Theology,  Madison,  N^J.  BOTTOM  ROW: 
Willis  William  Dear,  Shreveport,  Perkins;  William  A.  Rowell,  Shreveport,  Perkins;  William  J.  Butts,  pastor 
of  Powhattan,  Kans.  Methodist  Church,  St.  Paul’s  School  of  Theology  at  Kansas  City;  John  Edwin  Dilworth, 
Shreveport,  Candler  School  of  Theology,  Emory  University,  Atlanta,  Ga.;  Rex  Benjamin  Wilkes,  Shreveport, 
Cuke  School  of  Religion;  David  Robert  Dykes,  Shreveport,  Candler.  (Not  pictured  is  Charles  Proctor, 
originally  from  New  Mexico,  Centenary  graduate,  now  attending  Perkins). 


CHRISTIAN  UNITY 

(Continued,  from  page  1) 

Church  in  a  Revolutionary  Time.” 

At  the  conclusion  of  the  program 
refreshments  will  be  served  in  the  ad¬ 
joining  room. 

The  Convocation  is  being  sponsored 
by  the  University  Christian  Movement 
in  conjunction  with  the  Louisiana  Coun¬ 
cil  of  Churches,  the  Baton  Rouge  min¬ 
isterial  Association,  and  the  Commis¬ 
sion  for  Ecumenical  Affairs  for  the 
Diocese  of  Baton  Rouge,  and  is  open 
to  all  wishing  to  attend. 

t 


Mr.  and  Mrs.  Carter  McKinney  are 
pictured  at  Open  House  in  their  home, 
Dec.  18,  following  Christmas  cantata  by 
the  Plain  Dealing  Choir.  The  Rev.  W.  E. 
Nolan  is  their  pastor. 


The  Rev.  and  Mrs.  R.  H.  Hearne  of 
West  Monroe  celebrated  their  golden 
wedding  anniversary  at  a  tea  in  the 
fellowship  hall  of  Claiborne  Methodist 
Church  on  Sunday,  December  11,  be¬ 
tween  2  and  5  p.m. 

Daughters  of  the  honor  couple,  Mrs. 
Charles  Crawford  and  Mrs.  Clinton 
Jordan  were  hostesses  for  the  occasion. 
Approximately  160  guests  attended  the 
celebration. 

The  couple  was  married  in  Chatham, 
Louisiana,  on  December  15,  1916,  Aad 
has  resided  in  North  Louisiana  all  of 
their  lives. 

Mr.  Hearne  has  served  as  pastor  of 
various  Methodist  churches,  including 
Walnut  Grove,  Luna,  Mt.  Pleasant, 
Zoar,  Concord,  Cross  Roads,  Bethle¬ 
hem,  Claiborne,  Indian  Village,  Bulah, 
Simsboro,  Antioch,  Salem,  Hilly,  Mt. 
Nebo,  and  Bethel. 

Mr.  Hearne  is  retired  but  is  serving 
the  Concord  Church  where  he  and  Mrs. 
Hearn  first  united  with  the  church  be¬ 
fore  they  were  married.  The  Concord 
Church  is  located  near  Chatham,  in  the 
community  where  the  couple  was  born 
and  reared. 

Ministers  and  wives  attending  the 
reception  were  the  Rev.  and  Mrs.  W. 
H.  Carroll  of  West  Monroe,  the  Rev. 
and  Mrs.  J.  A.  Jones  of  Gibsland,  the 
Rev.  and  Mrs.  James  A.  Mooney  of 
West  Monroe,  the  Rev.  and  Mrs.  F.  L. 
Hearne  of  Chatham,  the  Rev.  and  Mrs. 
Calvin  Lapuyade  of  Chatham,  the  Rev. 
and  Mrs.  C.  K.  Brooks  of  West  Mon¬ 
roe,  and  the  Rev.  and  Mrs.  Don  Wine- 
inger,  also  from  West  Monrore  where 
he  is  chaplain  of  the  Glenwood  Hospi¬ 
tal. 

t 


The  Rev.  and  Mrs.  R.  H.  Hearne  at 
golden  wedding  anniversary. 


"We  know  that  as  a  church  we  are 
called  to  mission.  In  its  finest  hours 
Methodism  has  had  about  it  something 
of  the  marching  of  banners  and  the 
sounding  of  trumpets  and  has  acknowl¬ 
edged  it  as  its  God-given  task  to  reform 
the  continents  and  to  spread  scriptural 
holiness  throughout  all  the  lands  of 
earth.  It  has  been  our  conviction  across 
the  passing  years  that  we  must  actually 
do  something  about  the  faith  that  is  in 
us,  translating  it  into  action  and  letting 
it  find  expression  in  countless  dedicated 
ways.” — Bishop  Roy  H.  Short  in  the 
Episcopal  Address  to  the  Methodist 
General  Conference. 


Istrouma  basketball 
star  licensed 
to  preach 

Jerry  McLaurin,  a  basketball  star  at 
Istrouma  High  School  and  at  North¬ 
western  State  College,  has  been  licensed 
to  preach  by  the  Alexandria  District 
Conference. 

He  appeared  before  the  conference's 
mid-year  meeting  at  the  Wesley  Foun¬ 
dation  in  Natchitoches  in  November. 


Jerry  is  a  4-1  senior  at  Northwestern, 
working  on  a  double  major  in  health- 
physical  education-recreation  anti 
speech.  His  mother  is  Mrs.  Mable  Mc¬ 
Laurin  of  Baton  Rouge.  He  has  three 
older  brothers  and  two  sisters  —  one 
his  twin.  He  is  married  to  the  former 
Myra  Wood. 

Jerry  is  a  member  of  the  Winnburn 
Methodist  Church  and  is  an  affiliate 
member  of  the  First  Methodist  Church 
in  Natchitoches.  He  is  vice  president  of 
Wesley  Foundation  and  has  been  evan¬ 
gelism  chairman  and  worship  chairman. 
On  campus,  he  is  vice  president  of  the 
Blue  Key  Men’s  Honor  Society,  mem¬ 
ber  of  the  Fellowship  of  Christian  Ath¬ 
letes,  member  of  the  "N”  Club  (varsity 
lettermen’s  club),  and  is  co-captain  of 
the  NSC  Varsity  Basketball  team,  1966- 
67. 

t 

EVANGELISM  RALLY 

(Continued  from  page  1) 

ing  Theories  of  Bishop  Edwin  Holt 
Hughes.”  That  next  year  he  traveled  for 
six  months  preaching  in  Japan  to  more 
than  half  a  million  people.  He  returned 
to  Northwestern  and  completed  two 
additional  years  of  study  in  the  School 
of  Speech. 

Dr.  Lacour  has  taught  at  Garrett  Bib¬ 
lical  Institute,  Candler  School  of  The¬ 
ology  and  Duke  Divinity  School,  and 
has  conducted  consultations  with  the 
faculties  of  ten  theological  seminaries, 
t 


LAMECO  MEETING 

The  annual  meeting  of  LAM¬ 
ECO,  the  credit  union  for  the 
members  of  the  Louisiana  Con¬ 
ference  and  their  wives,  will  be 
held  Tuesday,  January  17,  at  4 
p.m.  in  the  auditorium  of  the  R. 
E.  Smith  building  on  the  Centen¬ 
ary  College  campus. 

A  business  session  will  be  held 
and  officers  will  be  elected  for 
the  coming  year. 
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SAMUEL  ALLEMAN  was  elected 
president  of  Methodist  Men  of  New 
Orleans’  St.  Paul  Church.  Serving  with 
him  will  be  Norman  Belmore  as  vice- 
president,  and  Robert  O.  McCarty,  Jr. 
as  secretary-treasurer.  The  Rev.  Albert 
S.  Hurley  is  pastor. 


HUGH  DUNN  DAY  was  observed  in 
the  Southside  Church  at  Monroe,  Jan. 
1,  honoring  the  church  educational  as¬ 
sistant  who  is  leaving  to  take  an  ap¬ 
pointment  as  pastor  of  the  Mangham 
Charge  in  the  Monroe  District.  The 
Rev.  Lea  Joyner  is  the  Southside  pas¬ 
tor. 


WYNN  MEMORIAL  Commission  on 
Missions  appointed  Mrs.  W.  F.  Baucum 
to  direct  the  mission  study  during  Jan¬ 
uary.  Guest  speaker  at  the  opening  ses¬ 
sion,  Jan.  8,  and  also  at  the  Sunday 
morning  service  was  Dr.  Forbis  P.  Du¬ 
rant,  district  superintendent  of  the 
Eastern  Oklahoma  Indian  Mission.  The 
Rev.  Ira  A.  Love  is  pastor  of  this 
Shreveport  church. 

METHODIST  MEN  OF  ST.  PAUL 
Church  in  Harahan  invited  wives  to 
the  first  meeting  of  1967  and  were 
guests  of  the  La.  Power  &  Light  Co.  for 
a  tour  of  the  Nine-Mile  Point  Plant. 


New  president  of  the  Shreveport- 
Bossier  Ministerial  Association  is  the  Rev. 
William  Franks,  left,  pastor  of  the  Oak- 
mont  Church  of  God,  Shreveport.  He  suc¬ 
ceeds  the  Rev.  Robert  B.  Crichlow,  right, 
pastor  of  the  Broadmoor  Methodist  Church, 
Shreveport. 

CHARLOTTE  HOUCK  of  the  State 
Trade  School  in  Farmerville  brought 
the  Student  Day  message  in  the  Har¬ 
mony  Chapel  Church.  Jimmy  McDon¬ 
ald,  a  junior  at  Louisiana  Tech,  gave 
the  message  at  Lisbon.  The  Rev.  C.  Ed 
Henkel  is  pastor  of  the  churches. 

JON  HATTAWAY,  active  young 
churchman  of  the  Claiborne  Church  in 
West  Monroe  and  Centenary  sopho¬ 
more  student,  conducted  Watchnight 
Services  at  the  First  Church  of  West 
Monroe.  He  also  served  as  youth  direc-. 
tor  during  the  summer  months  at  First 
Church,  Pineville,  where  the  Rev.  Earl 
Emmerich  is  pastor. 

VINTON  METHODIST  children  and 
youth  presented  a  Christmas  program- 
Dec.  11.  The  meaning  and  significance- 
of  the  star  of  Bethlehem  and  the  ever¬ 
green  Christmas  tree  were  narrated  with 
intermittent  music  from  the  choir.  The 
origin  of  the  custom  of  setting  of  Na¬ 
tivity  scenes  was  told  and  dramatized. 
Mrs.  L.  B.  Smith  and  Mrs.  J'.  D.  Scaggs 
directed  the  program.  The  Rev.  James 
M.  Poole  is  pastor. 


SLIDELL  COLLEGE  AND  CAREER 
youth  were  invited  to  a  "get-together” 
sponsored  by  the  Woman’s  Society  and 
Mrs.  Ferol  Zerkowsky,  secretary  of 
campus  ministry.  The  affair  was  held 
Dec  29  from  5-7  p.m.  in  the  home  of 
Mr.  and  Mrs.  J.  H.  Baulch.  The  Rev. 
Kirby  A.  Vining  is  the  Slidell  pastor. 


THE  WESLEY  MYF  SUB-DISTRICT 
made  an  annual  caroling  tour  of  the 
hospitals  and  rest  homes  in  Natchi¬ 
toches  on  Monday,  Dec.  19.  Following 
this  refreshments  were  served  in  First 
Church,  and  the  College  Avenue  MYF 
presented  a  program.  The  next  meet¬ 
ing  of  the  sub-district  will  be  in  the 
Campti  Church  on  Monday,  Jan.  16. 


Summer  Grove  Methodist  Men  met 
Dec.  12  and  heard  Representative  Joe  D. 
Waggoner,  seated  center.  Pictured  with 
him  are  Melvin  McConnell,  left,  H.  R. 
Bagley,  right,  Official  Board  chairman, 
and  standing,  the  Rev.  James  L.  Adams, 
pastor. 


Enjoying  fellowship  at  the  Summer 
Grove  men’s  dinner  are,  from  left,  Roger 
Bullock,  James  L.  Harper,  Sr.,  Maj.  Homer 
Bryant,  and  H.  R.  Bagley. 

THE  REV.  SAMMY  HARGROVE, 
pastor  of  the  Union  and  Little  Creek 
Churches  in  the  Monroe  District,  and 
Miss  Barbara  Dunggan  were  married 
on  December  21  in  Dallas,  Texas. 


The  Jonesboro  MYF  Christmas  party  featured  games,  gifts,  and  Santa,  Dec.  21. 


BROADMOOR  CHURCH  in  Baton 
Rouge  has  scheduled  the  following  pro¬ 
grams  for  the  churchwide  study  of  "Af¬ 
fluence  and  Poverty.”  Jan.  8,  Students 
from  the  LSU  Wesley  Foundation  re¬ 
ported  on  the  work  they  did  last  sum¬ 
mer  with  underprivileged  groups;  Jan. 
15,  The  Rev.  Bill  O’Neal,  minister  of 
Broadmoor  Presbyterian  Church,  will 
speak  on  ""Attitudes  in  Appalachia"; 
Jan.  22,  Dr.  Dana  Dawson,  minister  of 
First  Methodist,  will  report  on  his 
visit  to  Haiti  and  show  slides  of  Dr. 
Mellon’s  work  in  the  hospital  there; 
Jan.  29,  Carolyn  Brashears  will  talk 
about  the  work  of  the  VISTA  Program. 
The  Rev.  Barry  Bailey  is  the  Broad¬ 
moor  pastor. 


Mrs.  Ed  Barksdale  of  Jena  provided 
variety  entertainment  for  the  Shreveport- 
Bossier  Ministerial  Association  annual 
banquet.  She  is  pictured  with  Rob  Crich¬ 
low  who  sang  with  her  in  a  closing  duet. 

THE  WELSH  COMMUNITY 
CHORUS  presenting  Christmas  music 
was  composed  of  church  choirs  from 
the  First  Baptist,  First  Presbyterian, 
Our  Lady  of  Seven  Dolors  Catholic, 
and  First  Methodist.  The  brass  en¬ 
semble  was  under  the  direction  of 
Jimmy  Fullilove,  school  band  director. 
Nancy  Gillett  was  accompanist.  Solo¬ 
ists  were  Carol  Taylor  and  Douglas 
Oakley  Lee.  H.  W.  Gillett  directs  the 
Methodist  Choir.  The  Rev.  Oakley  Lee 
is  the  Methodist  pastor  at  Welsh. 


DeRIDDER  BEAUTIES.  These  girls  of  First  Church,  DeRidder,  have  won  local 
and  regional  beauty  contests.  Lynn  Kay  (left),  Junior-Miss  of  Louisiana,  1965-66,  is 
the  daughter  of  Mr.  and  Mrs.  Stuart  Kay.  Sherron  Bienvenu  (center)  Junior-Miss  of 
1966-67  is  the  daughter  of  Mr.  and  Mrs.  G.  K.  Bienvenu.  Carolyn  Barr  (right)  is  the 
1966-67  Yambilee  Queen  and  is  the  daughter  of  James  Barr. 

THE  AURORA  CHURCH  began  the  GOD  AND  COMMUNITY  Girl  Scout 


churchwide  study  of  Affluence  and 
Poverty  January  8.  The  first  session 
presented  ministers  of  the  New  Orleans 
Inner  City  Parish  relating  their  expe¬ 
riences  in  dealing  with  problems.  Youth 
of  the  church  will  present  a  skit  on 
the  theme  at  the  Jan.  16  class.  On  Jan. 
23,  members  of  the  New  Orleans  Jay- 
cees  will  repeat  their  presentation  on 
housing  conditions  in  New  Orleans 
which  they  originally  made  to  the  city 
council,  and  also  show  slides.  The  Au¬ 
rora  pastor  is  the  Rev.  L.  Ray  Branton. 


Monroe  District  parsons  and  parsonettes  are  shown  at  one  of  their  monthly  lunch¬ 
eons,  following  morning  business  sessions.  Dr.  Luman  Douglas  was  a  guest  at  this 
meeting  in  Memorial  Church,  Monroe.  The  Rev.  Ed  Haug,  is  district  superintendent. 


awards,  the  first  in  the  New  Orleans 
area,  have  been  given  by  the  Greater 
New  Orleans  Federation  of  Churches 
through  its  Committee  on  Scouting. 
Rita  Imbraguglio  was  presented  hers  at 
Immanual  Lutheran  Church  on  Nov.  27. 
Two  members  of  St.  Paul  Methodist 
Church  will  receive  theirs  in  appropri¬ 
ate  ceremonies  in  the  near  future.  They 
are  Jane  Marie  Turner  and  Deborah 
Jean  Hermann.  The  St.  Paul  pastor  is 
the  Rev.  Albert  S.  Hurley. 

TN  THE  AMITE  CFIURCH  the  youth 
;partment  was  the  recipient  of  a  new 
jol  table,  the  gift  of  L.  H.  Martin. 

new  parking  lot  has  been  provided 
>r  the  church.  The  town  built  a  300 
lot  sidewalk  to  coincide  with  it.  E.  G. 
fcMichael  completed  the  lot  with  fill' 
id  gravel.  The  Rev.  William  C.  Blake - 
is  the  pastor. 

HE  NORTH  HIGHLANDS  Method- 
it  Men’s  Club  of  Shreveport  was  host 
i  the  St.  Pius  X  Catholic  Men’s  Club 
n  Wednesday  night,  Jan.  4.  Father 
cherer,  head  priest  of  St.  Pius  X,  was 
ae  speaker.  His  subject  was  "Changes 
Within  the  Catholic  Church."  The  Rev. 
George  Harkins  is  the  North  Highlands 
pastor. 
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The 

Sunday  School  Lesson 


By:  Alfred  A.  Knox 


LESSON  FOR  JANUARY  22:  Our  Response  to 
Christ 

BACKGROUND  SCRIPTURE:  Luke  7  through  8. 

MEMORY  SELECTION:  Take  heed  then  how  you 
hear;  for  to  him  who  has  will  be  given,  and 
from  him  who  has  not,  even  what  he  thinks 
that  he  has  will  be  taken  away.  (Luke  8:18) 

AIM  OF  THE  LESSON:  To  encourage  us  as 
teachers  and  preachers  not  to  lose  heart  be¬ 
cause  some  of  it  falls  on  the  kinds  of  ground 
that  Jesus  described.  We  are  reminded  that 
Jesus,  the  master  teacher,  realized  that  some 
of  the  seed  he  had  scattered  failed  to  reach 
the  harvest. 

•  t  • 

Our  lesson  is  based  mainly  on  the  familiar 
Sparable  of  the  soils,”  in  which  Jesus  describes 
the  fate  of  all  teachers,  including  himself,  who 
must  realize  that  only  a  small  fraction  of  the 
seed  they  sow  in  their  teaching  falls  on  “soil” 
that  can  produce  the  desired  fruit. 

Jesus  used  parables  frequently,  but  this  one 
is  unique  as  it  is  truly  an  allegory — i.e.,  meaning 
is  found  in  each  part  of  the  story  whereas  many 
parables  make  only  a  single  point.  It  is  also 
distinctive  as  it  is  the  one  occasion  on  which 
Jesus  was  requested  to  explain  the  parable  to 
his  disciples. 

Most  of  the  interpreters  of  Luke  say  that 
the  parable  is  autobiographical  in  that  Jesus  was 
describing  his  own  disappointments  concerning 
points  at  which  his  teaching  had  seemed  to  fail. 

However  Jesus  may  have  felt  about  his  own 
teaching  ability,  we  see  here  that  he  was  skill¬ 
ful  in  using  another  experience  with  which  his 
listeners  were  familiar.  No  doubt  every  person 
in  his  audience  had  either  watched  men  sow 
seed  or  sowed  it  themselves.  Each  could  follow 
him  in  his  mind’s  eye  as  he  described  the  rhyth¬ 
mic  sweep  of  the  arm  as  the  seeds  went  flying 
into  space  to  fall  more  or  less  by  chance  where 
they  would.  Each  could  remember  the  waste  of 
much  seed  because  of  the  thin  soil,  the  rocky 
soil  and  the  thorns,  and  yet  each  remembered 
the  optimism  with  which  each  sower  (or  each 
teacher)  must  approach  his  task. 

*  #  * 

THE  AUTOBIOGRAPHICAL  PARABLE 

Dr.  Ernest  Fremont  Tittle  in  his  book,  The 
Gospel  According  to  Luke,  says,  “Jesus  unques¬ 
tionably  was  speaking  out  of  his  own  experience 
when  he  depicted  the  varying  fortune  of  the  seed 
that  was  sown.  There  were  people  on  whom  he 
made  no  impression  whatsoever;  and  some  who 
apparently  were  deeply  impressed,  but  nothing 
came  of  it;  and  some  who  followed  him  from 
town  to  town  until  they  got  tied  up  with  other 
engagements  that  seemed  of  greater  importance. 
Toward  the  end  there  was  only  a  handful  whom 
he  could  regard  as  disciples,  and  even  these  for¬ 
sook  him  at  the  last.” 

Where  is  the  minister  or  the  teacher  who 
has  not  felt  as  Jesus  felt — discouraged  because 
some  lives  remain  untouched  or  unchanged,  at 
least  in  the  short-ranged  view?  Dr.  George  But- 


trick  also  commented  on  the  autobiographical 
nature  of  this  parable  as  he  said  of  Jesus,  “Prob¬ 
ably  he  did  not  expect  swift  victory  to  crown  his 
proclamation  of  the  kingdom,  but  it  is  certain 
that  he  did  not  expect  such  checks  and  reverses 
as  befell  him.” 

*  *  # 

SOME  SEED  FELL  BY  THE  WAYSIDE 

Jesus  began  the  story  by  saying,  “some  fell 
along  the  path,  and  was  trodden  under  foot 
and  the  birds  of  the  air  devoured  it.”  (8:5). 
Here  the  seed  could  find  no  place  to  take  hold 
and  be  nurtured  for  the  time  needed  for  it  to 
sprout.  It  rolled  away  before  the  wind  and  when 
the  birds  found  them  they  became  their  food. 
Here  Jesus  seems  to  be  suggesting  listeners  who 
have  been  so  hardened  by  the  circumstances 
around  them  that  no  amount  of  carefully  planned 
teaching  can  get  through  to  them. 

Dr.  Buttrick  says,  “Why  had  such  people 
come  to  listen  to  Jesus?  To  satisfy  an  idle 
curiosity  perhaps,  or  to  follow  the  crowd,  or 
to  kill  time!  They  were  of  the  same  soil  as  their 
brethren,  but  the  soil  had  been  trampled.”  Sug¬ 
gested  are  the  kinds  of  listeners  who  can  be  ex¬ 
posed  to  all  kinds  of  emotional  experiences  — 
weddings,  funerals,  great  times  of  success,  and 
great  times  of  failure — but  nothing  stirs  him  to 
the  depth.  Nothing  pulverizes  the  crust  on  the 
surface  so  that  the  word  of  truth  can  find  a 
compatible  bed  in  which  to  germinate. 

Dr.  Tittle  says  of  this  type  of  tough  listener, 
“He  lives  through  a  great  war  and  sees  a  lot 
of  killing  done  and  suffering  endured  .  .  .  When 
the  war  is  over,  he  hears  it  said  by  people  who 
carefully  weigh  their  words  that  the  crisis  upon 
us  is  probably  the  gravest  mankind  ever  has 
known  and  we  must  mend  our  ways  if  we  are  to 
escape  irretrievable  disaster.  But  nothing  stirs 
him  to  the  depths  or  causes  him  to  change  his 
ways.  He  remains  through  everything  the  self¬ 
same  creature — selfish,  cynical,  callous.” 

#  #  # 

OTHER  SEED  FELL  ON  ROCKY  GROUND 

When  Jesus  then  said  “And  some  fell 
on  the  rock;  and  as  it  grew  up  it  withered 
away,  because  it  had  no  moisture”  (8:6)  he  was 
apparently  referring  to  that  variety  of  shallow 
earth  which  has  a  ledge  of  rock  two  or  three 
inches  below  the  surface.  It  is  in  such  that  the 
seed  sprouts  quickly  and  then  dies  just  as  quickly 
when  the  heat  of  the  sun  strikes  it.  Here  he  is 
thinking  of  the  kind  of  person  that  responds  to 
his  teachings  with  enthusiasm  but  who  disap¬ 
pears  when  the  discipleship  begins  to  bring  real 
responsibilities. 

Jesus  knew  that  when  there  is  no  depth  of 
commitment  there  is  really  no  possibility  of  fruit. 
Here  he  was  making  an  unmistakable  emphasis 
on  the  fact  that  there  must  be  a  correlation  be¬ 
tween  the  declared  faith  and  the  action  that  fol¬ 
lows.  He  was  thinking  of  the  listener  described 
in  another  instance,  “Not  everyone  that  saith, 
Lord,  Lord  .  .  .  but  he  that  doeth  the  will  of  my 
Father  which  art  in  heaven.” 

We  all  know  people  who  will  join  any  move¬ 
ment  at  the  drop  of  a  hat  and  yet  cannot  be 


depended  on  to  follow  through.  He  never  quite 
gets  around  to  doing  what  he  has  agreed  to  do. 
Ask  him  to  stand  up  and  be  counted  and  he  will 
give  you  a  thousand  reasons  why  he  can’t  right 
now.  This  is  the  man  of  the  rocky  or  shallow 
soil  of  which  Jesus  spoke. 

*  #  # 

SOME  SEED  FELL  AMONG  THORNS 

“And  some  fell  among  thorns,  and  the  thorns 
grew  with  it  and  choked  it.”  (8:7)  What  is 
Jesus  saying  when  he  speaks  of  the  “thorny 
soil?”  He  was  referring  to  the  many  other  things 
in  life  that  press  in  upon  the  seeds  of  the  Chris¬ 
tian  faith  and  simply  crowd  them  so  that  there 
is  no' opportunity  for  growth. 

When  religious  writers  speak  of  the  “secular 
society”  they  are  talking  about  the  “thorny 
soil.”  Our  society  knows  the  pressures  of  both 
pleasure  and  success  upon  the  seed  of  Christian 
faith,  even  when  carefully  planted,  so  that  it 
cannot  mature. 

There  are  also  the  pressures  to  conform  — 
to  the  materialistic  standards  of  life — status  and 
prestige — rather  than  the  standards  of  Christ. 
Don  Gilmore  says  in  his  new  book,  “The  Free¬ 
dom  to  Fail”:  “Modern  man  becomes  prisoner 
to  a  one-dimensional  level  of  life,  and  is  driven 
down  the  abysmal  avenues  of  crowd  conventions, 
crowd  opinion,  crowd  morality,  crowd  sentimen¬ 
tality  and  crowd  appearance.  Under  this  tyranny, 
a  person  will  never  know  himself  apart  from  the 
crowd;  therefore  he  will  never  know  his  true 
identity.” 

Sooner  or  later  we  must  face  up  to  the 
nature  of  this  thorny  soil  about  us — we  must 
come  to  terms  in  industry,  social  ethics  and  all 
the  teachings  of  religion  with  the  conviction  held 
by  Jesus  in  regard  both  to  the  poverty  that 
crushes  and  the  wealth  that  deceives. 

#  #  # 

AND  SOME  SEED  FELL  ON  GOOD  SOIL 

It  was  because  Jesus  could  say  “and  some 
fell  into  good  soil  and  grew”  that  he  taught  on 
with  hope.  He  learned  early  that  he  could  not 
expect  to  succeed  with  all,  but  because  he  knew 
he  could  succeed  with  some,  he  did  what  every 
good  teacher  before  him  and  after  him  has  done. 
He  sowed  the  seed  and  let  them  fall  where 
they  would. 

Buttrick  says,  “Among  the  multitude  there 
were  men  and  women  who  were  sin-sick  and 
world-weary,  who  prayed  to  the  ideal  within 
them  as  to  a  healing  shadow  thrown  across 
their  path,  who  cherished  every  sanctifying  mo¬ 
tive.  Jesus  found  in  these  valiant  spirits  his 
great  cheer,  and  they  found  in  him  their  dreams 
come  true.”  And  so,  as  the  parable  states,  “And 
some  fell  into  good  soil  and  grew,  and  yielded 
a  hundredfold.” 

Jesus  was  confident  that  God  would  give  the 
increase.  Though  some  lives  would  be  unfruit¬ 
ful,  others  would  receive  the  word  of  God  with 
joy  and  bear  much  fruit.  And  so  Jesus  did  not 
lose  heart  in  his  teaching,  and  we  must  not. 
Every  Christian  worker  must  remember  this  par¬ 
able  in  times  of  disappointment. 

#  #  # 

“TAKE  HEED  THEN  HOW  YOU  HEAR” 

There  is  really  a  postlude  to  the  parable  of 
the  soils,  and  it  is  a  story  about  a  lamp.  “No 
one  after  lighting  a  lamp  covers  it  with  a  ves¬ 
sel,”  Jesus  said.  (8:16)  He  was  indicating  that 
his  truth  would  be  made  known  in  spite  of  man’s 
often-inadequate  response.  God’s  will  for  man 
cannot  be  hidden  by  ignorance,  indifference  or 
willful  disobediance. 

Through  the  ages  the  Master  Teacher  has 
shown  men  how  they  might  develop  spiritually. 
Dr.  Frank  Snavely  says,  “Christian  men  and 
women  cannot  afford  to  live  on  the  average 
plane,  doing  what  everybody  else  does.” 

Jesus  saw  beneath  the  surface  of  people.  His 
clear  vision  was  of  that  possibility  for  each  one. 
The  religion  he  offers  is  not  easy  because  it  is 
designed  for  growth — to  bring  out  the  best  there 
is  in  him.  “Take  heed  then  how  you  hear.” 
(8:18) 
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A  Southern  Baptist  business  man  who  has  been 
honored  for  his  church  work  has  assailed  efforts 
by  denominational  executives  to  influence  legis¬ 
lation  on  Tennessee’s  liquor  laws.  W.  Makey 
Jarman,  publisher  and  author  of  A  Businessman 
Looks  at  the  Bible,  said  in  a  letter  to  the  Ten¬ 
nessee  Convention’s  executive  committee  that  he 
did  not  believe  it  had  “any  authority  to  make 
public  statements  on  this  or  any  other  question 
as  a  committee  and  thus  giving  the  impression 
that  they  are  speaking  for  the  Baptists  of  Ten¬ 
nessee.” 

This  laymen  who  insists  that  “even  though 
I  do  not  personally  use  beverage  alcohol,  I 
believe  the  present  laws  should  be  changed,” 
is  raising  a  ticklish  point  with  Baptists  con¬ 
cerning  just  what  rights  the  individual 
churches  do  give  to  their  conventions  and 
the  committees  established  by  them. 

A  group  of  United  Presbyterian  laymen  started 
1967  in  the  news  when  they  purchased  half-page 
ads  in  the  New  York  Times  and  papers  across 
the  nation  to  express  opposition  to  the  proposed 
Confession  of  1967. 

Headed  “A  Call  to  Every  United  Presby¬ 
terian”  the  ad  urged  members  of  the  Church 
to  work  for  the  defeat  of  the  new  confession 
of  faith  both  in  regional  Presbyterian  meet¬ 
ings  and  in  the  1967  General  Assembly. 

Methodist  critics  of  proposals  for  union  of  their 
church  with  the  Church  of  England  were  de¬ 
fended  by  one  of  their  chief  spokesmen  when  he 
said  they  were  “not  fanatical  lunatics”  but 
“champions  of  their  faith.”  The  Rev.  Bernard 
Barker  is  general  secretary  of  the  Voice  of  Meth¬ 
odism  Association  which  opposes  current  union 
proposals. 

Speaking  at  Pocklington  in  Yorkshire,  he 
said:  “We  are  not  against  working  with 
other  churches,  but  we  see  in  the  union  pro¬ 
posals  something  which  cuts  right  across  our 
Protestant  heritage.” 


A  statement  has  been  issued  by  K.  H.  Dah- 
lan,  a  top  Moslem  leader  in  Jakarta,  Indo¬ 
nesia,  condemning  a  reported  mass  murder 
of  Moslems  in  the  China  mainland  by  the 
so-called  Red  Guards.  According  to  the  re¬ 
ports,  tens  of  thousands  of  Moslems  have 
been  slaughtered  by  the  ultra-revolutionary 
Red  Guards. 

The  “keenness  and  vitality”  of  church  life  in  the 
United  States  has  been  praised  by  Anglican  Bish¬ 
op  John  Moorman  of  Ripon,  in  a  report  on  his 
recent  visit  to  North  America.  In  giving  his 
impressions,  he  said,  “There  is  a  certain  keenness 
and  vitality  about  church  life  there  which  is 
very  refreshing  ...  I  got  the  impression  that  the 
Church  there  is  more  energetic,  generous  and 
outward-looking  than  we  are.” 


MODELS  HELP  STUDENT  VISUALIZE  TEMPLE 


America,  the  national  Catholic  weekly,  suggested 
that  clergy  who  leave  the  Roman  Catholic  Church 
should  not  be  regarded  as  “spoiled  priests”  but  as 
“wounded  priests”  who  should  be  shown  Chris¬ 
tian  charity  and  compassion.  In  its  Jan.  7  issue, 
the  weekly  specifically  referred  to  Father  Charles 
Davis,  leading  British  theologian  and  a  long¬ 
time  columnist  for  America,  who  recently  an¬ 
nounced  he  was  leaving  the  priesthood  and  plan¬ 
ning  to  marry. 

The  publication  said,  “Father  Davis  is  a 
‘wounded  priest’  like  many  outstanding  sons 
of  the  church  in  our  day  (Teilhard  de  Char¬ 
din  is  perhaps  the  classic  example).” 

A  story  from  Fresno,  Calif,  announces  that 
Southern  Baptist  churches  and  individual  church 
members  have  accumulated  nearly  half  a  million 
dollars  worth  of  bad  debts  and  unredeemed 
pledges  to  the  denomination’s  California  Baptist 
Foundation.  The  report  was  published  in  a  re¬ 
cent  issue  of  The  California  Southern  Baptist. 


NEW  YORK  --  Intricate  models  of  portions  of  the 
long-destroyed  Temple  in  Jerusalem  are  used  by 
Rabbi  Aaron  Rothkoff  to  help  his  students  at  Yes- 
hiva  University  in  New  York  visualize  the  ancient 
structure.  The  rabbi,  an  instructor  in  Talmud  at 
the  university  and  spiritual  leader  of  Congregation 
Beth  Ephraim  of  Maplewood  and  South  Orange,  N.J., 
built  the  plastic  models  according  to  scaled-down 
exact  Biblical  specifications  from  a  kit  produced 
in  Israel.  (RNS  Photo) 


Australia’s  only  national  daily,  The  Austra¬ 
lian,  has  charged  in  an  editorial  that  the 
message  of  ecumenism  “does  not  seem  to 
have  permeated  the  fortresses  of  the  major 
denominations  —  the  Roman  Catholics  and 
the  Anglicans.  There  are  a  few  examples  of 
practical  ecumenism — the  Inter-Church  In¬ 
dustrial  Chaplaincies,  the  Canberra  Inter- 
Church  Planning  Group — but  there  is  very 
little  of  essential  dialogue  among  Catholics, 
Anglicans  and  other  Protestants.” 


A  Protestant  pastor  in  a  small  southwest  Ger¬ 
man  town  recently  had  no  choice  but  to  leave 
blank  in  the  official  Register  of  Baptisms  the 
family  name  of  a  child  he  had  baptized.  The 
Rev.  Gustav  Ruemeling  of  Oetisheim-Schoenen- 
herg  could  only  enter  the  child’s  first  name,  Karl, 
under  “Christian  name.”  Officially  Karl  has  no 
surname  because  he  is  the  son  of  a  Spanish 
“guest  worker”  who  has  lived  in  Germany  for 
more  than  six  years.  Both  parents  were  legally 
married  according  to  German  law,  but  the  child 
cannot  be  given  the  surname  of  the  father  be¬ 
cause  under  Spanish  law — which  German  author¬ 
ities  must  respect — a  marriage  involving  a  Span¬ 
ish  national  is  invalid  when  performed  by  a 
Protestant  minister. 

The  Synod  of  Bishops — established  by  Pope 
Paul  last  year  to  assist  him  in  governing 
the  Catholic  Church — will  hold  its  first  ses¬ 
sion  in  the  Fall  of  1967.  Addressing  Curia 
cardinals  and  bishops  at  Christmas,  the  P ope 
disclosed  that  the  synod’s  first  session  will 
open  on  Sept.  29  and  probably  continue 
until  Oct  24. 


Dr.  R.  A.  McLemore,  president  of  the  Southern 
Baptist  institution,  Mississippi  College  at  Clin¬ 
ton,  Miss.,  announced  his  resignation  shortly 
after  trustees  deferred  acton  on  a  federal  civil 
rights  compliance  pledge  and  rejected  a  proposal 
that  would  have  authorized  student  participation 
in  federal  aid  programs. 


A  Maine  minister’s  $25  million  libel  suit 
against  the  U.S.  government  has  been  dis¬ 
missed.  The  Rev.  John  T.  Holman,  70, 
claimed  the  Internal  Revenue  Service  had 
“publicly  unfrocked”  him  by  refusing  to  al¬ 
low  income  tax  deductions  based  on  his 
ministry  in  the  Advent  Christian  Church. 
The  IRS  said  it  based  its  decision  on  the 
removal  of  Mr.  Holman’s  name  from  a  list 
of  recognized  ministers  of  the  denomination.. 

“A  Man  for  All  Seasons,”  a  motion  picture  based 
on  the  story  of  Sir  Thomas  More,  16th  Century 
British  Catholic  statesman  and  martyr,  won  four 
of  the  six  annual  awards  presented  by  the  New 
York  Film  Critics.  First  film  ever  to  receive  four 
awards,  it  was  called  the  best  picture  of  the 
year,  while  other  awards  went  to  its  director, 
Fred  Zinnermann;  its  star,  Paul  Scofield;  and  its 
scriptwriter,  Robert  Bolt. 


The  need  for  new  patterns  of  relationships 
of  churches  involved  in  ecumenism  and  the 
growing  need  to  relate  the  church  to  an 
increasing  secular  world  were  cited  as  urgent 
tasks  facing  the  ecumenical  movement  by 
one  of  its  early  pioneers.  Dr.  Samuel  Mc- 
Crea  Cavert,  a  veteran  of  30  years  in  the 
ecumenical  movement  on  both  the  national 
and  international  fronts,  told  a  Friends  of 
the  World  Council  of  Churches  luncheon 
that  “the  greatest  thing  about  the  World 
Council  has  been  its  resilience  and  flexibil¬ 
ity.” 


Dr.  Albert  C.  Outler  of  Perkins  School  of  The¬ 
ology,  speaking  at  the  Roman  Catholic  student 
center  on  the  campus  of  Kansas  University, 
warned  against  viewing  the  ecumenical  move¬ 
ment  as  a  game  or  indoor  sport.”  On  the  con¬ 
trary,  Dr.  Outler  said,  “It  is  a  matter  of  life 
and  dealth,”  He  continued,  “The  future  of  our 
universities,  of  our  churches,  of  our  entire  civil 
society  rests  on  our  ability  to  overcome  our 
prejudices  and  fears  and  to  establish  a  true  com¬ 
munication  between  all  people.” 
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Shown  as  they  attended  a  *^Day  on  Campus”  are  (left  to  right):  Miss  Cathy 
Carlson,  director  of  Religious  Education,  Henning  Memorial  Methodist  Church, 
Sulphur:  the  Rev.  Joe  Thomas  director  of  the 'McNeese  Wesley  Foundation’- 
Mrs.  Allen  Hodges,  secretary  of  Campus  Ministry,  First  Church,  Lake  Charles- 
Mrs.  F.  A.  Keys,  president,  Oak  Park  WSCS:  Mrs.  Chester  Fronczek,  secretary 
of  Campus  ministry  of  the  Westlake  WSCS.  This  special  day  was  planned  by 
Mrs.  Ben  Ruhl,  district  secretary  of  Campus  Ministry,  and  Rev.  Thomas  to 
acquaint  the  secretaries  of  Campus  ministry  with  the  aims  and  goals  of  the 
Wesley  group  on  the  McNeese  Campus. 

6 New  Day 9  introduces  new  terms 


Education  News 

J.  C.  Skinner 
Executive  Secretary 

DIVISION  OF 

CHRISTIAN  EDUCATION,  NCC 

The  Division  of  Christian  Educa¬ 
tion  of  the  National  Council  of 
Churches  will  meet  for  the  first  time 
in  the  southwest  when  it  holds  its  an¬ 
nual  session  in  Dallas  on  Feb.  10-17. 
The  Baker  Hotel  will  be  headquarters; 
for  the  meeting. 

All  local  churches  should  see  that 
their  directors  of  Christian  education 
and  educational  assistants  have  an  op¬ 
portunity  to  attend  this  national  gath¬ 
ering  of  persons  who  have  a  respon¬ 
sibility  for  Christian  education.  Many 
pastors  also  will  be  vitally  interested  in 
this  meeting. 

For  further  information  and  regis¬ 
tration  blank,  write  this  office,  Box 
4325,  Shreveport,  La. 

t 

MY  FUND — HEY! 

DON’T  FORGET  ME! 

As  we  hurry  around  in  that  mad 
rush  the  new  year  always  brings  and 
we  try  as  hard  as  possible  not  to  forget 
anyone  or  anything  let’s  don’t  forget 
MY  Fund.  Through  our  MY  Fund  we 
can  give  people  all  over  the  world 
presents  that  would  not  be  otherwise 
possible,  and  these  will  be  remembered 
and  treasured  long  after  our  trees  have 
been  taken  down  and  our  ornaments 
have  been  stored  away  in  boxes.  We 
can  give  people  a  chance  to  go  to 
school.  We  can  support  hospitals  and 
medical  centers,  giving  people  the  med¬ 
ical  attention  they  so  desperately  need. 
This  year  we  could  support  ecumeni¬ 
cal  understanding  and  gather  people 
through  education  in  Christian  schools 
at  home  and  overseas,  among  all  peo¬ 
ple,  in  all  lands  a  chance  to  know  the 
Lord  Jesus  Christ. 

All  we  are  asked  to  give  is  1  cent 
a  day,  a  single  penny!  That  certainly 
seems  like  a  small  amount  to  give  to 
such  an  important  thing  but  some¬ 
times  we  even  forget  that. 

So  this  new  year  let’s  all  make  a 
pledge  to  remember  MY  Fund  and 
give  it  our  full  support.  The  few  cents 
we  give  go  to  help  so  many  people  in 
so  many  different  ways,  we  can’t  af¬ 
ford  not  to  give. 


“Christian  Education”  was  the 
theme  for  3  weekly  sessions  of  a 
Training  Institute  for  Church  School 
Teachers  at  Claiborne  Methodist 
Church.,  Oma  Fleming,  education 
director  planned  and  led  these 
sessions,  where  attendance  reach¬ 
ed  75.  At  the  last  forum,  the  Rev. 
Ed  Haug,  Monroe  district  super¬ 
intendent  was  guest  panelist.  (Mrs. 
J.  0.  Fleming  Sr.  is  pictured  in 
foreground  during  one  session). 
The  Rev.  E.  W.  Sandel  is  pastor. 


Along  with  many  changes  in  the 
church’s  stance  in  its  educational  pro¬ 
gram  for  adults  are  changes  in  termin¬ 
ology.  Mindful  of  the  fact  that  the 
church  is  accused  of  playing  a  "word 
game’’,  the  following  are  some  of  the 
new  words  and  definitions  that  will 
be  used  increasingly  in  the  NEW  DAY. 

HOLISTIC  —  that  which  character¬ 
izes  wholeness,  integrity.  The  emerg¬ 
ing  ministries  of  the  church  are  to  be 
viewed  as  interdependent,  supportive  of 
one  another,  expressive  of  a  larger,  liv¬ 
ing  whole.  Paul’s  figure  of  the  Body 
of  Christ  is  mo§t  helpful  here.  Our 
concern:  to  see  persons,  the  church  and 
its  ministry  in  terms  of  their  whole¬ 
ness. 

HISTORICAL  —  means  more  than 
simply  the  study  of  history.  The  edu¬ 
cational  ministry  of  the  new  day  is  one 
in  which  the  historical  character  of 
our  faith  and  mission  is  taken  serious¬ 
ly.  Our  educational  ministry  has  its 
roots  in  the  past,  keenly  aware  of  the 
NOW,  and  ever  constructing  and  re¬ 
constructing  for  the  future. 

SETTINGS  —  in  common  usage  this 
refers  to  a  place  or  the  physical  en¬ 
vironment.  In  Christian  education  we 
will  begin  to  use  this  word  to  mean  a 
composite  of  factors  including  persons, 
function,  place,  time  duration  and  the 
vehicle  of  our  educational  ministry. 
This  means  that  we  will  view  classes, 
fellowships,  study  groups,  schools, 
courses  of  study,  academies,  conferences, 
camps,  retreats,  choir  rehearsals,  drama 
and  play  reading  groups,  board  and 
commission  meetings  as  "settings  for 
the  Christian  education  of  adults”. 

SERIES  —  this  is  a  major  line  of 
curriculum  including  several  courses  or 
units  in  a  comprehensive  whole,  de¬ 
signed  by  the  Board  of  Education  and 
produced  as  resource  materials  for  de¬ 
veloping  a  program  and  guiding  the 
study  of  leaders  and  learners  in  one 
or  more  kinds  of  settings. 

ADMINISTRATION  —  primarily 
means  the  matter  of  becoming  the 
church,  then  a  process  and  lastly,  a 
structure.  Congregations  can  develop 
structures  appropriate  to  their  unique 
situations  as  they  grow  in  understand¬ 
ing-  of  what  it  means  to  be  the  church 
and  of  the  needed  administration  pro¬ 
cess. 

THE  ADMINISTRATIVE  CYCLE— 
This  is  a  reference  to  the  church’s  min¬ 
istry  to  itself  and  the  world  through 


a  process  of  evaluation,  study  of  prob¬ 
lems,  purposes,  persons  and  procedures, 
which  culminate  in  goal  setting,  co¬ 
ordination  of  plans,  recruiting  and 
training  of  leaders,  supervision  and 
carrying  out  plans  in  mission  in  the. 
world. 
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PLAN  FOR  APRIL 

Now  is  the  time  for  the  Commission 
on  Education  and  the  Adult  Council 
to  begin  planning  and  sharing  infor¬ 
mation  with  all  adult  classes  so  they 
can  prepare  to  participate  in  the  study 
of  the  introductory  unit,  "Preparing  for 
a  New  Day,”  which  will  appear  in  all 
of  the  adult  publications  for  April. 

This  unit  will  help  the  adult  classes 
toward  a  better  understanding  of  the 
"Foundation  Studies  in  Christian  Faith” 
which  will  be  ready  for  use  by  adult 
classes  beginning  in  September,  1967. 
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OLD  HYMNALS,  PLEASE 

As  many  churches  are  obtaining  new- 
Methodist  Hymnals  the  question  arises 
as  to  what  to  do  with  the  old  hymnals. 
We  could  use  a  good  supply  of  them 
in  our  camps  where  the  mortality  rate 
is  rather  high. 

Let  us  know  if  you  have  some  to 
give  away  and  we’ll  pick  them  up. 
Write  Box  4325,  Shreveport,  La. 


Busy  January 
for  Dr.  Douglas 

Dr.  Luman  E.  Douglas,  director  of 
the  Area  Council,  preached  at  Abbe¬ 
ville  on  Sunday,  Jan.  8.  On  Monday, 
Jan.  9,  he  attended  the  meeting  of 
New  Orleans  District  ministers. 

He  has  another  preaching  assignment 
on  Jan.  29 — at  Ferriday  in  the  Mon¬ 
roe  District. 
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MUNHOLLAND  CHURCH,  Metairie, 
honored  college  students  at  both  morn¬ 
ing  services,  Jan.  1.  Student  speakers 
were  Donald  Richard  Rowland  and 
Tames  W.  Mills  III.  A  dinner  was  given 
in  honor  of  students  Sunday  evening  in 
the  home  of  Mr.  and  Mrs.  C.  Carson 
Stone.  The  Rev.  A.  W.  Townsend  Jr. 
is  their  pastor. 


•JONESVILLE  FIRST  CHURCH  re¬ 
cently  agreed  to  sponsor  the  Boy 
Scouts.  Upon  organizing  the  Pack  and 
Troop,  instructional  classes  began  and 
now  both  groups  gave  their  charters. 
During  this  time  the  entire  Pack  has 
received  the  first  rank  of  "Bobcat”  and 
the  Troop  has  advanced  to  the  rank  of 
"Tenderfoot.”  The  Rev.  S.  Burl  Dam- 
pier  is  pastor  at  Jonesville. 

PONCHATOULA  FIRST  CHURCH 
Commission  on  Missions  is  sponsoring 
the  churchwide  study  on  "Affluence 
and  Poverty”  on  the  last  four  Sunday 
evenings  of  January.  Leaders  include: 
Juniors — Mrs.  Diane  Piegts;  Junior  Hi 
— Mrs.  James  Saint;  Senior  Hi — Law¬ 
rence  Powell;  Adult — Walter  Vinyard, 
Mrs.  Raymond  Schafer,  Will  MacMitch- 
ell,  and  Milburn  Fletcher.  The  Rev. 
Jack  Winegeart  is  pastor. 

THE  TRINITY  CHURCH  Choir  of 
Alexandria  has  presented  the  minister, 
the  Rev.  Byrl  Moreland,  with  a  pulpit 
robe. 


Nine  Governors  Are  Methodists 

WASHINGTON,  D.  C.— Nine  mem¬ 
bers  of  The  Methodist  Church  will 
serve  their  states  as  governors  during 
1967,  according  to  surveys.  This  is  four 
fewer  than  during  the  past  two  years 
and  the  smallest  number  since  1961. 

Denominational  affiliations  of  other 
governors  who  will  be  serving  this 
year  include  nine  Roman  Catholic, 
eight  Episcopal,  five  Baptist,  five  Pres¬ 
byterian,  five  United  Church  of  Christ, 
three  Lutheran,  two  Disciples,  two  Lat¬ 
ter-Day  Saints  and  one  "Protestant.” 
Still  undecided  is  Georgia’s  race,  in 
which  the  candidates  are  an  Episcopal¬ 
ian  (Howard  Callaway)  and  a  Baptist 
(Lester  Maddox). 

Newly  elected  Methodists  are  Bu¬ 
ford  Ellington  of  Tennessee,  Donald 
Samuelson  of  Idaho  and  Mrs.  George 
Wallace  of  Alabama.  Those  re-elected 
in  1966  are  John  Connally  of  Texas 
and  Harold  Hughes  of  Iowa.  Holdovers 
are  Edward  T.  Breathitt  of  Kentucky, 
Paul  Johnson  of  Mississippi,  John  Mc- 
Keithen  of  Louisiana  and  Dan  Moore 
of  North  Carolina. 
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Judicial  Council  Vacancy  Filled 

WASHINGTON,  D.  C.— Dr.  Ralph 

M.  Houston,  Hempstead,  N.  Y.,  will 
return  to  membership  on  the  Judicial 
Council  of  The  Methodist  Church  at 
its  May  11-13  meeting  in  Denver,  Colo. 

Dr.  Houston’s  acceptance  has  been 
announced  by  Paul  R.  Ervin,  Charlott^, 

N.  C.,  council  president,  after  the  death 
November  24  of  Dr.  J.  Henry  Chit¬ 
wood  of  Tuscalloosa,  Ala.  Dr.  Chit¬ 
wood  himself  had  been  a  replacement 
in  late  1965,  upon  resignation  of  Dr. 
John  D.  Humphrey  of  Grenada,  Miss. 

A  member  of  the  council  from  1952 
to  I960 — and  its  secretary  during  the 
latter  four  years — Dr.  Houston  in  I960 
was  elected  an  alternate  member  for 
an  eight-year  term.  An  interim  vacan¬ 
cy  on  the  church’s  supreme  court”  is 
filled  from  the  list  of  alternates  and 
normally  from  the  same  jurisdiction. 
However,  Dr.  Chitwood  was  the  last 
remaining  ministerial  alternate  from 
the  Southeastern  Jurisdiction,  so  the 
next  minister,  in  order  of  election,  was 
Dr.  Houston.  His  term  will  continue 
through  the  1968  General  Conference. 
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The  Christmas  season  has  given  way  to  the  New  Year. 

It  is  hoped  that  each  of  us  will  carry  into  the  new  year 
the  spirit  of  love  which  was  born  anew  in  our  hearts  during 
our  observance  of  the  birth  of  the  Christ  Child, 
r  We  look  back  over  our  efforts  of  the  past  year,  som 

of  them  resulting  in  worthwhile  accomplishments,  some  *n 
'  failure.  We  lean  from  these  as  we  go  forward  to  meet  the 
challenges  and  opportunities  of  the  new  year.  Let  us  face 
these  challenges  and  opportunities  with  renewed  faith  that 
God’s  purpose  will  be  fulfilled  and  that  we  may  be  an 
instrument  through  which  He  will  work.  , 

There  are  many  areas  in  which  we  can  work  in  our  Church  Womaa  s  So^ 
cietv  of  Christian  Service  and  in  our  community.  We  may  find  that  we  need 
new  patterns  of  service  as  we  see  that  many  of  the  projects  that  once  were 
thought  of  as  being  part  of  our  church  and  Woman’s  Society  responsibility  are 
now8being  carried  on  by  inter-faith  and  inter-denominational  groups^ 

The  word  and  meaning  of  "ecumenism;  are,  in  the  minds  of  many  of  us 
as  we  listen  and  read.  We  are  hearing  of  ways  in  which  wecan  engage  ^ 
dialogue  with  members  of  other  denominations.  One  of  t  y  United 

as  Methodist  women  can  actively  engage  in  this  dl^°^ue  ,1S  of  all 

Church  Women.  This  organization  has  a  program  through  which  women  of  a 
denominations  and  faiths  can  work  together  to  accomplish  things  our 

an  individual  or  as  one  denomination  can  not  possibly  accomplish  within  ou 
own  community.  As  members  of  the  Woman’s  Society  of 

are  members  of  this  organization.  May  I  urge  you  to  become  an  individual 
member  of  the  state  organization  if  there  is  not  an  organized  group  of  Unit 

Church  Women  in  your  locality.  ,  .  .  . 

Recently,  a  workshop  on  "Justice  in  the  Courts  was  held  in  Alexan 
All  of  us  should  be  concerned  with  the  ways  in  which  law  and  order  are 
maintained  and  in  the  conditions  of  our  penal  institutions.  Become  informed 
by  visiting  the  jails  and  courts  in  your  community  and  see  if  Justice  Preva'^ 
Let  us  take  advantage  of  materials  that  are  available  to  us.  The  recording 
by  Eric  Robinson,  the  Man  with  the  Mike,  "Speak  up  on  Poverty  has  been 
sent  by  Service  Center  and  is  available  to  us  in  the  Conference.  Contact  Mrs. 
Garland  Dean,  Secretary  of  Missionary  Education  and  Service  to  schedule  the 
use  of  this  recording.  There  is  a  Comprehensive  Catalogue  of  Visual  Aids,  also 
sent  by  Service  Center  for  use  in  the  Conference.  This  is  available  from  Mrs. 
Robert  Reich,  Secretary  of  Program  Materials.  . 

Now  as  each  new  day  unfolds  may  we  eagerly  grasp  the  opportunities  lot 
service  which  come  to  us.  May  all  of  the  blessings  of  this  new  year  be  yours. 

Mrs.  Charles  B.  McGowan 

Conference  President 

Woman’s  Society  of  Christian  Service 
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"Methodist  Woman”  Brings 
Out  Special  Issue 

What  is  the  role  of  modern  women 
in  society  and  in  religion  ?  Why  should 
there  be  a  women’s  organization,  such 
as  the  Woman’s  Society  of  Christian 
Service  or  the  Wesleyan  Service  Guild, 
in  The  Methodist  Church?  What  are 
the  Woman’s  Society  and  the  Guild 
called  to  do  and  to  be  in  1967  and  in 
succeeding  years? 

All  those  questions  and  many  others 
are  discussed  in  the  January  issue  of 
The  Methodist  Woman  (circulation: 


250,000),  the  general  and  program 
magazine  for  women  of  The  Methodist 
Church.  January  is  a  special  issue,  given 
over  entirely  to  the  philosophy,  pur¬ 
pose,  program  and  work  of  the  Society 
and  the  Guild,  and  to  the  training  of 
leaders  in  the  two  organizations. 

In  an  introduction  to  the  special  is¬ 
sue,  Mrs.  Glenn  E.  Laskey,  Ruston,  La 
president  of  the  Woman  s  Division  of 
the  Methodist  Board  of  Missions  and 
top  officer  of  the  Society  and  Guild, 
says:  "The  purpose  and  program  of  the 
Woman’s  Society  of  Christian  Service 
and  Wesleyan  Service  Guild  are  inter¬ 
preted  anew  in  this  issue.  Barriers  to 
a  sense  of  community  in  Societies  and 
Guilds  are  pointed  out.  The  essential 
qualities  of  officers,  secretaries  and 
leaders  of  groups  are  analyzed  with  old 
emphases  restated,  new  ideas  suggested. 
Much  stress  is  given  to  ways  to  culti¬ 
vate  leadership,  and  leadership  roles 


are  studied.  Your  (the  reader  s)  crea¬ 
tivity  will  be  challenged  and  your 
imagination  stirred  as  you  implement 
the  guidelines  and  suggestions  offered, 
in  the  light  of  your  own  situations  and 
experience.” 

The  special  issue  of  The  Methodist 
Woman  was  prepared  under  the  direc¬ 
tion  of  Miss  Carol  Marie  Herb,  New 
York,  Managing  editor.  The  articles 
and  other  features  are  enhanced  by 
cover  and  inside-the-magazine  artwork 
done  especially  for  the  issue  by  the  Rev. 
Carlos  Lantis,  art  editor  for  Concern, 
national  women’s  magazine  of  the  Unit¬ 
ed  Presbyterian  Church  in  the  U.S.A. 

Among  the  articles  in  the  January 
issue,  and  their  authors,  are:  "Role  or 
Women  in  Church  and  Society”  by 
Walter  G.  Muelder,  dean  of  the 
Boston  University  School  of  The¬ 
ology;  "Why  a  Woman’s  Organization 
in  the  church”  by  Miss  Sarah  Cunning¬ 
ham,  New  York,  editor  of  the  Presby¬ 
terian  Concern;  "Purpose  and  Program" 
by  Mrs.  J.  Russell  Henderson,  Little 
Rock,  Ark.,  vice-president  of  the  Wom¬ 
an’s  Division  for  its  Section  of  Pro¬ 
gram  and  Education  for  Christian  Mis¬ 
sion;  "You  Society  or  Guild:  Leader¬ 
ship  Labs!”  by  Miss  Theressa  Hoover, 
New  York,  assistant  general  secretary 
of  the  Woman’s  Division  for  Program 
and  Education  for  Christian  Mission; 
’’Challenge  and  Recruitment  of  Lead¬ 
ers”  by  Mrs.  Frank  A.  Calhoun,  Shelby- 
ville,  Tenn.,  chairman  of  the  Woman’s 


Woman’s  Page 


Mrs.  Stanley  Hoffpauir  (above)  decorated  for  the  Christmas  tea  at  Crowley  WSCS, 
Dec.  3.  Right:  presenting  the  program  at  Crowley  were,  from  left,  Mrs.  John  H.  Faulk, 
Mrs.  Dave  Ledford,  and  Mrs.  George  Hoffpauir. 


Miss  Juanita  Brown 
Methodist  Editor,  Dies 

Miss  Juanita  Brown,  69,  a  Methodist 
editor  for  30  years  before  her  retire¬ 
ment  in  I960,  died  Dec.  21  at  the  home 
of  a  cousin,  Mrs.  R.  L.  Jones,  Bristow, 
Okla.,  with  whom  she  had  been  living. 

From  1940  until  I960,  Miss  Brown 
was  editor  of  literature  for  the  Wom¬ 
an’s  Division  of  Christian  Service  of 
the  Methodist  Board  of  Missions.  She 
was  the  first  editor  of  materials  for 
the  Woman’s  Society  of  Christian  Ser¬ 
vice  and  Wesleyan  Service  Guild  after 
Methodist  unification  in  1940.  During 
her  20  years  with  the  Woman’s  Div., 
she  edited  the  annual  Program  Book  of 
the  Woman’s  Society  and  Guild,  as  well 
as  leaflets,  brochures  and  other  printed 
materials  in  many  areas  of  Society  and 
Guild  Work. 

Miss  Brown  had  visited  many  of  the 
mission  fields  of  Methodism,  including 
Mexico,  Cuba,  Europe  and  North  Afri¬ 
ca,  in  connection  with  her  work.  For 
two  years  after  retiring,  she  taught  in 
Christian  Schools  in  Japan  as  a  mis¬ 
sionary  on  special  assignment.  She  had 
been  in  ill  health  for  the  last  two  years. 

Miss  Brown  came  to  the  Woman’s 
Division  from  the  Board  of  Missions 
and  Board  of  Education  of  the  former 
Methodist  Episcopal  Church,  South, 
with  offices  in  Nashville,  Tenn.  She 
had  been  an  editor  with  those  two 
agencies  for  10  years.  Prior  to  enter¬ 
ing  the  editorial  field,  she  had  been 
a  teacher  and  a  Young  Women’s  Chris¬ 
tian  Association  (YWCA)  worker. 

Born  in  Sallis,  Miss.,  which  she  al¬ 
ways  considered  her  home,  Miss  Brown 
received  the  bachelor  of  arts  degree 
from  the  Mississippi  State  College  for 
Women  at  Columbus  and  the  master 
of  arts  degree  in  religious  education 
from  Scarritt  College,  Nashville,  Tenn. 
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MEMBERS  OF  ASBURY  Church  Wes¬ 
leyan  Service  Guild  and  Woman’s  So¬ 
ciety  in  Lafayette  brought  gifts  for  the 
Salvation  Army  to  the  joint  dinner 
meeting  on  Dec.  13.  A  love  offering 
was  given  for  the  Wesley  Foundation. 


Division  Committee  on  Leadership  De¬ 
velopment,  and  "emancipated  Eve”  by 
Mrs.  Sarah  Jackson  Clardy,  St.  Louis, 
Mo.,  a  member  of  the  Woman’s  Divi¬ 
sion,  Wesleyan  Service  Guild  Commit¬ 
tee.  A  special  feature  is  a  job  descrip¬ 
tion  of  the  official  positions  in  the 
Society  and  Guild. 


THE  WOMAN’S  SOCIETY  of  the  Le- 
compte  Church  held  their  annual 
Christmas  program  Tuesday,  December 
13th.  A  drama,  "For  This  Little  Time,” 
directed  by  Mrs.  Lillian  Jackson,  was 
presented.  Music  for  the  drama  was 
provided  by  Mrs.  C.  Dowling,  Mrs. 
W.  B.  Robison,  Sr.  and  Mrs.  W.  B. 
Robison,  Jr.  Characters  in  the  drama 
were,  Miss  Martha  Fay  White,  Mrs. 
L.  D.  Stacks  and  Mrs.  Robert  Galatas. 
Refreshments  were  served  by  Mrs.  A. 
A.  Watson  and  Mrs.  Wilbur  Hathorn. 
Mrs.  A.  C.  Doughty  presided  at  the 
punch  bowl. 
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At  Monroe’s  Southside  Church,  the 
Wesleyan  Guild,  Mrs.  Carrie  Woods/presi¬ 
dent,  and  the  Golden  Maturity  Circle,  Mrs^ 
R.  C.  Kester,  president,  fixed  gifts  of 
rosebud  vases  and  washcloths  for  church 
shut-ins.  They  were  delivered  by  Mrs. 
Myrtie  Mae  Foster,  Mrs.  R.  C.  Kester, 
and  Mrs.  W.  0.  Danzey. 


NEWS  IN  BRIEF 

CLAIBORNE  CHURCH  in  West  Mon¬ 
roe  has  just  formed  a  Wesleyan  Ser¬ 
vice  Guild  with  a  charter  membership 
of  18  members.  They  and  their  hus¬ 
bands  enjoyed  a  Christmas  buffet  sup¬ 
per  on  Dec.  21  in  the  home  of  their 
president,  Mrs.  Oma  Fleming.  The  Rev. 
E.  W.  Sandel  is  pastor. 

THE  REV.  REX  SQUIRES  of  Kinder 
was  guest  speaker  when  a  joint  meet¬ 
ing  of  the  Woman’s  Society  and  Wes¬ 
leyan  Service  Guild  of  First  Church, 
Ponchatoula,  was  held  on  Tuesday,  Jan. 
3. 
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THE  METHODIST  YOUTH  Fellow¬ 
ship  of  the  E  S  M  Church  of  Bogalusa 
spent  the  day  of  Dec.  28  in  a  planning 
retreat  at  the  nearby  Girls’  Camp.  The 
program,  activities,  and  projects  were 
planned  for  the  rest  of  the  conference 
year.  David  Pruess,  president, led  the 
sessions.  The  Rev.  C.  W.  Quaid,  pas¬ 
tor,  gave  the  devotion.  The  day  was 
closed  with  a  brain-storming  session. 
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The  problem  of 
teacher  recruitment 

By  W.  W.  Reid 

With  the  rapid  increase  in  students 
of  all  grades  —  and  epecially  in  col¬ 
leges  —  the  long-standing  problem  of 
the  recruiting  of  well-trained  teachers 
becomes  even  more  acute.  There  is 
little  place  in  our  "new  society"  for 
the  school  "dropout”  —  and  a  recog¬ 
nized  major  factor  in  the  dropout  situ¬ 
ation  is  the  teacher  who  cannot  "reach” 
the  student.  The  cause  may  be  person¬ 
ality,  poor  training  in  the  "how”  of 
teaching,  lack  of  comprehensive  knowl¬ 
edge  of  his  subject, 
or  just  lack  of  in¬ 
terest  in  students  as 
"people.”  .  .  .  And 
while  we  speak  here 
chiefly  of  college 
teaching,  much  the 
same  situation  ex¬ 
ists  in  religious 
teaching  in  our 
churches  .  .  . 

In  Dimension,  an 
occasional  publication  of  the  office  of 
education  in  the  Methodist  Board  of 
Missions,  Editor  Samuel  R.  Smith 
notes:  "It  is  becoming  more  evident 
each  day  that  perhaps  the  primary  con¬ 
cern  of  education  in  the  next  decade 
will  be  the  teacher  and  his  teaching. 
The  major  number  of  nations  of  the 
world  are  counting  heavily  on  higher 
education  to  shape  their  destiny.  In 
a  recent  UNESCO  report  on  Africa,  it 
was  stated  'two  of  the  greatest  needs 
in  the  development  of  education  in 
Africa  today  are  for  trained  teachers 
at  all  levels,  and  for  an  all  around 
increase  in  secondary  education.  This 
education  is  needed  to  supply  the  inter¬ 
mediate-level  manpower  quality  that  is 
in  short  supply  in  all  the  new  nations, 
and  to  build  up  cadres  to  train  those 
who  must  help  implement  national 
plans  for  economic  and  social  develop¬ 
ment.  ’  .  .  . 

"Probably  the  most  important  ele¬ 
ment  of  higher  education  is  the  teacher 
and  the  quality  of  his  teaching.  There 
is  a  deep  concern  in  academic  circles 
in  America  over  the  deteriorating  qual¬ 
ity  of  the  teaching  being  done  in  col¬ 
leges  on  the  undergraduate  level.  The 
great  sums  being  spent  on  research  by 
government  and  business  attract  many 
professors  to  'greener'  pastures  —  what 
the  Secretary  of  Health,  Education  and 
Welfare  calls  'the  flight  from  teach¬ 
ing.’  Some  of  the  deterioration  has 
been  blamed  on  the  professor's  grow¬ 
ing  need  to  achieve  professional  status 
by  publishing  .  .  . 

"Do  we  have  the  appropriate  tech¬ 
niques  for  evaluating  a  professor’s 
teaching  ability?  De  we  know  enough 
about  the  art  of  teaching)  that  we  can 
make  significant  enough  suggestions  to 
improve  it?  Cicero  said,  'Not  only  is 
there  an  art  in  knowing  a  thing,  but 
also  a  certain  art  in  teaching  it.’  One 
student  in  complaining  about  a  pro¬ 
fessor  of  criminology  said,  'To  take 
something  as  inherently  interesting  as 
criminology  and  make  it  dull  is  a 
crime  —  he  really  had  to  work  at  it.’ 

"The  matter  of  the  status  of  teach¬ 
ing  in  our  colleges  and  universities 
has  become  so  newsworthy  that  one  of 
the  leading  mass  news  publications. 
Time,  carried  a  lead  article  on  teaching 
...  In  it  Dr.  Abraham  Kaplan  of  the 
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I  don’t  know  whether  you  have 
ever  heard  of  MENSA  INTERNA¬ 
TIONAL,  but  this  organization  has  had 
quite  a  vogue  in  Britain.  The  members 
of  the  society  must  have  a  minimum 
I.  Q.  of  148  (an  intelligence  quotient 
of  48  points  above  average)  in  order 
to  join.  Whether  this  makes  them  pro¬ 
portionately  wise,  however,  is  ques¬ 
tioned  by  recent  problems  they  have 
had  within  their  own  ranks. 

If  anyone  imagined  that  MENSA 
members,  with  their  highly  intelligent 
attitudes  were  better  at  running  things 
then  the  local  Sunflower  and  Sugar- 
cake  Decorators’  Club,  those  people 
were  in  for  disillusionment. 

It  is  really  all  very  sad.  If  these  in¬ 
telligent  people  can  fall  out,  what  kind 
of  a  chance  do  we  lesser  mortals  have? 
For,  according  to  its  own  self-criticism, 
MENSA  has  the  kind  of  problem  that 
U.N.O.  has. 

Now,  for  a  long  time,  we’ve  been 


told  that  knowledge  and  education  and 
intelligence  were  the  keys  to  the  new 
Utopia.  And,  please  don’t  get  me 
wrong.  I  am  all  in  favour  of  those 
things.  I  will  not  join  the  ranks  of  the 
obscurantists  who  want  no  part  of  the 
modern  knowledge  explosion.  That  is 
with  us  to  stay,  and  we  want  to  be 
right  in  the  forefront  of  it. 

But  the  thing  that  intrigues  me  is 
that,  with  all  the  massed  intelligence 
at  the  command  of  MENSA,  they  still 
apparently  have  the  same  old  problems 
in  their  organization.  There  is,  appar¬ 
ently  a  neutrality  of  intelligence.  In¬ 
telligence  is  a  tool.  Everything  depends 
on  how  it  is  used. 

But  now  I  come  to  think  of  it,  Chris¬ 
tians  have  been  saying  this  kind  of 
thing  for  a  long  time.  Make  a  cleverer 
world,  and  you  may  only  succeed  in 
making  a  lot  of  clever  devils.  We  have 
found  out  that  cleverness  on  its  own 
is  not  enough.  What  is  in  really  short 


University  of  Michigan  philosophy  de¬ 
partment  is  afraid  that  there  is  much 
truth  in  the  cliche  'those  who  can't 
do,  teach.’  The  best  minds  are  in  places 
like  the  military,  press,  finance,  indus¬ 
try  and  university  administration  where  - 
people  like  to  get  things  done.  He 
then  says,  'There  is  nothing  more  in¬ 
spiring  than  having  a  mind  unfold  be¬ 
fore  you.  Let  people  teach  who  have 
a  calling.  It  is  never  just  a  job.’ 

"Time’s  research  indicates  that  all  of 
the  good  teachers  have  certain  traits  in 


common  —  sound  scholarship  in  pub¬ 
lication,  a  conviction  that  scholarship 
has  an  irresistable  relevance  to  life,  and 
feel  compelled  to  convey  that  relevance; 
and  all  believe  that  insights,  ideas,  ways 
of  thinking,  methods  of  inquiry  are 
far  more  important  to  implant  in  your 
minds  than  any  specific  points  of 
knowledge.” 

t 

Turned-off  television  programs  pro¬ 
vide  excellent  quiet  times  for  catching 
up  on  one’s  reading. 


supply  are  the  plain  Christian  virtues 
of  honesty,  integrity  and  grace.  And 
these  are  not  the  monopoly  of  the 
highly  gifted.  Any  man  can  have  them. 

One  classic  poet  of  England  put  it 
like  this: 

"Be  good,  sweet  maid, 

And  let  who  will  be  clever.” 

It  isn’t  a  bad  way  of  looking  at 
things. 

*  *  * 

MURDER 

There  is  no  other  word  for  the  toll 
of  the  road.  And  Christmas  this  year 
in  Britain  has  once  again  high-lighted 
the  dreadful  loss  on  the  roads  of  this 
country.  The  worst  -ever  figures  of 
death  and  injury  were  reported.  And 
as  these  figures  rise  higher,  public  con¬ 
sternation  rises  also.  The  need  for 
Christians  to  set  a  good  example  in  this 
matter  is,  I  suppose,  as  necessary  in 
your  country  as  it  is  here. 

But  some  of  us  are  beginning  to  think 
that  there  might  be  another  remedy. 
And  that  is  to  clamp  down  really  hard 
on  people  who  offend  by  driving  dan¬ 
gerously,  or  driving  under  the  influ¬ 
ence  of  drink.  Take  away  a  few  li¬ 
cences  for  life,  and  a  lot  of  careless 
people  would  really  begin  to  think 
again. 

I  have  heard  the  endless  arguments 
against  such  action.  It  would  bring 
hardship  upon  people  whose  livelihood 
depends  on  their  being  able  to  drive. 
So  it  would.  But  that  is  really  nothing 
compared  with  the  hardship  which  is 
suffered  day  in  and  day  out  by  those 
who  lose  loved  ones,  and  suffer  in¬ 
jury  and  loss. 

Some  really  hard  cases  like  this  might 
make  some  good  law. 

*  *  * 

EXPORT  ONLY? 

A  friend  of  mine  who  lives  in  Hong 
Kong  told  me  recently  of  a  Garden 
Party  which  was  held  by  the  Hong 
Kong  Society  for  the  Prevention  of 
Cruelty  to  Animals.  It  took  place  at  the 
Hong  Kong  Jockey  Club.  A  great  ad¬ 
vertised  attraction  was:  "HOT  DOGS 
• — Flown  in  from  U.S.A.” 


A  Jlcuftfu+n' l  WU+teM, 

by  Charles  A.  Stuck/Lay  Evangelist 


WHAT  EDUCATION 
DOES  NOT  DO 

Most  of  us  are  disgusted  at  the  re¬ 
cent  disorderly  antics  of  some  students 
and  non-students  at  the  University  of 
California.  Their  attitude  toward  the 
rights  of  others  seems  at  times  to  be 
unpardonable. 

Recently  a  story  appeared  in  the 
newspapers  about  shoplifting  in  stu¬ 
dent  union  stores  of  colleges  and  uni¬ 
versities  across  the  entire  nation.  Inci¬ 
dents  were  mentioned  in  Colorado, 
Georgia,  Michigan,  New  York  and 
other  states.  A  manager  of  the  book¬ 
store  at  a  western  university  said,  "The‘ 
students  who  take  things  have  the 
money  to  pay  for  them.  Whether  they 
steal  for  adventure  or  what,  I  don’t 
know." 

What  observations  can  we  make  from 
these  shameless  incidents?  At  a  time 
when  we  are  spending  billions  of  dol¬ 
lars  on  plant,  equipment  and  professor¬ 


ships  in  colleges  and  universities,  why 
should  we  witness  such  improper  acts? 

First  of  air,  this  is  not  a  blanket 
indictment  of  colleges  and  college  stu¬ 
dents.  These  facts  are  results,  not 
causes.  So  we  can  well  afford  to  seek 
some  of  the  causes  that  lie  behind  the 
acts. 

Probably  the  most  important  cause 
of  this  lawlessness  is  the  war  talk 
that  has  been  going  on  in  this  country 
for  more  than  a  generation.  In  1939 
we  began  to  discuss  war  as  a  probabil¬ 
ity.  And  from  that  time  until  this  mo¬ 
ment  we  have  not  ceased  to  talk  war. 
More  than  half  our  present  population 
were  born  after  1930  and  none  of  them 
can  remember  the  time  when  this  na¬ 
tion  was  not  talking  of  war  and  destruc¬ 
tion.  And  as  long  as  we  talk'  and  think' 
about  these  destroyers  we  will  permit 
murder,  hate,  prejudice,  disorder  and 
violence  to  become  and  remain  a  large 


part  of  our  way  of  life. 

Meanwhile  our  students  are  being 
urged  to  study  mathematics,  chemistry 
and  other  sciences.  Almost  no  empha¬ 
sis  is  made  on  the  development  of  their 
spiritual  life.  This  is  the  case  even  in 
some  of  our  church  colleges. 

We  cannot  educate  ourselves  into 
Christian  virtues.  We  want  our  students 
to  become  well  adjusted  humans  in 
a  strange  and  disordered  world.  But 
no  one  is  truly  adjusted  until  he  has 
built  his  social  attitudes  and  concepts 
on  the  strong  foundation  of  Christian 
faith,  thought  and  love.  Until  we  sat¬ 
urate  our  thoughts  with  the  salvation 
story  of  Jesus  Christ,  our  words  and 
deeds  will  be  as  a  "noisy  gong  or  a 
clanging  cymbal.” 

We  can’t  expect  our  young  people 
to  raise  their  spiritual  sights  unless 
and  until  we  set  a  better  example  than 
we  are  doing  today. 
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Canon  Pearce-Higgins  of  historic 
Southwark  Cathedral,  in  a  sermon  pro¬ 
testing  what  he  call  the  "blasphemous 
nonsense”  in  the  Book  of  Revelation. 
(The  reference  is  to  Rev.  2:18,  refer¬ 
ring  to  "that  woman  Jezebel,  which 
calleth  herself  a  prophetess):  "I  do 
not  propose  to  read  such  blasphemous 
nonsense  which  appears  to  have  been 
about  some  prostitute  1900  years  ago 
in  a  town  in  what  is  now  modern 
Turkey.” 

«(  »> 

The  Australian,  national  daily  print¬ 
ed  in  that  country,  underscoring  its  af¬ 
firmation  that  "the  message  of  ecumen¬ 
ism  does  not  seem  to  have  penetrated 
the  fortresses  of  the  major  denomina¬ 
tions”:  "There  is  much  ballyhoo  about 
ecumenism  being  a  'grass  roots’  move¬ 
ment.  Yet  when  the  recent  Church  and 
Life  Movement  took  place,  large  num¬ 
bers  of  Anglican  and  Baptist  clergy  in 
Sydney  refused  to  let  their  parishioners 
participate.” 

America,  national  Catholic  weekly, 
referring  to  its  position  that  priests 
who  quit  the  church  are  "wounded” 
and  not  "spoiled”:  "They  are  wounded 
by  the  institution,  the  establishment,  the 
bureaucracy,  the  system,  the  machinery, 
the  impersonal  forces.” 

Stanley  E.  Diamond,  professor  of 
education  at  the  University  of  Mich¬ 
igan,  appealing  to  parents  to  guide 
their  children  in  accepting  classroom 
failure  as  part  of  growing  up:  "It  is 
probably  impossible  to  mature  in  our 
society  without  experiencing  failure. 
The  good  is  not  in  the  failure  but  irr 
the  overcoming  of  failure.” 

Gen.  Francisco  Franco,  Spanish  dic¬ 
tator,  offering  his  nation  a  new  con¬ 
stitution  providing  for  a  liberalized 
monarchy  when  he  steps  down:  "Every 
country  must  solve  the  question  of 
democracy  in  its  own  way.  With  us, 
a  genuine,  orderly  and  effective  de¬ 
mocracy  excludes  political  parties.” 

t 

Missions 

(Continued,  from  page  3) 

tional  scope,  the  theme  will  be  con¬ 
sidered  in  both  its  national  and  world¬ 
wide  dimensions. 

In  an  effort  to  make  an  impact  for 
missions  on  Louisville  and  vicinity,  the 
Board,  in  cooperation  with  an  active 
local  committee,  will  place  speakers  in 
many  Louisville  area  churches,  perhaps 
as  many  as  100,  on  Sunday,  January 
15.  They  will  include  Board  members, 
missionaries  and  staff  executives. 

The  Board  and  its  units  will  set  pol¬ 
icy,  determine  goals  and  approve  bud¬ 
gets  for  mission  work  at  home  and 
overseas  during  1967,  and  will  hear 
reports  from  the  executive  staff  in  New 
York  and  Philadelphia.  Among  those 
who  will  report  are  Mrs.  Porter  Brown, 
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Franklin  Wilder,  IMMORTAL 
MOTHER,  $3.95,  Vantage. 

Although  the  name  Vantage  has  come 
to  suggest  books  that  can’t  find  a  pub¬ 
lisher,  Franklin  Wilder,  Fort  Smith 
(Ark.)  attorney,  has  written  an  excel¬ 
lent  biography  of  Susanna  Wesley  that 
should  have  had  serious  consideration 
by  the  Methodist  Publishing  House, 
or  some  mainline  religious  book  pub¬ 
lisher.  (Mr.  Wilder  reports  that  the 
book  editor  in  Nashville  refused  ter 
take  his  book  seriously  because  he  said 
he  "didn’t  like  Susanna  Wesley.”)i 

After  a  long  period  of  research  — 
much  of  it  among  sources  in  Great 
Britain — Mr.  Wilder  has  written  an 
excellent  230-page  life  of  the  mother 
of  John  Wesley — and  17  other  chil¬ 
dren.  We  have  access  to  a  large  num¬ 
ber  of  Susanna’s  letters  to  her  children 
through  which  she  not  only  records 
the  events  of  the  Wesley  household, 
but  also  the  reflections  of  her  brilliant 
mind. 

Mr.  Wilder  uses  a  literary  device  of 
introducing  his  main  sections  with  brief 
episodes  involving  James  Boswell  and 
Samuel  Johnson,  contemporaries  of  the 
Wesleys.  Based  on  historical  material, 
Johnson  speaks  apocryphally  to  sharpen 
our  interest  in  each  developing  section. 

You  will  learn  many  things  you  did 
not  previously  know  about  Susanna 
Wesley  from  reading  this  book,  and 
you  will  enjoy  the  reading  of  them. 

t 

Dr.  James  W.  Turpin,  VIETNAM 
DOCTOR,  $5.95,  McGraw-Hill. 

If  they  are  like  we  were,  many  Ar¬ 
kansans  who  met  Dr.  Turpin  when  he 
was  in  Little  Rock  a  few  years  ago  to 


N.  Y.,  general  secretary  of  the  Board 
and  George  L.  Hergesheimer,  New 
York,  Board  treasurer.  Reports  will  also 
be  given  on  Methodist  work  in  areas 
of  tension  in  the  U.  S.  and  overseas. 

Much  of  the  business  in  specific  areas 
of  the  Board’s  work  will  be  handled 
through  the  major  units: 

1.  The  Woman’s  Division,  which  will 
meet  January  11-15  at  the  Netherland 
Hilton  Hotel  in  Cincinnati,  Ohio,  will 
deal  with  matters  relating  to  the  work 
of  the  national  Methodist  women’s  or¬ 
ganization,  the  Woman’s  Society  of 
Christian  Service,  and  its  auxiliary  for 
employed  women,  the  Wesleyan  Ser¬ 
vice  Guild.  The  two  organizations  have 
a  combined  membership  of  about  1,- 
650,000.  The  Woman's  Division  mem¬ 
bers  and  staff  will  later  participate  in 
the  Board  meetings  in  Louisville. 

The  president  of  the  Woman’s  Di¬ 
vision,  Mrs.  Glenn  E.  Laskey,  Rustop, 
La.,  will  preside.  The  Division’s  top 
executive,  Miss  Dorothy  McConnell, 
New  York,  associate  general  secretary 
of  the  Board  of  the  Woman’s  Division, 
will  report. 

2.  Also  meeting  in  Advance  of  the 
Board,  January  15-16,  will  be  the  Joint 
Committee  on  Missionary  Personnel, 
which  approves  all  persons  accepted  for 
Methodist  missionary  and  deaconess 
service.  The  chairman,  Bishop  Charles 


be  honored  as  one  of  "the  ten  out¬ 
standing  young  men  of  the  year”  will 
be  thinking  that  he  is  still  in  Hong 
Kong  in  his  Project  Concern  clinic 
among  the  boat  people.  However,  this 
new  book  tells  us  that  he  has  now 
moved  to  South  Vietnam  where  he  is 
rendering  valuable  medical  service  pri¬ 
marily  among  the  Montagnard  people 
—  literally  playing  a  "touch-and-go" 
game  with  the  Viet  Cong. 

The  exciting  story  carries  us  through 
Jim  Turpin’s  training  as  a  Methodist 
minister  at  Candler  School  of  Theology, 
Emory  University,  and  then  into  that 
first  charge  in  North  Georgia  where 
"divine  discontent”  and  an  understand¬ 
ing  wife  send  him  back  to  the  first 
decision  to  be  a  doctor. 

After  a  brief  practice  in  Georgia, 
where  prejudiced  people  caused  him  to 
move  on,  the  Turpins  found  a  lucrative 
practice  in  California.  However,  true 
happiness  came  only  after  they  had 
founded  Project  Concern  and  with  sup¬ 
port  from  all  over  the  world,  estab¬ 
lished  their  clinic  in  Hong  Kong. 

The  very  challenge  of  a  tremendous 
task  in  Vietnam  moved  Dr.  Turpin  on- 
there,  to  establish  his  clinic  in  a  camp 
formerly  the  home  of  a  "green  beret” 
unit.  This  is  a  new  look  at  Vietnam, 
and  the  faith  of  Jim  Turpin  will  make- 
you  think  there  is  a  solution  to  that 
dilemma  after  alL 


F.  Golden,  Nashville,  Tenn.,  will  pre¬ 
side.  Reporting  will  be  Dr.  John  W. 
Johannaber,  executive  secretary  of  the 
Joint  Committee. 

3.  The  Joint  Commission  on  Educa¬ 
tion  and  Cultivation,  the  Board’s  in¬ 
terpretive  arm,  will  meet  January  16- 
17,  also  prior  to  the  Board.  Bishop  Ken¬ 
neth  W.  Copeland,  Lincoln,  Nebr.,  the 
president  will  preside,  Dr.  Gerald  L. 
Clapsaddle,  associate  general  secretary 
of  the  Bopd  for  the  Joint  Commission, 
will  report. 

A  special  feature  of  the  Joint  Com¬ 
mission  meeting  will  be  an  address  by 
Dr.  John  Schafer,  Dayton,  Ohio,  gen¬ 
eral  secretary  of  the  Board  of  Missions 
of  the  Evangelical  United  Brethren 
Church. 

4.  The  administrative  arm  of  the 
Board  for  mission  work  in  the  United 
States,  Puerto  Rico  and  the  Dominican 
Republic,  the  National  Division,  will 
meet  concurrently  with  the  Board.  The 
Division  has  responsibility  for  many 
types  of  work — church  extension  (in¬ 
cluding  the  formation  of  new  congre¬ 
gations),  architecture,  a  professional 
fund-raising  service  for  churches,  city 
mission  work,  anti-poverty  programs, 
town-and-country  work  and  a  variety 
of  mission  institutions  including  com¬ 
munity  centers,  schools,  hospitals  and 
children's  homes. 

Bishop  Ward,  Syracuse,  N.  Y.,  will 
be  in  charge  of  the  meeting.  Dr.  J. 
Edward  Carothers.New  Yorkjassociate 
general  secretary  of  the  Board  for  the 
National  Division  will  report. 

5.  The  unit  for  overseas  mission 
work,  the  World  Division,  also  will 


Latm  American 
Federation  Planned 

NEW  YORK  —  Methodist  annual 
conferences  meeting  this  year  in  Latin 
America  are  expected  to  be  asked  to 
approve  creation  of  a  Federation  of 
Methodist  Churches  of  Latin  America. 

The  Latin  American  action  grows 
out  of  the  Consultation  on  Methodist 
Church  Structure  Overseas  held  the 
past  autumn  at  Green  Lake,  Wise,  and 
follows  announcement  of  the  formation 
of  a  new  Council  of  the  Methodist 
Central  Conferences  in  Europe.  Organ¬ 
ized  in  1965  and  embracing  three  Cen¬ 
tral  Conferences  on  the  continent,  this 
council  binds  European  Methodists  in 
15  countries  together  in  joint  planning 
in  such  fields  as  Christian  education, 
finance  and  radio  and  television. 

The  proposed  Federation  of  Method¬ 
ist  Churches  in  Latin  America  would 
be  a  deliberative  and  consultative  body 
involving  all  countries  in  the  Latin 
America  Central  Conference,  the  auton¬ 
omous  Methodist  churches  in  Brazil  and 
Mexico,  and  the  Cuba  Methodist  Con¬ 
ference  which  is  in  the  process  of  be¬ 
coming  an  autonomous  church. 

t 

Malaysia-Singapore  Methodists 
Vote  for  Autonomy 

NEW  YORK — The  trend  to  auton¬ 
omy  among  the  Methodists  of  South¬ 
east  Asia  continues. 

Following  in  the  footsteps  of  Indo¬ 
nesian  and  Burmese  Methodism,  which 
have  become  independent  churches  in 
the  past  two  years,  the  Methodists  of 
Malaysia  and  Singapore  have  voted  by 
a  huge  majority,  216  to  23,  to  ask  per¬ 
mission  to  separate  from  the  world¬ 
wide  Methodist  Church  and  become  an 
autonomous  church. 

Methodism  in  Malaysia  (including 
Malaya  and  Sarawak)  and  Singapore 
comprises  four  annual  conferences,  each 
of  which  has  voted  overwhelmingly  for 
autonomy.  Together  the  four  confer¬ 
ences  make-up  the  Southeastern  Asia 
Central  Conference.  The  decisive  vot¬ 
ing  took  place  in  the  annual  confer¬ 
ences  in  September,  November  and  De¬ 
cember.  If  the  1968  General  Confer¬ 
ence  of  The  Methodist  Church  grants 
autonomy,  the  independent,  self-gov¬ 
erning  "Methodist  Church  in  Malaysia 
and  Singapore,”  as  it  would  be  called, 
could  come  into  being  in  1968. 

That  church  would  be  the  largest 
Methodist  body  since  1930  to  become 
autonomous  and  separate  from  Ameri¬ 
can  Methodism.  With  68,506  members 
(full  and  preparatory),  Methodism  is 
the  largest  Protestant  church  in  Malay¬ 
sia  and  Singapore 

»-  ^m  mm  .»  . 

meet  concurrently  with  the  Board.  The 
Division  works  with  Methodist  and 
Methodist-related  churches  in  47  coun¬ 
tries  around  the  world.  Encompassed 
in  its  broad  scope  are  evangelistic,  so¬ 
cial,  educational,  medical,  agricultural, 
industrial,  literacy,  mass  communica¬ 
tions  and  other  types  of  work. 

The  Division's  president,  Bishop 
Lloyd  C.  Wicke,  New  York,  will  pre¬ 
side,  and  a  report  will  be  given  by 
Dr.  Tracey  K.  Jones,  Jr.,  New  York, 
associate  general  secretary  of  the  Board 
for  the  World  Division. 

In  addition  to  Board  members  and 
executive  staff,  the  meeting  will  be 
attended  by  missionaries,  Methodist 
journalists  and  specially  invited  lead¬ 
ers  in  the  field  of  missions,  both  min¬ 
isters  and  laymen. 
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Business  Girls ’  Inn  offers 
pajamas -and -curler  comfort 


(Reprint  from  Shreveport  Times) 
by  VIRGINIA  ROBICHEAUX 
Times  Religion  Writer 


On  Christmas  Day  there’s  always 
room  at  the  Inn — for  that’s  when  the 
girls  living  (there  go  home  to  spend 
the  day  with  their  families. 

The  "family”  at  Business  Girls  Inn, 
814  Cotton  St.,  is  comprised  of  girls 
from  Arkansas,  Texas  and  other  cities 
in  Louisiana,  one  from  West  Virginia 
and  one  from  Oklahoma. 

Business  and  trade  world  novices 
and  aspirants,  they  maintain  local  resi¬ 
dence  at  the  Inn  built  at  its  present  site 
in  1949,  but  which  actually  had  its 
inception  in  1928  in  a  building  located 
at  the  present  site  of  the  downtown 
bus  station  on  Fannin  Street. 

Locally  owned  by  the  Methodist 
Woman’s  Societies  of  Shreveport  and 
Bossier  City,  and  supported  by  the 
Methodist  Board  of  Missions,  the  mis¬ 
sion  project  includes,  in  addition  to 
bedrooms  and  eating  facilities,  a  game 
room,  patio  and  television  room. 


FEES  NOMINAL 

"We  keep  the  fees  nominal  in  order 
to  give  the  girls  a  chance  they  couldn’t 
afford  if  they  bore  all  expenses,”  Mrs. 
Maxine  Watkins,  Inn  director  for  two 
years,  explained,  her  eyes  lovingly 
sweeping  over  the  wriggling,  giggling 
mass  of  young  ladies  old  enough  to 
pursue  professions  on  their  own,  but 
young  enough  to  noisly  enjoy  the  sup¬ 
posed  "gag”  gifts  they  were  exchang¬ 
ing  around  the  Christmas  tree. 

Paula  Pyle,  21,  daughter  of  Mr.  and 
Mrs.  G.  W.  Pyle  of  Logansport,  who 
has  lived  at  the  Inn  for  three  years 
while  working  as  a  secretary  at  a  local 
insurance  firm,  said  she  likes  living 
there  "because  a  bunch  of  girls  like 
this  has  a  lot  of  fun  running  around  in 
pajamas  and  curlers.” 

Paula  was  fondling  a  model  makeup 
set,  and  next  to  her  sat  Carol  Spigener, 
18,  daughter  of  Mr.  and  Mrs.  R.  S. 
Spigener  of  SpringhilJ,Lwhasej  bouffant 
hairdo  bobbed  as  she  tried  out  her  toy 
friction  mouse,  and  who  said  she  de¬ 


cided  to  live  at  the  Inn  following  its 
recommendation  by  instructors  at  the 
business  school  where  she  is  studying 
secretarial  science. 

Mrs.  Watkins  said  she  found  her  job 
personally  rewarding  "because  the  work 
involves  providing  a  good  place  to 
live  for  girls  coming  into  Shreveport. 

"Most  live  within  100  to  200  miles 
of  the  city,”  Mrs.  Watkins  said,  term¬ 
ing  the  Inn  "an  interdenominational 
plan  for  living  together  in  which  we 
try  to  do  thoughtful,  courteous  and 
wise  things  to  help  the  girls.” 

COOK  ON  WEEKENDS 

With  classic  ravenous  appetites,  the 
girls  cook  their  weekend  meals  in  the 
snack  room  to  which  they  have  com¬ 
plete  access,  and  many  cook  their  own 
lunches  in  this  fully  equipped  room 
for  which  they  are  completely  respon¬ 
sible. 

Breakfast  and  dinner  are  served  daily 
to  the  college  students,  beauty  business, 
x-ray  technician  and  trade  school  train¬ 
ees,  and  employes  of  local  business 
firms,  of  all  faiths,  who  live  two  to  a 
room  and  four  to  a  suite  —  sharing 
spray  net,  girl  talk  and  religious  view¬ 
points.  , 

Living  in  are  a  counsellor,  Mrs.  Alice 
Carter,  originally  of  Ida,  and  the  food 
supervisor,  Mrs.  Stella  Timberlake. 

Mrs.  Stanley  Barr  and  Mrs.  W.  J. 
Lilly  constitute  the  professional  staff, 
comparable  to  a  college  housemother 
and  a  housekeeping  supervisor. 

"Actually,  all  five  of  us  do  every¬ 
thing  together,”  Mrs.  Watkins  said, 
pointing  out,  however,  that  Mrs.  Tim- 
berlake  is  the  poor  soul  to  whom  falls 
the  task  of  tolling  the  big  old-fashioned 
school  bell  that  signals  the  time  to  rise 
and  shine. 

"We  aim  to  keep  the  building  quiet 
until  then  and  after  that  I  guess  you’d 
Say  there’s  a  lot  of  movement!”  she 
said. 

t 


Packages  for  the  Salvation  Army  surround  the  tree  at  Business  Girls’  Inn 
where  residents  gathered  for  a  special  meal,  caroling,  “gag”  gift  exchanging, 
and  boxing  of  packages  to  be  donated.  Left  to  right  are:  Kaye  Salmon,  Steph¬ 
ens,  Ark.,  Joyce  Gibson  and  Kathy  Ormond,  Ruston.  Kaye  and  Joyce  are 
business  school  students,  and  Kathy  is  a  secretary  at  Arkansas-Louisiana 
Gas  Co.  (Times  Photo  by  Terry  R.  Vaughan) 


Exterior  view  of  Business  Girls’  Inn. 


INN  TO  CELEBRATE 
FOUNDERS’  DAY 

The  Business  Girls'  Inn  in 
Shreveport  will  observe  Foun¬ 
ders’  Day  with  two  days  of  open 
house,  Saturday,  January  28,  and 
Sunday,  January  29. 

Visiting  hours  will  be  10  a.m. 
to  4  p.m.  Saturday  and  2  to  5  p.m. 
Sunday. 

Hostesses  wil  be  the  Inn  direc¬ 
tor,  Mrs.  Maxine  Watkins,  and 
her  staff;  the  girls  who  live  at  the 
Inn;  and  members  of  the  board. 

Invitations  have  been  issued  to 
Methodists  across  the  state  and 
to  the  people  of  the  Shreveport- 
Bossier  City  area. 


Pictured  above  left  are  young  people  from  Lake  Charles  District  who  accepted  the  invitation  of  Dr.  R.  L. 
Cooke  to  attend  a  December  23rd 'breakfast  for  those  interested  in  pursuing  a  church-related  vocation.  At. 
right  (left  tc  right):  Van  Walker,  Sulphur;  Carols  Welsh,  missionary  to  India;  Dr.  Cooke;  Betty  Seiley,  West- 
lake,  and  the  Rev.  James  M.  Poole,  Vinton.  29  young  people  and  adults  attended. 
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Three  teen-age  Mexican  Indians  demonstrated  their  singing  ability  in  the 
Ark-La-TEx  area  during  the  Christmas  season,  while  on  vacation  with  Dr. 
John  F.  Hall,  Jr.,  left, board  member  of  the  Mexican  Indian  Training  Center 
at  Cardoba,  Mexico.  They  are,  from  left,  Jose  Audello,  17,  Gerardo  Ruiz, 
16,  and  Luis  Bristol,  17.  They  were  brought  to  Shreveport  by  the  Cheer- 
Makers  Class  of  Cedar  Grove  Methodist  Church. 


Mexican  students  visit  Shreveport 

by  Ray  I.  Watts 


Three  teen-age  Mexican  Indians  from 
impoverished  homes  among  the  Indians 
ofthat  country  were  brought  to  Shreve¬ 
port  for  the  Christmas  holidays  by  Dr. 
John  F.  Hall,  Jr.,  Shreveport  physi¬ 
cian  who  serves  as  a  member  of  the 
board  of  the  non-denominational  Mex¬ 
ican  Indian  Training  Center  at  Cardoba, 
Mexico. 

Dr.  Hall  visits  the  center  twice  a 
year  to  administer  medical  aid  to  In¬ 
dian  tribes  suffering  malnutrition,  in¬ 


testinal  parasites  and  other  maladies. 
The  three  boys  whom  he  invited  to 
Shreveport  were  Joe  Audello,  17,  of 
the  Mixteco  tribe,  and  Gerardo  Ruiz, 
16,  and  Luis  Bristol,  17,  Zapatecas. 

After  Dr.  Hall’s  visit  to  the  center 
last  summer,  he  brought  word  to  the 
Cheer  Makers  Class  of  Cedar  Grove 
Methodist  Church,  that  one  of  the  two 
station  wagons  necessary  to  the  work 
there  had  been  put  permanently  out  of 
service  by  an  accident. 


Shown  at  DeQuincy  Methodist  Church  January  1st  groundbreaking  are  left  to 
right:  The  Rev.  Garland  Dean,  pastor;  Dr.  Leonard  Cooke,  district  super¬ 
intendent;  James  H.  Boatman,,  chairman  of  building  committee;  Curtis  Martin, 
DeRidder  building  contractor.  Ground  was  broken  for  the  first  of  two  units 
which  will  include  a  fellowship  hall  with  kitchen  and  rest  rooms.  The  second 
unit  will  be  an  education  building.  These  units  will  replace  a  two-story  frame 
building  which  was  partially  burned  last  March.  Mr.  Paul  Ritter  of  Lake 
Charles  is  the  architect  and  the  Martin  Construction  Co.  of  DeRidder  was  the 
successful  bidder  on  the  $24,000  first  unit,  to  be  completed  in  90  days. 


The  combined  choirs  of  the  Elysian  Fields  Methodist  Church  and  the  Chinese 
Presbyterian  Church  of  New  Orleans  presented  a  Cantata  Christmas  Sunday 
afternoon  at  the  Chinese  Presbyterian  Church.  Albin  Crutchfield,  choir  dir¬ 
ector  at  Elysii  n  Fields  directed  the  presentation,  and  the  Rev.  Dan  W.  Toh- 
line,  the  pastor,  delivered  the  sermon.  Miss  Grace  Yao,  director  of  Christian 
education  for  the  Chinese  Presbyterian  Church  gave  a  summary  in  the 
Chinese  language,  and  the  Rev.  Dayton  Castleman,  host  pastor,  presided. 


The  class  immediately  started  a  proj¬ 
ect  to  raise  1334  books  of  trading 
stamps  to  purchase  a  new  station  wag¬ 
on.  This  writer  is  chairman  of  the  drive 
and  reports  that  400  books  of  stamps 
and  $200  in  cash  have  been  received 
in  the  drive.  He  says  that  any  brand 
of  trading  stamps  may  be  used  for 
this  purpose,  as  well  as  cash  donations. 
Persons  wishing  to  send  contributions 
may  send  them  to  Cedar  Grove  Meth¬ 
odist  Church,  Shreveport. 

Dr.  Hall  reports  that  in  the  opera¬ 
tion  of  the  training  center,  the  par¬ 
ents  release  the  children  and  the  in¬ 
stitution  becomes  the  legal  custodian. 
He  states  that  the  mission  is  like  a 
home  except  that  if  the  boys  continued 
to  live  in  their  own  homes  they  would 
have  no  opportunity  ot  continue  their 
education  beyond  the  third  or  fourth 
grades. 

The  boys  are  taught  agriculture,  hor¬ 
ticulture  and  lapidary.  They  are  also 
given  an  undenominational  interpreta¬ 
tion  of  the  Scriptures. 

Dr.  Hall  says  that  the  unevangelized 
Indian  tribes  live  chiefly  on  corn  which 
has  been  grown  with  the  use  of  oxen 
and  wooden  plows — implements  dating 
back  hundreds  of  years. 

t 

83  Years  Young, 

She’s  Now  a  Minister 

"Now  I  can  face  my  mother.  She 
wanted  me  to  be  an  ordained  minister 
and  evangelist  from  the  day  I  was 
born.”  A  typical  reaction  from  a  young 
newly-ordained  minister?  Perhaps  — 
except  that  this  comment  was  made  by 
an  83-year-old  woman,  who  had  just 
received  her  minister’s  license. 

Mrs.  Ochimi  Kubushiro  is  one  of  76 
new  ministers  of  the  United  Church 
of  Christ  of  Japan  (Methodist-related), 
whose  names  were  announced  at  the 
United  Church’s  recent  General  As¬ 
sembly.  It  was  the  second  try  at  li¬ 
censure  for  the  octogenarian,  who  had 
studied  at  the  former  Pacific  Theolo¬ 
gical  Seminary  (now  the  Pacific  School 
of  Religion)  at  Berkeley,  Calif.,  in  the 
early  1900s. 

The  Rev.  Mrs.  Kubushiro  is  presi¬ 
dent  of  the  Women’s  Christian  Tem¬ 
perance  Union  of  Japan,  and  has  been 


a  leader  during  her  lifetime  in  the 
fight  against  prostitution  and  in  agita¬ 
tion  for  women’s  suffrage.  Discounting 
her  latest  accomplishment  (becoming  a 
minister),  Mrs.  Kubushiro  said  to  a 
writer  for  Christ  Weekly,  a  Christian 
publication  in  Japan: 

"My  mother  got  a  license  as  a  flower 
arrangement  teacher  when  she  was  87 
years  old.  I’m  much  younger.” 

t 


"WHAT  DOES  A  PASTOR  DO?” 

"The  pastor  teaches,  though  he  must 
solicit  his  own  classes.  He  heals,  though 
without  pills  or  knife.  He  is  some¬ 
times  a  lawyer,  often  a  social  worker, 
something  of  an  editor,  a  bit  of  a 
philosopher  and  entertainer,  a  sales¬ 
man,  a  decorative  piece  for  public  func¬ 
tions,  and  he  is  supposed  to  be  a 
scholar.  He  visits  the  sicks,  marries  peo¬ 
ple,  buries  the  dead,  labors  to  console 
those  who  sorrow  and  to  admonish 
those  who  sin,  and  tries  to  stay  sweet 
when  chided  for  not  doing  his  duty. 
He  plans  programs,  appoints  commit¬ 
tees  when  he  can  get  them;  spends  con¬ 
siderable  time  in  keeping  people  out 
of  each  other's  hair;  between  times  he 
prepares  a  sermon  and  preaches  it  on 
Sunday  to  those  who  don’t  happen  to 
have  any  other  engagement.  Then  on 
Monday  he  smiles  when  some  jovial 
chap  roars,  what  a  job — one  day  a 
week !” 

— Anonymous 
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"Jesus  founded  the  church  to  be  an 
organism,  but  we  have  liked  it  best 
■when  it  was  more  like  an  institution  or 
organization.  Jesus  founded  it  to  be  the 
cutting  edge  of  truth  in  pagan  society, 
but  we  have  wanted  it  to  be  sensible,’ 
realistic,  practical.” — Bishop  Eugene  M. 
Frank  in  an  address  to  a  planning  ses¬ 
sion  for  the  1969  national  men’s  meet¬ 
ing. 


PROVED  FUND  RAISER! 

for  Church,  School,  Club 

RERMANENT1.Y  DECORATED.  GENUINE  CERAMIC 

KEEPSAKE  PLATES 

your  choice  of  sizes,  styles,  designs 


WORLD  WIDE  Art  Stud,n 


P.O.  Box  J-9^  Covington,  Tennessee 
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Methodist  School 
Sonepat,  Punjab,  India 
November,  1966 

Dear  Friends: 

We  returned  to  North  India  in  July,  when  service  at  the  All  India 
Tablet  Industry  was  completed,  to  fill  an  emergency  opening  at  Sonepat 
School.  Flying  from  Bangalore  to  Delhi,  we  arrived  after  a  thirty-mile 
ride  by  pickup  truck.  Sonepat,  a  city  of  70,000,  is  a  leading  manufacturer 
of  India's  poor  man’s  transportation,  the  bicycle. 

The  school’s  350  pupils  study 
through  the  eighth  grade.  One  hundred 
and  fifty  hostel  students  are  nearly  all 
Christians  from  poor  families  in  Delhi 
and  surrounding  villages.  Sixteen  of 
the  sixty  girls  live  in  part  of  our  bung¬ 
alow  and  inspire  us  with  vesper  bha- 
jans  (Indian  lyric  hymns).  Eight  stu¬ 
dents  are  from  a  leprosy  colony,  with 
doctor's  approval;  and  two  hundred  day 
scholars  are  almost  all  non-Christians 
but  recite  Christian  scripture  and  sing 
chapel  bhajans  enthusiastically. 

I  manage  school  and  hostel  and  cor¬ 
respond  with  American  and  Indian  donors  of  scholarships  and  building 
and  equipment  funds.  A  small  farm  receives  attention,  and  driving  the 
truck  and  shooting  crows  round  out  the  day’s  work.  Also  I  take  turn 
with  chapel  talks,  assist  with  Communion,  and  preach  occasionally.  Mrs. 
Workman  is  active  in  the  Woman's  Society  locally  and  in  the  Conference 
and  enjoys  contact  with  school  girls  and  many  bungalow  visitors. 

Problems  of  equipping 
the  new  wing  and  meet¬ 
ing  food  deficit  for  hostel 
members  so  that  numbers 
may  not  have  to  be  re¬ 
duced  still  have  to  be  met. 

Please  continue  to  pray 
for  us  and  the  children 
whose  laughter  brightens 
our  playground  and  class¬ 
rooms  and  upon  whose 
Christian  education  de¬ 
pends  some  of  India’s  fut¬ 
ure.  May  God  bless  you 
as  we  share  His  hope  with 
India’s  children. 

Faithfully, 

George  and  Eliza  Workman 


Casilla  4332 
La  Paz,  Bolivia 
South  America 
December,  1966 

Seasons  Greetings: 

As  I  think  of  my  friends  at  this  time,  I  picture  the  traditional  musical 
programs  and  family  reunions  gathered  around  in  an  atmosphere  of  love 
and  gaity.  Singing  is  a  universal  way  of  praising  our  Lord.  Here  in  La 
Paz,  Bolivia,  the  Woman’s  Society  sponsored  a  musical  worship  inviting 
each  of  our  seven  churches  to  present  two  numbers  with  congregational 
singing  of  Nativity  hymns.  Our  interdenominational  group  of  missionaries 
will  go  caroling  one  evening  and  after  singing  to  the  patients  at  our 
Methodist  Hospital  will  go  over  to  my  apartment  in  the  School  of  Nursing 
for  fellowship. 

The  Bolivians  venerate  the  '"nino”  or  Christ  Child.  Most  families 
possess  a  reclining  figure  of  porcelain  representing  the  Christ  Child, 
dressed  in  finery  and  often  adorned  with  pearls  and  jewelry,  which  is  kept 
under  glass  and  occupies  a  place  of  honor  in  the  house.  At  Christmas  time 
the  "nino”  becomes  the  central  figure  of  creche  which  not  only  has  all 
of  the  traditional  components  but  also  many  miniature  objects  for  the 
use  of  the  child. 

One  of  the  typical  singing  customs  is  represented  by  the  "adoradores  ’ 
which  means  worshippers  and  are  groups  of  children  who  put  into  action 
all  of  their  artistic  talent  and  imagination  in  honor  of  the  "nino.”  They 
have  their  own  orchestras  with  instruments  of  their  own  making  which 
are  drums  and  flutes.  I  can  hear  them  now  as  I  write,  roaming  the  streets 
visiting  the  houses  where  the  manger  scenes  are  displayed,  singing  and 
dancing  for  the  Christ  Child  and  receiving  money  and  sweets.  Some  of 
the  songs  and  dances  are  very  imaginative  and  of  great  folkloric  value. 

Thank  you  all  for  your  faithful  prayerful  and  economic  support. 
A  blessed  Christmas  to  each  of  you  and  may  1967  truly  be  "the  year 
of  our  Lord.” 

Helen  B.  Wilson 


(The  letters  below  are  from  the  Rev.  and  Mrs.  George  Workman,  the  Rev. 
and  Mrs.  Bill  Martin,  both  couples  from  the  North  Arkansas  Conference;  the  Rev. 
and  Mrs.  Carl  Williams  of  the  Louisiana  Conference;  and  Miss  Helen  Wilson 
from  the  Little  Rock  Conference.) 

Annual  Conference 
Cochabama,  Bolivia 
November  20,  1966 

Dear  Friends: 

We  are  moving  to  Caranavi!  There  were  some  problems  in  the 
conference  that  required  some  changes.  The  Bishop  surely  hated  to  ask 
us  to  move,  but  we  told  him  we  came  to  serve  where  we  were  needed. 

Carl  will  direct  the  work  of  the  Alto-Beni  and  a  group  of  young 
people,  six  from  the  U.S.  and  six  from  Bolivia,  who  work  in  teams  of 
two  in  the  new  colonies.  Actually  it  is  right  down  his  alley.  He  has  done 
a  tremendous  job  where  he  is,  but  he  is  not  an  educator  and  it  hasn’t 
been  easy. 

One  thing  we  both  look  forward  to  is  that  there  are  plants,  beautiful 
flowers,  a  garden — even  orchids — there  at  Caranavi.  I  will  not  particularly 
enjoy  being  that  far  from  "civilization”  and  the  boys  will  be  so  far  from 
home.  They’re  in  La  Paz  and  it’s  six  hours  away  over  that  terrible  road. 
Carl  is  as  happy  as  can  be  because  he  will  again  be  in  work  he  loves. 

I  will  be  in  charge  of  Christian  Education  for  the  District. 

Today  we  start  our  little  vacation  trip.  We  leave  here  tonight  by  bus — 
an  all  night  trip  to  Santa  Cruz.  After  a  full  day  there,  we  leave  on  an 
auto-carril  (bus  on  train  tracks)  to  go  to  Corumba,  Brazil.  We  will  go 
over  desert,  through  jungle  and  many  interesting  places.  The  children  are 
so  excited  and  I’m  glad  they  are  all  such  good  travelers.  We  will  not  stay 
as  long  as  we  had  hoped  because  we  will  be  moving  so  soon. 

Much  love, 

Julia  Williams 


Union  Theological  Seminary 
Mexico  17  DF,  Mexico 

Dear  Friends:  November,  1966 

In  our  letter  last  fall 
we  promised  a  report  on 
progress  of  the  commu¬ 
nity  of  Protestant  theo¬ 
logical  seminaries  in  Mex¬ 
ico  City,  and  I  have  wait¬ 
ed  to  make  this  report 
until  I  could  say  with  cer¬ 
tainty  that  our  Union 
Seminary  is  going  to  par¬ 
ticipate. 

Everything  hinged  on 
the  vote  of  the  General 
Conference  of  the  Mex¬ 
ican  Methodist  Church 
which  met  this  fall.  The 
vote  was  more  favorable 

than  anyone  dreamed  it  might  be:  38  to  2.  This  vote  means  strong  support 
in  the  Methodist  Church  here  for  cooperative  ventures  with  other  de¬ 
nominations  and  for  building  the  best  possible  seminary  for  the  training 
of  our  ministers.  All  of  us  at  the  seminary  are  deeply  grateful  for  the 
vote  and  truly  believe  that  God’s  Spirit  has  been  at  work  in  our  midst. 

Now  begin  many  of  the  practical  problems  involved  in  moving  to  the 
new  community.  We  must  sell  the  property  where  we  are,  plans  must 
be  made  for  new  buildings  on  the  southern  edge  of  the  city,  and  many 
of  the  guidelines  for  cooperation  with  the  other  seminaries  (Baptist,  Epis¬ 
copal,  and  Lutheran)  must  still  be  worked  out.  We  hope  that  we  can  be 
ready  to  make  the  move  within  a  year,  but  more  likely  it  will  be  two. 

The  change  will  not  mean  the  formation  of  a  larger  Union  Seminary 
but  rather  the  uniting  of  efforts  by  four  independent  schools.  We  will 
move  as  the  Union  Seminary  (Methodist,  Disciples,  and  Congregational) 
to  a  lot  close  to  the  other  three  institutions.  Immediately  we  will  begin  to 
share  a  common  library,  dining  room,  and  chapel.  As  time  passes,  I  am 
sure  there  will  be  increasing  opportunity  to  share  teachers  and  combine 
classes.  But  these  steps  will  come  at  whatever  speed  the  cooperating 
seminaries  want. 

It  is  impossible  now  even  to  imagine  all  the  possible  results  of  this 
united  effort.  Surely  it  will  mean  a  better  quality  of  preparation  for  min¬ 
isters.  It  can  mean  a  powerful  witness  for  Christ  near  the  Mexican 
national  university,  one  of  the  largest  schools  in  the  world.  It  may  help 
to  open  the  door  to  other  areas  of  cooperation  among  Christians  of  many 
denominations.  We  can  only  hope  and  pray  that  we  will  be  open  to  God’s 
leading  at  every  step  of  the  way. 

We  hope  that  you  will  support  with  joy  this  ecumenical  adventure 
and  our  share  in  it.  Best  wishes  for  a  Happy  New  Year. 

Cordially  yours, 

Bea  and  Bill  Martin 
(The  A.  W.  Martins,  Jr.) 
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Mrs.  W.  Williams 

Betty  Elizabeth  Hopkins  was  born 
in  Patosa,  Mo.  April  3,  1882.  She 
passed  away  in  the  home  of  one  of 
her  daughters,  Mrs.  Frank  McManus, 
Nov.  28. 

In  1898  she  was  married  to  James 
Walter.  Williams  who  preceded  her  in 
death  in  February,  1955. 

Mrs.  Williams  was  the  mother  of 
nine  children,  five  boys  and  four  girls 
— including  two  sets  of  twins.  She  is 
survived  by  three  sons,  Ray  and  Powell 
of  Camden,  and  Harrell  of  Long  Beach, 
Calif;  three  daughters,  Mrs.  Frank  Mc¬ 
Manus,  Mrs.  Bart  McManus  and  Mrs. 
Curtis  Turner  of  Camden. 

She  was  a  life-long  Christian  and  a 
member  of  the  Fairview  Methodist 
Church,  Texarkana,  Ark.,  for  24  years 
of  her  life.  She  was  loved  and  re¬ 
spected  by  all  who  knew  her.  One  of 
the  largest  and  most  active  church 
school  classes  in  the  Fairview  Church 
is  named  in  memory  of  her  husband. 
Even  when  advanced  in  age  she  never 
missed  Sunday  school  or  church.  One 
cannot  adequately  describe  the  life  of 
such  a  Christian.  Although  confined 
to  her  room  during  the  last  years  of 
her  life  she  did  not  complain,  but 
remained  a  happy,  optimistic  Christian 
until  the  hour  of  her  passing. 
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Travis  Pace 

On  December  27,  Travis  Pace,  mem¬ 
ber  of  Wynn  Memorial  Methodist 
Church,  Shreveport,  La.,  passed  away. 
He  was  a  member  of  the  Official 
Board,  the  Methodist  Men’s  Club  and 
the  Commission  on  Evangelism  at  the 
time  of  his  death. 

In  searching  for  appropriate  words 
for  a  eulogy  we  looked  back  through 
the  scriptures  and  found  these  words  in 
Acts:  "He  was  a  good  man,  full  of 
the  Holy  Ghost  and  of  faith.”  As  I 
looked  at  these  words,  I  was  convinced 
that  they  not  only  described  the  char¬ 
acter  of  Barnabas,  but  that  they  were 
perfect  words  to  describe  the  life  and 
character  of  Travis  Pace. 

Yes,  he  was  a  good  man.  As  I  begin 
to  think  of  Travis  as  he  moved  about 
among  us  I  come  to  this  conclusion 
Travis  was  a  good  man  because  he  pos¬ 
sessed  and  manifested  to  the  world  the 
virtues  that  make  for  good. 

First,  he  was  full  of  the  Holy  Spirit. 
This  enabled  him  to  witness  for  his 
Lord  and  Master  under  all  circum¬ 
stances,  and  this  he  did  in  a  wonderful 
way. 

Second,  he  was  full  of  faith — in  God, 
in  man  and  in  himself.  This  faith  was 
kept  to  the  end  as  all  who  knew  him 
will  witness.  He  was  full  of  compas¬ 
sion,  patience,  prayer  and  loving  care 
and  concern  for  his  family  and  his 
friends. 

With  all  these  virtues  manifested  in 
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his  life,  we  can  truly  say  he  was  a  good 
man  and  will  be  greatly  missed  by  all. 

— Ira  A.  Love 

\  t 

Ruth  Ricketts 

On  December  8,  1966,  Ruth  Kelly 
Ricketts,  a  longtime  member  of  the 
Bauxite  Methodist  Church,  died  in  the 
Baptist  Hospital  in  Little  Rock  at  the 
age  of  sixty.  She  was  a  life-long  Meth¬ 
odist,  faithful  to  every  phase  of  the 
program  of  her  Church,  but  especially 
to  the  Woman’s  Society  of  Christian 
Service. 

Survivors  include  her  husband,  E.  H. 
Ricketts,  Bauxite;  two  daughters,  Mrs.. 
Paul  J.  McCoy,  Huntsville,  Ala.;  Mrs. 
William  C.  Chandler,  Zephyrhills,  Fla.; 
four  brothers:  J.  O.  Kelly,  Springdale, 
Ark.,  Boyd  Kelly,  Lewisville,  Ark.,  Nor- 
vel  Kelly,  Stuttgart,  Ark.,  and  Harold 
Kelly,  Little  Rock.  Four  grandchildren 
also  survive. 

Funeral  services  were  held  at  the 
Bauxite  Methodist  Church  with  her  pas¬ 
tor,  the  Rev.  W.  A.  Lea,  officiating. 
Burial  was  at  Pine  Crest  Cemetery. 

t 

H.  A.  Schoeppel 

Henry  Adam  Schoeppel,  79,  died 
Dec.  24  at  his  home  in  Berryville,  Ark. 
following  an  illness  of  several  month's. 
He  was  the  son  of  Martin  and  Anna 
Dorthyea  Hermas  Schoeppel  and  was 
born  in  Ellisgrove,  Ill. 

He  graduated  from  Central  Wesley¬ 
an  College  in  Missouri  and  served  im¬ 
mediately  after  graduation  as  assistant 
director  of  the  YMCA  at  Springfield, 
Mo.  Later  he  was  director  at  Cameron, 
Mo. 

He  moved  to  Berryville  in  1917.  For 
seven  years  he  was  state  Plan  and  Seed 
Inspector  for  Arkansas,  and  later 
opened  a  greenhouse  in  Berryville. 

Mr.  Schoeppel  was  a  member  of  the 
Berryville  Methodist  Church  and  served 


in  most  of  the  offices  of  that  church. 
One  of  the  Sunday  school  classes  is 
named  in  his  honor. 

Funeral  services  were  conducted  on 
Dec.  27  by  the  Rev.  Calvin  Mitchell 
and  interment  was  in  the  Berryville 
Memorial  Park  Cemetery. 

He  is  survived  by  his  wife,  Mrs. 
Bertha  Spitze  Schoeppel,  and  a  brother, 
Fred  Schoeppel  of  East  St.  Louis,  Ill. 

M  rs.  Mardelle  Bird 

Word  has  been  received  from  the 
Rev.  J.  E.  Cooper,  former  member  of 
the  Little  Rock  Conference,  now  mak¬ 
ing  his  home  in  Clinton,  Mo.  that  his 
only  daughter,  Mrs.  Mardelle  Cooper 
Bird,  died  on  Jan.  1  in  Baltimore,  Md. 

She  was  a  graduate  of  Hendrix  Col¬ 
lege  and  had  been  the  wife  of  Carroll 
Bird  of  Crossett,  Ark.,  who  was  also 
a  graduate  of  Hendrix. 

She  leaves  to  mourn  her  passing  two 
sons,  Carroll  Bird,  Jr.  of  Washington, 
D.  C.  and  James  Cooper  Bird  of  the 
United  States  Navy.  She  has  many 
friends  in  Arkansas,  Missouri,  Wash¬ 
ington  and  Baltimore. 

t 

The  Rev.  Claude  R.  Welch  of  Phila¬ 
delphia,  Pa.  a  theological  professor, 
has  been  named  to  a  Joint  Theological 
Commission  of  the  World  Council  of 
Churches  and  the  Vatican  Secretariat 
for  the  Promotion  of  Christian  Unity. 
The  group  will  begin  common  theologi¬ 
cal  studies  on  the  problem  of  "Apos- 
tolicity  and  Catholicity  of  the  Church.” 

t 

Methodist  -  related  Duke  University 
has  received  an  award  of  $2,527,000 
from  the  National  Science  Foundation. 
The  grant  will  be  used  to  add  new  fac¬ 
ulty  and  post-doctoral  students  to  sev¬ 
eral  science  departments,  purchase 
equipment  needed  for  research  and  ed¬ 
ucation,  and  renovate  or  construct  re¬ 
search  and  teaching  facilities  for  science 
and  engineering. 
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Joy  Ann  Courmier,  Vinton 
MYFer  and  Gloria  Brous¬ 
sard  exchange  holiday 
greetings  with  a  resident 
of  the  Holly  Hill  Nursing 
Home  in  Maplewood  where 
First  Methodist  Choir 
Director  Mrs.  W.  A.  Hanna 
(and  high  school  vocal 
teacher)  and  her  27-voice 
girls’  choir  presented 
Christmas  music.  They 
were  accompanied  by  the 
Rev.  James  Peole,  Vinton 
pastor. 


BELOW:  Layton  Revel,  Jr.  and 

Keith  Revel  (brothers),  have  received 
Eagle  Scout  awards  seven  months 
apart  at  Arcadia  First  Methodist 
Church.  The  Rev.  John  H.  Sewell 
is  pastor. 


BELOW:  When  Carl  Brown  of  Clai¬ 
borne  Methodist  Church  was  inducted 
into  the  service,  members  surprised 
him  with  a  “going  away"  party.  He 
is  shown  here  with  his  wife  who  is 
the  church  organist.  The  Rev.  E.  W. 
Sandel  is  pastor. 


Charles  Spencer,  Farmer- 
ville  high  school  senior, 
signs  an  athletic  scholar¬ 
ship  with  Tulane  Univer¬ 
sity.  Onlookers  include 

Tulane  assistant  coach 
Jack  O’Leary  (beside 

Spencer);  the  James  T. 
Spencers;Farmerville  coach 
Melvin  Ogden;  and  head 
coach  Childes  Carpenter. 
Spencer,  active  in  his 
local  church,  is  Crusades 
Sub-district  MYF  presi¬ 
dent,  Ruston  District 

MYF  treasurer,  and  sings 
in  the  church  choir.  The 
Rev.  John  D.  Corley  is 
his  pastor. 


ABOVE:  The  adult  and  Children's  choirs  of  Wesley  Church,  Sulphur,  are 
shown  as  they  presented  “A  Festival  of  Traditional  Christmas  Lessons  and 
Carols."  The  Rev.  Deen  Thompson  is  pastor. 


ABOVE:  Dottie  Freeman  and  Bob 
Garfield  in  one  of  four  scenes  pre¬ 
sented  annually  at  St.  Paul  Church, 
Monroe.  Occupants  of  over  400 
cars  viewed  these  scenes  during 
the  two  evenings  of  the  portrayals 
by  senior  high  MYFers.  This  is  a 
project  of  the  Commission  on 
Worship. 


Carolers  Emily  Seegers,  Paula 
Betts,  Katherine  Sloan,  Gus  Cham¬ 
bers  and  John  Andrews,  4lwarm  up” 
in  front  of  St.  Paul's  Church,  Monroe, 
as  they  prepare  to  leave  for  an 
evening  of  caroling. 
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Methodist  Hospital 


ground  breaking 

Louisiana  Governor  John  McKeithen, 
a  Methodist,  will  participate  in  the 
ground-breaking  ceremony  for  the  new 
Methodist  Hospital  at  New  Orleans 
Monday,  January  23.  The  event  is- 


January  23rd 

tween  Chef  Menteur  Highway  and  Mor¬ 
rison  Road  (MO).  The  $4,4 27,950  con¬ 
tract  for  this  first  phase  was  signed- 
November  3  with  the  J.  A.  Jones  Con¬ 
struction  Co.,  Inc.  The  proposed  480- 


CIRCULATION 

CAMPAIGN 

^  Circulation  campaign  reports  | 
4  that  are  received  in  our  office  by  4 
|  Friday  of  this  week  will  appear  in  p 
I  the  first  report  which  will  be-  |f 
|  printed  in  next  week’s  paper.  We  4 
1  are  especially  anxious  that  church-  4 
if  es  send  in  lists  of  their  new  sub-  4 
scribers  each  week  so  that  we  may  p 
I  process  them  and  get  them  on  the  | 
4  list  to  receive  the  paper.  Three  ff 
^  reports  will  be  printed  in  full,  p 
4  with  the  last  to  include  all  reports  4 
j§  received  by  Friday,  February  3.  ^ 

Pity  the  Christian  who  thinks  he 
has  done  enough  for  his  church. 


St.  Paul  Seminary 


Wertsch  Lectures 
January  25-26 

Krister  Stendahl,  distinguished  Bib¬ 
lical  scholar  and  Frothingham  profes¬ 
sor  of  Biblical  Studies  at  the  Divinity 
School  of  Harvard  University,  will  de¬ 
liver  the  annual  Wertsch  Lectures  for 
1967  at  Saint  Paul  School  of  The¬ 
ology  (Methodist),  Truman  Road  and 
Van  Brunt  Boulevard,  in  Kansas  City, 
January  25-26.  The  lectures  will  be  open 
to  the  public,  and  will  be  on  the  gen¬ 
eral  theme,  "To  Live  With  the  Bible." 
All  lectures  will  be  in  the  Anna  E. 
Kresge  chapel  on  the  seminary  cam¬ 
pus. 

The  first  lecture,  "True  and  False 
Relevances,”  will  be  delivered  at  11:00 
a.m.  Wednesday,  Jan.  25.  "Jesus,  the 
Kingdom,  and  We,”  will  be  the  sub¬ 
ject  of  the  lecture  at  8:00  p.m.  Jan. 
25.  The  third  lecture,  "Paul,  the  Jews, 
and  We,”  will  be  delivered  at  11:00 
a.m.  Jan.  26,  and  the  final  lecture  at 
8:00  p.m.  Jan.  26,  will  b.e  on  "The 
Church,  Christianity,  and  the  World.” 

Born  in  Stockholm,  Sweden,  in  1921, 
Professor  Stendahl  attended  Uppsala 
University  where  he  received  the  B.D. 
degree  in  1944,  the  licentiate  of  the¬ 
ology  in  1949,  and  the  Th.D.  in  1954. 
In  1951,  he  studied  in  Cambridge,  Eng¬ 
land,  and  in  Paris.  He  was  instructor 
in  Biblical  Studies  at  Uppsala  Univer¬ 
sity  from  1951  until  1954,  when  he 
came  to  the  United  States  as  assistant 

(Continued  on  page  8) 


Sign  reads  "Construction  to  begin 
in  1966."  It  did— in  December. 


scheduled  for  4  p.m. 

Also  participating  will  be  the  pro¬ 
motional  director,  the  Rev.  John  Koele- 
may;  the  New  Orleans  District  super¬ 
intendent,  Dr.  Carl  F.  Lueg,  Sr.;  the 
chairman  of  the  hospital  board,  M.  Ken¬ 
neth  Schor  of  New  Orleans;  and  Dr. 
Benedict  Galloway,  pastor  of  Rayne 
Memorial  Methodist  Church  in  New 
Orleans. 

The  160-bed  hospital  will  be  built 
on  a  221/2-acre  site  on  Read  Road  be- 


Tbe  Rev.  John  Koelemay  can  relax 
and  smile  the  day  after  pile-driving 
begins. 

bed  hospital  is  expected  to  cost  $5,- 
570,000. 

The  Louisiana  Conference  in  June, 
1965,  voted  to  raise  a  minimum  of 
$200,000  during  this  conference  year 
toward  construction  of  the  hospital. 
Much  of  the  needed  financing  has  been 
raised  in  the  New  Orleans  area. 

Support  of  the  hospital  can  be  de¬ 
scribed  as  international  —  funds  have 

(Continued  on  page  8) 


Bishop  and  Mrs.  Aubrey  Walton  are  shown  upon  departure  from  the  New  Orleans 
airport  January  3rd.  Pictured  with  them  is  a  delegation  from  the  Baton  Rouge 
District.  Dr.  Bentley  Sloane,  district,  superintendent,  stands  to  the  left  of 
Mrs.  Walton. 


Dauglienbaugh 
Scholarship  Day 
January  22 

This  Sunday,  January  22,  has  been 
designated  Howard  L.  Daughenbaugh 
Scholarship  Day  over  the  conference. 
This  project,  sponsored  by  the  Con¬ 
ference  Board  of  Lay  Activities,  was 
adopted  as  a  statewide  program  several 
years  ago.  Named  for  the  late  Confer¬ 
ence  Lay  Leader,  this  scholarship  pro¬ 
gram  was  designed  to  provide  financial 
aid  to  qualified  young  women  in  Lou¬ 
isiana  who  desired  an  education  in  re¬ 
ligious  work,  intending  to  make  this 
their  vocation.  Since  there  were  several 
scholarships  readily  available  to  young 
men,  the  Board  chose  to  offer  a  schol¬ 
arship  for  a  girl  who  wanted  to  attend 
Centenary  College  in  this  field. 

This  scholarship  to  Centenary  Col¬ 
lege  pays  $500.00  a  year  and,  provided 
the  recipient  maintains  good  grades,  is 
offered  for  a  full  four-year  course.  Since 
first  taken  as  a  project,  the  idea  has 
been  expanded  to  include  one  addition¬ 
al  recipient  each  year,  until  a  total  of 
four  have  been  chosen,  with  the  fur¬ 
ther  idea  of  keeping  a  total  of  four 
at  all  times  at  the  college. 

Applicants  for  the  scholarship  are 
screened  by  a  committee  from  the 
Board.  Each  pastor  in  the  conference 
has  been  mailed  an  application  brochure 
with  an  evaluation  sheet  to  be  complet¬ 
ed  by  the  applicant’s  principal. 

The  recipient  of  the  scholarship  and 
the  Dean’s  office  of  Centenary  College 
must  send  a  report  after  each  semester 
to  the  conference  lay  leader  to  see  that 
a  high  enough  grade  average  is  main¬ 
tained  so  that  the  scholarship  may  be 
continued  for  another  semester.  In  ad¬ 
dition  to  grade  requirements,  the  re¬ 
ligious  and  outside  activities  of  each 
applicant  is  carefully  studied.  The  re¬ 
ligious  background  of  the  family  and 
their  financial  stature  is  also  considered 
in  choosing  recipients.  The  annual  tui¬ 
tion  at  Centenary  College  is  $1,500, 
which  means  that  a  $500.00  scholarship 
would  be  of  substantial  help. 

Each  district  in  the  conference  is  ap¬ 
portioned  the  sum  of  $250.00  per  year 
to  raise  for  this  layman’s  project.  The 
money  normally  comes  from  laymen’s 
groups  within  each  church,  such  as 
Methodist  Men,  Bible  Classes,  etc.,  plus 
funds  from  wills  and  bequests.  This 
special  Sunday,  January  22,  will  be  used 
by  the  church  lay  leaders  to  explain 
the  details  of  the  Scholarship.  No  funds 

(Continued  on  page  8) 


BISHOP  IVAN  LEE  HOLT 


METHODISTS  OF  THE  WORLD  are  mourn¬ 
ing  the  passing  of  Bishop  Ivan  Lee  Holt 
who  did  more  than  any  one  man  in  modem 
times  to  make  the  Methodists  of  the  world  one 
people.  If  there  was  one  among  us  who  deserved 
to  be  called  “Mr.  Ecumenicity,”  it  was  Bishop 
Holt.  During  last  summer's  meeting  of  the  World 
Methodist  Conference  it  was  obvious  that  the  con¬ 
sensus  of  persons  long  active  in  the  Methodist 
ecumenical  movement  was  that  he  was  largely 
responsible  for  the  very  existence  of  such  an 
organization. 

Before  he  was  elected  a  bishop,  he  became  the 
first  pastor  ever  elected  the  president  of  the 
Federal  Council  of  Churches  (predecessor  of  the 
National  Council  of  Churches),  and  he  was  quite 
active  in  the  World  Council  of  Churches. 

During  our  intense  study  of  the  backgrounds 
of  the  conversations  which  led  to  the  proposal  for 
merger  of  the  Methodist  and  the  Evangelical 
United  Brethren  churches,  it  was  quite  apparent 
that  the  seed  of  such  a  union  was  first  scattered 
by  the  hand  of  Bishop  Ivan  Lee  Holt.  In  fact,  we 
remember  someone’s  saying  years  ago  that  Bishop 
Holt  went  around  looking  for  someone  with  whom 
the  Methodists  could  unite.  Some  who  have  come 
in  recent  years  to  think  that  they  were  the  Holy 
Spirit’s  prime  agent  in  the  ecumenical  movement 
would  do  well  to  remind  themselves  that  Bishop 
Holt  was  in  there  “pitching  and  praying”  that  “we 
all  might  be  one”  long  before  they  knew  how  to 
spell  the  word  ecumenism. 


Bishop  Holt  was  truly  a  citizen  of  the  world, 
but  we  who  call  Arkansas  home  do  not  want  any 
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of  those  hundreds  of  thousands  of  friends  he  made 
around  the  world  to  forget  that  Arkansas  was  his 
native  state.  Although  his  global  ministry  took 
him  overseas  more  than  50  times,  he  was  never  too 
busy  or  too  far  from  home  to  talk  about  DeWitt, 
Ark.,  his  birthplace,  or  Fordyce,  Ark.,  where  he 
received  his  primary  and  secondary  education.  The 
polished  Christian  gentleman  in  every  situation, 
he  maintained  to  the  end  the  roots  of  his  home 
state.  He  taught  Greek  and  Latin  in  Pine  Bluff 
for  several  years  after  completing  his  college  edu¬ 
cation  at  Vanderbilt  University. 

He  was  one  of  eight  bishops  elected  at  the  last 
General  Conference  of  the  Methodist  Episcopal 
Church,  South  in  1938  in  Birmingham  and  was  an 
influential  force  in  the  molding  of  the  new  united 
church  in  the  Uniting  Conference  of  1939  and  the 
first  General  Conference  of  the  new  church  in 
1940.  He  served  six  years  as  bishop  in  Texas  and 
New  Mexico  and  12  years  as  head  of  the  Missouri 
Area  until  his  retirement  in  1956. 

Although  Arkansas  was  his  birthplace  and  the 
home  of  his  boyhood,  Missouri  was  his  ministerial 
home.  For  20  years  he  was  pastor  of  the  great  St. 
John’s  Methodist  Church  in  St.  Louis,  and  his 
name  became  synonymous  with  that  church.  His 
first  pastorate  was  also  in  St.  Louis,  at  University 
Methodist  Church.  Then  from  1911  to  1915  he  was 
pastor  of  Centenary  Methodist  Church,  Cape 
Girardeau.  From  1915  to  1918  he  served  on  the 
faculty  of  the  newly-organized  School  of  Theology 
at  Southern  Methodist  University. 

Bishop  Holt  served  as  president  of  the  World 
Methodist  Council  and  also  as  president  of  the 
Council  of  Bishops  of  The  Methodist  Church. 

Some  years  ago,  Bishop  Holt  was  described  in 
an  article  in  the  Christian  Advocate  as  a  man  who 
had  “the  whole  world  on  his  heart”  and  whose 
career  had  been  “lived  on  a  global  level.”  Certainly 
both  of  these  statements  were  true.  Surely  we  will 
not  be  accused  of  being  sacrilegious  if  we  say  there 
must  be  more  of  a  spirit  of  ecumenism  in  heaven 
than  there  was  before  Bishop  Holt  arrived. 

t 


The  Episcopal  Church’s  policy-making  Executive 
Council  has  refused  to  subsidize  the  Church’s 
voluntary  but  faltering  1966  Church  and  Race 
Fund  which  has  reached  only  $48,550  of  a  $100,- 
000  goal.  However,  the  Council  did  approve  the 
giving  of  three  legacies,  originally  designated 
for  work  among  Negroes  and  totaling  $8,691, 
to  the  work  of  the  Mississippi  Delta  Ministry  of 
the  National  Council  of  Churches. 
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A  WORD  FOR  THE  RETIRED  MEN 

Sometime  ago  we  were  riding  with  a 
retired  Methodist  minister  friend  and 
in  the  course  of  the  conversation  dis¬ 
covered  the  existence  of  a  situation 
about  which  we  feel  something  should 
be  done.  He  indicated  that  on  a  num¬ 
ber  of  occasions  he  had  filled  preach¬ 
ing  engagements,  some  of  which  re¬ 
quired  him  to  drive  some  distance  in 
his  own  car  and  that  in  none  of  these 
instances  had  there  been  any  arrange¬ 
ment  made  for  any  compensation,  not 
even  expense  money  for  his  car. 

Following  this  conversation,  we  have 
talked  with  several  other  of  our  re¬ 
tired  brethren  and  have  found  that  most 
all  of  them  have  had  similar  experien¬ 
ces.  This  is  an  injustice  that  ought  not 
to  prevail. 

All  of  our  retired  men  are  hunger¬ 
ing  for  the  opportunity  to  preach  as 
often  as  they  can.  However,  it  is  not 
fair  for  any  church  or  any  preacher  to 
call  on  them,  especially  if  it  involves 
travel,  without  making  some  arrange¬ 
ments  for  adequate  compensation. 

This  is  perhaps  not  something  the 
annual  conferences  would  need  to  take 
action  about,  but  surely  our  active  pas¬ 
tors  and  the  officials  of  our  local 
churches  will  not  let  this  practice  con¬ 
tinue  once  it  is  brought  to  their  at¬ 
tention. 

Our  retired  men  are  drawing  a  small 
pension  from  the  church,  but  let  us 
not  forget  that  this  is  for  past  service 
and  in  no  way  obligates  them  to  travel 
anywhere  and  everywhere  to  preach 
without  being  given  so  much  as  ex¬ 
pense  money.  Let  us  remember  that 
many  of  the  retired  men  are  driving  a 
car  that  they  will  expect  to  last  from 
"now  on.” 

These  men  all  love  to  preach  and 
they  will  travel  almost  anywhere  to  do 
it,  but  let’s  play  fair  with  them.. 

t 


Methodism’s  Advance  program  is 
big  business.  Gifts  during  1963-64 
totaled  more  than  $10  million  for 
projects  abroad  and  $9  million  for 
those  at  home. 
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Board  of  Education  seeks 
answer  to  declining  attendance 


Board  honors 
four  retirees 

NASHVILLE,  Tenn  —  Four  women 
who  have  given  a  total  of  134  years 
of  service  to  the  Methodist  General 
Board  of  Education  and  predecessor 
agencies  were  , honored  at  a  dinner  at 
the  annual  meeting  of  the  board.  They 
are  Miss  Elizabeth  Talbot,  Miss  Eliz¬ 
abeth  Brown,  Miss  Marion  C.  Arm¬ 
strong,  and  Mrs.  John  Q.  Schisler,  all 
of  Nashville. 

The  dinner  in  the  Dinkler-Andrew 
Jackson  Hotel  ballroom  on  Jan.  5  was 
the  closing  feature  of  the  three-day 
meeting  of  the  board,  which  has  its  na¬ 
tional  headquarters  here. 

Miss  Talbot  was  with  the  Board  of 
Education  and  predecessor  agencies  a 
total  of  45  years.  When  she  retired 
Oct.  1,  1966,  she  was  secretary  to  the 
top  executive  of  the  board  s  Division  of 
the  Local  Church. 

Miss  Brown  was  the  board’s  camp¬ 
ing  consultant  before  her  retirement 
Aug.  1,  1966.  She  served  32  years  with 
the  board  and  a  predecessor  agency. 

Miss  Armstrong,  who  retired  July 
29,  1966,  edited  Methodist  children's 
publications  31  years. 

When  Mrs.  Schisler  (formerly  Miss 
Freddie  Henry)  retires  Feb.  28,  1967, 
she  will  have  completed  26  years  with 
the  board  and  a  predecessor  board.  She 
has  been  an  editor  of  adult  publica¬ 
tions  for  many  years.  In  addition  to 
the  26  years  with  the  board,  she  was 
for  ten  years  professor  of  religious  edu¬ 
cation  at  Scarritt  College  here. 


NASHVILLE,  Tenn.  —  Haunted  an¬ 
other  year  by  the  denomination  s  de¬ 
clining  Sunday  school  attendance,  the 
Board  of  Education  of  The  Methodist 
Church  had  its  annual  meeting  here 
Jan.  3-5. 

Bishop  O.  Eugene  Slater,  San  Anton¬ 
io,  Texas,  president  of  the  Board  of 
Education,  said  the  board  is  disturbed 
about  the  continuing  decline,  and  he 
called  for  creative  analysis,  thoughtful 
planning,  and  bold  action  to  get  at 
the  roots  of  the  problems  and  improve 
the  situation. 

When  the  statistics  are  compiled  for 
1966,  further  declines  in  attendance  at 
Sunday  morning  classes  will  be  evident. 
Dr.  Howard  M.  Ham,  Nashville,  new 
general  secretary  of  the  board's  En¬ 
vision  of  the  Local  Church,  said  in 
his  annual  report. 

Average  Sunday  school  attendance  in 
1965  was  3,623,471  as  compared  to 
3,713,675  in  I960,  Bishop  Slater  said. 

’  Some  other  denominations  are  having 
similar  declines  and  possible  reason  for 
the  declines  have  been  suggested,  but 
this  should  not  lessen  concern  about 
the  situation,  Bishop  Slater  and  Dr. 
Ham  agreed. 

Even  when  it  is  granted  that  Sunday 
morning  classes  are  only  a  part  of  the 
total  educational  activity  of  a  local 
church,  the  picture  is  still  not  bright, 
said  Dr.  Ham. 

He  reported  that  a  year-long  study  of 
61  Methodist  churches  revealed  "a  dis¬ 
tressingly  low  investment  of  total  time 
by  the  total  congregation  in  all  educa¬ 
tional  work.” 


Alongside  the  declining  Sunday 
school  attendance  is  a  six  per  cent  de¬ 
crease  in  average  quarterly  circulation 
of  Methodist  church  school  literature 
in  the  1965-66  year,  after  a  record  high 
in  1964-65.  The  latest  circulation  figures 
is  7,317,807  for  the  Sept.-Oct.-Nov. 
quarter  of  1966. 

"Circulation  trends  are  often  puz¬ 
zling  and  never  more  so  than  at  the 
present  time,”  said  Dr.  Henry  M.  Bul¬ 
lock,  Nashville,  general  secretary  of  the 
board’s  Editorial  Division. 

"This  decrease  is  found  in  all  depart¬ 
ments,”  Dr.  Bullock  continued.  '  The 
drop  in  children's  publications  and  The 
Christian  Home  may  be  a  natural  set¬ 
tling  down  following  intensive  promo¬ 
tion  and  the  first  enthusiastic  ordering 
in  the  fall  of  1964.  Possibly  adult  and 
youth  publications  may  be  down  be¬ 
cause  of  the  imminent  introduction  of 
new  materials.” 

Bishop  Slater  mentioned,  in  addition 
to  decreasing  Sunday  school  attendance, 
three  other  "disturbing  factors  for  the 
board  and  the  church — the  denomina¬ 
tion’s  "poor  stewardship  record,  not 
enough  progress  in  human  relations, 
and  the  indication  that  in  some  church¬ 
es  persons  have  little  opportunity  to 
raise  live,  relevant  questions  with  their 
pastors  and  Sunday  school  teachers. 

The  board  president  also  pointed  out, 
however,  that  there  are  in  Methodism 
many  heartening  examples  of  Christian 
education  at  its  best. 

"There  are  local  churches  in  every 
annual  conference,”  he  said,  "wherein 
a  strong  and  creative  program  of  Chris¬ 
tian  education  engages  the  people  in 
the  whole  of  society  as  Christians  and 
reveals  what  the  church  really  is  and 
what  it  is  called  to  do.” 

"This  is  no  time  to  be  discouraged," 
Bishop  Slater  declared,  and  he  ex¬ 
pressed  hope  that  the  board  s  Call  for 
a  New  Day  in  Christian  Education” 
will  change  the  picture  for  the  better. 
The  "New  Day"  is  a  many-faceted  pro¬ 
gram  in  which  the  board  is  making 
extensive  efforts  to  improve  the 
church's  total  educational  ministry. 

A  report  for  the  board’s  Division  of 
Higher  Education  was  made  by  Dr. 
Myron  F.  Wicke,  Nashville,  gen¬ 
eral  secretary  of  the  division.  He  re¬ 
ported  the  following: 

— Methodist-related  universities  en¬ 
rolled  in  1965-66  about  85,000  students. 
These  schools  will  probably  show  an  in 
erease  of  eight  per  cent  in  the  present 
academic  year  over  the  previous  year. 
Methodist  junior  and  senior  colleges  are 
currently  enrolling  99,294  students,  an 
increase  of  about  5.6  over  the  previous 
year. 

— In  the  year  1965-66,  The  Method¬ 
ist  Church  through  its  annual  confer¬ 
ences  gave  $18,474,107  for  its  schools, 
colleges,  and  Wesley  Foundations.  This 
was  three  times  the  amount  given  in 
1956  and  almost  $1,000,000  more  than 
1964-65. 

In  1965-66  The  Methodist  Church 
loaned  $1,104,825  to  2,835  Methodist 
students.  It  granted  5 66  National  Meth¬ 
odist  Scholarships  and  48  graduate 
awards  totaling  $319,583. 

The  board  passed  a  resolution  ask¬ 
ing  those  in  the  church  who  will  do 
the  preliminary  planning  for  a  possible 


DAILY  BIBLE  BEADING 
Below  la  a  schedule  for  the 
Daily  Bible  Beading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Jan.  22 — Sunday  .  Acts  10:1-8 


Jan.  23  . Acts  10:9-33 

Jan.  24  . Acts  12:WI 

Jan.  25  .  Romans  8:22-39 

Jan.  26  .  Ephesians  3:1-21 

Jan.  27  .  Ephesians  6:1-24 

Jan.  28  . Philippians  4-1-23 


Jan.  29 — Sun. . Colossians  4:1-18 


“Good  News”, 
unofficial  journal 
will  be  launched 

A  new  magazine  is  being  published 
by  evangelical-minded  Methodists.  The 
first  issue  of  "Good  News"  will  be 
off  the  press  by  February  1,  1967. 

The  48-page  publication  contains 
articles  by  15  Methodist  ministers  and 
laymen  from  13  different  states.  Its 
purpose,  states  the  magazine's  sub-title, 
is  to  provide  "  a  Forum  for  Scriptural 
Christianity  Within  The  Methodist 
Church." 

The  lead  article,  written  exclusively 
for  "Good  News”  by  Los  Angeles  Bish¬ 
op  Gerald  Kennedy,  is  "The  Evangel¬ 
icals’  Place  in  The  Methodist  Church 
Today.”  Other  articles  include:  "What 
Is  The  Church?”  "Wanted:  A  Stricter 
Membership  Standard,”  "We  Go  Out 
Two-by-Two  To  Win  Them  One-by- 
One,”  "Books  To  Help  You,"  "We 
Have  1300  Ministers,"  "Have  We  Tak¬ 
en  Our  Eyes  Off  Of  Jesus?”,  "A  Pro¬ 
posed  Methodist  Prayer  Crusade," 
"Preaching  From  Our  Articles  of  Re¬ 
ligion,"  and  "A  Methodist  View  of  the 
Berlin  Conference  on  Evangelism.” 

The  first  issue  of  the  new  magazine 
will  publish  two  new  hymns:  "God  Is 
Not  Dead,”  a  modern  affirmation  of 
faith  in  song  and  "On  This  Day  of 
Confirmation”  writen  for  Confirmation 
Sunday. 

Editor-publisher  of  the  new  magazine 
is  the  Rev.  Charles  W.  Keysor,  min¬ 
ister  of  Grace  Methodist  Church,  Elgin, 
Ill.  Mr.  Keysor  worked  15  years  as 
a  journalist  before  his  conversion  and 
went  on  to  become  a  managing  editor 
of  Together  Magazine.  He  received  his 
theological  degree  at  Garrett  Theolog¬ 
ical  Seminary. 

Costs  of  the  new  publication  are 
being  underwritten  by  pastors  and  lay¬ 
men  who  feel  the  need  for  a  contem¬ 
porary  periodical  expressing  the  his¬ 
torical  view  of  Methodism.  Interest  was 
kindled  as  a  result  of  Rev.  Keysor’s 
article,  "Methodism's  Silent  Minority," 
in  the  July  14,  1966  Christian  Advocate, 
a  national  magazine  for  Methodist  min¬ 
isters. 

Widespread  response  fronv,  pastors 
and  laymen  throughout  the  United 
State  led  to  the  development  of  “Good 
News." 


A  man’s  religion  should  suggest  his 
behavior  behind  a  steering  wheel. 


1968-72  quadrennial  program  to  con 
sider  the  development  of  family  min 
istry  as  one  of  the  emphases. 


MONTREAL  -  Construction  of  pavilions  for  Expo ' 67,  the  world's  fair 
to  highlight  Canada’s  centennial  celebrations,  was  reported  on  schedule 
on  lie  Notre-Dame,  one  of  the  three  big  islands  facing  Montreal.  Among 
the  structures  is  the  Christian  Pavilion  (sharp-pitched  roof,  second 
pavilion  down  from  bridge  on  left  side),  being  sponsored  by  Catholic, 
United,  Anglican,  Presbyterian,  Lutheran,  Baptist  and  Greek  Orthodox 
Churches.  Through  photography  and  sound,  the  exhibit  will  dramatize 
the  theme,  ‘‘Man  and  His  World.”  Expo '67  is  to  open  officially  on 
April  28,  1967.  (RNS  Photo) 
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50  preachers  from  Baton  Rouge  District  gathered  at  First  Church,  Baton  Rouge, 
for  business  and  fellowship,  Monday,  January  9th.  Special  consideration  was 
given  to  the  Conference  Evangelism  Program.  (An  all-day  retreat  at  Camp 
Istrouma  is  scheduled  for  February  28).  At  right,  Dr.  Bentley  Sloane,  district 
superintendent,  is  shown  distributing  1967-68  Conference  apportionments. 
At  left  group  reaction  is  captured  on  film  of  Dr.  and  Mrs.  Sloane's  new  Pola¬ 
roid  (Christmas  gift). 


FORMER  MISSIONARY 
RECEIVES  MARYLAND 
APPOINTMENT 

The  Rev.  Kenneth  S.  Jones,  for  the 
past  five  years  director  of  Washington 
Area  Methodist  Information,  and  a 
former  missionary  to  the  Republic  of 
Congo,  has  been  appointed  pastor  of 
the  Faith  Methodist  Church,  Rockville, 
Maryland,  according  to  an  announce¬ 
ment  by  Bishop  John  Wesley  Lord  of 
the  Washington  Area,  who  made  the 
appointment.  Mr.  Jones  will  assume  his 
new  duties  on  February  1. 

Returning  to  the  Congo  in  1961,  after 
a  year’s  furlough  in  the  United  States, 
Mr.  Jones  and  his  family  were  evac¬ 
uated  during  the  Katanga-tJnitedNa- 
tions  war  in  December,  1961.  After 
several  weeks  of  waiting  in  Rhodesia 
for  changing  conditions  in  the  Congo, 
the  family  was  returned  to  this  country, 
where  Bishop  Lord  appointed  Mr.  Jones 
to  the  Methodist  Information  post. 

Married  to  the  former  Edlea  Janice 
Kelly  of  New  Orleans,  La.,  the  Joneses 
have  three  sons,  Jeffrey,  15,  Bruce,  12; 
and  Kelly,  7. 

t 

Christian  martyrs  have  been  called 
the  “seed  of  the  church.”  This  will  not 
save  a  church,  however,  that  neglects 
its  nursery  and  its  young  parents. 


Bibles  Appreciated 

Walter  P.  Harris,  treasurer  of 
Greater  New  Orleans  Bible  Commit¬ 
tee,  delivered  to  Gov.  John  McKeith- 
en  a  leatherbound  gold-edged  Bible 
for  New  Year’s.  Each  of  the  gov¬ 
ernor’s  more  prominent  co-workers 
also  received  a  Bible. 

Harris  is  an  executive  of  Brown's 
Velvet  Dairy  Products,  Inc.,  and  an  out¬ 
standing  layman  in  Carrollton  Method¬ 
ist  Church  and  New  Orleans  Method¬ 
ist  District,  also  active  in  many  civic 
affairs. 

Arlene  Christian  Hawkins  of  the  Bi¬ 
ble  committee  says  that  thank-you  notes 
are  pouring  in  from  the  governor  and 
his  aides.  Jack  P.  F.  Gremillion,  state 
attorney  general,  wrote  that  he  and  his 
wife  Doris  will  always  display  their 
Bible  proudly  in  their  personal  library. 
G.  C.  Aycock,  lieutenant  governor, 
wrote  that  he  is  keeping  his  Bible  on 
his  desk,  "to  be  ready  for  use  at  all 
times.” 

On  Greater  New  Orleans  Bible  Com¬ 
mittee  beside  Harris  and  Mrs.  Hawkins 
are  Alfred  L.  Hanson,  Milton  Van  Man- 
nen,  Mrs.  Jefferson  Ruck,  Mrs.  William 
P.  Zeller,  Dr.  John  R.  Potter,  Walter 
P.  Harris,  the  Rev.  W.  Ronsaville,  the 
Rev.  William  P.  Richardson,  the  Rev. 
B.  A.  Galloway  and  Claude  "Monk” 
Simons. 


Bishop  Holt 
dies  in  Atlanta 

Funeral  services  were  held  January 
14  in  St.  John  Methodist  Church,  St. 
Louis,  for  Bishop  Ivan  Lee  Holt  who 
died  in  Atlanta,  January  12  at  the 
age  of  81.  A  native  of  Arkansas,  Bish¬ 
op  Holt  had  been  retired  since  1956. 

Born  at  DeWitt,  Ark.,  January  9, 
1886,  he  was  graduated  from  the  For- 
dyce,  Ark.  Training  School  and  earned 
his  A.B.  degree  at  Vanderbilt  Univer¬ 
sity.  From  1904  to  1907  he  taught 
Greek  and  Latin  at  the  Stuttgart,  Ark. 
Training  School. 

He  received  a  doctorate  in  Old  Tes¬ 
tament  languages  at  the  University  of 
Chicago  and  was  a  member  of  Phi  Beta 
Kappa,  scholarship  fraternity. 

Bishop  Holt  gained  worldwide  rec¬ 
ognition  as  a  scholar  and  as  a  pioneer 
among  Methodists  in  the  ecumenical 
movement.  Long  a  champion  of  Pro¬ 
testant  union  in  America,  he  once  said 
that  his  ultimate  hope  was  to  see  Prot¬ 
estantism  speak  with  one  great  voice 
on  world  issues. 

He  was  elected  and  consecrated  a 
bishop  in  1938  at  the  last  General 
Conference  of  the  Methodist  Episcopal 
Church,  South.  He  served  first  as  resi¬ 
dent  bishop  of  the  Dallas  Area,  and  in 
1944  became  episcopal  head  of  the  St. 
Louis  Area  which  he  served  until  the 
time  of  his  retirement. 

He  is  survived  by  his  wife,  one  son, 
Judge  Ivan  Lee  Holt,  Jr.  of  St.  Louis, 
and  a  grandson. 


egotism 
We  want  to  walk 
on  the  water,  Lord; 

Act  of  no  actual  service 
to  any  man — 

But  terribly  grand 
For  the  self-esteem. 

Don’t  ask  us  to  feed 
the  multitudes: 

Our  hands  might  suddenly 
Smell  of  fish, 

And  crumbs  would  catch 
In  our  trouser  cuffs. 

— Marjorie  Lou  Stump 
(Methodist  Recorder, 
December  15,  1966)  < 
t 


Shreveport  Dist. 
Evangelism  Rally 

Methodists  of  the  churches  of  the 
Shreveport  District  will  join  in  a  prayer 
service  on  Saturday,  January  21,  in 
preparation  for  the  District  Evangel¬ 
ism  Rally  in  First  Methodist  Church, 
Shreveport,  January  22. 

The  prayer  service  will  be  held  at 
7:00  p.m.  Saturday  in  Couch  Chapel 
in  First  Church,  and  the  leader  will  be 
Dudley  Snow,  district  lay  leader.  Dr. 
Lawrence  Lacour  of  the  General  Board 
of  Evangelism,  speaker  for  the  Sunday 
rally,  will  be  present  for  the  Saturday 
prayer  service. 

Special  music  for  the  Sunday  rally 
will  be  furnished  by  a  combined  choir 
from  the  Shreveport  churches  under  the 
direction  of  Mrs.  DeLee  of  Bossier  City 
with  Mrs.  Anne  Hagens  of  Shreveport 
as  soloist. 

Deane  Flett,  publicity  director  for 
the  district,  says,  "Methodists  and  all 
interested  citizens  are  invited  to  both 
the  prayer  meeting  and  the  Sunday 
afternoon  rally.” 

t 


VICTORY  DAY 
AT  RINGGOLD 

A  "Victory  Day”  program  was  held 
at  the  Ringgold  Methodist  Church,  Suit-' 
day,  January  8.  The  church  had  received 
enough  contributions  at  its  annual 
Christmas  tree  to  complete  the  pay¬ 
ments  on  the  church  building. 

The  structure  was  completed  eight 
years  ago  and  each  year  since  that  time 
members  and  friends  have  made  dona¬ 
tions  to  the  building  fund  in  a  spe¬ 
cial  offering  at  Christmas.  The  first 
service  was  held  in  the  sanctuary  on 
Thanksgiving  Day,  1958. 

This  year’s  offering  totaled  approxi¬ 
mately  $4,500  to  complete  the  payments 
and  leave  a  surplus  in  the  fund.  The 
building  has  a  valuation  of  $78,976. 

The  Rev.  Roy  Grant  is  serving  his 
11th  year  as  pastor  of  the  Ringgold 
Church.  Service  of  Dedication  is 
planned  for  the  near  future. 


Three  New  Orleans  District  ministers  discuss  proposed  evangelism  campaign 
at  January  9th  monthly  preachers'  meeting.  They  are  (left  to  right):  the 
Reverends  Luther  Booth,  St.  Matthew’s;  Ray  Branton,  Aurora;  and  Clyde 
Clark,  First  Church.  Preacher  Branton  was  chairman  of  a  committee  to  study 
the  conference  proposal  and  make  recommendations  for  district  participation. 
Talks  were  made  by  Dr.  Luman  Douglas,  Area  director,  and  Miss  Georgia 
Daily,  director  of  Methodist  Information.  (Ml  Photo) 


Ministers  of  the  Louisiana  Conference,  who  were  Admitted  on  Trial  25  years 
ago,  met  recently  at  the  Reily  Memorial  University  Church  to  celebrate.  The 
Rev.  Carl  Barham  was  elected  chairman  to  plan  the  30th  anniversary.  The 
ftev.  Luther  Booth  presided  over  the  program.  Those  present  were  the  fol¬ 
lowing  ministers  and  wives:  Carl  Barhams,  W.  D.  Boddies,  Luther  Booths, 
jack  Cookes,  B.  A.  Galloways,  William  Irvings  and  Edwin  Sylvests.  Unable 
to  attend  were:  The  James  Ailors,  Mrs.  Van  Carter,  Douglas  Jacksons,  Cle¬ 
burne  Quaids,  John  Sewells,  Eskel  Tatums  and  Jack  Wilkes’. 
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E  W  S 
OTES 

THE  REV.  MARK  LOWER,  executive 
secretary  of  the  Louisiana  Moral  and 
Civic  Foundation,  with  offices  in  Bat¬ 
on  Rouge,  was  guest  speaker  at  the 
morning  worship  service  in  Springhill 
Methodist  Church,  Jan.  1.  The  Rev. 
Loyd  E.  Williams,  pastor,  is  a  member 
of  the  State  Board  of  Trustees  of 
L.M.C.F. 

GOLDEN  MEADOW  CHURCH  at 
Galliano  presented  85  persons  in  four 
choirs  in  story  and  song  of  the  Christ¬ 
mas  season,  Dec.  18.  Virgil  Swift  di¬ 
rected  the  Adult  Choir,  and  George 
Perry  directed  the  Kindergarten,  the 
Primary,  and  the  Youth  Choirs.  Mrs. 
Robert  Miller  was  the  organist.  Mrs. 
Dallas  Hunter  served  as  director  of  the 
entire  program.  A  fellowship  supper 
followed  the  program,  attended  by  over 
200.  The  pastor  is  the  Rev.  Robert  R. 
Miller. 

McGUIRE  CHURCH,  WEST  MON¬ 
ROE,  had  special  services  on  New 
Year’s  Eve  and  New  Year’s  Day.  A 
time  for  meditation,  prayer  and  com¬ 
munion  was  arranged  for  Saturday  eve¬ 
ning  by  members  of  the  Worship  Com¬ 
mittee  and  the  pastor,  the  Rev.  Alvin 
Smith.  At  the  Student  Recognition  Ser¬ 
vice  Sunday  morning,  the  pastor’s  mes¬ 
sage  was  "The  Renewed  Life.”  College 
students  participating  were:  Steven 
Payne,  Linda  Traweek,  Gene  Cheek, 
William  Watkins,  Dennis  Terry,  and 
Louis  Pylant.  Also  Joyce  Bearden  who 
spoke  on  the  work  of  the  Wesley  Foun¬ 
dation  on  the  college  campus. 

"ANTEBELLUM  HOMES  of  Louis¬ 
iana”  was  the  subject  for  the  adult 
fellowship  program  of  the  MSEF  Hour 
at  Mangum  Memorial  Church,  Shreve¬ 
port,  on  Jan.  8.  Mrs.  C.  K.  Carter, 
district  director  of  the  North  Louisiana 
Tourist  Development  Commission,  pre¬ 
sented  the  program  which  was  illustrat¬ 
ed  with  color  slides.  The  Rev.  Ralph 
Cain  is  pastor  at  Mangum. 

AN  AUDIO  VISUAL  LIBRARY  has 
been  started  at  the  Claiborne  Church 
of  West  Monroe  by  Mr.  and  Mrs. 
Frank  Winberley.  The  first  film  was 
given  in  memory  of  Mr.  Hebert,  father 
of  Mrs.  Hugh  Shields;  of  Mrs.  Gaskins, 
mother  of  Mrs.  David  Bryan,  and  of 
Mrs.  Eva  Grant,  mother  of  Mrs.  J.  M. 
Walker.  The  Rev.  E.  W.  Sandel  is 
pastor. 

A  TRAINING  SCHOOL  FOR  LAY 
speakers  is  in  progress  on  Tuesday  eve¬ 
nings  in  First  Church,  Pineville,  for 
interested  laymen  of  the  Alexandria 
District.  Dr.  Charles  E.  Palmer,  pro¬ 
fessor  of  Special  Education  at  North¬ 
western  State  College,  Natchitoches,  is 
the  teacher.  The  course  will  conclude 
on  Feb.  14.  Host  pastor  is  the  Rev. 
Earl  B.  Emmerich. 

ED  KILBORNE,  young  folk  singer, 
returned  by  popular  demand  to  enter¬ 
tain  and  give  his  personal  Christian 
testimony  for  youth  of  First  Church, 
Shreveport,  Jan.  8.  Eighty-one  MYFers 
of  First  Church  attended  the  planning 
retreat  during  the  holidays. 


HAYNESVILLE  FIRST  CHURCH  will 
have  Dr.  George  Ivey,  pastor  of  First 
Methodist  at  Camden,  Ark.,  as  guest 
speaker  during  the  revival  scheduled 
for  Jan.  22-27.  Dr.  Ivey  is  a  former 
associate  pastor  of  Noel  Memorial 
Church  in  Shreveport.  The  Haynesville 
pastor  is  the  Rev.  A.  G.  Taylor. 

THE  NORTH  BATON  ROUGE 
Church  featured  as  guest  speaker  at  the 
churchwide  study  on  Jan.  8,  James  Fox, 
LSU  graduate  student  in  sociology.  The 
Rev.  Larry  Pliemann,  former  missionary 
to  the  Congo  and  now  associate  at 
First  Church,  Baton  Rouge,  is  sched¬ 
uled  to  speak  on  Jan.  29.  The  Rev. 
Beverly  E.  Bond  is  the  pastor. 

WELSH  FIRST  CHURCH  is  offering 
the  Moviecourse  "Theology  for  the 
Layman”  for  eight  consecutive  Sunday 
evenings,  beginning  Jan.  22.  The  30- 
minute  films  will  deal  with  the  sub¬ 
jects:  God,  The  Bible,  Faith,  Man,  Sin, 
Salvation,  The  Church,  Baptism,  and 
The  Lord's  Supper.  The  Rev.  Oakley 
Lee  is  pastor. 

THE  REV.  PHILIP  WOODLAND, 
pastor  of  St.  Luke’s  Church  in  New 
Orleans,  was  the  speaker  at  the  open¬ 
ing  session  of  the  "Affluence  and  Pov¬ 
erty”  study  in  St.  Paul  Church,  New 
Orleans,  Jan.  8.  The  Rev.  Albert  S. 
Hurley  is  pastor. 

THE  REV.  WILLIAM  CHEYNE,  di¬ 
rector  of  the  Advance  for  Spanish 
Speaking  Work  in  San  Antonio,  Texas, 
was  the  speaker  in  Noel  Memorial 
Church,  Shreveport,  Jan.  8.  He  spoke 
following  a  fellowship  supper,  begin¬ 
ning  the  churchwide  mission  study.  Dr. 
Sam  Nader  is  pastor. 


THE  INTERRACIAL  DIALOGUE 
Group  of  New  Orleans  will  meet  in 
St.  Mark  Methodist  Church,  Tuesday, 
Jan.  24,  at  7:30  p.m.  The  group  met 
Dec.  29  in  Philip  Memorial  Methodist 
Church. 

DR.  CLYDE  L.  ROUGEOU,  president 
of  the  University  of  Southwestern  Lou¬ 
isiana,  was  guest  speaker  for  Methodist 
Men  of  Ashbury  Church,  Lafayette,  on 
Jan.  3.  The  Rev.  George  W.  Ross  is 
pastor. 

GIDEON  REPRESENTATIVE,  Dr.  W. 
C.  Buchanon  of  Northeast  State  Col¬ 
lege  in  Monroe,  will  bring  the  morn¬ 
ing  message  in  First  Church,  West 
Monroe,  Jan.  22,  as  Charles  Chisholm 
resides.  At  the  evening  service  Dr.  H. 

.  Johns  will  preach  and  Cecil  McCon¬ 
nell  will  preside.  Dr.  Luman  Douglas 
and  the  Rev.  Falcon  Hearne  preached 
on  Jan.  15.  The  Rev.  Kenneth  Mc¬ 
Dowell,  pastor,  is  attending  St.  Paul 
School  of  Theology,  Kansas  City,  dur¬ 
ing  January. 

THE  REV.  JAMES  W.  JONES,  asso¬ 
ciate  pastor  of  St.  Matthew’s  Church 
in  New  Orleans,  brought  the  messages 
during  the  noon  hour  at  The  Church 
House  for  the  Greater  New  Orleans 
Federation  of  Churches  during  the  week 
of  Jan.  2. 

MILTON  BERGLAS,  director  of  the 
literature  program  at  Orleans  Parish 
Prison,  spoke  on  "Prison  Rehabilita¬ 
tion"  at  the  Jan.  8  meeting  of  the 
Singleaires  of  First  Church,  New  Or¬ 
leans.  This  church  noted  that  Christ¬ 
mas  Day  visitors  in  the  church  were 
from  16  states.  The  Rev.  Clyde  S. 
Clark  is  pastor. 


The  Rev.  Oliver  Neal,  pastor  of  the  Indian  Methodist  Church,  Tolihina,  Okla. , 
spoke  in  the  Wynn  Memorial  Church  at  Shreveport  on  Sunday  morning,  Jan.  8,  at  the 
opening  session  of  the  churchwide  study.  At  left  is  the  Rev.  Ira  A.  Love,  pastor,  and 
choir  director  R.  Glenn  Moon  is  seated  at  the  right. 


Leaders  of  the  evening  session  for  the  Wynn  Memorial  mission  study  were  the  Rev. 
Ira  A.  Love,  pastor,  the  Rev.  Oliver  Neal,  pastor  of  Indian  mission  church,  Mrs.  J.  R. 
Britton,  Mrs.  W.  F.  Baucum,  and  Mrs.  E.  M.  Broome. 


Tunica  Church  children  and  youth  are  pictured  at  rehearsal  for  the  Christma 
program.  Mrs.  L.  W.  Bunch  is  superintendent  of  the  church  school.  The  Rev.  Te 
Smith  is  pastor. 


HENRY  LIBERSAT 
AT  LAFAYETTE  STUDY 
The  First  Methodist  Church  at  Lafay¬ 
ette  started  the  School  of  Missions  Sun¬ 
day,  January  8.  The  School  will  be  held 
for  the  next  four  Sundays  in  January 
(8-29).  . 

Henry  Libersat,  Jr.,  editor  of  the 
Southwest  Louisiana 
Register,  the  offi¬ 
cial  newspaper  of 
the  Diocese  of  La¬ 
fayette.  Mr.  Liber¬ 
sat  will  show  slides 
and  present  a  com¬ 
mentary  on  "Pover¬ 
ty  in  the  Lafayette 
Area.”  The  School 
of  Missions  will  al¬ 
so  feature  a  fellowship  snack,  discus¬ 
sion  groups  following  the  presentation 
with  a  worship  service  on  the  theme 
of  the  Mission  Study  "Affluence  and 
Poverty.”  _  _ 

Other  features  of  the  school  will  be 
a  play  entitled  “Two  in  a  Trap.”  A 
panel  discussion  on  the  "Puzzles  of 
Poverty”  will  feature  representatives 
from  the  welfare  department  and  rep¬ 
resentatives  from  the  controversial  Aca- 
dania  Nuff.  The  final  night  will  have 
a  symposium  entitled  "What  the 
Church  is/should  be  doing.”  Mrs.  W. 
F.  Atkinson  and  Mrs.  James  L.  Stovall 
are  co-chairman  of  the  school.  Mrs. 
George  Thomas  is  the  chairman  of  the 
Commission  on  Missions  and  many  oth¬ 
ers  have  involved  themselves  in  the 
plans  and  preparation. 

JOE  CARLISLE  was  the  speaker  when 
Student  Recognition  Day  was  observed 
in  Broadmoor  Church  at  Shreveport. 
Open  House  for  college  students  was 
held  at  the  parsonage,  the  Rev.  and 
Mrs.  Robert  B.  Crichlow,  hosts. 


CHARLES  CRENSHAW,  local  minis¬ 
terial  student,  was  the  speaker  at  Stu¬ 
dent  Recognition  services  in  Houma 
First  Church.  After  the  evening  ser¬ 
vice,  Open  House  was  held  at  the  par¬ 
sonage,  the  Rev.  and  Mrs.  A.  Jerome 
Cain,  hosts. 

THE  SEVIER  MEMOIRIAL  MYF  of 
Ferriday  held  a  retreat  at  the  Interna¬ 
tional  Paper  Company  Camp  on  Work¬ 
man’s  Bayou,  Dec.  30-31.  The  Rev. 
Jerry  A.  Means  is  their  pastor. 


Mr.  and  Mrs.  J.  A.  Kirkpatrick  on 
their  60th  wedding  anniversary. 

J.  A.  KIRKPATRICKS’ 

60th  WEDDING  ANNIVERSARY 
Mr.  and  Mrs.  J.  A.  Kirkpatrick  cele¬ 
brated  their  60th  wedding  anniversary 
on  Dec.  26  at  their  home  church  of 
Christie’s  Chapel,  Camden  District, 
where  they  have  been  members  all 
these  years.  Five  of  their  nine  chil¬ 
dren,  most  of  their  31  grandchildren, 
several  great-grand-children,  and  many 
friends  and  relatives  were  present.  A 
daughter  is  married  to  the  Rev.  L.  Gray 
Wilson,  pastor  of  the  First  Methodist 
Church  at  Coushatta,  La. 
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The 

Sunday  School  Lesson 


By:  Alfred  A.  Knox 


LESSON  FOR  JANUARY  29:  Christ’s  Mission 
and  Our’s. 

BACKGROUND  SCRIPTURE:  Luke  9  through  Iff. 

MEMORY  SELECTION:  Whoever  would  save  his 
life  will  lose  it;  and  whoever  loses  his  life 
for  my  sake,  he  will  save  it.  (Luke  9:24) 

AIM  OF  THE  LESSON:  To  help  adults  under¬ 
stand  that  the  formula  given  by  Jesus  for 
success  was  a  sound  one;  to  help  them  under¬ 
stand  that  there  is  a  redemptive  power  in 
suffering  which  is  an  essential  part  of  Chris¬ 
tian  witness. 

We  are  discovering  in  this  series  of  lessons 
on  Luke  that  there  is  so  much  material  in  each 
portion  of  background  scripture  that  it  is  barely 
possible  to  outline  all  that  is  contained  therein. 
For  this  reason,  we  are  selecting  not  more  than 
three  essential  points  each  week  in  the  hope 
that  you  are  reading  all  of  the  material  outside 
the  class. 

In  the  ninth  and  tenth  chapters  we  have 
the  disciples  returning  from  their  first  missions 
on  their  own.  When  they  returned  they  reported 
on  their  work  to  Jesus.  He  and  the  disciples 
retreated  to  Bethsaida — probably  for  a  kind  of 
staff  meeting  so  that  he  might  evalute  their  work 
with  them.  But  such  large  crowds  followed  them 
that  no  such  retreat  was  possible.  However,  the 
crowds  were  an  indication  that  the  mission  and 
ministry  of  the  disciples  had  been  successful. 

This  mission  of  “the  twelve”  was  then  fol¬ 
lowed  by  a  more  ambitious  one — the  mission  of 
“the  seventy”  who  went  out  “two  by  two,  into 
every  town  and  place  where  he  himself  was  about 
to  come.”  This  mission  was  also  a  successful  one, 
for  we  are  told  that  the  seventy  returned  with 
joy.  (10:17) 

A  study  of  chapters  9  and  10  could  include 
the  instructions  to  “the  twelve,”  Herod’s  ques¬ 
tion  of  the  identity  of  Jesus  (9:7-9),  the  feeding 
of  the  multitude  (9:13-17),  Peter’s  confession 
(9:18-21),  the  message  on  saving  and  losing  life 
(9:23-25),  the  Transfiguration  (9:28-36),  the 
argument  as  to  which  disciple  should  be  great¬ 
est,  the  conditions  of  discipleship  (9:57-62),  the 
mission  of  the  seventy  (10:1-24),  the  Parable  of 
the  Good  Samaritan  (10:25-37),  and  the  story  of 
the  hospitality  in  the  home  of  Mary  and  Martha 
(10:38-42).  However,  since  we  could  not  possibly 
cover  all  these  in  a  single  lesson,  we  will  take 

a  look  at  only  three  of  them. 

*  *  * 

“WHO  DO  MEN  SAY  THAT  I  AM?” 

One  of  the  first  things  Jesus  asked  of 
the  twelve  when  they  returned  from  their  mis¬ 
sion  was  what  people  were  saying  about  him. 
“Who  do  the  people  say  that  I  am?”  (9:18) 
This  was  no  idle  question  from  a  self-centered 
publicity  seeker.  Jesus  needed  this  information 
in  order  that  he  might  know  the  status  of  his 
mission  and  his  Messiahship.  Perhaps  he  longed 
to  know  that  there  was  an  increasing  number 
who  shared  his  idea  of  his  mission.  He  knew 
that  his  idea  was  not  that  of  the  popular  picture 
of  Messiah.  The  Jewish  people  believed  in  a 
Messiah  who  would  lead  them  in  the  conquest  of 
their  enemies.  This  one  would  be  strong  and  in¬ 
vincible  and  could  not  possibly  experience  death: 
and  suffering, 

Jesus  could  not  see  himself  as  such  a  warrior- 
leader  as  described  by  the  second  Psalm,  “Them 
shalt  break  them  with  a  rod  of  iron;  thou  shalt 


dash  them  in  pieces  like  a  potter’s  vessel.”  Rath¬ 
er,  he  knew  that  he  must  assume  the  role  of 
the  “suffering  servant”  of  Isaiah  53;  “Surely  he 
hath  borne  our  griefs  and  carried  our  sor¬ 
rows.  .  .  .” 

He  hoped  the  common  people  would  recognize 
him  as  the  promised  deliverer,  once  they  came 
clearly  to  see  the  things  he  stood  for.  In  this  he 
was  disappointed;  the  people,  though  they  re¬ 
garded  him  as  a  man  of  prophetic  stature,  were 
not  seeing  him  as  their  Messiah.  The  disciples 
reported  that  they  were  calling  him  “John  the 
Baptist,  but  some  say,  Elias;  and  others  say, 
that  one  of  the  old  prophets  is  risen  again.”' 
(9:19) 

*  #  * 

“BUT  WHO  SAY  YE  THAT  I  AM?” 

Then,  Jesus  became  more  personal  and  turn¬ 
ing  to  the  inner  circle,  he  asked,  “But  who  do 
you  say  that  I  am?”  He  had  the  satisfaction 
of  hearing  Peter,  the  one  who  even  then  attained 
a  superior  status  among  the  disciples,  say,  “The 
Christ  of  God.”  (9:20)  The  response  of  Jesus  to 
this  “confession”  is  quite  different  from  the  one 
in  Matthew  16:17. 

In  Luke  we  read  that  he  instructed  his  dis¬ 
ciples  to  keep  this  revelation  secret;  they  were 
ordered  to  tell  no  one.  In  Matthew,  we  have  the 
familiar  response  used  by  the  Roman  Catholic 
Church  to  substantiate  their  claim  that  Peter 
was  the  first  pope:  “You  are  Peter,  and  on  this 
rock  I  will  build  my  church,  and  the  powers  of 
death  shall  not  prevail  against  it.”  (Matt.  16: 
i7,18) 

Dr.  S.  M.  Gilmour  in  The  Interpreter’s  Bible 
says:  “Jesus  accepted  Peter’s  confession  but  de¬ 
clined  to  have  it  made  public  until  he  had  rein¬ 
terpreted  the  popular  messianic  concept  in  terms' 
of  service,  suffering  and  sacrifice.” 

*  -  • 

THE  TRANSFIGURATION  EXPERIENCE 

One  of  the  lesson  writers,  Dr.  Merrill  R. 
Abbey,  points  out  “that  it  is  no  accident  that 
the  story  of  the  Transfiguration  experience 
♦9:28  ff)  immediately  follows  the  account  of 
Peter’s  confession.”  This  is  another  account  of 
how  the  disciples  were  changed  in  their  own  lives 
by  the  observation  of  their  Lord  at  a  time  of 
great  spiritual  experience.  As  the  inner  circle  of 
three,  Peter,  James  and  John,  were  privileged 
to  be  a  part  of  this  great  occurrence  it  was 
natural  for  them  to  see  Jesus  in  close  company 
with  Moses  and  Elijah — symbols  of  the  Hebrew 
"law  and  the  prophets.”  We  read  (9:30):  “And 
behold,  two  men  talked  with  him,  Moses  and 
Elijah,  who  appeared  in  glory  and  spoke  of  his 
departure  which  he  was  to  accomplish  at  Jeru¬ 
salem.” 

Peter  suggested  “let  us  make  three  booths 
— one  for  you  and  one  for  Moses  and  one  for 
Elijah”  (9:33) — three  niches  in  the  temple  of 
faith  for  law,  prophecy,  and  the  Christ.  However, 
the  voice  they  heard  on  the  mountain  put  Jesus 
in  another  category,  as  it  said,  “This  is  my  Son, 
my  Chosen,  listen  to  him!”  Then  and  there, 
Jesus  came  to  stand  before  them  as  their  one 
unrivaled  Lord.  “When  the  voice  had  spoken, 

Jesus  was  found  alone.”  (9:35-36) 

•  •  # 

“WHOEVER  WILL  SAVE  HIS  LIFE 
WILL  LOSE  IT” 

It  seems  to  us  that  the  central  teaching  of 
today’s  lesson  is  in  this  great  statement  in  Luke 
9:24,  “For  whoever  would  save  his  life  will  lose 


it;  and  whoever  loses  his  life  for  my  sake,  he 
will  find  it.” 

We  must  understand  that  Jesus  stated  this 
as  a  fact  and  not  as  a  moral  precept.  There 
are  so  many  illustrations  about  us  that  under¬ 
score  this — that  the  laws  of  living  are  such  that 
you  cannot  save  your  life  by  trying  to  save  it 
but  only  by  daring  to  lose  it. 

Dr.  Tittle,  in  his  book  previously  quoted  says: 
“Consider  also  the  testimony  of  individual  ex¬ 
perience.  There  is  the  hypochondriac  whose  an¬ 
xiety  about  his  health  keeps  him  in  a  state  of 
ill  health  and  takes  all  the  joy  out  of  life.  There 
is  the  egocentric  whose  self-absorption  raises 
barriers  between  him  and  others,  so  that  people 
who  otherwise  would  seek  his  company,  stay 
away,  and  he  is  increasingly  deprived  of  the 
human  associations  that  make  life  tolerable. 
There  is  the  possessive  mother  who  attempts  to 
absorb  her  grown  son’s  interest  and  affection  and 
has  but  the  tragic  result  of  driving  him  away 
from  her.” 

The  plain  truth  is  there  is  something  divine 
in  us  that  will  not  let  us  live  at  peace  until 
we  rise  above  animalism  and  egoism  and  reach 
for  the  greatness  of  which  we  are  capable  as 
sons  and  daughters  of  God. 

*  #  # 

THE  COST  OF  DISCIPLESHIP 

In  Luke  9:57-62  we  read  of  “a  man  who 
said  to  him,  I  will  follow  you  wherever  you 
go.”  Jesus  quickly  warned  this  aspirant  to  give 
consideration  to  the  cost.  Earlier  in  the  chapter 
we  have  read  where  he  said,  “If  any  man  would 
come  after  me,  let  him  deny  himself  and  take 
up  his  cross  daily.”  (w.  23,24) 

The  passage  records  brief  conversations  with 
three  men  who  are  considering  discipleship.  They 
are  all  rejected  or  discouraged  because  none  ap¬ 
parently  is  capable  of  the  passionate  loyalty  to 
the  kingdom  of  God  which  is  required  of  them; 
none  of  them  is  ready  apparently  to  take  up  the 
cross  which  Jesus  has  now  definitely  and  irre¬ 
vocably  accepted. 

Dr.  John  Knox  says  (Interpreter’s  Bible): 

“It  is  interesting  that  the  obstacles  to  disciple¬ 
ship  in  these  cases  are  (a)  concern  with  self, 
especially  one’s  own  comfort,  and  (b)  a  too- 
narrow  group  loyalty.  The  three  men  loved  either 
themselves  or  their  families  too  much,  as  com¬ 
pared  with  the  kingdom  of  God.  These  are  still  the 
two  major  obstacles  to  the  coming  of  the  king¬ 
dom.” 

*  *  * 


WHAT  IS  OUR  MISSION? 

No  question  is  asked  more  frequently  in  local 
than  “What  is  the  mission  of  the  Church?”' 
It  is  hard  to  get  beyond  the  instruction  which 
Jesus  gave  to  “the  twelve”  as  he  sent  them  out 
church,  denominational  or  inter-church  meetings 
on  the  first  mission  described  in  today’s  lesson. 
They  were  sent  out  “to  preach  the  kingdom 
of  God  and  to  heal.”  The  important  thing  for  us 
to  see  is  just  what  application  of  this  mission 
is  required  of  us  where  we  live  and  work. 

The  twelve  were  sent  out  two  by  two  into 
every  town  and  place  where  Christ  himself  would 
come.  It  seems  to  us  that  these  were  as  essential¬ 
ly  “forerunners  of  Jesus”  as  had  been  John  the 
Baptist. 

There  are  some  persons  today  who  say  that 
Jesus’  teachings  were  appropriate  in  the  less 
complex  society  of  his  time  but  that  they  simply 
will  not  work  in  the  harsh  economic  realities 
we  face  in  our  day.  Our  mission  today  is  to 
demonstrate  that  we  have  found  ways  that  have 
made  them  work  in  this  very  society  in  which 
we  live.  Demonstration — and  not  debate  is  the 
method  by  which  we  will  dismay  this  wide¬ 
spread  “modern  heresy.” 

This  is  how  Dr.  Lyle  Loomis  has  put  it: 
“When  our  love  becomes  redemptive  and  when 
we  handle  suffering  in  such  a  way  that  it  be¬ 
comes  redemptive,  we  are  proclaiming  the  good 
news.” 
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Most  Protestant  denominations  —  “caught  in 
the  squeeze  between  inflation  in  construction 
costs  and  the  tight  money  market  with  its  scarce 
loans  and  high  interest  rates”  —  indicate  there 
are  “dim”  prospects  for  building  new  churches 
in  1987.  Christianity  Today  said  a  survey  indi¬ 
cates  that  when  denominational  figures  are  com¬ 
piled  for  1966  the  results  of  the  economic  un¬ 
certainties  in  the  U.  S.  will  indicate  a  significant 
drop-off  in  construction,  the  main  impact  of 
which  will  be  felt  in  1967. 

Figures  released  by  the  U.  S.  Department 
of  Commerce  confirm  the  magazine’s  report. 
Specific  statements  from  the  denomination 
— including  The  Methodist  Church  —  indi¬ 
cate  that  very  little  loan  money  will  be  avail¬ 
able  for  church  construction  in  the  immedi¬ 
ate  future. 

A  58-year-old  man  and  his  daughter,  19,  were 
arrested  and  charged  with  disturbing  Mass  in 
St.  Rita  Catholic  Church  in  Detroit  for  shouting 
responses  in  Latin,  instead  of  English  with  the 
rest  of  the  congregation.  John  Tamplin,  a  hard¬ 
ware  dealer,  and  his  daughter,  Margaret,  were 
arrested  when  they  failed  to  obey  a  police  order 
that  they  stop  their  practices  or  leave  the  church. 

Father  Gommar  A.  DePauw,  controversial 
head  of  the  Catholic  Traditionalist  Move¬ 
ment  immediately  announced  in  New  York 
that  he  “will  unreservedly  support”  the  two 
who  were  arrested  in  Detroit.  He  said  they 
will  receive  the  movement’s  and  his  personal 
support  “in  both  ecclesiastical  and  civil 
courts  in  defense  of  traditional  Roman  Cath¬ 
olic  faith.” 

A  Haitian  Roman  Catholic  priest  was  to  have 
been  installed  as  the  new  president  of  Haiti  if 
a  bizarre  invasion  plot  had  been  successful,  ac¬ 
cording  to  sources  within  the  “invasion  force.” 
Father  Jean  Baptiste  Georges,  former  education 
minister  under  President  Francois  Duvalier,  was 
reportedly  to  have  replaced  Duvalier  in  the 
planned  take-over. 

According  to  reports  Father  Georges  set  up 
the  original  plans  for  the  invasion.  Accord¬ 
ing  to  this  story,  he  had  agreed  to  accept 
help  from  Rolando  Masfere  Rojas  after  he 
discovered  there  were  only  a  few  trained 
guerillas  among  the  400  Haitian  exiles  in 
Miami. 

Friends  of  G.  Mennen  (Soapy)  Williams  recently 
said  that  the  former  Governor  of  Michigan  may 
turn  in  his  famed  bow  tie  for  a  clerical  collar. 
They  claim  he  is  seriously  considering  becoming 
an  Episcopal  priest. 

Williams  denied  these  reports  in  Washing¬ 
ton.  “I  once  casually  thought  of  it,”  he  told 
newsmen.  The  main  rumor  in  Washington 
now  is  that  he  is  being  groomed  for  the  No. 

2  ambassadorial  post  at  the  United  Nations. 

Negro  ministers  in  Winston-Salem,  N.  C.  have 
revived  an  association  of  Negro  clergymen 
which  was  dissolved  eight  years  ago  when  it 
merged  with  a  previously  all-white  ministerial 
association.  The  Rev.  J.  D.  McMillan,  pastor  of 
St.  James  A.M.E.  Church  and  public  relations 
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chairman  for  the  revived  organization,  said:  “We 
need  a  meaningful  and  sincere  fellowship  among 
ministers  where  each  can  pull  off  his  shoes  and 
feel  at  home  and  where  there  are  no  big  I’s  and 
little  You’s.” 

The  Very  Rev.  Sir  George  F.  MacLeod,  dy¬ 
namic  Scottish  Presbyterian  who  founded 
the  now  famous  Iona  Community  in  1938 
and  has  remained  its  leader  ever  since,  was 
named  a  life  peer  of  the  British  realm  in 
Queen  Elizabeth’s  New  Year  Honor  List. 


VIETNAM  --  A  Marine  sentry  and  his  dog  pause 
briefly  at  a  cross  near  a  chapel  as  they  patrol  a 
lonely  perimeter  around  a  forward  command  post  in 
Vietnam.  On  the  eve  of  a  Christmas  cease-fire, 
prayers  for  peace  in  the  embattled  country  were 
heard  around  the  world.  (RNS  Photo) 

A  well-organized  move  aimed  at  preventing  Dr. 
Edward  C.  Latch  from  receiving  appointment 
to  a  full  term  as  chaplain  of  the  House  of  Rep¬ 
resentatives  apparently  was  headed  off.  Until 
mid-December,  Dr.  Latch,  pastor  of  Washing¬ 
ton’s  Metropolitan  Memorial  Methodist  Church, 
appeared  to  be  facing  difficulty  in  being  rein¬ 
stated  in  his  $15,000-a-year  post.  The  contro¬ 
versy  dated  back  to  November,  1965  when  he 
refused  to  let  a  Negro  soprano,  Mrs.  Dorothy 
Horton,  sing  in  his  church. 

A  nationwide  campaign  against  radio  and 
television  stations  whose  programming  tends 
to  be  weighted  with  extremist  viewpoints 
will  be  launched  by  the  Office  of  Communi¬ 
cation  of  the  United  Church  of  Christ.  Pri¬ 
mary  objective  of  the  project,  according  to 
Dr.  Everett  C.  Parker,  director  of  the  office, 
is  more  balanced  programming  on  contro¬ 
versial  issues,  religious,  political  and  others. 


A  leading  Catholic  magazine  has  suggested  that 
Communists  may  have  greater  need  than  Chris¬ 
tians  for  the  cooperative  dialogue  proposed  by 
a  noted  French  Marxist  philosopher.  Columbia, 
official  journal  of  the  Knights  of  Columbus,  sup¬ 
ported  in  part,  the  proposals  of  Dr.  Roger 
Garaudy,  director  of  the  Center  for  Marxist 
Study  and  Research  in  Paris.  However,  it  cited 
recent  Communist  attacks  on  the  Catholic  Church 
in  Poland  as  good  reasons  for  the  Communists’ 
need  for  broader  dialogue  with  Christianity. 

Methodist  leaders  in  Nigeria  are  seeking  to 
substitute  a  campaign  of  education  for  mis¬ 
understandings  and  legal  actions  in  the  dis¬ 
pute  over  the  Church’s  participation  in  the 
proposed  union  with  Anglican  and  Presby¬ 
terian  bodies.  The  United  Church  of  Nigeria 
was  slated  to  be  formally  constituted  by 
the  three  churches  on  Dec.  11,  1965.  But 
two  weeks  before  the  merger  ceremonies 
the  Methodists  withdrew  and  the  union  was 
indefinitely  postponed. 


Britain  may  become  the  first  country  in  modern 
times  to  have  women  rabbis,  according  to  Rabbi 
John  D.  Rayner,  senior  minister  of  the  Liberal 
Jewish  Synagogue  in  London.  He  says,  the  Leo 
Baeck  Theological  College,  of  which  he  is  honor¬ 
ary  director  of  studies,  has  decided  that  women 
can  be  accepted  for  rabbinic  training  and  there 
“is  a  very  real  possibility”  that  •women  will  be 
serving  as  rabbis  in  England  within  a  few  years. 

A  poll  which  will  spell  out  the  future  of  tiny 
Goa  has  threatened  to  become  a  tug-of-war 
between  Christians  and  Hindus.  Scheduled 
for  Jan.  16,  the  poll  will  decide  whether 
Goa  should  continue  as  a  separate  Union 
territory  or  should  merge  with  the  Indian 
state  of  Maharashtra.  Goa  was  a  Portugese 
enclave  until  India  invaded  and  expropriated 
it.  There  are  250,000  Christians  among  Goa’s 
600,000  population. 


Panels  appointed  by  the  Church  of  Scotland 
(Presbyterian)  and  the  Episcopal  Church  in 
Scotland  (Anglican)  will  discuss  possible  forma¬ 
tion  of  a  United  Church  of  Scotland  at  their 
first  joint  meeting  in  Edinburgh  Feb.  24.  Each 
panel  has  20  members. 


Pope  Paul  VI,  speaking  to  a  large  congrega¬ 
tion  including  many  Chinese  refugees  in  St. 
Peter’s  Basilica  recently,  indicated  that  he 
would  be  willing  to  discuss  world  peace 
with  leaders  of  Communist  China.  He  also 
expressed  hope  that  communication  could  be 
established  for  the  restoration  of  religious 
liberty  on  the  China  mainland. 


Monasteries  where  Methodists  could  undertake 
intense  and  contemplative  prayer  were  advocated 
recently  by  a  prominent  British  Methodist.  He  is 
Dr.  John  F.  Butler,  superintendent  of  the  Don¬ 
caster  South  Circuit  in  northeast  England.  Writ¬ 
ing  in  the  Methodist  Recorder,  Dr.  Butler  point¬ 
ed  out  that  to  most  Methodists  the  monastic 
ideal  “still  reeks  of  Popery”  and  said  he  doubted 
that  many  Methodists  will  agree  with  his  views. 

Increasing  the  understanding  and  areas  of 
cooperation  between  the  World  Council  of 
Churches  and  evangelical  churches  not  af¬ 
filiated  with  the  international  body  will 
“most  definitely”  be  one  of  the  foremost 
concerns  of  the  WCC  in  the  coming  year, 
according  to  the  Rev.  Philip  Potter,  who  on 
Jan.  1  became  director  of  the  WCC  Division 
of  World  Missions  and  Evangelism. 
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First  Methodist  Church,  New  Orleans,  served  as  co-ordinating  host  for  Centenary  College  faculty  members 
who  spoke  in  New  Orleans  District  churches  Sunday,  January  8th.  The  following  appear  in  picture  at  left: 
Dr.  Webb  Pomeroy,  who  heads  the  Department  of  Religion  at  Centenary  College;  Dr.  Carl  F.  Lueg,  New 
Orleans  district  superintendent;  the  Rev.  Clyde  S.  Clark,  minister,  First  Church  in  New  Orleans;  and  the 
Rev.  Robert  Ed  Taylor,  campus  minister  at  Centenary.  MIDDLE:  Dr.  B.  C.  Taylor,  vice-president  emeritus, 
Centenary;  to  his  left  is  Dr.  Lueg.  RIGHT:  Ministers  and  faculty  meet  and  get  acquainted  in  Fellowship 
Hall  at  First  Church,  New  Orleans. 


HOSPITAL 


WERTSCH  LECTURES 


A  Report 

from  New  Orleans 

Inner-City  Parish 

by  Rupert  Coles 

This  is  the  first  of  a  new  series  of 
articles  to  inform  you  of  the  nature, 
purpose,  and  activities  of  the  Method¬ 
ist  Inner  City  Parish  of  New  Orleans. 
Many  readers  indicated  that  they  found 
the  articles  helpful  last  year.  It  is  in 
the  belief  that  you  are  concerned  and 
interested  in  the  problems  of  the  city 
that  this  is  undertaken.  Space  permit¬ 
ting  in  the  Louisiana  Methodist,  articles 
will  appear  weekly. 

A  great  deal  of  reaction  has  come 
about  as  a  result  of  the  poverty  and 
affluence  study.  Many  persons  feel  it 
has  offered  an  opportunity  to  become 
informed  about  one  of  the  most  crucial 
problems  of  our  day.  Eugene  Carson 
Blake,  president  of  the  World  Council 
of  Churches  and  past  president  of  the 
National  Council  of  Churches,  states 
that  the  problem  of  the  inner  city  in 
urban  areas  is  even  more  crucial  to 
the  fate  of  our  nation  than  the  prob¬ 
lem  of  Viet  Nam. 

Other  persons  have  seemed  to  re¬ 
sent  the  affluence  and  poverty  study. 
Some  hostility  has  been  aroused  by  the 
book  "Keepers  of  the  Poor”  which 
suggests  that  the  affluent  (most  of  us) 
are  responsible  for  the  poor  remaining 
as  they  are.  We  resent  this  implication. 
Yet  most  every  person  reading  this 
article  has  at  one  time  or  another  prided 
himself  at  the  bargain  he  found  in 
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will  be  asked  for,  due  to  the  above  man¬ 
ner  of  financing. 

Listed  belpw  are  members,  by  dis¬ 
trict,  of  the  Howard  L.  Daughenbaugh 
Scholarship  committee.  For  further  in¬ 
formation,  additional  brochure/appli- 
cation  forms  and  the  place  to  send  any 
collected  funds,  please  contact  them. 

Alexandria:  Mr.  Earl  Breedlove,  Rt. 
2,  Box  358,  Natchitoches,  La. 

Baton  Rouge:  Mr.  W.  F.  Kline,  Clin¬ 
ton,  Louisiana. 


paying  two  or  three  dollars  for  a  full 
day  of  domestic  help.  I  know  of  busi¬ 
nessmen  who  chuckle  over  a  shrewd 
deal  they  made  which  placed  in  the 
hands  of  some  unsuspecting  consumer 
merchandise  which  was  no  bargain  at 
any  price. 

We  all  know  of  high  interest  rates 
for  loans,  inadequate  housing,  high  cost 
of  medical  attention  (because  they  are 
sick  more  often)  which  the  poor  under¬ 
go.  And  while  few  of  us  figure  in  these 
inequities  directly,  we  know  of  such 
practices  and  do  nothing  about  them. 

The  matter  of  helping  people  in 
need,  rich  or  poor,  is  no  easy  one. 
Foth  classes  have  some  problems  which 
are  in  common,  but  in  general  their 
problems  differ.  Often  that  which  is 
offered  to  the  poor  as  help  actually 
is  crippling  rather  than  uplifting.  The 
government  welfare  program  is  a  case 
in  point.  Many  third  generation  fam¬ 
ilies  have  been  found  on  welfare;  the 
processes  which  brought  about  their 
dependence  upon  relief  began  when  the 
government  first  gave  to  their  grand¬ 
parents.  Frequently  help  is  no  help  at 
all. 

Yet  it  is  clear  that  most  people  born 
into  poverty  will  remain  in  poverty 
without  some  help  from  others.  This 
interest  from  others,  to  be  truly  help¬ 
ful,  must  be  more  than  financial  as¬ 
sistance.  In  fact,  there  may  be  no  money 
involved  at  all.  The  nature  of  real  help 
to  the  underprivileged  must  be  at  least 
two-fold:  first,  the  extension  of  the 
freedom  to  them  to  go  as  far  in  our 
society  as  their  abilities  will  justify; 
second,  to  strengthen  their  own  self 
image  to  the  extent  that  they  will  be 
motivated  to  use  this  freedom. 


Lafayette:  Mr.  Rodney  Young,  305 
East  Third  Street,  Crowley,  La. 

Lake  Charles:  Mr.  David  H.  Morgan, 
430  Third  Street,  Jennings,  La. 

Monroe:  Mr.  W.  D.  Cotton,  P.  O. 
Box  478,  Rayville,  La. 

New  Orleans:  Mr.  Walter  P.  Harris, 
Sr.,  8223  Sycamore,  New  Orleans,  La. 

Ruston:  Mr.  J.  G.  Elliott,  Farmer- 
ville,  Louisiana. 

Shreveport:  Mr.  C.  B.  Weekly,  599 
Creswell  St.,  Shreveport,  La. 

All  young  ladies  who  are  interested 
in  a  scholarship  to  Centenary  College, 
who  plan  to  make  Christian  Education 
their  vocation,  are  invited  to  see  their 
pastor  for  information. 
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come  from  India — and  ecumenical  — 
Protestant,  Catholic,  and  Jew.  The. 
board  itself  is  interdenominational. 

Faced  with  the  task  of  raising  al¬ 
most  $6  million  for  the  total  project, 
Mr.  Koelemay  at  the  1966  district  con¬ 
ferences  asked  that  churches  put  this 
special  item  in  their  budgets,  to  be 
paid  in  the  next  two  years.  The  first 
Sunday  in  February  is  designated  in  the 
conference  as  Methodist  Hospital  Day. 

Speaking  to  the  conferences,  Mr. 
Koelemay  said  the  board  had  "launched 
out  again  in  faith”  to  sign  the  con¬ 
tract. 

The  full  work  order  was  issued  De¬ 
cember  6  and  pile-driving  started  De¬ 
cember  8. 

The  hospital  is  being  built  with  the 
cooperation  of  the  Louisiana  State  De¬ 
partment  of  Hospitals  and  the  Hill- 
Burton  program  of  the  U.S.  Depart¬ 
ment  of  Health,  Education  and  Wel¬ 
fare. 

The  project  has  the  approval  of  the 
conference  Board  of  Hospitals  and 
Homes  and  the  World  Service  Com¬ 
mission. 

Construction  is  expected  to  take  two 
years. 

The  additional  $500,000  which  must 
be  raised  in  these  two  years  represents 
less  than  10  per  cent  of  the  total  cost 
of  the  project,  Mr.  Koelemay  pointed 
out. 

When  plans  for  the  hospital  began, 
an  original  gift  of  10  acres  of  land 
came  from  George  Williams  and  G.  W. 
(Bill)  James  of  the  T.  L.  James  Com¬ 
pany  in  Ruston.  The  board  purchased 
an  additional  five  acres,  and  this  land 
— 15  acres — was  traded  for  about  19 
acres  in  the  Marvin  Kratter  property. 
Mr.  Kratter  added  3 V2  acres  as  a  gift- 

Architects  for  the  hospital  are  George 
Saunders  of  Lawrence  and  Saunders  and 
Cammie  Smith  of  Carl  L.  Ochsner  and 
Associates. 

When  the  Methodists  open  their  new 
hospital  to  the  sick  in  1968,  it  will  have 
been  10  years  since  Mr.  Schor  realized 
the  need  for  it  and  started  out  to  get 
it  built.  At  that  time,  in  1958,  he  tried 
to  get  his  wife  into  a  hospital  and 
found  that  all  in  New  Orleans  were 
running  at  100  per  cent  of  capacity. 
His  wife’s  name  was  put  on  a  waiting 
list — with  the  prospect  of  a  six-week’s 
wait. 
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professor  of  New  Testament  at  Har¬ 
vard  Divinity  School.  He  became  asso¬ 
ciate  professor  in  1956.  He  was  named 
John  H.  Morison  Professor  of  New 
Testament  Studies  in  1958,  and  Froth- 
ingham  Professor  of  Biblical  Studies 
in  1963.  He  received  a  Litt.  D.  from 
Uppsala  in  New  Jersey  in  1963,  and 
from  Thiel  College  in  Pennsylvania  in 
1966.  He  was  the  recipient  of  a  Gug¬ 
genheim  Fellowship  in  1959.  He  also 
is  a  member  of  the  Department  of 
Classics  in  the  faculty  of  Arts  and 
Sciences. 

He  has  served  on  the  summer  school 
faculties  of  Garrett  Biblical  Institute, 
Union  Theological  Seminary,  Columbia 
University,  Luther  Theological  Semi¬ 
nary  in  St.  Paul,  Minn.,  and  the  In¬ 
stitute  for  Theological  Education  at  the 
University  of  Ghana  (1962). 


He  enlisted  the  aid  of  his  minister, 
Mr.  Koelemay,  and  they’ve  been  fight¬ 
ing  the  hospital-building  battle  ever 
since. 

Mr.  Koelemay  was  appointed  promo¬ 
tional  director  by  Bishop  Walton  in 
1964,  while  he  was  pastor  of  the  Gen- 
tilly  Methodist  Church.  The  hospital  is 
in  the  Gentilly  area. 

The  Methodist  Hospital  in  New  Or¬ 
leans  will  be  the  first  completely  owned 
and  operated  Methodist  hospital  in  the 
state  of  Louisiana. 

t 

DR.  FRY:  DON’T  DISMISS  PEACE 
PLEAS  OF  EASTERN  CHURCHMEN 

MINNEAPOLIS,  Minn.  (RNS)  — 
A  noted  church  man  said  here  that  all 
appeals  for  peace  by  Eastern  European 
religious  leaders  should  not  be  dis¬ 
missed  as  mere  political  propaganda. 

Dr.  Franklin  Clark  Fry,  president  of 
the  Lutheran  Church  in  American,  said 
that  many  of  the  appeals  "arise  from 
the  well-spring  of  men’s  anguish  and 
fear.” 

Dr.  Fry,  who  is  also  chairman  of  the 
Central  Committee  of  the  World  Coun¬ 
cil  of  Churches,  said  he  was  "well  aware 
that  there  are  churches  that  court  gov¬ 
ernment  favor  by  echoing  government 
propaganda  for  peace." 
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Oakdale  First  Church  Woman's  Society  recently  honored  new  members  of  the  church 
with  a  tea  held  in  the  home  of  Mr.  and  Mrs.  H.  0.  Cain.  Pictured  are  several  of  the 
ladies,  on  the  welcoming  committee.  They  are,  from  left:  Mrs.  Ralph  Bohannon,  Mrs. 
W.  E.  Warrington,  Mrs.  Charley  Perry,  Mrs.  Carl  Chandler,  Mrs.  H.  0.  Cain,  and  Mrs.  J. 
C.  Kennington.  The  Rev.  W.  F.  Howell  is  pastor. 


Comment 

MEMBERSHIP  CULTIVATION 

Since  this  is  the  beginning  of  a  new  calendar  year  and  the  half-way 
of  our  Church  year,  it  is  well  for  us  to  stop  and  measure  our  work.  If  we 
have  not  done  all  those  things  that  we  planned  to  do  when  we  took  office 
last  June,  we  may  need  to  check  on  our  intentions  and  on  our  work.  Per¬ 
haps  by  trial  and  error,  you  have  found  more  and  better  ways  than  you 
had  planned.  If  so,  do  share  them  with  other  societies. 

On  pages  87  and  88  in  your  Annual  Report  of  the  Louisiana  Confer^ 
ence  Woman's  Society  and  Guild,  you  will  find  the  recommendations.  Each 
society  receives  a  copy  of  this  report.  It  is  sent  to  your  president  but  she 
will  be  glad  to  let  you  use  it.  (Be  sure  to  return'  it.)  Also  review  your 
duties  that  are  suggested  in  the  handbook. 

There  is  an  excellent  article  in  the  July-August  issue  of  The  Methodist 
Woman  by  Bishop  Lance  Webb  on  "J°y  in  the  Living  God.”  A  re-reading 
of  this  article  may  make  us  realize  that  we  have  at  our  fingertips,  the 
power  to  accomplish  much  for  the  Woman’s  Society  with  "joy  and  faith 
in  the  future.” 

Mrs.  M.  L.  Clayton, 

Conference  Secretary  of  Membership  Cultivation. 


SARA  PARROTT  RETIRES 

Miss  Sarah  S.  Parrott,  New  York,  a 
member  of  the  editorial  and  public 
relations  staff  of  the  Methodist  Board 
of  Missions  for  1 6  years,  has  resigned 
to  return  to  her  home  in  Newnan,  Ga., 
and  private  life. 

For  the  last  1 1 
years,  Miss  Parrott 
has  been  an  asso¬ 
ciate  editor  of  liter¬ 
ature  for  the  Board 
of  Missions,  first  in 
the  Woman's  Di¬ 
vision  and  for  the 
last  two  years  in  the 
Joint  Commission 
on  Education  and  Cultivation.  Her  re- 
sponsibiilties  have  included  supervising 
the  editing,  publishing  of  the  1966  An¬ 
nual  Report  of  the  Board  of  Missions, 
and  of  literature  in  such  fields  as  Chris- 
tion  social  relations,  missionary  person¬ 
nel,  finance,  campus  ministry,  Method¬ 
ist  deaconess  work  and  materials  for 
the  quadrennial  Assembly  of  the  Wom¬ 
an’s  Society  of  Christian  Service  and 
Wesleyan  Service  Guild. 

Miss  Parrott  is  a  native  of  Newnan, 
Georgia.  She  received  a  B.A.  degree  in 
English  from  Randolph-Macon  Wom¬ 
an’s  College,  Lynchburg,  Virginia,  and 
did  graduate  study  at  William  and 
Mary  College,  Williamsburg,  Virginia. 

In  addition  to  her  editorial  responsi¬ 
bilities,  Miss  Parrott  has  taught  ex¬ 
tensively  in  Woman’s  Society  Schools 


of  Christian  Mission  in  annual  con¬ 
ferences.  In  the  field  of  press  relations, 
she  regularly  sent  news  releases  to  con¬ 
ference  publicity  and  public  relations 
chairmen  in  the  Society  and  Guild. 

Miss  Parrott  brought  an  ecumenical 
touch  to  the  predominantly  Methodist 
staff  of  the  Board  of  Missions.  She 
has  been  an  active  laywoman  and  dea¬ 
con  in  the  First  Presbyterian  Church  in 
New  York. 


Shreveport  District  Parsonettes  met 
In  the  home  of  Erma  Adams.  Hostesses 
pictured  are,  from  left,  standing,  Lottie 
Maye  Fraser,  Erme  Adams,  Ruth  McCarty, 
Marie  Aamodt.  Mrs.  Rose  Kennedy  was 
guest  speaker  who  demonstrated  proper 
use  of  make-up,  using  Frances  Pearce 
as  model. 
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At  Lake  Charles  District  Retreat 


At  the  Spiritual  Life  Retreat  held  at  Lake  Arthur  Camp  Grounds  recently  by  some 
200  ladies  from  the  Lake  Charles  District  Woman’s  Societies,  are  pictured,  from  leU 
Mrs.  Roy  Mouser,  Mrs.  M.  W.  Merrill,  Mrs.  Ed  Midlam  (dist  Sec.  of  spiritual  life  who 
planned  the  program),  Mrs.  W.  W.  Paxton,  and  Mrs.  J.  B.  Mouton. 


Lake  Arthur  Camp  Grounds  was  the  setting  of  the  recent  spiritual  life  retreat  held 
by  ladies  in  the  Lake  Charles  District. 

NEWS  IN  BRIEF 


MRS.  GLENN  LASKEY  of  Ruston, 
Woman’s  Division  president,  and  mem¬ 
ber  of  Trinity  Church,  was  the  speaker 
when  ladies  of  Trinity  met  with  society 
and  guild  members  of  Grace  Church  in 
the  Tech  Room,  Jan.  2. 

MRS.  J.  J.  CARAWAY,  wife  of  the 
pastor  of  the  Homer  Church,  was  guest 
speaker  at  the  Jan.  9  meeting  of  the 
Haynesville  Woman’s  Society.  She 
showed  slides  she  had  taken  last  sum¬ 
mer  in  England  and  the  Holy  Land. 

DR.  WEBB  POMEROY,  professor  of 
Bible  at  Centenary  College,  was  the 
leader  for  the  Bible  study  of  James 
and  I  Peter,  sponsored  by  the  Woman’s 
Society  in  the  Alexandria  First  Church 
in  January. 


UNITED  CHURCH  WOMEN  of 
Greater  New  Orleans  will  hold  the  an¬ 
nual  meeting  and  luncheon  on  J  an.  27, 
at  First  Presbyterian  Church,  5401  S. 
Claiborne  Avenue. 

ASBURY  CHURCH  in  Lafayette  has 
organized  a  second  ladies’  prayer  group 
to  meet  on  Friday  mornings.  Mrs.  Frank 
Harrison  will  have  the  responsibility 
for  leadership  for  the  first  few  weeks. 

THE  REV.  REX  SQUYRES  of  Kinder 
was  guest  speaker  for  the  joint  meet¬ 
ing  of  the  Woman’s  Society  and  Wes¬ 
leyan  Service  Guild,  Jan.  3,  in  the 
Ponchatoula  First  Church. 

MRS.  R.  R..  CAHAL  was  hostess  for 
the  Woman’s  Society  Coffee  of  the  Car¬ 
rollton  Church,  New  Orleans.  Guests 
called  during  the  hours  of  11  a.m  - 
2:00  p.m.,  and  7:00-9:00  p.m. 


MRS.  G.  W.  DAMERON,  past  presi¬ 
dent  of  the  conference  Woman's  So¬ 
ciety,  was  guest  speaker  in  Lake  Charles, 
Jan.  11,  at  the  annual  joint  meeting 
of  Guild  and  Society  of  First  Church. 


At  Summer  Grove  also  were,  from 
left,  Mrs.  Porter  Caraway,  Mrs.  Robert 
Crich low,  Mrs.  Lovice  Carrington  (presi¬ 
dent),  and  Mrs.  W.  H.  Bengtson. 


MEMBERS  OF  THE  CLAIBORNE 
Woman’s  Society  in  West  Monroe  ar¬ 
ranged  and  distributed  Christmas  bask¬ 
ets  to  shut-ins  of  the  church  and  com¬ 
munity.  Mrs.  Opal  Peterson  is  president. 

DELHI  WOMAN’S  SOCIETY  mem¬ 
bers  were  present,  Jan.  3,  to  see  slides 
presented  by  Mrs.  Madeline  Teer,  which 
she  had  taken  in  Europe  last  summer. 

JONELLE  KELLOGG  related  herexper- 
iences  at  St.  Mark’s  Community  Center, 
New  Orleans,  of  this  past  summer  at 
the  Jan.  2  meeting  of  the  Montgomery 
Woman’s  Society.  Mrs.  Maurine  Ward 
presided. 

MRS.  G.  W.  TIGNER,  Jr.,  president 
of  the  Ruston  District  WSCS,  was 
guest  speaker  at  Springhill,  Jan.  9. 
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Thoughts  on 
Bethlehem  barn 

by  W.  W.  Reid 

For  the  first  time  in  many  years  of 
hearing  and  reading  the  traditional  stor¬ 
ies  related  to  the  birth  of  Jesus  in  a 
cattle  shed  in  Bethlehem  "because  there 
was  no  room  in  the  inn,”  I  have  this 
past  season  twice  found  the  rather  raw 
Anglo-Saxon  word  "stinking”  applied 
to  the  structure  in  which  was  the  man¬ 
ger  in  which  the  Child  was  placed  tem¬ 
porarily.  Once  the  word  was  used  in 
an  otherwise  convincing  article  by  a 
writer  of  note; 
the  other  time 
by  a  clergyman 
in  a  Christmas 
sermon. 

One  went 
into  some  detail 
i  n  identifying 
the  offensive 
odor  of  the 
barn  —  the  acid 
odor  from  an¬ 
imals  taken  by  man  from  their  natural 
habitat  in  the  fields  and  housed  by  man 
in  an  enclosed  building.  The  other 
spoke  at  length  of  the  "stinking  smell 
of  sheep” — and  you  began  to  hope  that 
your  fireless  cooker  was  going  to  pro¬ 
duce  roast  hog  rather  than  roast  lamb 
for  that  Sunday’s  dinner. 

Now  I  protest  all  this  "stinking” 
business.  No  animal  is  inherently  dirty: 
it  is  only  as  man  has  corralled  other 
animals,  taken  them  from  where  Na¬ 
ture  placed  them,  that  something  about 
them  may  become  "offensive,”  and  that 
only  to  men — or  to  some  men.  And  if 
the  animals  could  tell  us  what  they 
sense  about  men  .  .  .! 

But,  more  than  that,  I  have  grave 
doubts  that  either  the  writer  or  the 
preacher  was  brought  up  "in  the  coun¬ 
try” — I  doubt  not  they  were  city  boys 
— or  early  in  life  were  themselves  cor¬ 
ralled  in  cit  edifices,  away  from  Na¬ 
ture’s  outdoor  odors  and  perfumes.  And 
it  is  for  this  reason  (among  others) 
that  I  look  askance  at  the  growth  of 
megalopolis,  and  the  raising  of  genera¬ 
tions  of  men  and  women  who  know  not 
the  beauties  and  delights  of  the  rural 
scene.  When  we  delight  in  or  even  ac¬ 
cept  the  odors  of  the  city — its  streets, 
its  slums,  its  shops,  its  chimneys  and  its 
exhausts — and  become  nauseated  by  the 
odors  of  the  barns,  the  sheds,  and  the 
animal  and  vegetable  life  from  which 
our  very  lives  are  sustained  physically 
— then  I  fear  for  the  future  and  the 
welfare  of  men  upon  Earth. 

Did  you  ever  spend  a  rainy  summer 
or  autumn  day  on  a  farm  with  the 
farm  men  —  a  day  when  they  could 
not  plow,  or  plant,  or  harvest?  What 
do  they  do?  O  there  may  be  some  slow- 
motion  attempts  to  clean  harness,  or 
equipment  or  do  that  bit  of  tinkering 
"the  missus”  wants:  but  sooner  or  later 
the  men  just  gather  around,  and  sit 
around  and  talk.  And  where  do  they 
gather  and  talk?  It  will  be  on  boxes, 
or  benches,  or  machines  in  the  largest 
space  available  out  of  the  rain  in  the 
barn  or  stable!  No  smell  there  is  of¬ 
fensive  to  the  men  who  live,  and  work, 
and  make  their  livelihood  in  and 
around  the  barn  and  its  animal  inhabi¬ 
tants!  And  to  the  country-borne  re¬ 
turnee  who  is  now  among  them  from 
the  city,  the  smell  of  a  barn  is  just 


on  a 

wide 

circuit 


The  death  of  Donald  Campbell,  fam¬ 
ous  son  of  an  equally  famous  father 
in  the  world  of  speed  has  been  a  dark 
news  headline-maker  in  Britain.  It  was 
the  measure  of  his  courage  that  he  al¬ 
ways  knew  that  this  was  the  way  his 
life  was  likely  to  end.  In  spite  of 
every  safety  precaution,  and  every  tech¬ 
nical  safeguard,  any  man  two  tries  tct 
reach  beyond  the  known  is  putting  his 
life  and  future  at  risk.  And  Donald 
Campbell  accepted  this  with  as  much 
objectivity  as  any  man  could. 

His  philosophy  of  life  was  simple 
enough — some  people  might  have  said 
that  it  was  so  simple  that  it  was  dated. 
He  believed  very  much  that  what  he 
was  doing  was  for  his  country.  In  a 
world  which  was  for  him  so  much 


as  acceptable  as  is  the  odor  of  canning 
and  baking  that  assails  the  nostrils  of 
their  women  folk  who  have  congregated 
in  the  kitchen  .  .  . 

While  we  are  on  this  general  theme, 
I  would  say  a  few  words  about  that 
inn-keeper  at  Bethlehem.  In  some  ways 
he  has  been  one  of  the  most  maligned 
and  scorned  men  in  history.  He  is  por¬ 
trayed  as  sending  off  an  expectant 
mother  to  a  "stinking”  barn,  presum¬ 
ably  because  his  earlier  and  regular 
guests  paid  him  better  than  he  could 
expect  from  this  unknown  couple:  in¬ 
different,  mercenary,  even  inhuman. 
No  gospel  writer  says  that!  .  .  .  Per¬ 
sonally,  I  have  a  lot  of  respect  for 
this  man  who  —  when  these  young 
people  arrived  after  dark  when  every 
room  was  taken  —  did  not  tell  them 
there  was  an  inn  in  the  next  village, 
but  led  them  to  the  very  place  he  had 
left.  And  I  am  sure  this  inn-keeper 


preoccupied  with  technological  achieve¬ 
ment,  land  and  water  speed  records 
had  more  than  technical  heights  to 
climb. 

In  a  special  way  these  attempts  de¬ 
manded  a  level  of  courage  and  dedica¬ 
tion  which  embodied  for  him,  the  char¬ 
acter  of  the  nation. 

He  spoke  the  language  of  the  nine¬ 
teen-thirties  —  the  great  days  of  his 
father’s  record-breaking  era.  "We  are 
doing  this  for  Britain,  old  boy”  he  is 
reported  to  have  said.  Yet  there  was 
about  this  man  a  kind  of  personal 
courage  which  was  timeless. 

*  *  * 

PASS  THE  SALT 

A  good  deal  has  been  made  of  the 
fact  that  Donald  Campbell  was  super- 


kept  a  clean  barn  (or  stable,  or  cave, 
as  you  will),  and  that  the  manger,  out 
of  which  his  animals  fed,  was  clean; 
and  that  the  servants  provided  warm 
bed  and  warm  covering  for  both  Babe 
and  Mother.  Let  us  honor  the  man  who 
did  not  turn  Mother  and  Babe  onto 
the  highway!  .  .  . 

When  I  was  a  boy,  I  had  a  friend 
who  had  slept  for  over  50  years  on  a 
straw  bed  in  a  barn  with  horses,  cattle, 
and  chickens.  Old  Jake  had  come  to 
the  U.S.A.  after  fighting  for  the  French 
in  the  war  with  Prussia.  He  worked  on 
one  of  our  community’s  last  farms  for 
a  mere  pittance,  never  married,  only 
entered  the  kitchen  of  "the  big  house” 
for  his  meals.  Jake  lived  in  that  barn 
until  he  died.  While  I  am  not  in  favor 
of  serfdom,  I  must  say  that  the  barn 
was  clean  .  .  .  When  I  think  of  Jake, 
I  am  not  so  ready  to  condemn  the  inn¬ 
keeper  or  his  manger! 


stitious.  On  the  day  before  his  death 
he  was  playing  a  game  of  patience,  and 
turned  up  the  Ace  of  Spades,  and  then 
the  Queen  of  Spades.  He  said:  "One 
of  my  family  is  going  to  get  the  chop. 
I  pray  it’s  not  me.”  He  always  carried 
a  mascot,  and  he  hated  the  number 
thirteen. 

In  these  respects  he  reflected  a  curi¬ 
ous  mood  of  the  time.  In  the  most  ad¬ 
vanced  scientific  age  man  has  ever 
known,  superstition  seems  to  play  a 
large  part  in  the  lives  of  people.  For¬ 
tune-tellers,  crystal-gazers,  and  horo¬ 
scope  writers  have  a  field  day.  I  find 
this  an  interesting  aspect  of  the  scene 
in  Britain.  All  the  arguments  against 
such  childishness  seem  to  have  no  ef¬ 
fect. 

When  we  say  to  people  that  it  is 
perfectly  obvious  that  if  such  "proph¬ 
ets”  could  really  foretell  the  future  they 
wouldn’t  be  in  business,  because  they 
could  make  a  very  profitable  living  by 
knowing  in  advance  what  was  going 
to  happen  on  the  markets,  those  goocf 
people  smile  gently  —  and  carry  on 
reading  their  horoscopes. 

Is  this  because  the  promise  and  se¬ 
curity  of  religious  belief  has  lost  its 
appeal?  Is  it  because  men  have  lost 
their  hold  on  a  firm  belief  in  Provi¬ 
dence?  I  suspect  it  is.  One  of  the  most 
sensible  pieces  of  witness  that  Christian- 
people  can  give  is  to  adopt  a  sane 
attitude  towards  their  life-plan. 

If  we  really  believe  that  we  are  in 
the  hands  of  a  benevolent  God  whose 
nature  we  know  through  Jesus  Christ, 
then  we’d  better  get  on  with  living  as 
though  we  do.  In  England  if  people 
spill  salt  they  sometimes  superstitiously 
throw  some  over  their  shoulder  "for 
luck.”  I’d  rather  use  it  on  my  food. 

Jjc  j|e 

WONDERLAND 

"Alice  in  Wonderland”  is  a  classic 
for  children  in  the  English  language. 
The  Christmas  effort  of  the  British 
Broadcasting  Corporation  to  give  it  a 
"new  look”  fell  fairly  flat.  After  enor¬ 
mous  publicity  a  new  production  for 
television  of  this  timeless  tale  was  of- 

(Continued  on  page  15) 
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OUR  FAITH  IN  1967 

Early  in  1966  an  obscure  professor 
tried  to  bury  God.  His  statement 
touched  off  a  lot  of  debates  and  even 
bitter  words. 

Some  observers  tell  us  that  in  1967 
we  shall  hear  that  Jesus  really  did  not 
die  on  the  cross.  He  was  given  a  strong 
"tranquilizer,”  they  say,  that  threw  Him 
into  a  coma  for  three  days.  The  resur¬ 
rection  that  we  celebrate  on  Easter, 
they  say,  was  simply  a  case  of  Him 
waking  out  of  His  trance. 

One  very  important  reason  why  so 
many  are  horrified  by  such  ideas  is 
that  millions  today  have  a  very  shallow 
faith  or  no  faith  at  all.  Many  are 
coasting  on  the  faith  of  their  fore¬ 
fathers.  They  boast  of  the  great  faith  of 


their  fathers  and  mothers,  but  are  doing 
nothing  to  build  their  own. 

Millions  of  persons  today  worship 
the  computer,  or  the  search  for  "fun,” 
or  the  great  god  Status.  These  false  gods 
satisfy  for  a  while,  but  when  faith  in 
them  is  shattered  —  as  it  always  will 
be — they  billow  about  like  "waterless 
clouds,"  finding  no  spiritual  comfort 
in  their  lack  of  faith  and  not  knowing 
where  to  turn. 

Unfortunately  these  people  measure 
God’s  greatness  by  their  own  puny 
faith.  They  fail  miserably  to  find  the 
real  length  or  breadth  or  height  or 
depth  of  God’s  power  and  love. 

Christians  should  not  be  stampeded 
by  such  foolish  statements  concocted 
by  faithless  men,  who  say  that  the  Bible 
is  out  of  date,  and  that  we  must  fit  a 
"new  faith”  for  the  new  day. 


If  the  Bible  is  out  of  date,  then 
mathematics  is  an  old  fogy  too.  It  was 
conceived  before  the  dawn  of  history. 
Much  of  it  was  learned  more  than 
5000  years  ago.  And  the  latest  and 
most  grandiose  computer  could  not 
operate  unless  it  used  the  basic  laws 
which  are  ageless.  Even  our  stone  age 
forefathers  knew  arithmetic.  Since  when 
are  we  so  smart  today? 

The  story  of  Jesus  is  far  older  than 
mathematics.  He  existed  in  heaven  in 
the  beginning  with  God.  He  died  for 
our  sins.  He  rose  from  the  dead.  "And 
He  shall  reign  forever  and  ever." 

You  can  learn  all  about  this  in  the 
Bible,  whether  or  not  it  is  "out  of  date.” 
To  paraphrase  a  popular  TV  commer¬ 
cial: 

"Why  don’t  you  open  it  up  and  read 
it  sometime?" 
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When  we  make  religion 

EASY 

William  M.  Wilder 


After  King  Solomon  died,  his  son, 
Rehoboam,  succeeded  to  the  throne. 
Rehoboam  was  young,  and,  as  events 
later  proved  somewhat  foolish.  In¬ 
stead  of  heeding  the  advice  of  his 
father’s  counselors,  he  accepted  the 
suggestions  of  his  young  friends  and 
companions.  Because  they  had  little 
understanding  of  good  ruling  policies, 
the  nation  was  soon  in  turmoil.  Mat¬ 
ters  became  so  bad  that  ten  of  the 
tribes  seceded  from  the  kingdom,  and 
invited  a  man  named  Jeroboam  to  be 
their  King. 

Thus,  what  we  now  call  the  northern 
kingdom,  Israel  was  born.  Jeroboam 
was  older  and  wiser  than  Rehoboam, 
and  it  did  not  take  him  long  to  rec¬ 
ognize  that  one  of  his  problems  would 
be  unifying  the  ten  tribes  in  loyalty 
to  his  own  regime.  Since  the  centet 
of  Jewish  worship  was  at  Jerusalem, 
and  since  Jerusalem  belonged  to  the 
southern  kingdom,  Judah,  he  recog¬ 
nized  that  there  would  be  a  great  temp¬ 
tation  for  the  people  of  the  north  to? 
go  south  to  worship,  and  in  the  wor¬ 
shipping  might  come  under  the  influ¬ 
ence  of  Rehoboam  again. 

Jeroboam,  thinking  primarily  of  his 
own  interests  rather  than  of  ways  to 
unite  the  twelve  tribes,  decided  to  make 
new  shrines  in  the  north  where  the 
people  might  be  led  to  worship.  He 
established  them  at  Bethel  and  Dan, 
and  placed  two  golden  calves  for  the 
Hebrews  to  worship.  Then  he  cried, 
"Behold  thy  gods,  O  Israel,  that 
brought  thee  up  out  of  the  land  of 
Egypt.”  The  commentator  in  the  In¬ 
terpreter’s  Bible  suggests  that  he  really 
was  saying,  "It  is  too  much  for  you  to 
go  up  to  Jerusalem — so  I  have  provid¬ 
ed  gods  for  your  convenience.” 

■  Jeroboam’s  appeal  to  convenience  is 
in  line  with  much  of  our  present  day 
thinking.  We,  too,  want  it  easy.  Much 
of  what  we  do  is  done  for  convenience' 
sake.  We  speak  of  modern  progress, 
but  much  of  what  we  term  "progress” 
applies  to  the  ease  of  modern  life.  We 
desire  automobiles  that  are  cushioned 
and  easy,  air-conditioned,  with  musical 
tapes  to  soothe  our  nerves.  Our  homes, 
offices,  shops,  and  churches  must  be 
air-conditioned  and  furnished  in  ulti¬ 
mate  comfort.  Every  effort  is  made  to 
make  communication  easy — except  that 
man-to-man  conversation  among  neigh¬ 
bors  and  friends  is  almost  a  thing  of 
the  past.  There  is  nothing  wrong  with 
any  of  these  present  day  advantages, 
except  that  as  we  label  them  progress 
we  must  also  recognize  that  in  the 
realm  of  spiritual  and  moral  matters 
we  have  not  moved  ahead  of  what  our 
ancestors  were  able  to  do. 

In  our  Bible  study  we  may  easily 
condemn  Jeroboam  for  applying  the 
cult  of  convenience  to  religion,  but 
before  we  get  too  hypocritical,  let  us 
note  that  we  do  the  same.  Our  churches 
are  built  in  neighborhoods  more  and 
more,  primarily  for  convenience’s  sake. 
As  we  talk  in  our  Official  Boards  about 
how  to  have  a  successful  church,  much 
of  what  we  say  concerns  how  we  may 
attract  people  by  giving  them  what 
they  want.  Our  theology  all  too  often 
says  that  the  church  is  to  serve  the 
people,  therefore  it  must  attract  the 


people.  Our  religion  must  be  winsome, 
our  music  popular  and  rhythmic,  and 
our  sanctuary  comfortable. 

How  far  do  we  plan  to  take  this 
cult  of  convenience?  Is  the  first  func¬ 
tion  of  the  church  to  serve  people,  or 
God?  If  the  church  truly  worships  God, 
will  it  not  also  have  the  wit  to  serve 
His  children?  Does  serving  the  needs 
of  men  mean  that  we  cater  to  those 
needs?  Is  our  main  purpose  in  the  wor¬ 
ship  services,  the  church  school,  and 
other  organizations  of  the  church  to 
help  people  feel  good,  or  to  encourage 
them  to  be  Christian?  Are  we  in  dan¬ 
ger  of  making  the  cross  of  Christ  into 
a  couch?  Do  we  not  understand  that 
Christianity  can  never  be  harmonized 
with  physical,  mental,  or  spiritual  com¬ 
fort? 

After  Jeroboam  set  up  his  gods  of 
convenience,  the  Bible  tells  us  that 
this  thing  became  a  sin.  To  the  editor 
of  this  first  Book  of  Kings,  the  sin 
was  that  of  worship  of  idols.  We 
might  term  it  the  acceptance  of  an 
easy  way  for  avoiding  communication 
with  God. 

Yet  are  we  much  better  when  we  in 
the  church  settle  for  the  easy  way  of 
trying  to  communicate  the  Gospel?  I 
cannot  speak  for  other  denominations 
but  we  Methodists  seem  increasingly  to 
settle  for  reaching  those  prospects 
which  label  themselves  as  Methodist. 
Unless  they  have  some  actual  connec¬ 
tion  with  our  church,  we  place  them 
on  the  bottom  of  the  pile.  This  is  to 
say  we  are  satisfied  to  reach  our  con¬ 
stituency. 

Yet  one  of  our  late  leaders  of  evan¬ 
gelism,  Dr.  Cecil  Culver,  of  Little 
Rock,  stated  shortly  before  his  death, 
"If  the  Methodist  Church  continues  to 
be  satisfied  to  reach  only  persons  in 
its  constituency,  and  fails  to  get  a 
new  enthusiasm  for  reaching  the 
strangers  outside  its  cultural  pattern,  the 
Methodist  Church  is  doomed! 

Our  own  local  church,  which  is  a 
new  church  of  seven  years  existence, 
has  received  approximately  28  adults 
on  profession  of  faith  since  its  begin¬ 
ning.  This  is  an  average  of  about  four 
per  year.  This  is  not  to  say  that  we 
have  not  received  children  on  profes¬ 
sion  of  faith,  a  number  of  other  de¬ 
nominations,  and  a  large  number  of 
transfers  —  but,  it  is  to  say  that  our 
record  on  adult  conversion  is  nothing 
to  brag  about,  and  the  implication 
could  easily  be  drawn  that  we  are  often 
carelessly  forgetting  the  lost  sheep  wt 
should  be  seeking.  (Let  us  also  recog¬ 
nize  that  one  of  the  dilemmas  of  the 
modern  suburban  church  is  that  its  min¬ 
istry  and  membership  is  inevitably  con¬ 
fronted  with  increasing  the  membership 
rapidly,  thus  seeking  those  persons 
more  likely  to  be  responsive,  in  ordei 
to  meet  rapid  financial  problems). 

One  might  also  say  that  our  search 
for  the  easy  way  in  religion  becomes 
a  sin  as  it  stifles  our  spiritual  develop¬ 
ment.  The  Master’s  concern  for  tne 
narrow  way  was  never  applied  to  the 
Christian’s  circles  of  interest  and  af¬ 
fection.  It  is  perhaps  only  coincidence 
that  Marilyn  Monroe’s  last  work  was  on 
the  movie,  "Something’s  got  to  Give,” 
but  it  is  true  when  life  turns  inward. 


something  does  have  to  give.  The  hap 
piest  person  is  giving  out  —  of  time, 
energy,  and  concern.  Modern  psychol¬ 
ogists  often  decry  the  matter  of  bring 
ing  duty  into  one’s  religion,  but  I  won¬ 
der  if  the  words  "duty”  and  "disci¬ 
pline”  and  "self-control”  are  not  just 
as  valid  now  as  they  were  previously. 

I  was  glad  to  find  a  quote  from  Dr. 
Henry  Link,  the  eminent  psychologist, 
in  Volume  III  of  the  Interpreter’s  Bible, 
about  his  reasons  for  attending  church: 
"I  go  because  I  would  rather  lie  in 
bed  late  on  Sunday  mornings  ...  I 
go  because  I  know  it  will  please  my 
old  father  when  he  learns  of  it,  and 
my  parents-in-law  whom  I  undoubtedly 
shall  see  there.  I  go  because  I  shall 
meet  and  have  to  shake  hands  with 
people,  many  of  whom  do  not  interest 
me  in  the  least;  because,  if  I  don’t  go 
my  children  consider  that  they  have  a 
good  reason  for  not  going  .  .  .  because 
I  may  disagree  with  what  the  minister 
has  to  say  ...  I  go  because  I  do  not 
believe  in  all  the  doctrines  of  this 
church,  or  any  other  church.  I  go,  in 
short,  because  I  hate  to  go  and  because 
I  know  that  it  will  do  me  good.” 

How  then  can  we  avoid  the  mistake 
of  trying  to  make  religion  easy?  We 
must  make  room  for  God  in  our  lives. 
We  must  learn  to  put  ourselves  out, 
place  our  own  selfish  concerns  in  a 
secondary  position.  In  simpie  language, 
God  must  come  first.  Instead  of  ad¬ 
justing  everything  to  suit  our  clubs,  our 
sororities,  our  lodges,  and  our  social 
affairs,  we  begin  to  accept  the  work 
of  the  Church  as  primary. 

Have  you  ever  tried  checking  your¬ 
self  on  these  matters?  Does  nearly 
anything  cause  you  to  miss  service  at 
your  church?  Do  you  pay  more  for 
gifts  at  Christmas  to  your  own  family 
than  you  give  to  the  church  for  a  whole 
year?  Are  you  as  faithful  in  your  prayer 


life  as  you  are  in  brushing  after  every 
meal?  Does  your  beauty  parlor  see  you 
for  more  minutes  per  week  than  your 
Sunday  School  class?  If  everything  in 
life  is  being  set  up  for  your  conven¬ 
ience,  then  you  have  started  a  cancer¬ 
ous  growth  of  the  spirit  that  may  alien¬ 
ate  you  from  God  as  surely  as  the  Is¬ 
raelites  were  separated  long  ago  as 
they  sought  to  worship  the  golden 
calves  set  up  by  Jeroboam.  The  gods 
of  comfort  lead  only  to  the  grave. 

The  second  thing  that  we  may  do 
to  avoid  making  our  religion  too  easy, 
besides  putting  the  way  of  God  first,  is 
to  recognize  that  God  expects  some¬ 
thing  from  each  of  us.  Let  us  state 
emphatically  that  a  Christianity  which 
demands  nothing  of  us  is  worth  noth¬ 
ing.  The  last  thing  Jesus  did  on  this 
earth  was  to  give  an  order,  a  commis¬ 
sion,  for  his  followers  to  go  into  all 
the  world  and  preach  the  Gospel.  As 
a  famous  general  once  put  it  to  a 
churchman,  "You’ve  received  your 
marching  orders  —  you’d  better  move 
out  and  march.”  This  is  no  less  true 
in  our  time. 

God  help  us  if  we  let  the  petty  de¬ 
sires  of  comfort  to  halt  us.  Lord  have 
mercy  on  us  if  we  make  religion  seem 
to  be  a  cult  of  the  comfortable,  a  soft 
bed  of  ease.  Today  the  Church  needs 
men,  brave,  true  and  daring.  Men  who 
are  willing  not  only  to  preach  the  Gos¬ 
pel,  but  live  it.  The  road  of  the  Master 
was  not  easy  —  it  led  to  persecution, 
pain  and  death.  More  painful  perhaps, 
it  led  to  rejection.  To  follow  that  path 
in  this  century  will  not  be  easy,  nor 
comfortable.  It  may  lead  to  suspicion, 
enmity,  persecution,  and  perhaps  death. 
But  can  we  turn  the  challenge  down? 

We  must  dare  to  be  Christian  in  all 
things:  when  it’s  not  easy,  and  when 
we  don’t  want  to  be! 


John  Lewis  Sandlin,  A  GIRL’S 
BOOK  OF  PRAYERS,  and  A  BOY’S 
BOOK  OF  PRAYERS,  $1.00  each, 
Revell. 

Each  of  these  little  books  contains 
short  prayers  that  reveal  an  understand¬ 
ing  of  the  experiences  of  boys  and 
girls.  There  are  prayers  for  work  and 
for  play  experiences,  and  for  special 
occasions  of  joy  and  crisis  in  these 
young  lives.  These  books  would  make 
excellent  gifts  for  the  boys  and  girls 
in  your  life. 

Wallace  E.  Fished,  PREACHING 
AND  PARISH  RENEWAL,  $4.00, 
Abingdon. 

This  collection  of  sermons  is  by  a 
Lutheran  minister  in  Pennsylvania  and 
shows  a  real  understanding  by  him  of 
the  important  function  of  preaching 
in  Christian  witness  and  in  the  renewal 
process.  The  subtitle  is  "New  Life  in 
the  Church  Through  the  Living  Word,” 
and  this  is  an  apt  description  of  the 
sermons  contained  in  the  200  pages. 

Dr.  Fisher  has  an  introductory  chap¬ 
ter  in  which  he  makes  his  "Case  for 
Preaching,”  and  then  he  gives  a  brief 
introductory  statement  concerning  the 
circumstances  under  which  each  ser¬ 
mon  came  to  be  preached. 

Many  of  us  are  fascinated  by  sermon 


titles,  and  here  are  some  of  his:  "The 
Church  With  Banners  Flying,”  "The 
Human  Contract  that  Matters  Most,” 
"God  and  the  Man  Who  Is  Different," 
"God  and  the  Organization  Man,”  and 
"Why  Bother  to  Do  Good?” 

Recommended  for  your  shelf  of  ser¬ 
mons. 

Franz  Schurmann,  Peter  Dale  Scott 
and  Reginald  Zeinik,  THE  POLITICS 
OF  ESCALATION  IN  VIETNAM, 
$3-95,  Beacon  Press. 

This  little  book  is  an  attempt  to  an¬ 
alyze  the  development  of  our  policy  in 
Vietnam.  In  the  forewood,  Arthur 
Sclesinger,  Jr.  says  "The  fundamental 
issue  in  this  book  is  whether  our  gov¬ 
ernment  really  wishes  a  political  settle¬ 
ment  in  Southeast  Asia,  or  whether  its 
dominating,  if  still  unavowed,  goal  has 
not  imperceptibly  become  an  illusory 
military  victory.”  He  also  says,  "After 
a  close  examination  of  the  relationship 
between  diplomatic  and  military  action 
in  Vietnam  in  the  years  since  the  over¬ 
throw  of  Diem,  the  authors  believe  they 
have  found  a  pattern  in  United  States 
policy.” 

The  authors  make  a  stronge  case  for 
their  belief  that  the  military  consider¬ 
ations  have  overwhelmed  the  diplomatic 
since  our  armed  establishment  has  be¬ 
come  so  large  in  Vietnam. 
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The  family  of  the  late  Grady  N.  Staggs  stands  behind  the  organ  console  they 
have  presented  to  Eros  Methodist  Church  as  a  memorial  to  Mr.  Staggs.  Left  to 
right:  The  Rev.  Rod  Taylor,  pastor,  Woody  Staggs,  Mrs.  Retta  Nalley,  Mrs. 
Edith  Staggs,  and  Sherby  Staggs. 


THE  BLACKWATER  Woman’s  Society 
held  the  January  meeting  with  Katrina 
Wicker  as  program  leader,  and  Mary 
Grace  Lewis  in  charge  of  the  Prayer 
Time. 

- 

A  CHRISTIAN  SOCIAL  RELATIONS 
Seminar  on  the  "Methodist  Inner  City 
Parish’’  was  sponsored  by  the  Woman’s 
Society  of  First  Church,  Baton  Rouge, 
Jan.  3.  Leader  was  the  Rev.  Rupert  D. 
Coles,  pastor  of  St.  Mark  Church  in 
New  Orleans. 


THE  NAPOLEON  AVENUE 
CHURCHWIDE  study  of  "Affluence 
and  Poverty”  presented  the  skit  "Two 
in  a  Trap,”  with  Mrs.  Leslie  Beavers 
and  Mrs.  Wayne  Forbes,  Jan.  8.  The 
Rev.  Don  Alverson  is  pastor. 


MRS.  V.  W.  COTHREN,  president  of 
the  New  Orleans  District  Woman's  So¬ 
ciety,  was  the  honored  guest  of  New 
Orleans  First  Church  ladies  on  Jan.  3. 


DR.  PAUL  WILSON  BRAND,  one 
of  the  world’s  top  surgeons,  spoke  at 
the  opening  session  of  "Affluence  and 
Poverty,”  Jan.  15,  in  Reily  Memorial 
University  Church,  Baton  Rouge.  Dr. 
Brand  is  the  author  of  "Ten  Fingers 
for  God,”  and  is  presently  Chief  of 
Rehabilitation,  U.S.P.H.F.  Hospital, 
Carville,  La.  Mrs.  W.  D.  O’Neal  will 
be  the  speaker  on  Jan.  22  on  the  sub¬ 
ject  "Poverty  in  Appalachia.”  She  is 
a  member  of  Broadmoor  Presbyterian 
Church  and  has  visited  work  projects 
in  Appalachia.  The  Rev.  Jack  Cooke  is 
the  pastor. 

BATON  ROUGE  FIRST  Church  sen¬ 
ior  high  youth  held  at  retreat  at  Hodges 
Gardens  during  the  Christmas  holidays. 
On  Jan.  7  the  teachers  and  counselors 
of  this  group  and  of  the  junior  highs 
were  led  in  a  workshop  by  the  Rev. 
August  Aamodt,  youth  director  for 
Shreveport’s  First  Church. 

PEACE  CORPS  WORKERS  in  Hon¬ 
duras,  Mr.  and  Mrs.  Conroy,  were 
speakers  at  the  opening  session  of  the 
unified  mission  study  in  Munholland 
Church,  Jan.  8.  Egypt  and  her  problems 
were  discussed  by  Dr.  Ahmed  Sammi 
El  Nockrashy,  member  of  the  staff  of 
National  Research  Laboratory,  Cairo, 
Egypt.  He  spoke  at  the  second  session. 
Scheduled  for  Jan.  22  is  Ed  DeLa- 
grande,  discussing  the  philsopohy  of 
the  frustrated  poor  and  the  foundations 
upon  which  communist  movements  are 
built.  The  Rev.  A.  W.  Townsend,  Jr. 
is  pastor. 


Former  Lake  Charles 
pastor  dies 

Funeral  services  were  held  Monday, 
January  9,  at  St.  Paul  Methodist 
Church,  Little  Rock,  for  the  Rcw.  John 
Bell  Hefley,  66,  who  died  at  his  home 
in  Little  Rock  on  January  6.  The  ser¬ 
vices  were  conducted  by  Bishop  Paul 
V.  Galloway,  the  Rev.  Joe  R.  Phillips, 
Jr.,  and  the  Rev.  Everett  Vinson. 

He  was  pastor  of  Lakeside  Methodist 
Church,  Pine  Bluff,  at  the  time  of  his 
retirement  in  1963,  and  had  served  as 
associate  pastor  of  St.  Paul  Church 
since  that  time. 

He  was  a  native  of  Perry  County 
and  was  a  graduate  of  Henderson- 
Brown  College,  Arkadelphia,  and  Per¬ 
kins  School  of  Theology,  Southern 
Methodist  University. 

He  was  admitted  into  full  connec¬ 
tions  in  the  Little  Rock  Conference  in 
1933  and  ordained  elder  in  1935.  His 
first  appointment  was  to  Forest  Park 
Church,  Little  Rock,  the  forerunner  of 
St.  Paul  Church  where  he  completed 
his  ministry. 

Other  appointments  included  First 
Church,  Crossett;  University  Church, 
Lake  Charles,  La.;  First  Church,  Arka¬ 
delphia;  Grand  Avenue  Church,  Stutt¬ 
gart;  Highland  Church,  Little  Rock; 
First  Church,  McGehee,  and  First 
Church,  Rison. 

He  is  survived  by  his  wife,  Mrs. 
Mary  Lucille  Rogers  Hefley. 


VIDALIA  METHODISTS  heard  the 
Rev.  Harry  Ezell,  superintendent  of 
the  Methodist  Children’s  Home  at  Rus- 
ton,  at  the  Jan.  8  morning  service.  The 
church  wide  study  began  that  evening, 
to  continue  for  five  weeks.  Leaders  are 
Tom  Miller,  Charles  Payne,  Fred  Fos¬ 
ter,  and  Mrs.  Bob  Patton.  The  Rev. 
W.  Odell  Simmons  is  pastor. 

THE  REV.  RUSS  PREGEANT  spoke 
in  the  Hammond  First  Church,  Jan.  1, 
at  the  evening  service.  Mr.  Pregeant 
is  working  on  his  doctorate  in  theology 
at  Vanderbilt  University,  and  is  the  son 
of  Mrs.  V.  E.  Pregeant  in  Hammond. 
The  youth  choir  in  the  service  was 
directed  by  Mrs.  Eloise  Cranke,  with 
Evelyn  Edwards  as  organist.  Ministers 
are  the  Rev.  Alfred  M.  Brown,  and  the 
Rev.  Jack  Singleton,  associate. 

ARCHDIOCESE  URGES 
INTERRELIGIOUS  ACTION  TO 
DISCOURAGE 
’MIXED  COURTSHIP’ 
BOSTON  (RNS)  —  Roman  Catholic 
pastors  and  other  Christian  clergymen 
were  urged  by  the  Boston  Archdiocesan 
Ecumenical  Commission  to  join  forces 
"in  planning  and  presenting”  youth 
conferences  that  will  "discourage  mixed 
courtship”  without  militating  against 
the  spirit  of  the  church  unity  move¬ 
ment. 

The  commission  made  the  plea  in  an 
appendix  to  its  newly  published  interim 
guidelines  for  ecumenical  activities  in 
the  archdiocese. 

Richard  Cardinal  Crushing,  Arch¬ 
bishop  of  Boston,  published  a  24-page 
directory  of  the  guidelines  "to  spur  on 
all  Catholics  in  the  archdiocese  to  real 
ecumenical  effort,  especially  on  the  par¬ 
ish  level.”  He  urged  all  Catholics  "to 
comply  faithfully  with  its  directives." 


Union  Bankers 


This  is 
Cancer 
Insurance 


CANCER  POLICY 


Pays  up  to 


5,000 


If  cancer  strikes,  you  want  the  best  treatment  there  is 
.  .  .  and  that  kind  of  treatment  costs  money.  In  many 
cases,  the  cost  is  staggering.  It  may  be  far  more  than 
your  regular  hospital  policies  can  provide.  To  provide 
funds  to  meet  such  costs,  Union  Bankers  has  designed 
a  special  cancer  policy  which  is  now  available  for 
individuals  and  families  at  a  very  modest  premium. 
You  can  buy  it  by  mail  with  a  money  back  guarantee 
under  our  ten  day  free  inspection  plan. 

For  application  form  and  brochure 
with  complete  details, 
clip  and  mail  coupon  below. 


To:  Union  Bankers  Insurance  Company 
P.  O.  Box  6292 
Shreveport,  Louisiana  71106 

Without  obligation,  send  me  application  form  and  infor¬ 
mation  on  your  C-5  Cancer  Policy. 

Name . .  Age 

Address  . 

City .  State . - . 

Zip  Code  . . 

Family  (  )  Individual  (  ) 


LOW  COST: 

Individual:  Cost  only  $12.50  first  year, 
$10.00  thereafter. 

Family  Group:  $25.00  first  year,  $20.00 
annually  after  first  year. 

Union  Bankers  is  licensed  to  operate 
in  Louisiana,  and  39  other  States. 
Assets  now  in  excess  of  Twenty  Five 
Million  Dollars,  and 

GROWING! ! 
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Methodist  Home  Visitor 

THE  METHODIST  CHILDREN'S  HOME 

Ruston,  Louisiana  Post  Office  Drawer  H _ Telephone  255-5Q20  _ _ _ 

'  ‘  ’  *  JANUARY,  1967 


UPPER  LEFT:  This  group  of 
MYFers  from  Springhill  is  one  of 
the  many  groups  that  have  been  so 
kind  to  the  Home  during  the  Christ¬ 
mas  season.  We  extend  our  thanks 
to  all  of  them.  ABOVE:  Uncle  Tom 
is  in  his  nineties.  For  the  past 
17  years  he  has  allowed  children 
from  the  Home  to  secure  Christmas 
trees  from  his  land.  He  is  snown 
with  a  group  of  the  boys  on  this 
mission  this  year.  LEFT:  Bull¬ 
dozer  at  work  on  the  site  prepara¬ 
tion  for  the  new  cottage. 


CHRISTMAS  CHOIR 


FINANCIAL  STATEMENT 


Calendar  Year,  1966 
Operating  Income 

From  churches 

$148,257 

Other  sources 

21,440 

Total 

$169,697 

Operating  Expenditure 

$186,856 

Operating  Deficit 

$  17,159 

t 

ABOVE:  The  Christmas 
tree  in  one  of  the  cottages 
before  Christmas.  LEFT: 
The  girls  in  the  cottage 
open  their  gifts  on  Christ¬ 
mas. 


Trinity  Church,  Ruston,  has  an  an¬ 
nual  program  of  Christmas  music.  In¬ 
cluded  is  a  Junior  Choir.  Of  the  twenty- 
six  in  that  choir  this  year,  thirteen 
were  boys  and  girls  from  the  Methodist 
Children’s  Home. 

t 


THE  VISITOR  in 
THE  METHODIST 

For  many  years  THE  METH¬ 
ODIST  HOME  VISITOR  has  car¬ 
ried  the  news  of  the  Methodist 
Children’s  Home  to  the  people  of 
Louisiana.  Publication  has  been 
intermittent,  and  distribution  has 
been  limited.  Now  THE  LOU¬ 
ISIANA  METHODIST  has  of¬ 
fered  to  carry  the  VISITOR  on 
one  of  its  pages  once  a  month. 
This  will  provide  far  more  reg¬ 
ular  and  more  extensive  coverage 
and  distribution  of  Home  news 
than  we  have  had  before.  We  wish 
to  personally  thank  Dr.  Alfred 
Knox  and  his  staff  for  this  ser- 


TttemvUal  Okc& 


JEAN  MOTLEY 

by  Drucilla  Motley,  Monroe,  La. 
CLINT  D.  YOUNG 
by  Mrs.  H.  Lyles,  Maplewood,  La. 
RUSSELL  BOBBITT 
by  Miss  Bona  H.  Fortson,  Coushatta 
JOHN  B.  BAUCUM 
by  Mr. &  Mrs.  Leon  N.  Graham, 
Shreveport,  La. 

MRS.  AGGIE  PEEPLES 
by  W.  L.  Calhoun,  Jr.,  Rayville,  La. 
MISS  JESSAMINE  ELLSWORTH 
by  Trinity  Ladies  Bible  Class, 

Ruston,  La. 

HUGH  J.  DAVIS 

by  Joe  R.  Bobbitt,  Coushatta,  La. 
ANTHONY  SALVADOR  MULE 
by  St.  James  Methodist  Church, 
Gretna,  La. 

MRS.  E.  E.  SHERRARD 
by  Mrs.  A.  H.  Valentine,  West 
Monroe,  La. 

THOMAS  LOWE 

by  Mr.  &Mrs.  J.  P.  Comalander, 
Shreveport,  La. 

MRS.  O.  E.  PRICE 
by  Mr.  &  Mrs.  Walter  Richardson 
Winnsboro,  La. 

W.  H.  PRICE 

by  Mr .  &  Mrs .  Walter  Richardson 
Winnsboro,  La. 

MR.  &  MRS .  C.  R.  CARAWAY 
by  Mr.  &  Mrs.  Walter  Richardson 
Winnsboro,  La. 

DR.  R.  U.  PARROTT 
by  Dr.  B.  H.  Texada,  Alexandria 
SHANNON  WHITTEN 
by  Wilma  Jordan,  Mer  Rouge,  La. 
KATHERINE  FERGUSON 
by  Mrs.  W.  K .  Ferguson,  Leesville 
REV.  LOUIS  HOFFPAUIR 
by  Mr.  &  Mrs.  Clarence  L.  Duhon, 
Lake  Charles,  La. 

MRS.  VERA  ROBERTS 
by  John  Pitts,  Belcher,  La. 

MRS.  CALLIE  ADAMS 
by  Mr.  &  Mrs.  Collins  Thomas, 
Tallulah,  La. 

MRS.  EARLE  DEAN 
by  Mr.  &  Mrs.  Collins  Thomas, 
Tallulah,  La. 

FRANK  BODKIN 

by  Mr.  &Mrs.  Collins  Thomas, 
Tallulah,  La. 

MRS.  NANNIE  TRAHAM 
by  Mr .  &  Mrs .  J.  L.  Reaux, 

Lake  Charles,  La. 

BILLY  DeMOSS 

by  Mr.  &  Mrs.  Manfred  Gustafson, 
Tallulah,  La. 

W.  F.  PEARCE 

by  Mrs.  W.  F.  Pearce,  Ruston,  La. 
JACK  MCGUIRE 

by  Billy  &  Evelyn  James,  Ruston,  La. 
FULTON  HANNA 

by  Mrs.  S.  C.  McKenzie,  Oil  City 
by  Mrs.  E.  A.  Hoffpauir,  Oil  City 
ELIZABETH  ANN  AND 
BETH  ANN  KRUITHOF 
by  Mr.  Neal  K.  Kruithof,  Bossier 
City,  La. 

JAMES  E.  FILES 
by  Mr.  &  Mrs.  W.  A.  Shaw  & 
Debbie,  Oak  Ridge,  La. 


by  Mrs.  J.  B.  Shaw,  Oak  Ridge,  La. 
by  Mrs.  A.H.  Valentine,  W.  Monroe 
by  Mr.  &  Mrs.  W.  D.  Baugh, 

Oak  Ridge,  La. 

by  Mr.  Roy  Windsor,  Jr.  Mer  Rouge 
by  Mr.  &  Mrs.  W.  Dan  Files, 
Bastrop,  La. 

by  Mrs.  Roy  C.  Windsor,  Sr. 

Mer  Rouge,  La. 
by  Mr.  &  Mrs .  J.  S.  Barr  III, 

Oak  Ridge,  La. 

by  C.  E.  Shepard,  Oak  Ridge,  La. 
by  Mr.  &  Mrs.  J.  M.  Files,  Oak 
Ridge,  La. 

by  Mr.  &Mrs.  W.  H.  Files,  Oak 
Ridge,  La. 

by  Mr.  &  Mrs.  J.  V.  Baskerville, 
Monroe,  La. 

by  Col.  &  Mrs.  Joe  E.  Zimmer, 
Bloomfield,  Conn, 
by  Mr.  &  Mrs .  Ernest  Bicker, 
Branch,  La. 

by  Mrs.  Henry  A.  Pipes,  Sr. 

Oak  Ridge,  La. 

M.  T.  MARSH 

by  Mr.  &Mrs.  W.  R.  Sparkman, 
Beeville,  Texas 

MRS.  BETTY  N.  GAINES 
by  The  W.  D.  Cotton  Family, 
Rayville,  La. 

JOHN  P.  MOSELEY,  JR. 
by  Mr.  &Mrs.  O.  C.  Cathey, 
Keatchie,  La. 

R.  O.  TERRELL 

by  Mrs.  Katie  B.  Osborn, 

St  .Joseph,  La. 

FRANCES  DAWSON  HANSON 
by  Mr.  &Mrs.  R.  L.  Dawson, 
Shreveport,  La. 

W.  W.  BURNSIDE 
by  Mrs.  J.  T.  Cook,  Franklinton, 
La. 

L.  O.  BICKHAM,  SR. 
by  Mrs .  A .  V .  Osterberger, 

St.  Francisville,  La. 

C.  W.  NORTON 

by  Mrs.  F.  M.  Lovett,  Zachary 

B.  F.  FALLIN 
by  Mr.  &  Mrs .  Robert  Nash, 
Pineville,  La. 

MRS.  BERNICE  ALEXANDER 
by  Mr.  &Mrs.  L.  B. Smith,  Mike 
&  Annette,  Vivian,  La. 

JACK  TAYLOR 

by  Mrs.  R.  D.  Farr  &  Family, 
Monroe,  La. 

ROY  C.  WINDSOR,  SR. 
by  Mrs.  Roy  C.  Windsor,  Sr., 

Mer  Rouge,  La.'" 

S.  E. JOHNSON 

by  Mr.  &Mrs.  O.  C.  Cathey, 
Keatchie,  La. 

by  Mr.  &  Mrs .  L.  B.  Bagley, 
Longstreet,  La. 

by  Leslie  Bagley,  Longstreet,  La. 
by  Lawrence  Bagley,  Longstreet 
by  Leon  Bagley,  Longstreet,  La. 

JOE  NORRIS 

by  Trinity  Ladies  Bible  Class, 
Ruston,  La. 

by  Mrs .  Harry  E .  Woodward, 

Hot  Springs,  Ark. 
byD.M.A.  Club,  Trinity  Methodist 
Church,  Ruston,  La. 

List  continued  next  week 
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Methodists  on  Relief  Team 

VIETNAM 


by  Elizabeth  Saville 
Staff  Writer 

Methodist  Board  of  Missions 

To  help  bring  a  Christian  presence 
to  a  country  wracked  by  suffering  and 
disorder,  The  Methodist  Church  is  par¬ 
ticipating  in  an  ecumenical  ministry  to 
the  800,000  refugees  in  Vietnam. 

The  Methodist  Committee  for  Over¬ 
seas  Relief  (MCOR)  is  providing  Meth¬ 
odist  workers — currently  numbering  six 
— for  the  staff  of  Vietnam  Christian 
Service  (VCS),  a  joint  refugee  relief 
effort  of  Church  World  Service  (relief 
arm  of  the  National  Council  of 
Churches),  Lutheran  World  Relief  and 
the  Mennonite  Central  Committee. 
MCOR  volunteers  now  serving  with 
VCS  include: 

Miss  Linda  Schulze,  San  Antonio, 
Tex.;  Dr.  and  Mrs.  Richard  G.  Milk, 
Austin,  Tex.;  Miss  Tharon  McConnell, 
Mooresville,  N.  C.;  Mr.  and  Mrs.  Carl 
Channon,  Atchison,  Kans. 

Immediate  plans  call  for  10  more 
Methodist  volunteers  to  go  to  Vietnam 
next  spring,  and  there  is  need  for  many 
more.  (Interested  persons  may  write: 
Methodist  Committee  for  Overseas  Re¬ 
lief,  475  Riverside  Drive,  New  York, 
N.  Y.  10027.) 

Though  the  war  apparently  is  far 
from  over,  the  task  of  relief  and  re¬ 
habilitation  will  be  greater  than  that 
which  followed  the  Korean  war,  says 
Dr.  J.  Harry  Haines,  N.  Y.,  general  sec¬ 
retary  of  MCOR.  "The  physical,  social 
and  economic  needs  of  the  Vietnamese 
are  great,  but  perhaps  the  larger  task 
is  that  of  a  compassionate  ministry  to 
the  human  spirit.  Vietnam  Christian 
Service  seeks  to  carry  out  a  ministry  of 
Christian  presence  in  the  midst  of  dis¬ 
order  and  suffering,  and  to  witness  to 
the  cross  of  Christ  and  the  reconciling 
power  of  love  in  the  midst  of  violence, 
fear,  hate  and  despair.’’ 

Methodist  workers  provided  to  VCS 
are  part  of  integrated  relief  teams  work¬ 
ing  in  various  parts  of  Vietnam.  Each 
team  includes  a  doctor,  nurse,  agricul¬ 
turist,  social  worker  and  home  econo¬ 
mist.  Methodist  workers  are  supported 
by  MCOR. 


Miss  Schulze 

The  first  Methodist  to  go  to  Viet¬ 
nam  with  VCS  was  Miss  Linda  Schulze, 
who  until  recently  was  assisting  the  di¬ 
rector  of  VCS  in  establishing  priorities 
among  projects  in  the  Saigon  area.  Aft¬ 
er  four  years  overseas,  three  of  which 
as  a  missionary  in  Hong  Kong,  she  is 
one  her  way  home  to  Texas. 

While  in  Saigon,  Miss  Schulze  was 
concerned  with  welfare  program  plan¬ 
ning  and  those  areas  where  projects 
were  needed  most.  She  said:  "Through 
education,  self-help  and  group,  family 
and  community  services,  our  purpose 
was  to  help  strengthen  the  family,  raise 
the  standards  of  the  community,  and 
help  develop  local  leadership  through 
creating  an  awareness  of  needs,  stim¬ 
ulating  local  action  to  help  meet  these 
needs  and  making  necessary  outside  re¬ 
sources  available.” 

Miss  Schulze  explained  that  there 
were  both  opportunities  and  frustra¬ 
tions  involved  in  service  in  Vietnam. 
"Coupled  with  the  obvious  needs  and 
problems  are  the  limitations  of  crowd- 
ded  and  insufficient  facilities,  inade¬ 
quately  trained  but  dedicated  personnel, 
ignorance  of  basic  health  and  welfare 
concepts,  and  a  lack  of  effective  leader¬ 
ship.” 

But  she  added  that  "great  progress 
can  and  must  be  made,  and  strides 
taken  to  continue  to  alleviate  the  pain 
and  suffering  of  the  people  and  to  aid 
this  nation  in  its  steps  toward  under¬ 
standing  and  implementing  growth, 
self-help,  and  development.” 

Miss  Schulze  was  born  in  San  An¬ 
tonio,  and  attended  Southwest  Texas 
State  College  at  San  Marcos,  Southern 
Methodist  University  at  Dallas  and 
Trinity  University  in  San  Antonio. 

The  Milks 

At  a  Christian  Lay  Leadership  Train-* 
ing  Center,  a  technical  school  and  farm 
providing  skills  for  Vietnamese  young 
people,  are  Dr.  and  Mrs.  Milk,  Meth¬ 
odist  missionaries  to  Mexico  who  are 


serving  as  an  agriculturalist  and  home 
economist  in  Hue  for  one  year. 

Situated  approximately  50  miles  south 
of  the  border  between  North  and  South' 
Vietnam,  the  center  is  a  project  of  the 
World  Relief  Commission  of  the  Na¬ 
tional  Association  of  Evangelicals,  be¬ 
gun  five  years  ago.  VCS  has  contri¬ 
buted  both  money  and  personnel  to  this 
project.  An  estimated  240,000  refugees 
within  a  40-mile  radius  of  the  center 
have  spurred  efforts  of  the  staff  to 
provide  employment  through  a  food- 
for-work  program,  and  agricultural  and 
vocational  training. 

Amidst  a  background  of  Hue’s  an-* 
cient  and  spectacular  tombs,  and  the 
hustling,  bustling  commercial  life,  is 
"The  Farm.”  It  covers  25  acres  and 
is  described  by  the  Milks  as  "a  dining 
room,  kitchen,  three  classrooms,  small 
dormitory,  supervisor’s  apartment  and 
several  small  buildings.  Close  by  are 
a  pig  farm,  feed-mixing  center  and 
chicken-breeding  house.  Two  large 
sheds  will  eventually  enable  70  students 
to  carry  on  academic  and  religious  stud¬ 
ies,  while  doing  work  in  such  fields 
as  woodworking,  blacksmithing,  metal 
working,  sanitation,  first  aid,  sewing, 
crafts,  equipment  operation  and  main¬ 
tenance  poultry  raising  and  animal  hus¬ 
bandry. 

In  what  was  once  a  home  belonging 
to  a  member  of  the  Diem  family,  the 
Milks  have  made  a  three-room  apart¬ 
ment.  Though  they  lack  a  stove  on 
which  to  cook,  they  haven’t  been  con¬ 
cerned,  since  it  provided  them  with  an 
opportunity  to  meet  and  eat  with  some 
of  the  single  men  staying  in  one  of 
the  dormitories. 

Dr.  Milk  holds  degrees  from  Cornell 
University  and  the  University  of  Ten¬ 
nessee,  while  his  wife  is  a  graduate  of' 
the  University  of  Tennessee.  Before  go¬ 
ing  to  Vietnam  they  had  served  in 
Cuba,  Jamaica,  Mexico  and  Guatemala. 
They  have  five  children. 

Miss  McConnell 

Another  Methodist  serving  in  Viet¬ 
nam  is  Miss  McConnell,  a  public  health 
nurse  in  Quang  Ngai.  While  waiting 
her  turn  to  attend  a  language  school 
in  Saigon,  she  is  busy  combating  disease 


and  instructing  villagers  in  preventive 
medicine  measures. 

Presently  Miss  McConnell  is  working 
with  12  families.  She  devotes  much 
of  her  time  to  preschool  children  suf¬ 
fering  from  malnutrition  and  worms. 
It  is  her  task  to  teach  the  mother  how 
to  administer  available  remedies  such 
as  salt  and  sugar,  and  how  to  mix  pow¬ 
dered  milk  as  a  good  supplement. 

What’s  it  like  to  leave  a  country  town 
in  America  and  go  to  a  land  of  suffer¬ 
ing  and  hardship?  What’s  the  chal¬ 
lenge?  Miss  McConnell  explains  it 
fhusly: 

"I  am  continually  amazed  at  how 
life  continues  in  spite  of  war  and  the 
ever  present  threat  of  danger  and  even 
death.  But  life  does  go  on  except  that 
it  is  harder  —  homes  have  been  de¬ 
stroyed,  land  captured  by  the  Viet  Cong 
Or  bombed  by  the  U.S.,  and  with  it 
the  means  of  livelihood.  Families  are 
separated,  loved  ones  are  killed,  food 
is  scarce,  conditions  for  living  are  poor, 
but  still  the  spark  of  life  is  there. 

"The  country  is  being  ruined,  yet 
we  don’t  seem  to  be  anywhere  near 
an  end — just  more  war!  I  suppose  it 
is  even  more  difficult  because  I  can 
see  no  enemy — Who  are  the  V.C.  ?  I 
don’t  know.  And  in  my  work  I  don’t 
ask — I  give  where  the  greatest  need 
is.  The  only  qualification  for  help  is 
Need.” 

Teasingly  called  a  "Methodist  infil¬ 
trator”  by  her  six  Mennonite  co-work¬ 
ers,  Miss  McConnell  enjoys  working 
and  living  with  them,  and  explains 
that  it  has  offered  many  opportun¬ 
ities  to  share  common  problems  and 
experiences. 

Miss  McConnell  received  her  nursing 
degree  from  Duke  University  in  Dur¬ 
ham,  N.C.  She  was  on  her  way  to 
Costa  Rica,  but  decided  that  she  would 
like  to  work  in  Vietnam  instead. 

The  Channons 

Leaving  a  quiet  street  in  Atchison, 
Kansas,  and  giving  up  the  life  of  re¬ 
tirement,  at  least  for  now,  are  Carl 
and  Hazel  Channon  who  left  for  Plei- 
ku,  Vietnam,  in  November. 

Before  going  to  Pleiku,  however, 

(Continued  on  page  15) 


Advance  Special:  St 


Shown  at  left  is  the  local  pastor  of 
"El  Mesias"  Church  in  San  Antonio; 
to  his  right  is  the  Rev.  Frank  Ramos, 
district  superintendent,  and  the  Rev. 
Josue  Gonzalez.  They  are  standing 
on  the  vacant  lot  next  to  the  frame 
house  pictured  on  opposite  side 
of  page. 


For  three  years,  "El  Mesias”  Method¬ 
ist  Church — a  new  congregation,  has 
been  trying  to  muster  its  own  resources 
and  whatever  outside  help  it  could  get 
in  order  to  construct  a  first-unit  build¬ 
ing  for  its  new  and  growing  member¬ 
ship.  This  small  congregation  has  al¬ 
ready  succeeded  in  paying  off  an  excel¬ 
lent  piece  of  property  in  a  heavily  pop¬ 
ulated  Latin-American  neighborhood, 
not  far  from  downtown  San  Antonio. 
It  is  such  a  strategic  place  for  Method¬ 
ism  to  make  a  witness  that  the  con¬ 
struction  of  the  first  unit  of  this  church 
plant  has  been  designated  one  of  the 
recipients  of  the  1967  One  Great  Hour 
of  Sharing. 

We  have  enough  money  pledged. 
With  what  the  local  church  itself  has 
raised  and  will  borrow,  assistance  from 
the  General  Board,  and  Advance  Spe¬ 
cial  commitments  from  the  North  Ar¬ 
kansas  Conference  and  the  Portsmouth 
(Ohio)  District,  we  should  be  ready  to 
build.  We  are  ready.  The  membership 
of  this  growing  church  is  ready,  but  we 
will  need  the  Advance  Special  gifts 


which  have  been  pledge,  in  order  to  pay 
for  the  building  construction.  If  these 
pledges  can  come  in  this  conference 
year,  we  will  be  able  to  pay  the  cost  of 
construction,  and  perhaps  have  a  small 
amount  left  to  begin  the  furnishing  of 
this  new  church. 

We  do  covet  and  desperately  need 
your  help.  North  Arkansas  has  pledged 
$5,000  towards  this  project,  ana  Ports¬ 
mouth  District  has  paid  $3,092.40  of  its 
$7,000  pledge.  Your  Advance  Special 
gifts  should  be  sent  to  your  Conference 
Treasurer  and  designated: 

”E1  Mesias  Church  Building,  San  An¬ 
tonio.” 

(San  Antonio,  with  over  350,000 
Spanish-Speaking  people,  has  only  sev¬ 
en  Methodist  Churches  to  try  to  reach 
them.  75%  of  these  people  are  not  be¬ 
ing  reached  by  any  Christian  Church. 
It  is  imperative  that  Methodism  make 
its  witness  to  people  in  their  own  lan¬ 
guage.  It  is  equally  imperative  that 
Methodism’s  financial  resources  be  used 
to  make  this  witness.) 


The  frame  dwelling  at  825  Aransas 
Street  in  San  Antonio  where  the 
"El  Mesias"  Methodist  Church  has 
been  meeting  for  three,  years.  This 
house  which  was  painted  and  had 
some  minor  repairs  when  the  con¬ 
gregation  was  organized,  will  be 
sold  and  moved  off  the  property. 
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Mrs.  Albert  Merriman 

Mrs.  Alma  Emma  Merriman,  Quit- 
man,  died  December  8,  at  the  age  of 
B2.  She  joined  the  Quitman  Methodist 
'Church  at  an  early  age — a  member  of 
one  of  the  pioneer  families  of  Faulkner 
County. 

As  a  young  woman  Mrs.  Merriman 
attended  college  in  Conway,  and  was 
active  in  the  Epworth  League  of  First 
Methodist  Church.  After  marriage  she 


lived  in  Little  Rock  for  a  number  of 
years,  and  was  a  faithful  member  of 
Highland  Methodist  Church.  Later  she 
and  her  husband  moved  to  Quitman, 
where  she  gave  devoted  service  to  her 
church  until  her  later  years  when  ill 
health  prevented  her  from  being  as 
active  as  she  desired. 

Mrs.  Merriman  is  survived  by  her 
husband,  Albert  Merriman,  a  sister, 
Mrs.  G.  A.  Freeman,  a  brother  Hugh 
A.  Moore,  and  other  relatives.  Funeral 
service  were  held  at  Mt.  Pleasant  Meth¬ 
odist  Church,  near  Quitman.  The  Rev. 
Harold  Wilson,  Augusta  and  the  Rev. 
Charles  Grossno,  Quitman  officiated. 

— Mrs.  W.  F.  Bates 

(Mrs.  Merriman’s  niece) 
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RELIEF  TEAM 

(Continued  from  page  14) 
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they  are  in  Saigon  for  an  intensive 
three-month  orientation  and  study  of 
travel  to  Pleiku  where  Mr.  Channon 
will  be  in  charge  of  an  emergency  food 
production  program  and  Mrs.  Channon 
will  conduct  field  demonstration  pro¬ 
grams  in  home  economics.  A  small 
house  once  owned  by  a  French  busi¬ 
nessman  has  been  rented  for  their  five- 
man  team. 

At  first  they  had  planned  on  sign¬ 
ing  up  for  some  kind  of  service  in 
India.  They  had  talked  with  their 
pastor,  and  arrangements  were  under¬ 
way,  when  an  official  of  MCOR  called 
and  asked  them  to  go  to  Vietnam  in¬ 
stead. 

The  Channons  agreed,  in  spite  of 
their  three  children’s  apprehension.  All 
are  grown  now  and  as  he  explained  it: 
"I  just  told  them  that  those  kids  over 
in  Vietnam  need  us,  and  yours  can 
get  along  without  us.” 

There  is  much  to  do  to  prepare  one¬ 
self  for  service  in  any  country,  and 
the  Channons  began  at  once  reading 
up  on  the  political  history  of  South 
Vietnam.  Two  weeks  before  departure 
for  overseas,  they  arrived  in  New  York 
for  their  briefing  on  what  to  expect 
once  they  arrived  in  Vietnam,  and  what 
their  responsibilities  as  relief  workers 
will  be. 

With  40  pounds  of  luggage  each, 
several  tape  recorders  and  a  determined 
mind,  the  Channons  have  set  out  to 
prove  that  life  doesn’t  stop  with  re¬ 
tirement.  Asked  if  they  would  return 
to  a  "restful  life”  after  two  years  in 
Vietnam,  they  both  replied  that  as  long 
as  they  were  able  they  would  like  to 
serve  as  missionaries  in  some  country. 
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BIBLES  REBOUND 

T.  Small  Bibles  rebound  in 
attractive  half-circuit  style. 

2.  Large  Family  and  Pulpit 
Bibles  repaired,  rebound  and 
restored  (also  rare  books). 

3.  Laminating  Service--For  Fam¬ 
ily  records.  Permanent  pro¬ 
tection  records.  Permanent 
protection  between  2  layers 
of  DuPont  Mylar. 

Write  for  illustrated  price  list 
from  Nation’s  largest  Bible 
rebinding  specialists. 

105  N.  Stone  Ave.,  Greenwood,  Miss. 


Mrs.  W.  W.  Holmes 

Funeral  services  for  Mrs.  W.  W. 
Holmes,  Sr.  were  held  at  The  William 
B.  Reily  Memorial  University  Meth¬ 
odist  Church  in  Baton  Rouge  on  No¬ 
vember  30.  Entombment  was  in  Hope 
Mausoleum  in  New  Orleans.  The  Rev¬ 
erend  Jack  Cooke,  pastor,  officiated  as¬ 
sisted  by  Bishop  Aubrey  G.  Walton  and 
Dr.  W.  E.  Trice. 

Mrs.  Holmes  had  lived  in  Baton 
Rouge  since  the  death  of  her  late  hus¬ 
band,  Dr.  W.  W.  Holmes,  Sr.  —  in 
1946.  She  was  a  native  of  Bristol,  Tenn. 
She  was  a  member  of  PEO  Chapter 
Z  of  Baton  Rouge  and  Chapter  G  of 
New  Orleans.  She  was  the  teacher  of 
The  Holmes  Bible  Class  of  University 
Church  for  many  years.  This  class  gave 
the  stained-glass  window  over  the  en¬ 
trance  of  the  sanctuary.  They  also  fur¬ 
nished  one  of  the  conference  rooms  in 
the  new  L.S.U.  W.  W.  Holmes  Wesley 
Foundation  Building,  in  her  honor. 

Mrs.  Holmes  gave  encouragement  to 
many  young  ministers  and  their  wives 
in  her  ninety  years  of  living.  She  also 
gave  guidance  and  inspiration  to  the 
laity.  She  was  a  witness  to  "The  Faith.” 

In  addition  to  her  two  sons.  Dr. 
Samstone  Holmes  and  W.  W.  Holmes 
and  one  daughter,  Mrs.  Margaret 
Brown,  all  of  Baton  Rouge,  she  is  sur¬ 
vived  by  a  host  of  friends  across  this 
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nation.  Her  influence  will  be  witnessed 
down  through  the  years  in  the  lives 
of  those  who  passed  her  way. 
t 

Mrs.  John  Pledger 

Mrs.  Willie  A.  Pledger,  widoyv  of 
John  S.  Pledger,  was  born  near  Oxford, 
Miss.,  Dec.  6,  1876.  She  died  at  Dan¬ 
ville,  Ark.,  Jan.  2,  1967  at  90  years 
of  age.  Her  childhood  and  youth  were 
spent  at  Paris,  Ark.  She  married  Mr. 
Pledger  in  1896  and  lived  the  remainder 
of  her  life  in  the  Corinth  community, 
near  Belleville. 

She  was  a  faithful  and  devout  mem¬ 
ber  of  the  Methodist  Church.  Memorial 
services  were  held  at  the  Belleville 
Methodist  Church.  The  Rev.  Gene  At¬ 
kins,  Danville  pastor  officiated,  assist¬ 
ed  by  the  Rev.  I.  L.  Claud,  El  Dorado. 

Mrs.  Pledger  is  survived  by  seven 
children:  Paul,  Danville;  Carl,  Carls¬ 
bad,  N.  Mex.;  Cleo,  Somis,  Calif.;  Earle, 
Belleville;  Parilla  Claud,  El  Dorado; 
Adriel  Misenhimer,  Lake  Isabella, 
Calif.;  Audry  Apple,  Belleville;  twenty 
grandchildren  and  fifty  great-grand¬ 
children. 

— I.  L.  Claud 
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George  E.  Kline 

Funeral  services  were  held  January 
12  at  Crocketts  Bluff  (Ark.)  Missionary 
Baptist  Church  for  George  E.  Kline, 
70,  who  died  at  his  home  in  Crocketts 
Bluff,  January  10.  Services  were  con¬ 
ducted  by  the  Rev.  Monroe  Davis  and 
the  Rev.  Creed  Rush. 

He  was  a  retired  farmer  and  a  mem¬ 
ber  of  the  Missionary  Baptist  Church?. 


Survivors  include  his  wife,  Mrs.  Fla- 
vella  Terry  Kline  (sister  of  Dr.  Arthur 
Terry,  Pine  Bluff  District  Superintend¬ 
ent),  two  brothers,  Floyd  and  John 
Kline  of  Stuttgart,  and  four  sisters,  Mrs. 
Oregon  Butler  of  Ethel,  Miss  Sarah 
Kline  of  Stuttgart,  Mrs.  Robert  Wein- 
rich  of  Ohio  and  Mrs.  Louise  Prange 
of  California. 

Burial  was  in  Crocketts  Bluff  Bap¬ 
tist  Cemetery. 
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BRITISH  SCENE 

(Continued  from  page  10) 

fered  to  a  slightly  suspicious  public. 

In  spite  of  fine  photography,  some 
imagination,  and  an  all-star  cast,  this 
effort  just  did  not  come  off.  The  critics 
had  a  hey-day,  the  intellectual  weeklies 
had  a  field-day.  But  I  happened  to  be- 
in  a  good  position  to  get  an  opinion. 
I  have  one  son  of  seventeen  years  old 
who  is  studying  English,  and  one  son 
of  thirteen  who  knows  the  story  of 
Alice  very  well. 

While  the  family  watched  the  "new” 
presentation  I  waited  for  what  they 
would  say.  They  didn’t  say.  They  voted. 
With  their  feet.  They  went  into  an¬ 
other  room  to  do  something.  They 
were  bored. 

*  *  * 

LAST  WORD 

Go  as  far  as  you  can  see,  and  when 
you  get  there  you  will  see  further.  — 
E.  Hubbard. 
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YOU  CAN  BUDGET 
7  FULL  DAYS 

to  include  a  room 
and  6  thermal  baths 
$42  per  person,  2  in  a  room  provides 
twin-bedded  room  at  $3.75  per  day, 
per  person;  4  Thermal  Baths  for  $13.85 
and  $1.10  for  misc.— $42  (Single  $55} 


Take  the  world-famous,  radioactive  thermal  baths  of  Hot  Springs  with  new 
Whirlpool  in  the  Majestic  and  banish  all  your  aches  and  pains  due  to  tension 
and  fatigue  .  . .  relieve  arthritis,  rheumatism  and  high  blood  pressure. 

Swim  in  our  beautiful,  temperature-controlled  pools  . . .  golf  at  our  nearby 
Country  Club.  Fishing  and  all  water  sports  at  Lakes  Ouachita,  Hamilton  and 
Catherine.  Recreational  Lodge  on  nearby  Lake  Hamilton  for  the 
exclusive  use  of  Majestic  guests. 

Our  own  Social  Hostess.  THI 
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Richard  Wright  was  present¬ 
ed  the  Eagle  Scout  Award 
in  a  Court  of  Honor  which 
was  held  recently  at  Cotton 
Valley  First  Methodist 
Church.  Mayor  A.  C.  Bor¬ 
land  was  Master  of  Cere¬ 
monies.  The  Rev.  Terral 
T.  Lowe  is  pastor. 


J.  B.  McElwee,  Coushatta 
First  Methodist  Church, 
presents  a  five-year  per¬ 
fect  attendance  pin  to  Lynn 
Truman  Crawford,  son  of 
Mr.  and  Mrs.  H.  T.  Craw¬ 
ford.  The  Rev.  L.  Gray 
Wilson  is  pastor. 


The  Rev.  Lea  Joyner,  pastor 
of  Southside  Metnodist 
Church,  Monroe,  is  the 
proud  and  grateful  owner  of 
a  new  1967  Impala-a  gift 
from  Mr.  and  Mrs.  R.  L. 
Jones.  Mr.  Jones  is  the 
Chevrolet  dealer  in  Den¬ 
ham  Springs. 


The  Men's  Club  of  Dubach  Church  honored  Mr. 
and  Mrs.  R.  T.  Henry  for  their  love  and  devotion 
to  the  church  at  a  Christmas  banquet.  Tyrus 
Pendergrass,  Official  Board  chairman,  makes  the 
plaque  presentation.  The  Rev.  William  M.  Finnin 
is  pastor. 


The  Rev.  Harry  Ezell,  superintendent 
of  the  Methodist  Children’s  Home  at 
Ruston  spoke  at  the  Vidalia  Meth¬ 
odist  Church  Sunday  morning,  Jan¬ 
uary  8th.  On  his  right  is  the  Rev. 
Odell  Simmons,  pastor. 


The  threesome  shown  above  includes:  The  Rev. 
Ralph  Cain,  pastor  of  Mangum  Memorial,  Shreveport, 
David  Kneipp  and  Sandra  Price.  They  concluded 
the  Christmas  Day  service  with  music.  Sandra  and 
David  responded  to  each  stanza  of  the  pastor’s 
solo  by  singing  ‘‘Happy  Birthday  to  Jesus.” 


During  the  Christmas  offeratory 
Faithful  Methodist  Church  members 
deposited  their  offerings  in  the 
manger  shown  above. 

In  picture  are  Barrv  Williams,  Patty 
Williams,  Thomas  Singletary,  Lisa 
Williams  and  the  Rev.  C.  D.  Pac¬ 
kard,  pastor  of  Faithful-New  River- 
Medows,  Chapel  Charge,  Gonzales. 


The  Southside  Methodist  Church 
Chancel  Choir  (Monroe),  presented 
the  Christmas  cantata  “Glory  To 
God”  in  December.  Jack  Hesketh 
directed  and  Miss  CharleneWilkerson 
provided  the  organ  accompaniment. 
Trumpeteers  were:  Phares  Corder, 
Arnold  Loe,  and  Bob  Hargrove. 
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Thirty-second  Annual  SMU 


The  Rev.  Harold  McC lung,  left,  Hosston,  and  Superintendent  George  F. 
Pearce,  Jr.  promote  The  Louisiana  Methodist  subscription  campaign  at 
January  6th  Shreveport  Preachers'  meeting. 


Ministers’  Week 

FEBRUARY  6-9 


Some  3,000  ministers  from  the  eight 
states  of  the  South  Central  Jurisdic¬ 
tion  are  expected  to  attend  the  32nd 
annual  Ministers'  Week  at  Southern 
Methodist  University  February  6-9. 

The  Fondren  Lecturer  for  the  week 
will  be  Dr.  W.  Richey  Hogg,  professor 


of  world  Christianity  at  SMU’s  Perkins 
School  of  Theology.  Dr.  Hogg  has  trav¬ 
eled  widely  in  Africa,  Asia,  and  the 
Pacific  area,  and  from  1952  to  1955 
was  a  faculty  member  of  the  Leonard 
Theology  Seminary  in  Jabalpur,  India. 
He  will  deliver  four  lectures  under  the 
general  title  of  "God’s  Mission:  The 
Congregation’s  Calling.” 

Bishop  James  S.  Thomas  of  the  Iowa 
Area  will  present  the  Peyton  Lectures 
on  the  general  theme,  "Preaching  Be¬ 
yond  the  Boundaries.”  Bishop  Thomas, 
at  47,  is  America’s  youngest  Methodist 


bishop.  He  is  the  second  Negro  Meth¬ 
odist  bishoo  to  lead  a  predominantly 
white  area,  and  was  assigned  to  the 
Iowa  area  at  the  request  of  white  pa¬ 
rishioners.  Bishop  Thomas  has  distin¬ 
guished  himself  in  the  field  of  Chris¬ 
tian  higher  education.  From  1953  until 


1964,  when  he  was  elected  to  the  epis¬ 
copacy,  he  served  as  asociate  director 
of  the  Methodist  Board  of  Education's 
Division  of  Higher  Education. 

The  Jackson  Lectureship  will  be  de¬ 
livered  by  Dr.  Samuel  L.  Terrien  native 
of  France  and  Davenport  Professor  of 
Hebrew  and  the  Cognate  Languages  at 
Union  Theological  Seminary  in  New 
York  City.  Dr.  Terrien  studied  at  the 
University  of  Paris  and  in  Jerusalem 
before  earning  his  doctoral  degree  at 

(Continued  on  page  4) 


CIRCULATION  REPORT 

For  the  first  time  in  a  number 
of  years  we  are  having  to  report 
to  you  that  Report  No.  1  in  the 
Circulation  Campaign  shows  a 
drop  from  the  previous  year. 
The  report  on  page  13  of  this 
issue  shows  that  we  are  about 
2,000  subscribers  short  of  our 
first  report  last  year.  It  also 
indicates  that  very  few  churches 
had  reported  from  Louisiana.  We 
are  confident  that  the  reports 
received  in  our  office  by  Friday 
will  reveal  a  different  picture 
in  the  second  report  next  week. 


Centenary  Choir 
on  tour 

For  most  of  the  students  at  Method¬ 
ist-supported  Centenary  College,  Janu¬ 
ary  21  marked  the  beginning  of  their 
mid-semester  break  and  a  time  of  rest 
and  relaxation.  One  group  of  students, 
however,  found  that  their  work  had 
just  begun.  They  are  the  members  of 
the  Centenary  College  Choir  under  the 
direction  of  Dr.  A.  C.  Voran. 

Each  year  during  the  mid-semester 
break,  the  choir  takes  to  the  roads  of 
South  Louisiana  and  East  Texas  on  a 
musical  tour  of  goodwill  for  Centenary 
College  and  Shreveport. 

This  season’s  appearances  to  date 

(Continued  on  page  4) 


Ministers’ 
Homes  Fund 
short  of  goal 

The  chairman  of  the  Retired  Min¬ 
isters’  Homes  board  reported  this  week 
that  the  money  needed  to  build  a  new 
home  is  one-third  short  of  its  goal. 

J.  R.  Russell  of  Shreveport  reminded 
Louisiana  Methodists  that  the  board  is 
asking  for  $12,000  this  conference  year, 
and  only  $8,500  has  come  in. 

Some  of  the  larger  churches  in  the 
state  have  not  sent  in  their  donations, 
he  said,  and  urged  that  they  do  so. 
The  drive  is  not  over,  and  additional 
contributions  will  be  welcome. 

"If  we  build  another  home  for  a  re¬ 
tired  minister  during  the  1967-68  con¬ 
ference  year,  we  must  have  more  mon¬ 
ey,”  Russell  said. 

A  site  is  available  and  paid  for  on  a 
paved  street  in  Lafayette,  and  the  util¬ 
ities  are  ready. 

The  conference  must  build  one  home 
4  year  as  a  minimum,  Russell  said,  to 
take  care  of  the  present  situation. 

The  money,  from  churches  or  indi¬ 
viduals,  should  be  sent  to  the  Retired 
Ministers’  Homes  Board,  Inc.,  9300 
Mansfield  Road,  Shreveport,  Louisiana, 
71108. 

t 


THOMAS  HOGG  TERRIEN 


The  Rev.  Karl  Tooke, 
board  staff  member  from 
Louisiana,  and  the  Rev. 
Roy  Mouser,  Lake  Charles, 
chairman  of  the  Louisiana 
Conference  Board  of  Mis¬ 
sions  at  Louisville,  Ken- 
tuckey  meeting. 


OUR  BISHOP’S  LETTER 

Bombay,  India 
January  14,  1967 

Dear  Louisiana  Methodists: 

Mrs.  Walton  and  I  have  been  in  Bombay  since  Wednesday  morning. 
We  are  leaving  by  train  this  evening  for  Ahmedabad  where  I  am  to  preach 
in  the  morning.  We  will  go  by  car  to  Baroda  where  I  am  to  speak  in  the 
evening.  The  first  part  of  next  week  will  be  spent  in  visiting  Nadiad, 
Godhra  and  other  points  in  the  Gujarat  Conference,  returning  to  Bom¬ 
bay  the  latter  part  of  the  week. 

We  enjoyed  a  few  days  in  Italy  in  spite  of  bad  weather.  We  were  in 
a  severe  snowstorm  while  going  by  bus  from  Rome  to  Assisi.  There  was 
so  much  ice  on  the  streets  that  we  had  difficulty  in  getting  about  in 
Assisi.  It  rained  a  great  deal  while  we  were  in  Naples,  but  we  did  get  to 

(Continued  on  page  4) 


“I  WAS  NOT  DISOBEDIENT  TO  THE 
HEAVENLY  VISION ” 

ONE  of  the  speakers  at  the  annual  meeting  of 
the  Board  of  Missions  last  week  in  Louisville 
was  Dr.  Colin  Morris,  a  British  missionary  who 
is  the  head  of  the  new  United  Christian  Church 
of  Zambia  and  the  only  non-African  officer  of  that 
group.  His  address  was  very  warm  and  personal  as 
he  told  of  experiences  during  the  rise  of  the  na¬ 
tionalist  movement  in  the  country  which  was 
formerly  Northern  Rhodesia.  He  spoke  of  the 
many  dramatic  moments  when  church  leaders  had 
to  take  their  stand  for  what  they  considered  right, 
even  when  the  implementation  of  such  convictions 
brought  criticism  from  both  sides  in  the  struggle 
for  national  integrity.  Then  the  little  Briton  plant¬ 
ed  his  feet  firmly  on  the  platform  of  the  Louisville 
Civic  Auditorium  and  said,  “I  did  what  I  did  be¬ 
cause  I  was  a  minister  under  orders.  I  had  com¬ 
mitted  myself  unconditionally  to  my  church  so 
there  was  never  any  feeling  that  I  was  inviting 
martyrdom  or  achieving  special  recognition.  My 
church  is  my  life  and  I  cannot  be  absolved  of  that 
commitment.” 

This  editor  regarded  that  as  a  wonderful  tes¬ 
timony  from  a  dedicated  minister  who  has  been 
recognized  by  a  newly-created  church  as  its  presi¬ 
dent  in  a  nation  with  a  black  majority.  What  he 
was  saying  sounded  to  us  a  great  deal  like  the  word 
of  Paul  when  he  stood  before  King  Agrippa  and 
said,  “I  was  not  disobedient  to  the  heavenly  vis¬ 
ion.”  It  seems  that  it  bears  testimony  to  the  kind 
of  relationship  every  minister  should  enter  when 
he  hears  the  call  to  preach  or  when  he  accepts  or¬ 
dination  and  hears  those  words  which  have  always 
inspired  awe  in  us:  “Take  thou  authority  to  preach 
the  word.” 

At  Louisville,  Dr.  Morris  did  not  enjoy  the 
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usual  ministerial  dispensation  to  say  his  piece  and 
then  sit  down.  A  panel  of  three  outstanding  persons 
had  been  invited  to  “react”  to  his  word,  and  react 
they  did.  One  of  them  at  least,  M.  M.  Thomas,  a 
layman  from  India,  protested  rather  warmly  against 
the  public  confession  of  that  speaker  that  he  was 
not  “disobedient  to  the  heavenly  vision.”  He  in¬ 
sisted  that  it  smacked  too  much  of  individual  re¬ 
ligion  and  that  it  “was  not  relevant.”  In  his  an¬ 
swer  to  Mr.  Thomas,  Dr.  Morris  precipitated  a 
good  deal  of  applause  when  he  said  he  was  “sick 
and  tired  of  hearing  the  word  ‘relevant’.” 

We  do  not  here  intend  to  go  at  length  into  the 
exchanges  that  took  place  at  Louisville  in  this  ad¬ 
dress  and  the  reactions  to  it.  We  will  merely  say 
that  although  the  questions  and  answers  made  for 
a  rather  exciting  evening,  we  have  never  heard 
such  irrelevant  questions  from  people  who  pro¬ 
claimed  themselves  as  the  champions  of  relevancy. 
We  also  would  like  to  say  m  passing  tnat  tms  is 
one  of  the  real  obstacles  in  the  way  of  complete 
dialogue  in  the  churches  today — people  who  insist 
that  what  has  been  said  and  is  being  said  is  “ir¬ 
relevant,”  and  then  they  proceed  to  engage  in 
semantic  pyrotechnics  that  have  very  little  mean¬ 
ing.  However,  we  will  not  “chase  that  rabbit”  in 
this  editorial,  because  we  feel  another  point  is  in 
need  of  our  attention  here. 

That  point  is  involved  in  the  affirmation  of  Dr. 
Morris  that,  in  the  midst  of  strife  and  turmoil,  he 
took  the  position  he  did  because  he  was  commit¬ 
ted  to  the  church  and  under  orders  there.  “I  was 
not  disobedient  to  the  heavenly  vision.”  Some¬ 
where  along  the  line  there  has  been  a  breakdown 
in  this  concept  among  many  ordained  ministers. 
It  is  our  studied  conviction  that  a  great  deal  of 
the  ineffectiveness  of  which  the  Church  is  accused 
today  is  not  the  result  of  the  unbending  position  of 
“traditionalists”  who  are  willing  to  defend  the 
Church  at  any  cost. 

Recently  the  head  of  an  educational  institution 
suggested  to  us  that  both  our  categories  of  institu¬ 
tions  were  undergoing  attacks  today,  but  that  he 
felt  that  the  Church  was  in  worse  shape  than  high¬ 
er  education  because  more  of  the  criticisms  were 
coming  from  persons  working  in  positions  of  lead¬ 
ership.  We  are  sure  that  Dr.  Colin  Morris  would 
be  among  the  first  to  suggest  points  at  which  the 
Church  needs  to  set  its  own  house  in  order — in  fact 
he  did  so  in  a  most  effective  way  at  the  World 
Methodist  Conference.  However,  we  will  always 
remember  the  way  in  which  he  declared  that  he 
was  “not  disobedient  to  the  heavenly  vision.”  The 
strength  of  the  Church  has  always  been  and  will 
always  be  in  ministers  who  have  taken  their  or¬ 
dination  this  seriously. 


SUPER  SUNDAY 

If  there  has  ever  been  a  Sunday  that 
received  more  attention  from  all  of  the 
media  of  mass  communications  than 
January  15,  we  can’t  recall  it.  This  was 
the  day  of  the  Super  Bowl  which  was 
planned  to  test  the  comparative 
strength  of  the  National  and  American 
football  leagues.  It  was  apparently  less 
than  a  complete  success  because  there 
appeared  to  be  a  lot  of  "empty  pews" 
among  the  worshippers  at  Memorial 
Coliseum  in  Los  Angeles,  and  we’re 
not  sure  the  "order  of  service”  settled 
anything. 

It  was  inevitable  that  someone  would 
come  along  with  a  Super  Order  of 
Worship  for  the  day  and  the  one  we 
received  through  the  mail  was  a  dilly. 
It  ran  something  like  this: 

PRELUDE  .  .  .  "The  Lost  Chord" 
(to  be  played  until  it  is  found, 

PROCESSIONAL  —  "Original  Gre¬ 
gorian  Chant”  (Pope  Paul  has  been  in¬ 
vited  to  check  on  the  pronunciation 
of  the  Latin  words); 

SCRIPTURE  LESSON:  Genesis 
through  Revelation 

SERMON:  "Some  Random  Remarks 
on  the  Scripture  Lesson” 

OFFERTORY:  (The  plates  will  be 
passed  until  every  officer 
$1000) 

POSTLUDE:  "The  Unfinished  Sym- 
phany”  (to  be  played  until  they  get 
through.) 

Of  course  what  most  congregations 
were  looking  for  on  Super  Sunday  was 
not  a  prolonged  service  but  a  short¬ 
ened  one. 


CROSS  ON  OREGON  CITY  LAND 
ORDERED  REMOVED  BY  JUDGE 

EUGENE,  Ore.  (RNS)  —  A  judge 
here  ruled  that  a  51 -foot,  concrete  cross 
must  be  removed  from  public  property. 

Circuit  Court  Judge  William  Fort 
ruled  that  the  cross  was  a  religious  sym¬ 
bol  and  that  its  location  on  city-owned 
land  violated  the  city  charter.  He  did 
not  rule  on  the  constitutional  issue  of 
separation  of  church  and  state. 
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Texan  1967  Brotherhood  Week  chairman 


Pacific  Northwest 

evangelistic 

mission 

NASHVILLE,  Tenn.  —  (MI)  —  The 
Methodist  General  Board  of  Evange¬ 
lism  here  is  recruiting  300  ministers 
and  laymen  from  across  the  nation  to 
go  for  an  evangelistic  mission  in  the 
Pacific  Northwest  Conference  of  The 
Methodist  Church  April  6-12. 

The  Rev.  Charles  D.  Whittle  of  the 
board  staff  is  spearheading  the  recruit¬ 
ment  effort,  and  he  said  interested  per¬ 
sons  should  get  in  touch  with  the  chair¬ 
men  of  their  respective  annual  confer¬ 
ence  boards  of  evangelism  to  be  nomi¬ 
nated. 

"Churches  are  invited  to  send  their 
ministers  or  laymen  and  pay  their  ex¬ 
penses  for  a  roundtrip  to  Seattle, 
Wash.,”  said  Mr.  Whittle.  "Payment 
will  be  provided  for  expenses  while 
there  and  during  the  mission  through¬ 
out  the  Pacific  Northwest  Conference." 

The  Board  of  Evangelism  has  under¬ 
taken  the  recruitment  at  the  request 
of  .Bishop  Everett  W.  Palmer,  Seattle, 
and  the  Pacific  Northwest  Conference, 
which  he  heads. 

"Bishop  Palmer  and  the  conference 
are  especially  concerned  about  the  70 
per  cent  or  more  of  the  persons  in  his 
area  who  have  no  affiliation  with  any 
church,”  said  Mr.  Whittle. 

Theme  of  the  evangelistic  mission 
will  be  "Christ  Calls  Us  to  a  .  .  .  CON¬ 
CERN  FOR  PERSONS  ...  Let  It 
Begin  In  me.” 

The  General  Board  of  Evangelism, 
headquartered  in  Nashville,  will  have 
its  annual  meeting  in  Seattle  April  4-6. 

This  will  be  followed  by  a  convoca¬ 
tion  on  evangelism  there  April  6-7. 
Among  the  convocation  speakers  will 
be  Bishop  Gerald  Kennedy,  Los  Ange¬ 
les,  president  of  the  General  Board  of 
Evangelism;  Dr.  Kermit  Long,  Nash¬ 
ville,  top  executive  of  the  board;  Bishop 
Palmer;  and  Dr.  Mack  B.  Stokes,  a 
professor  at  Candler  School  of  Theol¬ 
ogy,  Emory  University,  Atlanta.  There 
will  be  seminars  on  various  aspects  of 
evangelism. 

The  300  "guest  leaders”  from  across 
the  country  will  be  among  the  partici¬ 
pants  in  the  convocation  and  then  will 


NEW  YORK  -  Troy  V.  Post  of 
Dallas,  Texas,  active  in  social 
service,  charitable  and  philan¬ 
thropic  work,  is  the  national  chair¬ 
man  of  Brotherhood  Week,.  Feb. 
19-26,  sponsored  annually  by  the 
National  Conference  of  Christians 
and  Jews.  He  is  chairman  of  the 
Board  of  Greatameri ca  Corporation, 
a  financial  management  firm,  which 
controls  and  manages  other  com¬ 
panies.  His  appointment  was  an¬ 
nounced  by  Dr.  Sterling  W.  Brown, 
president  of  the  NCCJ,  who  cited 
Mr.  Post’s  "lifetime  interest  in  his 
fellow  man  and  particularly  in  the 
youth  of  our  country."  Mr.  Post 
provides  scholarships  for  winners 
of  the  annual  "Young  Texas  Award," 
and  for  young  men  preparing  for  the 
U.S.,  Air  Force  Academy  in  Colo¬ 
rado  Springs.  (RNS  Photo) 


Philippines  Methodists  to 
Meet  to  Elect  Bishop 

Methodists  of  the  Philippines  will 
try  again  to  elect  a  bishop  when  they 
meet  for  a  special  session  of  the  Philip¬ 
pines  Methodist  Central  Conference 
February  17-19  in  Manila. 

The  regular  session  of  the  Central 
Conference  in  1964  re-elected  Bishop 
Jose  L.  Valencia  to  his  fourth  term, 
but  failed  after  50  ballots  to  elect  a 
new  bishop  to  succeed  retiring  Bishop 
D.  D.  Alejandro.  When  it  became  ap¬ 
parent  that  prolonged  balloting  would 
not  bring  an  election,  the  Central  Con¬ 
ference  asked  the  Methodist  Council 
of  Bishops  to  appoint  a  second  bishop 
for  the  Philippines  to  serve  until  a 
special  session  of  the  Central  Confer¬ 
ence  was  convened.  The  Council  ap¬ 
pointed  retired  Bishop  Shot  K.  Mondol 
of  India  to  serve,  and  he  has  done  SO 
for  the  last  two  years. 

It  is  expected  that  the  Central  Con¬ 
ference  may  also  discuss  possible  im¬ 
plications  for  Philippines  Methodism  of 
the  union  of  the  Methodist  and  Evan¬ 
gelical  United  Brethren  Churches,  ap¬ 
proved  by  General  Conferences  of  both 
churches  in  November  and  up  for  rati¬ 
fication  in  annual  conferences  of  both 
1967.  The  EUB  Church  is  related  to 
the  United  Church  of  Christ  in  the 
Philippines,  while  American  Methodism 
is  related  to  the  Central  Conference. 

The  Philippines  Central  Conference 
is  one  of  the  largest  overseas  Methodist 
bodies  related  to  American  Methodism. 


travel  to  their  assignments  in  the  con¬ 
ference  for  "four  days  of  intensive 
evangelism"  April  9-12. 

Tbe  evangelistic  effort,  said  Mr. 
Whittle,  will  include  preaching,  evan¬ 
gelistic  visiting,  dialogue  groups,  Bible 
study,  youth  groups,  and  "public  evan¬ 
gelism  beyond  the  walls  of  the  church." 

He  said  the  Pacific  Northwest  Con¬ 
ference  has  been  preparing  for  the  mis¬ 
sion  for  a  year  through  study,  prayer, 
evaluation  of  needs,  census,  "cultiva¬ 
tion  of  the  unreached,”  and  in  other 
ways. 

General  chairman  of  the  evangelistic 
mission  is  Dr.  Lyon  H.  Corson,  Seattle. 
The  executive  director  is  the  Rev.  Owen 
J.  Beadles,  also  of  Seattle. 


Race  Relations 
Sunday,  Feb.  12 

NASHVILLE,  Tenn.— Race  Relations 
Sunday  will  be  observed  by  Methodist 
churches  across  the  nation  Feb.  12. 

On  that  day,  members  of  The  Meth¬ 
odist  Church  will  seek  to  promote  bet¬ 
ter  relations  between  the  races,  and  they 
will  try  to  raise  $1,000,000  for  12  Meth¬ 
odist-related  colleges  and  one  student 
center. 

Many  ministers  will  preach  on  race 
relations,  and  offerings  will  be  taken 
for  the  colleges  and  the  student  center. 

A  list  of  suggested  resources  for  Race 
Relations  Sunday  worship  has  been  pre¬ 
pared  and  is  available  along  with  other 
materials  for  use  on  that  day  from  the 
Methodist  Board  of  Education  in  Nash¬ 
ville,  Tenn. 

The  offering  from  Race  Relations 
Sunday  will  provide  aid  for  Morgan 
Christian  Center,  Baltimore,  Md.;  and 
the  following  colleges;  Bennett,  Greens¬ 
boro,  N.C.;  Bethune-Cookman,  Daytona 
Beach,  Fla.;  Claflin,  Orangeburg,  S.C.; 
Clark,  Atlanta,  Ga.;  Dillard  University, 
New  Orleans;  Huston-Tillotson,  Austin, 
Texas;  Meharry  Medical  College,  Nash¬ 
ville,  Tenn.;  Morristown  at  Morristown, 
Tenn.;  Paine,  Augusta,  Ga.;  Philander 
Smith,  Little  Rock,  Ark.;  Rust,  Holly 
Springs,  Miss.;  and  Wiley,  Marshall, 
Texas. 


DAILY  BIBLE  BEADING 

Below  is  a 

schedule  for  the 

Daily  Bible  Beading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a 

regular  guide  for 

use  in  your  homes. 

Jaix.  29 — Sun. 

Colossians  4:1-18 

Jan.  30  I  Thessalonians  5:1-28 

Jan.  31 

I  Timothy  2:1-8 

Feb.  1 

Leviticus  19:1-18 

Feb.  2 

Leviticus  19:30-37 

Feb.  3  . 

Proverbs  22:1-29 

Feb.  4 

Proverbs  25:1-28 

Seb.  5 — Sun. 

Malachi  2:1-10 

Dr.  Fidel  P.  Galang,  a  leading  Fili¬ 
pino  churchman  and  former  Crusade 
Scholar,  has  been  named  president-elect 
of  Philippine  Wesleyan  College,  one 
of  The  Methodist  Church’s  newest  and 
largest  overseas  institutions  of  higher 
education. 

t 

Methodist-related  Dakota  Wesleyan 
University  is  planning  a  travel  seminar 
through  the  Eastern  Mediterranean  as 
part  of  its  1967  summer  session. 

t 

Dr.  Sanford  S.  Atwood,  president  of 
Methodist-related  Emory  University, 
has  been  appointed  to  serve  during  1967 
on  the  advisory  committee  for  science 
education  of  the  National  Science  Foun¬ 
dation. 


t 

Board  of  missions  faces  “change” 
at  home  and  abroad 


The  Board  of  Missions  of  The  Methodist  Church,  meeting  January  17-20  in 
Louisville,  Ky.,  faced  the  problems  of  change  in  our  world  and  society  and  took 
a  long  look  at  how  the  programs  and  strategies  of  the  board  might  need  to  be 
adapted  to  meet  these  changes.  The  Woman's  Division,  meeting  the  previous 
week  in  Cincinnati,  indicated  their  determination  to  be  a  part  of  a  mission  ap¬ 
proach  geared  to  these  times.  A  special  feature  of  this  year's  board  meeting 
was  a  presentation  by  the  staff  of  the  Board  of  Missions  ofthe  Evangelical  Uni¬ 
ted  Brethren  Church. 


WOMAN’S  DIVISION 

The  Woman’s  Division  of  Christian 
Service,  meeting  in  Cincinnati,  January 
8-14  voted  to  spend  $13,666,000  in  fis¬ 
cal  1967-68  for  a  variety  of  Christian 
causes,  ranging  from  a  new  school 
building  in  Puerto  Rico  to  a  new  pro¬ 
gram  for  the  advancement  of  women 
in  Africa. 

They  also  selected  Houston,  Tex,  as 
the  site  of  their  eighth  Quadrennial 
Assembly  to  be  held  May  7-10,  1970. 
Planners  for  the  assembly  estimate  that 
about  10,000  Methodist  women  from 
throughout  the  United  States  and  over¬ 
seas  will  attend  the  Houston  meeting. 
Planning  for  the  meeting  will  be  in 
the  hands  of  an  Assembly  Committee 
headed  by  Mrs.  Glenn  E.  Laskey,  Rus- 
ton,  La.,  president  of  the  Woman’s  Di¬ 
vision. 

Issues  Before  Women 

Racial  justice,  the  war  in  Vietnam, 
poverty,  support  for  the  United  Na¬ 
tions,  "black  power”  and  "extremism" 
were  listed  as  questions  that  continue 
to  demand  the  attention  of  the  Wom¬ 
an's  Division,  according  to  Miss  Thelma 
Stevens,  assistant  general  secretary  of 
the  division  for  its  Section  of  Chris¬ 
tian  Social  Relations. 

Linking  Vietnam,  peace,  the  UN  and 
race,  Miss  Stevens  said  that  the  war  in 
Vietnam  "has  become  to  people  of  col¬ 
or  increasingly  symbolic  of  white  U.  S. 
power  to  conquer  peoples  of  color  .  .  . 


Hope  for  peace  and  justice  in  the  world 
depends  literally  uopn  the  extent  to 
which  the  power  nations  in  the  world 
community  of  the  UN  are  willing  to 
submerge  their  differences  and  unite 
their  efforts.” 

Charles  Taft  Speaks  to  Division 

The  Women  were  told  by  Charles  P. 
Taft,  former  mayor  of  Cincinnati,  that 
the  churches  have  only  begun  to  touch 
the  many  complex  problems  connected 
with  the  war  on  poverty.  He  said, 
"Though  the  church  is  not  the  primary 
agency  in  the  war  on  poverty,  the 
church  has  tremendous  resources  to  of¬ 
fer  government  and  other  groups  in 
fighting  the  war.” 

Mr.  Taft,  chairman  of  the  Depart¬ 
ment  of  the  Church  and  Economic  Life 
of  the  National  Council  of  Churches, 
said  that  a  basic  problem  is  helping  the 
poor  to  aspire  to  something  better  and 
motivating  them  to  action  to  rise  out 
of  their  poverty. 

Program  for  Advancement  of 
African  Women 

One  of  the  special  grants  of  the 
Woman’s  Division  was  $350,000  to 
launch  a  new  program  of  advance¬ 
ment  for  African  women  in  education, 
citizenship-training  and  other  fields. 
The  program  will  total  $1,000,000  over 
a  three-year  period  with  the  remaining 
$650,000  to  be  given  by  the  division 
( Continued  on  page  11 J 
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Spiritual  Life  Retreat  attracts  laymen 

This  Retreat  was  sponsored  by  the  eral  Board  of  Evangelism  and  the 
Prayer  Life  Movement  of  the  Gen-  South  Central  Board  of  Evangelism. 


SMU  MINISTERS’  WEEK 

(Continued  from  page  1) 

Union  Theological  Seminary.  The  uni¬ 
fying  topic  of  his  three  lectures  will 
be  "Toward  A  New  Biblical  Theology.” 

Visiting  authorities  usually  provide 
all  lectures  during  Ministers’  Week, 
but  Dr.  Hogg  will  share  the  platform 
this  year  as  a  result  of  requests  by 
ministers  in  the  jurisdiction  to  get  ac¬ 
quainted  with  the  Perkins  faculty. 
Three  other  faculty  members,  Profes¬ 
sors  John  Deschner,  Schubert  Ogden, 
and  Albert  Outler  joined  forces  to  de¬ 
liver  the  Peyton  series  last  year. 

The  Fondren  Lectures,  were  estab¬ 
lished  in  1919  by  Mr.  and  Mrs.  W.  W. 
Fondren  of  Houston.  Dr.  Hogg’s  first 
lecture  will  begin  at  8  p.m.  Monday, 
February  6,  in  SMU's  McFarlin  Me¬ 
morial  Auditorium. 

This  year’s  Peyton  Lectures  are  the 
23rd  in  an  annual  series  established 
in  1944  by  Mrs.  C.  W.  Hall  of  Austin 
in  memory  of  her  late  husband,  George 
L.  Peyton  of  Mexia,  Texas. 

Dr.  Terrien  is  the  24th  person  to 
participate  in  the  Jackson  Lectureship 
since  it  was  established  in  1945  in  mem¬ 
ory  of  Mr.  and  Mrs.  Robert  M.  Jack- 
son.  The  tribute  was  paid  by  the 


couple’s  six  children. 

Issues  facing  the  1968  General  Con¬ 
ference  will  be  analyzed  on  February  8, 
by  a  panel  of  Perkins  faculty  members, 
including  Dean  Joseph  D.  Quillian,  Jr., 
and  Professors  Alsie  H.  Carleton,  Doug¬ 
las  E.  Jackson,  and  Albert  C.  Outler: 

t 

CENTENARY  CHOIR 

(Continued  from  page  1) 

have  included:  Deridder,  First  Method¬ 
ist  Church;  Bunkie,  Hass  Memorial 
Methodist  Church;  Hammond,  South¬ 
eastern  College;  Bogalusa,  High  School 
Auditorium;  New  Orleans,  First  Meth¬ 
odist  Church;  New  Iberia,  High  School 
Auditorium. 

The  remaining  schedule  of  appear¬ 
ances  includes:  Thursday,  January  26 — 
Morgan  City,  Municipal  Auditorium; 
Friday,  January  27  —  Zachary,  High 
School  Auditorium;  Saturday,  January 
28  —  Opelousas,  High  School  Audi¬ 
torium;  Sunday,  January  29  —  (morn¬ 
ing)  Sulphur,  Henning  Memorial  Meth¬ 
odist  Church;  Beaumont,  Texas,  First 
Methodist  Church  (evening);  Monday, 
January  30 — Port  Neches,  Texas,  High 
School  Auditorium;  Tuesday,  January 
31  —  Jennings,  High  School  Auditori¬ 
um. 

t 


Pictured  above  are  the  Rev.  J.  E.  Hearn,  Louisiana  Conference  treasurer, 
and  Mrs.  Erma  Adams,  secretary-bookkeeper  for  The  Louisiana  Conference 
Board  of  Pensions  as  they  carefully  re-check  records  of  Conference  mem¬ 
bers  who  have  defaulted  in  payment  of  the  1%  assessment  for  Conference 
Claimants.  98  members  were  found  to  be  in  default  for  a  total  of  $12,- 
483.85.  Individuals  will  soon  receive  a  statement  of  the  total  amount  they 
are  in  arrears. 


At  left,  Louisiana  delegates  to 
Spiritual  Life  Retreat,  January.  13- 
15.  Lake  Murray  Lodge,  Oklahoma: 
(Left  to  right)  E.  P.  Potter,  Shreve¬ 
port,  Ernest  Arnold,  New  Orleans, 
Mrs.  Potter,  E.  A.  Holley  and  Mrs. 
Holley,  Shreveport.  At  far  right 
is  Cecil  Bland,  Shreveport.  Others 
in  the  picture  (behind  Mrs.  Holley) 
are  Dr.  and  Mrs.  Virgil  Morris,  Dr. 
and  Mrs.  Virgil  Morris,  Dr.  and  Mrs. 
Jordan  Grooms,  Mrs.  Stewart  and 
Dr.  W.  Buren  Stewart. 

At  right:  Dr.  Virgil  D.  Morris, 
executive  secretary,  South  Central 
Jurisdiction;  Dr.  Jordan  Grooms, 
pastor,  Polk  Street  Methodist  Chur¬ 
ch,  Amarillo.  Texas;  and  Dr.  W. 
Buren  Stpwart,  Chairman,  Juris¬ 
dictional  Board  of  Evangelism.  Dr. 
Grooms  was  inspirational  speaker 
at  the  Spiritual  Life  Retreat  for 
Methodist  Laymen  and  their  wives. 


OUR  BISHOP’S  LETTER  (Continued  from  page  I) 

see  Pompei.  On  last  Sunday  afternoon  we  had  a  most  enjoyable  visit  at 
Casa  Materna,  the  Methodist  home  for  children  in  Naples.  The  story 
of  the  Sanhi  family  is  a  thrilling  one.  At  the  present  there  are  420  children 
attending  school  at  Casa  Materna,  with  180  of  them  living  at  the  home. 
About  50%  of  these  are  orphans,  the  rest  from  broken  homes.  A  wonder¬ 
ful  work  is  carried  on.  We  stayed  for  Vesper  Service  at  6  p.m. 

Bombay  is  an  interesting  city.  Estimates  vary,  but  there  are  between 
four  and  five  million  people  here.  The  temperature  is  very  much  like  that 
of  New  Orleans.  We  are  at  the  Taj  Mahal  Hotel  and  are  glad  to  have 
an  air-conditioned  room. 

Bishop  and  Mrs.  Shaw,  of  the  Bombay  Area,  have  welcomed  us  warm¬ 
ly.  The  Bishop  has  planned  a  rewarding  itinerary  for  us.  There  has  been 
a  reception  and  a  tea  at  the  Episcopal  residence  and  Mrs.  Walton  and  I 
have  had  the  opportunity  to  meet  many  of  the  ministers  and  workers 
of  the  Bombay  District  as  well  as  lay  and  clerical  representatives  of  many 
other  communions.  The  District  Superintendents  of  the  Area  have  been 
meeting  all  week  and  from  them  we  have  learned  much  of  the  Methodist 
program  in  the  Bombay  Area. 

This  Area  consists  of  two  Annual  Conferences:  the  Bombay  and  the 
Gujarat,  with  twelve  districts.  There  are  ninety-six  ministers  in  full  connec¬ 
tion  and  ten  on  trial.  There  are  also  sixty-eight  local  preachers.  Pastoral 
charges  number  105  with  372  additional  preaching  places.  Church  member¬ 
ship  numbers  22,313  full  members,  and  there  are  20,652  probationers  or 
preparatory  members.  This  may  not  seem  a  large  number,  but  when  we 
remember  that  of  the  nearly  five  hundred  million  people  in  India  only 
2%  them  are  Christian,  the  figure  takes  on  a  different  meaning. 

We  extend  our  best  wishes  to  all  our  people  in  Louisiana.  Thanks 
for  the  letters  already  received.  It  is  good  to  hear  from  home. 

Sincerely, 


Board  of  Mi  ssions  sessions 


Mrs. Glenn  Laskey,  Ruston, 
president  of  the  Woman’s 
Division,  during  one  of 
the  business  sessions  of 
the  board. 


Dr.  Virgil  Morris,  left, 
and  the  Rev.  and  Mrs. 
Charles  Giessen,  right, 
meet  with  the  committee 
to  plan  next  summer  Mis¬ 
sions  Conference  at  Mount 
Sequoyah. 
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A  PANEL  DISCUSSIONof  poverty  in 
New  Orleans  featured  the  January  8 
study  of  "Poverty  and  Affluence”  at 
Aurora  Methodist  Church,  where  the 
Rev.  L.  Ray  Branton  is  the  pastor. 
Serving  on  the  panel  were  the  Rev. 
Rupert  Coles  of  St.  Mark  Methodist 
Church,  and  the  Rev.  Lawrence  Robin¬ 
son  of  the  Second  Methodist  Church. 

THE  REV.  WILLIAM  A.  CHEYNE  of 
San  Antonio,  director  of  the  Advance 
for  Latin  American  work,  was  guest 
speaker  at  Benton  Methodist  Church, 
January  15.  He  spoke  to  one  of  the 
adult  classes  during  Sunday  School.  The 
Rev.  Leon  Scott  is  pastor. 

GROUND  WAS  broken  for  a  new  fel¬ 
lowship  hall  for  DeQuincy  Methodist 
Church  on  January  1.  The  Martin  Con¬ 
struction  Co.  of  DeRidder  is  building 
the  building  and  expects  to  have  it 
completed  by  early  in  April.  The  Rev. 
Garland  C.  Dean  is  the  pastor. 

TOM  MATHENY,  Conference  Lay 
Leader  was  the  speaker  for  the  Jan¬ 
uary  11  meeting  of  the  Methodist  Men 
in  his  home  church,  First  Church,  Ham¬ 
mond.  Men  of  the  Ponchatoula  Meth¬ 
odist  Church  were  guests  for  the  meet¬ 
ing.  Mr.  Matheny  spoke  on  the  recent 
special  session  of  the  General  Confer¬ 
ence  of  The  Methodist  Church.  The 
pastor  is  the  Rev.  Alfred  M.  Brown. 
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At  Pineville  First  Church,  characters 
of  the  play  “For  This  Little  Time"  were: 
Eva  Claire  Laborde  as  Sarah,  Sybil 
Hudson  as  Mary  Magdalene,  and  Donna 
Broadhead  as  Mary.  They  were  directed 
by  Mrs.  Georgia  Dunbar. 


Children  of  the  Independence  Church  enacted  the  "Story  of  Christmas"  in  color¬ 
ful  costume.  The  cast  included  Alice,  Joseph  and  Russell  Saragusa,  Brad  Chambers, 
Johnnie  Domiano,  George  and  Kathryn  Davis,  and  Marie  Domiano.  The  singing  angels 
were  Mary  Ann  and  Charlene  Brister,  Beverly  and  Sandra  Simmons,  Melissa  Buckham, 
Linda  and  Jo  Anna  Domiano.  The  Rev.  Charles  Brister  is  the  pastor. 


Wilhite  Church  members  greeted  Santa 
at  party. 


MEMBERS  OF  Holly  Springs  Method¬ 
ist  Church  remembered  the  shut-ins  of 
their  community  with  boxes  at  Christ¬ 
mas.  Those  who  helped  in  this  project 
were:  Mr.  and  Mrs.  NV.  C.  Hunter, 
Mr.  and  Mrs.  Ski  Lubiejewski,  Mr.  and 
Mrs.  Frank  Loftin,  Mrs.  Betty  Walker 
and  the  Rev.  and  Mrs.  Floyd  McCarty. 

THE  MYF  OF  the  Claiborne  Methodist 
Church  has  begun  a  prayer  group  and 
Bible  study  which  will  meet  each  Wed¬ 
nesday  at  7:00  p.m.  Oma  Fleming  is 
the  leader  and  Richard  Ballard  is  the 
counselor.  The  Rev.  E.  W.  Sandel  is 
the  pastor. 

JEFFERSON  METHODIST  Church, 
New  Orleans,  recently  had  a  Bible  dis¬ 
play  table.  Mrs.  John  Wessell  received 
recognition  for  the  oldest  Bible  one 
which  has  been  in  her  family  for  more 
than  100  years.  She  was  presented  a  blue 
ribbon  bookmark  and  a  book  of  in¬ 
spirational  verse.  Mrs.  John  P.  Ford 
was  in  charge  and  the  Rev.  Donald  J. 
Hall  is  the  pastor. 

REPRESENTATIVES  of  the  safety  de¬ 
partment  of  United  Gas  Corp.  were 
speakers  for  the  January  15  and  22  ses¬ 
sions  of  the  Sunday  Evening  Fellow¬ 
ship  at  Mangum  Memorial  Church, 
Shreveport.  Russell  G.  Hemsley  spoke 
on  "When  a  Family  Needs  Help,"  and 
Lynn  N.  Maxwell  spoke  on  "Concern, 
Care  and  Christianity.”  The  pastor  is 
the  Rev.  Ralph  Cain. 


PARTICIPANTS  on  a  panel  for  the 
January  8  mission  study  at  Broadmoor 
Church,  Shreveport,  were  Dr.  Ella  Lou 
Stringfellow,  Mrs.  James  C.  Skinner, 
John  L.  Lewis  and  Mrs.  Joy  Manley. 
The  pastor  is  the  Rev.  Robert  B.  Crich- 
low. 

THE  CHURCHES  of  the  New  Orleans 
Inner  City  Parish  are  cooperating  in  the 
mission  study  of  "Affluence  and  Pov¬ 
erty,”  meeting  at  a  different  church  each 
Sunday.  The  schedule  of  the  sessions 
is:  February  12,  7  p.m.,  St.  Mark’s;  Feb¬ 
ruary  19 — Second  Church;  February  26, 
Felicity  Church;  and  March  5,  John 
Wesley. 

THE  REV.  BOB  SHIRLEY,  pastor  of 
Belcher  Methodist  Church,  was  the 
speaker  for  the  January  22  meeting  of 
the  MYF  of  First  Church,  Bossier  City. 
He  spoke  on  the  work  of  the  New 
Orleans  Inner  City  Parish  in  which  he 
formerly  worked.  The  Bossier  City  pas¬ 
tor  is  the  Rev.  William  P.  Fraser. 

THE  JANUARY  8  issue  of  "News,” 
parish  paper  of  Broadmoor  Church, 
Baton  Rouge,  carried  the  following  an¬ 
nouncement:  "It  appears  now  that  with¬ 
in  the  next  three  or  four  weeks  we 
will  be  able  to  move  into  the  new  edu¬ 
cational  building.  The  children  from  the 
nursery  through  the  sixth  grade  will  be 
in  the  new  building,  along  with  the 
weekday  kindergarten.  The  adults  and 
the  Junior  Hi  Department  will  meet  in 
what  is  now  the  Children’s  Building 


THE  SHREVEPORT  DISTRICT 

Ray  Hardee,  vice-president  presided 
at  the  Aubry  G.  Walton  Sub-District 
meeting  at  Pelican  Methodist  Church, 
Monday,  January  9. 

Pelican  was  in  charge  of  the  pro¬ 
gram  and  everyone  was  inspired  by  the 
Rev.  Willis's  message,  "Why  and  How 
Will  I  Choose  My  Future  Vocation?” 
Young  people  were  reminded  of  the 
help  that  God  can  give  when  making 
major  decisions. 

After  the  business  meeting,  during 
which  the  final  plans  for  the  Annual 
Sweetheart  Banquet  were  made  for  Feb¬ 
ruary,  the  group  enjoyed  a  period  of 
recreation. 

Delicious  sandwiches  and  cold  drinks 
were  served  to  complete  a  most  en¬ 
joyable  evening. 

Reporter,  Kay  Meyers 

DR.  AHMED  Sammi  El  Nockrashy, 
member  of  the  research  staff  of  the  Na¬ 
tional  Research  Laboratory,  Cairo, 
Egypt,  was  guest  speaker  for  the  Jan¬ 
uary  15  session  of  the  mission  study  at 
Munholland  Memorial  Church,  Met- 
aire.  He  holds  a  National  Academy  of 
Science  Associateship  at  the  Southern 
Regional  Research  Laboratory  where  he 
is  doing  research  on  protein  nutrition. 
The  Rev.  A.  W.  Townsend,  Jr.  is  the 
Munholland  pastor. 

THE  REV.  JERRY  MOON  of  the 
Dulac  Indian  Mission  was  the  guest 
speaker  for  the  January  15  session  of 
the  study  on  poverty  and  affluence  at 
First  Church,  Minden.  The  Rev.  Ed¬ 
ward  R.  Thomas  is  the  pastor. 


Presenting  the  "Song  of  Glory"  in  the  Claiborne 
Church,  West  Monroe,  were,  from  left:  Mrs.  Myrl  Hinton, 

Mrs.  Richard  Ballard,  Howard  Hines,  Susan  Fleming, 

Barbara  Bryan,  Mrs.  Linda  Otevell,  Jim  Hines,  Jo  Flem-  The  Benton  MYF  visited  the  Children’s  Home  in 
ing,  Sr.  (Santa).  Randy  Shiels,  Jessie  Hinton,  Mrs.  Oma  Ruston  and  took  gifts  for  the  children.  The  picture  was 
Fleming,  and  Gerald  Brown.  Second  row,  Mike  Fleming  taken  in  the  chapel  there.  Mrs.  H.  H.  Rider  is  the  coun- 
and  Mrs.  Jim  Hines;  3rd  row,  Dianne  Hargrove  and  Anne  se lor  and  Janet  Sinson  is  MYF  president. 

Shiels. 


Waterproof’s  Wesley  Fellowship  Class  held  its 
annual  children’s  party  in  December.  The  minister’s 
family  is  shown  after  being  presented  a  gift.  Front  row 
are  Elizabeth,  Kathy,  and  Bruce  ;  back  row,  Gil,  Mamie 
and  the  Rev.  Gilbert  Wade. 
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The 

Sunday  School  Lesson 

By:  Alfred  A.  Knox 

LESSON  FOR  FEBRUARY  5:  The  Danger  of 
Hypocrisy 


BACKGROUND  SCRIPTURE:  Luke  11  and  12 

MEMORY  SELECTION:  Where  your  treasure  is, 
there  will  your  heart  be  also.  (Luke  12:34) 

AIM  OF  THE  LESSON:  To  lead  persons  to  an 
understanding  of  the  meaning  of  hypocrisy, 
and  to  help  them  find  the  means  by  which 
they  might  live  free  from  it. 

#  *  # 

At  the  heart  of  this  lesson  is  a  consideration 
of  Jesus’  relationships  with  the  Pharisees  and 
his  evaluation  of  the  external  nature  of  their 
approach  to  religion  as  essentially  hypocritical. 
Jesus  reveals  that,  although  his  religious  back¬ 
ground  is  similar  to  theirs,  he  is  not  willing  to 
be  dominated  by  their  emphases.  The  lesson 
reveals  some  occasions  on  which  he  appears  to 
be  ignoring  age-old  religious  customs.  A  long 
look  tells  us  that  Jesus  did  not  treat  the  Jewish 
religion  lightly.  Rather  he  insists  constantly  that 
he  is  more  concerned  about  “weightier  matters 
of  the  law.” 

The  Pharisees  were  so  interested  in  a  correct 
relationship  with  the  written  Law  that  it  was 
possible  for  them  to  lose  sight  of  God  who  was 
“beyond  the  sacred  page.”  By  personal  observa¬ 
tion  Jesus  knew  there  were  religious  people  — 
good  people  who  made  a  career  of  their  re¬ 
ligion — who  were  more  concerned  with  giving 
the  proper  ceremonial  cleansing  to  a  dish  than 
they  were  with  having  a  clean  heart  in  the 
presence  of  God.  Such  people  appeared  as  “hypo¬ 
crites”  to  Jesus  and  he  did  not  hesitate  to  call 
them  by  that  name. 

Dr.  Lawrence  Sherwood  reminds  us  that  “Em¬ 
phasis  on  externals  always  tends  to  lead  toward 
hypocrisy.  The  word  ‘hypocrite’  comes  from  the 
Greek  word  for  ‘actor.’  Thus,  a  person  who  em¬ 
phasizes  only  outward  things  in  religion  is  play¬ 
ing  the  part  of  being  better  than  he  is.” 

#  *  * 

WHO  WERE  THE  PHARISEES? 

The  period  during  which  the  Hebrew  people 
were  captives  in  Babylon  produced  the  party 
of  the  Pharisees.  Before  the  exile,  their  reli¬ 
gious  practices  had  centered  in  the  temple  at 
Jerusalem.  Even  in  this  period,  there  were 
prophetic  voices  that  spoke  up  to  tell  them  that 
it  was  necessary  to  go  beyond  the  worship  of 
the  temple — to  carry  religion  into  their  every¬ 
day  lives. 

In  the  exile  the  people  no  longer  had  the 
temple,  and  it  became  necessary  for  them  to 
recognize  that  if  their  religion  was  to  survive 
it  would  have  to  be  seen  as  a  personal  rela¬ 
tionship  which  expressed  itself  in  obedience  to 
the  Law.  During  this  period  the  Law  began 
to  take  the  place  of  the  temple.  Even  after  the 
return  from  exile  and  the  rebuilding  of  the  tem¬ 
ple,  the  Law  continued  to  hold  a  central  place. 

The  party  of  the  Pharisee  developed  from 
the  conviction  that  doing  the  Law  was  the  way 
to  please  God.  This  became  more  than  just  obey¬ 
ing  the  Ten  Commandments.  To  the  ancient  writ¬ 
ten  laws  were  added  hundreds  of  additional  in¬ 
terpretations  which  tried  to  spell  out  the  will 
at  God  for  every  possible  situation.  Thus  the 
Law  became  so  complicated  that  the  average 


person  could  not  possibly  do  all  that  was  re¬ 
quired.  The  Pharisees,  as  keepers  of  the  Law, 
became  persons  who  were  professionally  reli¬ 
gious.  This  led  inevitably  to  an  emphasis  on  ex¬ 
ternals  rather  than  on  a  consideration  for  peo¬ 
ple  and  their  needs,  which  Jesus  insisted  were 
more,  important  than  the  externals  of  the- Law. 

This  clash  between  Jesus  and  the  Pharisees 
became  increasingly  intense,  and  when  they  saw 
that  his  point  of  view  threatened  the  very 
existence  of  their  party,  they  set  out  to  find 
a  way  to  destroy  him. 

#  *  * 

THE  EXTERNAL  VS.  THE  INTERNAL 

It  is  very  easy  for  us  to  read  about  the 
Pharisees  with  their  emphasis  on  externals,  and 
say  “Isn’t  it  too  bad  that  anyone  was  ever  guilty 
of  such  a  misplaced  accent  in  their  religious 
life.”  Yet  who  are  we  to  “cast  the  first  stone?” 
Jesus  said,  following  the  occasion  on  which  he 
was  criticized  for  not  cleansing  himself  cere¬ 
monially  before  a  meal  at  a  Pharisee’s  home, 
“No  you  Pharisees  cleanse  the  outside  of  the 
cup  and  the  dish,  but  inside  you  are  full  of 
extortion  and  wickedness.”  (Luke  11:39) 

We,  too,  are  guilty  of  an  overemphasis  on 
externals.  This  applies  not  only  to  our  religious 
life,  but  also  to  many  other  areas.  We  have  the 
externals  of  great  advances  in  economic,  scien¬ 
tific  and  technological  advances,  but  we  have  to 
face  the  reality  that  none  of  these  improvements 
in  the  externals  of  life  has  changed  the  nature 
of  men’s  hearts  and  the  attitudes  by  which  they 
live. 

We  still  see  evidences  of  hypocrisy  every¬ 
where.  We  dare  not  judge  the  Pharisees  harshly 
unless  we  are  willing  to  be  under  the  same 
judgment. 

m  *  # 

JESUS  CONDEMNS  ONE  TYPE  OF  TITHING 

Following  Jesus’  response  to  his  host  who 
had  criticized  Him  for  His  shortcomings  in  the 
matter  of  the  ritual  of  cleanliness  before  meals, 
he  then  said,  “Woe  to  you  Pharisees,  for  you 
tithe  mint  and  rue  and  every  herb,  and  neglect 
justice  and  the  love  of  God.”  (11:42) 

Our  Lord  was  in  no  sense  telling  the  Phar¬ 
isees  that  they  should  not  tithe.  He  was  holding 
up  the  rather  superficial  manner  in  which  they 
even  counted  the  grains  of  the  spices  they  used 
on  their  foods  to  guarantee  that  God  received 
one  grain  out  of  every  ten,  while  they  seemed 
to  have  no  eyes  and  no  conscience  concerning 
the  unmet  needs  of  their  time.  Notice  that  he 
said,  “these  you  ought  to  have  done,  without 
neglecting  the  others.”  (11:42) 

There  are  some  among  us  today  who  are 
seeing  the  same  lack  of  correlation  between  our 
external  acts  of  religious  worship  and  our  sense 
of  justice  and  mercy,  and  are  concluding  that 
the  only  remedy  is  to  cease  the  acts  of  worship. 
Let  us  remember  that  Jesus  established  that 
there  is  a  continuing  need  for  both  the  worship 
and  the  service.  We  often  read  today  of  the 
“gathered”  community  and  the  “scattered”  com¬ 
munity — gathering  as  a  church  for  worship  and 
scattering  to  serve  the  needs  of  people.  We  can 
never  know  a  balanced  relationship  with  God 
unless  both  aspects  of  church  responsibility  are 
recognized  and  met. 


DANGER  OF  THE  ANXIOUS  MIND 

Jesus  said  in  Luke  12:29,  “Do  not  seek  what 
you  are  to  eat  and  what  you  are  to  drink,  nor 
be  of  anxious  mind.”  This  we  will  surely  rec¬ 
ognize  as  a  discussion  of  priorities  in  our  lives 
and  not  a  plea  for  indifference  to  the  physical 
needs  of  life. 

If  there  is  one  thing  that  is  destroying  the 
climate  of  true  worship  in  our  day  it  is  the  anx¬ 
ious  mind.  We  see  it  among  those  who  think  they 
are  too  busy  making  a  living  to  take  any  time 
for  regular  worship  or  participation  in  the  re¬ 
sponsibilities  of  the  religious  life.  It  is  also  a 
symptom  of  many,  some  who  are  even  in  the 
forefront  of  religious  leadership,  whose  mental 
state  never  allows  them  to  relax  to  hear  the 
voice  of  God  speaking  to  them. 

The  Interpreter’s  Bible  says:  “Worry  about 
material  things  is  characteristic  of  pagans.  The 
knowledge  that  these  things  come  from  the  Fath¬ 
er  as  His  gifts  to  His  children,  that  they  come 
not  capriciously  but  out  of  His  perfect  knowl¬ 
edge  of  man’s  needs  and  His  perfect  love  for 
His  children,  this  is  the  true  antidote  to  anxiety 
and  fear.” 

•mm 

THE  NATURE  OF  WORSHIP 

At  one  point  in  today’s  lesson  Jesus  said, 
“Woe  to  you  Pharisees!  for  you  love  the  best 
seat  in  the  synagogues.  .  .  .”  (11:43)  Although 
he  might  be  guilty  of  hypocrisy,  the  Pharisee 
would  never  have  been  absent  from  worship 
in  his  church  and  he  expected  to  have  the  status 
seat  saved  for  him. 

Overemphasis  on  the  externals  of  worship 
often  means  that  the  spirit  of  the  Lord  is  crowd¬ 
ed  out.  Anytime  the  Church  itself  or  worship 
itself  becomes  an  end  we  lose  the  purpose  for 
which  both  came  into  existence.  There  is  a  real 
danger,  ever  present,  that  we  shall  hide  behind 
the  externals  of  the  worship  service  and  become 
so  caught  up  in  them  that  they  become  the 
object  of  our  worship. 

Jesus  said  often  that  it  is  little  short  of 
blasphemy  to  lift  our  voices  in  praise  to  God 
when  we  have  no  intention  of  letting  God  rule 
in  the  depths  of  our  being.  Dr.  Aubrey  Alsobrook 
has  said:  “Worship  is  hypocrisy  when  we  do 
not  assume  the  responsibilities  that  true  wor¬ 
ship  imposes.  Sometimes  it  is  said  that  if  people 
come  to  worship,  they  will  support  their  church 
with  their  money.  This  is  not  alway  true.  Some 
who  attend  services  regularly  give  little,  if  any¬ 
thing,  for  the  work  of  the  church.” 

The  Commission  on  Worship  is  being  acti¬ 
vated  in  many  of  our  local  churches.  As  this 
happens,  we  would  hope  that  there  is  always 
close  communication  between  this  group  and  the 
Commission  on  Christian  Social  Concerns. 

*  *  * 

HYPOCRISY  IN  OUR  DAY 

The  basic  cause  of  conflict  between  the  Phar¬ 
isees  and  Jesus  was  their  fear  that  his  new 
emphasis  would  destroy  the  institution  which 
they  were  giving  their  lives  to  preserve  and  de¬ 
fend.  Catholics  opposed  the  Protestant  Reforma¬ 
tion  with  the  same  fervor  for  the  same  reason. 
Protestantism  has  often  opposed  new  voices  and 
new  movements  for  the  same  reason.  In  any  age, 
if  the  institution  takes  priority  over  the  spirit 
of  Jesus  Christ,  hypocrisy  will  be  the  result. 

In  our  personal  lives  we  often  find  it  diffi¬ 
cult  not  to  “assume  a  role”  and  become  a  hypo¬ 
crite.  Most  of  us  regularly  find  ourselves  a  part 
of  groups  with  widely  differing  concepts  of  mercy, 
and  justice  and  brotherhood.  Sometimes,  in  an 
effort  to  be  accepted  by  all  groups,  we  shift 
roles  quickly. 

We  do  have  a  deep-seated  need  for  accept¬ 
ance,  but  if  we  constantly  act  like  a  chameleon 
and  change  to  fit  the  prevailing  attitude  of  every 
group  we  are  in,  we  will  feel  our  character 
disintegrating  and  will  find  it  extremely  difficult 
to  build  a  life  of  integrity. 

“Woe  to  you  Pharisees  .  .  .  hypocrites!” 
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Proposals  by  the  National  Council  of  Churches 
officials  that  churches  take  the  lead  in  urging’ 
about  religion  have  met  with  mixed  emotions 
among  the  clergy  of  Rochester,  N.  Y.  In  a  sam¬ 
pling  of  opinion,  several  clergymen  expressed 
doubt  that  churches  of  various  denominations 
could  cooperate  in  drafting  suitable  courses  on 
religion  that  could  be  added  to  the  public  school 
curriculum. 

At  the  recent  NCC  General  Asembly,  Dr. 
Arthur  S.  Flemming,  NCC  president,  said 
the  ruling  of  the  U.  S.  Supreme  Court  does 
not  bar  churches  from  devising  such  a  pro¬ 
gram.  No  course  about  religion  is  offered 
in  the  Rochester  schools,  but  Dr.  Catherine 
M.  Broderick,  assistant  superintendent  for 
instruction,  said:  “We  do  make  many,  many 
references  to  the  Bible  in  social  studies  and 
English  courses.” 

Reacting  to  recent  action  in  Washington  by¬ 
passing  all  normal  procedures  in  allowing  un¬ 
trained  Mormon  ministers  to  become  armed  ser¬ 
vice  chaplains,  the  29-member  executive  board 
of  the  General  Commission  on  Chaplains  and 
Armed  Forces  Personnel  met  recently  to  consider 
what  one  of  its  spokesmen  called  “the  erosion 
of  standards  for  chaplaincy  candidates.” 

The  Commission  has  been  joined  by  the 
National  Association  of  Evangelicals  in  af¬ 
firming  that  there  must  not  be  a  relaxation 
of  standards.  The  problem  arises  from  the 
waiving  of  education  standards  for  Mormons. 
About  a  year  ago  high-ranking  Mormon  lay¬ 
men  and  some  Mormon  members  of  Con¬ 
gress  reportedly  by-passed  the  Defense  De¬ 
partment  and  persuaded  President  Johnson 
to  issue  an  executive  order  waiving  the  rules 
for  Mormon  chaplains. 

“People  should  regard  any  family  with  more  than 
three  children  as  anti-social,”  according  to  Dr.  S. 
L.  Henderson-Smith,  British  Baptist  minister. 
The  minister,  himself  the  father  of  five  children, 
expressed  his  views  in  the  British  Medical  Jour¬ 
nal,  organ  of  the  country’s  medical  profession. 

He  questioned  whether  voluntary  family 
planning  was  the  answer  to  the  “population 
explosion.”  He  asked,  “Will  not  state  inter¬ 
ference  sooner  or  later  be  necessary  to  curb 
the  procreative  instincts  of  irresponsible  par¬ 
ents?” 

Some  250  students  and  faculty  members  at  Drew 
University,  Madison,  N.J.,  recently  marched 
across  the  campus  in  protest  of  the  dismissal  of 
Dr.  Charles  Wesley  Ranson  as  dean  of  the  in¬ 
stitution’s  theology  school.  The  dismissal,  ac¬ 
cording  to  authorities,  resulted  from  a  break¬ 
down  in  communications  and  confidence  between 
Dr.  Ranson  and  Drew  President  Robert  Fisher 
Oxnam,  son  of  the  late  Methodist  Bishop  G. 
Bromley  Oxnam. 

The  Drew  faculty  members  released  a  state¬ 
ment  which  noted  a  concern  that  had  existed 
for  a  number  of  years  about  the  “lack  of  a 
coherent  policy  for  the  theological  school  and 
a  clarification  of  its  place  in  the  university.” 
Following  a  request  from  Dr.  Ranson  last 
February  asking  Dr.  Oxnam  for  the  forma¬ 


tion  of  a  special  committee  of  trustees  to 
assess  present  and  future  needs  of  the  the¬ 
ological  school,  the  president  and  the  execu¬ 
tive  committee  of  the  trustees  both  re¬ 
quested  Dr.  Ranson’s  resignation. 

An  Anglican  journal  in  London  has  affirmed  that 
Billy  Graham’s  national  British  Crusade  planned 
for  next  June  will  “need  more  imagination  and 
better  editing”  than  last  year’s  London  Cru¬ 
sade.  The  Church  of  England  Newspaper,  which 
has  supported  Graham’s  previous  crusades,  said 
that  changes  are  needed  if  the  Crusade  “is  not 
to  invite  polite  amusement.” 


CUSTER,  S.D.  -  A  young  Sioux  Indian  at  Custer, 
S.D.,  receives  a  Bible  from  the  Rev.  R.  L.  Gowan, 
director  of  the  American  Indian  Mission,  Inc.,  a 
non-sectarian  service  group  headquartered  in  the 
Black  Hills  of  South  Dakota,  as  the  mission  launch¬ 
ed  a  campaign  to  supply  10,000  Bibles  in  Indian 
hospitals,  homes  and  institutions.  (RNS  Photo) 

Another  local  controversy  has  followed  the 
announcement  of  the  hiring  of  Saul  D.  Alin- 
sky  as  a  consultant  in  urban  renewal  en¬ 
deavors.  This  time  the  reaction  is  in  Brook¬ 
lyn  where  a  newly-formed  group,  Clergy 
Concerned  for  a  Better  Fort  Greene,  an¬ 
nounced  the  part-time  employment  of  the 
Chicago-based,  self-styled  “professional  rad¬ 
ical”  who  has  made  a  career  out  of  organ¬ 
izing  the  poor  into  militant,  unified  groups. 
The  announcement  brought  an  expression  of 
opposition  from  the  community’s  anti-pov¬ 
erty  committee,  who  accused  the  clergy 
group  of  “a  bald,  naked  attempt  at  com¬ 
munity  division,  ruthless  exploitation,  self- 
interest  and  non-representative  leadership.” 

Dr.  John  C.  Bennett,  president  of  Union  The¬ 
ological  Seminary  in  New  York,  said  recently 
that  there  has  never  been  a  time  when,  with 
the  nation  at  war,  there  has  been  so  much  con¬ 
flict  between  church  and  state  over  that  war. 
He  made  the  statement  in  an  address  to  the 


interreligious  Institute  for  Social  Studies  at  the 
Jewish  Theological  Seminary. 

The  Roman  Catholic  Diocese  of  Lafayette, 
La.  observed  the  emphasis  on  Christian 
Unity  last  week  with  the  publication  of  a 
“Catechism  on  Ecumenism”  for  the  study 
of  high  school  students.  Especially  prepared 
by  Father  Francis  Connell  of  Washington, 

D.  C.,  nationally-known  theologian,  the  cate¬ 
chism  is  based  on  the  Second  Vatican  Coun¬ 
cil’s  decree  on  Christian  Unit. 

Restoration  and  repair  work  on  a  famed,  his¬ 
toric  castle  in  which  Martin  Luther  did  much  of 
his  work  have  been  completed  for  this  year’s 
900th  anniversary  of  the  castle  which  coincides 
with  the  450th  Jubilee  of  the  Reformation.  It 
was  in  Wartburg  Castle,  near  Eisenach,  that 
Luther  found  refuge  and  completed  his  transla¬ 
tion  of  the  New  Testament  into  colloquial  Ger¬ 
man. 


Pope  Paul  VI  is  seriously  considering  ac¬ 
cepting  an  invitation  to  visit  Portugal  in 
May  for  the  observances  marking  the  50th 
anniversary  of  the  Virgin  Mary  apparitions 
to  three  shepherd  children  near  Fatima.  It 
it  believed  that  the  possibility  of  such  a 
visit  was  discussed  recently  in  a  private  au¬ 
dience  held  for  Archbishop  Maximilian  de 
Furstenberg,  Apostolic  Nuncio  to  Portugal. 

United  States  policy  in  Vietnam  was  condemned 
as  “capital  foolishness”  in  an  article  by  Dr. 
Martin  Niemoeller,  well-known  German  church¬ 
man  who  recently  returned  from  a  visit  to  North 
Vietnam.  The  article  developed  the  point  that 
the  great  danger  to  mankind  today  does  not 
stem  from  the  East- West  split  but  from  the 
contrast  between  rich  and  poor  and  whites  and 
non-whites.  Dr.  Niemoeller  is  one  of  the  six 
presidents  of  the  World  Council  of  Churches. 

An  interreligious  Australian  journal,  “To¬ 
gether,”  has  been  launched  in  Sydney  by 
13  Christian  denominations.  Its  editorial 
board  includes  Protestant,  Anglican,  Roman 
Catholic  and  Orthodox  clergy  and  laymen. 
Among  the  frist  subscribers  were  seven 
Catholic  bishops. 

Recommendations  and  resolutions,  which,  if 
adopted,  could  give  a  new  look  to  Britain’s 
Unitarian  and  Free  Christian  Churches  will  be 
presented  to  the  annual  Unitarian  meetings 
planned  for  April  at  Nottingham  University.  The 
report  is  now  being  studied  by  ministers  and 
officers  of  the  Unitarian  group  which  has  300- 
odd  churches  and  more  than  20,000  members  in 
the  country. 

All  government  subsidies  for  church-main¬ 
tained  African  primary  schools  in  Rhodesia 
have  been  shut  off  through  a  new  edict  of 
the  government  of  Prime  Minister  Ian  Smith. 

In  the  future  all  new  primary  schools  for 
native  African  children  will  be  maintained 
by  the  government. 

Sweeping  revisions  of  the  Roman  Catholic 
Church’s  practices  regarding  clerical  celibacy 
were  recommended  by  Bishop  Michael  W.  Hyle 
of  Wilmington,  Del.  by  the  diocesan  clergy  com¬ 
mittee  on  renewal.  They  asked  Bishop  Hyle  to 
“encourage  Church  authority  to  reinstate”  a  mar¬ 
ried  priesthood  in  the  Latin  Rite  to  exist  along 
with  the  celibate  clergy. 

Clergymen  and  other  North  Carolina  citizens 
have  formed  a  committee  to  oppose  capital 
punishment  and  have  scheduled  a  general 
meeting  to  form  a  statewide  organization. 
The  meeting  will  be  held  in  High  Point, 
Jan.  21,  just  prior  to  the  convening  of  the 
1967  session  of  the  North  Carolina  Legis¬ 
lature. 
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Fifty  men  from  Ponchatoula  and  Hammond  Methodist  churches  listen  to  an  address 
by  Louisiana  Conference  Lay  Leader,  Tom  Matheny.  The  January  11  joint  meet¬ 
ing  in  Hammond  First  Methodist  Church  also  featured  a  barbecued  chicken  dinner. 
Mr.  Matheny,  at  right,  spoke  regarding  recent  developments  in  Methodism-recent 
EUB  merger  proposal,  elimination  of  Central  Jurisdiction,  Consultation  of  Church 
Union,  and  others.  A  lively  and  informative  question-answer  session  followed. 


Ninety  youths  attend 
Christian  Vocations  Conference 

by  Terry  Lovelace, 

First  Church,  Plaquemitie 


A  Report 
from  New  Orleans 
Inner-City  Parish 

by  Rupert  Coles 

(This  is  the  author's  second  article 
concerning  the  Methodist  Inner  City 
Program.) 

One  of  the  first  steps  which  must 
be  taken  in  helping  people,  the  poor 
in  particular,  is  that  of  their  arriving 
at  a  proper  self  image.  For  too  long 
they  have  felt  that  their  best  efforts 
are  doomed  to  failure.  This  sense  of 
defeat  is  often  nurtured  by  society’s  dis¬ 
respect  and  contempt.  If  one  traumatic 
experience  can  have  a  determinative  ef¬ 
fect  on  the  life  of  a  child,  as  psycho¬ 
logists  say  may  happen,  then  surely  a 
lifetime  of  discouragement  can  under¬ 
standably  crush  a  human  personality. 

The  trick  is  to  encourage  the  indi¬ 
vidual  to  seek  his  own  self  worth.  This 
may  conceivably  be  done  by  telling  him 
he  is  of  value.  The  concept  of  God's 
creation  of  and  love  for  us  is  a  power¬ 
ful  one.  But  often  the  defeated  needs 
more  than  simply  to  be  told  he  is 
capable  of  winning. 

An  effective  tool  in  helping  the  dis¬ 
couraged  to  obtain  a  better  self  image 
is  by  involving  him  in  the  solution  of 
his  own  problems.  This  is  done  by  a 
process  known  as  community  organiza¬ 
tion.  Persons  within  a  given  geograph¬ 
ical  area  are  visited  and  their  problems 
discussed.  This  is  done  within  individ¬ 
ual  homes.  Then  mass  meetings  are 
planned  for  entire  areas.  This  meeting 
of  the  total  community  is  necessary 
for  the  success  of  the  operation. 

It  is  easy  to  see  how  a  person  can 
be  so  discouraged  about  the  likelihood 
to  solving  his  own  problems  that  he 
would  simply  give  up  trying.  But  when 
a  number  of  such  persons  are  brought 
together  for  consideration  of  their  mu¬ 
tual  needs,  it  is  amazing  what  hope  and 
initiative  can  come  from  the  group. 
The  old  saying,  "two  heads  are  better 
than  one,”  is  surely  applicable. 

The  obvious  beginning  in  this  proc¬ 
ess  of  self  help,  once  the  group  has 
been  assembled,  is  for  the  problems  to 
be  aired.  Such  problems  as  inadequate 
neighborhood  lighting,  juvenile  delin¬ 
quency,  littering  of  streets,  vermin  in 
homes,  inadequate  housing,  etc.  f.r? 
common  expressions  of  concern.  The 
group  is  then  thrown  open  to  sugges¬ 
tions  for  improvement.  Slowly  but 
surely  thoughts  and  insights  emerge 
which,  when  put  together  in  a  coordi¬ 
nated  strategy,  attack  the  problem  with 
varying  degrees  of  success.  The  point 
is  that  individually  the  persons  could 


Ninety  senior-high  Methodist  youth 
and  ten  adult  leaders  attended  the  Con¬ 
ference  Convocation  on  Christian  Vo¬ 
cations  at  Camp  Istrouma  January  14- 
15.  The  Convocation  was  sponsored  by 
the  Louisiana  Conference  Commission 
on  Christian  Vocations,  the  Rev.  Oscaf 
Cloyd,  chairman. 

Registration,  from  10-30-11:45  Satur¬ 
day  morning,  was  followed  by  the  noon 
meal.  Table  conversation  centered  on 
the  theme,  "the  awareness  of  life.” 

The  group  then  assembled  at  Bethel 
Methodist  Church  where  a  paper  en¬ 
titled  "You  Are  a  Minister,”  written  by 
Francis  O.  Ayers,  was  discussed. 

A  panel  discussion  on  church-related 
vocations  highlighted  the  convocation. 
The  following  served  on  the  panel:  Ray 
Branton,  Pastoral  Ministry;  Norma  Gar- 
lington,  Deaconesses;  Glen  Rorie,  Mis¬ 
sions;  Georgia  Daily,  Mass  Communica¬ 
tions;  Jerry  Fuller,  Board  of  Education; 

do  little  or  nothing.  As  a  group  they 
can  gain  insight  and  understanding  of 
their  needs  and  their  consequent  solu¬ 
tion. 

The  poor  are  far  from  being  help¬ 
less.  God’s  grace  in  creation  is  such 
that  few  people  become  utterly  use¬ 
less  in  the  course  of  a  lifetime.  But 
much  good  in  people  becomes  inef¬ 
fective  through  inertia,  discouragement, 
weakness,  until  some  means  is  found 
to  give  a  different  self  image.  Com¬ 
munity  organization  is  one  such  means. 


Roland  Fredrick,  Board  of  Hospitals 
and  Homes. 

The  evening  meal  was  spiced  by  con¬ 
versation  on  the  theme  "The  Church: 
Its  Image,  Its  Problems,  Its  Tasks.” 

"Guernica,”  a  modern-art  painting  by 
Picasso,  stimulated  a  lively  discussion, 
as  each  member  of  the  Convocation 
gave  his  impression  of  the  painting. 

"Francis  of  Assisi,”  a  Hollywood 
movie  on  the  theme  of  vocations,  was 
followed  by  a  discussion  of  the  film, 
the  group  being  separated  into  small 
groups. 

A  closing  worship  ended  the  even¬ 
ing’s  activities;  morning  worship  and 
breakfast  paved  the  way  to  a  discussion 
of  "You  Are  Sent,”  by  Francis  O. 
Ayers. 

A  two-hour  session  of  personal  guid¬ 
ance  provided  by  the  resource  leaders 
was  followed  by  lunch,  and  the  Con¬ 
vocation  ended  with  a  closing  worship 
and  communion  service. 

The  Rev.  Harold  Price  was  director 
of  the  convocation. 

t 

H.  C.  MERRITT,  JR.  and  Judge  N.  J. 
McConnell  were  speakers  for  the  sec¬ 
ond  session  of  the  study  on  "Affluence 
and  Poverty”  at  Springhill  Methodist 
Church,  January  11.  The  pastor  is  the 
Rev.  Lloyd  E.  Williams. 

CONGRATULATIONS  to  Wisner 
Methodist  Church  for  the  excellent  par¬ 
ish  paper  which  they  have  begun  under 
the  name,  "The  Wisner  Methodist.” 
The  pastor  is  the  Rev.  John  R.  Johns. 


OPEN  HOUSE 
BUSINESS  GIRLS’  INN 

Methodists  of  the  state  are  in¬ 
vited  to  visit  Business  Girls’  Inn 
in  Shreveport  Saturday  and  Sun¬ 
day,  January  28,  29. 

Hours  of  open  house  are  10 
a.m.  to  4  p.m.  Saturday  and  2  to 
5  p.m.  Sunday. 

The  event  is  in  celebration  of 
Founder’s  Day  as  the  Inn,  a  Meth¬ 
odist  project,  begins  its  40th  yeaf. 


District  Superintendent, 
Henry  Rickey,  layman, 
Robert  C.  Smith,  and  Area 
Council  Headquarters  Dir¬ 
ector,  Dr.  Luman  E.  Douglas 
at  Ruston  District  Council 
meeting,  January  10. 


UPPER  RIGHT:  Break  in 
study,  and  time  for  music. 
UPPER  CENTER  RIGHT: 
The  Rev.  K.  G.  Rorie, 
associate  director  of  Area 
Office;  the  Rev.  Oscar 
Cloyd,  chairman  of  con¬ 
ference  Commission  on 
Christian  Vocation;  the  Rev. 
Roland  Friedrich,  chaplain, 
Louisiana  State  Hospital, 
Pineville. 

LOWER  RIGHT:  Serious 
Conversation  on  the  subject 
of  Christian  vocation. 
(Ml  Photo) 
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Woman’s  Page 


Comment 

SUPPLY  WORK 

Because  a  secretary  of  supply  work  is  no  longer  required  to  make  an  evalua¬ 
tion  report  does  not  lessen  the  responsibilities  of  a  secretary.  Her  specific  job 
is  to  present  to  the  society  or  guild  the  needs  for  cash  and  materials  in  se¬ 
lected  projects  and  programs  assigned  to  the  group  and  to  urge  the  members 
to  meet  these  needs  through  their  over-and-above  pledge  to  missions  giving. 

To  interpret  the  particular  needs  which  the  society  and  guild  are  asked 
to  meet  through  its  gifts  of  money  and  materials  is  also  her  duty. 

The  secretary  of  supply  work  is  both  a  treasurer  who  seeks  to  promote 
giving  and  a  secretary  of  missionary  education  who  seeks  to  educate  through 
information  and  interpretation. 

This  office  more  than  any  other,  has  specific  information  on  where  money 
is  used  and  for  what  purpose  it  is  intended.  Because  of  the  financial  promo¬ 
tion  aspect  of  the  job,  it  is  indeed  vital  that  she  work  very  closely  with  the 
treasurer. 

The  treasurer’s  third  quarter’s  report  has  been  compiled.  Has  your  organ¬ 
ization  met  three-fourths  of  the  Askings?  We  must  continue  to  remind  societies 
and  guilds  to  complete  their  payments  on  supply  work  by  the  end  of  April 
so  that  this  year’s  Askings  will  be  paid  in  full. 

Supply  Askings  for  six  National  projects  are  in  the  Louisiana  Conference. 
Reports  from  these  directors  may  be  found  in  the  Twenty-sixth  Annual  Report 
of  the  Woman’s  Society  of  Christian  Service  and  Wesleyan  Service  Guild  and 
can  be  used  as  a  basis  for  a  program  to  promote  supply  giving. 

St.  Mark’s  Community  Center,  New  Orleans,  will  need  65,000  Red  Scissor 
Coupons  to  meet  the  1966-1967  quota.  They  must  be  sent  before  July  31,  1967 
to  St.  Marks.  These  coupons  are  redeemed  in  cash  which  supports  the  camping 
program.  It  will  save  a  lot  of  time  and  work  if  each  society  and  guild  would 
group  the  different  kinds  of  coupons  and  count  them  before  mailing  them 
direct  to  St.  Mark’s.  Be  sure  to  give  to  your  treasurer  the  total  number  sent 
in  so  it  will  be  included  in  her  report. 

We  rejoice  with  you  who  accepted  both  your  pledge  and  supply  work 
Askings  on  faith  and  strive  to  meet  both  with  equal  concern.  Pledge  money 
keeps  the  doors  of  our  institutions  opened,  but  funds  from  Supply  Work  must 
also  be  forthcoming  or  programs  would  be  vastly  curtailed. 

Indeed,  we  all  feel  grateful  to  have  a  small  part  in  this  important  area  of 
the  total  program  of  the  woman’s  work,  knowing  that  what  each  gives  is  added 
to  that  of  others  and  makes  possible  the  huge  undertaking  at  home  and  abroad 
in  the  world  in  His  name. 

Mrs.  L.  C.  Aycock 
Conference  Secretary  of 
Supply  Work 


Through  the  decades,  Reynold  Rick- 
arby  has  mastered  the  new  techniques 
of  photography  and  projection  through 
which  the  missionary  story  has  been 
communicated.  He  began  using  large 
glass  hand-colored  plates  and  slides; 
pictures  came  mostly  "from  the  field," 
snapped  by  missionary  amateurs  in 
black  and  white.  Gradually  there  came 
colored  photography,  the  use  of  tape 
instead  of  glass,  the  use  of  a  sound¬ 
track  for  narration  —  instead  of  the 
reading  of  a  printed  text  from  behind 
a  hidden  candle,  motion  picture  pho¬ 
tography;  the  sending  of  technical 
teams  to  the  field  to  make  the  entire 
film  story. 

Rick  has  kept  ahead  of  these  devel¬ 
opments  and  has  mastered  all  phases 
of  audio-visual  presentation.  Not  only 
as  a  photographer,  but  as  a  photo¬ 
printer  he  has  made  his  contribution  to 
the  educational  process  that  is  using 
both  eye  and  ear  in  its  program. 

Reynold  Rickarby  was  born  and  ed¬ 
ucated  in  Worcester,  Mass.,  but  was 
still  in  his  teens  when  he  went  to  New 
York  and  his  first  job.  Photography 
was  his  early  choice  for  life-work.  He 
came  from  a  family  devoted  to  the 
craft;  a  brother  (now  deceased)  was 
for  years  the  head  photographer  of  the 
Associated  Press.  In  July  1921,  Rick 
was  united  in  marriage  in  Chicago  to 
Miss  Mary  Krulikowski  who  also  was 
an  artist-photographer  —  one  of  the 
"colorists”  who  went  from  New  York 
to  Chicago,  hand-coloring  the  glass 
slides  that  preceded  color  photography 
and  tapes. 


RICKARBY  RETIRED 

Reynold  Rickarby 
retired  in  August 
after  48  years  as 
the  official  photog¬ 
rapher  of  Method¬ 
ist  missions  and 
missionaries,  both 
at  home  and 
abroad.  Probably  no 
other  man  in 
church  history  — 
other  in  Methodist 
history — has  taken  so  many  pictures  of 
missionaries  and  portrayed  their  work 
in  print  and  on  screen  as  has  "Rick,” 
as  he  is  affectionately  known  to  hun¬ 
dreds  of  Christian  workers  in  all  parts 
of  the  world. 

"Photo  by  Rickarby”  has  been  a 
mark  of  distinction  and  near-perfection 

He  began  his  service  in  1918  in 
the  "Lantern  Slide  Department  of  the 
Centenary”  —  the  first  photographic 
venture  of  Methodism. 

The  central  attraction  at  Columbus, 
Ohio,  where  the  Centenary  put  on  a 
massive  exhibit  in  the  summer  of  1919, 
marking  the  100th  anniversary  of  Meth¬ 
odist  missions,  was  a  screen  115  ft.  by 
115  ft.,  against  which  a  "magic  lan¬ 
tern”  threw  hand-colored  photographs 
of  missions  from  all  over  the  world. 
Rick  made  the  glass-slides  which  were 
shown  on  this  screen.  It  is  still  be¬ 
lieved  to  have  been  the  largest  such 
screen  upon  which  pictures  were  ever 
projected — it  took  six  men  to  operate 
the  lantern.  And  millions  saw  missions 
portrayed  as  they  never  were  before. 


Members  of  the  newest  Wesleyan  Service  Guild  of  Monroe  District  are  shown. 
Members  of  Claiborne  Church,  West  Monroe,  they  entertained  their  husbands  at  a  Christ¬ 
mas  buffet.  Pictured  are,  from  left:  Mrs.  Jim  Hines,  Mrs.  Jerry  Hammons,  Mrs.  E.  W. 
Sandel  (pastor's  wife),  Mrs.  Van  Westbrook,  Mrs.  Mary  Brown,  Mrs.  Lottie  Bryan,  Mrs. 
Sue  Fleming,  Mrs.  Patti  Daniels,  and  Mrs.  Hugh  Shiels. 


$300,000  Grant 
TO  BENNETT  COLLEGE 

The  National  Division  of  the  Meth¬ 
odist  Board  of  Missions  has  announced 
a  grant  of  $300,000  to  Bennett  College 
in  Greensboro,  N.  C.,  to  build  a 
$1,119,315  science  hall  which  will  open 
new  doors  to  Negro  women  interested 
in  science  careers. 

According  to  Dr.  J.  Edwards  Caro- 
thers,  associate  general  secretary  of  the 
National  Division,  the  major  purpose 
of  the  grant  is  to  provide  facilities  that 
will  enable  young  women  to  find  voca¬ 
tions  in  scientific  fields. 

The  grant  was  further  assurance  to 
Bennett  College  that  a  government 
grant  of  $373,105  needed  to  construct 
the  bulding  would  be  met.  When  plans 
were  being  made  to  build  the  structure 
two  years  ago,  the  U.  S.  Office  of  Edu¬ 
cation  agreed  to  bear  one-third  of  the 
cost  if  the  balance  could  be  guaranteecT 
from  other  sources. 

Dr.  Isaac  Miller,  presidem  i.»er 
nett  College,  said  "We  hail  this  ( 
cision  with  great  enthusiasm  as  tn^ 
funds  provided  represent  what  we  pro¬ 
ject  as  the  balance  needed  for  con¬ 
struction  and  development  of  this 
facility.” 

The  grant,  though  administered  by 
the  National  Division,  is  actually  a 
gift  from  the  Woman’s  Division, 
headed  by  Miss  Dorothy  McConnell, 
associate  general  secretary  of  the  Board. 
In  the  past  they  have  regularly  con¬ 
tributed  to  the  budget  at  Bennett  and 
have  given  to  the  Cash  for  Supplies 
Fund  each  year. 

Other  groups  giving  money  are: 
United  Negro  College  Development 
Campaign  Fund,  $100,000;  Nashville 
Methodist  Board  of  Education,  $150,- 
000;  and  Pfeiffer  Foundation,  $50,000. 

Bennett  College  is  currently  enroll¬ 
ing  over  600  young  women  from  28 
states  and  11  foreign  countries.  Like 
most  liberal  arts  colleges  of  good  repu¬ 
tation,  it  was  faced  with  the  necessity 
of  expanding  facilities  and  faculty  to 
meet  certain  educational  needs.  Though 
it  is  predominately  a  Negro  girls 
school,  many  white  students  have  en¬ 
tered  its  doors  and  plans  are  being 
made  to  enroll  1,200  students  within 
the  next  10  years. 


LAKE  CHARLES  DISTRICT 
EXECUTIVE  COMMITTEE  MEETS 

The  Executive  Committee  of  the  Lake 
Charles  District  Woman’s  Society  of 
Christian  Service  held  its  mid-year 
meeting  at  First  Church  in  Eunice. 

Mrs.  Robert  Compton,  president,  pre¬ 
sided  over  the  business  session  follow¬ 
ing  the  opening  meditation  on  the 
Beatitudes  which  was  led  by  Mrs.  Ed 
Midlam,  district  secretary  of  spiritual 
life  cultivation.  Reports  were  made  by 
the  ten  officers  present  at  the  meet¬ 
ing.  The  response  from  the  women  of 
the  district  to  both  the  Day-Apart  and 
the  Day-On-Campus  held  in  the  fall 
was  such  that  these  events  will  prob¬ 
ably^  become  a  regular  part  of  the  dis¬ 
trict’s  program  every  year. 

Plans  were  announced  regarding  the 
committee’s  participation  in  the  enter¬ 
tainment  of  the  Conference  Executive 
Committee  during  the  annual  meeting 
in  Lake  Charles  in  March.  Mrs.  Ed  Mid¬ 
lam,  Mrs.  Jesse  Porter,  and  Mrs.  Hor¬ 
ace  Denison  were  appointed  to  be  the 
committee  on  arrangements  for  these 
courtesies. 

The  president  also  made  known  the 
progress  that  has  been  made  on  the 
program  for  the  district’s  annual  meet¬ 
ing  to  be  held  at  University  Church  in 
Lake  Charles  in  April.  Tentative  plans 
were  formulated  for  Officers’  Train¬ 
ing  Days  to  be  held  in  each  zone  in 
the  late  spring. 

The  meeting  concluded  with  a  lunch¬ 
eon  which  was  served  by  women  of 
the  local  society. 

Over  the  years  Bennett  has  grad¬ 
uated  unusual  numbers  of  science  ma¬ 
jors  as  public  school  teachers,  but  be¬ 
cause  of  inadequate  facilities  and  lack 
of  modern  equipment,  the  program 
never  fully  developed  in  more  spe¬ 
cialized  areas. 

t 

THE  REV.  WILLIAM  A.  CHEYNE, 
director  of  the  Advance  for  Spanish 
Speaking  work,  was  the  speaker  for  the 
January  15  session  of  the  study  of  "Pov¬ 
erty  and  Affluence”  at  Noel  Memorial 
Church,  Shreveport.  Dr.  Sam  Nader  is 
the  pastor,  and  J.  A.  Trickett  is  di¬ 
recting  the  study. 
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Morality  and 
ethics  outmoded? 

By  W.  W.  Reid 

"Operation  Yorkville”  is  the  name  of 
a  united  effort  of  Protestants,  Catholics, 
and  Jews — and  their  religious  leaders — 
in  a  mid-New  York  City  area  "to  de 
fend  decency  in  publications”  and  "tc 
do  battle  against  obscene  material  in 
print.”  (Yorkville  is  an  old  locale  name 
in  what  was,  more  than  a  century  ago, 
an  independent  community  on  Manhat¬ 
tan  Island:  today  it  is  one  of  the  prob¬ 
lem  and  delinquency  areas  of  the  City.) 
O  Y  is  described  as  an  "inter-faith 
organization  working  to  protect  the 
parental  -  civil 
right  to  stop  the 
traffic  in  obscene 
material  among 
children  by  ex¬ 
pressing  commu¬ 
nity  standards.” 
Members  have 
been  active  in 
discovering,  r  e  - 
porting  to  police, 
and  prosecuting 
pornographic  photographs,  films,  and 
magazines;  they  operate  also  a  wide 
educational  campaign  against  the  dis¬ 
tribution  of  such  material.  .  .  . 

Recently,  in  its  Newsletter,  O  Y  takes 
up  cudgels  against  the  advocates  of  "a 
new  morality”  and  "situation  ethics” 
this,  O  Y  says,  is  the  breaking  down 
of  all  remaining  morality.  Say  the  edi¬ 
tors; 

"Proponents  of  the  'new'  morality 
are  taking  to  the  printing  presses,  the 
mass  media  and  to  the  pulpits  of  Amer¬ 
ica  with  a  more  stepped-up  intensity 
than  ever  before.  They  are  those  the¬ 
ologians  who  convincingly  advocate 
'Situation  Ethics,’  i.e.  any  act  could  be 
right  for  a  given  person  depending 
upon  the  circumstances.  Champions  of 
'Situation  Ethics’  argue  that  any  moral 
system  is  too  shallow  to  provide  an¬ 
swers;  that  general  commandments  and 
principles  cannot  answer  the  question 
of  what  T  should  do  in  a  given  con¬ 
crete  situation.  The  attractive  lure  of 
their  thesis  is  unlimited  individual  free¬ 
dom  in  the  realm  of  morality;  complete 
subjectivity. 

"Though  small  in  numbers,  the  new 
moralists  have  had  deep  influence  on 
the  moral  climate  of  our  nation.  Their 
cause,  in  addition,  has  been  espoused 
by  avant-garde  libertarian  forces  who 
have  made  a  practice  of  pre-empting 
minds  through  the  skillful  use  of  prop¬ 
aganda  via  the  mass  media;  forces 
which  believe  that  an  elite  minority 
can  and  should  impose  its  opinions  on 
the  unorganized  majority 

"Philosopher  Dietrich  Von  Hilde¬ 
brand  answers  the  'Situation  Ethics 
moralists  in  this  way:  'The  question-  - 
whether  it  is  for  me  the  right  thing  to 
do  to  act  in  this  particular  way— only 
arises  when  morally  good  things  are  at 
stake;  but  never  when  indisputably  im¬ 
moral  things  are  in  question.  If  some¬ 
one  proposes  something  impure  or 
something  sacrilegious  to  us,  there  is 
no  sense  in  posing  the  question  wheth¬ 
er  or  not  it  is  precisely  for  me  the. 
thing  to  do.  The  answer  is  that  in  any 
case,  every  person — whatever  his  indi¬ 
viduality  may  be — should  abstain  from 
doing  something  indubitably  immoral.’ 
(True  Morality  and  its  Counterfeits, 
Dietrich  Von  Hildebrand  with  Alice 


on  a 

wide 

circuit 


At  this  time  of  the  year  in  Britain, 
the  churches  are  very  much  caught  up 
in  what  is  known  as  "The  Octave  of 
Unity.”  This  is  inspired  by  the  British 
Council  of  Churches,  and  during  this 
time  of  January,  churches  of  many  de¬ 
nominations  are  praying  together,  work¬ 
ing  together,  and  worshipping  together. 

As  many  of  you  already  know  I  am 
the  minister  of  the  Methodist  Central 
Hall  in  Bristol.  In  some  ways,  this 
city  could  be  regarded  as  the  cradle  of 
Methodism.  It  was  here  that  John  Wes¬ 
ley  "consented  to  become  more  vile” 
to  use  his  own  quaint  words,  and 
preached  for  the  first  time  in  the  open 
air  to  Kingswood  miners.  It  was  here 
that  he  built  his  first  chapel  in  Broad- 
mead.  This  building  still  stands  today 
in  its  original  form,  and  at  Christmas 
I  Had  the  privilege  of  holding  a  Christ¬ 
mas  Communion  Service  in  it  on  Christ¬ 
mas  eve,  where  with  the  flickering 


Jourdain;  David  McKay  Company,  Inc.) 

"Dr.  Von  Hildebrand,  synopsizing 
the  moral  teaching  of  the  ages,  says: 
'Nobody  will  deny  that  to  live  in  the 
presence  of  God  and  to  confront  every 
live  concrete  situation  with  God  is  the 
expression  of  the  highest  life.  ...  In 
the  confrontation,  we  also  hope  to  re¬ 
ceive  from  Him  the  strength  to  act 
according  to  His  spirit  and  His  com¬ 
mandments.  In  such  confrontation,  gen¬ 
eral  values,  principles  and  command¬ 
ments  clearly  play  an  indispensable 
role.’  He  ho'ds  that  'the  argument  that 
the  uniqueness  of  the  individual  case 
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candles,  the  very  spirit  of  Wesley 
seemed  to  brood  over  us. 

But  it  is  also  in  Bristol  that  one  of 
the  first  Councils  of  Churches  was 
formed  in  1927,  and  the  spirit  of  unity 
could  be  described  here  as  being  in 
accord  with  Wesley’s  own  words:  “We 
are  the  friends  of  all,  and  the  enemies 
of  none.” 

This  year  I  am  on  the  way  to  or¬ 
ganising  a  couple  of  truly  ecumenical 
services,  not  to  be  held  in  church,  but 
in  a  television  studio.  As  religious  ad¬ 
viser  to  one  of  the  Television  Com¬ 
panies,  it  is  my  pleasant  task  to  set 
up  two  studio  services  for  Good  Fri¬ 
day  and  Easter  in  which  Church  of 
England,  Free  Church  and  Roman  Cath¬ 
olic  clergy  will  all  take  part.  These 
services  will  be  attended  by  congrega¬ 
tions  from  all  these  churches  in  a  large 
television  studio,  and  they  will  be 
watched  by  a  huge  audience  all  over 


is  incompatible  with  general  principles 
is  far  from  being  true  ...  if  matters 
were  as  (situation)  ethics,  claims,  no 
moral  pattern  would  exist,  no  moral 
education.’ 

'  This  is  the  philosopher's  answer. 
Operation  Yorkville  answers  the  Situa¬ 
tion  Ethics’  moralists  by  being  in  exist¬ 
ence,  by  working  toward  permanent 
existence  to  counter  such  confused  mor¬ 
alizing.  O  Y  operates  on  the  premise 
that  the  recognition  of  an  absolute  God- 
given  standard  of  morality,  as  enunci¬ 
ated  in  the  Ten  Commandments,  is  es¬ 
sential  to  our  national  survival.” 


the  West  Country  and  Wales. 

I  have  made  this  column  a  little 
personal  this  week  simply  because  I 
think  that  when  one  man’s  experience 
of  the  work  of  the  Holy  Spirit  in 
bringing  Christians  together  can  be 
told,  it  may  enhearten  all  those  who 
believe  that  the  people  of  God  should 
be  one. 

We  have  many  legal  and  ecclesiastical 
difficulties  to  overcome  before  we  can 
fully  express  the  unity  of  Christ’s 
church  on  earth.  But  there  are  so  many 
things  we  can  do,  and  do  now,  that 
we  have  cause  to  be  grateful  indeed. 

*  *  * 

MORE  UNITY  NEWS 

The  headline  news  this  week  on  a 
broader  front  still,  is  that  of  the  first 
official  talks  which  have  taken  place 
between  the  Church  of  England  and 
the  Roman  Catholic  Church  in  Gazzada, 
Italy. 

Eleven  Anglicans  and  ten  Romans 
took  part  in  the  conversation  at  the 
instigation  of  the  Archbishop  of  Can¬ 
terbury  and  the  Pope.  They  decided  to 
recommend  a  number  of  areas  of  joint 
action,  to  set  up  a  commission  on  mar¬ 
riage,  and  to  make  more  detailed  ex¬ 
amination  of  certain  issues  which  arose 
from  the  talks. 

This  is  a  first  step  in  what  will  un¬ 
doubtedly  be  a  very  long  journey,  but 
the  ecumenical  climate  is  warming  up 
at  such  a  rate  that  we  may  expect 
further  reports  soon. 

There  is  no  doubt  that  a  great  deal 
of  moral  courage  is  going  to  be  needed 
in  the  coming  days  when  we  look 
at  the  rapidity  with  which  things 
change.  I  remember  a  story  of  two 
army  chaplains  during  World  War  II. 
One  was  a  Roman  Catholic,  and  the 
other  a  Presbyterian.  The  time  came 
for  them  to  part,  and  the  Presbyterian 
said  to  the  Roman  Catholic:  "Well,  my 
friend,  we’ve  both  been  doing  the 
Lord's  work.  You  in  your  way,  and 
I  in  His.” 

That  this  is  really  a  joke  in  these 
days,  is  a  comment  on  the  changing 
scene. 


by  Charles  A.  Stuck/Lay  Evangelist 


"SEX  IN  THE  SIXTIES” 

When  this  grim  subject  was  discussed 
a  few  evenings  ago  on  television  a  num¬ 
ber  of  university  students  and  some  pro¬ 
fessors  were  asked  about  the  promis¬ 
cuous  life  of  some  college  people.  Many 
who  were  interviewed  made  itplainthat 
they  thought  the  "old  laws”  of  good 
and  evil  were  out  of  date.  Young  peo¬ 
ple,  they  said,  should  have  no  feelings 
of  guilt  in  their  adulterous  dealing  With 
each  other. 

Much  of  this  retreat  from  decency 
has  been  caused  by  the  very  lax  atti¬ 
tudes  of  the  older  generation.  So  these 
young  people,  now  physically  grown  in 
these  tortured  days,  are  claiming  for 
themselves  the  right  to  run  their  phy¬ 
sical  as  well  as  their  spiritual  lives  by 
their  own  standards. 

This  they  call  "The  New  Morality.” 
But  it  is  neither  new  nor  moral.  Ages 
ago  the  Old  Testament  writers  record¬ 


ed  that  "Every  man  did  what  was  right 
in  his  own  eyes.”  Egypt,  Greece,  and 
Rome  all  indulged  in  the  foolish  no¬ 
tion  that  they  were  building  a  new 
society  on  their  own  standards.  And 
history  tells  us  the  rest  of  the  story. 
It’s  not  a  "New  Morality.”  It’s  a  very 
old  and  deadly  immorality. 

"Freedom”  is  another  rallying  cry 
these  days.  So  sexual  freedom  becomes 
a  catch  phrase  that  sounds  quite  rea¬ 
sonable.  But  sexual  freedom  does  not 
take  into  account  that  a  sure  conse¬ 
quence  of  it  is  parenthood  and  its  heavy 
responsibilities.  God  is  terribly  old-fash¬ 
ioned  in  many  ways,  and  He  still  has 
laws  that  man  cannot  break  without 
paying  a  penalty. 

The  tragedy  of  this  so-called  "free¬ 
dom”  is  that  down  through  the  ages 
its  has  always  brought  sorrow  and  trou¬ 
ble.  Statisticians  tell  us  that,  next  to 
automobile  accidents,  suicide  is  the 


greatest  killer  among  college  young 
people.  After  playing  loosely  with  the 
precious  gifts  of  God  many  of  them  are 
burdened  with  great  remorse  that  they 
cannot  face.  And  since  they  have  driv¬ 
en  God  out  of  their  lives,-  there  is 
nothing  left  for  them  to  cling  ic  Self- 
destruction  seems  to  be  the  only  solu 
tion. 

There  is  a  temporary  delighuul  thrill 
in  claiming  the  "freedom”  to  do  as 
one  pleases  in  the  younger  years.  But 
when  one  breaks  out  of  the  pleasant 
sheltered  cocoon  of  academic  isolation 
into  a  busy,  demanding  world,  he  sud 
denly  finds  many  strange  new  experi 
ences,’  many  new  requirements.  The  dis¬ 
cipline  of  earning  a  living,  establishing 
a  stable  home,  becoming  a  dependable 
member  of  society,  all  fall  unexpected¬ 
ly  upon  his  uncalloused  shoulders.  Free¬ 
dom  then  must  be  replaced  by  obliga¬ 
tion. 


PAGE  TEN 


JANUARY  26,  1967 


General  Board  adopts 

campus  ministry  recommendations 


by  Winston  H.  Taylor 

NASHVILLE,  TENN.  —  (MI)  — 
The  Methodist  program  on  campuses 
must  become  recognized  as  "the  church 
in  mission”  and  must  be  part  of  the 
ecumenical  movement,  the  church's 
General  Board  of  Education  agreed  in 
adopting  a  special  study  committee  re¬ 
port. 

A  three-year  study  of  Wesley  Foun¬ 
dations,  the  Methodist  organization  on 
most  state  and  independent  college  cam¬ 
puses,  turned  up  a  host  of  answers 
from  students,  ministers,  other  church 
leaders  and  educators  as  to  what  de¬ 
nominational  efforts  among  students 
are  and  ought  to  be. 

The  results  and  recommendations 
were  presented  to  the  board  and  its 
Division  of  Higher  Education  in  the 
board’s  annual  meeting  January  3-5  in 
Nashville  by  Bishop  James  K.  Mathews, 
Boston,  chairman  of  the  committee,  who 
said  the  report  would  "conserve  free¬ 
dom  in  responsibility.”  The  research 
was  directed  by  the  Rev.  Samuel  N. 
Gibson,  now  of  Pittsburgh,  Pa.,  and 
summarized  for  the  board  by  Dr. 
Woodrow  A.  Geier  of  the  Nashville 
staff. 

The  report  asserted  that  "a  unit  of 
the  church’s  campus  ministry  may  be 
as  much  the  church  as  the  tallest  ca¬ 
thedral  in  Christendom.”  It  added  that 
Methodism  "will  find  its  true  destiny 
in  the  university  community  when, 
freed  by  Christ  from  anxious  self-con¬ 
cern,  it  participates  in  the  risks,  the 
hardships,  the  triumphs  and  the  joys 
of  an  ecumenical  ministry.” 

It  also  urged  that  the  campus  pro¬ 
gram  must  not  be  bound  by  uniform 
organizations  or  standards  but  needs 
"freedom  to  experiment,  freedom  to  use 
new  methods”  and  flexibility.  If  this 
is  provided,  it  can  "bring  to  the  uni¬ 
versity  community  a  concern  for  mean¬ 
ing  and  morality  (and)  demonstrate 
that  the  traditional  stereotypes  of  the 
church  are  out  of  date  and  inaccurate.” 
At  the  same  time,  it  can  "contribute  to 
church  renewal  by  alerting  persons  to 
the  vast  issues  needing  attention  (and) 
can  be  a  power  for  change  within  the 
church  by  speeding  the  flow  of  the 
university’s  knowledge  and  skills  into 
the  Christian  mission.” 

Specific  recommendations  in  the  re; 
port,  which  found  "significant  involve¬ 
ment”  by  some  36,000  students  in  more 
than  200  Methodist  campus  programs, 
included  these: 

Making  the  campus  ministry  ecumen¬ 
ical  both  nationally  and  locally;  making 
an  "inclusive  approach  to  our  mission 
in  the  university”  by  recognizing  the 
shared  but  distinctive  roles  of  home 
church,  near-campus  church  and  the 
Wesley  Foundation;  defining  the  cam¬ 
pus  ministry  as  "the  church”  and  grant¬ 
ing  it  the  same  rights  as  a  local  church, 
responsible  to  the  bishop;  deployment 
of  national  staff  on  a  regional  basis 
for  increased  availability;  continued  ac¬ 
creditation  of  campus  ministry  units 
but  with  more  flexible  standards;  spe¬ 
cial  training  and  evaluation  procedures 
for  campus  ministers;  restudy  and  re¬ 
organization  of  local  foundation  boards; 


increased  use  of  trained  men  and  wom¬ 
en,  both  lay  and  clergy;  improved  in¬ 
terpretation  of  the  campus  ministry  to 
the  whole  church. 

The  committee  report  held  that 
Methodism  has  failed  to  "realize  its 
full  potentialities  in  the  community  of 
higher  learning,”  partially  because  it 
has  not  stopped  thee  misunderstanding 
and  tension  between  local  churches  and 
the  campus  ministry.  Clear  vision  of 
the  purpose  of  serving  "not  just  Meth¬ 
odist  students  but  the  whole  university 
community”  has  been  blocked,  it  de¬ 
clares,  because  "Methodists  too  often 
are  in  the  grip  of  an  outworn  image 
of  the  church.” 

The  Methodist  provision  for  local 
churches  is  so  rigid  that  it  tends  "to 
prevent  the  flexibility  needed  for  a 
mission-oriented  people”  and  "has  in¬ 
hibited  creative  responses  to  new  mov¬ 
ing  of  the  Spirit,”  says  the  report.  The 
report  calls  for  a  new  definition  of  the 
church  which  would  give  equal  status 
to  "newer  forms  as  legitimate  and  full 
expressions  of  the  church”  and  which 
would  "eliminate  second-class  status  for 
ministers  in  special  appointments.” 
"Special  appointments”  is  a  category  ip 
which  campus  ministers,  chaplains,  edp- 
cators,  and  many  others  outside  the  con¬ 
gregational  ministry  are  placed. 

The  report  pointed  to  one  area  where 
there  has  been  considerable  criticism 
and  questioning — the  loss  of  interest 
in  the  church  that  often  occurs  in  tran¬ 
sition  from  a  local  church  youth  pro¬ 
gram  to  a  student  situation.  The  com¬ 
mittee  found  that  "relatively  few  col¬ 
lege  students  have  received  the  needed 
grounding”  in  their  home  church  to 
prepare  them  for  the  change  and  "too 
often  the  Wesley  Foundation  is  forced 
to  be  a  remedial  Sunday  school.”  It 
criticized  the  church’s  program  and 
publications  for  not  adequately  altering 
youth  as  to  what  to  expect  in  a  campus 
ministry. 

The  research  found  that  most  near¬ 
campus  churches  are  proud  to  be  in 
such  positions  but  at  the  same  time 
resentful  of  the  extra  demands  imposed 
upon  them  by  students,  critical  of  "com¬ 
peting”  worship  services  and  concerned 
over  foundations’  appeal  to  "fringe 
groups”  rather  than  the  rank-and-file. 

The  committee  expressed  hope  that 
the  campus  ministry  would  come  to 
be  recognized  as  a  "specialized  voca¬ 
tion”  with  special  training  and  tenure 
and  not  just  a  "place  for  a  preacher  to 
get  some  experience.” 

While  recognizing  the  tremendous 
changes  in  colleges  over  the  past  gen¬ 
eration,  the  report  indicated  belief  in 
the  need  to  recover  "the  fullness  of 
vision  which  characterized  the  first 
Wesley  Foundation,”  founded  in  1913 
at  the  University  of  Illinois.  This  was 
described  as  "a  shrine  for  worship,  a 
school  for  religious  education,  a  home 
away  from  home,  a  laboratory  for  train¬ 
ing  lay  leaders  in  churchmanship,  and 
a  recruiting  center  for  the  ministry,  mis¬ 
sionary  service  and  other  church  voca¬ 
tions.” 


Board  of  Missions 

( Continued  from  page  3) 

in  the  next  two  fiscal  years.  The  pro¬ 
gram  will  be  administered  by  the  World 
Division  of  the  Board  of  Missions. 

The  funds  in  the  Africa  program  will 
be  used  both  for  ecumenical  and  Meth¬ 
odist  projects.  The  $1  million  program 
will  encompass:  1.  —  Leadership  train¬ 
ing  for  women,  including  scholarships 
in  universities  and  other  schools,  com¬ 
munity  development  programs  and  ad¬ 
ditional  aid  to  Christian  schools;  2, — 
Training  in  literacy  and  use  of  Chris¬ 
tian  literature;  3. —  Workshops  in  var¬ 
ious  fields  such  as  family  life,  citizen¬ 
ship  training,  political  training  and  na¬ 
tion  building;  and  4,  —  Ecumenical 
programs  of  the  All  Africa  Council  of 
Churches. 

On  Saturday,  January  14,  the  women 
traveled  by  bus  from  Cincinnati  to 
Louisville,  Ky.  to  join  in  the  meeting 
of  the  Board  of  Missions. 

BOARD  OF  MISSIONS 

At  the  opening  session  of  the  Board 
of  Missions  on  January  17,  representa¬ 
tives  of  two  major  divisions  cited 
South  Africa  and  Rhodesia  as  two  of 
the  critical  issues  facing  the  total 
church  community  during  the  coming 
year. 

Mrs.  Glenn  Laskey,  president  of  the 
Woman’s  Division  and  Bishop  Lloyd 
C.  Wicke,  speaking  for  the  World  Di¬ 
vision,  underscored  the  complexities  of 
relations  with  these  two  sections  of 
Africa  where  white-minority  govern¬ 
ments  are  in  control.  Their  discussions 
laid  the  foundation  for  a  consideration 
later  in  the  week  for  a  resolution  re¬ 
lating  to  the  deposit  of  board  funds 
in  banks  that  finance  the  government 
of  South  Africa. 


Mrs.  Laskey  also  presented  to  the 
entire  board  the  program  for  the  ad¬ 
vancement  of  African  women  referred 
to  above. 

Record  Income  for  the  Board 

The  board’s  treasurer,  George  L. 
Hergesheimer,  reported  a  record  income 
of  $40,205,904  for  the  last  fiscal  year, 
an  increase  of  $3,473,840  over  fiscal 
1965.  Of  the  total  income,  about  $36,- 
000,000  or  90  per  cent,  came  from  the 
missionary  giving  of  Methodists  in  the 
50  states. 

Mr.  Hergesheimer  said:  "Those  of 
us  who  are  privileged  to  serve  the 
Board  of  Missions  are  most  grateful 
for  the  devotion  and  generosity  of 
Methodist  people.  It  is  they,  through 
their  giving,  who  have  made  possible 
the  world-wide  Methodist  mission  pro¬ 
gram.” 

African  Leader  Addressed  the  Board 

Speaking  just  a  few  hours  after  the 
Board  treasurer,  the  Rev.  Colin  M. 
Morris,  president  of  the  United  Church 
of  Zambia,  told  a  public  meeting  spon¬ 
sored  by  the  board  that  the  church  in 
the  United  States  is  too  rich  and  fat 
and  needs  to  suffer  before  it  can  "truly’ 
become  the  instrument  God  wants  it 
to  be.” 

Mr.  Morris,  a  British  Methodist  mis 
sionary  who  was  flown  from  Africa 
especially  for  the  address,  said  the 
younger  churches  of  Africa  and  Asia 
can  teach  the  older,  more  established 
churches  of  Britain  and  the  United 
States  lessons  in  obedience,  discipleship 
and  suffering. 

A  three-member  panel  of  Christian 
leaders  reacted  to  his  address.  They 
were  Dr.  Roy  Nichols,  pastor  of  Salem 
Methodist  Church,  New  York;  M.  M. 
Thomas,  director  of  the  Christian  In¬ 
stitute  for  the  Study  of  Religion  and 
Society  in  Bangalore,  India;  and  Miss 

(Continued  on  page  14) 
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Scholarship  awardee 


Lonnie  M.  Sibley,  Jr.,  strong  end 
on  Shreveport’s  Fair  Park  High 
School  football  team,  has  been 
awarded  a  scholarship  by  Tulane 
University,  New  Orleans.  Sibleyis 
captain  of  the  Fair  Park  Huddle  of 
Fellowship  of  Christian  Athletes, 
president  of  Physics  Club,  vice 
president  of  Shreveport  District 
MYF,  vice  president  of  Dana  Dawson 
Sub-district  MYF,  a  member  of 
National  Honor  Society,  Key  Club, 
other  academic  clubs,  and  the  Stud¬ 
ent  Council  at  Fair  Park.  His 
father  is  pastor  of  Caddo  Heights 
Methodist  Church,  Shreveport, 
where  Lonnie  sings  in  the  choir. 


TRAFCO  GROUP 
RECOMMENDS  EXTENSIVE 
USE  OF  SOUND  FILMS 

NASHVILLE,  Tenn.  —  (MI)— The 
TRAFCO  Consultative  Staff,  which  con¬ 
sists  of  representatives  of  Methodist 
general  boards  and  agencies  which  pro¬ 
duce  and  distribute  audiovisuals  re¬ 
cently  recommended  that  the  8-milli¬ 
meter  sound  motion  picture  be  used 
extensively  as  an  educational  medium 
for  Methodist  churches.  The  leaders 
also  proposed  standards  for  necessary 
equipment,  according  to  Dr.  Harry  C. 
Spencer,  head  of  the  Methodist  Tele¬ 
vision,  Radio  and  Film  Commission 
(TRAFCO)  here. 

The  8mm  projector,  the  TRAFCO 
Consultative  Staff  agreed,  should  meet 
the  following  standards  for  use  in 
Methodist  churches: 

— Have  a  self-contained  rear  screen 
and  a  minimum  image  about  equivalent 
to  a  16-inch  TV  screen. 

— Be  magazine  or  cartridge  loaded 
so  that  hand  threading  will  not  be 
necessary. 

— Be  able  to  handle  at  least  20  min¬ 
utes  of  color  film. 

— Weigh  under  24  pounds. 

— Cost  under  $400. 

— Have  sound  quality  equal  to  the 
present  16mm  optical  projector  and  be 
compatible  with  films  produced  by  non¬ 
church  producers. 

In  addition  to  its  Nashville  head¬ 
quarters  here,  TRAFCO  has  offices  in 
New  York  and  Hollywood.  In  New 
York  are  the  radio-television  depart¬ 
ment  and  the  field  contacts  ana  re¬ 
search  department.  The  Hollywood  of¬ 
fice  serves  as  liaison  to  the  entertain- - 
ment  industry  on  the  West  Coast. 


THE  REV.  RUPERT  Coles,  director  of 
the  New  Orleans  Inner-City  Parish,  was 
the  guest  speaker  for  the  January  12 
meeting  of  the  Methodist  Men  of  First 
Methodist  Church,  Houma.  The  Rev. 
A.  Jerome  Cain  is  the  pastor. 

THE  REV.  J.  PHILIP  WOODLAND, 
pastor  of  St.  Luke’s  Church,  New  Or¬ 
leans,  was  the  leader  for  the  January 
7  session  of  the  study  "Affluence  and 
Poverty”  at  St.  Paul’s  Methodist 
Church,  New  Orleans.  Dr.  Albert  S. 
Hurley  is  the  pastor. 

THE  REV.  GEORGE  W.  ROSS  is  lead¬ 
ing  Asbury  Methodist  Church,  Lafay¬ 
ette,  in  a  Sunday  evening  series  of 
sermons  on  the  ten  commandments. 
Earl  Warner,  an  artist  who  is  a  mem¬ 
ber  of  the  congregation,  illustrated 
each  of  the  commandments  with  an 
original  interpretation. 

t 

Church-and-Community 
Workers  to  Meet 

NASHVILLE,  Tenn. — How  to  "up¬ 
date”  the  mission  of  the  church  in  town 
and  country  areas  of  changing  Ameri¬ 
ca,  and  where  to  find  and  develop  lead¬ 
ership  for  the  mission,  will  be  the  con¬ 
cerns  of  a  workshop  on  "The  Dynam¬ 
ics  of  Ministry  in  Church  and  Com¬ 
munity”  at  Scarritt  College  here  March 
6-9. 

The  workshop  will  bring  together 
most  of  the  90  Methodist  rural  church- 
and-community  workers  from  29  states. 
All  serve  under  the  National  Division 
of  the  Methodist  Board  of  Missions. 


They  work  to  help  people  and  to  make 
Methodist  congregations  more  effective 
in  remote  mountain  and  great  plains 
areas,  open  country  and  small  towns, 
as  well  as  in  growing  semi-industrial 
and  rural  non-farming  areas. 

Besides  church  -  and  -  community 
workers,  those  who  will  attend  the 
workshop  include  chairmen  of  advis¬ 
ory  committees  for  church-and-commu- 
nity  projects,  district  superintendents, 
ministers,  and  town-and-country  church 
executives.  This  will  be  the  fifth  quad¬ 
rennial  workshop  of  its  kind.  A  short¬ 
term  school  at  Scarritt  will  precede  the 
workshop. 

t 

METHODIST  LEADER 
SEES  GAINS  FROM 
THEOLOGICAL  CONTROVERSY 

AUCKLAND,  N.  Z.  (RNS)  —  The 
Methodist  Church  of  New  Zealand  has 
little  to  fear  and  much  to  gain  from 
honest  and  sincere  theological  contro¬ 
versies,  the  denomination’s  president 
told  the  annual  meeting  here. 

The  Rev.  Ashley  K.  Petch  said  he 
saw  no  harm  in  the  Church’s  current 
theological  ferment  so  long  as  differ¬ 
ing  viewpoints  did  not  "degenerate 
into  a  heresy  hunt.” 

He  held  that  the  world  is  witnessing 
a  growing  intolerance  of  religious  and 
secular  authority  which  robs  man  of 
his  freedom  to  think  and  explore. 

If  the  Christian  position  is  to  be 
heard  and  understood,  he  added,  the 
church  must  participate  in  dialogue 
with  other  groups  on  problems  of  free¬ 
dom  and  authority. 


Attending  the  Jurisdictional  Spiritual  Life  Retreat  for  Ministers  at  Lake 
Murray,  Oklahoma,  January  10-13,  were  the  following  pastors  who  are 
members  of  the  Louisiana  Conference:  (Left  to  right)  the  Rev.  K.  G. 
Rorie,  Area  Staff;  the  Rev.  C.  W.  Quaid,  Bogalusa;  Dr.  Virgil  D.  Morris, 
Jurisdiction  Secretary;  the  Rev.  W.  V.  Sirman.  Denham  Springs;  the  Rev’. 
Jack  Winegeart,  Ponchatoula;  the  Rev.  C.  A.  Martin,  Kentwood. 


ABOVE  LEFT:  The  Rev.  C.  W.  Quaid  and  his  father,  the  Rev.  John  W. 
Quaid,  .retired  minister  from  the  Oklahoma  Conference.  ABOVE  RIGHT: 
Phillip  Royal,  former  Louisianian,  who  lived  in  parsonages  of  Louisiana 
while  his  father,  Watt  H.  Royal  served  pastorates  at  Haynesville,  Boga¬ 
lusa,  and  Istrouma  in  Baton  Rouge,  among  others.  Phil  is  now  pastor  of 
Asbury  Methodist  Church,  Oklahoma  City. 


Children’s  Home 


Report 


(Continued  from  last  week) 


MRS,  JOHN  PAUL  JONES 
byD.M.A.  Club,  Trinity  Methodist 
Church,  Ruston,  La. 
by  Mr.  Michael  &  Mrs.  Dan  W. 
Hudson, Jr.,  Plain  Dealing,  La. 

J.  A.  SHAW 

by  La.  Chapter  12,  Natl.  Assn, 
of  Postmasters 
MRS .  WILLIAM  BUCKLEY 
by  Robert  B.  Holladay,  Dallas,  Tex. 
DR.  O.  B.  OWENS 
by  One  Whom  He  Helped 
MRS.  ROBERT  B.  KNOTT 
by  Mrs.  Helen  K.  Staley, 

Greensboro,  N.  c 
PHILIP  JOHN  EWALD 
by  Dr.  &  Mrs.  P.  J.  Ewald, 

Vivian,  La. 

LEE  MCLAUGHLIN 
by  Mr.  &  Mrs.  C.  R.  Pennywell, 
Keithville,  La. 

LEE  HAWKINS 

by  Mrs.  SenaM.  Walters,  Monroe 
R.  D.  FARR 

by  Mrs.  SenaM.  Walters,  Monroe 
MRS.  J.  W.  HAMILTON,  SR. 

by  Mrs.  SenaM.  Walters,  Monroe 
MRS.  W.  W.  HILL 
by  Mech.  Engr.  Dept.,  Humble  Oil 
&  Ref.  Co.,  Baton  Rouge,  La. 

MRS .  ALICE  DAVIDSON  BROWN 
by  Stewart  T.  Bass,  Shreveport 
by  Mrs .  Ruth  Tooke,  Shreveport 
by  Mr.  &Mrs.  Carl  Bass,  Doyline 
J.  C.  HANSON 

by  Mr.  &Mrs.  W.  R.  Chadick, 
Mooringsport,  La. 

MRS.  CARRIE  CLARK 
by  Mr.  &  Mrs.  W.  R.  Chadick, 
Mooringsport,  La. 

MRS.  FANNIE  PURCELL 
by  Mr.  &Mrs.  W.  R.  Chadick, 
Mooringsport,  La. 

MRS.  HELEN  W.  ALLEN 
by  John  H.  Allen,  Plain  Dealing,  La. 

DR.  ROBERT  PARROTT 
by  Mabel  S.  Tannehill,  Alexandria 
C.  A.  HARPER 

by  The  Walter  Vernon  Family, 

Moss  Point,  Miss. 

MRS.  EDNA  H.  WOODWARD 
by  Mrs.  Thomas  H.  Henderson, 
Zachary,  La. 

by  Mrs.  F.  M.  Lovett,  Zachary,  La. 
STANTON  R.  RUSHING 
by  Mr.  &Mrs.  W.  E.  Powdrill.Jr. 
Shreveport,  La. 

MRS.  I.  L.  GRIFFITH 
by  Mrs  .  John  W.  Wood,  Maplewood 
JACK  TAYLOR 

by  Mrs.  Olive  Breazeals,  Arcadia 

jack  mcguire 

by  Jimmy  Love,  Ruston,  La. 

MRS.  MATTIE  BAILEY 
by  Port  Barre  W.  S.  C.  S. 

EMMET  JEFFRESS 
by  Mrs.  K.  B.  Irvin,  Jonesboro,  La. 
PAUL  F.  STINSON 
by  Mrs.  K.  B.  Irvin,  Jonesboro,  La. 
J.  L.  SHOWS 

by  Mrs.  K.  B.  Irvin,  Jonesboro,  La. 
JOHN  E.  AUSTIN 
by  Mr.  &  Mrs.  Alvin  H.  Hahn, 
Winnfield,  La. 

REV.  LEE  R.  SPARKS 
by  Mrs.  Lois  S.  Evans,  Starks,  La. 
MR.  &  MRS.  T.  C.  McLURE,  SR. 
by  Mr.  &  Mrs.  Cecil  E.  Ransbottom, 
Alexandria,  La. 
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ALEXANDRIA  DISTRICT 

New 

l 

I 

<§ 

*-> 

o 

Z 

Total 

Alexandria-  First: 

Ben  R.  Oliphant 

6 

27 

- 

33 

Trinity -Byrl  Moreland 
Wesley -St.  Paul: 

3 

28 

31 

J.  C.  Zerangue,Sr. 

12 

10 

- 

22 

Horseshoe  Drive  - 

Louis  M .  Coppage 

42 

- 

42 

Ball  Ct.  -  C.  0.  Hall 
Elizabeth -Hopewell:  D.  R. 

2 

7 

9 

Deen 

4 

41 

- 

45** 

Markville-Oak  Grove: 

S.  S.  Holladay 

2 

30 

- 

32** 

Montgomery  -Campti  -Davis 
Springs:  J.  F.  Kellog 
Natchitoches  -First: 

1 

14 

i 

16 

Jolly  B.  Harper 

24 

96 

4 

124** 

Oakdale -Wm.  Howell 

24 

24 

Oak  Grove  -  F .  W .  Campbell 

1 

15 

16* 

Olla:  Geo  H.  Sherman,  Jr. 

10 

29 

" 

39** 

Pineville:  Earl  Emmerich 
Trout  -Eden  -Urania  - 

11 

72 

' 

83 

J.  V.  Fairley 

Natchitoches -Coll .  Ave.- 

11 

34 

“ 

45** 

Provencal  -Weaver: 

Walter  C.  Worthy 

2 

18 

_ 

20 

Totals 

89 

487 

5 

581 

BATON  ROUGE  DISTRICT 

Amite:  Wm.  C.  Blakely 

9 

36 

1 

46 

Baker:  Albert  Collins 

4 

9 

13 

West  Felicina  Ct. -Concord- 
New  Hope:  Ellis  Bankston 

_ 

7 

- 

7 

Frankl inton:  F.  W.  Schwendi 

mann 

8 

11 

_ 

19 

Gonzales:  Thomas  Crosby 

4 

9 

1 

14 

Hammond:  A.  M.  Brown 

14 

35 

1 

50 

Jackson-Ethel:  J.  B.  Shearer 

- 

1 

- 

1 

Lottie  -Rosedale: 

Geo.  Burlew 

1 

19 

_ 

20 

Pine  Grove  Ct.:  J.  D.  Bell 

3 

18 

- 

21 

Ponchatoula:  J .  Winegeart 

9 

32 

- 

41 

Day's  Center -Darlington: 
John  C .  Bonds 

4 

8 

- 

12 

Zachary:  B.  L.  Lawton 

- 

16 

“ 

16 

Totals 

56 

201 

3 

260 

LAFAYETTE  DISTRICT 

Crowley:  First:  W.D.Boddie 

34 

55 

89 

Golden  Meadow -Grand  Isle: 

R.  R.  Miller 

16 

22 

38 

Indian  Bayou -Kaplan: 

Tommy  Bergeron 

18 

96 

114**** 

Lafayette  -Asbury : 

Geo.  W.  Ross 

93 

32 

125 

First  Church:  J.L.  Stovall 

9 

30 

39 

Morgan  City:  R.  H.  Allen 

11 

25 

36 

Rayne -Branch:  C.  P.  Edwards 

- 

26 

26 

Totals 

181 

286 

467 

LAKE  CHARLES  DISTRICT 

DeRidder -Wesley  Holly 

Grove:  A.  W.  Coody 

5 

17 

22 

Elton -Basile:  W.  T.  Hall 
Lake  Charles:  First  Ch.: 

1 

25 

26 

Dr.  G.  W.  Pomeroy 

13 

144 

1  158 

Oak  Park:  D.M.  Risinger 

7 

10 

17 
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■a 

3 

New 

i 

a 

oS 

O 

4-» 

O 

Z 

Total 

Maplewood  -Hackberry : 

15 

Wm .  J .  Reid 

4 

11 

“ 

Sulphur  -Henning  Mem . : 

D.  W.  Poole  _ 

29 

116 

- 

145** 

Totals 

59 

323 

1 

383 

MONROE  DISTRICT 

Bonita -J ones :  K.K .  Carithers 

3 

10 

- 

13* 

Kilboume  Ct.:  Rose  Carithers 2 

4 

2 

8 

Walnut  Grove :  W .  H .  Carroll 

6 

10 

- 

16*** 

Mangham:  H.  G.  Dunn,  Jr. 
Monroe:  Southside: 

3 

33 

** 

36*** 

Miss  Lea  Joyner 

12 

39 

- 

51 

St.  Mark's:  J.O.  Evans 

4 

9 

2 

15 

St.  Paul:  Fred  S.  Flurry 

22 

19 

- 

41 

Oak  Grove :  C .  S .  Walker 

4 

19 

- 

23 

Oak  Ridge:  J.  B.  McCann 

22 

19 

- 

41*** 

Rayville-Holly  Ridge 

6 

43 

- 

49 

Vidalia:  W.  O.  Simmons 

27 

96 

- 

123 

Wate  rproof  -Cl  ayton 

West  Monroe  -First: 

3 

12 

15 

Kenneth  McDowell 

17 

36 

- 

53 

Winnsboro:  D.T.  Williams 

1 

1 

- 

2 

Wisner:  John  R.  Johns 

8 

26 

- 

34** 

Totals  140 

376 

~4~ 

520 

NEW  ORLEANS  DISTRICT 

New  Orleans: Elys ian 

Fields:  D.  W.  Tohline  9  3 

12 

First  Church:  C.  Clark  3  ,31 

34 

Rayne  Mem.:  B. A.  Galloway  -  1 

1  1 

St.  Luke:  J.  P.  Woodland  5  8 

13 

Totals  17  43  60 


RUSTON  DISTRICT 
Bernice  -Alabama  -Beech 

Grove:  Lee  Terry  -  31  -  31** 

Bienville -Mill  Creek  - 

Strange:  Wm.  Proctor  3  12  -  15 

Center  Point:  J.  T.  Garrett  3  21  1  25*** 

Chatham -Mt.  Pleasant -Zoar: 

C.  Lapuyade  -  10  -  10 

Choudrant  -Douglas : 

T.  T.  McKisson  5  14  -  19 

Ansley:  W.M.  Stokes  4  11  -  15** 

Cotton  Valley  -Serepta: 

Terral  Lowe  2  29  -  31 

Dubach -Hilly:  Wm.  Finnin  4  46  -  50*** 

Harmony  Chapel -Lisbon  - 

Arizona:  C.  E.  Henkel  14  37  -  51** 

Downs  ville  -  Bethel  -  Mt.Nebo: 

C.  H.  Giessen  1  -  -  1 

Farmerville:  J.D. Corley  4  28  -  32 

Gibs  land -Oak  Grove: 

E.  H.  House,  Jr.  2  25  -  27* 

Haynes  ville  -Colquitt: 

A.  G.  Taylor  4  37  2  43 

Heflin  -Brushwood : 


W.  P.  Cassels 

3 

38 

- 

41** 

Hodge:  Dell  S.  Durand,  Jr. 

4 

20 

- 

24* 

Homer:  J.  J.  Caraway 

17 

252 

- 

269*** 

Wesley  Chapel:  J.J.  Caraway  3 

23 

- 

26*** 

Jonesboro:  G.  E.  Balkely 
Marion -Birds  Chapel: 

15 

63 

1 

79** 

Geo.  McVey 

Minden:  First  Church: 

8 

32 

- 

40** 

Edward  R.  Thomas 

19 

118 

4 

141 

73 

0) 

3 

3 

o 

£ 

0) 

Q 

+-» 

V 

Z 

5 

cC 

o 

Z 

H 

Quitman -Clay:  T.  A.  Brown 
Ringgold  -Grand  Boyou  -  Rocky 

2 

21 

- 

23** 

Mt.:  Roy  Grant 

Ruston  -Grace  -Wesley: 

1 

35 

36** 

Wilson  L.  Watson 

5 

40 

- 

45 

Trinity:  Douglas  L.  McGuire  20 

413 

5 

438*** 

Dodson:  W.  R.  Akin 

~ 

8 

_ 1_ 

_ 8_ 

Totals 

143 

1364 

13 

1520 

SHREVEPORT  DISTRICT 

Ellerbe  Road:  T.  A.  Wilson 

7 

8 

1 

16 

Grand  Cane -Bethel: 

Clifton  Bailey 

- 

1 

- 

1 

Many:  W.  H.  Bengtson 

5 

33 

38 

Mooringsport:  E.A.  Keasler 

1 

16 

- 

17 

Oil  City:  F.  M.  Durham 

3 

15 

1 

19** 

Pelican -Mitchell:  Terry 

Willis 

4 

15 

- 

19** 

Pleasant  Hill  -Bayou  -Converse: 

Geo .  Sherman  2 

17 

_ 

19*. 

Rodessa:  Floyd  M  .  Durham 

3 

9 

12*** 

Shreveport:  Broadmoor: 

R.  B.  Crichlow 

93 

93 

Cedar  Grove:  John  M .  Winn 

5 

25 

- 

30 

First  Church:  D.L.  Dykes, 

- 

3 

- 

3 

Summer  Grove:  J.L.  Adams  9 

9 

- 

18 

Wesley  Mem . :  Edgar 

Dufresne 

- 

9 

- 

9 

Wynn  Mem . :  Ira  Love 

1 

142 

1 

144*** 

Vivian:  Stone  Caraway 

- 

1 

- 

1 

Shreveport-  Conf.  Mem. 

Hospital 

75 

- 

75 

Love  Chapel:  Ray  Rolon 

- 

1 

" 

1 

Totals 

40~ 

472 

~ 

515" 

Recapitulation 
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D 

3 

3 

O 
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<D 

oS 

o 

Z 

H 

O' 

91 

CU 

RUSTON 

143 

1364 

13 

1520 

1665 

91% 

ALEXANDRIA 

89 

487 

5 

581 

1405 

41% 

LAFAYETTE 

181 

286 

- 

467 

1623 

29% 

MONROE 

140 

376 

4 

520 

2091 

25% 

LAKE  CHARLES 

59 

323 

1 

383 

1745 

22% 

SHREVEPORT 

40 

472 

3 

515 

3416 

15% 

BATON  ROUGE 

56 

201 

3 

260 

3204 

8% 

NEW  ORLEANS 

17 

43 

- 

60 

2475 

3% 

TOTALS 

725 

3552 

29 

4306 
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Dr.  Colin  Morris,  president  of  the  United  Church  of  Zambia,  who  was  the 
speaker  for  the  Tuesday  evening  public  meeting  of  the  Board  of  Missions 
meeting  in  Louisville,  is  shown  as  he  “faced  the  press"  on  the  following 
day.  The  editors  and  other  press  people  were  most  interested  in  Dr.  Morris' 
opinions  concerning  sanctions  against  Rhodesia.  Seated  at  the  left  end  of 
the  table  is  Dr.  Carl  Keightly,  editor  of  the  Texas  Methodist. 


Missions 

(Continued  from  page  11) 

Charlotte  Bunch,  Washington,  D.C., 
president  of  the  University  Christian 
Movement. 

A  special  feature  of  the  Tuesday  eve¬ 
ning  meeting  was  the  singing  of  the 
Agape  Singers,  a  youth  choir  with  gui¬ 
tar  accompaniment  led  by  Father  Frank 
J.  Elmer  of  Christ  the  King  Roman 
Catholic  Church. 

Church  Extension  Needs 

Sluggish  membership  growth  and  the 
decreasing  number  of  new  churches  be¬ 
ing  organized  are  causes  for  concern 
among  Methodists,  the  board  was  told 
by  Dr.  B.  P.  Murphy,  assistant  gen¬ 
eral  secretary  of  the  National  Division 
with  responsibility  for  its  Section  of 
Church  Extension. 

(This  statement  was  particularly  per¬ 
tinent  in  light  of  the  report  that  The 
Methodist  Church  showed  a  decline  in 
membership  of  60,000  during  1966.) 

Dr.  Murhpy  reported  that  the  Na¬ 
tional  Division  has  organized  a  De¬ 
partment  of  New  Church  Development, 
and  that  during  the  past  year,  the  staff 
organized  five  new  churches  and  aided 
28  annual  conferences  and  65  districts 
in  this  field. 

Damage  caused  by  Hurricane  Betsy 
year  before  last  resulted  in  Methodist 
churches  across  the  nation  giving  ap¬ 
proximately  $600,000  to  help  repair  and 
rebuild  these  churches. 

Prospects  Bright  tor 

European  Methodism 

Dr.  C.  Melvin  Blake,  executive  secre¬ 
tary  of  the  board  with  responsibility  for 
work  in  Europe,  North  Africa,  Liberia 
and  Congo,  said  that  European  Meth¬ 
odism  has  brighter  prospects  in  the 
immediate  future  than  at  any  time  dur¬ 
ing  the  past  50  years. 

The  reason  for  this,  he  said,  is  that 
the  churches  in  Europe  are  organizing 
their  own  boards  of  missions  and  are 
assuming  direct  responsibility  for  the 
recruiting,  commissioning  and  sending 
of  missionaries  to  other  parts  of  the 
world.  He  added,  "Until  recently  mis¬ 
sionaries  sent  from  Europe  overseas 


were  first  approved  by  the  Methodist 
Board  of  Missions  in  the  United  States. 
This  is  no  longer  true.” 

Work  in  Home  Fields 

"Change  is  the  order  of  the  day  in 
America,  and  the  church  must  move 
with  change  if  it  is  to  carry  out  its 
mission,”  Dr.  Mary  Lou  Barnwell,  as¬ 
sistant  general  secretary  of  the  National 
Division  with  responsibility  for  the  Sec¬ 
tion  of  Home  Fields,  told  the  board. 

She  said  that  in  a  word  that  has 
been  "turned  inside  out,”  the  task  of 
home  misisons  is  large  enough  and  com¬ 
manding  enough  to  "challenge  all  the 
genius  and  all  the  resources  of  all 
the  people  in  all  the  Methodist  church¬ 
es.” 

EUB  Presentation 

One  of  the  high  points  in  the  board 
meeting  was  the  presentation  by  the 
taff  of  the  Board  of  Missions  of  the 
Evangelical  United  Brethren  Church  on 
Wednesday.  Dr.  John  F.  Schaefer,  gen¬ 
eral  secretary  of  the  EUB  board  said 
that  the  mission  boards  have  urged 
local  congregations  to  "leave  the  driv¬ 
ing  to  us”  for  too  long. 


He  asserted  that  mission  work  is  no 
longer  just  the  securing  and  distribut¬ 
ing  of  funds  for  projects  overseas  but 
a  task  that  requires  the  involvement 
of  every  member  of  the  church.  To 
achieve  this  involvement,  the  mission 
boards  must  depart  from  the  "driver's 
seat”  and  educate  their  people  to  ac¬ 
cept  the  obligations  before  them. 

Recruitment  Needs 
Though  the  number  of  new  Meth¬ 
odist  missionaries  and  deaconesses  ac¬ 
cepted  for  service  in  1966  increased  15 
per  cent  over  1965,  there  still  were 
not  enough  to  meet  the  needs  at  home 
and  overseas. 

That  report  on  the  need  for  con¬ 
tinued  missionary  recruitment  efforts 
was  given  by  Dr.  John  W.  Johanna- 
ber,  executive  secretary  for  missionary 
personnel.  He  said  that  a  total  of  150 
missionaries  and  deaconesses  were  ac¬ 
cepted  in  1966,  and  that  the  board  is 
seeking  almost  double  that  number,  250, 
in  1967. 

Service  Program  for  Vietnam 
In  addition  to  the  personnel  needs 
for  the  continuing  home  and  foreign 
mission  work  of  the  board.  Dr.  Harry 
Haynes,  general  secretary  of  the  Meth¬ 
odist  Committee  for  Overseas  Relief, 
told  the  board  of  pressing  needs  for 
personnel  and  funds  to  implement  a 
service  program  for  refugees  in  Viet¬ 
nam  in  which  The  Methodist  Church 
is  participating  with  other  denomina¬ 
tions. 

He  said,  "The  number  of  refugees 
in  South  Vietnam  has  passed  the  one 
million  mark,  most  of  them  being  chil¬ 
dren,  elderly  men  and  elderly  wom¬ 
en.  .  .  .  We,  through  the  Methodist 
Committee  for  Overseas  Relief,  have 
joined  hands  with  other  major  Prot¬ 
estant  denominations  and  have  estab¬ 
lished  Vietnam  Christian  Service  where 
today  57  dedicated  men  and  women  — 
doctors,  nurses,  teachers,  agriculturists, 
social  workers — are  at  work  in  the  ref¬ 
ugee  camps  and  in  the  slums  of  Saigon, 
seeking  to  make  the  compassion  of 
Christ  real.” 

National  Division  Presentation 
Bishop  W.  Ralph  Ward,  president  of 
the  National  Division  of  the  board,  ad¬ 
dressed  the  meeting  on  Wednesday  eve¬ 
ning.  He  urged  that  the  four-year  na¬ 
tional  Methodist  program  to  train  min- 


Bishop  Roy  H.  Short  is  shown  in 
a  pensive  moment  during  the  meet¬ 
ing  of  the  Board  of  Missions.  He 
was  the  host  bishop  in  addition  to 
being  president  of  the  Board.. 


isters  and  laymen  for  more  effective 
service  in  the  mushrooming  urbanized 
areas  of  the  nation  (the  plan  which 
has  come  to  bear  the  label  MUST-II) 
become  "the  first  quadrennial  program 
of  the  United  Methodist  Church"  dur¬ 
ing  the  1968-72  period. 

Bishop  Ward  defended  the  participa¬ 
tion  of  the  National  Division  in  the 
Delta  Ministry  program  in  Mississippi 
calling  it  a  step  that  will  prove  "not 
only  bold  but  wise.” 

In  his  address  he  said  that  what  the 
church  needs  is  "not  a  new  standard  of 
giving  but  a  new  standard  of  asking.” 

Resolutions 

A  number  of  resolutions  were  pre¬ 
sented  to  the  board  at  its  final  busi¬ 
ness  meeting  on  Friday.  Included  in 
these  were  statements  commending 
mandatory  sanctions  against  the  govern¬ 
ment  of  Rhodesia  expressing  the  feel¬ 
ing  that  Great  Britain  should  reaffirm 
its  authority  over  the  "whie-minority 
government”  which  has  been  established 
there.” 

Another  resolution  passed  by  the 
board  reaffirmed  previous  positions 
taken  by  the  Council  of  Bishops  of 
The  Methodist  Church  and  the  Nation¬ 
al  Council  of  Churches  urging  that 
everything  possible  be  done  to  lead  to 
an  end  of  hostilities  in  Vietnam. 

The  1968  meeting  of  the  Board  of 
Missions  will  be  held  in  Deover,  Colo. 
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A  Methodist  Said  It 

"The  most  dangerous  tensions  of  the 
world  today  are.those  that  exist  between 
the  affluent  nations  and  the  great  trop¬ 
ical  belt  of  developing  nations.  A  spiral 
movement  is  at  work  in  each  which 
constantly  increases  the  explosive  con¬ 
trast  between  prosperity  and  poverty. 
In  the  affluent  societies,  prosperity  in¬ 
creases  rapidly,  population  slowly.  In 
the  poorer  areas,  the  population  growth 
is  greater  than  growth  in  production, 
and  poverty  spreads.” — Dr.  Eugene  L. 
Smith,  executive  secretary  of  the  New 
York  office  of  the  World  Council  of 
Churches. 


The  Rev.  Grayson  Watson,  pastor  of  St. Claude  Heights  Methodist  Church, 
New  Orleans,  raises  a  question  during  the  discussion  which  followed  the 
docu-drama  presented  by  the  Woman’s  Division  on  Wednesday  at  the  meeting 
of  the  Board  of  Missions. 
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R.  M.  Hudson 

Russell  Milton  Hudson,  53,  died  De¬ 
cember  19th.  He  joined  Rhodes  Chapel 
Methodist  Church,  in  Camden  District, 
when  a  young  man,  and  has  been  ai) 
active  member  of  the  Official  Board. 

Hudson  was  a  veteran  of  World  War 
II,  a  member  of  the  American  Legion, 
Ray  V.  Kinard  Post  No.  10.  He  was 
a  carpenter  by  trade  and  a  member  of 
Carpenter’s  Local  No.  1683.  He  was 
a  fine  craftsman  and  created  numerous 
masterpieces  in  woodcraft.  Recently  he 
had  completed  a  beautiful  memorial 
plaque  for  his  church  along  with  other 
woodworking  in  the  sanctuary.  His 
work  in  the  church  will  continue  as  a 
living  memorial  to  him. 

Mr.  Hudson  displayed  a  radiant 
faith  and  loved  that  which  was  good. 
Survivors  include  his  widow,  a  daugh¬ 
ter,  Linda  Nell  Hudson,  Little  Rock; 
his  mother,  Mrs.  Lena  Hudson,  Calion; 
four  brothers,  Alfred  Hudson,  Calion; 
Earl  Hudson,  Perry  Hudson,  Fred  Hud¬ 
son,  El  Dorado;  two  sisters,  Mrs.  A.  G. 
Evans  and  Mrs.  R.  D.  Walker,  Calion. 

t 

H.  I.  Riv  ers 

Funeral  services  for  Horace  Lee  Riv¬ 
ers,  64,  were  held  January  6  in  Kings- 
land  Methodist  Church.  The  services 
were  conducted  by  the  Rev.  Clarence 
Brown  and  the  Rev.  Carl  Wheeler. 

He  was  a  native  of  Cleveland  Coun¬ 
ty,  Ark.,  and  was  a  member  of  Kings¬ 
land  Methodist  Church.  He  had  been 
a  Methodist  for  more  than  50  years. 
He  was  superintendent  of  the  Sunday 
School  and  a  member  of  the  Official 
Board  of  his  church. 

He  was  a  member  of  the  Kingsland 
Masonic  Lodge  and  was  then  district 
representative  for  the  Bemberg  Music 
Co.  of  Camden. 

Survivors  include  his  wife,  Mrs. 
Evelyn  Hope  Rivers  of  Kingsland,  four 
sons,  Mark  Rivers  of  the  home,  Hope 
and  Gary  Rivers  of  Shreveport,  La., 
three  daughters,  Mrs.  Nadine  Morris 
of  Little  Rock,  Mrs.  Glenetts  Burks 
and'  Mrs.  Mary  Ellen  Bryant,  both  of 
Warren,  and  eleven  grand-children  and 
three  great-grandchildren,  three  sisters 
and  a  host  of  relatives  and  friends. 

Burial  was  at  Cross  Roads  Cemetery 
at  Cross  Roads  Methodist  Church. 
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S.  M.  Gatlin 

Funeral  services  for  Samuel  M.  Gat¬ 
lin,  64,  were  held  December  7  at  the 
Pruetts  Chapel  Methodist  Church,  Para- 
gould,  Arkansas  by  the  Rev.  Woodrow 
Woods  assisted  by  the  Rev.  Theo  Luter 
and  the  Rev.  James  Lloyd. 

Mr.  Gatlin  was  an  active  member 
of  the  Pruetts  Chapel  Methodist 
Church,  where  he  was  Church  School 
Superintendent,  Chairman  of  Commis¬ 
sion  of  Missions,  Secretary  of  the  Of¬ 
ficial  Board,  Chairman  of  the  Build¬ 
ing  Fund,  and  President  of  the  Meth¬ 
odist  Men’s  Club. 

A  native  of  Greene  County,  Ark., 
he  was  the  son  of  the  late  Rev.  Steven 
Monroe  and  Fannie  Vernon  Gatlin. 

He  is  survived  by  his  widow,  Mrs. 
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LITTLE  ROCK  PREMIERE 

February  9- 15,  1967 

CENTER  THEATRE  ...  407  Main 

Tickets  available  at  your  local  church 
and  the  theatre  box  office 
FR  2-2159 

Feb.  9,  13,  &  14  -  6:15  &  8:30  P.M. 

Feb.  10  &  15  -  1:30,  6:15  &  8:30  P.M. 

Feb.  11  &  12  -  1:30,  4:00,  6:15  &  8:30  P.M. 
Price  $1.00 


BIBLES  REBOUND 

1.  Small  Bibles  rebound  in 
attractive  half-circuit  style. 

2.  Large  Family  and  Pulpit 
Bibles  repaired,  rebound  and 
restored  (also  rare  books). 

3.  Laminating  Service— For  Fam¬ 
ily  records.  Permanent  pro¬ 
tection  records.  Permanent 
protection  between  2  layers 
of  DuPont  Mylar. 

Write  for  illustrated  price  list 
from  Nation’s  largest  Bible 
rebinding  specialists. 

Norris  Bookbinding  Co. 

105  N.  Stone  Ave.,  Greenwood,  Miss 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 


Dixie  Brandon  Catlin;  2  brothers,  the 
Rev.  J.  Albert  Gatlin  of  Jonesboro 
and  C.  Vernon  Gatlin  of  Paragould; 
two  sisters,  Mrs.  Ruth  Willets  of  St. 
Louis,  Mo.  and  Mrs.  Bertie  LeMay  of 
Flint,  Mich. 

Mr.  Gatlin  was  one  who  loved  his 
church  and  his  community.  He  attend¬ 
ed  all  the  District  meetings  of  the 
church.  As  his  pastor,  I  never  asked 
him  to  do  anything  but  what  he  was 
willing.  As  President  of  the  Method¬ 
ist  Men,  he  was  always  thinking  of  how 
he  might  improve  the  work  of  the 
Methodist  Men.  He  was  a  member  of 
the  Larger  Parish  Council  and  cooper¬ 
ated  with  his  pastor  in  the  work  of 
the  parish. 

— S.  Woodrow  Woods 

t 

Mrs.  Elsie  McVey 

Mrs.  Elsie  McVey  was  Texas  born, 
but  she  chose  to  make  Arkansas  her 
home  about  fifteen  years  ago.  In  Mag¬ 
nolia  she  made  her  home  with  her 
daughter’s  family,  the  Richard  Olivers. 
A  son,  Jack,  also  survives. 

Although  Mrs.  McVey  was  diminu¬ 
tive  in  stature,  she  was  a  big-sized 
pattern  of  the  basic  Christian  character. 
Love,  her  church  interests,  family  ties 
and  friendship  lists  made  for  her  a  busy, 
useful  and  compassionate  life. 


Members  of  First  Church  in  Mag¬ 
nolia  grieve  in  their  task  of  striking 
her  name  from  the  Church  Roll;  they 
rejoice  that  her  name  has  been  added 
with  the  saints. 

t 

Mrs.  S.  L.  Riggs 

Mrs.  Samuel  L.  Riggs  of  Shreveport, 
La.  widow  of  the  Rev.  S.  L.  Riggs, 
died  January  9  after  a  brief  illness  at 
P&S  Hospital.  She  was  born,  reared  and 
educated  in  Gretna,  La.  Rev.  and  Mrs. 
Riggs  served  many  charges  during  their 
many  years  in  the  Louisiana  Conference. 

She  was  an  accomplished  pianist  and 
organist,  helping  always  in  many  other 
capacities  as  well.  In  Shreveport  she 
served  the  Goodwill  Industries  as  first 
president.  Both  she  and  Bro.  Riggs 
were  vitally  interested  in  the  Goodwill 
work  as  long  as  they  were  physically 
able  to  help.  She  was  also  a  member 
of  the  Magnolia  Chapter  O.E.S.  and 
W.S.C.S.  of  the  First  Methodist  Church 
at  Shreveport. 

Final  rites  were  held  at  Rose-Neath 
Chapel  with  Dr.  Ben  Oliphint  officiat¬ 
ing,  assisted  by  the  Rev.  P.  M.  Cara¬ 
way.  Burial  was  in  Greenwood  Ceme¬ 
tery.  Survivors  are  a  son  Leonard  Riggs; 
Longview,  Texas,  grandson  Leonard 
Riggs  Jr.,  junior  medical  student  at 
Southwestern  Med.  School,  Dallas,  Tex., 
sister,  Mrs.  A.  D.  Turner,  Minden,  La. 


$42  p«r  person,  2  in  a  room  provides 
twin-bedded  room  et  $3.75  per  dey, 
per  person;  $  Thermal  laths  for  $I3.B5 
and  $I.T0  for  misc.— $42  (Single  $55) 

— -  - 

Take  the  world-famous,  radioactive  thermal  baths  of  Hot  Springs  with  new 
Whirlpool  in  the  Majestic  and  banish  all  your  aches  and  pains  due  to  tension 
and  fatigue  .  . .  relieve  arthritis,  rheumatism  and  high  blood  pressure. 

Swim  in  our  beautiful,  temperature-controlled  pools  . . .  golf  at  our  nearby 
Country  Club.  Fishing  and  all  water  sports  at  Lakes  Ouachita,  Hamilton  and 
Catherine.  Recreational  Lodge  on  nearby  Lake  Hamilton  for  the 
exclusive  use  of  Majestic  guests. 

Our  own  Social  Hostess.  THI 


FAMILY  DOOM  HATH 
C hlldrta  seder  12  Free 

Writ..  Wir.  or  ft, on.  W.  L.  WOLFE,  M,,. 
AREA  SOI  NAtionol  3 -5S11 


HOT  SPRINGS 


’HOTEL  &  BATHS 

Lanai  Suites — Apartments 

NATIONAL 
PARK 

ARKANSAS 


Clip  and  Mail 

EASTER  IN  THE  HOLY  LAND 

March  15  -  Roundtri p  from  Shreveport . $922.00 

Roundtrip  from  Little  Rock .  977.00 

Roundtrip  from  New  York .  875.00 

Visiting:  Italy-Egypt-Lebanon-Syria-Jordan  and  Israel 
Including  all  meals  and  First  Class  hotels. 

Other  departures:  May  10,  June  7,  July  12'  July  19,  Aug.  2,  Oct.  11,  Dec.  16. 
From  Dallas. ..$998. 00 

Circle  departure  date  and  send  coupon  for  complete,  detailed  itinerary  to 
JACKSON  TRAVEL  AGENCY,  INC. 

P.0.  Box  3572,  Tyler,  Texas  7570  1 

Name  _ _ _ _ 

Address  _ 
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LET  US  OFFER  REAL  SUPPORT  FOR  THIS  IS 

A  CONCERN  OF 
THE  LOUISIANA  CONFERENCE 
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SHREVEPORT,  LA. 

HOT  TO  BE  i  A  KEN  OUT 
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Governor  John  J.  McKeithen  of  Louisiana 
joins  with  his  daughter  in  turning  the  first 
shovel  of  dirt  for  the  new  Methodist  Hospital 
in  New  Orleans. 


Participating  in  the  hospital  groundbreaking 
were  Archbishop  Phillip  Hannan  and  Rabbi 
Leo  Bergman  with  the  Rev.  John  KoeFemay, 


Scene  of  the  dignitaries  seated  on  the  plat¬ 
form  for  the  hospital  groundbreaking.  At 
center  is  Mayor  Victor  Schiro  and  next  to 
him  is  M.  Kenneth  Schor,  chairman  of  the 
hospital  board. 
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Townsend  heads 
NO  church 
federation 

The  Rev.  A.  W.  Townsend,  Jr.,  pas¬ 
tor  of  Munholland  Memorial  Method¬ 
ist  Church,  Metairie,  has  been  elected 
,grgsident  ofjhe  Greater  New  Orleans 
Federation  of  Churches,  and  in  one  of 
his  first  official  acts  has  joined  with 
other  New  Orleans  clergymen  in  pro¬ 
testing  the  vandalism  which  recently 
took  place  in  two  Jewish  cemeteries  in 
that  city. 

He  succeeds  the  Rev.  Albert  B.  Link, 
minister'  of  Gentilly  Presbyterian 
Church. 

Mr.  Townsend  and  a  group  of  Chris¬ 
tian  and  Jewish  church  leaders  made 
a  tour  of  the  New  Orleans  cemeteries 
desecrated  by  vandalism,  and  joined 
with  them  in  a  promise  to  initiate  a 
restoration  project. 

The  new  federation  president,  after 
observing  red  and  black  symbols  paint¬ 
ed  on  graves  and  stones  in  the  ceme¬ 
teries,  said  action  by  the  federation 
will  be  taken  "to  protect  the  sanctu- 
tary  of  citizens  of  the  past  who  have 


(Continued  on  page  4) 


The  Rev.  A.  W.  Townsend,  Jr. 


Let’s  keep  Race  Governor  McKeithen  speaker 

Relations  Sunday  for  hospital  groundbreaking 


by  Jolly  B.  Harper 

A  few  days  ago  I  dictated  a  letter 
to  the  District  Superintendents  asking 
them  to  assist  me  in  promoting  Race 
Relations  Sunday.  My  secretary  had  so 
many  things  on  her  mind  at  the  time 
that  she  wrote  "Labor  Relations  Sun¬ 
day.”  I  did  not  know  this  mistake  had 
been  made  until  I  began  getting  re¬ 
plies  from  the  various  Members  of  the 

( Continued  on  page  4) 


by  Georgia  Daily 

Governor  John  J.  McKeithen,  speak¬ 
ing  at  the  groundbreaking  ceremony 
for  the  new  Methodist  Hospital  in  New 
Orleans  January  23,  praised  those  who 
helped  it  become  a  reality,  and  said 
the  project  would  have  failed  if  it  were 
not  for  the  support  given  by  the  cit¬ 
izens  and  the  leaders  of  other  religious 
faiths. 

Representatives  of  these  people  were 


OUR  BISHOP’S  LETTER 

Bombay,  India 
January  21,  1967 

Dear  Louisiana  Methodists: 

Mrs.  Walton  and  I  have  just  returned  to  Bombay,  after  a  week’s 
visit  to  Ahmedabad,  Baroda,  Nadiad  and  Godhra  in  the  Gujarat  Conference, 
and  Poona  in  the  Bombay  Area.  We  have  had  some  delightfully  interesting 
experiences.  It  will  be  difficult  to  condense  into  a  few  paragraphs  all 
that  which  has  been  crowded  into  our  schedule  for  the  past  week. 

We  left  Bombay  by  train  on  last  Saturday  evening  and  arrived  in 
Ahmedabad  the  next'  morning.  This  former  Muslim  city  was  founded 
on  the  Sabarmati  River  by  Ahmed  Shah  I  in  1411  and,  until  the  rise  of 
Delhi,  was  considered  the  finest  city  in  India.  Here  are  the  remains  of 
some  of  the  most  beautiful  Muslim  architecture.  Gandhi’s  work  at  Ahme¬ 
dabad  endears  the  city  to  all  Indians.  He  began  the  famous  Dandi  Salt 
March  to  the  seas  from  there.  Ahmedabad  has  been  famous  for  its  handi¬ 
craft  and  today  some  of  the  finest  of  blackwood  carvings,  lacquered  ware, 
pottery  polished  with  bamboo,  and  gold  and  silver  objects  are  to  be  found 
in  abundance. 

I  preached  twice  in  Ahmedabad  on  last  Sunday  morning.  The  second 
service  was  at  the  Mill  Area  Church,  where  approximately  one  thousand 
people  were  in  attendance,  but  only  about  one-third  of  them  could  get 
into  the  building.  This  is  a  rapidly  growing  congregation  in  an  expanding 
industrial  section.  A  new  sanctuary  is  greatly  needed. 

After  the  noon  meal  we  drove  to  Baroda  where  I  preached  at  the 
English  speaking  service  at  Central  Church  at  six  o’clock  in  the  evening. 
Baroda,  the  ex-capital  of  a  princely  state,  is  a  beautiful  and  progressive  city 
of  more  than  250,000  inhabitants,  containing  many  fine  gardens,  stately 
buildings  and  shady  avenues.  We  were  greatly  interested  in  the  tremendous 
industrial  expansion  which  is  going  on  in  Baroda  at  the  present  time. 

(Continued  on  page  14) 


on  the  platform  where  he  spoke — the 
Rev.  John  Koelemay,  the  Methodist 
minister  who  has  been  promotional  di¬ 
rector  for  the  campaign;  Roman  Cath¬ 
olic  Archbishop  Philip  N.  Hannan;  and 
Rabbi  Leo  A.  Bergman,  president  of 
the  Rabbinical  Council  of  New  Orleans. 

"There  is  a  real  need  for  hospitals 
in  New  Orleans,”  the  governor  said. 
"The  State  Department  of  Hospitals 
says  that  the  city  of  New  Orleans  needs 
4,600  hospital  beds.  The  city  now  has 
2,400  beds.  The  new  Methodist  Hos- 
will  help  take  care  of  this  urgent 

Total  cost  of  the  hospital  has  riven 
to  more  than  $5,500,000.  To  complete 
the  job,  about  $600,000  must  be  raised 
to  cover  pre-opening  costs.  Helping 
raise  this  money  for  the  initial  operat¬ 
ing  expenses,  Methodists  across  the  state 
will  observe  Sunday,  February  5,  as 
New  Orleans  Methodist  Hospital  Sun¬ 
day  and  take  special  offerings  on  that 
date. 

Governor  McKeithen  said  that  hos¬ 
pital  construction  in  the  state  is  a  fur¬ 
ther  indication  that  Louisiana  is  on  the 
move. 

( Continued  on  page  12) 


CIRCULATION 

CAMPAIGN 

You  will  see  from  the  report 
on  page  13  that  we  have  had  a 
good  week  of  reports  in  the  Cir¬ 
culation  Campaign.  We  axe  about 
1500  short  of  the  total  in  Report 
No.  2  last  year.  However,  many 
reports  are  still  not  in.  Remember 
that  our  last  full  report  to  be  print¬ 
ed  next  week  will  include  all  re¬ 
ports  received  through  Friday. 


pital 

need. 


SCOUTING  ROUNDS  A  GUY  OUT 


The  slogan  that  is  being  used  for  a  series  of 
public  service  advertisements  marking  Boy 
Scout  Week  is  “Scouting  Rounds  a  Guy  Out." 
It  seems  to  us  that  any  program  that  offers  such 
a  promise  deserves  the  full  cooperation  and  sup¬ 
port  of  every  Church  and  every  Christian.  For  57 
years  now  organized  religion  in  America  has  recog¬ 
nized  that  during  the  formative  years  in  a  boy’s 
life  the  Scout  Law  which  says,  “A  Scout  is  Rev¬ 
erent,”  may  have  served  as  a  more  vital  motivat¬ 
ing  force  for  full  participation  in  the  life  of  his 
church  than  any  formal  word  the  Church  has 
given  him.  It  is  altogether  possible  that  his  code 
of  conduct  and  his  sense  of  right  and  wrong  may 
have  found  stronger  foundation  stones  in  Scouting 
than  in  the  Sunday  School  class.  This  should  not 
be  interpreted  as  a  criticism  of  the  program  of 
Christian  education,  because  the  wise  Christian 
educator  sees  Seouting  as  an  integral  part  of  what 
is  being  undertaken. 

Some  months  ago  at  a  meeting  of  Methodist 
editors  and  public  relations  personnel,  one  of  those 
present  made  a  rather  facetious  remark  about 
editors  who  fill  their  publications  with  pictures 
of  boys  receiving  the  “God  and  Country  Award.” 
Several  of  us  editors  who  think  you  can’t  get  any 
better  copy  than  that  called  his  hand  on  this 
rather  thoughtless  interpretation.  Today  that  man 
has  returned  to  the  pastorate  of  a  local  congre¬ 
gation,  and  we  have  a  feeling  that  in  a  short  time 
he  will  give  an  entirely  different  evaluation  of  this 
honor  through  which  such  a  strong  tie  between 
the  Church  and  Scouting  is  being  made. 

With  today’s  emphasis  on  “relevance”  in  re¬ 
ligion  there  is  a  widespread  search  for  that  which 
will  round  a  person  out.  The  circumstances  of  our 
times  are  responsible  for  the  building  of  some 
characters  that  have  some  extremely  sharp  edges, 
if  they  are  not  downright  “square.”  Scouting  is 
seeing  a  challenge  here  that  it  has  not  had  in  any 


previous  generation.  There  was  a  time  when  the 
chores  around  the  home  and  the  other  responsi¬ 
bilities  which  every  child  had  served  as  an  effec¬ 
tive  abrasive  to  smoothe  off  some  of  the  sharp 
edges  of  self-centeredness.  Now  such  responsibil¬ 
ities  are  almost  non-existent;  many  facets  of  the 
program  of  Scouting  can  provide  a  reasonably  ac¬ 
curate  facsimile. 

Where  communication  is  often  lacking  between 
the  adults  of  our  generation  and  their  children, 
there  is  no  more  effective  way  of  getting  a  message 
of  responsibility  across  than  from  one  member  of 
the  younger  generation  to  another.  Where  the 
young  man  may  fail  to  see  any  sense  at  all  to  the 
rules  his  parents,  his  teachers  and  his  preacher 
may  be  urging  him  to  adopt,  he  may  very  quickly 
catch  on  when  his  Boy  Scout  unit  decides  in  a 
democratic  fashion  that  this  is  exactly  the  way  in 
which  they  want  to  live  and  work  together  as  a 
group. 

Not  long  ago  the  Boy  Scouts  of  America 
launched  a  program  that  they  called  “Break¬ 
through  for  Youth.”  This  was  an  emphasis  on  keep¬ 
ing  Scouting  always  relevant  to  a  changing  world 
and  increasing  needs  and  problems  facing  our  boys. 
Already,  there  is  evidence  that  this  significant 
program  is  reaping  rich  dividends  in  helping  boys 
to  cope  with  the  complexities  of  today’s  world 
and  to  meet  the  challenge  of  tomorrow  with  ade¬ 
quate  moral  and  spiritual  resources. 

We  remember  our  own  troop  which  had  its 
meeting  place  in  our  church.  How  much  we  would 
have  been  encouraged  to  see  a  closer  tie  between 
the  Church  and  Scouting  if  there  had  been  some¬ 
thing  like  the  God  and  Country  program  then. 
At  an  age  when  boys  find  it  rather  difficult  to 
keep  their  attention  on  what  the  Sunday  School 
teacher  and  the  preacher  are  saying,  there  is  pro¬ 
vided  in  this  program  a  course  of  study  that  re¬ 
quires  inquiries  about  their  church,  its  history  and 
procedures  that  have  so  often  not  been  otherwise 
motivated,  even  though  the  material  may  have 
been  contained  in  the  printed  material  and  in  the 
preachers’  sermons. 

Today  something  like  2  million  boys  and  young 
men  arebeing  led  by  455,000  men  and  women  with¬ 
in  the  framework  of  Protestant  churches.  This 
leadership  should  be  regarded  as  totally  a  part  of 
the  whole  process  of  Christian  education  and  those 
who  work  with  Scouts  should  be  regarded  as 
teachers  in  every  sense  of  the  word.  May  we  close 
with  this  quotation  from  a  religious  leader: 
“Scouting  can  be  a  true  adventure  in  Christian 
education  or  it  can  be  a  fruitless  jumble  of  boister¬ 
ous  games.  Much  depends  on  the  attitude  of  the 
church  and  the  leadership. 


VIGIL  FOR  CHRISTIAN  UNITY 

It  was  our  privilege  to  be  a  part 
of  a  unique  service  on  January  25 
when  Catholic  and  Protestant  leaders 
joined  in  a  vigil  for  Christian  unity 
in  the  chapel  of  St.  John’s  Seminary 
in  Little  Rock. 

From  the  colorful  procession  which 
opened  the  rather  informal  service  un¬ 
til  the  closing  hymn  —  Martin  Lu¬ 
ther’s  "A  Mighty  Fortress  is  our  God,” 
right  out  of  the  new  Catholic  hymn- 
book  —  it  was  an  inspiring  experience. 

A  most  inspiring  litany  had  been 
worked  out  for  the  service  —  we  pre¬ 
sume  by  Father  James  Drane  who  was 
a  guiding  force  in  the  whole  project. 
One  did  not  have  a  feeling  that  either 
the  Protestants  or  the  Catholics  were 
being  caught  up  in  a  service  that  was 
alien  to  them.  Rather,  there  was  a  com¬ 
fortable  ”at-homeness" about  it  all.  We 
feel  sure  that  the  saints  looking  down 
from  the  stained  glass  windows  had 
never  before  witnessed  a  service  that 
started  with  such  a  folksy  manner  as 
when  Father  Drane  shouted,  "You 
folks  come  on  in,”  but  before  we 
made  out  exit  we  thought  we  caught 
an  approving  smile  on  the  faces  of 
more  than  one  of  them. 

About  200  persons  attended,  and  it 
was  our  feeling  that  it  was  represen¬ 
tative  of  the  total  Christian  community. 
There  were  a  number  of  Catholic  sis¬ 
ters  and  a  large  number  of  Protestant 
ladies.  We  presume  that  attendance 
must  have  been  compulsory  for  the  stu¬ 
dents  at  the  seminary.  However,  they 
were  most  gracious  hosts  and,  if  we 
may  say  so,  they  were  a  very  handsome 
group  of  young  men.  We  were  also 
impressed  that  Protestant  participation 
and  leadership  in  the  service  extended 
beyond  the  Council  of  Churches  sup¬ 
porters. 

The  Arkansas  Gazette  may  not  have 
been  correct  in  calling  this  service  "the 
religious  superbowl,”  but  we  feel  it 
will  be  long  remembered  as  another 
landmark  in  the  history  of  cooperation. 
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TWELVE 

CAME 

RIDING 


Edited  by 

Kenneth  S.  Jones 


Book  will  tell 
story  of  modern 
Methodist  horsemen 


Twelve  Came  Riding,  the  dramatic 
story  of  the  twelve  Methodist  minis¬ 
ters  who  rode  horseback  to  Baltimore 
last  April  to  celebrate  the  200th  anni¬ 
versary  of  Methodism  in  America,  will 
be  released  on  March  13  by  Abingdon 
Press,  the  book  publishing  department 
of  The  Methodist  Publishing  House. 
Copies  will  be  available  from  book¬ 
stores  throughout  the  United  States. 
The  paperbound  book  will  sell  for 
$2.25  and  is  being  published  jointly  by 
the  Association  of  Methodist  Historical 
Societies  and  Abingdon  Press. 

Twelve  Came  Riding  was  edited  by 
Kenneth  S.  Jones,  director  of  the  Wash¬ 
ington  Area  of  Methodist  Information, 
who  conceived  the  idea  of  the  min¬ 
isters  riding  to  Baltimore  for  the  an¬ 
niversary  and  who  coordinated  their 
efforts  throughout. 

Few  events  in  the  life  of  The  Meth¬ 
odist  Church  have  captured  the  imagina¬ 
tion  of  both  the  church  and  the  public 
as  did  these  historic  rides.  Each  of  the 
twelve  riders  tells  of  his  experiences 
with  special  emphasis  on  what  the  ride 
meant  to  him  and  those  persons  whom 
he  met  during  his  ride.  They  tell  of 
preaching  on  street  corners,  visiting 
hospitals  and  schools,  and  of  the  warm 
welcomes  and  excitement  all  along  the 
way. 

Twelve  Came  Riding  includes  an  8- 
page  insert  of  photographs  of  the  rid¬ 
ers  as  they  made  their  way  from  their 
home  conferences  to  Baltimore. 

t 

Named  to  relief  post 

NEW  YORK,  N.Y.,  Jan.  19— The 
Rev.  Livingston  H.  Lomas,  Church 
World  Service  representative  in  Jama¬ 
ica,  the  West  Indies,  has  been  named 
CWS  director  of  the  Middle  East  and 
Europe  department  of  the  National 
Council  of  Churches’  Division  of  Over¬ 
seas  Ministries,  Dr.  R.  H.  Edwin  Espy, 
NCC  general  secretary,  announced 
today. 

Mr.  Lomas  will  assume  direction  of 
one  of  the  most  diverse  and  geograph¬ 
ically  widespread  American  church  over¬ 
seas  relief  efforts  in  January.  In  his 
work  in  Jamaica  since  1963,  Mr.  Lomas 
helped  implement  a  transition  from  di¬ 
rect  aid  to  social  service  and  commu¬ 
nity  projects. 


First  votes  in 
on  EUB  merger 

NEW  YORK  (MI)— Almost  unan¬ 
imous  approval  of  a  plan  to  unite  The 
Methodist  Church  and  the  Evangelical 
United  Brethren  Church  has  been  reg¬ 
istered  by  the  first  annual  (regional) 
conferences  to  vote  on  ratifying  the 
union. 

Two  Latin  American  Conferences  — 
Argentina  and  Chile  —  have  reported 
their  favorable  action  on  the  proposed 
merger  to  the  Methodist  Board  of  Mis¬ 
sions  here. 

Union  of  the  two  denominations  was 
voted  Nov.  11  in  Chicago  at  simultan¬ 
eous  meetings  of  their  highest  law¬ 
making  bodies,  the  General  Confer¬ 
ences. 

The  proposition  now  goes  to  each 
denomination’s  annual  conferences, 
where  a  two-thirds  majority  of  the  ag¬ 
gregate  vote  in  each  denomination  is 
necessary  for  approval.  Some  annual 
conferences  will  not  meet  until  this 
fall  but  most  of  them  are  held  during 
May  and  June.  Church  leaders  hope 
that  the  outcome  will  be  apparent  by 
July. 

If  ratified,  the  union  will  be  consum¬ 
mated  in  April,  1968,  at  a  Uniting 
Conference  in  Dallas,  Texas.  Name  of 
the  new  denomination  will  be  the 
United  Methodist  Church. 

First  to  report  its  action  on  the  plan 
of  union  was  the  Argentina  Annual 
Conference,  held  at  Colegio  Ward, 
Buenos  Aires,  Jan.  10-14  under  the 
presidency  of  Bishop  Sante  Uberto  Bar- 
bieri.  The  vote  was  99  for  and  2  against. 

The  Chile  Annual  Conference  voted 
57-0  for  the  union.  Its  session  was  held 
Jan.  10-15  at  Santiago  College,  with 
Bishop  Zottelle  presiding. 

The  Methodist  Church  has  87  annual 
conferences  in  the  United  States  and 
Cuba  and  42  active  annual  conferences 
overseas.  The  EUB  Church  has  32  an¬ 
nual  conferences. 

First  EUB  Annual  Conference  to  vote 
on  the  union  will  be  the  Florida  Confer¬ 
ence,  scheduled  to  meet  Feb.  15-17  in 
Tampa,  with  Bishop  J.  Gordon  Howard 
of  Pittsburgh  presiding. 

First  Methodist  annual  conference  in 
continental  United  States  to  vote  on 
union  will  be  the  Wyoming  (cq)  Con¬ 
ference,  which  will  meet  in  Kingston, 
Pa.,  May  3-7,  with  Bishop  Fred  Pierce 
Corson  of  Philadelphia  presiding. 
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Fred  Waring  at 
Lake  Junaluska 

LAKE  JUNALUSKA,  N.C.  —  Barry 
L.  Rogers,  Associate  Executive  and  Pro¬ 
gram  Director  of  the  Lake  Junaluska 
Assembly,  released  the  final  plans  to¬ 
day  for  the  Fred  Waring  Music  Work¬ 
shop  to  be  held  at  the  Assembly  this 
summer:'  The  workshop,  scheduled  for 
June  11-16,  1967,  will  be  conducted  by 
Mr.  Waring,  the  famed  band  and  chor- 
al  ’director  of  the  Pennsylvanians.  This 
will  be  Mr.  Waring’s  first  appearance 
at  Junaluska. 

Others  who  will  serve  on  the  work¬ 
shop  staff  include  Dr.  John  Raymond, 
Chairman  of  the  Music  Dept,  of  La¬ 
fayette  College;  Ray  Schroeder,  choreo¬ 
grapher  and  producer  for  the  Pennsyl¬ 
vanians;  Jim  Wheeler,  choral  director 
of  the  Pennsylvanians 


Lloyd  Sanders 

Named  to 
“Hall  of  Fame” 

EVANSTON,  Ill.  (MI)— Lloyd  San¬ 
ders,  Franklin,  Ind.,  insurance  executive, 
has  been  named  to  membership  in  the 
Methodist  Hall  of  Fame  in  Philan¬ 
thropy. 

Mr.  Sanders  was  formally  inducted 
in  ceremonies  January  25  during  the  an¬ 
nual  convention  of  the  National  Asso¬ 
ciation  of  Methodist  Hospitals  and 
Homes.  His  selection  was  announced 
here  January  19  by  Dr.  Olin  E.  Oesch- 
ger,  general  secretary  of  the  denomina¬ 
tion’s  national  Board  of  Hospitals  and 
Homes. 

He  was  named  to  the  Hall  of  Fame 
because  of  his  work  in  behalf  of  the 


Methodist  Home  for  Aged  in  Franklin, 
the  Methodist  Children’s  Home  in  Le¬ 
banon,  Ind.,  and  the  Indianapolis  Sen¬ 
ior  Citizens  Residency.  He  served  as  a 
trustee  of  the  Children’s  Home  for  al¬ 
most  25  years,  was  one  of  the  original 
board  members  of  the  Indianapolis  fa¬ 
cility,  and  one  of  the  original  trustees  of 
the  home  in  Franklin,  where  has  now 
lives.  He  has  had  many  other  respon¬ 
sibilities  at  each  agency. 

In  other  Methodist  activities,  Mr. 
Sanders  has  held  a  variety  of  local, 
district  and  annual  conference  posts  and 
he  has  been  a  delegate  to  meetings 
of  the  National  Council  of  Churches. 
One  church  executive  said  that  he  "has 
given  more  time  to  church  work  than 
any  other  layman  I  have  known.” 

Born  near  Franklin,  Mr.  Sanders  was 
a  farmer  in  Johnson  County,  Indiana, 
until  1916  when  he  moved  to  Bloom¬ 
ington,  Ind.,  and  entered  the  insurance 
business.  In  1939  he  became  associated 
with  the  Atlas  Mutual  Life  Insurance 
Co.,  and  in  1940  became  president. 


This  painting  by  Norman  Rockwell  suggests  the  spiritual  emphasis 
which  is  so  much  a  part  of  the  program  of  the  Boy  Scouts  who  are  cele¬ 
brating  their  57th  anniversary  next  week. 


DAILY  BIBLE  READING 

Below  is 

a  schedule  for  the 

Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 

to  use  as  a 

regular  guide  for 

!  use  in  your 

homes. 

Feb.  5 — Sunday  ...  Malachi  2 :1-10 

Feb.  6  . 

. Matthew  5.21-48 

Feb.  7  . 

Matthew  25.31-46 

|  Feb.  8 

Mark  3:19-35 

Feb.  9  . 

. Mark  12:28-44 

Feb.  10 

Luke  10:25-37 

Feb.  11  . 

John  13:31-38 

Feb.  12 — Sunday  Acts  11:1-30 
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Ministers  in 
continuing  education 
experiment 

Four  ministers  of  the  Louisiana  An¬ 
nual  Conference  are  among  the  first 
group  in  an  experiment  in  continuing 
education  being  held  in  the  new  Center 
for  Renewal  at  Saint  Paul  School  of 
Theology  in  Kansas  City,  Mo.  They  are: 
the  Rev.  K.  G.  McDowell,  West  Mon¬ 
roe;  the  Rev.  C.  C.  Frazier,  New  Or¬ 
leans;  the  Rev.  J.  J.  Caraway,  Homer; 
and  the  Rev.  W.  E.  Nolan,  Plain 
Dealing. 

Dr.  Marvin  J.  Taylor  is  the  director 
of  the  program  and  he  is  being  assisted 
by  the  members  of  the  faculty  of  the 
school  of  theology  and  other  profes¬ 
sional  resource  leaders  in  the  Kansas 
City  Area.  There  are  28  ministers  from 
7  states  in  the  first  group. 

The  renewal  program  covers  a  wide 
range  of  lectures,  research,  sharing  ex¬ 
periences  and  activities.  Special  empha¬ 
sis  is  being  given  to  contemporary  the¬ 
ology  and  the  doctrines  of  God,  man 
and  authority. 

Activities  included  worship  services 
for  three  Sundays  in  the  Old  Mission 
Methodist  Church,  Kansas  City,  Kans., 
followed  by  discussions  of  the  meaning 
of  worship  with  laymen  of  the  local 
church. 

There  has  been  a  three-day  labora¬ 
tory  in  group  dynamics  conducted  by 
the  professional  staff  of  the  Midwest 
Group  for  Human  Resources.  A  two- 
day  conference  on  China  was  held  at 
the  University  of  Missouri. 

There  have  been  various  tours  of 
the  Church  at  work  in  special  ways  in 
Kansas  City.  The  group  attended  a 
Roman  Catholic  mass. 

Their  period  of  stay  at  St.  Paul  also 
made  it  possible  for  them  to  attend 
the  annual  lecture  series  given  this  year 
by  Dr.  Krister  Stendahl  of  Harvard  on 
the  theme  "To  Live  With  the  Bible.” 
t 

LAMECO  ANNOUNCES 
DIVIDENDS 

LAMECO,  the  Credit  Union  of  the 
Louisiana  Annual  Conference  and  the 
Centenary  Faculty,  held  its  Annual 
Meeting  January  17th  at  which  time  the 
President  of  the  Board  of  Directors, 
Rev.  Robert  B.  Crichlow,  announced 
a  4%  dividend  on  accounts  in 
LAMECO  for  1966. 

Elected  to  Board  of  Directors  for 
three  year  terms  were  Mrs.  Opal  Mene- 
fee  and  the  Rev.  Crichlow.  Members 
of  the  Credit  Commission  elected  were 
Mr.  Stanton  Taylor,  one  year  term;  the 
Rev.  Robert  Ed  Taylor,  two  year  term; 
the  Rev.  James  C.  Skinner,  three  year 
term. 

At  the  Board  of  Directors  meeting, 
which  followed,  officers  were  chosen 
as  follows:  President,  Rev.  Crichlow; 
Vice-President,  Mr.  E.  M.  Parker; 
Treasurer,  Mrs.  Menefee;  Secretary,  the 
Rev.  James  Caraway;  Education  and 
Promotion  Chairman,  Dr.  Luman 
Douglas. 

Appointed  to  the  Supervisory  Com¬ 
mittee  were  Dr.  Wayne  Hanson,  the 
Rev.  K.  G.  Rorie  and  Miss  Virginia 
Carlton. 

t 

Only  Christians  who  care  enough 
will  dare  enough  to  share  enough. 


Louisiana  ministers  participating  in 
the  first  experimental  group  at  the 
Center  for  Renewal,  St.  Paul  School 
of  Theology,  Kansas  City,  included: 
the  Rev.  J.  J.  Caraway,  Homer;  the 
Rev.  W.  E.  Nolan,  Plain  Dealing; 
the  Rev.  K.  G.  McDowell,  West 
Monroe;  and  the  Rev.  C.  C.  Frazier, 
New  Orleans. 
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Race  Relations 

( Continued  from  page  1) 

Cabinet.  This  is  not  too  unlike  all  of  us 
Ministers.  When  Race  Relations  Sun¬ 
day  is  mentioned,  we  can  think  of  a 
dozen  other  days  we  need  to  observe 
on  that  occasion.  Boy  Scout  Sunday  is 
in  the  time  period,  and  that  gives  us 
a  very  good  way  to  keep  from  dealing 
with  this  matter  which  at  times  gets 
negative  reactions  from  some  of  our 
people.  But  this  year,  let  us  all  observe 
Race  Relations  Sunday  on  February  12. 
Observe  Boy  Scout  Sunday,  but  on  a 
different  day. 

There  are  two  great  worthy  reasons 
we  should  be  diligent  about  this  day. 
The  first  is  that  we  should  be  thinking 
about  this  matter  and  seeking  to  under¬ 
stand  it  better.  The  second  is  that  we 
should  make  a  contribution  to  a  great 
Institution  of  the  Church,  Dillard  Uni¬ 
versity  in  New  Orleans.  With  all  the 
discord  and  unfavorable  publicity  that 
comes  out  against  some  universities  and 
some  Negro  leaders,  there  has  nevei 
been  anything  unworthy  attached  to 
Dillard  or  to  its  outstanding  President, 
Dr.  A.  W.  Dent.  We  Methodists  are 
proud  of  this  fact  and  need  to  en¬ 
courage  these  friends  by  our  active  fi¬ 
nancial  support. 

Dillard  University,  as  we  know  it, 
came  into  existence  in  1935.  It  was 
formed  from  the  merger  of  Straight 
College,  a  Congregational  School,  and 
New  Orleans  University,  a  Methodist 
School.  It  is  unexcelled  in  the  type  of 
work  it  does,  offering  A.B.  and  B.S. 
Degrees,  as  well  as  a  Nurse’s  Training 
Program.  It  has  an  outstanding  library 
and  has  splendid  science  equipment. 
Its  faculty  is  in  keeping  with  such  an 
institution.  There  are  approximately 
900  students,  and  when  they  are  gradu¬ 
ated  their  services  are  greatly  sought. 

Our  entire  offering  on  this  Sunday 
goes  to  Dillard.  At  best  it  is  only  a 
small  part  of  the  support  they  need, 
but  it  has  been  improving  little  by  little. 
The  following  figures  will  give  you 
an  indication  of  the  support  our  Con¬ 
ference  has  given  in  the  past  three 
years: 

1964  $3,460.87 

1965  $3,722.54 

1966  $4,131.34 


Mrs.  Lillian 

Coulter 

Peach 

By  Districts: 

1964 

1965 

1966 

Alexandria 

630 

521 

552 

Baton  Rouge 

449 

518 

419 

Lafayette 

499 

518 

419 

Lake  Charles 

449 

467 

389 

Monroe 

268 

634 

913 

New  Orleans 

739 

706 

913 

Ruston 

709 

874 

638 

Shreveport 

435 

317 

586 

Dr.  Dent  writes  me 

that  the 

Uni- 

versify  is  giving  $160,000  in  scholar¬ 
ships  this  year.  This  indicates  what  a 
small  part  of  the  expense  of  the  school 
we  actually  meet.  Could  I  challenge  not 
you,  but  us,  to  make  that  offering  $10,- 
000  this  year?  It  amounts  to  less  than 
ten  cents  per  member  of  our  Confer¬ 
ence.  In  fact  it  is  about  eight  cents  per 
member.  I  feel  our  people  will  respond 
if  we  ask  them  to  do  so. 

Dr.  Dent  wrote  me,  "If  I  were  asked 
what  I  consider  to  be  our  greatest  need, 
I  would  say  scholarship  funds  to  assist 
well  qualified,,  but  economically  poor 
students  to  acquire  a  college  educa¬ 
tion.”  Some  churches  would  like  to  send 
a  high  type  Negro  youth  to  college  if 
they  knew  about  the  opportunity. 

Restrictions  previously  placed  upon 
Negroes  in  the  areas  of  employment 
and  public  service  are  rapidly  being  re¬ 
moved,  and  a  college  education  is  es¬ 
sential  these  days  for  the  newer  oppor¬ 
tunities  which  Negroes  have.  The  de¬ 
mand  for  college  trained  Negroes  is 
much  greater  than  the  supply.  We 
Methodists  must  train  a  larger  number 
of  them. 

Yours  for  the  most  successful  Race 
Relations  Sunday  ever  observed. 

Church  federation 

(Continued  from  page  1) 

contributed  enormously  to  the  welfare 
of  the  community.” 

Dr.  George  Wilson,  executive  sec¬ 
retary  of  the  Federation,  said  the  group 
will  seek  out  experts  to  see  if  some 
means  can  be  devised  to  rid  the  tomb¬ 
stones  of  the  markings. 

Other  officers  of  the  Federation  are: 
the  Rev.  Thomas  C.  Aycock,  Jr.,  rector 
of  St.  Augustine’s  Episcopal  Church, 
first  vice-president;  Mrs.  Joseph  F.  Bow¬ 
en,  president  of  United  Church  Women, 
second  vice-president;  the  Rev.  Don  Al- 
verson,  pastor  of  Napoleon  Avenue 
Methodist  Church,  third  vice-president; 
the  Rev.  Bobby  Wayne  Cook,  pastor  of 
Jefferson  Christian  Church,  third  vice- 
president;  Milton  H.  Van  Manen, 
United  Church  of  Christ  layman,  treas¬ 
urer;  Jack  G.  Bryan,  assistant  treasurer; 
and  Elmer  D.  Flanders  and  M.  Hep¬ 
burn  Many,  chancellors. 


Mrs.  Peach 
commissioned 

Mrs.  Lillian  Coulter  Peach,  604  S. 
Second  Street,  West  Monroe,  La.,  is 
among  10  persons  who  were  commis¬ 
sioned  for  missionary  and  deaconess 
service  in  The  Methodist  Church  Janu¬ 
ary  19  at  Fourth  Avenue  Methodist 
Church  in  Louisville,  Ky. 

Mrs.  Peach,  who  was  commissioned 
a  deaconess,  will  continue  her  service 
as  a  caseworker  at  the  David  and  Mar¬ 
garet  Home  for  Children  and  Youth 
(Methodist)  at  La  Verne,  Calif. 

The  commissioning  service,  led  by 
Bishop  Roy  H.  Short  of  the  Louisville 
Area,  president  of  the  Methodist  Board 
of  Missions,,  was  a  highlight  of  the 
board’s  annual  meeting.  The  new  mis¬ 
sionaries  and  deaconesses  will  serve  in 
the  United  States,  Liberia,  India,  the 
Congo,  and  Southeast  Asia.  They  will 
work  in  such  varied  fields  as  social 
work,  engineering,  Christian  education, 
campus  ministry,  and  work  with  child¬ 
ren  and  youth.  Four  of  the  new  mis¬ 
sionaries  and  deaconesses  will  serve  un¬ 
der  the  National  Division  of  the  Board 
of  Missions  and  six  under  the  World 
Division. 

Mrs.  Peach  was  born  in  Monroe. 
She  graduated  from  Millsaps  College 
in  Jackson,  Miss.,  in  I960  with  a  bach- 

(Please  turn  to  page  12) 

Centenary  plans 
Junior-Senior  Day 

SHREVEPORT  —  Methodist  Junior 
and  Senior  students  from  high  schools 
from  Algiers  to  Plain  Dealing  will 
gather  at  Centenary  College  on  Feb- 
bruary  11  for  the  annual  Junior-Senior 
day. 

This  day  has  been  arranged  by  the 
College  to  afford  all  Louisiana  Meth¬ 
odist  students  an  opportunity  to  see  the 
College  campus  and  to  talk  with  the 
professors  about  the  opportunities  for 
study  in  their  areas  of  interest.  And 


(Please  turn  to  page  12) 


Dr.  Jack  S.  Wilkes,  president  of 
Centenary  College,  Shreveport,  goes 
over  final  plans  for  Junior-Senior 
Day,  February  11th,  with  his  staff. 
Shown  with  Dr.  Wilkes  (left  to  right): 
Mrs.  Shirley  Rawlinson,  dean  of 
Women;  Robert  Ed  Taylor,  program 
chairman;  Dr.  Wilkes;  Ruth  Alexander, 
Speech  and  Drama  Department,  and 
Polly  Page,  president  of  the  Maroon 
Jackets. 
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DR.  W.  F.  PLEDGER,  head  of  the 
department  of  sociology  at  Centenary 
College,  was  the  speaker  for  the  Jan¬ 
uary  22  session  of  the  mission  study  on 
"Affluence  and  Poverty”  at  First 
Church,  Minden.  The  Rev.  Edward  R. 
Thomas  is  the  pastor. 

THE  CHURCH  WIDE  study  of  "Af¬ 
fluence  and  Poverty”  got  underway  at 
First  Church,  Slidell,  January  29,  with 
the  first  session  led  by  the  pastor,  the 
Rev.  Kirby  Vining.  The  play,  "Two  in 
a  Trap”  will  be  featured  the  second 
session. 

THE  REV.  J.  C.  SKINNER,  executive 
secretary  of  the  Board  of  Education, 
was  the  speaker  for  the  January  22 
meeting  of  the  Sub-district  MYF  at 
University  Methodist  Church,  Lake 
Charles. 

DRS.  GILES  AND  Wanna  Fort,  mis¬ 
sionaries  serving  in  Rhodesia,  were  the 
speakers  for  the  joint  dinner  meeting 
of  the  Wesleyan  Service  Guild  and  the 
Woman’s  Society  of  Christian  Service 
at  Summer  Grove  Church,  Shreveport, 
January  24.  The  pastor  is  the  Rev. 
James  L.  Adams. 

THE  CENTENARY  COLLEGE 
CHOIR  presented  a  concert  in  First 
Church,  New  Orleans,  Tuesday,  Janu¬ 
ary  24.  The  Rev.  Clyde  Clark  is  the 
pastor. 

BILL  NEWKIRK,  U.  S.  Engineer  and 
supervisor  of  the  New  Columbia  Lock 
and  Dam,  was  the  speaker  for  the  Jan¬ 
uary  17  meeting  of  the  Methodist  Men 
of  Southside  Church,  Monroe,  where 
the  Rev.  Lea  Joyner  is  the  pastor. 

JOSEPH  MARCHESE  of  Total  Com¬ 
munity  Action  in  New  Orleans  was  the 
speaker  for  the  January  22  session  of 
the  church  wide  study  of  "Affluence 
and  Poverty”  at  Napoleon  Avenue 
Church,  New  Orleans.  The  pastor  is 
the  Rev.  Don  Alverson. 

THE  REV.  ROBERT  ED  Taylor,  cam¬ 
pus  minister  at  Centenary  College  will 
lead  in  the  six  sessions  of  "The  Lay 
Academy”  at  First  Church,  Alexan¬ 
dria,  February  6-March  13.  The  study 
will  be  of  "New  Directions  in  The¬ 
ology  Today.”  The  pastor  is  Dr.  Ben  R. 
Oliphint. 

DR.  ALFRED  A.  KNOX,  editor  of 
the  Louisiana  Methodist,  will  be  the 
guest  preacher  for  revival  services  at 
First  Church,  Welsh,  February  12-16. 
The  pastor  is  the  Rev.  Oakley  Lee. 

DR.  AND  MRS.  G.  W.  POMEROY 
spoke  of  last  summer’s  visit  to  the 
Holy  Land  at  the  January  25  meeting 
of  the  DMA  group  at  First  Church, 
Lake  Charles. 

DUDLEY  SNOW,  Shreveport  District 
lay  leader,  was  in  charge  of  the  "Lay¬ 
men’s  Witnessing  Mission”  Service  at 
Barksdale  Methodist  Church,  Bossier 
City,  January  15.  The  pastor  is  the 
Rev.  Joe  H.  Robinson. 


The  Claiborne  Children’s  Choir  wear  white  tunics  with  red  bows.  Mrs.  E.  W. 
Sandel,  wife  of  the  pastor,  directs  the  24  members. 


THE  COLUMBIA  and  Hebert  Meth¬ 
odist  Churches  have  extended  an  invi¬ 
tation  to  a  reception  honoring  the  Rev. 
and  Mrs.  J.  W.  Boyd  on  their  25th 
wedding  anniversary,  Wednesday,  Feb¬ 
ruary  8  from  6  to  8  p.m.  in  the 
church’s  social  hall. 

DR.  J.  WOODROW  Hearn,  executive 
secretary  of  the  Fort  Worth  Area  Coun¬ 
cil  of  Churches,  concluded  the  mission 
study  at  Broadmoor  Church,  Shreve¬ 
port,  January  20.  The  study  was  under 
the  direction  of  John  L.  Lewis,  chair¬ 
man  of  the  Commission  on  Missions, 
and  Mrs.  W.  W.  Baldridge,  chairman 
of  the  Commission  on  Christian  Social 
Concerns.  The  pastor  is  the  Rev.  Rob¬ 
ert  B.  Crichlow. 

DR.  KEITH  MASON,  Shreveport 
physician  who  was  a  member  of  the 
recent  General  Assembly  of  the  Na¬ 
tional  Council  of  Churches,  was  guest 
speaker  for  the  Tech  Class  at  Trinity 
Church,  Ruston,  January  15.  He  pre¬ 
sented  information  on  that  organization 
and  answered  questions  raised  by  mem¬ 
bers  of  the  class.  The  Rev.  Douglas  L. 
McGuire  is  the  pastor. 

THE  FELLOWSHIP  CLASS  of  Jef¬ 
ferson  Methodist  Church,  New  Orleans, 
recently  voted  to  send  money  this  year 
to  St.  Mark’s  Community  Center  for 
a  craft  work  project.  The  pastor  is  the 
Rev.  Donald  J.  Hall. 

A  FILM,  "A  Bold  Community,"  which 
describes  the  work  of  the  Ecumenical 
Institute  in  Chicago,  was  shown  follow¬ 
ing  a  recent  Official  Board  meeting  at 
St.  Luke  Methodist  Church,  New  Or¬ 
leans.  The  pastor  is  the  Rev.  J.  P. 
Woodland. 


DR.  PAUL  WILSON  BRAND,  out¬ 
standing  orthopedic  surgeon  who  has 
made  a  concentrated  attack  on  the  dis¬ 
ease  of  leprosy  in  India,  was  the  speak¬ 
er  for  the  opening  session  of  the  church 
wide  study  at  Reily  Memorial  Univer¬ 
sity  Church,  Baton  Rouge,  January  15. 
He  has  spent  the  past  year  at  work  in 
the  leprosarium  at  Carville,  La.  The 
pastor  of  this  church  is  the  Rev.  Jack 
Cooke. 

THE  REV.  CHARLES  Humphreys,  as¬ 
sociate  minister  at  Reily  Memorial  Uni¬ 
versity  Church,  Baton  Rouge,  was  the 
speaker  for  the  January  15  session  of 
the  mission  study  at  First  Church  in 
that  city.  Their  pastor  is  Dr.  Dana 
Dawson. 


THE  REV.  BYRON  CROSBY,  pastor 
of  Merryville  Church,  was  the  guest 
preacher  at  Louisiana  Memorial  Meth¬ 
odist  Church,  Opelousas,  for  the  ves¬ 
per  service,  January  15.  The  pastor  is 
the  Rev.  Fred  O.  Shirley. 


DURBINS  HONORED 
An  Appreciation  Party  honoring  the 
Rev.  and  Mrs.  B.  Paul  Durbin  was 
held  on  Tuesday  evening,  January  10, 
in  the  District  Parsonage  home  of 
Frances  and  George  Pearce  in  Shreve¬ 
port.  Mr.  and  Mrs.  Durbin  have  been 
serving  the  Methodist  Church  at  Lo- 
gansport  and  are  moving  to  Ruston. 
He  will  retire  at  the  end  of  this  con¬ 
ference  year. 

Approximately  55  parsons  and  par- 
sonettes  gathered  for  a  covered  dish 
supper  after  which  the  Durbins  were 
honored  with  a  poem  (below)  by  Dr. 
B.  C.  Taylor,  Poet  Laureate  of  the 
Shreveport  District.  A  quartet  composed 
of  the  Reverends  Bob  Crichlow,  Henry 
Blount,  George  Pearce  and  Lonnie  Sib¬ 
ley,  rendered  some  choice  selections,  ac¬ 
companied  by  Mrs.  Albert  Trickett. 
Group  singing  followed,  after  which 
Lonnie  Sibley  presented  the  honorees 
with  a  gift  of  a  chair  and  table  from 
the  group. 

Chairman  of  the  program  was  Bob 
Crichlow. 

—  FOR  THE  DURBINS  — 

In  the  year  of  1903 
When  folks  had  plenty  of  time 
The  Durbin  family  planned  a  boy 
While  they  were  healthy  and  in  their 
prime. 

The  village  of  Mill  was  all  excited 
When  Benjamin  Paul  showed  up: 

His  Dad  strutted  among  his  friends 
As  if  he’d  won  a  loving  cup. 

Ere  long  the  boy  became  a  man 
And  went  away  to  school. 

He  played  hide  and  seek  with  many 
girls 

And  kept  his  emotions  calm  and  cool. 

Then  one  day  Annie  B.  Sanders 
knocked  him  cold 

Her  ready  smile  and  healthy  charm 
Melted  his  cool,  aloof,  stand-offish 
way — 

He  knew  her  heart  for  him  was  warm. 

They  were  married  as  you  have  guessed, 
In  the  lovely  month  of  May. 

The  wedding  bells  thrilled  Wetumpka 
And  the  vows  were  made  to  stay. 

Syble  and  Paul  Guy — six  years  apart 
Completed  a  family  of  four. 

Then  they  held  a  conference  for  two 
And  decided  they  needed  no  more. 


THE  REV.  MARK  LOWER,  execu¬ 
tive  director  of  the  Louisiana  Moral 
and  Civic  Foundation,  was  the  guest 
Speaker  at  Springhill  Methodist  Church, 
January  15.  The  pastor  is  the  Rev. 
Loyd  E.  Williams. 

THE  MEMBERS  OF  the  Key  Club  of 
Ruston  High  School  were  guests  at 
the  morning  worship  service  at  Grace 
Memorial  Church  in  that  city,  January 
15.  The  pastor  is  the  Rev.  Wilson  L. 
Watson. 

DR.  LEONARD  COOKE,  Lake 
Charles  District  Superintendent,  was 
the  speaker  for  the  January  16  meet¬ 
ing  of  the  Methodist  Men  of  First 
Cnurcch,  Welsh.  The  Rev.  Oakley  Lee 
is  the  pastor. 

RUSSELL  JONES,  layman  of  St. 
Matthew’s  Church,  Metairie,  led  the 
discussion  for  the  second  session  of  the 
study  of  "Affluence  and  Poverty”  at 
St.  Paul’s  Church,  Harahan,  January 
15.  The  pastor  is  Dr.  Albert  S.  Hurley. 


The  Rev.  and  Mrs.  B.  Paul  Durbin 
were  honored  by  district  ministers'  and 
wives  at  the  Shreveport  district  parsonage. 


Briceland  Hi,  Westminster  and 
Centenary  College 

Are  schools  Paul  never  wants  to  forget. 
It  was  hard  digging  at  times 
But  now  he  has  no  regrets. 

For  36  years  he  and  Anne  have  lifted 
the  standard  high. 

They  served  many  churches  without  a 
steeple; 

But  their  love  and  devotion  never  failed 
And  they  won  the  hearts  of  the  people. 

In  DeSoto  Parish  and  in  a  county  in 
Texas, 

He  was  honored  as  Minister  of  the 
Year. 

His  wife  and  children  cried  a  little 
When  the  people  stood  up  to  cheer. 

Twelve  charges  span  the  years 
Of  earnest  work  and  dedication. 

The  esteem  in  which  these  friends  are 
held 

Gives  them  cause  for  joyous  elation. 

You  have  a  cottage  waiting 
In  the  Ruston  pine  tree  hills. 

Many  friends  will  be  waiting  there 
And  will  welcome  you  with  love  and 
pills. 

Tonight  we  put  you  on  our  honor  roll: 
Than  any  other  tie. 

They  make  our  lives  richer  by  far 
Than  any  other  tie. 

— B.  C.  Taylor 
Jan.  10,  1967 
Shreveport,  Lx, 
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The 

Sunday  School  Lesson 


By:  Alfred  A.  Knox 


LESSON  FOR  FEBRUARY  12:  The  Necessity  for 
Personal  Repentance 


BACKGROUND  SCRIPTURE:  Lute  13  and  14 


MEMORY  SELECTION:  Do  you  not  know  that 
God’s  kindness  is  meant  to  lead  you  to  re¬ 
pentance?  (Romans  2:4) 

AIM  OF  THE  LESSON:  To  help  adults  under¬ 
stand  the  nature  of  repentance  and  how  es¬ 
sential  it  is  for  individuals  and  groups  of  peo¬ 
ple  to  undergo  the  experience  of  repentance. 
*  *  * 


There  may  be  some  teachings  of  Jesus  about 
which  there  is  room  for  disagreement  and  for 
varied  opinions,  but  today’s  lesson  should  make 
it  clear  to  all  that  there  are  not  two  sides  to 
the  position  that  repentance  is  absolutely  es¬ 
sential  both  for  the  “new  life”  and  for  life  itself. 

We  will  base  most  of  our  lesson  on  two  pas¬ 
sages  in  the  13th  chapter  of  Luke,  although  these 
will  be  more  understandable  if  we  read  all  of 
the  two  chapters  indicated  as  the  background 
scripture.  In  the  first  passage,  13:1-5,  we  have 
Jesus’  reference  to  two  well-known  tragedies 
and  the  question  raised  by  Jesus,  “Were  the 
people  who  died  in  these  tragedies  worse  sin¬ 
ners  than  all  the  other  Galileans?”  He  answered 
his  own  question,  completely  setting  aside  the 
commonly  held  opinion  that  all  suffering  was 
the  result  of  sin  and  assured  the  good  people 
about  him  and  those  in  the  official  spiritual  lead¬ 
ership  of  his  nation  that  “unless  you  repent  you 
will  all  likewise  perish.”  (13:5) 

The  other  major  portion  we  will  be  study¬ 
ing  is  the  Parable  of  the  Fig  Tree  (11:6-9)  with 
Its  teaching  of  the  “second  chance,”  but  also 
of  the  certainty  of  judgment. 

With  the  watering  down  of  emphasis  on  sin 
in  our  time,  the  idea  of  repentance  has  almost 
been  forgotten.  Jesus  called  clearly  for  repentance 
pust  as  John  the  Baptist  had  done  before  him. 
According  to  both  these  spokesmen  for  God,  the 
only  alternative  to  repentance  is  destruction. 
The  New  Testament  is  quite  clear  in  its  teaching 
that  we  do  not  follow  Christ  by  “doing  what 
come  naturally,”  but  only  by  turning  sharply 
from  the  self-centered  course  we  naturally  fol¬ 
low  to  a  course  that  is  God-centered. 

#  *  * 

WHAT  IS  REPENTANCE? 

What  is  the  meaning  of  this  word  “repent¬ 
ance”  about  which  John  and  Jesus  spoke  so  em¬ 
phatically?  Our  fathers  and  mothers  would  not 
have  needed  an  explanation,  but  the  word  has 
slipped  out  of  the  vocabularies  of  most  contem¬ 
porary  Christians.  For  this  reason,  we  feel  that 
we  should  take  a  look  at  the  word  and  its 
meaning. 


The  Greek  word  which  is  translated  “repent¬ 
ance”  in  the  New  Testament  means  “to  change 
one’s  mind.”  Usage  through  the  centuries  of  the 
Christian  era  has  given  the  word  the  meaning 
of  changing  one’s  course.  It  is  far  more  than 
just  the  remorse  one  feels  for  wrong-doing;  it 
involves  the  setting  of  a  new  course  that  will 
lead  one  away  from  the  shoals  on  which  his 
life  was  wrecked. 

The  Hebrew  word  used  in  the  Old  Testament 
means  “turning” — or  literally  “turning  to  God.” 
In  turning  to  God,  however,  the  penitent  also 
turns  away  from  something — from  that  which 
he  has  come  to  realize  is  displeasing  to  God. 
In  Harper’s  Bible  Dictionary  we  find  this  sig¬ 
nificant  statement:  “The  act  is  accompanied  by 
sorrow  for  that  which  makes  the  repentance 
necessary.  If  there  is  not  this  sorrow  for  the 
evil  deed  or  for  the  evil  condition,  then  there  is 
no  true  repentance.” 

In  the  New  Testament  the  meaning  is  en¬ 
larged  to  include  not  only  crime  and  vice  — 

so-called  “sin  of  the  flesh” — but  for  attitudes 
and  intentions.  Men  are  called  on  to  repent  not 
merely  for  the  evil  things  they  do,  but  for  their 
evil  thoughts  and  purposes. 

#  *  * 


WHY  JESUS  SAID  REPENTANCE  NEEDED 

In  illustrating  his  point  Jesus  called  on  two 
tragedies  that  were  still  fresh  in  the  minds  of 
his  listeners.  One,  “the  Galileans  whose  blood 
Pilate  had  mingled  with  their  sacrifices,”  (13:1) 
and  “the  eighteen  on  whom  the  tower  in  Siloam 
fell  and  killed  them.”  (13:4)  One  group  had 
been  killed  by  Pilate  in  the  act  of  worship  dur¬ 
ing  one  of  the  many  “purges”  of  Christians.  The 
others  had  been  killed  by  an  accident  during  a 
construction  project.  The  common  feeling  was 
that  the  persons  killed  must  have  been  guilty  of 
sins  that  made  them  worse  than  their  neighbors 
who  had  survived  them.  To  put  an  end  to  this 
kind  of  thinking  and  to  underscore  the  fact  that 
every  person  must  make  an  “about  face”  in  the 
course  of  his  life,  Jesus  said,  “No;  but  unless 
you  repent  you  will  all  likewise  perish.”  (13:5) 
In  other  days  this  was  a  popular  text  for  evan¬ 
gelistic  preaching.  We  have  not  heard  it  used 
lately,  but  this  is  no  reason  to  believe  that  it 
should  not  be. 

Dr.  Aubrey  Alsobrook  says,  “Repentance  is 
necessary  because  one  must  turn  from  sin  to 
righteousness  to  enter  the  Kingdom.  The  only 
alternative  given  to  repentance,  according  to 
Jesus,  is  destruction.” 

No  doubt  guilt  varies  in  measure  among  both 
individuals  and  nations.  The  fact  remains,  how¬ 
ever,  that  there  is  no  government  on  earth  whose 
hands  are  clean,  no  nation  whose  relations  to 
its  neighbore  are  altogether  righteous  and  just, 
no  people  entirely  free  from  ambitions  and  prac¬ 
tices  that  move  them  inevitably  toward  cata¬ 
strophe.  In  today’s  world  there  is  no  room  for 


self-righteousness;  there  is  abundant  room  every¬ 
where  for  repentance. 

#  #  # 

THE  PARABLE  OF  THE  FIG  TREE 

The  Parable  of  the  Fig  Tree  (13:6-9)  is  on 
the  same  theme  as  “except  ye  repent.”  Jesus’ 
hearers  could  scarcely  mistake  the  implication 
for  themselves  and  their  nation.  Although  the 
major  tone  is  one  of  judgment  here,  underneath 
this  story  is  poignant  love  and  the  assurance  of 
the  patience  of  God. 

The  Interpreter’s  Bible  says,  “He  said  that 
Israel  was  privileged  like  a  fig  tree  in  a  vine¬ 
yard.  It  had  a  sunny  slope,  and  rose  high  above 
the  vines;  the  sky  was  all  its  own  .  .  .  Israel 
had  the  covenant  of  God,  the  lineage  of  the 
prophets,  and  the  commission  to  make  God’s  way 
known  on  earth.  This  was  privilege — a  sunny 
vineyard.” 

Jesus  then  moves  on  to  point  out  that  the 
purpose  of  a  fig  tree  is  to  bear  fruit  and  he  is 
not  hesitant  in  saying  that  the  privileged  people 
of  Israel  have  not  produced  fruit.  Dr.  George 
Buttrick  says,  “Israel  had  run  to  leaf — to  an 
itch  for  wealth  and  a  hankering  for  power  by 
which  to  confound  her  foes.  It  is  the  perennial 
failure  of  men  and  nations.” 

However,  the  parable  is  not  solely  one  of 
judgment;  it  speaks  to  us  also  of  the  patience 
of  God.  There  is  a  long  wait — four  years — before 
the  judgment  is  pronounced  on  the  barren  tree. 
As  a  matter  of  fact,  the  parable  does  not  tell  us 
if  the  extra  year  of  grace  brought  the  expectecf 
fruit.  However,  it  does  assure  us  that  God  gives 
each  of  us  chance  after  chance  before  the  final 
order  to  “cut  down  the  tree.” 

#  *  # 


THE  GOSPEL  OF  ANOTHER  CHANCE 

The  fig  tree  story  has  been  called  “the  parable 
of  grace.”  How  many  second  chances  have  been 
given  you  in  your  life?  What  have  you  done 
with  them?  Often  we  will  hear  a  person  who  has 
miraculously  survived  a  serious  accident  or  ill¬ 
ness  proclaim  that  “God  is  giving  me  a  second 
chance  to  straighten  up  my  life.”  In  many  such 
cases  it  is  obvious  that  he  is  not  doing  any 
better  with  his  second  chance  than  he  did  with 
his  first. 

A  new  chance  carries  with  it  great  responsi¬ 
bilities.  To  continue  to  refuse  to  share  the  gospel 
after  such  an  experience  is  to  spurn  God’s  love 
and  demonstrates  that  the  effort  is  lost.  There 
comes  a  day  at  last  when  there  can  be  no  more 
chances.  A  false  sense  of  security  can  be  our 
undoing.  It  is  so  easy  to  conclude  that  because 
we  have  been  comfortable  we  shall  be  forever 
safe.  This  is  a  dangerous  logic.  The  Jews  of 
Jesus’  day  held  it  and  came  to  a  rude  awakening. 
Tt  is  very  easy  for  us  to  be  lulled  into  the  same 

false  sense  of  security. 

#  #  -* 


THERE  IS  SUCH  A  THING  AS  JUDGMENT 

Many  voices  from  outside  the  church  remind 
us  that  God  is  not  only  a  God  of  grace — “the 
second  chance” — but  that  he  is  also  God  of 
judgment.  The  ax  is  laid  to  the  fruitless  tree;  the 
last  hour  does  come  when  there  are  no  more 
chances  for  repentance  and  returning  to  God. 
D.  T.  Niles,  the  great  Indian  Methodist  who 
played  such  a  prominent  role  in  the  reecnt  World 
Methodist  Conference,  said  in  a.  recent  book, 
“The  mystery  of  God’s  judgment  is  not  that  it 
happens,  but  that  so  often  it  tarries  so  long.” 

We  know  that  nations  as  well  as  individuals 
come  under  the  judgment  of  God.  During  the 
Battle  of  Britain  in  the  early  days  of  World 
War  II,  a  keen  observer  of  world  events  saw  the 
sky  dark  with  German  bombers  and  commented: 
“The  sky  was  Hade  with  Britain’s  chickens  com¬ 
ing  home  to  roost.”  Judgment  does  come  on  na¬ 
tions  in  many  ways — and  even  on  churches.  If  it 
is  true  that  the  Church  has  withdrawn  from  the 
world,  then  its  “chickens”  may  also  “come  home 
to  roost.” 
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Proposals  are  being  studied  in  South  Bend,  Ind. 
that  would  place  two  leading  Roman  Catholic 
universities  under  partial  control  of  lay  persons. 
A  meeting  was  held  last  week  to  discuss  pro¬ 
posals  to  place  the  University  of  Notre  Dame 
and  the  University  of  Portland  under  partial  lay 
control. 

Authorities  at  Notre  Dame  are  having  to 
admit  that  their  institution  has  been  under 
partial  control  of  a  layman  for  some  time — 
the  football  coach.  Father  Theodore  M.  Hes- 
burgh,  president,  explained  that  while  the 
school’s  endowment  has  been  growing,  “in¬ 
come  from  football  acted  in  the  place  of 
non-existent  endowment.” 


The  observance  of  Christian  Unity  Week,  1967, 
produced  many  unusual  news  stories,  but  per¬ 
haps  the  most  dramatic  is  that  from  Madrid, 
Spain,  which  announces  that  a  joint  Anglican- 
Roman  Catholic  prayer  service  was  held  at  an 
Anglican  Church. 

The  ecumenical  service  was  conducted  in 
English  by  Anglican  Archdeacon  B.  Ney, 
chaplain  at  the  British  Embassy’s  Church 
of  St.  George,  assisted  by  Jesuit  Father 
Angel  Rovira,  director  of  St.  Ignatius  of  Loy¬ 
ola  College. 

A  “profitable  and  encouraging”  ecumenical  con¬ 
versation  between  Rhode  Island  Baptist  and 
United  Church  of  Christ  representatives  will  be 
followed  by  additional  talks  in  a  few  months,  it 
has  been  announced.  Leaders  held  an  initial  two- 
day  session  to  explore  similarities  and  differ¬ 
ences. 

The  meeting  was  also  designed  “to  ascertain 
if  there  may  be  areas  in  which  the  two 
state  denominational  groups  may  work  more 
closely  together. 

Theology  must  stop  answering  questions  no  one 
is  asking,  according  to  the  fiancee  of  a  former 
Roman  Catholic  priest.  Miss  Florence  Hender¬ 
son,  who  is  engaged  to  marry  Charles  Davis, 
noted  British  theologian  who  left  the  Catholic 
Church  in  December,  stated  her  views  in  an 
editorial  in  the  January  issue  of  Contact,  an 
interdenominational  journal  with  a  circulation  of 
more  than  100,000  in  west  England. 

Well,  it  will  be  interesting  to  see  who  will 
wear  “the  theological  pants”  in  this  family 
once  marriage  comes. 

In  a  court  decision  that  will  have  long-range 
reverberations,  Pennsylvania’s  Supreme  Court  re¬ 
cently  upheld  the  constitutionality  of  the  busing 
of  private  and  parochial  school  students  in  the 
public  school  vehicles  of  that  state.  In  a  5-2 
decision,  the  court  rejected  the  contention  of 
similar  suits  from  Montgomery  and  Delaware 
counties  charging  that  such  transportation  was 
unconstitutional. 

An  interesting  commendation  came  from  an 
orthodox  Jewish  organization,  Agudath  Is¬ 
rael  of  America,  which  called  it  “the  latest 
victory  for  justice  for  non-public  school  chil¬ 
dren.” 


The  Archbishop  of  Canterbury  will  open  a  Na¬ 
tional  Evangelical  Anglican  Congress  in  Stafford¬ 
shire  on  April  4.  The  Rev.  John  V7.  R.  Stott, 
chairman  of  the  Congress,  said,  “The  Church  of 
England  has  been  dominated  for  a  century  by 
the  tractarian  and  liberal  movements.  Now  the 
pendulum  is  swinging.  It  is  true  that  a  new  the¬ 
ological  radicalism  has  arrived  on  the  scene  in 
place  of  the  old  liberalism,  but  at  the  same  time 
Evangelicals  are  steadily  growing  in  influence.” 


COMPUTER  SPEEDS  BIBLE  DISTRIBUTION 
WAYNE,  N.J.  -  A  computer  recently  installed  at 
American  Bible  Society  headquarters  in  New  York 
City  will  keep  track  of  the  27  million  copies  of 
the  Bibles  and  Scripture  selections  stored  at  a 
warehouse  in  Wayne,  N.J.,  greatly  easing  the  task 
of  workers  in  mailing  more  than  a  million  copies 
a  month.  The  computer  will  point  out  when  stock 
levels  of  any  version  in  any  language  has  dropped 
below  a  certain  point  and  handle  preparation  of 
invoices,  packing  and  shipping  labels.  By  mid- 
December,  the  Society  had  shipped  75  million 
Bibles  and  portions  to  150  countries  during  1966. 
(RNS  Photo) 

In  Kaduthuruthy,  India,  a  Roman  Catholic 
bishop  has  been  unsuccessful  in  his  efforts 
to  obtain  local  Catholic  support  for  the 
ruling  National  Congress  Party  and  thus 
avert  the  possible  consequences  of  a  leftist 
victory  in  general  elections  in  February.  A 
meeting  was  dismissed  by  Bishop  Thomas 
Tharayil,  following  noisy  interruptions  by 
supporters  of  the  Kerala  Congress  Party  and 
silence  from  all  but  one  of  the  priests 
present. 


Any  changes  in  the  script  of  Oberammergau’s 
famed  Passion  Play,  recently  criticized  as  being 


“intensely  anti-Semitic,”  were  apparently  ruled 
out  with  the  appointment  of  a  director  who  is 
known  to  favor  the  traditional  script.  The  new 
director  is  Anton  Preisinger,  who  had  the  role 
of  Christ  in  the  1950  and  1960  productions. 

Francis  Cardinal  Spellman,  Archbishop  of 
New  York,  and  Evangelist  Billy  Graham, 
both  of  whom  have  been  widely  criticized 
for  insisting  that  victory  is  the  path  to  peace 
in  Vietnam,  were  recently  guests  of  Presi¬ 
dent  Johnson  for  luncheon  at  the  White 
House.  Also  present  was  UN  Ambassador 
Arthur  Goldberg. 

Some  “very  foolish”  things  are  being  said  today 
by  “maverick”  theologians  —  conservative  and 
radical — the  Minnesota  State  Pastors’  Confer¬ 
ence  was  told  in  St.  Paul.  The  speaker  was 
ELr.  Roger  Hazleton,  Abbot  professor  of  Christian 
theology  at  Andover  Newton  Theological  Semi¬ 
nary.  He  said  that  people  are  “going  off  the  deep 
end  in  theology”  and  neglecting  the  continuity 
and  fundamentals  of  Christian  faith. 

A  “Committee  of  100”  has  been  established 
by  the  Baptist  General  Convention  of  Texas 
to  coordinate  all  Southern  Baptist  activities 
in  that  state.  Membership  is  composed  of  50 
ministers  and  50  laymen,  with  no  women. 
Dr.  E.  H.  Westmoreland,  a  Baptist  minister 
for  nearly  30  years  and  a  veteran  of  Texas 
Baptist  affairs  was  named  president. 

Clergymen  who  hold  that  they  have  all  the  an¬ 
swers  to  the  woes  of  the  social  order  “on  a  na¬ 
tional  and  interplanetary  basis”  have  come  un¬ 
der  sharp  attack  from  a  fellow  clergyman  who  for 
15  years  specialized  in  social  relations.  The  Rev. 
Richard  Williams,  until  1963  director  of  the  De¬ 
partment  of  Social  Relations  of  the  Episcopal 
Diocese  of  Washington,  questioned  the  general 
competence  of  clergymen  in  the  realm  of  anti¬ 
poverty  in  particular,  and  in  many  other  fields 
in  which  they  express  strong  public  opinions 
generally. 

Dr.  Albert  J.  Kissling,  pastor  of  Riverside 
Presbyterian  Church  in  Jacksonville,  Fla., 
for  35  years,  has  been  elected  as  chairman  of 
the  North  American  Area  Council  of  the- 
World  Presbyterian  Alliance. 

Pope  Paul  VI  appealed  to  Catholics  around  the 
world  to  launch  a  chorus  of  prayer  for  Christian 
unity,  but  at  the  same  time  cautioned  them 
against  undermining  their  faith  or  Church  doc¬ 
trine  for  the  sake  of  unity.  He  said  that  in  their 
efforts  for  unity,  Catholics  must  approach  “the 
disunited  brethren”  with  “great  respect  and  un¬ 
derstanding  of  the  truly  Christian  values  pos¬ 
sessed  by  them  with  the  desire  of  learning  from 
them  what  truth  and  good  they  can  give  us.” 
The  Pope  concluded  by  deploring  “that  Chris¬ 
tian  brothers  are  yet  divided  from  perfect  com¬ 
munion  with  the  one  fold  of  Christ,  of  which  we 
believe  ourselves  to  be  the  heir,  the  guardian 
and  the  promoter.” 

A  reporter  representing  an  archdiocesan 
newspaper  was  asked  to  leave  a  meeting  in 
Jefferson  City,  Mo.  as  the  Missouri  Catholic 
Conference  met  to  approve  Us  first  operat¬ 
ing  tmdgvt  and  elect  a  layman  as  president. 
Father  Thomas  J.  Hederman,  editor  of  the 
St.  Louis  Review,  protested  the  decision  to 
make  the  session  a  closed  meeting. 

The  Catholic  weekly  America  has  affirmed  that 
Sen.  Edward  W.  Brooke  (R.-Mass.)  should  re¬ 
place  Rep.  Adam  Clayton  Powell  as  the  nation’s 
leading  Negro  political  figure.  One  of  its  col¬ 
umnists  said:  “The  real  undoing  of  Adam  Clay¬ 
ton  Powell  occurred  in  the  Senate,  not  the  House. 
With  the  swearing  in  of  Edward  W.  Brooke, 
the  stage  was  set  for  the  displacement  of  Powell 
as  the  leading  Negro  political  figure. 
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TiJvild  u<Uf  <y£  'P'uitfen, 

WHERE  THE  DAY  BEGINS 
Denise  Goodman 

A  special  poignancy  will  flow  through  World  Day  of  Prayer  Services  in 
the  Tonga  Islands  this  year  as  women  there  begin  the  global  chain  of  worship 
and  prayer,  February  10.  r 

For  it  was  their  queen,  Her  Majesty  Queen  Salote  Tupou,  who  wrote  the 
worldwide  service  only  months  before  her  death,  culminating  years  of  her  lead- 
ership  of  this  special  day  of  prayer. 

World  Day  of  Prayer  service  have  been  conducted  in  Tonga  since  1949  and 
Queen  Salote  took  the  personal  lead  in  preparing  for  the  day,  translating  the 
services  into  her  native  tongue  and  helping  leaders  plan  local  services. 


When  possible,  she  spoke  at  the  ser¬ 
vices  which  are  the  first  to  be  offered 
on  this  special  day  since  the  country  is 
closest  to  the  international  date  line. 

Queen  Salote  brought  a  strong  Chris- 
tion  commitment  to  her  47-year  rule 
of  these  islands  and  this  service  reflects 
her  dignity,  her  sense  of  the  majesty  of 
God  and  grasp  of  the  eternal. 

Speaking  to  the  president  and  min- 
istersof  the  Free  Wesleyan  Church  of 
Tonga  before  she  left  for  New  Zea¬ 
land  where  she  died,  she  gave  again 
warm  witness  to  this  faith. 

Realizing  she  might  never  return 
again  to  her  "Friendly  Islands,”  she 
told  them  she  had  prepared,  over  a 
long  period  of  time,  for  the  day  when 
God  would  call  her. 

"I  shall  know  why  God  calls  me 
when  the  day  comes  and  I  have  made 
preparation  for  that  day.  I  did  not  make 
it  on  my  own  strength,  but  prepara¬ 
tion  was  made  through  the  purifying 
Blood  of  Jesus.  Whatever  the  time  or 
place,  I  shall  answer  God’s  call  readily 
with  'Here  am  I.’ 

"I  have  relinquished  the  family,  the 
country  and  the  Kingdom;  these  are 
temporal  things  and  it  is  only  God’s 
doing  if  I  have  been  of  any  use  to 
them.  In  this  journey  through  the  dread 
valley  there  is  no  fear  or  doubt  be¬ 
cause  I  know  that  My  Lord  is  there. 
These  are  my  riches — the  joy  and  peace 
of  dwelling  with  Him  in  these  days. 
And  I  testify  with  certainty  that  my 
life  is  firmly  fixed  in  Him.” 

Queen  Salote,  who  maintained  a  dem¬ 
ocratic  monarchy  based  on  the  British 
system,  belonged  to  one  of  the  world’s 
oldest  dynasties  which  had  its  origin 
in  the  10th  century. 

Tonga  has  remained  an  independent 
kingdom,  the  only  one  in  the  Pacific 
to  do  so  after  the  19th  century,  and 
has  maintained  a  Treaty  of  Friendship 
and  Protection  with  Great  Britain  in 
this  century. 

Noting  that  the  sounding  of  the  nose 
flute  is  an  ancient  Tongan  custom  to 
herald  the  breaking  of  a  new  day, 
Queen  Salote  introduces  this  year’s 
World  Day  of  Prayer  Service,  saying: 

"As  we  join  in  a  golden  chain  of 
prayer  with  voices  of  the  past  that 
have  sounded  through  the  centuries, 
may  the  prayers  and  witness  of  the 
women  of  the  world  help  to  usher  in 
God’s  new  day  for  all  people.” 

The  1967  World  Day  of  Prayer 
theme,  "Of  His  Kingdom  There  Shall 
Be  No  End”  (Luke  1:33),  reflects  the 
sense  of  oneness  of  all  people  in  prayer 
which  circles  the  world  emphasized  in 
this  special  observance. 

The  special  day  of  prayer  is  observed 
in  some  125  countries  and  territories 
around  the  world.  In  the  U.S.,  it  is 
sponsored  by  the  Department  of  United 
Church  Women  of  the  National  Coun¬ 
cil  of  Churches. 


The  late  Queen  Salote  of  the  Tonga 
Islands  was  the  author  of  the  World  Day 
of  Prayer  service  for  1967  using  the  theme, 
"Of  his  kingdom  there  shall  be  no  end." 
Queen  Salote  ruled  her  independent  king¬ 
dom  for  47  years. 

Two  Year  Study 
Of  Christian  Unity 

EVANSTON,  Ill.  —  Four  national 
Methodist  agencies  are  cooperating  in 
guiding  a  church-wide,  two-year  study 
of  Christian  unity. 

Joining  in  the  sponsorship  of  the 
study  are  the  Woman’s  Division  and 
the  Joint  Commission  on  Education  and 
Cultivation  of  the  Board  of  Missions, 
the  General  Board  of  Lay  Activities, 
the  Division  of  the  Local  Church  of 
the  General  Board  of  Education,  and 
the  Commission  on  Ecumenical  Affairs. 

"We  hope  that  through  this  study 
Methodists  will  gain  a  better  knowledge 
of  what  Christian  unity  means  for  them, 
and  the  church,”  said  Dr.  Robert  W. 
Huston,  general  secretary  of  the  Com¬ 
mission  on  Ecumenical  Affairs  which 
has  its  headquarters  here. 

Chief  resource  for  the  study  will  be 
a  book  by  Dr.  Albert  C.  Out- 
ler  of  Southern  Methodist  University’s 
Perkins  School  of  Theology  faculty — 
That  the  World  May  Believe.  A  study 
guide  has  been  prepared  by  Dr.  Dor¬ 
othy  McConnell,  associate  general  sec¬ 
retary  of  the  Board  of  Missions  and 
head  of  its  Woman’s  Division.  Other 
resources  will  be  utilized  also,  Dr.  Hus¬ 
ton  said,  including  materials  prepared 
by  the  nine-denomination  Consultation 
on  Church  Union.  As  a  part  of  the 
study,  more  than  500  persons  are  being 
invited  to  attend  a  conference  March 
9-10,  1967,  in  Cincinnati,  Ohio,  on  the 
theme  "Educating  for  Ecumenism." 

t 

A  man’s  religion  should  suggest  his 
behavior  behind  a  steering  wheel. 


Baton  Rouge  District  Parsonettes  held  the  January  meeting  at  the  Hammond  parson¬ 
age  with  the  hostesses  pictured  above:  from  left,  Mrs.  William  Blakely,  Mrs.  John 
Casey,  Mrs.  Allen  Reeves,  Mrs.  Paul  Carter,  Mrs.  Carey  Martin,  and  Mrs.  Alfred  Brown. 


COLUMBIA  PROGRAM 

Noteworthy  among  the  activities  dur¬ 
ing  the  holidays  or  the  Woman’s  So1- 
ciety  of  Christian  Service  in  Columbia, 
La.,  was  the  Night  Circle  Christmas: 
meeting  and  party  at  the  lovely  lakeside 
hoipe  of  Mrs.  Louis  Shelton.  Myriads 
of  colored  lights  illuminated  the  out¬ 
side  area  with  the  Christmas  Story  por¬ 
trayed  in  life-size  figures.  After  an  im¬ 
pressive  program,  music,  and  carol 
singing,  a  covered  dish  supper  was 
served,  followed  by  exchange  of  gifts. 
This  is  an  annual  occasion  by  the  Night 
Circle  with  Mrs.  Shelton  hostess.  The 
minister  of  the  church,  the  Rev.  J.  W. 
Boyd,  Mrs.  Boyd,  and  family  were  re¬ 
membered  with  a  generous  supply  of 
groceries  including  a  complete  Christ¬ 
mas  dinner  with  turkey  and  assorted' 
delicacies.  Many  cards,  visits,  and  gifts 
were  made  to  the  sick  and  shut-ins 
which  is  a  special  project  throughout 
the  year  with  emphasis  on  cash  dona¬ 
tions  to  missions,  church-wide  and  com¬ 
munity. 
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NEW  PRAYER  CALENDAR 
IS  OFF  PRESS 

NEW  YORK  —  Complete  with  new 
size,  shape  and  format,  the  1967  Prayer 
Calendar  of  the  Methodist  Board  of 
Missions  is  off  the  pres„. 

Traditionally  one  of  the  most  wide¬ 
ly  used  publications  of  the  board,  the 
new  Prayer  Calendar  is  expected  by 
missions  leaders  to  be  even  more  pop¬ 
ular.  It  is  used  by  a  growing  number 
of  individuals,  families  and  groups  con¬ 
cerned  about  the  mission  of  the  church 
and  particularly  its  expression  in  the 
Methodist  missionary  program  at  home 
and  overseas.  Among  the  Prayer  Calen¬ 
dar’s  new  features,  other  than  its  ap¬ 
pearance,  are  excerpts  from  missionary 
letters,  vignettes  on  missions  around 
the  world,  a  wide  variety  of  prayers 
and  lists  of  the  names,  addresses  and 
relationships  of  overseas  bishops,  mem¬ 
bers  of  the  Board  of  Missions  and  the 
Board’s  executive  staff.  The  prayers  in¬ 
clude  many  on  the  theme  of  Christian 
unity  and  some  by  church  leaders  in 
Africa  and  Latin  America. 

t 

The  Rev.  Kenneth  S.  Jones,  for  the 
past  five  years  director  of  Washington 
(D.  C.)  Area  Methodist  Information, 
has  been  appointed  pastor  of  Faith 
Methodist  Church  in  Rockville,  Ind., 
and  assumed  his  new  duties  February 
1. 


INGLESIDE  GUILD 

The  Wesleyan  Service  Guild  of  the 
Ingleside  Church  in  Baton  Rouge  held 
its  regular  monthly  meeting  in  the 
church  annex  January  26. 

The  theme  of  the  program  for  the 
evening  was  "Across  the  Atlantic”  and 
was  designed  to  introduce  American 
Methodist  women  to  British  Method¬ 
ism  and  to  show  the  place  of  Meth¬ 
odism  in  the  total  ecumenical  move¬ 
ment.  Mrs.  Agnes  Eubanks,  program 
chairman,  gave  a  description  of  a  pil¬ 
grimage  in  London  and  outlined  the 
beginning  of  the  Methodist  Church 
there.  Mrs.  Verl  P.  Dykes.  Mrs.  B.  W. 
Causey,  and  Mrs.  E.  H.  Davidson  as¬ 
sisted  Mrs.  Eubanks. 

The  business  session  was  conducted 
by  the  president,  Mrs.  James  P.  Bright, 
who  reminded  the  group  of  the  annual 
fellowship  meeting  to  be  held  Feb¬ 
ruary  23  in  the  church  annex.  Mrs. 

I.  E.  Hanson,  Jr.  will  be  the  speaker 
for  the  meeting.  Mrs.  L.  D.  Mitchell 
was  appointed  food  chairman,  and 
Mrs.  W.  J.  Gussman  will  have  charge 
of  decorations. 

Mrs.  C.  V.  Barnes  reported  on  the 
District  Citizenship  Brunch  which  was 
held  at  First  Methodist  Church  in  Ba¬ 
ton  Rouge  on  January  22.  She  said  that 
106  members  of  the  Wesleyan  Service 
Guild  and  their  guests  attended. 

It  was  announced  that  the  Sixteenth 
Annual  Spring  Meeting  of  the  Louisi¬ 
ana  Wesleyan  Service  Guilds  will  be 
held  in  Lake  Charles  on  March  17-19. 
The  theme  for  the  meeting  will  be 
"Total  Mission  to  a  Total  World.” 

t 

VACATION  CHURCH  SCHOOL 
INSTITUTES  are  being  planned  in 
each  of  the  eight  districts  by  your 
district  director  of  children’s  work.  Be 
sure  to  attend,  order  your  literature  be¬ 
fore  you  go,  and  get  your  report  blank 
for  your  school  at  that  time. 

If  your  church  has  a  weekday  nursery 
and/or  kindergarten  please  notify  Rev. 

J.  C.  Skinner  of  this.  He  will  write 
you  for  further  information. 

— o — 

Each  district  in  the  Louisiana  Con¬ 
ference  is  having  training  schools  on 
the  New  Day  in  Adult  Literature.  All 
interested  adults  should  attend.  Each 
pastor  knows  where  and  when. 

t 

Dr.  Clovis  G.  Chappel  celebrated 
his  85th  birthday  January  by  beginning 
revival  services  at  the  Adams  (Tenn.) 
Methodist  Church. 
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Editorial 

“Our  teachers 
vote  to  .  .  ” 

by  James  C.  Skinner 
Education,  Executive  Secretary 

"The  objective  of  the  church  as  man¬ 
ifested  through  its  educational  ministry 
is  that  all  persons  be  aware  of  and 
grow  in  their  understanding  of  God, 
especially  of  his  redeeming  love  as  re¬ 
vealed  in  Jesus  Christ,  and  that  they 
respond  in  faith  and  love — to  the  end 
that  they  may  know  who  they  are  and 
what  their  human  situation  means,  in¬ 
creasingly  identify  themselves  as  sons 
of  God  and  members  of  the  Christian 
community,  live  in  the  spirit  of  God 
in  every  relationship,  fulfill  their  com¬ 
mon  discipleship  in  the  world  and  abide 
in  the  Christian  hope.” 

Why  do  we  keep  seeing  this  state¬ 
ment  over  and  over?  It  could  be  that 
our  church  is  trying  to  tell  us  some¬ 
thing.  If  we  intend  to  be  a  part  of 
that  church,  if  we  are  to  be  helped  by 
that  church,  if  we  are  to  serve  the 
Lord  through  that  church,  it  seems  like 
a  sound  idea  to  listen. 

Most  of  us  will  agree  that  we  are 
living  in  a  new  day.  Almost  every  con¬ 
versation  sooner  or  later  gets  around  to 
how  things  have  changed.  Things 
change — do  we?  In  his  article  "The 
Dangerous  Christ”  M.  Jackson  White 
say,  "It  has  been  said  that  there  is  no 
point  like  the  pain  of  a  new  idea.  We 
all  have  our  own  little  thought-world 
that  we  do  not  want  disturbed.” 

We  miss  the  point  when  we  say  that 
the  New  Day  is  an  attempt  to  sell 
new  literature.  I  will  admit  that  I  think 
Methodist  people  in  a  Methodist 
Church  ought  to  use  Methodist  liter¬ 
ature.  This  is  true  even  if  it  is  more 
expensive,  requires  greater  preparation 
on  the  part  of  the  teacher,  demands 
more  participation  on  the  part  of  the 
class  member  and  presents  the  Bible  in 
a  more  useful  and  comprehensive  way. 
But  literature  is  expendable. 

The  important  point  is  what  can  we 
learn  about  God,  man,  sin,  salvation, 
faith,  love  and  hope  that  will  help  life 
take  on  new  meaning.  Certainly  there 
is  something  better  than  the  Interna¬ 
tional  Lesson  series.  Certainly  we  will 
need  more  than  thirty  minutes  study 
on  Sunday  morning.  Let  us  hope  we 
find  it.  Then  when  we  get  the  material 
there  will  still  need  to  be  some  better 
ideas  about  learning  and  sharing.  It 
doesn’t  matter  so  much  which  comes 
first  just  so  they  come  into  our  ex¬ 
perience. 

Grow  in  understanding  of  God 

Love  as  revealed  in  Jesus  Christ 

Who  we  are 

Sons  of  God 

The  Christian  hope 

What  do  these  mean?  Why  do  we 
have  an  educational  division  in  our 
church?  A  missions  division?  Why  do 
we  have  a  church?  What  is  our  rela¬ 
tionship  to  God  the  Father?  How  does 
this  affect  our  living  together  with  our 
family  and  neighbors  in  1967? 

These  questions  and  others  like  them 
are  major  ones.  Wrestle  with  them 
when  the  class  or  group  gets  together 
instead  of  majoring  in  minors. 


This  group  is  shown  making  plans  for  October,  1967  Conference  Recreation 
Workshop.  Meeting  at  Camp  Istrouma,  Baton  Rouge,  January  19-20  were 
(left  to  right)  Mrs.  Flora  Galloway,  director  of  XYZ  program  at  First  Church, 
Baton  Rouge;  the  Rev.  J.  C.  Skinner,  Area  Council;  the  Rev.  Harold  Hipps, 
General  Board  of  Education;  the  Rev.  M.  C.  Cady,  First  Church,  Baton 
Rouge;  Mrs.  John  Oldham,  Baton  Rouge,  and  Mrs.  Elton  Barrillier,  Baton 
Rouge. 


CERTIFICATION  PROCEDURE 
FOR  MUSICIANS 

Directors  and  ministers  of  music  are 
certified  by  the  Conference  Board  of 
Education  upon  recommendation  of  the 
Committee  on  Music. 

Basic  requirements  are  a  sincere  de¬ 
sire  to  serve  Christ  and  His  Church 
through  a  ministry  of  music;  a  bac¬ 
calaureate  degree  in  sacred  music,  music 
or  music  education  from  a  recognized 
college  or  university;  a  year’s  effective 
music  leadership  experience  in  the  total 
program  of  a  local  Methodist  Church 
and  current  membership  in  The  Meth¬ 
odist  Church. 

Any  persons  interested  in  becoming 
certified  are  requested  to  obtain  appli¬ 
cation  forms  from  the  Area  Council 
Office  in  Shreveport  (P.  O.  Box  4325) 
and  submit  them  before  March  1,  1967, 
so  that  proper  action  may  be  taken  by 
certifying  agencies.  The  certification  is 
awarded  at  Annual  Conference  in  June. 
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VACATION  CHURCH  SCHOOL 
INSTITUTES  are  being  planned  in, 
each  of  the  eight  districts  by  your 
district  director  of  children’s  work.  Be 
sure  to  attend,  order  your  literature  be> 
fore  you  go,  and  get  your  report  blank 
for  your  school  at  that  time. 


If  your  church  has  a  weekday  nursery 
and/or  kindergarten  please  notify  Rev. 
J.  C.  Skinner  of  this.  He  will  write 
you  for  further  information. 

Each  district  in  the  Louisiana  Con¬ 
ference  is  having  training  schools  on 
the  New  Day  in  Adult  Literature.  All 
interested  adults  should  attend.  Each 
pastor  knows  where  and  when. 

t 

Nature  furnishes  abundant  hints  that 
our  mad  pace  is  unnatural.  The  most 
important  things  cannot  be  hurried. 
The  sun  will  take  its  good  time  in 
rising  and  setting.  You  cannot  hurry 
it. — Harold  E.  Kohn 


Mt.  Sequoyah 
Leisure  Workshop 
April  10-15 

THE  CHURCH’S  MINISTRY  IN 
LEISURE,  South  Central  Area  Work¬ 
shop,  will  be  held  at  Mt.  Sequoyah,  Fay¬ 
etteville,  Arkansas,  April  10-15.  This 
is  a  new  concept  of  the  old  "Rec¬ 
reation  Workshop." 

The  publicity  on  this  workshop 
states:  "Long  since  we  have  passed  the 
concept  of  'recreation'  as  'fun  and 
games.’  American  patterns  of  recreation 
and  leisure  have  changed.  We  have  to 
face  the  'Leisure  Revolution’.” 

If  interested,  please  write  Box  4325, 
Shreveport,  Louisiana  71104,  for  fur¬ 
ther  information.  The  brochures  have 
not  yet  been  printed,  but  we’ll  mail 
you  one  as  soon  as  we  receive  them. 
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NEW  METHODIST 
CAMP  PROGRESSES 

A  recent  issue  of  the  Church  News 
of  Leesville  Methodist  Church  con¬ 
tained  the  following  item: 

"As  we  go  to  press,  E.  C.  Palmer, 
chairman  of  the  Campsite  Committee, 
reports  that  timbers  have  been  secured 
for  building  a  retaining  wall  at  the 
shoreline  of  our  campsite  at  Lake  Ana- 
coco. 

"This  is  the  second  step  in  provid¬ 
ing  a  good,  safe  and  permanent  water¬ 
front  for  swimming.  Boy  Scouts  of 
Troop  75  have  cleared  one  campsite 
and  have  used  it  several  times.  Other 
improvements,  including  a  shelter  and 
tables,  are  projected  for  the  future.  All 
usable  suggestions  and  materials  will 
be  gladly  accepted.” 
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Patience  is  not  passiveness,  waiting 
for  everything  to  be  done  for  us.  It  is 
rather  the  principle  of  begining  early 
and  taking  one’s  time — or  God’s  time 
— in  getting  things  done. — Harold  E. 
Kohn 


A  Report 
from  New  Orleans 
Inner-City  Parish 

by  Rupert  Coles 

The  purpose  of  our  Inner  City  work 
is  twofold: 

1.  To  strengthen  the  programs  of 
the  Inner  City  churches. 

2.  To  meet  the  needs  of  people  liv¬ 
ing  in  areas  served  by  Inner  City 
churches. 

Our  first  purpose  seeks  to  be  ful¬ 
filled  largely  through  the  efforts  of 
a  coordinated  staff  composed  of  pas¬ 
tors  of  the  churches.  Programs  and  ac¬ 
tivities  are  instituted  in  the  Inner  City 
churches  to  accomplish  that  which  they 
cannot  accomplish  alone.  Such  activities 
include  joint  Methodist  Youth  Fellow¬ 
ship  groups  and  joint  schools  of  mis¬ 
sions.  These  activities  involve  all  In¬ 
ner  City  churches  in  coordinated  ac¬ 
tivity. 

If  each  individual  church  were  to 
attempt  these  activities  alone,  little 
would  be  accomplished.  Participation 
by  the  churches  would  simply  be  too 
slight  for  meaningful  program. 

Coordinated  commission  activity  is 
another  means  jvhich  seeks  to  strength¬ 
en  local  church  program.  Members  of  a 
given  commission  of  each  local  church 
meet  under  the  leadership  of  a  Inner 
City  pastor.  This  arrangement  enables 
churches  to  share  information  about 
what  is  being  done  by  each  church  and 
discuss  ideas  about  what  might  be  done. 
This  procedure  seems  helpful  and  en¬ 
couraging  to  each  commission. 

The  second  purpose,  that  of  meeting 
the  needs  of  persons  living  in  the  area 
where  Inner  City  churches  are  located, 
can  be  accomplished  only  through  the 
involvement  of  members  of  suburban 
churches.  Inner  City  church  members 
are  simply  not  large  enough  in  numbers 
to  do  the  job.  Nor  are  many  qualified 
for  the  task  at  hand.  Tutoring  is  the 
most  useful  service  rendered  to  chil¬ 
dren  living  in  Inner  City.  To  some  it 
means  the  difference  between  success 
or  failure  in  school.  To  others  tutoring 
seems  to  offer  an  opportunity  for  adults 
to  form  a  friendship  with  children  of 
broken  homes  which  are  helpful  to  the 
minors.  Such  a  relationship  can  be  a 
great  deal  of  help  to  a  child  who  suf¬ 
fers  from  an  imbalanced  home. 

To  bring  concern  to  the  problems  of 
those  in  need,  to  manifest  to  others 
the  love  which  God  has  manifested  to 
us  in  Christ  .  .  .  this  is  the  opportunity 
and  the  imperative  in  the  Inner  City. 

t 

This  is  467 
Youth  Week 

"CALLED  TO  BE  HUMAN  IN  A 
BROKEN  WORLD”  is  the  theme  of 
Youth  Week,  January  29-February  5, 
1967.  Youth  Week  signals  "the  begin 
ning  of  a  year-long  study  which  calls 
young  people  and  the  churches  to  seri¬ 
ously  consider  central,  essential  and  rel¬ 
evant  issues  facing  Christians  now.” 
This  may  be  a  good  opportunity  for 
your  youth  group  to  participate  with 
youth  groups  in  a  community  study 
experience.  Your  local  youth  group  may 
want  to  do  something  in  your  own 
church  that  will  let  your  entire  con¬ 
gregation  know  that  you  are  doing 
some  important  thinking  and  studying. 
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Plea  for  radical 


Christianity 


By  W.  W.  Reid 

William  Stringfellow  attorney  turned 
author  and  lecturer  on  Christian  and 
social  involvement  and  concern  for 


America  and  the  world  family  —  has 
"a  premonition”  that  this  nation  is  en¬ 
gaged  in  a  course  of  belief  and  of  ac¬ 
tion  that  is  leading  to  national  suicide 


— and 
And,  li 


perhaps 
ike  the  < 


s  racial  suicide  as  well. 
Old  Testament  prophets, 
Mr.  Stringfellow  has  been  calling 
Americans  to  turn  and  repent  before  it 
is  too  late.  Now  he 
has  put  his  thesis, 
and  powerful  sup¬ 
port  for  his  thesis, 
in  a  book,  Dissen¬ 
ter  in  a  great  So¬ 
ciety  (Holt,  Rine¬ 
hart  and  Winston). 
It  bears  the  more 
explicit  sub-title, 
"A  Christian  view 
of  America  in  cri¬ 


on  a 


wide 


circuit 


sis.” 

Mr.  Stringfellow’s  contention  is  that 
America  has  the  technical  know-how 
and  the  material  wealth  to  banish  the 
physical  poverty  from  which  most  of 
the  rest  of  the  world  is  suffering,  and 
which  jeopardizes  certain  groups  of 
people  even  within  the  U.S.A.  Yet 
poverty  exists  most  everywhere,  while 
over-wealth  becomes  a  disease  and  han¬ 
dicap  to  all  America  and  robs  her  of 
the  world’s  goodwill. 

"Does  America  have  the  moral  ca¬ 
pacity  to  use  its  skill  and  wealth  to 
eliminate  poverty?”  he  asks.  Further, 
do  the  churches  give  themselves  to  the 
solution  of  the  problem  of  poverty  and 
its  related  problems  "in  the  very  man¬ 
ner  of  Christ’s  own  ministry  to  the 
world”?  His  own  answers  are  that  thus 
far  the  nation  has  not  developed  the 
moral  capacity  for  the  undertaking,  and 
that  the  churches  have  generally  failed 
to  lead  the  way  and  supply  the  neces¬ 
sary  Christian  motivation. 

The  present  nationwide  "war  on 
poverty,”  Mr.  Stringfellow  believes, 
tends  to  be  an  appeasement  of  the 
conscience  of  those  who  barely  know 
who  the  poor  are,  or  what  their  con¬ 
dition  is,  and  is  not  empathy  for  the 
sufferings  of  the  needy  and  underprivi¬ 
leged.  In  money  terms,  the  appropria¬ 
tions  fall  far  short  of  what  is  needed 
to  remedy  inequalities,  and  even  that 
meager  amount  is  being  used  in  at¬ 
tempts  to  treat  symptoms  of  poverty 
rather  than  basic  causes. 


Chapters  of  Dissenter  in  a  Great  So¬ 
ciety  hold  no  punches  in  pointing  out 
the  apathy  of  the  general  public  in 
America  (who  on  the  economic  scale 
of  the  world  are  "affluent”  or  above) 
to  doing  anything  constructive  and 
long  range  about  the  real  causes  of 
poverty  in  this  "favored  land”  and 
throughout  the  world.  He  sees  little 
hope  for  changing  America’s  "idolatry 
of  money,”  its  technological  trend 
(which  at  least  temporarily  can  add  to 
unemployment),  or  the  majority  belief 
that  the  poor  are  poor  because  of  their 
own  improvidence  —  little  hope  for 
change  through  politics  and  politicians 
(as  distinguished  from  statesmen),  or 
through  the  present  contention  among 
Ihe  races  or  ethnic  groups  of  the  nation, 
or  from  the  church  that  fears  being 
compromised  by  "involvement  in 


j British 


scene 


by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 


The  British  political  scene  was  en¬ 
livened  by  the  change  in  the  Liberal 
Party  leadership  when  the  thirty-seven- 
year-old  Member  of  Parliament  for 
North  Devon,  Mr.  Jeremy  Thorpe,  be¬ 
came  the  new  leader  of  the  Liberal 
Party. 

Aften  ten  years,  Mr.  Jo  Grimond 
has  relinquished  his  leadership,  al¬ 
though  he  has  not  retired  from  active 
politics,  and  Jeremy  Thorpe,  the  bright 
young  darling  of  the  Young  Liberals 
takes  his  place. 

An  Old  Etonian,  he  went  to  Oxford, 
where  he  was  President  of  the  Union — 
a  distinction  which  is  often  the  step¬ 
ping-stone  to  political  honours.  He  is 
a  bachelor,  and  a  barrister  by  profes¬ 
sion. 

He  won  a  rural  farming  seat  in  the 
Commons  from  the  Conservative  Party 


in  1959,  and  successfully  defended  it 
again  in  the  last  General  Election.  He 
has  been  treasurer  of  the  Liberal  Party 
since  last  October,  and  has  been  widely 
tipped  as  Jo  Grimond’s  successor.  He 
was  educated  partly  in  the  United 
States. 

Although  the  Liberal  Party  only  has 
twelve  members  in  the  House  of  Com¬ 
mons,  it  is  said  to  command  some  two 
and  a  half  million  votes  in  the  country, 
and  Jeremy  Thorpe,  like  his  predecessor 
in  office,  sees  the  Liberal  Party  as  be¬ 
ing  the  Radical  Party  of  the  future. 

The  day  after  his  appointment  he 
said  publicly  that  he  thought  that 
Harold  Wilson’s  Labour  Party  and  Ed¬ 
ward  Heath’s  Conservative  Party 
amounted  to  two  Conservative  Parties 
in  the  ancient  Parliament  of  Britain, 
and  that  the  Liberal  Party  was  the 


worldly  affairs.” 

But  William  Stringfellow  is  a  dedi¬ 
cated  and  outspoken  Christian:  he  has 
been  called  one  of  the  truly  Christian 
believers  of  our  time.  And  William 
Stringfellow  believes  that  God  is  still 
looking  to  His  Church  to  become  in¬ 
volved  in  the  sufferings  and  problems 
of  the  human  race  for  which  His  Son 
was  willingly  and  hopefully  sacrificed. 
Mr.  Stringfellow  quotes  the  Letter  of 
James  as  authority  for  the  church  to 
leave  disputes  over  theological  differ¬ 
ences  and  to  become  "radically  involv¬ 
ed”  in  attack  on  those  attitudes  that 
perpetuate  poverty:  "Religion  that  is 
pure  and  undefiled  before  God  and 


the  Father  is  this:  to  visit  the  orphans 
and  widows  in  their  affliction,  and  to 
keep  oneself  unstained  in  the  world.” 

For  both  the  church  as  an  institution 
and  for  Christians  as  individuals,  Mr. 
Stringfellow  asserts  that  adequate  "in¬ 
volvement”  that  can  save  mankind  from 
disaster  will  mean:  to  live  in  and  work 
in  the  world  "as  it  is”;  to  act  as  one 
believes  a  follower  of  Christ  should  act 
in  every  circumstance;  to  be  "radical” — 
attacking  wrong  in  every  area  of  life; 
to  be  concerned  for  all  men  who  are 
ignored,  forgotten,  or  cast  out  by 
others  .  .  .  Are  we  able  to  be  "radical 
Christians”? 

f 


real  radical  alternative.  He  makes  no 
secret  of  the  fact  that  he  would  like 
to  model  his  policy  to  a  large  extent 
on  the  radicalism  of  John  F.  Kennedy. 

Certainly  he  said  something  which  I 
sure  will  make  a  wide  appeal. 
Speaking  of  the  situation  in  Britain  to¬ 
day,  in  the  middle  of  the  economic 
squeeze,  and  with  many  problems  in¬ 
ternally  to  solve,  he  declared  that  what 
was  needed  most  was  to  change  the 
mood  of  the  country.  This  may  seem  a 
nebulous  aim  for  a  politician,  but  it 
is  a  subtle  and  difficult  task  to  change 
attitudes,  and  this  the  Liberals  would 
like  to  do. 

In  general,  they  are  in  favour  of  the 
profit-motive  and  against  too  much 
State  control.  Long  before  Harold  Wil¬ 
son  thought  of  his  present  tour  of  the 
Common  Market  countries,  Jeremy 
Thorpe  was  one  political  prophet  who 
wanted  to  see  Britain  into  the  Euro¬ 
pean  Common  Market,  and  he  was 
dear  about  this  when  many  political 
leaders  were  so  hesitant  that  the  first 
chance  was  lost. 

Personable — the  cynics  say  he  will 
win  the  women  —  clear-thinking  and 
just  a  little  debonair,  Jeremy  Thorpe 
might  well  make  a  mark  on  British 
politics  in  the  next  three  years.  Which 
is  when  we  shall  know  just  where  the 
Liberals  are  going — on,  or  out  of  the 
political  scene  altogether. 

*  *  * 

VALUES 

Morality  tale  from  the  centre  of  Lon¬ 
don.  A  member  of  the  famous  City 
Temple  Church  in  Holborn  was  Emil 
Mettler.  Now  dead,  Emil  was  a  well- 
known  worshipper  at  the  famous 
church.  He  was  also  a  friend  of  that 
greatheart  of  Africa,  Albert  Schweitzer. 
Mettler  owned  a  little  restaurant  in  the 
West  End.  He  not  only  provided  good 
food  there,  but  he  also  made  it  a  haven 
for  Christian  workers  of  every  kind. 

Schweitzer  always  ate  there  when  he 

(Continued  on  page  11) 


/!  Jlcupman' 4  WtineAA 

by  Charles  A.  Stuck/Lay  Evangelist 


WHAT  IS 

TRUE  REHABILITATION? 

A  young  man  in  our  local  jail  sent 
word  to  me,  "If  you  will  help  me  get 
out,  I’ll  go  to  church  regular.” 

Another  young  man  in  the  state  pris¬ 
on  told  me,  "When  I  get  out  the  sheriff 
ain’t  ever  gonna  see  me.  I’ll  stay  out 
o’  his  way  from  now  on.”  Both  of  these 
men  have  a  mistaken  idea  of  what  it 
means  to  be  a  good  citizen. 

The  first  one  seemed  to  think  that 
simply  going  to  church  would  cleanse 
him  of  his  guilt:  that  when  he  decided 
to  become  a  "good  guy,”  he  could 
achieve  it  with  the  same  suddenness 
and  ease  that  the  "bad  guys”  become 
good  on  the  television  shows. 

The  second  man,  laboring  under  the 
harsh  discipline  of  the  penitentiary 
wants  to  be  free.  And  who  wouldn’t? 
Prison  life  at  best  is  severe.  He  has 
three  precious  children.  Of  course  he 
misses  them.  But  he  was  not  consider¬ 


ing  them  very  seriously  when  he  tried 
to  rob  a  store,  or  to  break  out  of  jail, 
or  when  he  tried  to  run  away  from 
police  officers.  All  that  he  can  think 
of  today  is  being  released  so  he  can 
choose  his  own  way  of  life  once  more. 
His  children  actually  take  second  place 
in  his  plans. 

Right  now  Arkansas  is  in  quite  a 
furore  about  the  conduct  of  our  penal 
institutions.  The  problem  is  deeper 
than  most  people  realize.  But  some 
basic  facts  are  as  obvious  as  sunshine 
on  a  summer  day.  Aside  from  the  ur¬ 
gent  need  to  clean  up  the  corruption 
that  has  come  to  light,  Christians  have 
another  very  important  responsibility 
toward  these  people  who  have  fallen 
into  the  hands  of  the  law. 

Men  and  women  in  prison  need  to 
be  taught  three  things.  In  the  first 
place,  they  should  receive  more  educa¬ 
tion.  Most  convicted  men  have  very 
little  education.  And  ignorance  is  the 
mother  of  crime. 


In  the  second  place,  they  need  to 
learn  a  useful  trade.  When  a  man  is 
released  from  prison  without  any  other 
ability  than  to  chop  and  pick  cotton, 
he  has  very  little  training  to  make  a 
decent  living.  The  temptation  to  return 
to  crime  is  too  great. 

The  third  and  most  important  in¬ 
gredient  in  rehabilitation  is  spiritual. 
These  two  young  men  and  thousands 
like  them  need  to  hear  the  story  of 
God  and  Hi#  love;  of  Jesus  and  His 
great  sacrifice  on  the  cross.  An  "ex- 
con”  without  Christ  nearly  always  re¬ 
mains  bitter,  resentful,  a  continuing  so¬ 
cial  liability. 

Stern,  strict  discipline  must  be  a  part 
of  prison  life.  But  there  must  be  no 
forture.  More  than  that,  every  inmate 
must  be  given  the  opportunity  to  accept 
Christ  as  his  Savior. 

True  rehabilitation  is  a  long,  tedious, 
often  discouraging  task.  But  even  the 
few  results  that  we  see  are  worth  all 
the  effort. 
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Harold  E.  Hatt,  ENCOUNTERING 
TRUTH,  $4. 50,  Abingdon. 

Dr.  Hatt,  professor  of  philosophy 
and  theology  at  Phillips  University,  dis¬ 
cusses  in  this  book  the  question  as  to 
whether  we  arrive  at  Christian  doctrine 
through  encounter  with  God  or  whether 
we  work  out  our  own  beliefs  after  we 
have  had  a  personal  encounter  with 
God.  Along  the  route  to  the  latter  con¬ 
clusion  he  takes  us  on  a  journey 
through  the  encounter  theology  of  Bu¬ 
ber  and  Brunner  and  the  propositional 
theology  of  Machen,  Warfield  and  Kuy- 
per.  For  those  who  are  interested  in 
making  such  a  journey,  this  is  an  ex¬ 
cellent  vehicle. 

A  disciple  of  encounter  theology,  the 
writer  says,  "Encounter  theology  has 
now  reached  a  point  of  maturity  at 
which  examination  of  its  foundations 
is  both  possible  and  necessary.  It  has 
been  attacked  from  both  right  and  left 
and  has  conducted  itself  admirably  on 
both  fronts.  Its  success  in  the  heat  of 
theological  controversy  does  not  mean 
that  encounter  theology  can  retire  from 
the  demands  of  life,  but  rather  that  it 
is  time  for  a  new  self-appraisal.” 

For  one  who  is  interested  in  the 
"I-It”  and  "I-Thou”  figures  of  Martin 
Buber  this  book  contains  some  clarifica¬ 
tion.  Its  relationship  to  the  nature  of 
revelation  is  pretty  well  summarized  in 
this  sentence:  "The  intellectualistic  re¬ 
duction  of  faith  is  a  dangerous  misun¬ 
derstanding  because  God’s  self-revela¬ 
tion  is  not  given  simply  to  enlighten 
our  intellect  but  to  evoke  the  total 
response  of  faith  as  'obedience-in¬ 
trust’.” 

The  synthesis  of  encounter  and  prop¬ 


ositional  theology  in  the  process  ot 
revelation  produces,  according  to  this 
author,  "propositional  elements  with¬ 
out  claiming  that  propositions  are  in¬ 
fallibly  communicated.” 

— o — 


Gerald  H.  Anderson,  Editor,  CHRIS¬ 
TIAN  MISSION  IN  THEOLOGICAL 
PERSPECTIVE,  $1.95,  Abingdon. 

The  title  of  this  book  almost  caused 
us  to  toss  it  aside,  but  then  we  decided 
to  read  it  on  the  plane  on  the  way  to 
the  annual  meeting  of  the  Board  of 
Missions— thought  it  might  help  us  to 
understand  some  of  the  things  they  are 
doing.  We  were  pleasantly  surprised. 
It  is  a  very  readible  book  and  is  an 
excellent  volume  of  contemporary  the¬ 
ology  as  related  to  the  mission  of  the 
church. 

A  most  significant  statement  is  that 
by  the  editor  as  he  refers  to  a  danger 
which  confronted  this  project — "from 
the  outset  there  was  an  awareness  of 
the  danger  of  over-intellectualizing  the 
mission,  and  a  recognition  that  these 
studies  should  not  be  used  as  an  escape 
from  the  hard  reality  of  decision-mak¬ 
ing  in  mission  administration.” 

These  essays  are  the  results  of  an¬ 
nual  consultations  that  have  been  taking 
place  since  1956  on  "The  Theology  of 
Missions”  as  part  of  a  broad  ecumenical 
discussion.  Many  of  these  essays  were 
deliveredatthese  consultations.  Included 
are  works  by  S.  Paul  Schilling,  John 
D.  Godsey,  D.  T.  Niles,  A.  Roy 
Eckardt,  W.  Richey  Hogg,  L.  Harold 
DeWolf,  Carl  Michalson,  J.  Robert  Nel¬ 
son,  Walter  G.  Muelder  and  Everett 
Tilson. 


Methodist  editor 
enters  new  field 

NASHVILLE,  Tenn.  (MI)  —  The 
Rev.  Fred  Cloud,  Nashville,  an  editor 
of  national  Methodist  youth  publica¬ 
tions  for  more  than  13  years,  will  take 
a  new  position  Feb.  15  as  associate  di¬ 
rector  of  the  Metropolitan  Human  Re¬ 
lations  Commission  of  Nashville  and 
Davidson  County,  Tenn. 

The  commission  was  formed  about  a 
year  ago  by  the  Metropolitan  govern¬ 
ment  for  the  purpose  of  improving 
human  relations  through  racial  harmony 
and  equal  opportunity. 

Mr.  Cloud  joined  the  staff  of  the 
Editorial  Division  of  the  Methodist 
General  Board  of  Education  here  in 
1953.  He  edited  the  church  school  pub¬ 
lication,  Christian  Action,  more  than  12 
years,  and  in  July,  1966,  was  named 
editor  of  junior  high  publications  for 
academic  study. 

Richard  H.  Rice  of  the  Department 
of  Youth  Publications  has  been  pro¬ 
moted  to  succeed  Mr.  Cloud  in  the 
associate  editorship  in  that  department, 
Dr.  Henry  M.  Bullock,  editor-in- 
chief  of  Methodist  church  school 
publications,  and  Miss  Rowena  Fergu¬ 
son,  executive  editor  of  Methodist  youth 
publications. 


Although  Mr.  Cloud  in  his  new  posi¬ 
tion  will  be  employed  by  the  Metro¬ 
politan  government,  he  will  retain  his 
ministerial  membership  in  the  Tennes¬ 
see  Methodist  Conference  and  be  un¬ 
der  the  appointment  of  the  bishop. 

"I  see  this  new  responsibility,”  said 
Mr.  Cloud,  "as  an  exceptional  oppor¬ 
tunity  to  bring  the  Christian  conscience 
to  bear  on  some  of  the  really  tough 
problems  of  our  community  life.” 

Dr.  Bullock  stated,  “Mr.  Cloud  has 
made  a  valuable  contribution  to  the 
educational  work  and  curriculum  for 
youth  in  The  Methodist  Church.  We 
wish  him  every  success  in  the  challeng¬ 
ing  and  important  work  of  the  Human 
Relations  Commission.” 

Mr.  Cloud  has  been  active  in  civic 
affairs  here  for  several  years. 

He  is  the  author  of  three  books  and 
numerous  magazine  and  newspaper  ar¬ 
ticles. 

t 

British  scene 

' Continued,  from  page  10) 

was  in  London,  and  many  a  missionary 
had  cause  to  be  grateful  for  the  gen¬ 
erosity  of  Mettler. 

One  day  a  missionary  worker  was 
standing  by  the  restaurant  owner  as  he 


A  Braille  edition  of  the  new  Methodist  Hymnal  has  been  announced  by 
the  Methodist  Publishing  House.  The  edition,  which  has  about  1,400 
pages  set  in  eight  volumes  and  is  published  by  the  publishing  house  in 
cooperation  with  the  American  Printing  House  for  the  Blind,  Louisville, 
may  be  purchased  through  any  Cokesbury  Bookstore. 


Two  million 
hymnals  shipped 

NASHVILLE,  Tenn.  (MI)  —  Of¬ 
ficials  of  The  Methodist  Publishing 
House  here  have  announced  shipment 
of  the  two  millionth  copy  of  the  new 
Methodist  Hymnal. 

Shipment  of  the  hymnal  began  im¬ 
mediately  after  the  book  was  published, 
July  12,  1966.  Prior  to  that  date,  ad¬ 
vance  orders  had  been  received  for 
over  2,100,000  copies  of  the  hymnal, 
believed  to  be  a  record  for  advance 
sales  of  a  book. 

H.  Carl  Compton,  Publishing  House 
vice-president  for  retail  sales,  said  ad¬ 
ditional  orders  for  450,000  copies  have 
been  received  since  the  hymnal’s  pub¬ 
lication,  bringing  the  total  number  of 
hymnals  ordered  to  2,650,000  as  of 
Dec.  31,  1966. 

"Distribution  of  the  red  pew  edition 
of  the  hymnal  continues  to  double  that 
of  the  purple,”  Compton  added.  The 
pew  edition,  for  congregational  use, 
is  primarily  printed  in  two  colors, 
liturgical  red  and  liturgical  purple.  It 
can  be  ordered,  however,  in  almost  any 
color  and  binding  desired  at  additional 
cost. 

t 

opened  the  till.  In  the  drawer,  amongst 
the  notes  and  coins  was  a  six  inch  nail. 

“What  is  that  doing  there?”  asked 
the  visitor. 

“Oh,”  said  Mettler,  "I  keep  this  nail 
to  remind  me  of  the  price  Christ  paid 
for  me,  and  of  what  I  owe  in  return. 

*  *  * 

LAST  WORD 

"The  true  test  of  a  church  or  a 
religious  institution  is  not  whether  it 
is  venerable,  conventional,  orthodox  or 
popular;  but  whether  it  produces  the 
"Fruit  of  the  Spirit”  as  recorded  in 
Paul’s  Letter  to  tne  Galations  .  .  .  love, 
joy,  peace,  patience,  gentleness,  meek¬ 
ness,  goodness.”  — “Dick”  Sheppard. 


(jiiote 


and  utn/uole 


Vice-president  Hubert  H.  Humphrey, 
addressing  the  recent  assembly  of  the 
National  Council  of  Churches,  said: 
“We  are  a  long  way  from  achieving 
a  worldwide  community  of  peace  with 
justice  .  .  .  but  we  all  now  agree  that 
we  must  work  for  it.” 

Roy  Wilkins  of  the  NAACP,  recently 
commenting  on  the  “Black  Power” 
slogan:  "It’s  too  teen-ageish.  You  can’s 
handle  the  problems  of  20  million  cit¬ 
izens  with  a  football-type  slogan.” 

John  W.  Gardner,  Secretary  of 
Health,  Education  and  Welfare,  recent¬ 
ly  commenting  on  the  problem  of  air 
pollution:  "If  our  society  continues  to 
Become  less  livable  as  it  becomes  more 
affluent,  we  shall  end  up  in  sumptuous 
misery.” 


Dr.  Arnold  T.  Olson,  president  of 
the  Evangelical  Free  Church,  speaking 
recently  on  the  search  for  peace:  "One 
great  problem  is  for  people  of  various 
countries  to  understand  the  fears,  hopes 
and  spiritual  needs  of  each  other.” 

Governor  Ronald  Reagan  of  Cali¬ 
fornia  when  told  that  students  of  the 
University  of  California  were  consider¬ 
ing  a  protest  march  from  Berkeley  to 
Sacramento,  said:  "You  mean  they  are 
really  going  to  walk  all  the  way.  Some 
of  them  can’t  walk  across  the  campus.” 
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Baton  Rouge  City- 
wide  Methodist 
youth  revival 

February  24  and  25  are  the  dates 
for  the  city -wide  Youth  Revival  to  be 
sponsored  by  the  young  people  of  the 
Methodist  Churches  in  Baton  Rouge. 
The  revival  will  be  held  at  First  Meth¬ 
odist  Church,  with  Friday  and  Satur¬ 
day  services  at  7:30  p.m.  On  Saturday, 
February  25,  there  will  also  be  a  special 
program  of  afternoon  activities  and  a 
supper. 

General  Chairman  for  the  revival  is 
Lucy  McCord,  a  member  of  First  Meth¬ 
odist  Church.  She  is  also  a  senior  at 
Baton  Rouge  High,  where  she  is  in 
the  Boosters  and  the  Beta  Club.  Mike 
Lord  of  Broadmoor  Methodist  Church 
is  the  revival  co-chairman.  A  junior  at 
Broadmoor  High,  he  is  a  member  of 
the  varsity  football  team,  and  he  is 
president  of  the  South  Capitol  Sub-dis¬ 
trict  of  the  Methodist  Youth  Fellow¬ 
ship. 

Speaker  for  the  Youth  Revival  will 
be  the  Rev.  August  Aamodt,  nationally- 
known  minister  to  youth  at  First  Meth¬ 
odist  Church  in  Shreveport.  The  Re¬ 
vival  theme  will  be  "Lost  in  the 
Crowd.” 

An  important  planning  meeting  of 
the  Revival  Governing  Board  was  held 
Sunday,  January  29,  at  First  Methodist 
Church.  This  board  is  composed  of 
two  youth  representatives  from  each 
Methodist  church  in  Baton  Rouge. 

— John  Y.  Devereaux, 
Youth  Director, 

First  Methodist  Church, 
Baton  Rouge 
t 

MRS.  PEACH 

( Continued  from  page  4) 

elor  of  arts  degree  in  sociology.  In 
1965  she  received  a  master’s  degree 
in  social  work  from  Tulane  University 
in  New  Orleans.  In  college,  she  was 
a  member  of  the  Young  Women’s 
Christian  Association,  Phi  Mu  sorority, 
the  Social  Science  Club,  the  Millsaps 
Singers,  and  the  Wesley  Foundation. 
For  a  year,  she  was  a  caseworker 
trainee  at  the  MacDonnell  Methodist 
Center  in  Houma,  La.,  and  for  another 
year  worked  at  Board  of  Missions 
headquarters  in  New  York.  She  has 
been  on  the  staff  of  the  David  and 
Margaret  Home  since  September,  1965. 
She  is  a  member  of  First  Methodist 
Church,  Monroe. 

In  October,  1966,  she  was  married 
to  G.  David  Peach,  a  social  worker  in 
the  Los  Angeles  area. 

t 

THE  METHODIST  MEN  of  Munhol- 
land  Memorial  Church.  Metairie,  heard 
the  Rev.  H.  L.  Daughenbaugh,  Jr.,  cam¬ 
pus  minister  at  Tulane  University, 
speak  on  "The  Wesley  Foundation  on 
Campus”  at  their  January  25  meeting. 
The  pastor  is  the  Rev.  A.  W.  Town' 
send,  Jr. 

THE  LONG  RANGE  Planning  Com¬ 
mittee  of  First  Church,  Leesville,  met 
recently  with  Richard  Critz,  staff  arch¬ 
itect  from  the  Methodist  Board  of 
Missions.  Various  phases  of  the' 
Church’s  needs  were  considered — site. 
Church  school,  parsonage  and  sanc¬ 
tuary.  The  pastor  is  the  Rev.  James 
Christie. 


Among  the  2600  persons  attending  the  January  22  Shreveport  District  Evangelistic  Rally  at  First  Meth¬ 
odist  Church  in  Shreveport  were  bus  loads  from  Coushatta  and  Zwolle.  Some  of  these  Methodists  are 
shown  above  as  they  awaited  the  time  of  departure  and  after  they  boarded  bus.  Dr.  Lawrence  Lacour 
from  the  General  Board  of  Evangelism  in  Nashville  was  the  speaker.  An  estimated  ten  to  fifteen  thousand 
additional  persons  viewed  the  second  service  on  television.  Lonnie  Sibley,  Caddo  Heights  pastor,  served 
as  chairman  for  the  rally;  Lay  Leader,  Dudley  Snow,  a  combined  choir  from  district  churches,  and  soloist, 
Mrs.  Paul  Hagens,  were  other  participants  in  the  program. 


CENTENARY 

(Continued  from  page  4) 

there  will  be  plenty  of  time  for  fun, 
too,  with  a  basketball  game,  a  presenta¬ 
tion  by  the  Playhouse  and  a  party  sched¬ 
uled  for  the  afternoon  and  evening 
hours. 

Dr.  Jack  Wilkes,  president  of  Cen¬ 
tenary,  will  preside  and  speak  at  a 
morning  program  designed  as  an  intro¬ 
duction  to  the  College.  Centenary  Choir 
will  sing,  and  a  picture  of  student  life 
will  be  presented  by  Centenary  student 
government  officials. 

In  inviting  the  students  to  the  school. 
Dr.  Wilkes  said,  "Too  often  Method¬ 
ists  fail  to  recognize  the  important  part 
their  church  plays  in  the  sponsorship 
of  Christian  higher  education  through 
its  colleges  and  universities.  We  hope 
this  event  will  give  a  picture  of  the 
significant  role  that  Centenary  College 
is  fulfilling  as  a  Methodist  college.” 

Last  year  delegates  came  from  all 
parts  of  the  state,  and  college  officials 
believe  the  representation  will  be  even 
greater  this  year. 


THE  REV.  DAN  TOHLINE,  pastor 
of  Elysian  Fields  Methodist  Church, 
New  Orleans,  was  the  speaker  for  the 
January  27  meeting  of  the  Methodist 
Home  Hospital  Auxiliary  in  New  Or¬ 
leans. 

A  dozen  Christians  spending  an  hour 
a  week  together  in  an  honest  explora¬ 
tion  of  the  Gospel  and  their  own 
human  predicament  are  apt  to  discover 
a  13th  person  listening. 


GROUNDBREAKING 

( Continued  from  page  1) 

"The  people  of  this  state  are  tired 
of  being  last  in  everything,"  he  said, 
"and  I  hope  that  in  the  near  future  a 
light  will  shine  from  this  state  to  show 
everyone  that  Louisiana  is  a  leader  in 
medicine  as  well  as  industry  and  other 
fields.” 

The  governor  and  his  daughter  Re¬ 
becca  participated  in  the  groundbreak¬ 
ing  ceremony.  The  service  was  led  by 
the  New  Orleans  District  superintend¬ 
ent,  Dr.  Carl  F.  Lueg,  Sr.  with  the  clos¬ 
ing  prayer  by  Dr.  Benedict  A.  Gallo¬ 
way,  pastor  of  Rayne  Memorial  Meth¬ 
odist  Church. 

Edward  N.  Lennox,  vice  chairman  of 
the  fund-raising  committee,  was  master 
of  ceremones  and  introduced  the  guests 
on  the  platform:  Archbishop  Hannan, 
Rabbi  Bergman,  the  platform.  In  addi¬ 
tion  to  those  named  these  included  New 
Orleans  Mayor  Victor  H.  Schiro;  M. 
Kenneth  Schor,  chairman  of  the  board; 
City  Council  President  Maurice  E.  Lan- 
drieu,  and  representatives  of  the  hos¬ 
pital  board  of  directors,  architects  and 
contractors. 

The  original  gift  of  10  acres  of  land 
came  from  George  Williams  and  G.  W. 
Tames  of  the  T.  L.  James  Company  in 
Ruston.  Mr.  Williams  attended  the 
groundbreaking  ceremony. 

The  new  Methodist  Hospital  is  be¬ 
ing  built  on  a  221/2-acre  site  on  Read 
Road  between  Chef  Menteur  Highway 
and  Morrison  Road  (1-20). 

It  will  serve  a  vital  area,  including 
the  entire  eastern  third  of  New  Or¬ 
leans  as  well  as  St.  Bernard,  Plaque¬ 
mines  and  St.  Tammany  Parishes.  This 
area  is  now  experiencing  a  tremendous 
development  as  a  business  industrial, 
and  residential  center  of  the  city.  The 


hospital  will  provide  one  of  the  most 
vitally  needed  services  in  this  expand¬ 
ing  area. 

The  first  stage  of  the  hospital  con¬ 
struction  will  provide  for  a  160-bed  fa¬ 
cility,  and  it  will  offer  complete  med¬ 
ical  services.  Plans  call  for  enlargement 
of  the  hospital  to  a  total  of  450  beds 
eventually.  When  completed,  it  will  be 
the  finest-equipped  hospital  in  the 
South. 

The  need  for  a  new  hospital  in  this 
section  of  New  Orleans  has  been  rec- 
ognibed  by  the  Louisiana  State  Board  of 
Hospitals,  and  the  areas  has  been  des¬ 
ignated  as  a  "New  Hospital  Area"  by 
the  State  Board. 

NCC  education 
meet  in  Dallas 

"Christ  and  the  Faiths  of  Men”  will 
be  the  theme  of  the  February  9-16  meet¬ 
ing  of  the  Division  of  Christian  Educa¬ 
tion  of  the  National  Council  of  Church¬ 
es  in  Dallas. 

The  week-long  program  is  expected' 
to  draw  both  lay  and  ordained  Chris¬ 
tian  education  specialists  from  40  Prot¬ 
estant,  Anglican  and  Eastern  Orthodox 
communions  in  the  United  States  and 
Canada. 

A  number  of  special  meals  functions 
normally  held  during  this  annual  meet¬ 
ing  will  be  replaced  by  "Evenings  with 
the  Arts” — a  series  of  four  dinner  pro¬ 
grams  open  to  all  delegates. 


DR.  WEBB  D.  POMEROY,  professor 
of  Bible  at  Centenary  College,  was  the 
leader  for  the  Bible  study  of  Romans 
at  First  Church,  Natchitoches,  January 
22.  The  pastor  is  Dr.  Jolly  B.  Harper. 


Pictured  above  are  Centenary  College  faculty  members  who  spoke  in  New  Orleans  churches  January  8th. 
In  foreground  on  bus  are  Dr.  Virginia  Carlton,  Dr.  Viva  Rainey  and  Dr.  Webb  Pomeroy.  Seated  at  table 
(left  to  right):  Dr.  Lee  Morgan,  Dr.  B.  C.  Taylor,  Dr.  Carl  Lueg,  Robert  Ed  Taylor,  Dr.  and  Mrs.  A.  W. 
Townsend  and  Dr.  Richard  Speairs. 
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ALEXANDRIA  DISTRICT 

| 

t 

1 

0> 

& 

o 

3 

s 

Alexandria:  First, 

2 

Ben  R.  Oliphant 

9 

66 

- 

75 

Trinity:Byrl  Moreland 
Wesley -St.  Paul: 

8 

51 

59 

J.C.Zerangue,  Sr. 

12 

10 

- 

22 

Horseshoe  Drive: 

Louis  Coppage 

42 

- 

42 

Ball  a.:  C.O.  Hall 

2 

7 

- 

9 

Colfax:  Ira  Robinson 

Elizabeth  -Hopewell: 

4 

34 

" 

38** 

D.R.Deen 

4 

42 

- 

46** 

Glenmora  Ct.:  E.O.Pickdns 
Lecompte  -Ch .  Bayou  -Bayou 

7 

33 

“ 

40* 

Chicot:  R.  Galatas 

18 

48 

- 

66** 

Liberty  Ch.:R.  Friedrich 
Montgomery  -Campti  -Davis 

“ 

7 

- 

7 

Spgs:  J.F.Kellog 

6 

21 

i 

28* 

Natchitoches:  First;J ,B. Harper 

24 

71 

4 

99 

Oakdale:  W.F. Howell 

- 

24 

24 

Oak  Grove:  F.W. Campbell 

1 

15 

- 

16 

Olla:  Geo  Sherman, Jr. 

10 

29 

- 

39** 

Palestine -Bethel:  R.  Hoffpauir 

3 

22 

1 

26 

Pineville:  Earl  B.  Emmerich 

14 

72 

- 

86 

Trout -Eden -Urania:J.V.  Fairley  11 

34 

- 

45** 

Natchitoches  :Col  -Ave  - 

Provencal:Weaver,  W .C  .Worthy  ' 

L  9 

10 

Winnfield-Couley:R  .E  .Walton 

3 

56 

59 

Totals 

137 

693 

6 

836 

BATON  ROUGE  DISTRICT 

Amite:  Wm.  C.  Blakely 

10 

36 

1 

47*. 

Baker:  A. A.  Collins 

5 

11 

- 

16 

Baton  Rouge: 

Broadmoor  :B .  Bailey 

_ 

1 

_ 

1 

St .  Paul  -Broenfield: 

G.R. Messer 

2 

3 

1 

5 

Istrouma:M  .H  .Corley 

8 

43 

51 

St.John’s-Highland:H.  Price 

2 

4 

" 

6 

Bogalusa:  ESM:  Cleburne  Quaid 

26 

127 

- 

153** 

Clinton -Clear  Creek:W.C. 
Barham 

4 

39 

1 

44 

West  Feliciana  Ct -Concord 

New  Hope:  Ellis  Bankston 

_ 

7 

_ 

7 

Franklinton:  F.W.  Schwendimann  9 

14 

- 

23 

Gonzales:  T.O.  Crosby 

4 

9 

1 

14 

Hammond:  Alfred  M .  Brown 

15 

35 

1 

51 

Jackson  -Ethel  :J . B .Shearer 

19 

- 

19 

Kentwood:  Carey  Martin 

1 

25 

1 

27 

Livingstom  Ct:  P.W. Sibley 

13 

21 

" 

34** 

Lottie  -Rosedale  :G  VJ  .Burlew 

1 

19 

20 

Magnolia -Corbin:  C  G  Fuller 

6 

22 

- 

28 

Pine  Grove  Ct:  J.D.  Bell 

3 

18 

21 

Ponchatoula:  Jack  Winegeart 

9 

42 

- 

51 

St.  Francis  ville -Tunica: 

T.J  .Smith 

7 

19 

_ 

26 

Slaughter -New  Roads: 

R. Byron  Crosby 

_ 

14 

_ 

14 

Springfield  Ct:  John  Sayes 

3 

7 

10 

Tangipahoa -Pine  Ridge: 

S.P. Emanuel 

1 

14 

_ 

15 

Tickfaw:  Chas.  Brister 

- 

4 

- 

4 

Walker  Ct:  Paul  W.  Carter 

7 

25 

- 

32** 

Wesley  Ch-Lee's  Lan  ding: 
C.L.  Lipe 

3 

31 

_ 

34 

Zachary:  B.L.  Lawton 

35 

- 

35 

Totals 

147 

655 

5 

807 

LAFAYETTE  DISTRICT 

Church  Point  -PitreviUe: 

Frank  Lankford 

3 

13 

16** 

Crowley:  First:W.D.Boddie 

34 

55 

- 

89 

Wesley:  E.  Brouillette 

7 

10 

- 

17 

Ebenezer  -Esterwood:R  .R  .Branton 

17 

_ 

17** 

Golden  Meadow -Grand  Isle: 

R.R.  Miller 

16 

22 

38 

Houma:  First,  A.J.  Cain 

23 

49 

- 

72 

Indian  Bayou -Kaplan: 

T.R. Bergeron 

18 

96 

" 

114**' 

Lafayette :  Davis  on  Mem . 

Roy  Garrett 

3 

19 

- 

22 

Ivanhoe:  Roy  L.  Garrett 

3 

6 

- 

9** 

Asbury:  Geo.  Ross 

95 

32 

127** 

First:  J.L.  Stovall 

9 

30 

39 

Morgan  City:  Reuel  H.  Allen 

11 

27 

38 

Opelousas:  Fred  Shirley 

5 

- 

5 

Port  Barre-Krotz  Spgs  -Waxi: 

J.D.  Strozier 

3 

32 

1 

36** 

Rayne -Branch:  C.P.  Edwards 

26 

- 

26 

Patterson -Bayou  Vista: 

S.T. Lilly 

3 

- 

- 

3 

Totals  233  434  1  668 
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LAKE  CHARLES  DISTRICT  Eg  o 

Z  Bi  Z 

Cameron -Gr.  Chenier: 

R.M.  Bentley  4  19 

DeRidder,  Wesley -Holly  Gr. 


A.W.  Coody 


Elton  -Basile:  W  .T  .Hall 

3 

32 

- 

Guydan:  Wm  B  Shaw 

10 

30 

Kinder -Oberlin:  Rex  Squyres 

“ 

78 

Lake  Charles: 

First:  G.W.  Pomeroy 

14 

148 

1 

Oak  Park:  D.M.  Risinger 

7 

10 

- 

Simpson:  Roy  E  Mouser 

24 

172 

University:  Merlin  W . 

Merrill 

8 

36 

1 

Maplewood -Hackberry:W.J  .Reid  4 

11 

“ 

Raymond:  Ollie  L.  Golson 

1 

20 

Sulphur:  Henning  Mem . : 

D.W.  Poole 

29 

116 

- 

Totals 

109 

689 

2 

MONROE  DISTRICT 

Bastrop:  First,  R.L.  Peyton 

13 

87 

1 

Memorial  -Beekman : 

Abe  Conerly 

6 

10 

- 

Bonita -Jones  :K.K.  Carithers 

4 

14 

- 

Collinston -Bonne  Idee: 

Bonnie  R.  Holley 

2 

16 

- 

Epps  -Floyd:  A.E .  Wingfield 

2 

17 

* 

Garyson  Ct.:  Cecil  Mims 

2 

38 

- 

Kilboume  Ct:  Rose  Carithers 

2 

4 

2 

Walnut  Grove:  W.H.  Carroll 

6 

10 

- 

Mangham:  Hugh  G.  Dunn,  Jr. 

3 

33 

Little  Creek:  Union: 

Sammy  Hargrove 

2 

12 

Monroe:  First:  Geo  Harbuck 

1 

_ 

Gordon  Ave . :  L .  F .  Roos 

3 

6 

- 

Southside:  Lea  Joyner 

16 

55 

St.  Mark"s:  J.O. Evans 

5 

13 

2 

St.  Paul:  Fred  Flurry 

22 

19 

Oak  Grove:  Chas.  S.  Walker 

4 

19 

Oak  Ridge:  J.B.  McCann 

22 

19 

Rayville -Holly  Ridge: 

A.A.McKnight 

6 

43 

Sicily  Island:  L.W.  Taylor 

2 

2 

_ 

Tallulah:  Clark  W.  Bell 

12 

48 

Vidalia:  W.O.  Simmons 

27 

96 

Waterproof:  Clayton 

3 

12 

West  Monroe:  First: 

K.G.  McDowell 

18 

40 

McGuire:  Alvin  P.  Smith 

2 

6 

- 

Winnsboro:  D.T. Williams 

7 

116 

Wisner:  John  R.  Johns 

8 

26 

- 

Totals 

199 

762 

5 

NEW  ORLEANS  DISTRICT 

Fitzgerald  -Waldheim : 

J.E.  Constable 

1 

11 

- 

Lacombe  -St .  Tammany : 

H.G.Ensenat 

- 

1 

New  Orleans: 

Carrollton:  J.T. Harris 

14 

74 

- 

Elysian  Fields:  D.W.Tohline  14 

3 

- 

First:  Clyde  Clark 

4 

40 

- 

Jefferson:  Donald  J  Hall 

8 

16 

- 

St.  JAmes:  Harold  Bordages 

3 

11 

- 

Rayne  Mem.:  B.A. Galloway 

15 

110 

- 

St.  Luke:  J.P. Woodland 

5 

8 

- 

St.  Bernard:  Karl  D.  Wood 

3 

26 

- 

Slidell:  Kirby  A.  Vining 

12 

24 

Trinity-Asbury:  Fred  Mead 

3 

12 

- 

Belle  Chasse:  A.D.StAmant 

3 

- 

- 

Totals 

85 

336 

- 

3 

£ 

23 


22 

35 

40** 

78** 

163 

17 

196*** 

45 

15 

21** 


l 

Z 

Downs ville -Bethel  -Mt  Nebo: 

C.Q.Geissen  1 

Doyline  -  McIntyre : 

H.W.  Longfellow  19 

Farmerville:  J.D. Corley  4 

Gibsland-Oak  Grove:  E.H. House  2 
Haynesville -Colquitt:  A  G  Taylor  4 
Heflin -Brishwood:  W.P.Cassels  7 


Hodge:  Dell  S.  Durand,  Jr. 
Homer:  J.J. Caraway 
Wesley  Ch:  J.J. Caraway 
Jonesboro:  G.E. Blakely 
Marion  -Bird's  Ch:Geo  McVey 
Minden:  First:E.R. Thomas 
Quitman -Clay:  T.A  .Brown 
Ringgold -Grand  Bayou -Rocky 
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Mt:  Roy  Grant 
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2 

35 

37** 

Wilson  L .  Watson 

5 

40 

- 

45 

Trinity:  Douglas  McGuire 
Simmsboro  -Antioch  -Salem : 

20 

413 

5 

438*** 

J.D.  Pyles 

- 

43 

- 

43* 

Spri  nghill:Lloyd  E.  Williams 

12 

37 

- 

49 

101 

Dodson:  W.R.Akin 

- 

8 

- 

8 

16 
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44 
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SHREVEPORT  DISTRICT 


Barksdale:  Joe  H.  Robinson 

2 

3 

5 

Benton:  Leon  C.  Scott 

3 

18 

- 

21 

Blanchard:  Frank  M.  Stage, Jr. 
Boosier  City: 

6 

12 

18 

First:W.P. Fraser 

3 

82 

1 

86 

Ellerbe  Rd:  Thomas  A. Wilson 

7 

8 

1 

16 

Grand  Cane  -Bethel  :C.  Bailey 

- 

1 

1 

Greenwood:  Clarence  Krumnow  3 
Hall  Summit-East  Pt -Wesley  Ch: 

24 

2 

29* 

F.P.Corie 

2 

20 

- 

22** 

Haughton:  Robt  E  Carter 

4 

22 

- 

26 

Ida-Hosston:  Harold  McClung 

8 

30 

- 

38** 

Keatchie:  W.R.Wendt 

- 

6 

- 

6** 

Logansport:  Paul  Durbin 

2 

76 

- 

78*** 

Mansfield:  R.W.Bengston 

10 

30 

1 

41 

Many:  W.H.  Bengston 

5 

33 

- 

38 

Mooringsport:  E.A.Keasler 

1 

16 

- 

17 

Oil  City:  Floyd  M.  Durham 

3 

15 

I 

19** 

Pelican -Mitchell:  Terry  Willis 

4 

15 

- 

19** 

Pleasant  Hill  Ct:  R. Harrell 

3 

17 

- 

20 

Rodessa:  Floyd  M.  Durham 
Shreveport: 

3 

9 

' 

12*** 

Broadmoor  :R  .B .  Crichlow 

- 

146 

- 
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Cedar  Grove:John  M  .Winn 

5 

25 

- 

30 

Firs  t:D  .L  .Dykes,  Jr . 

40 

82 

1 

123 

Mangum  Mem:W.R.Cain 

- 

34 

- 

34 

Momingsaide  :D  .Felder 

7 

25 

- 

32 

Noel  Mem:  Sam  Nader 

11 

77 

- 

88 

North  HighlanddSeo  Harkins 

4 

15 

- 

19 

Lakeview:  Jas  Beasley 

2 

71 

- 

73** 

St.  Luke's:  A. M .Baker 

1 

11 

- 

12 

Summer  Gr:J.L. Adams 

9 

9 

- 

18 

Trinity:  Kenneth  Norton 

1 

17 

- 

18 

Wesley  Mem:E.  Dufresne 

- 

9 

- 

9 

Wynn  Mem:  Ira  A  Love 

1 
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1 

144*** 

Vivian:  Stone  Caraway 

- 

1 

- 

1 

Zwolle  -Nobel : W  .M  .Stegall 

4 

13 

- 
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Love  Chapel:  Ray  Rolon 

- 

1 

- 

1 

Conf  Mem  Hosp 

- 

75 

- 

75 
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8~ 
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Harmony  Ch -Lisbon -Arizona: 
C.E  .Henkel 
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20 
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- 
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- 
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8 
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_ 
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3 
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1 
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10 

10 
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37 
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International  Team  Helps  Sarawak  Women 


OUR  BISHOP'S  LETTER  ( Continued  from  page  1) 


The  Methodist  Churches  are  experiencing  a  real  growth.  I  preached  on  Mon¬ 
day  evening  to  a  small  but  interested  congregation  at  Christ  Church  in 
the  heart  of  the  city.  This  congregation,  also  too  large  for  its  building, 
is  composed  of  people  who  have  come  from  all  over  India  to  work  in  the 
mills  and  factories  of  Baroda.  They  need  help  to  expand  their  facilities.  We 
were  really  impressed  by  the  program  carried  on  in  the  Technological 
School  operated  by  The  Methodist  Church.  They  tell  us  that  of  all  high 
school  students  in  India,  approximately  60%  fail  to  graduate.  We  cannot 
go  into  the  causes  for  the  situation,  but  these  drop-outs  need  training 
to  enable  them  to  produce  at  their  best.  Some  of  the  finest  training 
that  I  have  seen  is  being  done  by  our  Church  in  Baroda. 

In  Nadiad  the  Methodist  Hospital  is  an  outstanding  institution.  Dr. 
and  Mrs.  Herschel  Aldrich  went  out  to  Nadiad  in  1930  and,  with  the 
exception  of  five  years,  have  served  in  Nadiad  Hospital.  When  I  was 
minister  at  First  Church,  Little  Rock,  we  helped  to  support  the  work  at 
Nadiad  for  several  years.  Mrs.  Walton  and  I  were  especially  glad  to 
visit  there,  where  we  stayed  in  the  home  of  Dr.  and  Mrs.  Aldrich. 

On  Wednesday  we  enjoyed  a  visit  to  Gadhra.  In  the  afternoon 
we  had  an  interesting  visit  to  Pipalia,  a  village  about  60  miles  from  Gadhra. 
This  section  is  labeled  a  famine  area,  and  there  was  much  to  see  that  was 
distressing.  It  is  not  possible  to  learn  whether  many  are  dying  in  '  India 
because  of  famine.  However,  food  supplies  and  water  resources  are  greatly 
limited,  and  the  people  everywhere  are  hungry.  We  had  a  royal  reception 
in  the  village.  They  came  to  meet  us  with  drums  beating,  the  people 
shouting  and  when  the  guns  began  to  fire  I  was  not  sure  whether  I  should 
stand  or  run.  We  had  a  good  service  and  I  was  privileged  to  baptize  45 
persons. 

Poona,  119  by  a  good  road  from  Bombay,  has  a  population  now  of 
approximately  a  million  persons.  The  altitude  is  about  2500  feet  and 
brings  to  visitors  a  welcome  relief  from  the  humidity  of  the  coast.  Poona 
is  the  educational  and  cultural  center  of  this  section  of  Indian.  It  has  been 
called  "The  Queen  City  of  the  Deccan.”  It  is  also  an  orthdox  Hindu 
center.  The  assasin  of  Gandhi  lived  in  Poon.  Many  communions  have 
work  here — among  them  the  Anglicans,  and  the  Church  of  Scotland.  There 
are  twelve  colleges  in  Poona  and  a  fine  spirit  of  cooperation  is  manifested 
in  Christian  work  in  this  city. 

The  Methodists  are  active  in  Poona.  Oldham  Memorial  Methodist 
Church  was  established  by  William  Taylor  in  1782,  and  has  been  in  opera¬ 
tion  continuously  since  that  time.  A  ministry  is  carried  on  today  by  this 
church  to  twelve  language  groups  and  several  nationalities.  The  congrega¬ 
tion  is  planning  to  begin  work  this  week  on  a  new  building  which  is 
greatly  needed.  Mrs.  Daisy  Samuel,  a  gracious  Indian  lady,  is  the  principal 
of  Hutchings  High  School  where  580  students  are  enrolled  from  nursery 
through  10th  grade.  The  educational  institutions  operated  by  The  Meth¬ 
odist  Church  in  the  Bombay  Area,  like  those  we  saw  in  North  India  in 
1958,  are  really  outstanding  schools.  As  the  students  were  leaving  the  chapel 
at  Hutchings  High  School  yesterday  morning,  and  I  said  to  Mrs.  Walton, 
"there  is  the  hope  of  India.” 

I  am  to  preach  twice  in  Bombay  in  the  morning.  We  are  to  have  the 
noon  meal  at  the  Methodist  Home  where  Miss  Maxine  Coleman  of  Indiana 
is  the  hostess.  In  the  evening  we  will  take  a  train  to  Jabalpur  where  we 
are  scheduled  to  arrive  at  noon  on  Monday. 

Dr.  Vela  Cleveland,  well  know  to  Methodists  of  New  Orleans,  was 
in  Bombay  last  week  and  we  had  a  good  visit  with  her.  We  are  to  visit 
Kolar,  where  she  is  stationed,  later  in  the  month.  She  sends  greetings  to 
all  her  friends  in  Louisiana. 

By  the  way,  Dr.  and  Mrs.  J.  E.  McClendon,  now  on  furlough,  have 
been  at  Nadiad  Hospital  for  five  years.  Mrs.  McClendon  is  the  daughter 
of  the  Reverend  and  Mrs.  James  A.  Knight  of  Lake  Charles.  Also  when 
we  were  in  Baroda  and  Ghadra  we  were  in  the  area  where  Dr.  and  Mrs. 
Pledger,  now  of  Centenary  College,  Shreveport,  served  when  they  were 
in  India.  We  have  found  many  of  their  friends  who  sent  warmest  greetings. 

Sincerely, 


Latin  American 
Federation  Planned 
NEW  YORK  —  Methodist  annual 
conferences  meeting  this  year  in  Latin 
America  are  expected  to  be  asked  to 
approve  creation  of  a  Federation  of 
Methodist  Churches  of  Latin  America. 

The  Latin  American  action  grows 
out  of  the  Consultation  on  Methodist 
Church  Structure  Overseas  held  the 


past  autumn  at  Green  Lake,  Wise.,  and 
follows  announcement  of  the  formation 
of  a  new  Council  of  the  Methodist 
Central  Conferences  in  Europe.  Organ¬ 
ized  in  1965  and  embracing  three  Cen¬ 
tral  Conferences  on  the  continent,  this 
council  binds  European  Methodists  in 
15  countries  together  in  joint  planning 
in  such  fields  as  Christian  education, 
finance  and  radio  and  television. 


How  an  international  team  of  wom¬ 
en  goes  about  helping  the  Iban  women 
of  interior  Sarawak  (Malaysia)  become 
better  homemakers  is  told  in  a  report 
sent  to  the  Methodist  Board  of  Mis¬ 
sions  in  New  York  by  one  of  its  travel¬ 
ing  staff  executives. 

Miss  Miriam  Brattain,  director  of  the 
Board’s  Department  of  Studies  and 
Schools  of  Missions,  returned  to  New 
York  December  12  from  an  educational 
visit  to  several  countries  of  Asia,  in¬ 
cluding  Sarawak. 
Her  report,  how¬ 
ever,  was  sent  from 
Sarawak.  She  wrote 
the  Board:  ”1  was 
impressed  by  the 
Women's  Institutes, 
and  I  think  Ameri¬ 
can  Methodists  will 
want  to  know  about 
them.  The  Institutes 
are  a  grassroots  effort  by  the  church  to 
help  village  women  in  the  longhouses 
become  better  homemakers  and  better 
Christian  wives  and  mothers.” 

The  Women’s  Institute  attended  and 
described  by  Miss  Brattain  was  held 
November  12  at  Nanga  Mujong,  one  of 
the  farthest  extensions  of  Methodist 
women’s  work  into  interior  Sarawak. 
She  wrote  in  her  dispatch: 

A  Women’s  Institute  was  held  at 
Nanga  Mujong,  Sarawak,  on  Novem¬ 
ber  12,  1966,  led  by  an  international 
Methodist  team  of  three  women.  One 
was  a  missionary  from  the  Philippines, 
Miss  Pricilla  Padolina.  One  was  a  short¬ 
term  teacher  from  America,  Miss  Carol 
Parrish  of  Plymouth,  Wis.  The  third 
was  an  Iban  woman  from  a  more  high¬ 
ly,  populated  area,  Madame  Lemok 
Manggah. 

For  three  weeks,  this  team  of  three 
women  travels  to  various  longhouses 
(residences  for  about  25  families), 
spending  a  week  in  each  and  followed 
by  a  week  at  home  to  rest,  prepare 
materials  and  experiment  with  foods 
that  are  nutritious  and  use  products 
easily  available.  They  test  the  foods  on 
Iban  women  living  near  them  to  see 
which  foods  are  best  like.  On  occasion 
they  take  the  12-15  hour  trip  up-river 
to  have  an  institute  for  the  women  of 
several  longhouses. 

The  day  at  Nanga  Mujona  began  at 
8:30  A.M.,  with  worship  led  by  Miss 
Parrish  and  Madame  Manggah  on  the 
theme  of  the  story  of  Mary  and  Martha, 
after  which  Miss  Padolina  began  a 
lesson  and  discussion  on  health. 

"Many  times  a  child  will  become  ill, 
and  the  parent  doesn’t  know  why,”  she 
said.  "There  are  thing  we  can  do  to 
prevent  illness.  One  is  to  keep  food 
covered  until  people  are  ready  to  eat." 
Showing  an  enlarged  picture  of  a  fly 
fa-  a  simple  health  book  for  new  liter¬ 
ates,  she  explained  how  flies  carry  di¬ 
sease.  "Our  flies  aren’t  that  big,” 
quipped  one  of  the  women,  "that  must 
be  a  fly  bringing  evil  spirits.” 

"What  water  do  you  drink?”  asked 
Miss  Padolina.  "The  River  water,”  the 
women  replied.  "You  should  collect 
sain  water  and  boil  it,”  instructed  Miss 
Padolina.  "Otherwise,  in  addition  to 
the  mud  and  debris  of  the  river,  it 
contains  bacteria  which  are  so  small 
that  they  can  be  seen  only  under  a  mic¬ 
roscope  (showing  a  picture  of  a  micro¬ 
scope).”  (The  Iban  word  for  "bacteria” 


is  literally  "the  bug  that  makes  you 
sick.”) 

After  the  health  lesson,  the  women 
adjourned  to  the  open  space  under  the 
missionary  residence  of  Mr.  and  Mrs. 
Richard  Schwenk  (American  home: 
Hudson,  Wis.)  for  a  cooking  lesson. 
Madame  Manggah  showed  them  how  to 
pulverize  red  root  in  oil,  how  to  add 
curry  powder  to  the  squid  she  had 
previously  cut  into  small  pieces  and 
how  to  mix  them  all  together  for  a 
tasty,  nutritious  dish.  She  used  curry 
powder  in  only  half  the  squid,  since 
not  all  Ibans  like  it,  and  prepared  the 
othed  half  with  soy  sauce. 

These  dishes,  new  to  the  women, 
would  be  served  for  lunch,  together 
with  other  dishes,  including  vegetables 
prepared  simultaneously  by  Mr. 
Schwenk,  Miss  Padolina  and  Miss  Par¬ 
rish.  Iban  diet  often  consists  only  of 
rice,  with  occasional  fish,  wild  boar 
or  venison,  so  the  introduction  of  veg¬ 
etables  and  fruit  is  new. 

The  afternoon  schedule  included  a 
sewing  lesson  by  Miss  Parrish  and  a 
visit  to  the  chicken  house,  built  of 
native  materials  at  the  last  agricultural 
institute  on  the  same  property.  The 
house  was  a  demonstration  unit  using 
all  bamboo  in  place  of  wire,  which  is 
too  expensive  and  hard  for  most  local 
farmers  to  get. 

This  institute  was  attended  by  about 
35  women.  One  longhouse  with  a  dele¬ 
gation  of  11  women  had  one  who  was 
literate  who  could  take  notes  for  them. 
The  others  had  to  depend  on  their  well- 
trained  memories. 

Also  present  was  Mrs.  Joshua  Bunsu, 
the  Iban  Conference  president  of  the 
Woman's  Society  of  Christian  Service 
and  the  wife  of  the  district  superin¬ 
tendent  of  the  Upper  Rejang  Methodist 
District. 

t 

International  Project  Begun 

NEW  YORK  —  Three  Methodist 
ministers  from  the  United  States  serv¬ 
ing  as  pastors  of  churches  in  Guyana 
and  Jamaica  are  being  hailed  as  visible 
symbols  of  a  new  venture  in  interna¬ 
tional  Methodist  cooperation,  involving 
Methodism  in  the  West  Indies,  Britain 
and  the  U.S. 

The  three  Americans,  who  respond¬ 
ed  to  a  call  for  help  from  the  Method¬ 
ists  of  the  West  Indies,  have  been  at 
work  in  their  new  parishes  since  au¬ 
tumn.  They  are  the  Rev.  Theodore  E. 
Doane,  Southfield  and  Wayne,  Mich., 
who  is  pastor  of  the  Kingston  Method¬ 
ist  Church  in  Georgetown,  capital  of 
Guyana;  the  Rev.  Dean  E.  Hill,  Weeds- 
port,  N.  Y.,  pastor  of  the  Mahaica 
Methodist  Circuit  in  Guyana,  which 
comprises  seven  churches,  including  one 
in  a  leprocarium,  and  a  school;  and 
the  Rev.  David  S.  Yoh,  Lansing  and 
Clarkston,  Mich.,  who  is  a  pastor  in 
Montego  Bay,  Jamaica. 

The  American  ministers  are  not 
commissioned  missionaries  of  the  Meth¬ 
odist  Board  of  Missions  in  the  U.S.; 
rather  they  are  missionary  pastors  serv¬ 
ing  in  the  West  Indies  church  as  any 
indigenous  pastor  serves.  They  will 
serve  two  years. 

t 

Silence  is  golden,  but  there  are  times 
for  a  Christian  when  it  is  just  plain 
yellow. 


Miss  Brattain 
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Miss  Bessie  Doss 

Bessie  Doss  was  born  at  Collinston, 
La.,  July  19,  1892  and  passed  away  at 
Gueydan,  Louisiana  January  3.  She  was 
the  youngest  of  six  children  of  William 
Lafayette  Doss,  Sr.,  and  Jennie  Keller 
Doss.  In  February  1897  she  moved  to 
the  new  Town  of  Gueydan,  where  her 
father  opened  the  first  mercantile  busi¬ 
ness  in  this  town.  This  continued  to  be 
her  home  throughout  the  remainder  of 
her  life. 

Her  education  was  received  in  the 
public  schools  of  Gueydan  and  at  Whit¬ 
worth  College,  an  institution  conducted 
for  young  ladies  by  the  Methodist 
Church  at  Brookhaven,  Miss.  She  also 
received  training  as  a  teacher  of  piano 
at  the  Cincinnati  Conservatory  of  Mu¬ 
sic.  For  a  time  she  taught  a  large  class 
in  piano  in  Gueydan. 

Bessie  Doss  was  also  an  artist  of 
some  ability.  Pictures  that  she  painted 
are  now  to  be  found  in  the  old  family 
home  at  Gueydan.  She  was  a  lifelong 
and  consistent  member  of  the  Method¬ 
ist  Church.  Among  her  interests  and  ac- 
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tivities  in  later  years  and  that  to  which 
she  devoted  special  attention  was  the 
Wesleyan  Service  Guild  work. 

She  is  survived  by  two  brothers,  the 
Rev.  W.  L.  Doss,  Haynesville,  and  T.  J. 
Doss  of  Gueydan,  several  nephews,  and 
a  host  of  friends. 

Funeral  services  were  conducted  by 
her  pastor,  the  Rev.  William  B.  Shaw 
with  the  Rev.  Joel  Hilbun,  pastor  of 
Gueydan  Baptist  Church,  assisting.  — 
Rev.  W.  L.  Doss. 

t 

J.  A.  Harrison 

John  Albert  Harrison,  son  of  the 
Rev.  and  Mrs.  J.  M.  Harrison,  Jones¬ 
boro,  Arkansas,  died  suddenly  at  his 
home  in  Urbana,  Illinois.  His  father 
was  a  long  time  member  of  the  North 
Arkansas  Conference. 

Mr.  Harrison  is  survived  by  his  wife 
and  two  daughters,  and  one  sister,  Mrs. 
Melvin  Wester  of  Nacogdoches,  Texas- 

t 


BIBLES  REBOUND 

T.  Small  Bibles  rebound  in 
attractive  half-circuit  style. 

2.  Large  Family  and  Pulpit 
Bibles  repaired,  rebound  and 
restored  (also  rare  books). 

3.  Laminating  Service--For  Fam¬ 
ily  records.  Permanent  pro¬ 
tection  records.  Permanent 
protection  between  2  layers 
of  DuPont  Mylar. 

Write  for  illustrated  price  list 
from  Nation’s  largest  Bible 
rebinding  specialists. 

Norris  Bookbinding  Co. 

105  N.  Stone  Ave.,  Greenwood,  Miss. 


YOU  CAN  BUDGET  { 

7  FULL  DAYS  J 

fo  include  a  room 
and  6  thermal  baths 
$42  par  parson,  2  In  a  room  provides 
twin-bedded  room  at  $3.75  per  day, 
per  person;  4  Thermal  Baths  for  $13.15 
and  $1.10  for  misc. — $42  (Single  $55) 


Take  the  world-famous,  radioactive  thermal  baths  of  Hot  Springs  with  new 
Whirlpool  in  the  Majestic  and  banish  all  your  aches  and  pains  due  to  tension 
and  fatigue  . . .  relieve  arthritis,  rheumatism  and  high  blood  pressure. 

Swim  in  our  beautiful,  temperature-controlled  pools  . . .  golf  at  our  nearby 
Country  Club.  Pishing  and  all  water  sports  at  Lakes  Ouachita,  Hamilton  and 
Catherine.  Recreational  Lodge  on  nearby  Lake  Hamilton  for  the 
exclusive  use  of  Majestic  guests. 

Our  own  Social  Hostess.  THK 


FAMILY  ROOM  RATK 
CBIMrea  aeAir  12  Free 


Writ*.  Win  «  FSo«.  W.  L.  WOLFE,  Mt<, 

AREA  Ml  NAtionol  3  "5511 


HOT  SPRINGS 


r HOTEL  «.  BATHS 

Lonol  Suites— Apartments 

NATIONAL 
PARK 

ARKANSAS 


Mrs.  George  New 

Mrs.  Effie  Laing  New,  83,  passed 
away  December  31  at  Oak  Woods 
Nursing  Home  in  Mer  Rouge,  La., 
where  she  was  recuperating  from  a 
broken  hip. 

Mrs.  New  is  survived  by  her  hus¬ 
band  George  New,  of  Kentucky;  three 
sons,  Rufus  Laing,  Monroe,  Maxiel 
Laing,  Alexandria,  and  Fred  Laing, 
Mer  Rouge;  four  daughters,  Mrs.  Flo¬ 
rence  Mclnturff,  Swananoa,  N.  Car., 
Mrs.  Mae  Butler,  Mer  Rouge,  Mrs. 
Louise  Miles,  Moss  Point,  Miss.,  and 
Mrs.  Katie  Reeve;  one  brother;  W.  M. 
Cox,  Sr.,  Mer  Rouge;  two  half-broth¬ 
ers,  J.  D.  Johnson,  West  Monroe,  and 
Luther  Bunch,  Bay  City,  Texas;  one 
half-sister,  Mrs.  Katie  Covington,  Port 
Arthur,  Texas;  twenty-five  grandchil¬ 
dren;  forty-four  great-grandchildren 
and  seven  great-great-grandchildren. 

Mrs.  New  had  been  a  member  of 


LIKE  SWEET  ONIONS? 

NEW  BLUE  RIBBON  ASSORTMENT 
600  sweet  onion  plants  with  free 
planting  guide  S3  postpaid  fresh 
from: 

TEXAS  ONION  PLANT  COMPANY 
"Home  of  the  Sweet  Onion" 
Farmersvi lie,  Texas  75031 


Bonne  Idee  Methodist  Church,  Mer 
Rouge,  for  about  sixty  years.  She  lived 
an  exemplary  Christian  life,  and  was 
active  in  many  areas  of  church  and  civic 
life  until  her  health  failed  in  recent 
years.  For  many  years  she  was  an  adult 
sponsor  for  the  local  Epworth  League. 
Her  home  was  a  second  home  to  many 
young  people.  She  served  as  secretary- 
treasurer  of  the  church  for  thirty  years, 
and  taught  the  Beginner  Sunday 
school  class  for  twenty-eight  years. 
She  was  a  member  of  the  Official 
Board  from  1924  until  her  death. 

Funeral  services  were  held  in  Bas¬ 


trop. 


— Mrs.  James  H.  Eppinette 


HOLY  LAND  TOUR 

You  are  invited  to  join  me  in  return¬ 
ing  to  the  land  of  Christianity’s 
birth.  Your  visit  to  the  Holy  Land 
for  17  days  will  be  more  than  a 
journey,  it  will  be  s  soul-stirring 
experience.  Departure  date— Ju ly 
3 1st.  Tour  sponsored  by  Wholesale 
Tour  Co.,  the  Rev.  Kenneth  Ren- 
froe  host.  Price  as  little  as 

$997.00 

Write:  Kenneth  Renfroe, 

Clinton,  Arkansas  72031 
for  complete  details  and  information. 


Clip  and  Mail 

EASTER  IN  THE  HOLY  LAND 

March  15  -  Roundtrip  from  Shreveport . $922.00 

Roundtrip  from  Little  Rock .  977.00 

Roundtrip  from  New  York .  875.00 

Visiting:  Italy-Egypt-Lebanon-Syria- Jordan  and  Israel 

Including  all  meals  and  First  Class  hotels.  „  .  .  n  „ 

Other  departures:  May  10,  June  7,  July  12>  July  19,  Aug.  2,  Oct.  11,  Dec.  16. 
From  Dallas. ..$998. 00 

Circle  departure  date  and  send  coupon  for  complete,  detailed  itinerary  to 
JACKSON  TRAVEL  AGENCY,  INC. 

P.0.  Box  3572,  Tyler,  Texas  75701 


Name 

Address 


a  Free 
dollar  box 
of  candy 
worth  $12007 


How  accepting  a  free  box  of  Mason  Candy  netted 

Mrs.  Koubek’s  Band  Parents  group  $1200  profit  in  just  seventeen  days! 


ALMOND  COCOANUT 
•  ASSORTED  JELLIES 
•  MASON  MINTS 


As  chairman  of  the  drive  to  raise  money 
for  needed  band  equipment,  Mrs.  Arthur 
Koubek  of  Lyons,  Illinois,  was  faced  with 
the  problem:  how  to  raise  funds  quickly, 
without  risk  or  investment.  She  found  the 
solution  in  the  Mason  representative's  of¬ 
fer  of  a  free  box  of  candy.  When  the  Mason 
man  delivered  it,  he  explained  Mason’s 
famous  protected  fund-raising  plan. 

Mason  supplies  your  group— complete¬ 
ly  without  risk  or  investment  — a  choice 
of  beautifully  boxed,  top-quality  Mason 
Candies.  At  no  charge,  each  box  has  an 
attractively  printed  band,  bearing  your 
organization’s  name,  picture,  and  slogan. 
Mason  even  pre-pays  shipping  charges. 
Your  group  makes  a  big  NET  PROFIT  of 
66%%  (40C  on  every  dollar  box  that  costs 
you  only  600  and  you  pay  nothing  till 
after  your  drive  is  over.  Anything  remain¬ 
ing  unsold  can  be  returned  for  full  credit! 
No  risk,  no  investment  —  you  pay  only  af¬ 
ter  you  have  collected  your  profit!  Many 


community,  school  and  religious  groups 
have  raised  from  $300  to  $2500  in  four 
to  twenty  days.  So  can  you. 

For  details  and  your  free  box  of  Mason 
Candy:  fill  in  coupon  below. 

F - 

j  MRS.  PAT  MASON,  DEPT.  723  ,  MASON, 
j  BOX  549,  MINEOLA,  N.  Y. 

j  GENTLEMEN:  PLEASE  SEND  ME.  WITH- 
■  OUT  OBLIGATION,  INFORMATION  ON  YOUR 
FUND  RAISING  PLAN. 


NAME. 


.  AGE  (if  under  2l)_ 


ORGANIZATION  _ 
ADDRESS _ 


|  CITY_ 


HOW  MANY  MEMBERS. 


MASON  CANOIES.  INC.. 
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Participants  in  church-wide  mission  study  at  Wynn 
Methodist  Church,  Shreveport,  January  22:  (Left 
to  right)  The  Rev.  Ira  A.  Love,  pastor;  the  Rev. 
Robert  Ed  Taylor,  Centenary  campus  minister; 
L.  D.  Salter  and  J.  E.  Carr,  laymen  from  Wynn 
Church. 


The  Golden  Meadow  Methodist  Men's  Club  (Gal¬ 
liano)  organized  January  9th.  Picture  includes 
(left  to  right)  newly  elected  officers;  Athanas 
Perrin,  vice  president;  Loveless  Eymard,  treas¬ 
urer;  Clarence  Callais,  lay  leader;  the  Rev.  Robert 
Miller,  pastor;  Virgil  Swift,  president,  and  Horace 
Herrin,  secretary. 


ABOVE:  The  new  organ  at  Evergreen  Methodist 
Church  with  minister’s  wife,  Mrs.  Alvin  Mayo, 
and  choir.  BELOW  RIGHT:  Communion  table 
made  for  Evergreen  church  by  one  of  its  members, 
Virgil  Tanner.  The  Rev.  Alvin  Mayo  is  pastor. 


Airman  Barry  R.  “Buckshot"  Smith 
son  of  the  Rev.  and  Mrs.  Ted  J. 
Smith,  St.  Francisville,  has  been 
selected  for  technical  training  at 
Lowry,  AFB,  Colo.,  as  a  U.S.  Air 
Force  special  electronic  technician. 
He  has  recently  completed  basic 
training  at  Lackland  AFB,  Texas. 


Elysian  Fields  MYFers  realized  a 
$75  profit  from  a  recent  talent  show 
and  “slave  auction."  "Slaves" 
were  auctioned  to  the  highest  bidder 
for  two  3-hour  periods  of  work  on 
two  successive  Saturdays.  Shown 
are  President  Beck  Messenger  being 
auctioned  by  Raymon  Jones. 


ABOVE  LEFT:  Taking  part  in  Iowa  Methodist  Church  Lay  Revival 
(Lake  Charles  District)  Crawford  Mount,  Iowa  layman;  Hubert  Blanchard, 
Sulphur  Sub-district  lay  leader;  Roily  Walker,  speaker-  and  coach  De- 
Quincy  High  School.  ABOVE:  Some  of  the  laymen  who  made  up  choir 
in  Iowa  revival. 


SECOND  PICTURE  ABOVE:  The  Children’s  Choir  of  Davidson  Mem¬ 
orial  Methodist  Church,  Lafayette,  sang  for  residents  of  the  Heritage 
Manor  Nursing  Home  recently.  Mr.  Hugo  Mendel  faces  the  camera  with 
Pamela  Gilmore,  Sandy  Moore  and  Marilyn  LuDoux  beside  him.  LOWER 
PICTURE:  The  Davidson  Memorial  adult  choir  presenting  a  Christmas 
cantata.  The  Rev.  Roy  L.  Garrett  is  pastor. 


Miss  Bonnie  Stinnet,  active  in  youth 
work  at  Pharr  Chapel  Methodist 
Church,  Morgan  City,  was  crowned 
Berwick  Queen  at  recent  ceremonies. 
She  is  president  of  the  Teche  Sub¬ 
district  MYF  in  Lafayette  District. 


The  Rev.  Leon  Scott  of  Benton 
Methodist  Church  was  guest  speaker 
at  Vivian  Methodist  Men's  Club 
“Ladies'  Night."  With  him  are 
Mrs.  Scott,  soloist  for  the  event, 
and  Nathan  McDow,  president  of 
Methodist  Men.  The  Rev.  Stone  W. 
Caraway  is  pastor. 
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This  is  the  new  district  parsonage  for  the  New  Orleans  District,  located  at 
4827  Bancroft  Drive,  near  Bayou  St.  John  and  City  Park.  The  New  Orleans 
District  Conference,  in  a  called  session  on  January  26,  voted  unanimously  to 
sell  the  old  district  parsonage  and  purchase  rhis  new  one.  The  house  is  one 
story,  3000  square  feet,  has  four  large  bedrooms,  two  full  ceramic  tile  baths, 
large  covered  patio  and  paneled  den.  It  has  an  all-electric  kitchen,  laundry 
room  and  carport  for  two  cars.  Vacuum  is  piped  to  each  room  and  there  is 
wall  to  wall  carpeting.  The  old  parsonage  was  sold  for  $58,500  and  the  new 
one  cost  $65,000. 

Boards  and  agencies  to  meet  in 
convocation  at  Alexandria 


One  of  Louisiana  Methodism’s  most 
important  meetings  of  the  year  will 
bring  the  members  of  the  denomina¬ 
tion’s  conference  boards  and  commis¬ 
sions  together  at  Alexandria  February 
24  and  25.  About  200  persons  are  ex¬ 
pected. 

The  convocation  of  boards  will  be 
held  at  the  First  Methodist  Church. 
Individual  board  meetings  are  sched¬ 
uled  for  2  p.m.  Friday  and  10  a.m. 
Saturday. 

Purpose  of  the  convocation,  accord¬ 
ing  to  Dr.  Luman  E.  Douglas  of 
Shreveport,  director  of  the  Area  Coun¬ 
cil,  is  to  "enable  each  individual  board, 
commission  and  agency  to  check  its 
own  effectiveness  in  promoting  pro¬ 
grams  adopted  for  the  current  year, 
and  to  lay  plans  for  work  and  pro¬ 
motion  during  the  remainder  of  the 
conference  year  and  for  the  balance  of 
the  quadrennium."  New  boards  will  be 

Charter  Sunday 
at  Terrytown 

The  Terrytown  Methodist  Church, 
first  new  Methodist  congregation  or¬ 
ganized  in  the  New  Orleans  District 
in  eight  years,  will  conduct  its  organ¬ 
izational  service  at  9  a.m.  Sunday  (Feb. 
12)  in  the  north  wing  of  the  Oakwood 
Shopping  Center  Mall. 

Dr.  Carl  F.  Lueg,  New  Orleans  Dis¬ 
trict  Superintendent,  will  officiate  at 
the  service  and  deliver  the  sermon. 

Dr.  Lueg  will  call  a  church  confer¬ 
ence  and  all  persons  over  18  who  have 
joined  the  congregation  will  elect  the 
officials  who  will  conduct  the  busi¬ 
ness  of  the  church. 

The  superintendent  then  will  declare 
the  Terrytown  congregation  a  consti¬ 
tuted  Methodist  Church  and  present  the 
official  charter. 

(Continued  on  page  13) 


formed  in  1968. 

The  boards  will  plan  programs  and 
propose  dates  for  the  next  conference 
year,ending  June,  1968,  and  offer  gen¬ 
eral  suggestions  for  the  succeeding 
years.  These  proposals  will  be  coordin¬ 
ated  by  the  Area  Council  program 
committee  (the  eight  district  superin¬ 
tendents)  at  a  meeting  in  March,  and 
will  be  submitted  to  the  Annual  Con¬ 
ference  for  approval  when  it  meets  iff 
Shreveport  in  May. 

A  convocation  dinner  will  be  held  at 
the  church  at  6  p.m.  Friday.  Dr.  Doug- 

(Continued  on  page  13) 


On  the  recent  "big  Sunday"  at  Asbury  Methodist  Church,  Baton  Rouge,  Herb 
Moffitt  of  Monroe,  chairman  of  the  Louisiana  Conference  1000  Club,  presented 
a  check  to  the  pastor  and  the  chairman  of  the  building  committee.  (Louisiana 
Methodist  Information  photo) 


u 


A  big  Sunday”  at  Asbury  Church 


■■■■■■■■■■■■■■■■■■■■■■■••••■•■•“■A. 
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OUR  BISHOP’S  LETTER 


Hyderabad,  India 
January  30,  1967 

Dear  Louisiana  Methodists: 

After  four  interesting  days  in  Jabalpur  we  drove  to  Nagpur  and 
spent  the  night  and  came  by  plane  to  Hyderabad  on  last  Saturday.  We 
are  leaving  tomorrow  for  a  week’s  visit  to  the  surrounding  areas  and 
will  come  back  here  next  Monday,  leaving  Tuesday,  February  7,  for  Bang¬ 
alore  and  points  south.  I  spoke  on  Saturday  evening  to  the  annual  meet¬ 
ing  of  the  Bible  Society  of  India  and  preached  twice  yesterday  in  Cen¬ 
tenary  Church.  At  the  evening  service,  Mrs.  Walton  installed  the  officers 
of  the  Woman’s  Society  of  Christian  Service  for  1967. 

We  speak  at  schools,  receptions,  teas,  worship  services,  etc.,  averag¬ 
ing  about  three  talks  a  day.  We  are  warmly  welcomed  everywhere.  The 
people  of  India  are  friendly,  gentle  and  kind.  Many  of  the  Christians 
impress  you  with  their  dedicated  lives.  Large  crowds  attend  the  wor¬ 
ship  services.  For  instance,  Centenary  Church  was  filled  to  capacity  for 
both  services  on  yesterday. 

The  general  election  will  take  place  next  month,  just  a  few  days  after 
we  leave  Indian.  A  vigourous  political  campaign  is  in  progress  at  the 
present  time.  We  read  in  the  press  of  riots  and  disorders  in  various  parts 
of  the  country,  but  we  have  not  witnessed  -any  such  disturbances  any¬ 
where  that  we  have  been.  You  read  in  the  paper  at  home  of  the  holy 
men  fasting  in  protest  of  cow  slaughter.  This  appears  to  be  a  political 
issue,  designed  toembanassthe  government,  and  this  matter  will  probably 
quiet  down  after  the  elections.  India’s  pressing  problems  are  food  and 
water.  The  famine  is  worse  in  Nofth  India  than  in  this  section.  It  is  cer¬ 
tain  to  become  more  serious  before  the  rains  fall. 

(Continued  on  page  4) 


By  Georgia  Daily 

Francis  Asbury  would  be  proud  of 
his  namesake. 

This  is  Asbury  Methodist  Church,  in 
the  Baton  Rouge  District,  "on  the 
growing  edge  of  the  city.” 

It  just  got  started  last  spring,  but 
there  is  no  stopping  it. 

It  has  almost  100  members  (would 
you  believe  90?)  and  is  ready  to  build. 

On  Sunday,  January  22,  it  had  a  spe¬ 
cial  day,  and  when  Asbury  has  a  spe¬ 
cial  day,  it's  special. 

On  this  particular  Sunday,  they: 

1.  Had  their  picture  taken  for  World 
Outlook. 

2.  Accepted  a  check  from  the  1000 
Club. 

3.  Dedicated  the  preacher’s  young 
son. 

4.  Took  in  two  new  members. 

5.  Had  a  picnic  lunch — with  a  birth¬ 
day  cake  for  the  preacher’s  wife. 

The  service  was  attended  by  the  Rev. 
Frank  Robinson  of  the  Board  of  Mis¬ 
sions,  who  started  the  church  last  year; 
Charles  Brewster,  assistant  editor  of 
World  Outlook,  who  will  write  the 

story,  and  Toge  Fujihira  of  the  Board 
of  Missions,  who  took  the  pictures; 

(Continued  on  page  4) 


EDUCATION  IN  FOCUS 


ONE  OF  THE  programs  already  being  planned 
for  the  1968  General  Conference  of  The 
Methodist  Church  will  dall  attention  to  the 
tremendous  progress  that  has  been  made  by  our 
denomination  in  the  field  of  higher  education  for 
Negroes.  With  each  shift  in  the  national  tempera¬ 
ture  concerning  race  relations  itbecomesincreasing- 
ly  difficult  to  keep  the  needs  of  Methodist  Higher 
Education  for  Negroes  in  focus.  A  proper  presenta¬ 
tion  of  Race  Relations  Sunday  in  the  local  church 
and  a  realistic  challenge  to  join  financially  in  this 
magnificient  task  can  do  much  to  guarantee  an 
objective  view  of  this  matter. 

There  will  no  doubt  be  some  who  will  say  in 
the  1968  General  Conference  that  Methodist  Negro 
higher  education  is  a  “scandal,”  and  that  it  must 
all  be  ended  with  one  sudden  stroke  at  the  same 
time  the  Central  Jurisdiction  terminates.  This  will 
be  a  blind  and  foolish  point  of  view.  There  are  12 
institutions  that  are  renderingunique  service  for  The 
Methodist  Church  in  this  area  and  regardless  of 
progress  made  in  the  direction  of  the  inclusive 
church,”  there  will  continue  to  be  a  great  need  for 
them.  Among  these  12  are  Dillard  University  in 
New  Orleans  and  Philander  Smith  College  in  Lit¬ 
tle  Rock,  and  every  Methodist  in  Louisiana  and 
Arkansas  should  be  proud  of  the  work  they  are 
doing. 

For  many  years  The  Methodist  Church  has 
been  identified  with  the  orderly  process  of  pre¬ 
paring  Negro  young  people  to  take  their  place  in 
an  integrated  society.  It  has  persisted  in  this  work 
—often  under  criticism  from  members  of  its  own 
household.  Education  is  the  handmaiden  of  better 
race  relations,  and  so  an  offering  for  Negro  educa¬ 
tion  is  consistent  with  the  observance  of  Race  Re¬ 
lations  Sunday. 

Dr.  John  O.  Gross,  former  general  secretary  ot 
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the  Division  of  Higher  Education  of  the  Methodist 
Board  of  Education,  has  said:  “An  approach  to 
the  Negro’s  problem  requires  recognition  of  the 
limitations  imposed  by  a  long  period  of  poor  edu¬ 
cational  opportunities.  These  limitations  must  be 
lifted.  Full  citizenship  requires  more  literary  skills 
than  the  ability  to  make  an  ‘X’  in  a  voting  booth. 
Educational  opportunities  are  needed  to  open  wid¬ 
er  the  doors  to  economic  and  cultural  growth. 

“An  act  of  good  faith  now  by  white  church 
members  will  help  all  concerned  to  move  from  the 
past  with  its  indefensible  involvements  to  relation¬ 
ships  based  on  mutual  concern,  reason  and  or¬ 
der.  .  .  .  Through  the  years  Methodists  have  ac¬ 
cumulated  some  rich  resources  in  the  South  to  help 
with  this  work.  For  almost  100  years  Methodist 
colleges  that  have  served  Negroes  have  been  send¬ 
ing  into  the  South’s  public  schools  some  of  its 
best  teachers.  The  Christian  dedication  and  sacri¬ 
ficial  service  of  these  teachers  have  brought  light 
to  many  dark  places  and  inspired  hundreds  of 
Negro  youth  to  rise  to  positions  of  leadership. 
Thousands  of  Negro  citizens  in  the  South  are 
ready  for  full  citizenship  —  thanks  to  these 
teachers.” 

Dr.  Ralph  Baker,  in  the  January  Methodist 
Story,  says,  “The  future  of  the  12  Methodist-re¬ 
lated  colleges  historically  operated  for  Negro  stu¬ 
dents  appears  hopeful.  These  schools  continue  to 
upgrade  the  quality  of  education  they  give  by  im¬ 
proving  facilities  and  recruiting  capable  faculty 
members.  They  plan  to  continue  to  provide  educa¬ 
tion  for  persons  of  limited  opportunity  during  the 
period  in  which  racial  integration  is  taking  place. 

“Their  aim  during  that  period  is  to  graduate 
capable,  responsible  persons  who  may  fill  the  posi¬ 
tions  of  leadership  now  opening  to  Negroes.  When 
racial  designations  no  longer  are  used,  these  col¬ 
leges  should  be  ready  to  stand  among  the  na¬ 
tion’s  finest  institutions  of  higher  education. 

These  colleges  do  not  come  to  us  holding  out 
their  hands  begging  for  assistance  on  Race  Rela¬ 
tions  Sunday.  They  are  our  own  schools,  and  it 
would  be  the  poorest  kind  of  Christian  stewardship 
for  us  to  deal  lightly  with  the  investments  al¬ 
ready  made  in  them  in  money  and  people.  While  it 
is  easy  to  turn  this  appeal  off  when  it  comes  to 
us,  it  will  be  most  unwise  for  us  to  think  of  it  in 
any  terms  other  than  one  of  the  foremost  chal¬ 
lenges  confronting  the  Church  today. 

f 

The  Israeli  Ministry  for  Religious  Affairs 
has  received  a  second  shipment  of  1,0>48 
Torahs  from  Romania  where  the  dwindling 
number  of  Jews  and  closing  of  synagogues 
has  kept  the  scrolls  in  warehouses. 


A  First  Venture  into  Journalism 

Having  recently  come  through  the 
period  of  the  1967  Circulation  Cam¬ 
paign  during  which  we  were  most  con¬ 
cerned  about  a  small  subscription  in-i 
crease — the  first  in  many  years  —  we 
were  impressed  with  a  recent  news 
story  that  announced  how  all  the  pop¬ 
ular  magazines  had  been  slipping  their 
sales  prices  up  without  even  announc¬ 
ing  it  in  most  instances.  Have  you 
checked  the  sales  price  of  Time,  Life, 
Newsweek,  Readers  Digest,  etc.  lately? 

All  of  this  carried  us  back  in  mem¬ 
ory  to  the  days  when  we  were  a  Sat¬ 
urday  Evening  Post  salesman.  The  sales 
price  was  five  cents  and  the  margin 
of  profit  for  the  salesman,  before  post¬ 
age,  Wear-and-tear,  etc,  was  a  big  one 
and  one-half  cent.  We  were  never  able 
to  understand  why  mother  encouraged 
this  undertaking  when  she  wouldn't 
agree  to  a  paper  route  with  its  promise 
of  a  regular  75  cents  per  week  (with 
no  collecting  responsibilities). 

Be  that  as  it  may,  we  pitched  in  and 
gradually  developed  about  50  regular 
SATEVEPOST  customers  in  widely 
scattered  sections  of  the  home  town. 
The  real  temptation,  and  the  first  strug¬ 
gle  with  business  ethics,  came  at  the 
point  of  the  legal  date  of  sale.  The 
issues  came  to  the  salesmen  as  much 
as  a  week  ahead  of  time  and  there  was 
always  that  "free  enterprise”  bug  that 
said  "You  can  steal  customers  from  the 
newsstands  if  you  promise  delivery  two 
or  three  days  early.”  Somehow  we  man¬ 
aged  to  fight  off  that  temptor.  And 
usually  we  were  able  to  count  from  40 
to  75  cents  profit  per  week — that  is, 
if  we  were  carefully  to  get  the  covers 
from  all  the  unsold  copies  mailed  back 
to  Philadelphia  on  time. 

Of  course,  there  was  a  "house  organ” 
for  salesman  and  the  sense  of  pride  in 
belonging  to  that  great  army  of 
SATEVEPOST  salesmen.  There  were 
also  blue,  green  and  brown  stamps 
which  we  received  for  selling  a  given 
quantity — but  our  given  quantity  never 
reached  the  proportion  that  this  made 
gny  difference. 
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Staff  changes  announced  by 
Board  of  Missions 


Changes  in  the  executive  staff  of 
the  Methodist  Board  of  Missions  re¬ 
cently  were  made  at  the  Board's  an¬ 
nual  meeting  in  Louisville,  Ky.  They 
include  election  of  new  staff  members 
and  promotions  within  the  Board. 

New  staff  members  elected  were: 

Mrs.  L.  Maynard  Catchings,  Sr., 
Montclair,  N.J.,  elected  acting  assistant 
general  secretary  for  Planning  of  the 
Board’s  World  Division.  She  will  also 
work  in  the  field  of  special  concerns 
of  women. 

Miss  Carol  Marie  Herb,  Athens, 
Ohio,  and  New  York,  elected  editor  of 
The  Methodist  Woman,  national  Meth¬ 
odist  women’s  magazine  with  a  circu¬ 
lation  of  250,000. 

Dr.  Richard  Nesmith,  professor  of 
sociology,  St.  Paul  School  of  Theology, 
Kansas  City,  Mo.,  elected  executive  sec¬ 
retary  of  the  Board’s  National  Division 
for  Planning  and  Strategy,  a  newly- 
created  position  aimed  at  discovering 
new  strategies  for  urban  work,  town 
and  country  work,  and  other  types  of 
home  mission  work. 


Present  staff  members  promoted  or 
re-assigned: 

Miss  Betsy  Ewing,  Louisville,  Ky., 
and  New  York,  promoted  to  the  new 
position  of  assistant  general  secretary 
for  Joint  Services  in  the  National  Di¬ 
vision.  She  will  have  administrative  re¬ 
sponsibility  for  the  units  of  Architec¬ 
ture,  Research  and  Survey,  Deaconess 
Work  and  Low-Cost  Housing.  She  will 
continue  to  be  executive  secretary  of 
the  Methodist  Commission  on  Deacon¬ 
ess  Work,  in  which  she  coordinates 
the  work  of  almost  400  Methodist  dea¬ 
conesses. 

Dr.  Mary  Lou  Barnwell,  New  York, 
who  has  been  assistant  general  secre¬ 
tary  of  the  National  Division’s  Section 
of  Home  Fields,  becomes  related  to 
the  over-all  general  administration  of 
the  Division  with  the  rank  of  assistant 
general  secretary. 

Dr.  Paul  A.  Stauffer,  Wyckoff,  N.J., 
and  New  York,  promoted  to  assistant 
general  secretary  of  the  Section  of 
Home  Fields,  which  includes  the  Di¬ 
vision’s  units  of  City  Work,  Commu- 


Methodist  chaplain 
is  decorated 

A  Methodist  chaplain  who  contin 
ued  his  pastoral  calls  and  other  ser¬ 
vices  while  on  crutches  as  a  cancer 
patient  has  been  awarded  the  Legion 
of  Merit  for  "exceptionally  meritorious 
conduct.” 

Chaplain  (Capt.)  John  H.  Shilling 
was  cited  by  Secretary  of  the  Navy  Paul 
H.  Nitze  for  his  performance  from 
April  1965  to  December  1966,  while 
he  was  chaplain  at  the  Naval  Am¬ 
phibious  Base,  Coronado,  Calif.,  and 
fpr  other  Navy  units  in  the  San  Diego 
area.  The  medal  was  presented  at  Bal¬ 
boa  Naval  Hospital,  where  he  is  under 
treatment. 

Shilling  entered  the  Navy  chaplaincy 
in  August  1941  after  a  pastorate  in 
Woodmere  Methodist  Church,  Detroit, 
Mich.  He  is  a  1927  graduate  of  Taylor 
University,  which  has  given  him  both 
an  honorary  doctor  of  divinity  degree 
and  its  Alumni  Merit  Award.  He  is 
now  a  member  of  the  church’s  South¬ 
ern  California-Arizona  Conference. 

The  citation  to  the  chaplain  reads,  in 
part: 

"By  his  complete  involvement  and 
genuine  concern  for  the  welfare  of 
others,  Chaplain  Shilling  has  enriched 
the  lives  of  countless  persons  in  times 
of  tension,  trouble,  sickness  and  dis¬ 
tress.  .  .  . 

"His  personal  ministry  among  the 
military  families  of  the  Amphibious 
Force  has  been  especially  effective,  con¬ 
tributing  markedly  to  the  spiritual  de¬ 
velopment  of  the  men  and  their  de¬ 
pendents.  The  distinctive  characteristics 
of  his  ministry  have  been  most  un¬ 
usual  in  that  these  services  were  ac¬ 
complished  while  he  was  under  medical 
treatment. 

"Although  in  constant  extreme  pain 
and  forced  to  use  crutches  for  loco¬ 
motion,  he  continued  to  make  home 
calls  on  families  in  distress,  freely  com¬ 
mitting  himself  to  long  hours  of  great 
discomfort  to  bring  relief  and  conso¬ 
lation  to  others.” 


EUB  and  Methodist 
educators  meet 

A  joint  meeting  of  the  administra¬ 
tors  of  Methodist  and  Evangelical 
United  Brethren  schools  and  colleges 
was  held  in  Los  Angeles,  January  15 
and  16. 

Dr.  I.  Lynd  Esch,  president  of  In¬ 
diana  Central  College,  Indianapolis,  and 
president  of  the  college  administrators 
of  the  EUB  Church,  told  that  group 
that  "the  only  defensible  reason  for 
the  church  to  be  directly  involved  in 
higher  education  is  to  add  the  dimen- 


nity  Centers,  Educational  Work,  Med¬ 
ical  Work,  Social  Welfare,  Missions 
and  provisional  Conferences,  Town  and 
Country  Work  and  Goodwill  Indus¬ 
tries.  He  formerly  was  executive  secre¬ 
tary  of  Coordination  of  the  Divisiftn. 

Dr.  Ralph  T.  Mirse,  Philadelphia, 
Pa.,  promoted  from  director  to  execu¬ 
tive  secretary  of  New  Church  Develop¬ 
ment  in  the  National  Division.  He  will 
continue  to  coordinate  the  Division  s 
staff  of  ministers  who  form  new  con¬ 
gregations. 

Miss  Isabel  Kennedy,  New  York,  re¬ 
assigned  from  assistant  executive  sec¬ 
retary  of  Coordination  to  assistant  ex¬ 
ecutive  secretary  of  Planning  and 
Strategy. 

t 

Dr.  Paul  V.  Church,  Dayton,  Ohio, 
executive  secretary  of  the  General  Coun¬ 
cil  of  Administration  of  the  Evangelical 
United  Brethren  Church  has  been  elect¬ 
ed  a  member  of  the  board  of  directors 
of  the  Ministers  Life  and  Casualty 
Union.  Other  board  members  include 
Dr.  Chester  A.  Pennington  of  Hen¬ 
nepin  Avenue  Methodist  Church  in 
Minneapolis,  Minn.,  and  Bishop  A. 
Raymond  Grant  of  the  Portland  Area. 
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sion  of  meaning  to  knowledge.” 

He  said,  "It  is  not  enough  for  us 
to  know  the  textual  facts  of  human 
psychology.  This  has  value  for  us  only 
as  we  learn  to  apply  the  facts  in  our 
day-by-day  relationships.  It  is  not 
enough  for  us  to  know  the  structure 
of  our  langauge.  We  must  learn  to  use 
it  effectively  as  a  channel  of  meaning¬ 
ful  written  and  oral  composition.” 

Dr.  Vance  D.  Rogers,  president  of 
Nebraska  Wesleyan  University,  was 
elected  to  succeed  Dr.  D.  Frederick 
Wertz,  president  of  Lycoming  College, 
as  president  of  the  Methodist  associa¬ 
tion  for  the  coming  year. 


DAILY  BIBLE  BEADING' 
Below  is  a  schedule  for  the 
Daily  Bible  Beading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Feb.  12 — Sunday . Acts  11:1-30 

Feb.  13  . . . Acts  17:22-34 

Feb.  14  . . . Romans  12:1-21 

Feb.  15  _ Romans  13:1-14 

Feb.  16  . . . Romans  14:1-23 

Feb.  17 . Romans  15:1-13 

Feb.  18  . 1  Corinthians  8:1-13 

Feb.  19 — Sun. . I  Cor.  13:1-13 


Plans  for  next 
national  meeting 
of  Methodist  Men 

EVANSTON,  Ill.— Planning  is  un¬ 
der  way  for  the  next  nation-wide  meet¬ 
ing  of  men  of  The  Methodist  Church 
— and  a  session  that  could  become  the 
first  convocation  of  men  of  the  pend¬ 
ing  new  United  Methodist  Church. 

The  sessions  will  be  held  on  the 
campus  of  Purdue  University  in  West 
Lafayette,  Ind.,  July  11-13,  1969.  It  will 
be  called  the  First  National  Conference 
of  United  Methodist  Men  if  the  union 
of  the  Evangelical  United  Brethren 
Church  and  The  Methodist  Church  is 
ratified  by  the  annual  conferences  of 
each  denomination.  Otherwise,  it  prob¬ 
ably  will  be  known  as  the  Fifth  Nation¬ 
al  Conference  of  Methodist  Men. 

Almost  5,000  men  attended  the  1965 
conference  at  Purdue. 

Preliminary  planning  for  the  session 
was  begun  in  Kansas  City,  Mo.,  De¬ 
cember  2-3  when  the  conference’s  gen¬ 
eral  arrangements  committee  held  its 
first  meeting.  Attending  the  session 
were  15  representatives  of  the  two  de¬ 
nominations. 

General  chairman  of  the  1969  meet¬ 
ing  is  Dr.  Lloyd  M.  Bertholf,  Bloom¬ 
ington,  Ill.,  president  of  Illinois  Wes¬ 
leyan  University  and  a  member  of  the 
executive  committee  of  the  General 
Board  of  Lay  Activities  which  sponsors 
the  convocation.  Program  chairman  is 
Dr.  G.  Ross  Freeman,  assistant  to  the 
dean  and  director  of  field  education  at 
Emory  University’s  Candler  School  of 
Theology  in  Atlanta,  Ga.  Promotion 
chairman  is  William  Beatty,  Natrona 
Heights,  Pa.  Sidney  R.  Nichols,  execu¬ 
tive  secretary  of  the  Board  of  Lay  Ac¬ 
tivities’  Section  on  Men’s  Work,  is 
conference  director. 

Theme  for  the  convocation  has  been 
set  as  "United  in  Christ — Obedient  in 
Service.” 
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Heroic  Chaplain  Honored 

WASHINGTON,  D.  C.— A  Method¬ 
ist  chaplain  who  continued  his  pastoral 
calls  and  other  services  while  on  crutch¬ 
es  as  a  cancer  patient  has  been  award¬ 
ed  the  Legion  of  Merit  for  "exception¬ 
ally  meritorious  conduct.” 

Chaplain  (Capt.)  John  H.  Shilling, 
formerly  of  Michigan,  was  cited  by 
Secretary  of  the  Navy  Paul  H.  Nitze 
for  his  performance  from  April,  1963, 
to  December,  1966,  while  he  was  chap¬ 
lain  at  the  Naval  Amphibious  Base, 
Coronado,  Calif.,  and  for  other  Navy 
units  in  the  San  Diego  Area.  The  medal 
was  presented  at  Balboa  Naval  Hos¬ 
pital  where  the  chaplain  is  a  patient. 


BUCK  HILL  FALLS,  Pa.  —  Dr.  Marion  de  Velder,  stated  clerk  of  the 
Reformed  Church  in  America  (at  microphone),  moderates  a  panel  at  the 
Consultation  on  the  Relevance  of  Religion  in  America,  Buck  Hill  Falls, 
Pa.  Being  interrogated  is  George  Gallup,  Jr.,  executive  director,  Ameri¬ 
can  Institute  of  Public  Opinion  (left  at  center  of  table).  Participating 
were  Father  John  Sheerin,  editor,  The  Catholic  World  (far  left);  and  Dr. 
Alcwyn  L.  Roberts  of  Personnel  Services,  United  Presbyterian  Church 
(at  Mr.  Gallup’s  left).  Religion  in  American  Life  (RIAL)  sponsored  the 
consultation. 
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Attending  the  Annual  Clergy  Day  Dinner  sponsored  by  the  Minden  Civitan  Club 
were  the  above  Methodist  Ministers  with  Civitan  officials  and  speaker.  Left  to 
right:  Billie  McCown,  club  program  chairman;  The  Rev.  Ed.  Thomas,  First 
Church,  Minden;  Clyde  Fant,  mayor  of  Shreveport;  The  Rev.  W.  0.  Lynch,  Jr., 
Lakeview,  Minden;  The  Rev.  Paul  Cassels,  Hef lin-Brushwoo'd;  and  Bill  Bryan, 
club  president. 


TOP  PICTURE:  Architect's  drawing  of  new  Monroe  First  Methodist  Church,  to 
be  constructed  by  Breck  Construction  Company.  The  church,  of  Gothic  archi¬ 
tecture,  will  be  built  on  the  lVi  acres  owned  by  the  church  on  Loop  Road,  facing 
beautiful  Bayou  DeSiard.  The  first  phase  will  include  a  Fellowship  Hall,  Youth 
Building  and  Education  Building.  Fellowship  Hall  (to  contain  6,000  square  feet) 
will  serve  as  the  sanctuary  until  the  latter  is  erected  four  or  five  years  from  now. 
Total  contract  price  was  $638,637.  A  concrete  parking  lot  will  accommodate 
more  than  250  cars.  Mr.  P.  N.  Siudy  is  chairman  of  the  building  committee;  the 
Rev.  George  W.  Harbuck  is  pastor.  ABOVE  LEFT— Attending  First  Church  Mon¬ 
roe  Finance  Crusade  Meeting  (left  to  right):  Howard  Griffin,  chairman;  Dr.  T.  L. 
Williams,  Board  of  Missions  director;  Pastor  Harbuck.  With  base  goal  of  $275,- 
000,  more  than  $330,000  were  raised.  ABOVE  RIGHT:  Participating  in  Ground¬ 
breaking  services  for  new  church  are  the  Rev.  Harbuck;  Dr.  H.  L.  Johns,  asso¬ 
ciate  pastor;  and  the  Rev.  E.  R.  Haug,  Monroe  district  superintendent. 


BISHOP'S  LETTER  (Continued  from  page  1)  j 

In  Jabalpur  we  were  housed  in  the  home  of  Dr.  R.  Radha  Krnnan,  j 
principal  of  Leonard  Theological  College.  This  is  the  school  were  Carlos  ■ 
Welch  teaches.  He  and  Mrs.  Welsh  are  on  furlough  at  the  present.  We  j 
met  the  parents  of  Mrs.  Welsh.  Her  father,  now  retired,  was  for  many  j 
years  a  member  of  the  faculty  at  Leonard.  Carlos  and  his  wife  are  greatly 
loved  by  the  people  of  Jabalpur. 

Thank  you  for  your  letters.  You  help  to  keep  us  informed  con¬ 
cerning  the  work  at  home.  We  are  also  receiving  The  Louisiana  Method¬ 
ist.  Hope  the  circulation  campaign  was  a  real  success. 

Sincerely, 


Centenary  College 
marker  dedicated 

Bishop  Edward  J.  Pendergrass  of  the 
Mississippi  Area  officiated  on  Sunday, 
January  29,  when  a  marker  was  dedi¬ 
cated  near  the  original  site  of  Centenary 
College  in  Rankin  County,  Mississippi. 

The  marker  was  placed  along  High¬ 
way  80  near  Guilde  Church  and  Pros¬ 
pect  cemetery  between  Brandon  and 
Pelahatchie,  in  commemoration  of  the 
125th  anniversary  of  the  opening  of 
Centenary  College  at  Brandon  Springs 
on  November  1,  1841. 
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Circulation 

Report  No.  3  of  the  1967  Cir¬ 
culation  Campaign  indicates  a 
total  of  10,170  subscribers  com¬ 
pared  with  11,620  at  the  same 
time  last  year.  This  is  more  than 
10%  off  from  the  total  last  year. 
We  hope  that  this  does  not  in¬ 
dicate  what  the  final  total  will 
be  like.  There  are  still  something 
like  50  or  60  substantial  lists  that 
have  not  been  received.  We  do 
trust  that  these  will  come  in  this 
week.  Please  help  us  by  getting 
all  of  your  lists  mailed  in.  Thanks 
again  for  all  your  good.  work. 


ASBURY  CHURCH 

(Continued  from  page  l) 

Tom  Matheny  of  Hammond,  conference 
lay  leader,  and  Herb  Moffitt  of  Mon¬ 
roe,  chairman  of  the  1000  Club,  who 
presented  the  $10,000  check;  Georgia 
Daily  of  Methodist  Information;  Dr. 

Bentley  Sloane,  district  superintendent, 
and  O.  W.  Marrs,  district  lay  leader. 

Also  in  this  service,  the  congregation 
used  its  new  hymnals  for  the  first  time. 

Fifty  of  these  were  provided  by  Reilly 
Memorial  University  Methodist  Church 
in  Baton  Rouge. 

Dr.  Sloane  officiated  at  the  baptism 
of  John  Howard  Steere,  who  was  born 
December  12,  the  son  of  the  Rev.  and 
Mrs.- Daniel  C.  Steere.  Present  for  the 
ceremony  were  the  grandparents,  Mr. 
and  Mrs.  R.  M.  Steere  of  Ruston. 

The  church  owns  a  10.6-acre  site  on 
the  Old  Hammond  Highway  east  of 
Baton  Rouge.  The  bid  opening  for  con¬ 
struction  of  the  building  was  held  Jan¬ 
uary  26. 

Asbury  Church  was  the  1000  Club 
project  for  September,  October  and  No¬ 
vember  1966. 

t 

UPPER  LEFT:  New  homes  ...  and  soon  a  new  church;  UPPER 
RIGHT:  Mr.  Steere  is  interviewed  for  World  Outlook  by  Charles 
Brewster;  Center  LEFT:  Fujihira  takes  pictures  for  World 
Outlook;  Center  RIGHT:  Dr.  Bentley  Sloane,  Mr.  Steere  and  Aus¬ 
tin  Arnold,  chairman  of  the  Official  Board;  BOTTOM:  Young  John 
is  baptized  -  parents  at  left,  grandparents  at  right.  (Methodist  In¬ 
formation  Photo.) 
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DR.  SAM  NADER,  pastor  of  Noel 
Memorial  Church,  Shreveport,  spoke  re¬ 
cently  on  "Behind  the  Iron  Curtain" 
as  a  feature  of  a  Family  Night  pro¬ 
gram  at  Broadmoor  Methodist  Church, 
Shreveport. 

BARKSDALE  METHODIST 
CHURCH,  Bossier  City,  recently  re¬ 
ceived  candle  holders  and  flower  vases 
as  memorial  to  Donald  F.  Weilder. 
These  were  dedicated  by  the  pastor,  the 
Rev.  Joe  H.  Robinson  on  January  29. 

THE  FOLLOWING  ministers  from  the 
Baton  Rouge  District  attended  the  re¬ 
cent  Minister’s  Retreat  of  the  Board  of 
Evangelism  at  Lake  Murray,  Okla.:  the 
Rev.  Carey  Martin,  the  Rev.  Jack  Wine- 
geart,  the  Rev.  Cleburne  Quaid  and  the 
Rev.  William  Sirman.  They  will  report 
at  the  Baton  Rouge  District  Ministers’ 
Retreat,  February  28,  at  Camp  Istrou- 
ma. 

IN  THE  CLOSING  Session  of  the  mis¬ 
sion  study  at  Trinity  Church,  Alexan¬ 
dria,  the  material  was  summarized.  Mrs. 
Eloise  Waggaman  gave  a  review  of 
''Wealth  and  Want  in  One  World”; 
members  of  the  Naomi  Ruth  Circle  dis¬ 
cussed  "Why  People  Stay  Poor  and 
How  Can  Poverty  be  Banished?’’;  Mrs. 
Juanita  Hines  gave  a  review  of  "What 
Methodists  Are  Doing  and  What  Meth¬ 
odists  Should  Be  Doing  in  the  War 
on  Poverty”;  and  Mrs.  Jane  Jeffress 
gave  a  story  from  "Dignity  of  Their 
Own”  and  the  closing  meditation.  The 
pastor  is  the  Rev.  Byrl  Moreland. 


THE  REV.  REX  SQUYRES,  pastor  of 
Kinder  and  Oberlin  Methodist  church¬ 
es  was  the  speaker  for  the  church  wide 
study  at  First  Church,  DeRidder,  Jan¬ 
uary  15.  The  Rev.  Robert  H.  Jamieson 
is  the  pastor. 

SPEAKERS  IN  the  recent  mission  study 
at  Horseshoe  Drive  Church.  Alexan¬ 
dria,  have  included  the  following:  Mrs. 
Harold  Hawkins,  a  teacher  in  the  Head 
Start  program;  and  Capt.  McFarland, 
head  of  the  Salvation  Army  in  Alex¬ 
andria.  The  pastor  is  the  Rev.  Louis 
Coppage. 

THE  SENIOR  MYF  of  Southside 
Church,  Monroe,  held  a  retreat  at 
the  Wesley  Foundation  building,  Jan¬ 
uary  27  and  28.  Mrs.  Judy  Bounds  is 
the  counselor  and  Charles  Elliott  is 
the  assistant.  The  pastor  is  the  Rev. 
Lea  Joyner. 

DR.  GEORGE  JONES  was  the  guest 
speaker  for  the  mission  study  at  Black- 
water  Methodist  Church,  January  23. 
Dr.  Jones,  a  well  known  Baton  Rouge 
ophthalmologist  and  a  Methodist  lay¬ 
man,  presented  slides  taken  during  a 
recent  visit  to  Russia.  The  program  was 
sponsored  by  the  Commission  on  Mis¬ 
sions,  Mrs.  Keith  Heltzel,  chairman. 
The  pastor  is  the  Rev.  Hugh  L.  Baker, 

Jr- 


THE  REV.  C.  ED.  HENKEL,  pastor  of 
Harmony  Chapel  -  Lisbon  -  Arizona 
Charge,  delivered  the  message  for  the 
Fifth  Sun,day  Evening  united  worship 
service  at  Rocky  Springs  Baptist 
Church  with  the  Lisbon  Methodist 
Church. 

THE  CRUSADER  Sub-District  MYF 
held  its  January  15  meeting  at  Har¬ 
mony  Chapel  Methodist  Church.  The 
pastor  is  the  Rev.  C.  Ed  Henkel. 

BISHOP  PAUL  V.  GALLOWAY  of 
the  Arkansas  Area  was  the  speaker  for 
the  Sunday  evening  worship  service, 
February  5,  at  Noel  Memorial  Meth¬ 
odist  Church,  Shreveport,  where  Dr. 
Sam  Nader  is  the  pastor. 

THE  REV.  DON  BARNES,  a  Method¬ 
ist  missionary  recently  returned  from 
Chiie,  was  the  guest  preacher  at  North 
Baton  Rouge  Methodist,  recently.  His 
parents,  Mr.  and  Mrs.  A.  L.  Barnes, 
are  members  of  that  church,  and  the 
pastor  is  the  Rev.  B.  E.  Bond. 


A  RECENT  ISSUE  of  "First  Church 
Dimension,”  parish  paper  of  First 
Church,  Alexandria,  carried  the  an¬ 
nouncement  that  the  church  would  have 
an  Art  Festival  sponsored  by  the  Com¬ 
mission  on  Worship,  April  21-25.  Dr. 
Ben  R.  Oliphant  is  the  pastor. 


Members  of  the  Hopewell  Church  re¬ 
ceiving  perfect  attendance  pins  were 
Mrs.  Mickey  Chaney,  2-year  pin;  Sharon 
Chaney,  4-year;  and  LaNell  Chaney,  1-year 
pin.  The  Rev.  D.  R.  Deen  is  pastor. 


THE  METHODIST  MEN  of  First 
Church,  Lake  Charles,  met  on  January 
18.  The  speaker  was  Arthur  L.  Darn- 
steadt  who  spoke  on  "An  Explanation 
of  the  Economic  Opportunity  Act  of 
1964  as  Applied  to  the  War  on  Pov¬ 
erty.”  The  pastor  is  Dr.  G.  W.  Pome¬ 
roy. 


THE  REV.  A.  W.  TOWNSEND,  JR., 
pastor  of  Munholland  Memorial  Meth¬ 
odist  Church  and  president  of  the 
Greater  New  Orleans  Federation  of 
Churches,  will  be  the  speaker  for  the 
Prayer  for  Christian  Unity,  to  be  held 
at  the  Church  House  on  February  10 
at  8:00  p.m. 

NEW  OFFICERS  of  the  Methodist 
Men  of  St.  Mark’s  Methodist  Church, 
Monroe,  are:  E.  J.  Sievers,  president; 
Jim  Hebert,  vice  president  and  devo¬ 
tions;  Joe  Brown,  secretary  and  mem¬ 
bership;  Bill  Wick,  treasurer  and  proj¬ 
ects,  assisted  by  Gene  Stone  and  Tony 
Halley;  and  Connie  Hills,  reporter  and 
publicity.  The  pastor  is  the  Rev.  James 
O.  Evans. 

DR.  WEBB  POMEROY,  professor  of 
Bible  at  Centenary  College,  was  the 
speaker  for  the  January  29  session  of 
the  study  on  "Poverty  and  Affluence” 
at  First  Church,  Minden.  The  pastor 
is  the  Rev.  Edward  R.  Thomas. 

"CHRISTIAN  BEING  AND  DOING” 
is  the  theme  of  the  mission  study  at 
Indian  Bayou  Methodist  Church.  In¬ 
volved  is  an  intensive  study  of  the 
Epistles  of  James  and  I  Peter.  The 
pastor,  the  Rev.  T.  R.  Bergeron,  is 
leading  the  study  on  Sunday  evenings. 

JOHN  W.  DAVIS,  director  of  the 
West  Monroe  Junior  High  School  band 
and  chorus,  has  assumed  the  position 
of  director  of  the  Chancel  and  Men’s 
choirs  at  Claiborne  Methodist  Church. 
He  will  also  direct  the  singing  in  the 
worship  services  of  the  church,  The 
pastor  is  the  Rev.  E.  W.  Sandel. 

STUDENT  RECOGNITION  DAY 
was  observed  January  1  at  Vivian  Meth¬ 
odist  Church  with  eight  students  tak¬ 
ing  part.  Louise  Wilson  spoke  on  the 
topic  "The  Place  of  Christian  Values 
on  the  College  Campus  Today.”  Ricky 
Githens  spoke  on  "Church  Related  Ac¬ 
tivities  on  the  Campus.”  Others  par¬ 
ticipating  were  Philip  Ewald,  David 
Wilson.  Sarah  Heath,  Tommy  Miles, 
Robert  Edwards  and  Bill  Rowe. 


Drs.  Giles  and  Wana  Ford,  medical 
missionaries  who  recently  returned  from 
Rhodesia  where  they  have  lived  since 
1953,  were  guest  speakers  at  a  joint  din¬ 
ner  meeting  of  the  Woman's  Society  and 
Wesleyan  Guild  in  Summer  Grove  Church, 


The  Rev.  Douglas  Williams,  minister 
of  the  Winnsboro  Church,  was  the  guest 
speaker  at  the  Jan.  18  meeting  of  Metho¬ 
dist  Men  in  Rayville. 


Shreveport,  on  Jan.  24.  They  are  mission¬ 
aries  of  the  Southern  Baptist  Convention. 
Pictured  with  back  to  camera  are  Mrs. 
John  E.  Carter  and  Mrs.  Mary  Givens,  pres¬ 
ident  of  the  WSG,  and  facing  the  camera 
from  left  are  Mrs.  Stanley  Burgess  and 
Dr.  Wana  Ford. 


Rayville  Methodist  Men  elected  new 
officers  in  January.  Pictured  from  left 
are:  Herbert  Sorey,  vice  chairman;  Jes 
Stodghill,  chairman;  Ed  Yancey,  secretary- 
treasurer. 


A  FELLOWSHIP  SUPPER  at  Oak 
Ridge  Methodist  Church,  January  25, 
honored  the  12  new  members  who  have 
joined  the  church  since  conference. 
There  were  over  100  persons  present. 
The  pastor  is  the  Rev.  James  B.  Mc¬ 
Cann. 

BROADMOOR  METHODIST 
CHURCH,  Shreveport,  recently  hon¬ 
ored  the  Rev.  and  Mrs.  Robert  B. 
Crichlow  on  the  occasion  of  their  25th 
wedding  anniversary  with  a  recption 
in  the  church  parlor. 

THE  REV.  RUPERT  COLES  of  the 
New  Orleans  Inner  City  Parish  was 
the  speaker  for  the  January  29  ses¬ 
sion  of  the  mission  study  at  Napoleon 
Avenue  Methodist  Church,  New  Or¬ 
leans.  The  Rev.  Don  Alverson  is  the 
pastor. 

LYLE  EVANS,  vice-president  of  the 
Evans  Electrical  Corp.  and  an  active 
layman  of  St.  James  Episcopal  Church, 
was  the  guest  speaker  in  the  morning 
worship  service  of  Istrouma  Methodist 
Church,  Baton  Rouge,  January  29.  The 
pastor  is  the  Rev.  Marvin  H.  Corley. 
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The 

Sunday  School  Lesson 

By:  Alfred  A.  Knox 


LESSON  FOR  FEBRUARY  19:  God  Yearns  for 
The  Lost. 

BACKGROUND  SCRIPTURE:  Luke  15 

MEMORY  SELECTION :  The  Son  of  man  came 
to  seek  and  to  save  the  lost.  (Luke  19:10) 

AIM  OF  THE  LESSON:  To  remind  adults  that 
God  not  only  has  a  place  in  his  family  for 
those  we  so  easily  cast  aside  as  “the  lost,” 
but  He  actively  seeks  their  redemption.  If 
we  are  to  be  like  Him  we  must  try  to  emulate 
this  characteristic  of  deity. 

#  *  * 


Today’s  lesson  is  based  on  only  one  chapter 
of  Luke,  but  one  that  has  been  called  the  great¬ 
est  treasure  in  all  biblical  literature.  Here  was 
found  three  of  the  most  significant  short  stor¬ 
ies  that  have  ever  been  told — the  stories  of  the 
lost  sheep,  the  lost  coin  and  the  lost  boy.  Re¬ 
curring  throughout  is  the  one  word,  “Lost!  Lost! 
Lost!”  Yet,  as  Dr.  Merrill  Abbey  points  out, 
“This  chapter  is  not  in  the  final  analysis  about 
the  lost.”  It  is  about  “the  saved” — and  the  means 
by  which  that  “which  is  lost  is  found.” 

The  stories  are  triggered  by  the  criticism  of 
Jesus  that  “this  man  receives  sinners  and  eats 
with  them.”  The  Pharisees  from  their  self-built 
“ivory  tower”  of  holiness  believed  that  it  was 
bad  enough  to  receive  sinners,  but  to  eat  with 
them  was  worse,  for  this  meant  to  choose  them 
as  friends.  Jesus  was  trying  to  show  these  critics 
that  there  were  possibilities  in  these  people 
whom  they  counted  hopeless.  He  also  wanted 
them  to  realize  that  one  does  not  save  the  lost 
from  a  distance. 

Dr.  George  Buttrick  says  in  The  Interpreter’s 
Bible:  “So  publicans  and  sinners  were  lost  in 
very  fact — lost  by  folly  as  a  sheep  is  lost;  lost 
by  carelessness  (their  own  or  a  neighbor’s)  as 
a  coin  is  lost;  lost  by  willfulness  as  a  prodigal  is 
lost.  The  Pharisees  and  scribes  were  equally  lost, 
the  only  difference  being  that  they  had  wandered 
away  by  another  road.  So  Jesus  befriended  sin¬ 
ners  because  of  their  promise  and  their  lostness. 

*  *  # 


THE  LOST  SHEEP 

In  Jesus’  day,  as  in  ours,  the  great  spiritual 
question  was  “What  is  God  like?”  In  every  age, 
the  only  possible  answer  that  has  been  able  to 
approach  this  unanswerable  query  has  been  that 
one  which  has  said,  “You  don’t  know  what  God 
is  like.  But  here  is  something  you  do  know,  and 
in  an  infinitely  greater  degree,  God  is  like  that.” 

Here  Jesus  is  saying  God  is  like  a  shepherd 
— a  good  shepherd  that  will  not  be  content  that 
99%  of  his  flock  is  in  the  fold.  He  begins  with 
people  where  they  were  in  an  economy  that  knew 
the  value  of  sheep.  “Which  man  of  you,  having 
a  hundred  sheep,  if  he  has  lost  one  of  them,  does 


not  leave  the  ninety-nine  in  the  wilderness  and 
go  after  the  one  which  is  lost,  until  he  finds 
it?”  (15.4) 

On  the  human  level  this  story  is  poignant. 
Our  emotions  cannot  remain  untouched  by  its 
telling  or  by  the  singing  of  the  words  of  “The 
Ninety  and  Nine.”  But  on  the  divine  plane  the 
impact  is  powerfully  dramatic.  What  is  God  like? 
He  is  like  a  shepherd.  He  knows  the  folly  by 
which  we  wander  away  from  the  fold — he  not 
only  knows  us  well  enough  to  know  that  we 
are  gone,  but  he  counts  nothing  as  having  greater 
priority  than  the  quest — the  plan — by  which  we 
are  found  and  brought  back. 

There  are  those  who  discount  this  idea  that 
God  sees  each  person  as  a  precious  individual, 
but  they  do  not  stand  shoulder-to-shoulder  with 
Jesus.  There  are  those  who  in  the  name  of  mod¬ 
ern  science  pour  scorn  on  this  doctrine.  But 
we  had  better  keep  it  central  or  we  will  be 
smashed  by  the  machines  we  have  created.  Dr. 
Buttrick  tells  of  a  wise  Scot  who  insisted  that 
he  would  not  be  “astronomically  intimidated.” 

Just  a  few  days  ago  we  read  of  a  meeting 
addressed  by  Bishop  James  A.  Pike.  A  group  of 
students  waited  to  question  him  following  his 
presentation,  and  one  of  them  began,  “If  Gbd  is 
a  concept.”  Bishop  Pike  stopped  him  and  said, 
“God  is  not  a  concept — he  is  a  person — he  is 
reality.”  We  had  better  believe  that  or  we  are 
all  lost. 

#  #  * 


THE  LOST  COIN 

The  story  of  the  lost  coin  reminds  us  that 
same  people  become  lost  through  the  careless¬ 
ness  and  neglect  of  others.  The  two  parables — 
the  lost  sheep  and  the  lost  coin — have  been 
called  twin  stories  because  they  make  similar 
points  and  similar  applications.  Dr.  S.  M.  Gil- 
mour  says  “the  gospel  tradition  makes  it  clear 
that  Jesus  often  used  parables  in  pairs.”  (In¬ 
terpreter’s  Bible) 

The  accent  of  this  story  is  on  the  worth  of 
the  coin  and  on  the  search.  Then  there  is  the 
joy  when  the  coin  is  found.  We  are  made  aware 
of  the  wonderful  reality  that  the  grief  of  God 
cannot  abide  the  loss  of  a  treasure  like  a  human 
soul.  We  are  reminded  of  an  all-night  discussion 
with  a  Catholic  chaplain  during  World  War  II 
over  the  assertion  he  made  that  God  knows  no 
human  weaknesses  such  as  grief  and  disappoint¬ 
ment.  We  defended  the  position  that  the  gospels 
are  filled  with  these  remarkable  illustrations  that 
this  is  exactly  what  God  is  like  when  one  of 
his  precious  creatures  is  out  of  right  relation¬ 
ship  with  Him. 

Dr.  Ernest  F.  Tittle  (The  Gospel  According 
toiLuke)  make  a  point  of  the'  similarity  between 
the  method  by  which  the  coin  became  lost  and 
the  manner  in  which  many  people  get  lost.  He 
said  “The  carelessness  and  neglect  of  others  is 
a  contributing  factor  in  how  some  people  get  lost 
— for  example,  children  of  the  slums  who,  with 
the  odds  nearly  all  against  them,  become  juvenile 
delinquents.  And  all  too  often  a  society  responsi¬ 


ble  for  such  conditions  can  think  of  nothing  bet¬ 
ter  to  do  with  its  victims  than  send  them  to 
reformatories  that  do  not  reform  but  turn  youth¬ 
ful  culprits  into  hardened  criminals.” 

Then  we  must  not  pass  lightly  over  the  joy 
at  the  recovery  of  the  coin.  In  both  these  para¬ 
bles  the  first  act  is  tragedy  of  loss,  the  second 
act  is  the  grief-stricken  search,  and  the  third 
act  is  joy.  Dr.  Buttrick  says,  “In  human  life  the 
last  word  is  not  sinning,  or  even  the  self-denial 
that  surrender  to  Christ  requires;  the  last  word 
is  joy,  for  Calvary  is  but  the  halfway  inn  that 
leads  to  Easter.” 

•  «  « 

THE  LOST  BOY 

“There  was  a  man  who  had  two  sons;  and 
the  younger  of  them  said  to  his  father,  ‘Fathe, 
give  me  the  share  of  property  that  falls  to  me 
.  .  .  not  many  days  later  the  younger  son  gath¬ 
ered  all  he  had  and  took  his  journey  into  a  far 
country,  and  there  he  squandered  his  property 
in  loose  living.”  (15:  12  and  13) 

This  story  begins  with  rebellion.  Dr.  Merrill 
Abbey  says,  “The  younger  son  was  a  rebel  in 
his  father’s  household.  What  he  wanted  from  his 
father  was  property  —  and  distance  between 
them.” 

Most  of  you  are  very  familiar  with  the  de¬ 
tails  of  the  story — the  money  was  soon  gone,  a 
famine  came  and  the  boy  accepted  the  most 
menial  kind  of  labor  to  keep  himself  alive.  Then, 
we  are  told  that  “He  came  to  himself,”  and  start¬ 
ed  the  journey  home,  willing  to  accept  any  kind 
of  relationship  he  might  be  fortunate  enough  to 
find  in  his  former  home.  But  before  he  was  all 
the  way  home,  he  was  greeted  by  the  father  who 
had  been  watching  that  road  every  day  since  he 
left. 

We  recall  that  in  the  sunshine  of  the  rejoic¬ 
ing  there  came  the  cloud  of  the  resentment  of 
the  elder  brother  who  was  so  self-centered  that 
he  could  see  nothing  to  rejoice  about  but  only 
jealousy  because  he  felt  the  brother  should  have 
been  left  outside  the  family  circle — or  at  least 
that  he  should  be  given  second-class  status  in 
the  home. 

This  then  is  the  story  of  two  rebels — two 
lost  boys.  One  wondered  away  and  was  lost, 
while  the  other  strayed  just  as  far  from  his 
father’s  purpose  and  love  without  putting  any 
physical  distance  between  them.  The  gospel 
teaches  that  both  can  be  reclaimed  and  that  the 
joy  on  such  an  occasion  is  the  greatest  heaven 
and  earth  ever  know. 

#  #  # 


GOD  SEEKS  THE  LOST— SO  SHOULD  WE 

There  is  one  outstanding  teaching  in  this 
15th  chapter  of  Luke.  It  is  that  God  seeks  the 
lost,  and  so  should  we.  Jesus  commanded  his 
followers  to  seek  those  who  are  out  of  proper 
relationship  with  God.  It  may  be  that  we  all  are 
sometimes  guilty  of  that  feeling  that  there  are 
some  people  that  do  not  deserve  God’s  con¬ 
cern  or  ours.  We  are  probably  right  when  we 
think  that — for  who  of  us  has  ever  deserved 
God’s  love  and  care.  We  are  not  obligated  to 
seek  the  lost  because  they  deserve  it,  but  be¬ 
cause  they  are  children  of  God  and  He  loves 
them. 

Although  few  of  us  would  deny  that  new 
methods  must  be.  sought  to  find  and  recover 
the  lost,  this  does  not  turn  us  away  from  the 
obligation  to  seek  them.  One  of  the  confusions  of 
our  day  results  from  the  usages  of  words  to 
alter  their  meaning.  The  term  “new  evangelism” 
is  being  bantered  around  in  contemporary  relig¬ 
ious  writing,  and  on  most  occasions  it  is  not 
applied  to  the  primary  mission  of  Christ’s  Church 
— to  seek  and  to  save  the  lost.  If  the  word  “evan¬ 
gelism”  is  taken  from  us  by  usage,  then  let  us 
coin  a  new  word  to  convey  the  message  that 
nothing  counts  more  than  the  salvation  of  the 
lost — that  no  desirable  changes  can  come  perma¬ 
nently  to  God’s  world  without  changed  hearts 
and  changed  lives. 
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It  looks  like  everybody  can  talk  to  Ho  Chi  Minh 
except  the  United  States  State  Department  (and 
they  are  the  ones  that  count).  Dr.  Martin  Nie- 
moeller,  noted  West  German  Evangelical  pastor, 
said  on  reaching  Rome  after  a  visit  to  Hanoi 
that  he  had  discussed  peace  with  the  North 
Vietnam  premier  during  a  90-minute  meeting. 
He  said  he  found  him  a  “very  firm  and  de¬ 
cisive  man,  but  capable  of  listening.” 

Three  other  clergymen  returning  from  their 
visit  to  North  Vietnam  reported  that  Ho  Chi 
Minh  had  sent  through  them  an  invitation 
for  President  Johnson  to  come  to  Hanoi  to 
confer  with  him.  Bearers  of  this  so-called  in¬ 
vitation  were  Anglican  Bishop  Ambrose 
Reeves,  Rabbi  Abraham  Reinberg  of  Toron¬ 
to,  and  the  Rev.  A.  J.  Muste,  82,  veteran 
pacifist  leader  of  New  York.  The  White 
House  press  secretary  said:  “We  have  had 
no  communication  from  Ho  Chi  Minh  our¬ 
selves,  but  we  would  carefully  evalute  any 
proposals  that  we  might  receive.” 

Almost  everywhere  in  the  world  during  the  Week 
of  Prayer  for  Christian  Unity,  Roman  Catholics 
could,  and  did,  join  with  Protestants  in  joint 
prayer  services  for  unity.  The  conspicuous  ex¬ 
ception  this  year  was  Pope  Paul’s  own  Diocese 
of  Rome  where  Luigi  Cardinal  Traglia,  the  Car¬ 
dinal  Vicar,  barred  Catholics  from  participating 
in  ceremonies  planned  in  the  city’s  Protestant 
churches.  Actually  he  “passed  the  buck”  to  the 
Congregation  for  the  Doctrine  of  the  Faith  who 
declared  that  participation  in  such  circumstances 
was  “not  opportune  for  the  moment.” 

In  Detroit,  where  the  traditionalist  move¬ 
ment  seems  to  be  having  quite  a  day,  25 
demonstrators,  loudly  reciting  the  Rosary, 
interrupted  an  interreligious  prayer  service 
in  Roman  Catholic  Blessed  Sacrament  Ca¬ 
thedral,  and  walked  out  when  a  rabbi  start¬ 
ed  to  speak.  Despite  the  interruption,  Father 
Thomas  Peckham,  assistant  pastor  at  the 
cathedral,  termed  the  service  attended  by 
700  Catholics,  Protestants  and  Jews  “very 
much  a  success.” 

Pravda,  official  newspaper  of  the  Soviet  Com¬ 
munity  Party  Central  Committee,  has  warned 
that  religious  faith  is  still  firmly  implanted  in 
the  Russian  people  and  has  called  for  a  stepped- 
up  drive  to  promote  atheistic  propaganda.  Vat¬ 
ican  Radio  quoted  the  paper  as  saying:  “The 
question  of  atheism  education  and  the  struggle 
against  surviving  religion  is  not  a  campaign, 
not  something  that  is  isolated,  but  an  integral 
part  of  the  entire  ideological  activity  of  the  party 
which  is  a  unifying  force  in  Communist  educa¬ 
tion. 

Maybe  the  Communsts  will  discover  sooner 
or  later  that  there  is  something  eternal 
about  the  Christian  religion. 

Charles  Davis,  the  theologican  who  recently  re¬ 
nounced  the  Roman  Catholic  Church  and  the 
priesthood,  said  in  Toronto  recently  that  “many 
Catholics”  no  longer  look  to  the  Pope  for  guid¬ 
ance. 

We  imagine  that  the  Pope  would  say  that 
many  Catholics  no  longer  look  to  Father 
Davis  for  guidance. 


Claiming  that  they  were  doing  it  “out  of  disre¬ 
spect  for  Cardinal  Spellman,”  23  demonstrators 
recently  interrupted  the  regular  Sunday  High 
Mass  at  St.  Patrick’s  Cathedral.  The  peace  dem¬ 
onstration  was  quite  brief.  In  the  center  aisle, 
before  the  main  altar,  demonstrators  unfurled 
posters  showing  maimed  Vietnamese  children. 
(They  did  not  indicate  whether  they  had  been 
maimed  by  Viet  Cong  or  American  forces) .  After 
their  arrest,  the  group  indicated  they  were  pro¬ 
testing  Cardinal  Spellman’s  recent  statement  that 
“war  in  Vietnam  is  a  way  for  civilization.” 

The  World  Presbyterian  Alliance’s  North 
American  Area  Council,  meeting  in  Memphis, 
Tenn.  recently,  proposed  that  clergymen  and 
seminarians  no  longer  be  automatically  ex¬ 
empted  from  military  service.  Their  resolu¬ 
tion  urged  that  clergymen  and  ministerial 
candidates  subject  to  military  service  “be 
treated  similarly  to  all  professional  person¬ 
nel.” 


MONTREAL  —  Christian  laymen  from  many  denom¬ 
inations  across  Canada  are  sponsoring  a  "Sermons 
from  Science"  pavilion  at  Montreal’s  Expo  ^67. 

A  similar  exhibit,  which  offers  motion  pictures  and 
demonstrations  designed  to  create  an  awareness 
of  God  through  scientific  phenomena,  was  a  popular 
feature  at  the  New  York  World’s  Fair.  The  Cana¬ 
dian  exposition  also  will  have  a  Christian  Pavilion 
sponsored  by  Protestants  and  Roman  Catholics  and 
a  Pavilion  of  Judaism. 

A  leading  radio  station  in  New  York  has  re¬ 
scheduled  a  panel  discussion  of  a  controversial 
book  which  it  had  originally  cancelled  because 
of  a  protest  from  the  Archdiocese  of  New  York. 
Station  WCBS  has  now  set  Sunday,  Feb.  5,  for 
airing  a  guest  appearance  of  Dr.  Hugh  J.  Schon- 
field,  author  of  “The  Passover  Plot,”  a  best¬ 
selling  and  controversial  book  on  the  Crucifixion. 

A  formal  probe  of  heresy  allegations  against 
resigned  Episcopal  Bishop  James  A.  Pike  of 
California  will  be  postponed  —  with  the 
agreement  of  the  controversial  churchman 
—pending  an  examination  of  the  theological 
situation  in  the  Episcopal  Church  by  a  new¬ 
ly-appointed  committee. 


Reports  that  all  Christian  churches  in  the  Com¬ 
munist  China  capital  of  Peking  have  been  closed 
were  recently  confirmed  by  persons  arriving  in 
Hong  Kong  from  the  Chinese  mainland.  (There 
are  reportedly  200,000  Christians  left  among 
China’s  population  of  700  million).  Churches 
were  closed  in  August  by  the  Red  Guard  fol¬ 
lowers  of  Communist  chairman  Mao  Tse-tung 
at  the  start  of  the  current  “Cultural  Revolution.” 

A  joint  committee  to  plan  cooperative  action 
by  Methodists  and  Episcopalians  in  Rhode 
Island  on  an  official  basis  has  been  request¬ 
ed  by  representatives  of  both  denominations 
following  a  two-day  life  and  works  confer¬ 
ence.  The  conference  envisioned  the  field  of 
action  as  one  of  “metropolitan  mission.” 

A  severe  blow  has  been  handed  non-government¬ 
al  groups  —  including  many  religious  affiliated 
organizations  accredited  to  the  United  Nations 
— who  seek  to  be  heard  on  humanitarian  is¬ 
sues.  A  report  charging  persecution  of  Jews  in 
the  Soviet  Union,  Romania,  Bulgaria  and  Iraq, 
submitted  by  several  UN  accredited  organiza¬ 
tions,  including  the  International  League  for  the 
Rights  of  Man,  the  Anti-Slavery  Society,  and 
several  Jewish,  Protestant  and  Catholic  groups, 
was  cut  out  of  the  report  of  the  UN  Subcom¬ 
mission  on  the  Prevention  of  Discrimination  and 
Protection  of  Minorities. 

The  Rev.  Malcolm  Boyd,  controversial  Epis¬ 
copal  priest  who  last  Fall  spent  a  month 
appearing  in  a  San  Francisco  night  club, 
shocked,  entertained  and  scolded  300  clergy¬ 
men  at  a  breakfast  during  the  Minnesota 
State  Pastor’s  Conference  in  St.  Paul.  Charg¬ 
ing  that  conferences  for  pastors  are  “in¬ 
cestuous”  because  they  separate  the  clergy 
from  the  laity,  Boyd  said  he  was  “jetted  in 
to  give  everyone  an  ecclesiastical  orgasm.” 

Billy  Graham  has  indicated  that  he  will  cut  down 
the  size  of  his  organization  before  it  gets  too 
big.  At  a  meeting  of  the  board  which  administers 
work  around  the  world,  he  said,  “We  plan  to 
use  some  existing  organizations  rather  than  our 
own  in  distributing  our  films  in  Europe.”  He  told 
a  reporter  during  the  meeting  in  Dallas  that  one 
of  the  worst  developments  possible  for  his  organ¬ 
ization  would  be  for  it  to  become  an  institution. 
When  asked  about  his  own  income,  Dr.  Graham 
said,  “It  the  same  as  ever — $19,500 — I  thought 
everyone  knew  that.” 

The  North  Carolina  Supreme  Court  has  ruled 
that  a  clergyman  can  be  held  in  contempt  of 
court  if  he  refuses  to  testify  regarding  what 
he  considers  privileged  pastoral  communica¬ 
tions  in  a  case  in  which  a  defendant’s  life 
is  at  stake.  It  held  that  the  Rev.  Frank  Wil¬ 
liams,  pastor  of  the  Mount  Zion  Baptist 
Church  at  Greensboro,  did  not  have  im¬ 
munity  when  he  was  summoned  as  a  witness 
last  May. 

Mrs.  George  Romney,  wife  of  the  governor  of 
Michigan,  sought  recently  to  answer  one  of  the 
criticisms  that  could  well  keep  her  husband  from 
the  G  O.P.  Presidential  nomination  —  that  the 
Mormon  Church  bars  Negroes  from  its  priest¬ 
hood.  She  denied  vehemently  in  an  interview 
with  Look  Magazine  that  the  Church  denies 
equality  to  Negroes.  She  said:  “If  my  Church 
taught  me  anything  other  than  that  the  Negro 
is  equal  in  every  way  to  any  other  person,  I 
could  not  accept  it.”  She  did  say,  “The  Negro 
cannot  attain  the  priesthood,  and  I  am  sorry, 
but  he  will  get  it.” 

New  Mexico’s  “quickie”  marriages  will  end, 
if  a  bill  supported  by  the  New  Mexico  Coun¬ 
cil  of  Churches  is  passed  during  the  current 
session  of  the  Legislature.  The  measure  in¬ 
troduced  by  Sen.  Edmundo  Delgado  of  San¬ 
ta  Fe,  would  require  a  three-day  waiting 
period  before  marriage  licenses  could  be  is¬ 
sued. 
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A  Report 
from  New  Orleans 
Inner-City  Parish 

by  Rupert  Coles 

The  trend  of  metropolitan  growth 
in  our  country  suggests  that  we  will  be 
more  a  nation  of  large  cities.  City  plan¬ 
ners  refer  to  large  areas  of  metropoli¬ 
tan  complexes  as  well  as  cities  them¬ 
selves.  Examples  of  this  are  the  New 
York-Boston  complex  and  the  Gulf 
Coast  complex.  These  planners  visual¬ 
ize  these  areas  as  large  integral  com¬ 
plexes  with  problems  which  affect  all 
ersons  living  within  the  geographical 
oundaries. 

This  means,  of  course,  that  the  prob¬ 
lems  of  large  cities  are  here  to  stay. 
From  the  standpoint  of  the  church,  the 
problems  which  need  to  be  solved  now 
will  be  even  more  pressing  in  the  fu¬ 
ture.  It  is  important  that  we  recognize 
the  permanency  of  the  problems  which 
face  the  heart  of  the  city.  These  prob¬ 
lems  are  those  of  the  church  also  if 
the  church  accepts  it  duties  to  the 
people. 

But  the  problems  of  the  church  in 
the  city  are  not  confined  to  the  Inner 
City  churches.  The  suburban  church 
and  the  Inner  City  church  face  differ¬ 
ent  problems,  of  course.  But  it  is  in¬ 
teresting  to  see  that  many  of  the  prob¬ 
lems  of  the  suburban  church  find  so¬ 
lution  as  suburban  churchmen  give 
themselves  to  minister  to  the  needs  of 
the  Inner  City. 

For  all  churchmen,  whether  subur¬ 
ban,  Inner  City  or  rural,  the  most  ur¬ 
gent  task  is  the  renewal  of  the  church. 
How  can  the  church  gain  a  proper  un¬ 
derstanding  of  its  mission?  How  can 
churchmen  gain  new  enthusiasm  con¬ 
cerning  the  carrying  out  of  this  mis¬ 
sion?  How  can  we  discover  the  tech¬ 
niques  required  to  be  successful  in  new 
assignments  ? 

There  is  no  substitute  for  hard  work 
and  there  is  no  other  way  to  serve  than 
through  involvement.  There  is  no  way 
to  meet  the  needs  of  people  than 


MY  Fund 
an  investment 

This  Methodist  Youth  Fund  is  your 
investment  in  the  world  wide  ministry 
of  the  church. 

Who  should  give  to  MY  Fund  ?  You ! 
and  all  persons  in  all  local  MYF  groups 
—  Sunday  morning,  Sunday  evening, 
and  week  days. 

This  money  that  we  give  is  first 
sent  to  the  treasurer  of  your  local 
church,  and  then  to  the  treasurer  of 
the  annual  conference  and  finally  to  the 
General  Board  of  Education  where  it 
is  divided. 

70%  for  missionary  work  all  around 
the  world, 

30%  for  youth  work  in  the  U.S. 

O.K.  so  we  say  missionary  work,  but 
just  what  do  we  mean  by  it? 

MY  Fund  helped  build  the  Batala 
Coeducational  School  in  Panjab,  India, 
the  Holding  Institute  in  Laredo,  Texas, 
and  extension  schools  in  the  West  In¬ 
dies  all  of  which  make  it  possible  for 
some  people  previously  denied  an  edu¬ 
cation  to  receive  one. 

It  helps  so  many  hospitals  and  medi¬ 
cal  centers  throughout  the  world  that 
would  be  impossible  to  name. 

MY  Fund  helps  develop  and  im¬ 
prove  rural  areas,  bringing  hope  and 
faith  back  to  the  people.  It  works  in 
slum  areas,  community  centers,  and 
children’s  homes  anywhere  it  can  help 
relieve  human  suffering. 

MY  Fund  gathers  people  through  ed¬ 
ucation  in  Christian  schools  at  home 
and  overseas,  among  all  people,  in  all 
lands,  and  makes  the  Lord  Jesus  Christ 


through  personal  contact.  This  is  also 
the  way  of  witnessing  to  the  love  of 
God.  We  usually  think  of  missions  as 
paying  people  to  do  the  work  of  the 
church  where  we  can’t.  The  difference 
is  that  in  the  metropolis  we  can  do  the 
work  of  the  church  personally.  This  is 
the  manner  in  which  the  Inner  City 
and  suburban  area  complement  one  an¬ 
other. 

t 


known.  In  interdenominational  work 
it  promotes  world  Christian  fellowship 
and  cooperates  with  Christian  churches 
to  gather  peoples  and  enlist  their  help 
in  building  Christianity  through  the 
ecumenical  movement.  In  the  medical 
field  MY  Fund  brings  to  bear  on  hu¬ 
man  life  the  spirit  of  Christ  through 
a  healing  ministry.  It  helps  rural  work 
by  giving  new  opportunities  and  social 
work  by  persuading  people  to  live  bet¬ 
ter  lives  and  work  toward  better  neigh¬ 
borhoods. 

Great,  we  know  all  about  missions 
but  what  about  our  30%  ? 

Here  MY  Fund  helps  develop  the 
aims  of  the  Christian  mission.  Fifteen 
cents  of  our  dollar  comes  back  to  the 
conference  for  the  development  of  ef¬ 
fective  conference,  district,  and  subdis¬ 
trict  programs.  These  strengthen  the 
local  church  which  is  the  core  of  MYF 
existence. 

It  allows  for  a  Conference  Youth 
Council,  publicity,  leaflets,  papers,  and 
leadership  education  such  as  workshops 
and  camps. 

It  also  helps  sponsor  MCMYF  which 
brings  together  on  a  national  level 
youth  and  adults  to  discuss  important, 
issues  in  the  life  of  the  church,  nation 
and  world. 

Yes,  I’d  say  MY  Fund  is  a  pretty 
big  investment. 

— J.  C.  Skinner 
Executive  Secretary, 

Conference  Board  of  Education 


PREPARING  TO  USE 
THE  NEW  CURRICULUM 

During  the  month  of  April,  all  Adult 
materials  in  our  Methodist  curriculum 
will  be  geared  to  giving  an  over-all 
introduction  of  the  new  curriculum  ma¬ 
terials,  scheduled  to  arrive  in  SeptemJ 
ber  of  this  year,  1967.  Many  booklets 
and  explanatory  articles  are  available 
for  advance  interpretation. 


Board  of  Education 
.... at  your  service 

Start  off  the  New  Year  in  the  right 
way  for  your  MYF  by  getting  in  the 
habit  of  using  the  services  provided  by 
your  Conference  Board  of  Education 
Office. 

The  reason  for  the  existence  of  the 
Conference  Staff  is  to  help  you.  If  we 
are  not  helping  you  in  local  church 
ministry  we  are  not  doing  our  jobs. 
Our  training  and  background  is  direct¬ 
ed  to  give  us  the  abilities  to  be  of  such 
help. 

Among  the  ways  that  we  can  serve 
you: 

— Providing  access  to  resource  ma¬ 
terial  and  persons. 

— Meeting,  with  individuals  or  plan¬ 
ning  groups  in  your  local  church 
on  a  consultative  basis  to  work  out 

firoblems  or  make  long  range  plans 
or  your  youth  ministry. 

— Working  with  you  to  plan  and 
carry  out  leadership  development 
events. 

These  are  the  main  ways  and  we 
hope  there  are  others  for  which  you 
will  call  us. 

Don’t  ever  hesitate  to  call  or  write. 

The  phone  is  868-5362  and  the  ad¬ 
dress  is  P.  O.  Box  4325,  Shreveport, 
Louisiana,  71104. 

t 


Be  sure  to  read  THE  CHURCH 
SCHOOL,  (January,  1967,  page  17), 
THE  ADULT  STUDENT,  (January, 
1967,  page  5)  and  FORECAST,  (De¬ 
cember,  January,  February,  page  3-4) 
Being  ready  demands  only  that  we  plan 
and  study.  God  never  intended  that 
the  presence  of  the  Holy  Spirit  make 
up  for  our  short-comings  in  serious 
study. 

BEGIN  NOW!! 

t 


Luman  E.  Douglas  Garland  Dean  Kenneth  Rigby  Oscar  Cloyd  Ben  R.  Oliphant 


Luther  Booth  Wilson  Watson  Woodrow  Hearn  Merlin  Merrill  Jack  S.  Wilkes  Thomas  Matheny 
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Business  Girls 9  Inn,  Shreveport 


Open  house 


January  28  and  29 


Celebrating  Founders’  Day  and  honoring  Mrs.  George  Sexton,  Mrs.  A.  J. 
Peavy,  Mrs.  Claiborne  Foster  and  Mrs.  Abel  Bliss,  founders. 


Mrs/  Maxine  Watkins,  present  director,  and 
Mrs.  Mary  E. Freeman,  who  served  as  director 
for  34  years. 


Miss  Mertis  Foster,  Shreveport;  and  Mrs. 
George  Sexton,  Shreveport. 


Teresa  Teague  of  Stamps,  Ark.  and  the  Rev. 
Robert  B.  Crichlow  of  Shreveport. 


Mrs.  G.  W.  Dameron,  Pineville,  former  con¬ 
ference  president. 


Receiving  line:  Mrs.  Dorothy  Thomas, 

board  chairman;  Mrs.  W.  B.  Gardner,  board 
member,  Mrs.  C.  B.  McGowan,  Baton  Rouge, 
president  of  conference  Woman’s  Society 
of  Christian  Service;  and  Mrs.  L.  B.  Kil¬ 


patrick,  Shreveport,  chairman  of  the  Found¬ 
ers'  Day  celebration.  RIGHT:  Mrs.  Glenn 
E.  Laskey,  Ruston,  president  of  Woman’s 
Division. 


Shreveport  District  Superintendent  George 
Pearce,  Jr.  with  his  daughter,  Mrs.  Alton 
Lofton,  right,  Natchitoches,  with  Linda  Cobb 
of  Hope,  Ark.  and  Paula  Pyle  of  Logansport, 
La. 


Mrs.  Wiltz  M.  Ledbetter,  Shreveport, 
board  member,  and  Miss  Janace 
Johnson,  Sprtnghi II ,  one  of  the 
hostesses. 


Miss  Linda  Smith  of  Shreveport, 
an  accomplished  pianist,  whose 
mother  lived  at  the  Inn  from  1943- 
47. 


Dick  Berryh ill,  Shreveport  layman,  and  Dr. 
Luman  E.  Douglas. 


Mr.  and  Mrs.  R.  D-  Shoulder  of  Shreveport 
He  is  executive  director  of  Goodwill  Industries. 
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Decline  in  church 
school  enrollment 

By  W.  W.  Reid 

There  is  great  hue  and  cry  being 
made  in  the  churches  of  almost  all 
"major”  (larger-numbered)  denomina¬ 
tions  in  America  that  Sunday  school 
enrollment  and  attendance  has  been 
declining  during  the  past  ten  or  more 
years.  Often — if  not  generally — this  is 
accompanied  by  decrease  in  church  at¬ 
tendance.  A  similar  "trend"  seems  even 
more  marked  and  of  longer  duration 
in  some  areas  of  Europe. 

I  suppose  there  have  been  almost  as 
many  "causes”  suggested  for  this  "fall¬ 
ing  away  from  the  Sunday  school  and 
church”  as  there 
have  been  eccles¬ 
iastical  commis¬ 
sions  studying 
the  matter.  Yet 
it  is  probably 
true  that — as  in 
any  "revolution" 
among  men  — 
there  is  no  clear 
and  single 
"cause”  but  a 
conjunction  of  situations  that  unite 
forces  to  change  interests  and  concerns 
—  finally  breaking  into  new  needs, 
habits,  goals,  and  activities. 

Cities — and  even  suburbs  —  are  be¬ 
coming  more  and  more  congested  — 
"we  need  fresh  air.”  The  country,  the 
seashore,  the  recreation  centers  beckon 
us.  Most  American  families  have,  or 
can  afford,  a  car  to  take  them  to  the 
"fresh  air.”  The  five-day  week  (and 
no  farm  chores)  enables  them  to  "re¬ 
create”  over  the  weekend  and  within 
the  budget.  Automation  promises  or 
gives  even  more  time  for  recreation; 
financial  prosperity  makes  for  more 
travel,  for  summer  homes,  for  bought 
entertainments;  "spectator  sports”  draw 
families  from  home;  "canned  entertain¬ 
ment”  engages  the  brief  hours  at  home. 
The  tempo  of  life  our  grandparents 
knew  has  fallen  victim  to  mechanical 
revolution.  The  tempo  of  life  in  which 
Sunday  was  a  prolonged  day  of  rest, 
and  the  Sunday  school  was  a  monotony¬ 
breaking  interlude,  is  forgotten. 

Another  set  of  factors  contributing 
to  Sunday  school  and  church  losses 
seem  to  center  in  a  disillusionment  of 
people  with  the  contribution  that  the 
church — or  even  Christianity  itself  — 
can  make  to  the  concerns,  fears,  frus¬ 
trations,  or  hopes  and  aspirations  up¬ 
permost  in  men's  minds.  This  is  per¬ 
haps  more  noticeable  in  Europe  than 
in  America  —  and  grew  out  of  wars 
which  the  churches  generally  blessed, 
and  could  not  prevent.  Some  express 
it  as  a  growing  feeling  that  Christian¬ 
ity,  as  expressed  and  taught,  has  lit¬ 
tle  relevance  to  the  deeper  questions 
and  problems  of  mankind.  Men  are 
thinking  deeper  than  earlier  genera¬ 
tions  ever  thought — but  any  answers, 
they  say,  seldom  come  through  the  or¬ 
ganized  church. 

Probing  beneath  these  two  streams 
that  (among  others)  merge  to  make  to¬ 
day’s  "religious  revolution,”  two  con¬ 
siderations  seem  pertinent:  (1)  Is  the 
Sunday  School,  timed  and  conducted 
today  pretty  much  as  it  was  over  a 
century  ago,  an  effective  vehicle  for 
teaching  Christian  truth  and  inspiring 
and  enriching  young  life?  (2)  Is  the 


on  a 
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It  is  always  easy  to  think  that  the 
news  which  sounds  so  important  to 
yourself  will  be  as  special  to  other 
eople.  As  a  religious  journalist,  I  have 
een  especially  interested  in  the  recent 
surge  of  self-examination  which  has 
been  going  on  in  Fleet  Street,  Lon¬ 
don’s  centre  of  the  newspaper  indus¬ 
try.  A  report,  widely  publicised,  which 
is  critical  of  management  techniques, 
and  which  looks  at  a  black  future  for 
Britain’s  newspaper,  have  been  accom¬ 
panied  by  the  fact  that  Lord  Thomson, 
Press  Baron  from  Toronto,  has  taken 
over  the  Times  newspaper,  as  well  as 
the  Sunday  edition  of  that  famous 
paper. 

But  this  is  not  a  facet  of  British 
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journalism  which  is  important  only  to 
those  of  us  who  are  closely  concerned. 
It  affects  the  whole  public  life.  Any 
threat  of  the  loss  of  independent  news¬ 
paper  publication  is  a  threat  to  the 
public  itself.  It  also  has  repercussions 
on  the  religious  Press  as  such. 

Nothing,  in  my  view,  is  more  im¬ 
portant  than  the  objective  dissemina¬ 
tion  of  news  and  the  offering  of  in¬ 
formed  comment,  and  this  is  no  less 
vital  on  the  religious  front. 

In  the  case  of  papers  like  the  Ar¬ 
kansas  Methodist/Louisiana  Methodist, 
you  have  the  backing  of  church  sub¬ 
scriptions,  which  operates  in  a  differ¬ 
ent  way  from  the  British  religious 
Press.  But  the  principles  are  still  the 


same.  I  hope  your  Editor  will  not  mind 
me  saying  that  when  I  had  the  pleasure 
of  meeting  him  at  the  W.M.C.  in  Lon¬ 
don  last  summer,  what  impressed  me 
was  his  "nose  for  news”  and  his  evi¬ 
dent  professionalism.  (He  can  blue-pen¬ 
cil  all  this  by  his  editorial  right,  but 
I  hope  he  won't!)  And  increasingly 
in  these  days,  piety  is  no  substitute  for 
professionalism— though  the  firm  foun¬ 
dation  of  conviction  is  a  necessary  basis 
for  all  religious  journalism. 

If  religious  papers  are  to  do  more 
than  survive,  they  need  not  only  this 
splendid  professionalism  which  is  so 
marked  in  this  paper.  They  need  also 
the  backing  in  thought,  prayer  and 
practical  support  of  the  church  mem¬ 
ber  who  values  the  special  freedom 
which  is  conferred  upon  him  by  a  live¬ 
ly  newspaper. 

If  the  church  is  to  have  an  effective 
voice,  a  great  deal  depends  upon  the 
thoughtful  and  loyal  support  of  an  in¬ 
creasing  and  interested  readership.  We 
can  all  play  a  part  in  making  sure  that 
the  Gospel  gets  a  hearing  and  the  live 
church  gets  a  notice,  simply  by  sub¬ 
scribing  to,  and  reading  a  church  news¬ 
paper — and  by  adding  a  friend  to  the 
list. 


church  organized  and  geared  to  be  an 
educational  institution?  Or  are  the  one¬ 
way  sermon  and  the  repetitious  service 
of  worship  outmoded  as  teaching-in- 
spiring  vehicles  to  "make  man  right 
with  his  God  and  his  neighbor"? 

(1)  It  would  appear  that  the  Sun¬ 
day  school,  as  patterned  after  the  needs 
it  attempted  to  meet  in  rural  America 
a  century  ago  needs  to  be  restudied  and 
perhaps  be  reshaped.  We  have  noted 
some  external  causes  of  decreasing 
membership  and  concerp.  But  the  in¬ 
ternal  problems  need  alteration  also: 
the  relatively  poor  training  of  teach¬ 
ers;  the  30  to  40  minutes  per  week  of 
"study”;  the  busy-nessof  most  pastors 
which  prevents  them  from  teaching. 

(2)  In  theory  the  sermon  is  a  vehicle 
of  education.  It  grew  up  in  a  period 
and  in  a  place  where  few  read  or  had 


much  schooling.  The  old  "lecture”  is 
almost  outmoded  in  modern  education 
— but,  in  the  sermon,  it  remains  en¬ 
trenched.  People  who  are  schooled  to 
"think  for  themselves,”  to  learn  by 
discussion  rather  than  by  "acceptance” 
are  not  readily  changed  or  motivated 
by  the  lecture-sermon.  And,  I  fear  the 
over-familiar  "service  of  worship”  may 
have  a  "comforting”  but  not  mind-and- 
spirit-changing  effect.  As  to  the  con¬ 
tent  of  many  sermons — read  the  con¬ 
glomeration  of  topics  in  Saturday’s  "re¬ 
ligious  page,”  and  you  will  wonder 
what  Christianity  is  all  about! 

We  never  go  back  to  "good  old 
days”  in  church  or  elsewhere,  so  we 
had  better  study  and  go  forward  to 
make  the  church  today  an  educational 
and  spiritually  motivating  vehicle  for 
the  teaching  of  the  Christian  faith. 


These  thoughts,  prompted  as  they  are 
by  what  is  happening  here  in  Britain, 
underline,  I  realise,  your  Editor’s  be- 
ginning-of-the-year  campaign  for  sup¬ 
port  for  the  paper.  I  don't  mind  doing 
that  as  a  by-product,  because  the  world 
needs  newspapers  which  will  look  at 
life  from  Goa’s  point  of  view,  as  well 
as  Man’s.  That  is  what  every  subscriber 
is  helping  with,  as  well  as  every  writer. 
*  *  * 

ANYBODY  THERE? 

Britain’s  Automobile  Association  — 
the  famous  "A. A.” — with  millions  of 
drivers  sporting  the  yellow  and  chrom¬ 
ium  badge,  has,  as  part  of  its  service, 
a  series  of  telephone  boxes  upon  the 
roads  of  Britain,  from  which  mem¬ 
bers  can  make  emergency  calls  if  they 
are  in  trouble  with  the  car. 

(Continued  on  page  11) 
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THE  GOOD  GUY  AND  THE  BAD 
GUY 

(A  parable  in  modem  speech) 

According  to  Jesus  there  was  this 
good  guy  who  went  to  church  regular, 
see?  And  every  once  in  a  while  he 
would  remind  God  about  how  relig¬ 
ious  he  was.  He  was  strictly  from 
Goodsville. 

One  fine  day  this  good  guy  goes  to 
church  and  lets  the  Lord  have  it. 
Right  on  the  line. 

"See  here,  Lord,”  he  says.  "In  case 
you  don’t  know  who  I  am,  I  better 
get  you  straightened  out  right  now. 
Listen.”  The  good  guy  walks  a  little 
closer  to  the  altar  so  God  can  get  a 
real  good  look  at  him,  ’cause  he’s 
afraid  God  is  a  little  near-sighted.  He 
starts  beating  his  gums  again. 

"Lord,  I'm  a  pretty  good  church 
member.  I  attend  real  often.  Oh,  when 
it’s  warm  and  sunny  I  like  to  slip  off 


by  Charles  A.  Stuck/Lay  Evangelist 


and  do  a  little  Sunday  golfing.  My  best 
customer  plays  golf  every  Sunday,  Lord, 
and  he  gives  me  plenty  good  profitable 
business.  So  if  you  want  me  to  keep 
on  donating  to  the  church,  Lord,  I’ll 
hafta  miss  church  sometimes.  After  all, 
Lord,  I  go  a  lot  oftener  than  my  com¬ 
petitor  goes.” 

The  good  guy  pauses  and  takes  a 
deep  breath.  Then  he  takes  off  again. 

"Lord,  I  tithe,  too.  Course,  most  of 
my  tithe  goes  to  the  Little  League 
’cause  my  grandson  is  on  the  team.  By 
the-  way,  if  they  don’t  get  a  better 
umpire,  I’ll  quit  donating.  You  should 
have  seen  how  he  called  a  strike  on 
him  last  week.  About  the  church?  Oh, 
yes,  I  give  them  a  dollar  every  Sun¬ 
day,  but  I  tell  ’em  not  to  send  any  of 
my  donation  to  foreigners.  I  believe’ 
that  charity  begins  at  home,  like  the 
Bible  says.” 

"And  another  thing,  Lord.  I  don’t 


like  this  bad  guy  coming  to  my  church. 
Tell  him  to  go  somewhere  else.  He 
ought  to  stay  in  his  place  anyway.” 

The  good  guy  cools  it  for  a  while 
so  the  bad  guy  begins.  He  beats  his 
chest  like  he’s  got  a  bad  cold. 

"Lord,”  he  says,  "I’m  just  a  low 
down  sinner.  I  overcharge  people  on 
their  taxes.  I  steal  from  the  govern'-- 
ment.  Lord,  I  want  to  quit  all  that 
stuff  and  start  to  follow  you.  Do  you 
think  you  could  forgive  me,  Lord?  I’m 
a  no-good,  but  I  love  you  and  I  want 
to  follow  you.  Can  I,  Lord?” 

You  know  what?  The  bad  guy  was 
forgiven  real  sudden  like.  He  walked 
out  of  church  humming  to  his  self  and 
thanking  God.  The  good  guy?  Oh,  he 
went  to  you-know-where  because  he 
was  too  anxious  to  tell  the  Lord  about 
his  religion  and  not  anxious  enough  to 
admit  his  faults. 
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GUEST  EDITORIAL 


Cultivating  the  Grass  Roots 


By  JAMES  C.  STOKES 

Editor,  North  Carolina 


It  seems  to  us  that  in  recent 
times  there  has  been  a  tend¬ 
ency  for  the  leadership  of  the 
church  to  become  separated 
from  the  rank  and  file  mem¬ 
bership.  As  The  Methodist 
Church  has  grown  in  numbers 
and  its  program  has  developed 
in  complexity,  there  has  been 
need  for  an  ever  greater 
amount  of  structure.. 

We  have  more  boards,  com¬ 
missions  and  committees  than 
ever  all  the  way  from  the  local 
church  to  the  level  of  the  gen¬ 
eral  church.  This  superstruc¬ 
ture  has  developed  as  a  result 
of  felt  needs.  Every  phase  of 
our  lives  has  grown  more  com¬ 
plex-government,  bus  iness, 
education,  as  well  as  the 
church.  We  are  pragm  a  t  i  c 
enough  to  realize  that  if  The 
Methodist  Church  did  away 
with  all  of  its  agencies  and 
organizations  it  would  have  to 
restore  most  of  them  out  of 
sheer  necessity. 

One  result,  however,  of  this 
complex  organization  is  that 
sometimes  the  heads  of  agen¬ 
cies,  and  their  associates,  may 
get  a  long  way  from  the  grass 
roots  of  the  church.  They  can 
begin  to  live  in  a  different 
world,  think  different  thoughts, 
have  different  ideas,  make  dif¬ 
ferent  value  judgments.  At  the 
moment,  we  are  not  saying  that 
their  ideas  are  better  or  worse 
than  those  of  the  rank  and  file. 
We  are  just  asserting  that  they 
sometimes  become  widely  dif¬ 
ferent. 

To  illustrate:  a  Methodist 
connectional  leader  may  have 
been  working  in  the  area  of 
ecumenicity  or  missions  or  so¬ 
cial  concerns.  This  goes  on  for 
years.  Increasingly  his  lines  of 
communication  become  estab¬ 
lished  with  others  who  are 
working  in  the  same  field,  often 
across  denominational  lines. 
He  becomes  very  knowledge¬ 
able  in  his  specialty,  but  all  the 
time  he  is  getting  farther  away 
from  the  perspective  of  the  run- 
of-the-mill  church  member. 

He  is  sometimes  engaged  in 
structuring  programs,  in  pre¬ 
paring  materials  for  an  area  of 

church  life  with  which  he  may 
have  at  best  a  very  tenuous 


Christian  Advocate 
and  perhaps  a  diminishing  re¬ 
lationship.  Moreover,  he  may 
believe  so  strongly  in  his  posi¬ 
tion  that  he  has  little  patience 
or  even  respect  for  the  opinion 
of  local  church  people. 

One  thing  that  we  should 
keep  before  us  is  that  for  bet¬ 
ter  or  for  worse  the  real  body 
of  the  church  is  contained  in 
the  great  mass  of  its  members. 
The  church  lives  out  its  life  on 
the  local  level,  and  what  fails 
to  be  experienced  there  never 
really  becomes  permanent. 

The  cleavage  in  understand¬ 
ing  and  purpose  between  the 
upper  echelons  of  church  lead¬ 
ership  and  our  rank  and  file 
membership  is  a  serious  prob¬ 
lem  which  should  be  faced 
without  delay.  The  real  need 
is  for  communication  and  for 
dialogue. 

Sometimes  our  laymen  are 
not  briefed  upon  upc  o  m  i  n  g 
problems.  They  are  not  prop¬ 
erly  filled  in  on  decisions  fac¬ 
ing  the  church.  Yet,  we  expect 
them  to  react  just  like  those 
who  have  been  let  in  on  what 
the  issues  are  all  about. 

The  other  side  of  this  pic¬ 
ture  is  that  the  rank  and  file 
membership  is  too  prone  to  re¬ 
main  in  ignorance,  and  to  make 
decisions  on  the  basis  of  little 
or  no  knowledge.  Everyone 
may  have  a  right  to  his  opin¬ 
ion,  but  no  one  has  a  right  to  be 
wrong  about  his  facts. 

Laymen  and  ministers  alike 
can  be  guilty  at  this  point.  It 
behooves  all  of  us  to  study  the 
problems  and  issues  within  the 
church,  and  in  our  world,  and 
to  inform  ourselves  about  what 
is  going  on. 

Let  us  all,  however,  stay 
reasonably  close  together.  This 
may  mean  that  leaders  of  great 
vision  and  vigor  may  need  to 
reduce  pace.  They  should  be 
willing  to  do  this  for  the  sake 
of  maintaining  communication 
and  communion  with  people  of 
lesser  vision.  Above  all,  let  us 
maintain  a  fitting  respect  for 
one  another.  What  shall  it  prof¬ 
it  a  church  leader  if  he  reaches 

the  summit  of  some  mountain 
of  enlightenment  only  to  find 
that  he  has  lost  all  touch  with 
his  fellow  travelers? 


BRITISH  SCENE 

(Continued  from  page  10) 

I  was  talking  recently  to  one  of  the 
staff  of  the  A. A.,  who  told  me  of  a 
lady  who  rang  from  an  ordinary  public 
call  box  for  help.  He  courteously  point¬ 
ed  out  that  she  could  have  used  the 
A. A.  box,  which  was  not  nearly  so  far 
from  the  scene  of  her  breakdown. 

"Oh,”  she  said  "I  already  spent  half 
an  hour  knocking  at  the  door  of  that 
thing,  but  your  little  man  wouldn't 
come  out.” 

HEADLINE  OF  THE  WEEK 

The  London  Evening  News  pub¬ 


lished  a  two-line  report  of  a  housewife 
who  said:  "I  get  fed  up  when  my  hus¬ 
band  keeps  on  talking  about  engines 
and  cars.” 

The  headline  was:  "CYLINDER 
BORE.” 

*  *  * 

LAST  WORD 

"Take  care  of  him!”  ■ —  The  Good 
Samaritan. 

t 

C  hildren  who  may  not  understand 
salt  that  has  lost  its  savor”  will  get 
the  message  when  they  hear  about 
“mot  beer  that  has  lost  its  fizz.” 


Babbage,  S.  Barton  The  LIGHT  OF 
THE  CROSS— Zondervan  Press,  1966. 
183  Pages 

Among  the  many  Lenten  books  of¬ 
fered  for  1966  is  Babbage’s  The  Light 
of  the  Cross  with  the  sub-title  "A  Look 
at  the  persons  who  stood  at  the  Cross.” 

The  book  contains  sixteen  sermon- 
ettes  called  "penetrating  studies”  on  the 
men  and  women  who  appeared  in  the 
Gospel  story  as  they  stand  revealed 
in  the  light  of  the  cross.  The  Studies 
are  interestingly  written. 

Dr.  Babbage  compiles  in  each  chap¬ 
ter  the  materials  from  the  Gospels  and 
information  from  history  and  tradition 
and  concludes  with  a  devotional  prayer. 

There  is  little  new  material,  but  his 
style  is  fresh  and  his  illustrations  are 
excellent  and  always  appropriate.  For 
Lenten  reading  or  for  one  of  the 
sources  for  a  Lenten  Sermon  Series  on 
the  personalities  of  the  Passion,  this 
book  is  a  good  one. 

Dr.  Babbage,  a  New  Zealander,  is 
a  visiting  Professor  at  Columbia  Semi¬ 
nary  (Presbyterian)  in  Decatur, 
Georgia. 

Edward  B.  Hollenbeck 

Samuel  Umen.  LINKS  BETWEEN 
JUDAISM  AND  CHRISTIANITY, 
$4.75,  Philosophical  Library. 

This  book  is  by  a  Reform  Jewish 
rabbi  in  Manchester,  N.H.  and  sketches 
the  many  bridges  that  cross  over  from 
the  Old  Testament  to  the  New  Testa¬ 
ment.  The  author  announces  in  the 
Preface  that  "its  paramount  aim  is  to 
show  how  Christianity  evolved  out  of 


Judaism  and  the  relationship  between 
the  two  great  religions.” 

Compared  are  great  ideas  like  the 
Messianic  hope,  immortality,  reward 
and  punishment,  resurrection,  the 
Pharisees  and  the  Saducees,  baptism, 
the  Kingdom  of  God  concept  and  the 
influence  of  Hellenism  and  Hebraism 
on  each  other  and  on  Christianity. 
There  is  a  good  chapter  on  "Jesus 
the  Jew  and  Christianity,”  with  the 
author  insisting  that  it  was  not  Jesus’ 
interpretation  of  the  Jewish  law  that 
led  to  his  crucifixion. 

The  author  places  the  blame  on  the 
priests  who  he  says  were  "the  self-ap¬ 
pointed  Jewish  representatives  of  po¬ 
litical  life  in  the  country  and  worked 
hand  in  hand  with  Rome.  The  priests 
during  that  period  did  many  things 
which  were  aaginst  the  interest  of  the 
people.  As  a  matter  of  fact  they  were 
regarded  by  the  populace  as  Quislings.” 

A  very  readable  book  about  a  very 
controversial  subject. 


There  is  no  situation  so  adverse  but 
that  the  wise  and  the  good  will  turn 
it  to  advantage,  and,  like  a  lily  rooted 
in  mud,  make  beauty  out  of  it. — Harold 
E.  Kohn. 

t 

Deep  within  us  God  has  hidden  re¬ 
serves  of  which  we  are  unaware  until 
some  storm  of  the  spirit  dislodges  them, 
and  they,  break  loose  from  their  hid¬ 
ing  places  and  are  made  available  for 
our  use. — Harold  E.  Kohn 


CHAIRS 

Tubular  steel  folding  chairs  in  beige, 
taupe,  mist  gray,  coppertone 


Adult  size  $40.00 
Juvenile  sizes 

f.o.b.  Fort  Smith.  Specifications  sent 
on  request 


per  dozen 

12  or  14”  $36.00  per  dozen 


tables 

Fort  Smith  folding  banquet  tables 
Prices  begin  at  $17.95  each,  f.o.b.  Fort 
Smith  for  30  x  72  size  with  hardboard  top. 
Complete  price  list  sent  on  request. 

PEWS 

Write  for  catalog 

BRONZE  MEMORIAL  PLATES 

Write  for  prices  on  sizes  needed. 

WHITE  CARNATION  BOUTONNIERES 
FOR  USHERS 

Trial  order  of  3  dozen  for  $4.50 

LYNCH  SUPPLY  COMPANY 

Sta.  A  Box  3085 
Fort  Smith,  Ark.  72901 
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Report  No.  3 


1967  CIRCULATION  CAMPAIGN 


ALEXANDRIA  DISTRICT 

New 

Renewal 

Not  Due 

Total 

Alexandra:  First, B.R.Oliphant 

9 

67 

. 

76 

Trinity,  B.J .Moreland 

8 

51 

- 

59 

Wesley -St.  Paul,  J.C.Zerangue 

12 

10 

- 

22 

Horseshoe  Drive,  L.M.  Coppage 

35 

27  ' 

- 

62  •• 

Ball  Ct..  C.O.  Hall 

2 

7 

- 

9 

Boyce  -Sepier,  H  .C  .Howell 

2 

30 

- 

32  •• 

Colfax,  Ira  M .  Robinson 

4 

34 

- 

38** 

Elizabeth -Hopewell,  D.R.Deen 

4 

42 

- 

46** 

Glenmora  ct:  E.O.  Pickens 

7 

33 

- 

40* 

Jena,  Nolley  Mem . ,  E  .J  .Barksdale 

7 

36 

- 

43 

Jones  ville -Harrisonburg  :S.B.Dampier  11 
Lecompte  -Cheyvil  -Bayou  Chicot, 

27 

' 

38** 

Robt.  Galatas 

18 

48 

- 

66** 

Liberty  Chapel,  R.K.  Friedrich 

- 

7 

- 

7 

Marksville  -Oak  Grove,  S  .S  .Holladay 
Montgomery  -Campti  -Davis  Spgs . , 

2 

30 

32 

J.F.Kellog 

6 

25 

1 

32** 

Mt.  Zion -Atlanta,  E.  Malone 

3 

15 

- 

18 

Natchitcohes ,  First,  J.B. Harper 

24 

96 

4 

124** 

Oakdale:  W.F.  Howell 

- 

24 

- 

24 

Oak  Grove,  Fred  W  Campbell 

1 

12 

- 

13 

Olla:  Geo.  H.  Sherman,  Jr. 

10 

29 

- 

39** 

Palestine -Bethel,  Richard  Hoffpauir 

3 

25 

1 

29 

Pine  ville,  Earl  B.  Emmerich 

15 

85 

- 

100** 

Trout  -Eden  -Urania,  J  .  V .  Fairley 
Natchitoches:  Col.  A. Ve -Provencal - 

11 

34 

" 

45** 

Weaver,  W.C. Worthy 

2 

18 

- 

20 

Winnfield-Couley:  R.E. Walton 

3 

56 

- 

59 

Totals 

199 

868 

6 

1073 

BATON  ROUGE  DISTRICT 

Amite:  Wm.  C.  Blakely 

10 

36 

1 

47 

Baker:  Albert  A.  Collins 

6 

11 

17 

Baton  Rouge  : 

First,  Dana  Dawson 

20 

80 

* 

100 

Braodmoor,  Barry  Bailey 

42 

100 

- 

142 

St.  Paul -Brownfield,  G.R. Messer 

15 

10 

- 

25 

Ingles ide ,  Harvey  Williamson 

9 

30 

- 

39 

Istrouma,  Marvin  H.  Corley 

8 

46 

54 

Jefferson,  Robt.  Windsor 

6 

6 

12 

North  Baton  Rouge:  B.E.  Bond 

11 

18 

- 

29 

St.  John’s  -  Highland,  H.  Price 

2 

4 

* 

6 

Bethel:  M.  McFarland 

13 

9 

22 

Blackwater:  Hugh  L.  Baker 

38 

85 

- 

123** 

Bogalusa,  ESM,  C.W.  Quaid 

26 

127 

" 

153** 

Clinton -C  lear  Creek:  W.C. Barham 

4 

39 

1 

44 

West  Feliciana  Ct -Concord- 

New  Hope:  E.  Bankston 

- 

7 

- 

7 

Deerford,  J.M.  Wilkes 

8 

8 

-1 

17** 

Danaldsonville:  M.  Paine 

1 

6 

- 

7 

Franklinton:  F.W.Schwendimann 

9 

14 

- 

23 

Gonzales:  T.O.  Crosby 

4 

9 

1 

14 

Hammond:  Alfred  M.  Brown 

15 

35 

1 

51 

Jackson -Ethel:  J.B  .Shearer 

1 

41 

“ 

42 

Kentwood:  C.  Martin 

1 

25 

1 

27 

Livingston  Ct.:  P.W. Sibley 

13 

21  . 

- 

34** 

Lottie -Rosedale:  Geo  J .  Burlew 

1 

19 

" 

20 

Magnolia -Corbin:  C.G.  Fuller 

6 

22 

28 

Pine  Grove  Ct.:  J.D.Bell 

3 

18 

21 

Ponchatoula:  Jack  Winegeart 

10 

45 

55 

St.  Francis  ville -Tunica:  T  J  Smith 

7 

19 

26 

Day  '8  Center -Darlington:  J  C  Bonds 

4 

11 

15 

Slaughter  -New  Roads :  R  B  Crosby 

- 

14 

14 

Springfield  Ct.:  John  Sayes 

5 

12 

- 

17 

Tangipahoa -Pine  Ridge:  S.P. Emanuel 

1 

14 

“ 

15 

Tickfaw:  Chas.  Brister 

4 

“ 

4 

Walker  Ct.:  Paul  W  Carter 

7 

25 

" 

32** 

Wesley  Ch.  -Lee's  Landing:C  L  Lipe 

3 

31 

- 

34 

Zachary:  B  L  Lawton 

23 

47 

* 

70* 

Totals 

332 

1048 

5 

1385 

LAFAYETTE  DISTRICT 

Berwick:  J  C  Wallace 

2 

21 

23 

Church  Pt-Pitreville:  F.  Lankford 

3 

13 

- 

16** 

Crowley:  First,  W  D  Boddie 

34 

67 

“ 

101 

Wesley:  E .  Brouillette 

7 

10 

17 

Ebenezer  -Esterwood:  R  R  Branton 

- 

17 

- 

17** 

Franklin:  C  R  McCammon 

9 

45 

" 

54 

Golden  Meadow -Grand  Isle:  R  R  Miller  16 

22 

38 

Houma:  First,  A  Jerome  Cain 

33 

67 

“ 

100 

Houma  Hts  -Bayou  Blue  -Dujac, 

W  W  Bevill 

2 

13 

- 

15 

Indian  Bayou -Kaplan:  T  R  Bergeron 

23 

97 

- 

120*** 

Jeanerette -Lydia -Week 's  Island: 

H  P  Cansler 

2 

12 

- 

14 

Lafayette :  Davison  Mem :  R  Garrett 

3 

19 

" 

22 

Ivanhoe:  R  Garrett 

3 

6 

9** 

Asbury:  Geo  W  Ross 

95 

32 

- 

127 

First:  J  L  Stovall 

9 

30 

- 

39 

Loc  port- Race  land:  B  J  Martin 

- 

7 

- 

7 

Melville -Palmetto:  S  P  Wendt 

2 

24 

* 

26 

Morgan  City:  Reuel  H  Allen 

11 

27 

" 

38 

-a 

l 

I 

g 

a 

1 

2 

04 

I 

£ 

New  Iberia:  Duke  R  Barron 

7 

59 

. 

66 

Opelousas :  Fred  O  Shi  rley 

7 

72 

i 

80* 

Port  Barre  -Krotz  Spgs  -Waxie: 

J  D  Strozier 

3 

32 

i 

36** 

Rayne -Branch:  C  P  Edwards 

- 

26 

- 

26 

Thibodaux  - Vachenie :  L  L  Broadus 

1 

9 

i 

11 

Patterson -Bayou  Vista:  S  T  Lilly 

7 

37 

- 

44 

Totals 

279 

764 

3 

1046 

LAKE  CHARLES  DISTRICT 


Cameron  -Grand  Chenier,  R  M  Bentley 

6 

20 

26 

DeRidder :  Wesley  -Holly  Gr . ,  A  W 
Coody 

5 

17 

- 

22 

Elton  -Basile:  W  T  Hall 

3 

32 

" 

35** 

Eunice -Ville  Platte:  Robt  C  Carter 

4 

18 

- 

22 

Florine-Hombeck:  L  E  Milem 

2 

16 

1 

19*** 

Gueydan:  W  B  Shaw 

10 

30 

40** 

Iowa -Bell  City:  Hayes,  J  E  Hodge 

2 

22 

“ 

24 

Jennings,  Angus  L  Car  ruth 

1 

50 

1 

52 

Kinder -Oberlin,  Rex  Squyres 

- 

78 

“ 

78** 

Lake  Charles: 

Fairview  -Sweet  Lake:R  Crowfoot 

4 

4 

- 

8 

First:  G  W  Pomeory 

16 

148 

1 

165 

Oak  Park:  D  Risinger 

7 

10 

- 

17 

Simpson:  Roy  Mouser 

24 

172 

196*** 

St.  Luke:  Wm  D  Peeples 

4 

11 

4 

16 

University:  M  W  Merrill 

8 

36 

1 

45 

Maplewood -Hackberry:  W  J  Reid 

4 

15 

- 

19 

Merryville-Broadland:  J  A  Knight 

3 

11 

- 

14 

Raymond:  Ollie  L.  Golson 

1 

20 

21 

Sulphur:  Henning  Mem:  D  W  Poole 

33 

151 

" 

184** 

Wesley:  L  D  Thompson 

2 

21 

- 

23 

Vinton:  Jas  M  Poole 

5 

57 

- 

62** 

Totals 

144 

939 

5 

1088 

MONROE  DISTRICT 


Bastrop:  First,  R  L  Peyton 

13 

87 

1 

101 

Memorial:  Abe  Conerly 

6 

11 

17 

Bastrop  Ct.:  Bartholomew -.Hughes 

7 

8 

- 

15** 

Bonita -Jones:  K  K  Carithers 

4 

14 

- 

18** 

Coll  ins  ton -Bonne  Idee:  B  R  Holley 

2 

16 

- 

18 

Epps  -Floyd:  A  E  Wingfield 

2 

;  17 

- 

19 

Ferriday:  J  A  Means 

4 

20 

- 

24 

Gilbert -Boeuf  Pr.  -H  B  Crammer 

9 

31 

- 

40** 

Garyson  Ct.:  Cecil  Mims 

2 

38 

* 

40** 

Kilboume  Ct.:  Rose  Carithers 

2 

6 

2 

10 

Walnut  Gr.  -  W  H  Carroll 

6 

10 

- 

16** 

Mangham:  Hugh  G  Dunn  Jr 

3 

33 

- 

36** 

Little  Creek -Union:  S  Hargrove 

2 

12 

- 

14** 

Mer  Rouge:  Ladell  J  Futch 

- 

1 

- 

1 

Monroe:  First,  Geo  Harbuck 

- 

1 

- 

1 

Gordon  Ave . ,  L  F  Roos 

3 

6 

- 

9 

Memorial:  I  W  Flowers 

4 

36 

- 

40 

Southside,  Lea  Joyner 

26 

70 

- 

96 

St.  Mark's  ,  J  O  Evans 

5 

13 

2 

20 

St.  Paul,  Fred  S  Flurry 

56 

26 

- 

82 

Oak  Grove,  Chas .  S .  Walker 

5 

22 

- 

27 

Oak  Ridge,  J  B  McCann 

22 

19 

- 

41*** 

Rayville  -Holly  Ridge,  A  A  McKnight 

6 

43 

- 

49 

Sicily  Island:  L  W  Taylor 

2 

26 

- 

28** 

St. Andrews,  M  S  Robertson 

1 

13 

- 

14 

Tallulah,  C  W  Bell 

29 

59 

- 

88** 

Vidalia,  W  O  Simmons 

28 

96 

- 

124**** 

Waterproof,  Clayton 

3 

12 

- 

15 

West  Monroe:  First,  K  McDowell 

19 

43 

- 

62 

Brownville,  I  A  Patton 

2 

21 

- 

23 

Claiborne -Wilhite:  E  W  Sandel 

2 

16 

- 

18 

McGuire:  A  P  Smith 

2 

6 

- 

8 

Winnsboro:  D  T  Williams 

8 

116 

- 

124*** 

Wisner,  John  R.  Johns 

8 

26 

- 

34** 

Totals 

293 

974 

5 

1272 

NEW  ORLEANS  DISTRICT 


Covington ,  W .  R .  Irving 

29 

10 

- 

39 

Fitzgerald -Waldheim :  J  E  Constable 

1 

12 

= 

13 

Lacombe  -St .  Tammany:  H  G  Ensenat 

- 

1 

- 

1 

Lutcher-LaPlace:  J  H  Tinnin 

New  Orleans: 

2 

10 

12 

Carrollton:  J  T  Harris 

14 

80 

- 

94** 

Elysian  Fields:  D  W  Tohline 

15 

3 

- 

18 

Felicity -John  Wesley:  Barringer 

- 

7 

- 

7 

First:  Clyde  Clark 

6 

45 

- 

51 

Jefferson:  D  J  Hall 

8 

16 

- 

24 

Metairie -St.  James:  J  W  Mathews 

4 

11 

- 

15 

Munholland  Mem:  A  W  Townsend 

9 

17 

- 

26 

Napoleon  Ave . :  D  W  A1  verson 

2 

31 

- 

33 

Parker  Mem:  L  S  Jones 

6 

28 

- 

34 

Rayne  Mem:  B  A  Galloway 

22 

105 

- 

127 

St.  Luke:  J  P  Woodland 

5 

8 

- 

13 

St.  Bernard:  Karl  D  Wood 

3 

26 

- 

29 

St.  Claude  Hts:  G  B  Watson 

4 

8 

- 

12 

St. Mark -Redeemer:  R  D  Coles 

1 

20 

- 

21 

Slidell:  Kirby  A  Vining 

12 

26 

- 

38 

3 

o 

Z 

£ 

Trinity-Asbury:  Fred  A  Mead 

3 

12 

- 

15 

Belle  Chasse:  A  D  St.  Amant 

9 

33 

- 

42** 

Totals  154 

509 

- 

663 

RUSTON  DISTRICT 

Arcadia -Mt.  Moriah:  J  H  Sewell 
Athens -Bethel -Cross  Roads: 

8 

54 

- 

62 

V  L  Westbrook 

4 

20 

- 

24 

Bernice -Alabama -Beech  Grove: 

Lee  Terry 

5 

26 

- 

31** 

Summerfield:  J  E  Hearn 

Bienville -Mill  Creek -Strange: 

1 

8 

~ 

9*. 

Wm.  Proctor 

9 

18 

- 

27** 

Castor:  R  H  Staples 

3 

17 

- 

20** 

Center  Point:  Jas  T  Garrett 

3 

21 

1 

25*** 

Chatham -Mt.  Pl.-Zoar:  Lapuyade 

- 

10 

- 

10 

Choud  rant -Douglas:  T  T  McKisson 

5 

14 

- 

19 

Ansley:  W  M  Stokes: 

4 

11 

- 

15** 

Cotton  Valley -Sarepta:  T.  Lowe 

2 

29 

- 

31 

Dubach -Hilly:  W  M  Finn  in 

Harmony  Ch. -Lisbon  -Arizona: 

5 

46 

■ 

51*** 

C  E  Henkel 

14 

37 

- 

61** 

Downs  ville  -Bethel  -Mt .  Nebo:  Giessen 

4 

23 

1 

28** 

Doyline -McIntyre:  H  W  Longfellow 
Eros  -Antioch -F ranton  Ch. : 

19 

20 

• 

39** 

J  R  Taylor 

4 

12 

- 

16 

Evergreen -Pine  Gr.  -Bethlehem: 

John  M  Lee 

2 

19 

1 

22 

Farmerville:  John  D  Corley 

4 

28 

- 

32 

Gibsland-Oak  Grove:  E  H  House  Jr 

2 

32 

- 

34 

Haynes  ville -Colquitt:  A  G  Taylor 

4 

39 

- 

43 

Heflin -Brushwood:  W  P  Cassels 

7 

38 

- 

45** 

Hodge:  Dell  S  Durand,  Jr. 

4 

20 

- 

24* 

Homer:  J  J  Caraway 

17 

252 

- 

269*** 

Wesley  Ch . :  J  J  Caraway 

3 

23 

- 

26 

Jonesboro:  G  E  Blakely 

15 

66 

1 

82** 

Marion  -Birds  Ch . :  Geo  McVey 

8 

32 

- 

40** 

Minden:  First,  E  R  Thomas 

29 

133 

4 

166** 

Lake  View:  PI.  Valley,  W  O  Lynch 

9 

44 

-  \ 

53 

Quitman -Clay:  T  A  Brown 

Ringgold -Grand  Bayou -Rocky  Mt. : 

2 

21 

- 

23** 

Roy  Grant 

2 

35 

- 

37** 

Ruston:  Grace -Wes ley:  W  L  Watson 

7. 

45 

- 

52 

Trinity:  D  L  McGuire 

Simmsboro  -Antioch  -Salem : 

20 

413 

■ 

433*** 

J  D  Pyles 

3 

40 

- 

43* 

Springhill:  L  E  Williams 

12 

37 

- 

49 

Dodson:  W  R  Akin: 

- 

8 

- 

8 

Totals  : 

240 

1691 

8 

1939 

SHREVEPORT  DISTRICT 

Barksdale:  J.  H.  Robinson 

2 

3 

- 

5 

Belcher -Gilliam:  Robt.  A.  Shirley 

14 

24 

- 

38 

Benton:  Leon  C.  Scott 

4 

21 

- 

25 

Blanchard:  Frank  M.  Stage,  Jr. 

9 

31 

- 

40** 

Bossier  City -First:  Wm.  P.  Fraser 

3 

82 

1 

86 

Curtis  Park:  Geo.  B.  Cunningham 

3 

7 

- 

10 

Coushatta:  L.  Gray  Wilson 

11 

13 

- 

24 

Ellerbe  Road:  Thos.  A.  Wilson 

7 

8 

1 

16 

Grand  Cane  -Bethel:  Clifton  Bailey 

4 

7 

- 

11 

Greenwood:  Clarence  Krumnow 

Hall  Summitt-East  Point -Wesley 

3 

24 

- 

27 

Chapel:  Finas  P.  Corie 

2 

20 

- 

22** 

Haughton:  Robt.  E.  Carter 

5 

22 

- 

27 

Holly  Springs:  Floyd  McCarty 

2 

20 

- 

22 

Ida=Ho8ston:  Harold  Me  Clung 

8 

30 

- 

38** 

Keatchie:  W.  R.  Wendt 

Stonewall -Keithville  Ct.  -Longs tree t 

” 

6 

‘ 

6** 

Troy  B.  Garrett 

6 

14 

- 

20 

Logansport:  Paul  Durbin 

2 

76 

- 

78** 

Mansfield:  R.  W.  Bengston 

10 

30 

- 

41 

Many:  W.  H.  Bengtson 

5 

34 

- 

39 

Mooringsport:  E.  A.  Keasler 

1 

17 

- 

18* 

Oil  City:  Floyd  M.  Durham 

3 

15 

1 

19** 

Pelican -Mitchell :Terry  Willis 
Pleasant  Hill  -Bayou  -Converse : 

4 

15 

19** 

George  Sherman 

3 

17 

- 

20*** 

Rodessa:  Floyd  M.  Durham 

3 

9 

- 

12** 

Shreveport -Broadmoor:  R .  B .  Chrichlow 

63 

126 

4 

193 

Caddo  Heights:  Lonnie  M.  Sibley 

2 

14 

- 

16 

Cedar  Grove:  John  M  .  Winn,  jr. 

5 

25 

- 

30 

First  Church:  D.L.  Dykes,  Jr. 

41 

95 

4 

140 

Mangum  Meth . :  W .  Ralph  Cain 

4 

30 

- 

34 

Mornings  ide:  Daird  Felder 

7 

25 

- 

32 

Noel  Mem . :  Sam  Nader 

11 

79 

- 

90 

North  Highland:  Geo.  Harkins 

4 

15 

- 

19 

Lake  view:  James  Beasley 

2 

71 

- 

73 

St.  Luke's:  Arthur  M.  Baker 

2 

23 

- 

25 

Summer  Grove:  James  L.  Adams 

18 

14 

- 

32 

Trinity:  Kenneth  Norton 

1 

17 

- 

18 

Wesley  Mem . :  Edgar  Dufresne 

- 

13 

- 

13 

Wynn  Mem:  Ira  A.  Love 

1 

142 

1 

144*** 

Vivian:  Stone  Caraway 

40 

40 

- 

80** 

Zwolle -Noble:  Wm.  M.  Stegall 

4 

13 

- 

17 

z 

tc 

z 

£ 

Shreveport  Conf.  Mem. 

Hosp. 

75 

74 

Love  Chapel:  Ray  Rolon 

- 

11 

~ 

11 

Totals 

319 

1373 

12 

1704 

RECAPITULATIONS 

£ 

l 

a> 

3 

Q  t 

3 

3 

o 

DISTRICT 

z 

a > 
ai 

o 

Z 

£ 

& 

RUSTON 

240 

1691 

8 

1939 

1665 

116% 

ALEXANDRIA 

199 

868 

6 

1073 

1405 

76% 

LAFAYETTE 

279 

764 

3 

1046 

1623 

64% 

LAKE  CHARLES 

144 

939 

5 

1088 

1743 

62% 

MONROE 

293 

974 

5 

1272 

2091 

61% 

SHREVEPORT 

319 

1373 

12 

1704 

3416 

50% 

BATON  ROUGE 

332 

1048 

5 

1385 

3204 

43% 

NEW  ORLEANS 

154 

509 

663 

2475 

27% 

TOTALS 

I960 

8166 

44 

10170 

WINNFIELD  SPECIAL 
MEMBERSHIP 

Ladies  of  the  Winnfield  Woman’s 
Society  of  Christian  Service  recently 
honored  Mrs.  H.  V.  Dunford  with  an 
honorary  membership,  funds  for  which 
go  to  missions.  Mrs.  W.  L.  Kirkpatrick 
made  the  presentation  on  behalf  of 
the  Woman’s  Society  and  the  Wesleyan 
Service  Guild.  Mrs.  Kirkpatrick  lauded 
her  as  a  "guiding  light,  a  person  who 
has  guided  us  in  reading,  in  studying, 


in  praying,  and  in  working  to  neip 
answer  her  prayers.  She  has  gotten 
others  to  work,  called  on  strangers,  the 
sick,  the  sad.  She  has  taken  her  turn 
at  serving,  cleaning,  and  speaking  the 
encouraging  word.  She  is  truly  an  ex¬ 
ample  of  what  it  means  'to  give,  and 
give,  and  give  again — of  her  talents,  her 
substance,  and  herself’.” 

As  the  certificate  was  presented,  a 
surprise  guest, Mrs.  Bill  Davis  of  Plain 
Dealing  came  from  the  rear  of  the 


Convocation 

(Continued  from  page  1) 

las  will  preside  at  the  7:30  p.m.  wor¬ 
ship  hour  when  Dr.  Jack  S.  Wilkes, 
president  of  Centenary  College  and 
chairman  of  the  Area  Council,  will 
speak. 

At  a  general  meeting  at  9  a.m.  Sat¬ 
urday,  conference  and  jurisdictional 
programs  will  be  discussed.  Lunch  at 
12  noon  will  end  the  convocation. 

Members  of  the  conference  boards 
and  commissions  are  ministers  and  lay¬ 
men  from  each  of  the  eight  districts 
of  the  state.  The  boards  and  chairmen 
are:  Education, 


BULLETIN 

Fire  destroyed  the  gymnasium  at 
Dillard  University,  New  Orleans, 
on  February  4,  with  an  estimated 
loss  of  between  $200,000  and 
$300,000.  This  means  that  our 
full  participation  in  Race  Rela¬ 
tions  Sunday  offerings  will  be  a 
matter  of  more  urgency  than  be¬ 
fore  this  loss  occurred. 


church  and  shared  the  honor  by  pin¬ 
ning  her  mother. 


Terrytown 

(Continued  from  page  1) 

The  Rev.  A.  D.  St.  Amant,  Jr.,  is 
the  appointed  minister  of  the  new 
church. 

The  Rev.  James  R.  Maxfield,  organ¬ 
izing  minister  from  the  National  Di¬ 
vision  of  the  Methodist  Board  of  Mis¬ 
sions,  will  give  the  pastoral  report  to 
the  congregation  and  receive  a  mem¬ 
bership  training  class  of  boys  and  girls. 

Upon  completion  of  his  work  in  Ter¬ 
rytown,  the  Rev.  Maxfield  will  go  to 
Columbus,  Ohio,  to  assist  in  the  organ¬ 
ization  of  a  new  church. 

Letters  of  official  invitation  have 
been  sent  to  each  Methodist  Church 
in  the  New  Orleans  District  to  have 
a  representative  at  the  organizational 
service. 

The  Terrytown  congregation,  which 
has  been  meeting  since  Nov.  20,  re¬ 
cently  completed  a  survey  of  the  com¬ 
munity  to  obtain  information  concern¬ 
ing  the  potential  interest  in  a  new 
Methodist  Church. 

t 

Dr.  J.  Manning  Potts,  editor  of 
The  Upper  Room  the  past  18  years, 
has  assumed  his  new  duties  as 
executive  director  of  the  Lake  Jun- 
aluska  (N.C.)  Methodist  Assembly.  He 
will  move  to  Lake  Junaluska  about 
May  1. 


Centenary 
Singers 
and  friends 

Centenary  College  Choir  performed 
before  more  than  500  persons  at 
First  Methodist  Church,  New  Or¬ 
leans,  January  24th.  The  Rev. 
Clyde  S.  Clark  is  pastor,  the  Rev. 
Joe  E.  Fogle,  associate  pastor. 

The  Centenary  Choir  performance  at 
Elizabeth  Sullivan  Memorial  Metho¬ 
dist  Church,  Bogalusa  is  an  annual 
cultural  highlight  in  this  paper  mill 
town  of  25,000.  Cherished  friend¬ 
ships  between  singers  and  towns¬ 
people  are  developed  each  year. 
The  Rev.  Cleburne  W.  Quaid  is  pas¬ 
tor. 


RIGHT:  A  typical  attachment  made  during  brief  stay  was  that  of  Lee 
Lawrence  with  newly  found  “little  brother.”  Mrs.  Townsley,  the  moth¬ 
er  looks  on.  Albert  Probst  (yawning) is  normally  a  wide  awake  enter¬ 
tainer  and  a  great  conversationalist. 


At  LEFT  is  a  circle  of  friends  made 
up  of  singers  and  members  of  Eliz¬ 
abeth  Sullivan  Memorial  Church. 


Attorney  Richard  F.  Knight  (and 
chairman  for  the  program)  bids  fare¬ 
well  to  “Cheesey”  Voran  and  the 
bus  driver,  Mr.  Kornegay.  Mrs. 
H.  E.  Cassidy  (left)  ana  Mrs.  I.  A. 
Magnitzky,  Jr.  share  in  farewell. 


LEFT:  Centenary  singers  pose  with  hostesses:  Mrs.  A.  R.  Singleton, 
Mrs.  I.  A.  Magnitzky,  and  Mrs.  H.  C.  Townsley. 


Bill  Miller,  choir  director  at  First 
Church,  New  Orleans,  with  Centen¬ 
ary  Choir  Director  A.  C.  Voran. 


Mrs.  L.  C.  Friedrich,  Mrs.  Jim 
Leftwich,  and  Mrs.  Al  Hanson  were 
among  WSCS  hostesses  who  pro¬ 
vided  a  reception  for  Centenary 
students. 


An  informal  moment  following  per¬ 
formance  at  First  Church,  New  Or¬ 
leans.  Miss  Ann  Holmann  faces 
camera. 
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Board  of  Missions  emphasizes  need  for 

CAREER  MISSIONARIES 


Men  and  women  of  many  occupation¬ 
al  skills  and  Christian  vocational  com¬ 
mitment  are  sought  by  the  Methodist 
Board  of  Missions  in  1967  to  carry  out 
a  wide  variety  of  tasks  in  the  mission 
of  the  church.  The  needs  are  outlined 
by  the  Board  in  its  annual  announce¬ 
ment  of  openings  for  new  career  mis¬ 
sionaries  and  deaconesses. 

In  addition  to  new  career  mission¬ 
aries  and  deaconesses,  the  Board  also 
is  seeking  two  new  types  of  mission 
workers:  (1)  volunteers  to  sene  in 
Vietnam  in  relief  and  refugee  work 
under  the  Methodist  Committee  for 
Overseas  Relief  (MCOR),  and  (2)  a 
cadre  of  20  highly  trained  and  exper¬ 
ienced  short-term  specialists  who  will 
go  to  a  place  to  do  a  particular  job, 
perhaps  of  an  emergency  nature,  and 
then  leave,  possibly  going  on  to  an¬ 
other  place  to  perform  a  similar  ser¬ 
vice. 

The  core  of  the  Methodist  mission¬ 
ary  force  in  the  United  States  and  over¬ 
seas  continues  to  be  the  regular  career 
missionary  and  deaconess,  the  Board 
said,  and  the  1967  listing  of  openings 
emphasizes  the  need  for  career  work¬ 
ers.  The  Board’s  announcement  includes 
a  list  of  specific  openings  for  career 
missionaries  and  deaconesses  in  the 
United  States  and  20  countries  of  Afri¬ 
ca,  Asia  and  Latin  America. 

"The  Board  would  like  to  lay  upon 
the  hearts  of  Methodist  men  and  wom¬ 
en,  clergy  and  laity,  the  challenge  to 
create  the  kind  of  climate  in  the  local 
church,  on  the  campus  and  elsewhere  in 
which  the  missionary  call  can  come  to 
persons — a  climate  of  concern,  expec¬ 
tancy  and  deep  desire  for  involvement 
in  mission.” 

Home  missionaries  and  deaconesses 
6erve  under  the  National  Division  of 
the  Board  of  Missions.  Overseas  mis¬ 
sionaries  serve  under  its  World  Di¬ 
vision. 

The  needs  for  missionaries  and  dea¬ 
conesses  in  the  U.  S.  fall  into  several 
eategories,  and  are  widely  varied.  They 
include: 

Residences  for  young  women — direc¬ 
tors,  assistant  directors.  Children’s 
homes  —  social  workers,  day-care  work¬ 
ers,  medical  personnel,  community 
workers,  houseparents.  Medical  work 
(mission  hospitals,  clinics,  etc.) — 
nurses,  directors  of  nursing  services. 
Inner-city  work — ministers  for  inner- 
city  churches,  involving  service  in  many 


capacities;  laymen  to  serve  in  such  areas 
as  Christian  education,  inter-group  re¬ 
lations,  community  organization,  youth 
work  and  pre-public  school  education. 
Educational  work  (colleges,  schools)  — 
principals;  teachers  of  many  subjects 
including  physical  education,  music, 
home  economics  and  Spanish;  dormitory 
supervisors. 

Town  and  country  work  —  Church- 
and-community  workers  for  group  min¬ 
istries,  larger  parishes  and  other  situa¬ 
tions  such  as  work  with  Indians  and 
in  Appalachia.  Community  centers  — 
Executive  directors,  program  directors, 
community  organization  workers,  pro¬ 
gram  workers.  Church  development  — 
Pastors  for  special  home  mission  areas 
such  as  Alaska,  Puerto  Rico  and  the 
Oklahoma  Indian  Mission. 

Great  variety  of  occupational  skills 
is  also  reflected  in  the  needs  for  over¬ 
seas  career  missionaries  in  1967.  As 
needs  in  the  church’s  mission  change, 
new  types  of  missionaries  must  be 
found.  The  occupational  needs  for  over¬ 
seas  missionaries  in  1967,  as  listed  by 
the  Board,  include: 

Youth  work,  pastoral  ministry  in  pio¬ 
neer  areas,  village  work,  pastors,  teach¬ 
ing  (from  elementary  school  through 
university,  and  in  a  variety  of  fields 
such  as  home  economics,  education, 
science,  mathematics,  zoology,  music, 
physics  and  English),  library  science, 
business  management  of  schools,  guid¬ 
ance  counseling,  teacher-training,  Chris¬ 
tian  education,  social  work,  commu¬ 
nity  development,  medicine  (including 
anesthesiology,  pediatrics,  obstetrics, 
surgery  and  general  practice,  hospital 
administration,  pharmacy,  nursing  of 
several  kinds,  and  dietetics)), literacy-lit¬ 
erature,  agricultural  demonstration  and 
engineering. 

The  20  countries  for  which  new  mis¬ 
sionaries  are  sought  in  1967  are:  In¬ 
donesia,  Singapore,  Malaysia  (Malaya 
and  Sarawak),  India,  Bolivia,  Philip¬ 
pines,  Japan,  Uruguay,  South  Africa, 
Liberia,  Argentina,  Chile,  Pakistan, 
Peru,  Korea,  Congo,  Taiwan,  Hong 
Kong,  Algeria  and  Mozambique. 

One  of  the  unusual  calls  in  1967  is 
that  for  Methodist  workers  in  relief 
and  refugee  service  in  Vietnam.  (See 
January  19,  1967  issue,  page  14.)  They 
will  be  enlisted  by  the  Board  of  Mis¬ 
sions,  sent  out  by  MCOR  and  work 
under  Vietnam  Christian  Service,  an 
ecumenical  relief  agency.  Needed  are 


Brazilian  Methodists  to 
Observe  Centenary 

The  Methodists  of  Brazil  will  mark 
their  Centenary  Year  in  1967  with  a 
full  program  of  events  and  activities 
that  will  include  thanksgiving,  public 
celebration,  evangelistic  and  missionary 
outreach,  and  depth  study  in  the  mis¬ 
sion  of  the  churcn. 

From  Methodist  beginnings  in  Brazil 
in  1867  has  grown  one  of  the  larger 
Methodist  bodies  of  the  world,  the 
Methodist  Church  of  Brazil  with  more 
than  57,000  members.  It  has  been  auton¬ 
omous  for  37  years  but  has  maintained 
close  relationships  with  its  mother 
church,  the  Methodist  Church  in  the 


doctors,  nurses,  a  nutritionist,  agricul¬ 
tural  specialists,  workers  in  community 
development  and  distributors  of  relief 
supplies. 

A  very  special  category  of  mission¬ 
ary  sought  in  1967  is  the  highly  trained, 
experienced  specialist  who  will  meet  a 
specific  need,  stay  for  a  limited  time 
and  then  perhaps  move  on  to  a  new 
but  similar  assignment  in  another  place. 
The  Board  is  experimenting  with  such 
specialist  missionaries  and  is  seeking 
the  first  20  during  1967. 

Despite  the  urgent  need  for  new  mis¬ 
sionaries,  those  who  apply  must  be  able 
to  meet  the  high  standards  for  career 
Methodist  missionary  and  deaconess 
service,  according  to  the  Board.  The 
standards  include: 

1.  Experience  and  knowledge  of  God 
through  Jesus  Christ.  This  should  be 
shown  through  membership  and  active 
involvement  in  the  church,  preferably 
Methodist. 

2.  A  conviction  of  the  world’s  needs 
fbr  Christ  and  a  genuine  desire  to 
share  one's  faith  and  to  minister  to  the 
needs  of  others. 

3.  Good  academic  preparation:  col¬ 
lege  graduation  for  all  missionaries  and 
deaconesses;  professional  or  graduate 
training  for  some  fields,  such  as  the 
ministry,  medicine,  social  work,  and 
above  average  academic  record. 

4.  Age  between  23  and  35.  This  is 
standard  though  exceptions  are  made 
as  indicated  by  circumstances,  especial¬ 
ly  in  the  case  of  older,  professionally 
qualified  women.  5.  Good  physical, 
mental  and  emotional  health,  deter¬ 
mined  by  medical  examination  and' 
psychological  appraisal.  6.  At  least  a 
year’s  experience  in  the  professional 
field  in  which  the  missionary  expects 
to  serve. 

The  Boards  of  Missions  seeks  the  aid 
of  pastors,  Commissions  on  Missions, 
Woman’s  Societies  of  Christian  Service 
and  all  interested  persons  in  finding 
new  missionaries  and  deaconesses. 

Complete  information  about  all 
aspects  of  Methodist  missionary  and' 
deaconess  service  is  available  from  the 
Office  of  Missionary  Personnel,  Meth¬ 
odist  Board  of  Missions,  13th  Floor, 
475  Riverside  Drive,  New  York,  New 
York  10027. 
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GOD  LIVES 

■ 

!  in  the  hearts  and  minds 

■ 

■ 

■of  countless  millions  .  .  .  guidin] 

|  them  in  their  daily  lives  .  .  .  giving 
j  sincere  Christians  faith  and  a  peace 
•  that  surpasses  all  understanding 

j  During  the  Easter  season,  Chris 
:tians  throughout  the  world  rejoic 
jat  the  news  “HE  IS  RISEN 
j  CHRIST  LIVES!”  Christians  re 
:  affirm  their  faith  in  God  and 
:  His  son.  Prayerful  people  through 
|  out  the  world  meet  Him  in  churc 
land  in  the  home,  through  famil 
jor  personal  worship.  Daily  devo 
itions  are  most  helpful. 

■  r  ■ 

[The  Upper  Room,  the  world’ 
jmost  widely  used  daily  devotiona 
[guide,  offers  a  meditation,  scrip 
[ture  reading,  prayer  and  thought 
[for-the-day.  Why  not  use  T  h 
[  Upper  Room  in  your  home,  start 
[ing  with  the  Easter  season? 

:  You  can  help  also  to  spread  th 
[ministry  of  The  Upper  Room  b 
j  giving  copies  to  your  friends,  I 
[  the  ill,  to  shut-ins  and  others. 

[  The  cost  is  small  —  only  10  cents  a  cop 
:  in  lots  of  ten  or  more  of  one  issue  to  on 
i  address,  or  $1.00  per  year  in  individu 
■subscriptions.  Order  NOW  to  receive  th 
■Easter  number. 

i  Remember  the  man  in  service 
[  send  him  The  Upper  Room. 


W. 


rs 
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United  States.  Missionaries  and  mission 
funds  from  the  U.S.  help  Brazilian 
Methodists  in  carrying  out  the  mission 
of  their  country. 

Highlights  planned  for  the  obser¬ 
vance  include: 

House-to-house  visitation  of  an  an¬ 
ticipated  1,000,000  homes  to  present 
the  work  of  the  Methodist  Church. 

A  "Week  of  Thanksgiving”  July  30- 
August  6  to  include:  (1)  a  Thanksgiv¬ 
ing  Offering  for  missions  in  every 
Methodist  congregation  with  a  goal  of 
100,000,000  cruzeiros  (about  $50,000); 
(2)  a  "Grande  Concentracao”  (great 
public  gathering)  for  Centenary  Year 
celebration  in  a  large  public  auditorium 
in  Rio  de  Janeiro,  and  (3)  thanksgiv¬ 


ing  services  in  all  churches. 

Three-day  seminars  for  ministers  and 
laymen  in  each  of  the  six  annual  con¬ 
ferences  for  study  of  these  four  topics: 
"Renewal  of  the  Church,”  "Growth  of 
the  Church,”  “The  Church  and  the 
World,"  "The  Presence  of  the  Method¬ 
ist  Church  of  Brazil  in  the  life  of  the 
■Country.” 

Special  Bible  study  in  all  churches 
on  three  books  of  Scripture:  Jonah, 
Acts  and  Ephesians. 

A  "year-around  prayer  meeting,” 
with  each  church  holding  a  12-hoiir 
period  of  prayer  during  the  year  and 
the  whole  so  scheduled  so  that  there 
will  be  some  congregation  in  prayer 
throughout  the  year. 


■  The  1 eorld’i  molt  teidely  used  daily  devotional  guid 
37  Languages  — 44  Editions 

;  1908  Grand  Ave.  Nashville,  Tenn.  372 
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=  HOLY  LAND  TOUR  E 

E  You  are  invited  to  join  me  in  return-  ; 

"  ing  to  the  land  of  Christianity  s  2 

•  birth.  Your  visit  to  the  Holy  Land  2 
E  for  17  days  wilt  be  more  than  a  ; 
Z  journey,  it  will  be  s  soul-stirring  z 
■  experience.  Departure  date-- Ju ly  « 
Z  3 1st  Tour  sponsored  by  Wholesale  - 
Z  Tour  Co.,  the  Rev.  Kenneth  Ren-  = 
E  froe,  host.  Price  as  little  as  ; 

:  $997.00  : 

Z  Write;  Kenneth  Renfroe,  : 

E  Clinton,  Arkansas  72031  : 

2  for  complete  details  and  information.  2 
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J.  E.  Kennedy 

John  Edward  Kennedy,  Sr.,  born  in 
Jackson,  Louisiana,  at  the  turn  of  the 
century,  died  January  20  in  Metairie. 
He  grew  up  in  Baton  Rouge  and  grad¬ 
uated  from  Louisiana  State  University 
in  1927. 

Mr.  Kennedy  began  working  almost 
immediately  with  the  United  States 
Board  of  Engineers.  As  a  civil  engi¬ 
neer,  his  work  was  primarily  in  and 
around  water — much  of  it  along  the 
Mississippi  River. 

With  the  occurrence  of  World  War 
II,  Mr.  Kennedy  entered  as  a  Second 
Lieutenant  and  retired  from  the  United 
States  Army  Reserves  as  a  Lieutenant 
Colonel.  He  retired  from  the  United 
States  Corps  of  Engineers  on  Novem¬ 
ber  30,  1964,  and  refusing  to  retire  to 
the  rocking  chair,  began  working  for 
the  T.  L.  James  Construction  Company 
on  December  1. 

Mr.  Kennedy  was  a  member  of  the 
L.S.U.  Alumni  Association,  the  Society 
of  American  Military  Engineers,  and 
the  Official  Board  of  Munholland  Me¬ 
morial  Methodist  Church,  where  he 
also  served  as  Chairman  of  the  Com¬ 
mission  on  Worship. 

John  Kennedy  was  a  man  of  deep 
religious  devotion,  a  great  churchman, 
and  a  Christian  gentleman  in  every  re¬ 
spect. 

Survivors  include  his  widow,  the 
former  Mayme  Lee  White;  three  daugh¬ 
ters,  Mrs.  Herman  L.  Davis,  Baytown, 
Texas;  Mrs.  Alfred  Johnson,  Water¬ 
ford,  Conn.;  and  Miss  Margaret  Ellen 
Kennedy;  a  son,  John  Edward  Ken¬ 
nedy,  Jr.,  and  11  grandchildren — The 
Rev.  A.  W.  Townsend,  Jr.,  pastor, 
Munholland  Memorial  Methodist 
Church,  Metairie,  La. 


5 Mr?,! 
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H.  J.  Tipton 

On  January  14,  Mr.  Henry  J.  Tipton 
of  Foreman,  Arkansas,  passed  away  in 
a  New  Boston  Hospital.  Mr.  Tipton 
was  bom  January  29th,  1883  in  Baxter 
County,  Arkansas.  The  funeral  service 
was  held  in  First  Methodist  Church, 
Foreman,  January  16;  the  Rev.  John  B. 
Ross,  pastor  officiated. 

Mr.  Tipton  had  resided  in  the  Fore¬ 
man  Community  for  over  50  years  and 
during  that  time  had  been  most  active 
in  the  leadership  of  the  Methodist 
Church.  He  was  a  member  of  the  Of¬ 
ficial  Board  for  many  years  and  served 
his  church  as  treasurer  as  well  as  in 
other  official  capacities. 

Survivors  include  his  wife,  Mrs.  H. 
J.  Tipton;  two  sons,  Ervin  Tipton  and 
Robert  Tipton;  one  daughter,  Mrs. 
Janet  McArthur;  two  brothers,  Frank 
Tipton  and  Adli  Tipton;  one  sister, 
Mrs.  Lara  Morris;  four  grandchildren, 
Bill  Thrasher,  Ervin  McArthur,  Mrs. 
Charles  Wood,  and  Bob  Tipton;  and 
two  great  grandchildren,  Marcia  and 
Melanie  Moore. 

M  rs.  C.  Simpson 

Mrs.  Mattie  Simpson,  Bono,  Arkan¬ 
sas,  aged  77,  passed  way  December  26 
in  St.  Bernard’s  Hospital. 

Mrs.  Simpson  was  a  devoted  wife 


BIBLES  REBOUND 

T.  Small  Bibles  rebound  in 

attractive  half-circuit  style. 

2.  Large  Family  and  Pulpit 
Bibles  repaired,  rebound  and 
restored  (also  rare  books). 

3.  Laminating  Service— For  Fam¬ 
ily  records.  Permanent  pro¬ 
tection  records.  Permanent 
protection  between  2  layers 
of  DuPont  Mylar. 

Write  for  illustrated  price  list 
from  Nation’s  largest  Bible 
rebinding  specialists. 

Norris  Bookbinding  Co. 

105  N.  Stone  Ave.,  Greenwood,  Miss. 


Little  Rock’s  Favorite  Eating  Place 
"QUALITY  FOOD  AT  POPULAR  PRICES" 

Stop  in  and  enjoy  our  ex¬ 
cellent  variety  of  delicious 
foods  —  at  reasonable 
prices. 

LIDO 

CAFETERIA 

Little  Rock,  Arkansas 
615  MAIN  STREET 
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Town  House  Motel  and  Restaurant 


Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 


and  mother,  and  loved  and  supported 
her  church  with  devotion  as  long  as 
her  health  permitted.  She  had  been 
a  member  of  the  Methodist  Church  for 
more  than  forty  years. 

Funeral  services  were  held  at  Pleas¬ 
ant  Hill  Methodist  Church  near  Jones¬ 
boro.  The  Rev.  Oliver  Logan  and  the 
Rev.  J.  Albert  Gatlin  officiated. 

Survivors  include:  her  husband, 
Charles  Simpson;  one  daughter,  Mrs. 
C.  V.  McKinney,  Jonesboro;  a  son, 
Julius,  Bono;  and  three  sisters, 
t 

Mrs.  Anna  Pullen 

(Poem  composed  for  the  family  of 
Mrs.  Pullen,  by  her  son-in-law,  Gossett 
Smith — a  member  of  First  Methodist 
Church,  Lake  Charles,  La.) 

IN  REMEMBRANCE 

We  thank  Thee,  our  Father, 

That  her  soul  is  now  at  peace. 

That  her  troubled  mind  and  body 
Have  now  received  release. 

But  most  of  all  we  thank  Thee 
For  her  long  and  useful  life. 

For  the  strength  and  the  devotion 
That  overcame  the  strife. 


We  thank  Thee  for  her  courage 
In  poverty  and  need — 

As  a  young  and  pretty  widow 
With  two  baby  girls  to  feed. 

We  thank  Thee  for  the  frugal  life 
That  she  alone  could  live. 

Her  wants  were  always  very  few 
But  she  did  know  how  to  give. 

She  loved  to  read  the  Holy  Book, 
Remembered  many  lines. 

She  read  it  almost  every  day, 

Had  read  it  several  times. 

She  loved  Thee,  our  Father, 

And  she  loved  Thy  Holy  Son. 

And  in  her  gruff  and  awkward  way 
She  loved  us  everyone. 

That  which  was  noble  in  her  life 
Is  left  in  our  care; 

And  her  strength  can  be  a  heritage 
For  all  of  us  to  share. 

Draw  near  us,  Father,  as  we  pray 
Forgive  our  every  wrong, 

And  in  these  trying  hours 
Please  let  us  all  be  strong. 

t 

It  is  almost  impossible  to  hasten  the 
cultivation  of  a  good  life.  Assimila¬ 
tion  of  the  good  is  a  slow  process. — 
Harold  E.  Kohn 
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•  $42  p*r  person,  2  in  •  room  provides 

•  twin-boddod  room  «t  $3.75  per  day, 

•  per  person;  4  Thermal  Beths  for  $I3.BS 
J  end  $1.90  for  misc.-$42  (Single  $55) 

• 

Take  the  world-famous,  radioactive  thermal  baths  of  Hot  Springs  with  new 
Whirlpool  in  the  Majestic  and  banish  all  your  aches  and  pains  due  to  tension 
and  fatigue  .  . .  relieve  arthritis,  rheumatism  and  high  blood  pressure. 

Swim  in  our  beautiful,  temperature-controlled  pools  . . .  golf  at  our  nearby 
Country  Club.  Fishing  and  all  water  sports  at  Lakes  Ouachita,  Hamilton  and 
Catherine.  Recreational  Lodge  on  nearby  Lake  Hamilton  for  the 
exclusive  use  of  Majestic  guests. 

Our  own  Social  Hostess.  THI 


FAMILY  ROOM  RATIS 
Child  re*  ... Ur  It  Fre* 

Writ..  Wir.  w  «<•«•  W.  L  WOLFE,  W,r 
ASIA  101  NAlionol  3 -*5511 


HOT  SPRINGS 


r HOTEL  It  BATHS 

Lanai  Suites — Apartments 

NATIONAL 
PARK 

ARKANSAS 
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Clip  and  Mail 

EASTER  IN  THE  HOLY  LAND 

March  15  -  Roundtri p  from  Shreveport . $922.00 

Roundtrip  from  Little  Rock .  977.00 

Roundtri p  from  New  York  ......  y875.00 

Visiting:  Italy-Egypt-Lebanon-Syria-Jordan  and  Israel 
Including  all  meals  and  First  Class  hotels  ; 

Other  departures:  May  10,  June  7,  July  12’  July  19,  Aug.  2,  Oct.  11,  Dec.  16. 
From  Dallas. ..$998. 00 

Circle  departure  date  and  send  coupon  for  complete,  detailed  itinerary  to 
1ACKS0N  TRAVEL  AGENCY, INC. 

P.0.  Box  3572,  Tyler,  Texas  7570  1 

Name _ _ _ _ 

Address _ 
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The  Rev.  Stone  W.  Caraway,  Vivian 
Methodist  Church  pastor  is  shown 
with  Dr.  Hubert  L.  Sone.  Metho¬ 
dist  Missionary  to  China  and  Malay¬ 
sia  for  42  years  (now  retired).  Dr. 
Sone  spoke  at  January  22  morning 
services.  The  Sones  now  reside  in 
Fort  Worth,  Texas. 


The  Pharr  Chapel  Methodist  Men's  Club  (Morgan 
City)  and  wives  enjoyed  a  January  23rd  fish  fry. 
Professional  magician  Alfred  Brizzard  provided  the 
entertainment.  Mr.  Brizzard  is  a  tireless  worker  at 
Pharr  Chapel  and  is  Morgan  City's  fire  chief. 
Dudley  Ford  is  Men’s  Club  president. 


The  Rev.  and  Mrs.  T.  R.  Bergeron  held  “Open 
House"  at  the  Indian  Bayou-Kaplan  parsonage, 
Sunday,  December  18th.  They  are  shown  greeting 
the  Glynn  Foremans.  (Mr.  Foreman  is  Indian  Bayou 
lay  leader.) 


Here  the  Bergerons  are  shown  welcoming  Mrs. 
Wava  Sacco,  Mrs.  Winnie  Meaux,  and  Edva  Foreman. 
(Mr.  Edva  Foreman  is  Kaplan  lay  leader). 


Lasalle  High  School  coach,  Howard  McCarty,  spoke  to  Olla  Methodist  Church  MYFers  Sun¬ 
day,  January  8th.  Coach  McCarty  related  experiences  in  dealing  with  dope  addicts  during 
his  military  career  as  an  executive  officer.  He  urged  the  young  folk  never  to  participate 
in  an  activity  simply  for  the  thrill  they  would  receive.  At  right  McCarty  is  shown  with 
MYF  counselor  Mrs.  Joe  Walsh. 


McGowan  Memorial  Methodists  in  Jeanerette  meet  for  their  regular  fifth  Sunday 
evening  Family  Night  Fellowship  supper.  The  Rev.  H.  P.  Cansler  is  pastor. 


Dr  George  Ivy  pastor  of  First  Methodist  Church,  Camden,  Arkansas  was  the 
revival  speaker  at  Haynesville  Methodist  Church  for  services  held  January 
22-27.  Left  to  right  in  picture:  the  Rev.  A.  G.  Taylor,  pastor,  Dr.  Henry 
Rickey,  Ruston  District  superintendent,  Dr.  Ivy,  and  Dr.  Tom  Cochran,  chair¬ 
man  of’ the  Finance  Commission. 
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25 tk 

by  Georgia  Daily 

The  Louisiana  Moral  and  Civic  Foun¬ 
dation,  with  an  inter-denominational 
staff  and  inter-faith  support,  is  plan¬ 
ning  its  25th  anniversary  celebration. 

A  special  program  in  April  will  mark 
the  event. 

LMCF  works  out  of  an  office  at 
1030  Convention  in  Baton  Rouge.  It 


Headquarters 


recently  purchased  the  building,  a  form¬ 
er  residence,  and  the  brick  building  in 
the  rear,  in  which  all  of  its  publica¬ 
tions  will  be  printed. 

The  total  operation  is  directed  by 
the  Rev.  Mark  A.  Lower,  a  Baptist  min¬ 
ister.  The  Rev.  Charles  Flurry,  also 
a  Baptist  minister,  is  associate  director 


The  Rev.  Mark  Lower,  (right),  exec¬ 
utive  director,  LMCF;  with  the  Rev. 
James  Adams,  chairman,  Methodist 
Board  of  Pensions. 

in  charge  of  education.  The  office  sec¬ 
retary,  Mrs.  Jeanne  Boothe,  is  a  mem¬ 
ber  of  First  Methodist  Church  in  Bat¬ 
on  Rouge.  Clarence  Fife,  Mr.  Lower's 
son-in-law,  is  in  charge  of  printing, 
visual  aids,  and  mail  requests.  The  new¬ 
est  member  of  the  staff  is  Mrs.  Har- 


Ezell 


Ezell  devotion 
series  in  March 
publication 

The  Rev.  Harry  Ezell  of  Ruston  is 
the  author  of  a  daily  devotion  series 
for  youth. 

The  series  appears  in  the  March  is¬ 
sues  of  the  Methodist  publication 
Twelve/Fifteen,  a  weekly  magazine  for 
teen-agers  for  home  reading. 

Mr.  Ezell  is  superintendent  of  the 
Methodist  Children’s  Home  at  Ruston. 
He  went  there  in  June,  I960,  after 
serving  for  two  years  as  director  of 
MacDonnell  Methodist  Center  in  Hou¬ 
ma. 

Before  coming  to  Louisiana  in  1958, 
he  was  a  member  of  the  Missouri  An¬ 
nual  Conference  of  the  Methodist 
Church.  Before  entering  that  confer¬ 
ence  in  1953  he  was  a  teacher  and 
(Continued  on  page  4) 


old  Hine,  widow  of  a  Methodist  preach¬ 
er,  who  will  assist  Mr.  Flurry. 

The  Louisiana  Moral  and  Civic  Foun¬ 
dation  was  organized  in  Alexandria, 
La.,  in  1942,  "for  the  purpose  of  pro¬ 
viding  the  religious  forces  of  the  state 
with  a  united  front  with  which  to  com¬ 
bat  the  iniquitous  liquor  traffic,  with 
its  attendant  evils.” 

Beginning  its  educational  program  in 
the  schools  in  the  field  of  alcohol  and 
related  problems,  it  expanded  as  the 
need  became  apparent  and  added  to  its 
curriculum  messages  on  narcotics, 
gambling,  special  aptitudes  in  occupa- 

(Continued  on  page  4) 
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— Architect's  sketch  of  Wesley  Foundation  Building 


Groundbreaking  for  contemporary 
Wesley  Foundation  building  Sunday 


Groundbreaking  ceremonies  will  be 
at  the  site  for  a  new  Wesley  Founda¬ 
tion  building  in  New  Orleans  this  Sun¬ 
day,  February  19th,  at  4:00  p.m.  It  will 
be  located  at  7106  Freret  Street  (one 
block  off  the  corner  of  Freret  and 
Broadway). 

A  contract  was  signed  January  24 
for  the  building  which  will  be  con¬ 
structed  to  accommodate  students  at 
Tulane  University  and  Newcomb  Col¬ 
lege  in  New  Orleans.  The  signing  took 
place  in  the  office  of  Mr.  James  Seg- 
lund,  chairman  of  the  Foundation 
Building  Committee. 

It  has  been  estimated  that  cost  of 
this  contemporary  structure  will  be  ap¬ 
proximately  $6 5,000.  Plans  have  been 
made  for  a  chapel  with  10Q  seating 
capacity,  office  space  for  the  campus 


minister  and  a  secretary,  and  a  com¬ 
bination  meeting  room-lounge,  which 
will — as  a  meeting  room — seat  75  per¬ 
sons. 

(Continued  on  page  4) 

“March  on 
Washington” 

Robert  P.  Lay  of  Shreveport,  former 
lay  leader  of  the  Louisiana  Conference, 
will  participate  in  an  evangelistic  mis¬ 
sion  in  the  states  of  Washington  and 
Idaho  this  spring. 

The  mission,  called  a  "march  on 
Washington,”  will  be  held  April  6-12 
to  reach  the  approximately  70  per  cent 

(Continued  on  page  8) 


OUR  BISHOP’S  LETTER 

Hyderabad,  India 
February  6,  1967 

Dear  Louisiana  Methodists: 

Mrs.  Walton  and  I  have  just  returned  to  Hyderabad  from  a  week’s  [ 
visit  to  towns  and  villages  of  the  Hyderabad  Area.  We  have  been  to  see 
the  work  at  the  following  places:  Moinabad,  Vikarabad,  Chandrakal,  Tan- 
dur,  Yellari,  Yadgiri,  Faheerabad  and  Bidar,  with  a  number  of  small  : 
villages  thrown  in,  where  services  were  held  generally  at  night  because  j 
the  village  people  were  at  work  during  the  day.  These  names  may  not  j 
mean  much  to  you  but  our  visits  to  these  places  will  long  remain  in  our  j 
memories.  This  past  week  we  have  observed  some  of  the  most  effective  and 
outstanding  work  that  we  have  seen  on  the  mission  field. 

At  Vikarabad,  for  instance,  a  varied  ministry  is  being  performed  in 
a  most  inspiring  fashion.  There  is  a  strong  church.  In  addition  there  are  j 
excellent  schools,  a  good  small  hospital,  and  agricultural  extension  program, 
and  a  Conference  School  for  the  training  of  lay  people  to  lead  in  'the  j 
hundreds  of  villages  in  which  Methodist  work  is  carried  on. 

Moinabad  is  a  small  community  not  more  than  fiftten  miles  from  j 
Hyderabad.  Here  the  District  Superintendent  of  Rural  Work,  the  Rev.  : 
K.  V.  Joseph,  has  built  up,  in  less  than  six  years,  a  thrilling  program  of  [ 
preaching,  teaching  and  healing.  This  is  a  sort  of  pilot  project  used  to  \ 
encourage  the  rest  of  the  Conference. 

Chandrakal  and  Yellari  are  fine  examples  of  this  same  type  of  work.  5 
Dedicated  leaders,  Miss  Josephine  Kriz  at  Chandrakal  and  Miss  Eva  Logue  j 
and  Dr.  Deena  Sonna  at  Yellari  are  seeing  the  dreams  and  labors  of  long  i 
years  come  true  as  the  programs  in  these  places  are  growing  rapidly  with  j 
large  numbers  ot  people  responding. 

At  Yadgiri  we  found  Dr.  and  Mrs.  Raleigh  Pickard  in  charge  of  a  : 
large  and  growing  hospital.  Methodists  in  New  Orleans  will  well  remember  • 
when  Dr.  and  Mrs.  Pickard  did  some  work  at  Tulane  when  they  were  j 
on  furlough  in  1959.  Some  of  our  Louisiana  churches  are  helping  with  j 
the  work  at  Yadgiri.  Mrs.  Walton  and  I  took  pictures  of  twin  girls,  j 
three  days  old,  wrapped  in  little  quilts  made  by  Louisiana  people. 

(Continued  on  page  4) 


A  WORD  FOR  LENT,  1967 


THERE  SHOULD  be  no  better  time  in  the 
year  to  reexamine  our  concept  of  the  Church 
and  our  relationship  to  it  than  during  the 
period  of  Lent.  Millions  of  words  have  been  print¬ 
ed  on  this  subject  during  the  past  two  decades, 
yet  there  still  remains  a  collossal  fuzziness  in  the 
minds  of  many.  It  is  the  Church  of  Jesus  Christ 
that  recognizes  its  oneness  during  Lent — its  one¬ 
ness  in  the  crucified  and  risen  Lord.  It  is  no 
vague,  “invisible”  Church  that  repents  of  its  sins 
during  this  period  of  preparation  for  Easter — it  is 
a  living  fellowship  of  faith,  experienced  wherever 
the  Holy  Spirit,  renewing  in  human  hearts  the  re¬ 
conciling  work  of  Christ,  overcomes  all  the  barriers 
which  separate  men  from  God  and  from  each  other. 

The  first  thing  we  would  say  is  that  the  Church 
and  its  work  are  not  electives  of  the  Christian  life. 
Membership  in  the  Church  and  participation  in 
the  Christian  mission  belong  to  the  very  nature  of 
Christian  experience  and  Christian  existence. 
Sometimes  Protestants  have  reacted  so  greatly  to 
the  Roman  Catholic  dogma  concerning  the  Church 
and  its  relationship  to  salvation  that  they  have 
been  reluctant  to  affirm  that  there  is  any  correla¬ 
tion  between  the  Church  and  salvation.  Dr.  L. 
Harold  DeWolf,  in  a  recent  book  (Christian  Mis¬ 
sion  in  Theological  Perspective),  said:  “To  be  a 
Christian  implies  being  in  the  Church,  for  the 
Church  is  both  the  means  and  an  essential  aspect 
of  being  a  Christian.  If  salvation  depends  upon 
Christian  faith,  then  it  is  true  that  outside  the 
Church  there  is  no  salvation.” 

This  we  can  affirm,  but  at  the  same  time  we 
must  declare  that  no  one  Church  anywhere  can 
claim  to  be  indispensible  to  salvation,  because  that 
affirmation  tends  to  usurp  the  very  prerogatives 
of  God.  Still,  too  many  people  in  reacting  against 
one  extreme  have  swung  so  far  to  the  other  that 
their  witness  has  resulted  in  a  vast  confusion 
among  those  who  have  been  attracted  to  the  Chris- 


tain  faith  and  yet  have  never  discovered  exactly 
what  they  should  do  about  it. 

Secondly,  although  we  affirm  our  belief  in  a 
true  Church — the  “ekklesia”  of  God — we  do  not 
always  see  that  there  is  a  real  place  for  the  church 
organizations  among  us — imperfect  though  they 
be.  We  do  not  live  in  the  realm  of  the  theoretical. 
The  concept  of  the  “true  Church”  is  always  out 
there  beckoning  us,  just  as  the  doctrine  of  Chris¬ 
tian  perfection  continually  taunts  us.  However,  it 
is  a  defeatist  position  to  affirm  that  the  Church  we 
see — the  fellowship  of  believers — must  be  discount¬ 
ed  as  long  as  it  is  imperfect.  There  is  a  work  to 
be  done — these  demands  are  immediae  and  they 
are  daily — and  who  is  to  do  them  if  the  committed 
Christians  in  any  sizeable  number  declare  that 
the  Church  as  organized  is  a  failure? 

Finally,  let  us  affirm  the  simple  fact  that  all 
who  have  found  their  way  to  Christ  have  done 
so  through  the  inspiration  and  stimulation  of  other 
believers  who  have  been  tied  together  with  other 
witnesses  through  a  structure  we  call  the  visible 
Church.  The  Bible  was  collected,  transmitted, 
translated  and  distributed  through  the  persons  and 
the  resources  mobilized  by  this  organization.  The 
channel  of  God’s  call  came  through  the  imperfect 
witnessing  of  the  laity  and  the  ministry  of  this 
visible  structure.  What  we  have  learned  about 
Christ  and  His  way — what  we  know  about  the 
Bible — were  communicated  through  the  Church. 
Always  there  remains  the  logical  possibility  that 
God  can  break  through  whenever  He  chooses  in 
any  manner  He  chooses.  However,  it  is  apparent 
that  until  now — and  we  have  a  strong  feeling  that 
it  will  be  true  until  the  end  of  time  —  He  has 
chosen  to  make  known  the  way  of  salvation 
through  Christ  by  the  instrumentality  of  the  frail 
and  unworthy  company  whom  he  has  previously 
called.  Despite  what  some  say  about  some  other 
word  monitored  from  some  other  wave  length  — 
some  of  these  claim  to  be  marching  to  the  tempo 
of  “a  distant  drummer” — the  weight  of  logic  and 
the  power  of  Biblical  interpretation  are  behind 
the  position  that  even  in  the  days  when  St.  Paul 
was  reminding  the  Church  at  Corinth  that  it  was 
very  imperfect,  he  was  saying  at  the  same  time 
that  the  population  of  Corinth  would  come  to 
Christ,  if  they  came  at  all,  through  that  Church. 

We  propose  then  for  Lent,  1967,  a  moratorium 
on  the  vicious  attacks  which  some  are  making  on 
the  visible  Church,  and  that,  through  confession 
and  repentance,  we  see  her  in  a  new  light.  Then, 
our  witness,  working  through  her  channels  will  be 
a  cutting  edge  that  moves  through  the  world  open¬ 
ing  the  way  for  one  who  moved  resolutely  through 
a  similar  season  toward  crucifixion,  resurrection — 
and  the  opportunity  of  a  new  life  for  all. 


"In  Alamo  Country” 

In  and  about  San  Antonio,  Tex.  is 
the  greatest  concentration  of  service 
men  and  their  families  in  our  nation 
— and  maybe  anywhere  in  the  world. 
One  figure  quoted  to  us  was  500,000. 
Itwas  to  discuss  the  Church  and  its  min¬ 
istry  to  these  men  and  their  families 
in  the  communities  in  which  they  live, 
that  a  consultation  was  held  last  week 
under  the  sponsorship  of  the  Commis¬ 
sion  on  Camp  Activities.  Your  editor 
serves,  without  payx  as  general  secre¬ 
tary  of  this  commission,  and  Bishop 
Galloway  is  the  chairman. 

About  15  pastors  from  8  or  10  cen¬ 
ters  came  together  for  a  day  just  to 
talk  about  the  challenges  and  bewilder¬ 
ing  problems  that  confront  their 
churches.  These  ranged  all  the  way 
from  pastor  and  associate  pastor  of 
Travis  Park  Church,  San  Antonio  to 
Bethel  Church  in  the  same  city  where 
a  senior  master  sergeant,  who  is  also 
a  local  Methodist  preacher,  and  a  Ne¬ 
gro  pastor,  serve  a  merged  church  with 
white  and  Negro  members  divided  al¬ 
most  equally.  Many  of  their  members 
are  service  personnel  and — as  one  of 
the  pastors  pointed  out — many  are  liv¬ 
ing  and  making  a  home  on  about 
$2,000  a  year. 

The  Rev.  James  Christie  of  Leesville, 
La,  and  the  Rev.  Robert  Jamieson  of 
De  Ridder,  La.  were  among  those  shar¬ 
ing  in  the  consultation,  and  they  made 
substantial  contributions. 

The  final  meeting  was  with  a  group 
of  chaplains  in  the  Officers  Club  at 
Lackland  Air  Force  Base.  Here  there 
were  suggestions  from  the  chaplains 
concerning  ways  by  which  a  "team  min¬ 
istry”  concept  might  be  seen  as  a  min¬ 
istry  jf  provided  to  service  men  on 
and  off  their  bases. 

Our  visit  was  climaxed  by  a  visit  to 
Wilford  Hall  Air  Force  Hospital  where 
we  visited  with  the  wife  of  newly-com¬ 
missioned  2nd  Lt.  Lynn  Woolard  while 
he  was  undergoing  surgery.  (Lynn  is 
the  son  of  Dr.  and  Mrs.  Harold  Wool¬ 
ard  of  Little  Rock,  Mrs.  Woolard  is 
our  managing  editor.) 
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Lay  Activities 
Board  adds 
staff  member 


Mr.  Newberg 

EVANSTON,  Ill.  (MI)  —  Dwight 
E.  Newberg,  Burlingame,  Calif.,  joined 
the  staff  of  The  Methodist  Church’s 
General  Board  of  Lay  Activities  here 
February  1. 

Mr.  Newberg's  appointment  was  an¬ 
nounced  by  Dr.  Robert  G.  Mayfield, 
general  secretary  of  the  board,  who  said 
he  would  work  in  the  Section  of  Stew¬ 
ardship  and  Finance  with  special  re¬ 
sponsibilities  in  the  field  of  wills  and 
special  gifts.  The  denomination’s  wills 
program  was  assigned  to  the  Board  of 
Lay  Activities  by  the  1964  General  Con¬ 
ference. 

A  special  agent  of  the  Federal  Bu¬ 
reau  of  Investigation  for  25  years,  Mr. 
Newberg  has  had  a  wide  background 
in  local  church  activities  and  in  fund¬ 
raising  efforts  of  various  sorts,  includ¬ 
ing  the  San  Francisco,  Calif.,  united 
fund. 

The  new  board  staff  member  is  a 
native  of  Chicago,  Ill.,  and  gas  grad¬ 
uated  from  Kansas  State  Teachers  Col¬ 
lege  at  Emporia.  He  has  done  graduate 
work  in  law  in  Kansas  City,  Mo. 
t 

Theologian 

urges 

interaction 

WASHINGTON,  D.  C.  —  Little 
doubt  that  Communism  is  changing  in 
many  ways  and  places,  or  that  Chris¬ 
tianity  needs  to  respond  to  the  changes, 
was  left  in  the  minds  of  80  church¬ 
men,  including  a  score  of  Methodists, 
who  studied  the  situation  here  Jan¬ 
uary  17-19- 

In  the  inter-church  conference  to 
view  the  changes  and  their  meaning, 
most  of-  the  variety  of  experts  who 
spoke  agreed  to  the  need  for  Christians 
to  be  willing  and  prepared  for  dialogue 
with  Communists.  The  strongest  plea 
for  Christian  -  Communist  interaction 
came  from  Dr.  Markus  Barth,  profes¬ 
sor  of  New  Testament  at  Pittsburgh 
Theological  Seminary,  who  spoke  of 
their  "unconditional  need  to  get  to¬ 
gether.” 


LAKELAND,  Fla.  (MI)  —  A  Joint 
Methodist-Evangelical  United  Brethren 
Committee  is  ready  to  draft  legislation 
for  its  report  on  a  study  of  the  min¬ 
istry,  to  be  submitted  in  1968. 

The  group  held  its  first  joint  meet¬ 
ing  here  January  20-22  at  the  home  of 
the  chairman,  Methodist  Bishop  James 
W.  Henley. 

The  expanded  committee  numbers  17 
Methodists,  who  began  a  four-year 
study  at  the  request  of  the  1964  Gen¬ 
eral  Conference,  and  nine  EUB  mem¬ 
bers  recently  appointed  by  their  church 
in  view  of  the  proposed  union  of  the 
two  denominations  in  1968. 

EUB  Bishop  Paul  W.  Milhouse,  Kan¬ 
sas  City,  Mo.,  was  named  vice-chair¬ 
man  of  the  expanded  committee.  Dr. 
K.  Morgan  Edwards  of  the  Methodist 
School  of  Theology  at  Claremont, 
Calif.,  continues  as  secretary. 

Members  exchanged  information  con¬ 
cerning  sections  on  the  ministry  in  their 
respective  Disciplines. 

Bishop  Henley  named  a  three-man 
sub-committee  to  write  legislation 
needed  to  implement  the  report  when 
it  is  submitted  to  the  1968  Methodist 
General  Conference,  and  a  Uniting 
Conference  if  the  Methodist-EUB  union 
is  ratified. 

Drafting  the  legislation  will  be  Dr. 
Paul  A.  Washburn,  Dayton,  Ohio,  ex- 


Methodist-EUB 
college  heads 
meet 

LOS  ANGELES,  Calif.— Administra¬ 
tors  of  Methodist  and  Evangelical 
United  Brethren  schools  and  colleges 
were  told  here  January  15-16  that  the 
"only  defensible  reason  for  the  church 
to  be  directly  involved  in  higher  edu¬ 
cation”  is  to  add  the  dimension  of 
meaning  to  knowledge. 

Dr.  I.  Lynd  Esch,  president  of  the 
College  Administrators  of  the  Evangel¬ 
ical  United  Brethren  Church  and  pres¬ 
ident  of  Indiana  Central  College,  In¬ 
dianapolis,  said  that  "the  total  of  edu¬ 
cation  is  more  than  knowledge.  The 
truly  educated  man  must  possess  knowl¬ 
edge  .  .  .  but  he  must  also  be  a  man 
of  wisdom  and  of  understanding.” 

Other  highlights  of  the  session  in¬ 
cluded  election  of  Dr.  Vance  D.  Rog¬ 
ers,  Lincoln,  Nebr.,  president  of  Ne¬ 
braska  Wesleyan  University,  as  pres¬ 
ident  of  the  Methodist  association  suc¬ 
ceeding  Dr.  D.  Frederick  Wertz  of 
Williamsport,  Pa.;  an  address  by  Bish¬ 
op  Gerald  Kennedy;  and  a  dinner  hon¬ 
oring  Bishop  and  Mrs.  Donald  H.  Tip¬ 
pett  of  San  Francisco,  Calif.,  for  his 
long  record  of  service  to  higher  edu¬ 
cation. 

f 

Quiet  minds  cannot  be  perplexed  or 
frightened,  but  go  on  in  fortune  of 
misfortune  at  their  own  private  pace, 
like  a  clock  during  a  thunderstorm. — 
Stevenson 


ecutive  secretary  of  the  EUB  Commis¬ 
sion  on  Church  Union,  and  two  Meth¬ 
odists— Dr.  D.  Frederick  Wertz,  Wil¬ 
liamsport,  Pa.,  president  of  Lycoming 
College,  and  Dr.  Gerald  O.  McCulloh, 
Nashville,  Tenn.,  Board  of  Education 
staff  member  and  committee  consultant. 
Meetings  of  the  full  committee  are 
scheduled  in  Chicago  March  10-11  and 
September  29-30  to  consider  the  legis¬ 
lation. 

The  joint  committee  agreed  to  retain 
major  recommendations  in  the  fourth 
draft  of  the  former  Methodist  commit¬ 
tee’s  report.  As  previously  reported, 
these  include: 

— retention  of  the  two  ministerial 
orders  of  elder  and  deacon  (the  EUB 
Church  has  but  one  order). 

— "associate  member,”  a  new  category 
of  annual  conference  relationship  for 
those  who  advance  from  the  ranks  of 
lay  (approved  supply)  pastor  and  qual¬ 
ify  for  deacon’s  orders. 

— "approved  supply  pastor,”  under 
the  plan,  pertains  to  a  layman  with 
authority  to  preach  and  handle  cer¬ 
tain  parish  responsibilities. 

— "counseling  elder,”  a  new  role  for 
elders  chosen  for  special  assignment 
to  assist  approved  supply  pastors  in 
their  personal,  educational  and  profes¬ 
sional  development. 


West  Coast  seminary 
to  get  $2%  million 
library 

CLAREMONT,  Calif. — Methodism's 
School  of  Theology  at  Claremont  soon 
will  get  its  million-dollar  library,  due 
in  part  to  an  anonymous  $225,000 
"challenge  gift." 

Successful  completion  of  the  fund¬ 
raising  campaign  for  the  library  has 
been  announced  by  Board  Chairman 
Lawrence  Cooper,  who  said  that  con¬ 
ditions  of  the  large  single  gift  were 
met  by  the  deadline  of  Dec.  31,  1966. 
One  condition  was  the  matching  of  the 
gift  by  two  to  one.  A  total  of  more 
than  $950,000  in  cash  and  pledges  is 
now  on  hand  for  construction. 

Groundbreaking  ceremonies  are 
scheduled  for  Easter  Sunday,  March  26. 
The  new  building  is  being  designed  by 
Edward  Durrell  Stone,  internationally 
known  architect,  and  construction  is  ex¬ 
pected  to  begin  on  April  1.  The  library 
is  designed  to  house  more  than  200,000 
volumes  and  will  be  one  of  the  major 
theological  libraries  in  the  United 
States.  Included  in  the  design  are  work¬ 
ing  areas  for  library  staff,  reading 
rooms,  and  a  bibliographic  center. 

t 

"Not  to  be  interested  in  reaching  and 
teaching  more  persons  is  a  good  way 
to  go  out  of  business  for  the  Lord." 

— Dr.  Henry  M.  Bullock 


DAILY  BIBLE  BEADING 
Below  is  a  schedule  for  the 
Daily  Bible  Beading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Feb.  19 — Sunday  ...  I  Cor.  13:1-13 


Feb.  20  . _ .  Galatians  3:1-29 

Feb.  21  . Colossians  3:1-17 

Feb.  22 . . . I  Thessa.  3:1-13 

Feb.  23  . 1  Thessa.  3:1-10 

Feb.  24  . . . Hebrews  13:1-8 

Feb.  25  . 1  Peter  1:1-25 


Feb.  26 — Sunday  ...  I  Peter  4:1-11 


Non-certified 
education  workers’ 
seminar 

NASHVILLE,  Tenn.  —  Educational 
Assistants  in  local  Methodist  churches 
throughout  the  United  States  have  an 
opportunity  to  participate  in  a  special 
two-week  seminar  at  Scarritt  College 
here  this  summer. 

Designed  for  non-certified  full-time 
educational  church  workers,  the  semi¬ 
nar,  June  18-30,  will  be  on  Administra¬ 
tion  and  Supervision  of  Christian  Edu¬ 
cation. 

One  seminar  credit  unit  toward  the 
four  necessary  for  an  Educational  As¬ 
sociate  certificate  and  two  college  credr 
its  will  be  given  to  those  who  success¬ 
fully  complete  the  course  requirements. 

Leading  the  seminar  will  be  Dr.  Leo 
Rippy,  Jr.,  associate  professor  of  Chris¬ 
tian  education  at  Scarritt  College,  and 
the  Rev.  Glenn  S.  Gothard,  a  staff 
member  of  the  Division  of  Local 
Church  of  the  Methodist  Board  of  Ed¬ 
ucation,  Nashville. 

For  additional  information  and  ap¬ 
plication  blanks,  write  Dr.  Leo  Rippy, 
Jr.,  Scarritt  College,  Nashville,  Tenn. 
37203. 

f 

MUST-II  Project 
approved 

LOUISVILLE,  Ky.— Approval  of  fi¬ 
nancing  of  initial  propects  has  cleared 
the  way  for  launching  the  Methodist 
United  Service  Training  II  (MUST  II) 
program — a  massive  effort  to  make  a 
Christian  impact  upon  urbanized 
culture. 

The  first  projects,  prototype  of  a 
much  larger  program,  have  been  ap¬ 
proved  by  the  national  Methodist  Ad¬ 
vance  Committee  for  credit  as  Advance 
Specials.*  The  -decision  was  announced 
here  January  20  by  Dr.  Howard  Green- 
wait,  general  secretary  of  the  Commis¬ 
sion  on  Promotion  and  Cultivation. 

Dr.  Greenwalt  said  that  the  begin¬ 
ning  projects  total  about  three-quarters 
of  a  million  dollars  a  year.  The  entire 
MUST  II  package,  fully  developed, 
would  cost  about  $5,000,000  annually. 
The  decision  by  the  Advance  Commit¬ 
tee  came  after  nearly  a  year’s  study  by 
a  committee  of  nine  persons  headed  by 
Dr.  Offie  L.  Hathaway  of  Durham,  N.- 
C.  In  addition  to  approving  the  first 
projects,  the  committee  urged  that  the 
full  program  become  the  quadrennial 
emphasis  of  the  pending  United  Meth¬ 
odist  Church  in  the  1968-72  quadren> 
nium. 
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Miss  Cain 
awarded  seminary 
scholarship 


Miss  Barbara  Cain  has  been  awarded 
a  scholarship  by  St.  Paul  School  of 
Theology  Methodist,  Kansas  City. 
Having  recently  completed  work  for 
a  degree  in  Elementary  Education  at 
USL,  Miss  Cain  will  begin  work  to¬ 
ward  a  Master’s  degree  in  Religious 
Education  next  term.  Miss  Cain, 
daughter  of  the  Rev.  and  Mrs.  Jerome 
Cain,  Houma,  served  as  summeryouth 
director  in  Denham  Springs  and  has 
been  active  in  Wesley  Foundation. 


LMFC  ANNIVERSARY 

( Continued  from  page  1) 

tion,  family  relations,  the  Christian  ap¬ 
proach  to  marriage,  a  variety  of  moral 
problems,  juvenile  delinquency,  pornog¬ 
raphy  and  mental  health. 

Believing  that  Christians  needed  a 
united  front  in  the  halls  of  govern¬ 
ment,  local  and  statewide,  LMCF  in 
1952  organized  a  Legal  and  Legislative 
Division  under  the  direction  of  Mr. 
Lower. 


"The  Foundation  does  not  engage  in 
partisan  politics,”  says  its  executive  di- 


Mrs.  Jeanne  Booth, 
LMFC  secretary 
(Methodist) 


rector,  "nor  does  it  engage  in  lobby¬ 
ing  activities  with  legislators,  but  it 
does  seek  to  provide  liaison  between 
the  people  and  their  state  governments 
on  matters  involving  alcohol,  narcotics, 
pornography,  and  so  forth.” 

In  the  past  year,  for  example,  it  kept 
the  church  people  of  Bossier  City  in¬ 
formed  on  the  progress  of  legislation 
which  sought  a  parish  vote  on  a  pro¬ 
posed  race  track. 

LMCF's  publications  include  a  quar¬ 
terly  bulletin,  available  on  request,  at 
no  cost,  and  materials  dealing  with  the 
various  phases  of  its  work.  Large  quant- 


Covington’s  First  Methodist  Church  broke  ground  recently  for  its  new  sanctuary 
which  is  scheduled  for  completion  next  fall.  Estimated  cost  will  be  $165,000, 
and  the  sanctuary  will  seat  288  in  the  nave,  30  in  the  choir  loft  and  40  in  a 
balcony.  Facilities  for  choir,  church  offices,  parlor  and  education  will  be  in¬ 
cluded.  Architect's  sketch  is  shown  at  right.  At  left  are  shown  participants 
in  groundbreaking  ceremony  (left  to  right):  The  Rev.  W.  R.  Irving  Jr.,  pastor; 
H.  M.  Olson,  chairman  of  building  committee;  K.  E.  Masters,  co-chairman;  Ed 
Dutsch,  chairman  of  official  board. 


WESLEY  FOUNDATION 

(Continued  from  page  1) 

Any  former  Methodist  student  who 
has  attended  Tulane  University  or  New¬ 
comb  College  or  any  parent  who  has  a 
son  or  daughter  now  attending  either 


of  these  institutions  may  make  a  con¬ 
tribution  to  the  Wesley  Foundation's 
Furnishings  Fund  by  sending  a  check  or 
money  order  to  the  Tulane-Newcomb 
Wesley  Foundation,  P.  O.  Box  4345, 
New  Orleans,  La.  70118. 
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Lacour  receives 
Colorado  Springs 
appointment 

NASHVILLE,  Tenn.  (MI)  —  Dr. 
Lawrence  L.  Lacour,  staff  member  of 
the  Methodist  General  Board  of  Evan¬ 
gelism  here  since  1957,  has  been  ap¬ 
pointed  pastor  of  First  Methodist 
Church,  Colorado  Springs,  Colo.  The 
appointment  was  made  by  Bishop  R. 
Marvin  Stuart,  Denver,  and  will  be¬ 
come  effective  March  15. 

With  more  than  6,200  members,  the 
church  is  the  fifth  largest  in  Methodism 
and  the  largest  in  the  denomination’s 
Western  Jurisdiction. 

Dr.  Lacour  succeeds  Dr.  Ben  F. 
Lehmberg,  who  died  Nov.  17,  1966,  in 
his  16th  year  as  pastor  of  the  church. 

Dr.  Lacour,  52,  is  currently  execu¬ 
tive  secretary  of  the  Section  of  Leader¬ 
ship  Development  of  the  General 
Board  of  Evangelism,  which  from  its 
Nashville  headquarters  promotes  The 
Methodist  Church’s  total  evangelistic 
program. 

Before  Dr.  Lacour  joined  the  board 
staff  nearly  ten  years  ago,  he  and  Mrs. 
Lacour  presented  for  20  years  an  evan¬ 
gelistic  ministry  under  the  auspices  of 
The  Methodist  Church.  For  several 
years,  the  couple  spent  each  summer  in 
Japan  directing  American  ministers  and 
laymen  in  establishing  29  new  church¬ 
es  in  unevangelized  areas. 

Mrs.  Lacour,  a  harpist,  is  a  graduate 
of  the  College  of  St.  Elizabeth,  Con¬ 
vent  Station,  N.  J.,  and  has  a  master 
of  arts  degree  in  guidance  from  North¬ 
western  University. 


(Left  to  right):  Chris  Nunges- 
ser,  contractor’s  attorney;  Jim 
Seglund,  building  committee 
chairman;  Mrs.  Margaret  Manis, 
former  chairman  and  former  WF 
Board  of  Directors  chairman; 
Owen  C.  Brown  Jr.,  present  WF 
Board  of  Directors  chairman; 
the  Rev.  Howard  Daughenbaugh, 
Jr.,  WF  campus  minister:  Henry 
Grimball,  architect. 


EZELL 

(Continued  from  page  1) 

principal  in  the  public  schools  of  Mis¬ 
souri. 

He  is  a  free-lance  writer,  and  has 
had  a  number  of  stories  and  articles 
and  one  book  published.  He  has  con¬ 
tributed  to  a  book  of  devotions  soon 
to  be  published. 

The  Rev.  and  Mrs.  Ezell  have  four 
children. 


ities  of  these  are  supplied  to  high 
school  and  college  students  and  to  pas¬ 
tors,  educational  directors,  and  leaders 
of  youth. 

Mr.  Lower  started  his  17th  year  with 
LMCF  last  August.  The  first  director 
was  Dr.  Oscar  Sanden,  a  Presbyterian 
from  De  Ridder  who  later  went  as  dean 
to  a  college  in  St.  Paul. 

A  Methodist,  the  Rev.  A.  C.  Law- 
ton,  was  the  second  director. 

Dr.  W.  Earl  Hotalen  became  direc¬ 
tor  in  1949  and  Mr.  Lower  came  front 
Alabama  to  be  his  associate.  Dr.  Hot¬ 
alen  retired  in  1964  and  now  loves  in 
Baton  Rouge. 

The  Louisiana  Moral  and  Civic  Foun¬ 
dation  was  organized  in  1942,  nine 
years  after  repeal  of  prohibition,  as 
a  temperance  organization,  successor  to 
the  Anti-Saloon  League.  At  a  meeting 
in  Shreveport  in  1951,  it  adopted  its 
present  budget  plan  and  broadened  its 
base  to  cover  all  moral  problems,  as 
implied  in  the  new  name. 

Its  board  of  trustees  includes  several 
Methodists. 


OUR  BISHOP’S  LETTFR  ( Continued  from  page  l) 

Twenty  years  ago  the  Rev.  and  Mrs.  George  Garden  were  assigned  to 
Faheerabad  where  there  was  only  bare  ground.  Today  there  is  one  of  the 
largest  mission  programs  in  operation  there  that  we  have  seen  in  any 
small  community  in  India.  It  would  require  pages  to  tell  you  even  a  part 
of  what  the  Gardens  have  accomplished  at  Faheerabad. 

We  spent  yesterday  and  last  night  at  Bidar  where  the  ruined  walls 
of  the  fourteenth  century  Bidar  remind  you  that  you  are  in  an  ancient 
land.  The  District  Superintendent,  the  Rev.  Nehemiah,  with  dedicated 
enthusiasm  is  directing  a  ministry  to  27,000  Methodists  in  this  one  district. 
The  evangelistic  program  in  progress  in  the  Bidar  District  reaches  a 
whole  village  at  one  time.  These  simple,  unlettered  people  are  most 
devout  Christians,  loving  Christ  and  loyal  to  his  Church.  There  are  not 
enough  ordained  ministers  to  do  the  job,  and  laymen  are  being  trained 
to  care  for  the  work  in  many  of  the  villages.  In  village  services  where  I 
preached  on  Saturday  and  Sunday  evenings  laymen  directed  the  worship 
services  in  a  most  helpful  manner.  This  is  the  community  where  the 
Semands  family  served  so  long.  At  the  close  of  the  morning  church  service 
I  was  asked  to  lay  the  corner  stone  for  The  David  Semands  Hall.  More 
about  this  when  we  get  home. 

We  have  had  a  good  visit  with  Dr.  Harry  Denman  who  was  here 
last  week  preaching  in  evangelistic  services  and  encouraging  the  people 
in  the  work  of  the  Lord — as  is  his  custom. 

Bishop  and  Mrs.  Gabriel  Sundaram  have  been  so  kind  and  considerate 
in  planning  our  itinerary.  They  have  warmly  welcomed  us  and  made 
it  possible  for  us  to  see  so  much  in  such  a  short  space  of  time.  Bishop 
and  Mrs.  Sundaram  are  appreciated  and  loved  by  the  people  of  this  area. 
We  are  deeply  grateful  to  them  and  to  so  many  of  their  workers  who 
have  been  kind  and  helpful  to  us. 

At  six  o’clock  this  evening  we  are  going  to  a  tea  given  in  our 
honor  by  Bishop  and  Mrs.  Sundaram.  After  the  tea  a  Retirement  Home 
will  be  dedicated.  Tomorrow  morning  we  are  to  visit  two  high  schools.  At 
3:20  p.m.  we  plan  to  leave  by  plane  for  Bangalore.  Then  on  to  Kolar, 
Vellore  and  Madras. 

Thinking  of  our  Louisiana  people  and  holding  you  in  our  prayers.. 

Sincerely, 


PAGE  FOUR 
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MRS,  RICHARD  A.  ROBBINS  spoke 
to  the  adult  division  of  the  MSEF  Hour 
at  Mangum  Memorial  Church  in 
Shreveport,  Feb.  12.  Her  subject  was 
"And  I  was  Hungry,”  a  discussion  of 
the  needs  of  the  people  of  India.  Mrs. 
Robbins,  a  junior  high  school  teacher 
in  Shreveport  and  wife  of  an  Air  Force 
officer,  lived  in  India  with  her  mis¬ 
sionary  parents  from  the  age  of  two 
through  high  school.  Her  parents  still 
serve  as  missionaries  in  India.  The 
Mangum  pastor  is  the  Rev.  Ralph 
Cain. 

DENHAM  SPRINGS  CHURCH  youth 
sponsored  the  revival  held  in  that 
church,  Jan.  29-Feb.  4.  Guest  preacher 
was  the  Rev.  Brady  Forman,  director 
of  Wesley  Foundation  at  Hammond. 
The  week  of  services  featured  a  pe¬ 
riod  of  prayer  and  informal  sharing 
with  the  youth  each  afternoon.  The 
Rev.  W.  V.  Sirman  is  pastor. 

PORT  BARRE  METHODIST  youth 
conducted  the  Sunday  morning  services 
at  Port  Barre  and  Krotz  Springs 
Churches,  Jan.  29.  Those  participating 
were  Janet  Dunbar,  Melony  Dunbar, 
Kathy  Dejean,  Diane  Dejean,  Barbara 
Stoute,  Cindy  Bruner,  Eddie  Bruner, 
Johnnie  Strozier,  and  Rita  Strozier 
played  the  piano.  Bobby  Joe  Strozier, 
who  plans  to  go  into  the  ministry  when 
he  finishes  school,  brought  the  mes¬ 
sage.  Special  music  was  by  Tina  Bruner 
and  Loretta  Dunbar.  Warren  Snyder 
led  the  singing.  The  pastor  is  the  Rev. 
J.  D.  Strozier. 

THE  VIDALIA  CHURCH  had  as  guest 
speaker  at  the  morning  worship  hour 
on  Jan.  29  the  Rev.  Ed  Pickens,  pas¬ 
tor  of  the  Glenmora  Church.  Mr.  Pick¬ 
ens  was  also  the  speaker  at  the  Evan- 

felistic  Rally  at  the  Jefferson  Street 
lethodist  Church  in  Natchez,  Missis¬ 
sippi  on  Sunday  evening.  The  Vidalia 
pastor  is  the  Rev.  William  O.  Sim¬ 
mons. 

N.  SNELLING,  Jr. 
of  Denver,  Colora¬ 
do,  was  the  leader 
in  a  seminar  on 
New  Ways  of  Adult 
Learning  at  First 
Church,  Minden, 
sponsored  jointly 
with  Lakeview  and 
other  nearby  Meth¬ 
odist  churches,  Feb. 
12-14.  Host  pastor 
was  the  Rev.  Edward  R.  Thomas, 
t 

THE  REV.  MARTIN  SCANNELL,  pas¬ 
tor  of  St.  Patrick’s  Catholic  Church, 
Montgomery,  was  guest  speaker  at  the 
Youth  Week  Supper  held  in  the  Mont¬ 
gomery  Methodist  Church,  Feb.  5. 
Youth  from  College  Avenue  Church  in 
Natchitoches  were  invited.  The  Rev. 
John  F.  Kellogg  is  pastor  of  the  Mont¬ 
gomery  Church. 

Pity  the  Christian  who  thinks  he 
has  clone  enough  for  his  church. 


DR.  CLARENCE 


During  a  Workers’  Conference  in  First  Church,  New  Orleans,  the  group  above  are 
looking  over  literature.  From  left  are:  Mr.  and  Mrs.  RayForbish,  Jr.  Hi  teachers,  Les¬ 
ter  Ferguson,  Youth  Division  superintendent;  Peter  Davidson,  Jr.  Hi  teacher;  and  Miss 
Martha  Ferguson,  Sr.  Hi  teacher. 


The  Primary  Choir  of  Nolley  Memorial  Church,  Jena,  is  directed  by  Mrs. 


E.  J.  Barksdale,  pastor's  wife. 

GROUP  MEETS  EVERY  WEEK 

The  Claiborne  Church  Woman’s  So¬ 
ciety  of  Christian  Service  in  West  Mon¬ 
roe  has  the  unique  feature  of  having 
something  for  church  women  every 
Monday  afternoon.  With  only  one  cir¬ 
cle,  the  ladies  meet  together  on  the 
first  and  third  Mondays  for  Bible  or 
mission  study.  They  have  just  com¬ 
pleted  the  Bible  study,  "Christian  Being 
and  Doing”  under  the  leadership  of 
Mrs.  Sue  Felming,  secretary  of  mission¬ 
ary  education. 

Each  second  Monday  is  devoted  to 
the  monthly  program,  and  Mrs.  Opal 
Peterson,  president,  presides  over  busi¬ 
ness  on  the  fourth  Monday. 

Fifth  Mondays  are  set  aside  for  vis¬ 
itation.  After  a  brief  meeting,  the 
group  goes  out  in  teams  of  two  to 
visit  the  sick  and  shut-ins  of  the  com¬ 
munity. 

With  a  membership  of  fourteen,  the 
average  attendance  is  ten.  A  Wesleyan 
Service  Guild  has  recently  been  organ¬ 
ized  in  the  church.  The  Rev.  E.  W. 
Sandel  is  pastor. 

t 

As  long  as  there  are  brokenhearted 
people  in  the  world  the  church  has  a 
ministry  to  fulfill. 

The  effectual  prayer  of  a  righteous 
man  availeth  much.  Some  of  the  rest 
of  us  also  find  that  great  good  results 
from  it. 


Mrs.  H.  V.  Dunford,  center,  was 
honored  by  ladies  of  the  Winnfield  Church 
recently.  Mrs.  W.  L.  Kirkpatrick,  right, 
presented  her  an  honorary  membership, 
and  Mrs.  Bill  Davis  of  Plain  Dealing 
attached  the  pin  for  her  mother,  Mrs. 
Dunford. 

RESULTS  OF  BIBLE  STUDY 

The  Greenwood  Woman’s  Society,  as 
an  outreach  of  love  and  service  in  keep¬ 
ing  with  the  spirit  of  the  books  of 
James  and  I  Peter  now  being  studied, 
sent  the  sum  of  $120.00  as  a  special 
offering  to  the  Methodist  Children’s 
Home  in  Ruston. 

The  Rev.  Clarence  Krumnow,  the 
ministers,  said  the  members  were  es¬ 
pecially  impressed  with  the  home’s 
"clothes  for  a  child”  adoption  plan, 
and  the  sum  is  to  be  used  by  the  home 
to  accomplish  this  purpose. 


BISHOP  ARTHUR  A.  MOORE  of  At¬ 
lanta,  retired  bishop  of  The  Methodist 
Church  and  well 
known  evangelist, 
will  conduct  ser¬ 
vices  at  Noel  Me¬ 
morial  Church  in 
Shreveport  during 
the  week  of  Feb. 
26-March  3.  Bishop 
Moore  will  fill  the 
pulpit  on  Sunday  at 
three  services:  8:45 
and  11:00  a.m.  and  7:00  p.m.  Monday 
through  Friday  there  will  be  a  12:05 
service  followed  by  a  luncheon,  and 
evening  services  at  7:00  Bishop  Moore 
was  a  full  time  evangelist  for  the  Meth¬ 
odist  Church  before  he  served  as  pas¬ 
tor  of  Travis  Park  Church  in  San  An¬ 
tonio,  and  First  Church,  Birmingham, 
from  which  he  was  elected  bishop  m 
1930.  He  retired  in  I960,  after  presid¬ 
ing  over  conferences  in  many  sections 
of  the  world. 


YOUTH  REVIVAL 
IN  BATON  ROUGE 

Youth  leaders  for  the  upcoming 
Methodist  sponsored  City-Wide  Youth 
Revival  to  be  held  February  24-25  at 
the  First  Methodist  Church  of  Baton 
Rouge  have  been  named. 

The  committee  chairmen  and  co- 
chairmen  include:  General  Chairman, 
Lucy  McCord;  General  Co-Chairman,- 
Mike  Lord;  Publicity,  David  Nesser 
and  Tom  Lancaster;  High  School  Pro¬ 
motion,  Connie  Oldham  and  Darryl 
Hargis;  Worship,  Susan  Dillemuth, 
Janet  Sledge,  and  Rush  Lynch;  Music, 
Viki  Wall  and  Jackie  Harding;  Ushers,, 
Josh  Speakman,  Doug  Shepherd,  and 
Dickie  Horton;  Food,  Kathy  Breaux 
and  Jennifer  Burrows;  Telephone,  Fran 
Calhoun,  Jeanette  Batte,  and  Kathey 
Caldwell. 

The  high  school  representatives  are: 
Baker,  Randy  Smith;  Baton  Rouge 
High,  Ken  Williamson;  Broadmoor, 
Janet  Sledge  and  Mike  Lord;  Central, 
Gary  Sides;  East  Ascension,  Mary  Ann 
Hattaway  and  Terry  Lovelace;  Glen 
Oaks,  Linda  Mills;  Istrouma,  Karen 
Moneymaker;  Lee,  Carol  Freeland  and 
Billy  McElroy;  Plaquemine,  Patsy  Jones; 
University  High,  Debbie  Garrett; 
Woodlawn,  Connie  Oldham;  Zachary, 
Jessica  Montegudo. 

The  speaker  will  be  the  Rev.  August 
Aamodt,  minister  to  youth  at  Shreve¬ 
port  First  Church.  Other  details  were 
given  in  the  Feb.  2  issue  of  this  paper. 
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THE  NEW  ORLEANS  Ministerial 
Union,  an  organization  of  Protestant, 
Evangelical,  and  Orthodox  churches, 
installed  new  officers  in  January.  Of¬ 
ficers  are:  President — the  Rev.  Don  W. 
Alverson,  pastor  of  Napoleon  Avenue 
Methodist  Church;  vice  president — the 
Rev.  Dalton  R.  Murch,  pastor  of  the 
Westside  Christian  Church;  secretary 
— the  Rev.  John  Morris,  pastor  of  the 
First  Free  Mission  Baptist  Church;  pro¬ 
gram  director  —  the  Rev.  Charles  Free¬ 
land,  pastor  of  the  First  Street  Presby¬ 
terian  Church. 

THE  TRINITY  CHURCH  senior  high 
MYF  of  Alexandria  prepared  a  book¬ 
let  of  daily  devotions  for  use  by  mem¬ 
bers  of  the  church  during  Lent.  The 
Rev.  Byrl  Moreland  is  their  pastor. 
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The 

Sunday  School  Lesson 

By: 


LESSON  FOR  FEBRUARY  26:  Faithful  in  Little, 
and  in  Much 

BACKGROUND  SCRIPTURE:  Luke  16  and  17 

MEMORY  SELECTION:  “He  who  is  faithful  in 
very  little  is  faithful  also  in  much.”  (Luke 
16:10) 

AIM  OF  LESSON:  To  show  members  of  the  class, 
what  Jesus  taught  about  stewardship;  to  dis¬ 
cover  what  our  attitudes  toward  money  and 
possessions  should  be. 

*  #  • 


We  will  take  a  look  today  at  the  Parable  o£ 
the  Unjust  Steward  which  is  one  of  the  most 
difficult  of  all  Jesus’  parables  to  understand. 
Apparently  our  Lord  is  bragging  on  a  scoundrel, 
so  we  will  have  to  search  carefully  for  the  hid¬ 
den  meaning  in  this  story. 

The  major  theme  of  our  lesson  is  steward¬ 
ship.  People  have  given  so  many  definitions  to 
this  word  that  we  will  need  to  give  some  time 
to  discovering  what  the  true  meaning  is  for 
us  —  to  find  what  responsible  stewardship 
means  for  a  Christian  in  1967. 

You  will  also  find  that  today’s  scripture  ma¬ 
terial  contains  the  declaration  that  man  cannot 
serve  God  and  money.  You  can  anticipate  some 
discussion  as  to  what  the  proper  relationship 
should  be  between  the  two. 

*  *  # 

PARABLE  OF  THE  UNJUST  STEWARD 

This  parable  poses  some  real  problems  of 
interpretation  as  Jesus  describes  a  steward  who. 
is  a  downright  scoundrel  in  abusing  the  respon¬ 
sibilities  he  has  toward  his  master  and  then 
says  in  conclusion,  “And  his  lord  commended  the 
unrighteous  steward  for  his  prudence.”  (Luke 
16:8) 

Here  is  a  case  where  we  must  remind  our¬ 
selves  of  the  difference  between  a  parable  and 
an  allegory.  In  the  former,  the  teacher  is  telling 
a  story  —  sometimes  involving  some  unsavory 
characters  —  to  make  a  single  point.  The  alle¬ 
gorical  interpretation  makes  every  person  and 
every  action  have  a  spiritual  meaning  —  and 
in  the  case  of  this  story,  an  impasse  is  bound 
to  result  for  a  Christian. 

Let  us  make  a  quick  survey  of  the  story  and 
then  underscore  the  one  point  Jesus  was  making. 
An  unscrupulous  steward  has  learned  that  his 
employer  is  about  to  discharge  him  and  he  is 
greatly  concerned  for  his  future  In  desperation, 
while  he  still  controls  the  master’s  accounts, 
he  seeks  to  develop  the  friendship  of  some  of 
his  lord’s  debtors  by  calling  them  in  and  reduc¬ 
ing  their  indebtedness  by  law.  This  is  without 
any  authority  from  the  employer  and  solely  for 
the  purpose  of  winning  friends  and  influencing 
people. 

Then  when  his  employer  discovers  what  he 
has  been  doing,  aware  of  his  dishonesty,  he 
calls  him  in  and  expresses  admiration  for  his 
cleverness. 

*  *  * 


Alfred  A.  Knox 


THE  MEANING  OF  THE  PARABLE 

Through  the  years  students  of  the  Bible  have 
found  this  parable  as  troublesome  as  the  story 
of  the  fig  tree.  Some  have  tried  to  delete  it  from 
their  Bible,  seeking  evidence  to  prove  that  these 
were  not  words  that  really  came  from  Jesus’ 
lips.  This  they  have  found  difficult  to  substanti¬ 
ate,  and  so  we  cannot  expect  to  find  our  lesson 
there.  What  we  need  to  do  is  remember  what  a 
parable  is  —  the  difference  between  that  kind 
of  story  and  an  allegory.  We  have  previously 
pointed  out  that  the  parable  is  told  to  make  one 
point  and  not  to  carry  a  message  in  every  act 
and  every  character  in  the  drama.  This  then 
becomes  as  bold  and  challenging  a  story  as 
Jesus  ever  told. 

Here  is  Dr.  George  Buttrick’s  most  excellent 
explanation  of  our  problem:  “But  did  this  Lord 
commend  the  deceitful  underling?  Verily,  but 
not  for  his  deceit.  He  commended  him  for  his 
astuteness.  Every  one  a  times  singles  out  from 
an  unprincipled  character  some  trait  for  admir¬ 
ation.  If  a  man  comes  to  our  house  with  a  hard 
luck  story  and  persuades  us  by  his  plausability 
to  a  foolish  charity,  and  if  we  find  the  next  day 
that  he  is  a  rank  impostor,  we  are  apt  to  say 
ruefully,  ‘Why  doesn’t  he  earn  an  honest  living? 
He’s  shrewd  enough.’  ” 

While  the  disciples  were  chuckling  over  the 
surprising  issue  of  the  story,  Jesus  turned  on 
them  —  humor  in  His  eyes,  and  love  and  holy 
purpose  —  and  drove  home  a  sharp  truth:  “for 
the  sons  of  this  world  are  wiser  in  their  own 
generation  than  the  sons  of  light.”  (16:8)  What 
he  was  really  doing  was  sounding  a  call  to  these 
early  leaders  of  the  Church  to  keep  an  eye  on 
the  world  and  to  sometimes  be  guided  by  the 
skill  and  ingenuity  of  the  forces  of  evil. 

#  #  * 

THE  CONSTRUCTIVE  USE  OF  MONEY 

Some  weeks  ago  we  sat  in  the  sessions  of  the 
annual  meeting  of  the  Methodist  Board  of  Mis¬ 
sions.  There  were  many  thrilling  moments  as 
we  heard  the  heads  of  the  various  divisions  and 
departments  report  on  their  stewardship  of  their 
great  task.  Although  it  was  brief,  it  could  be 
said  that  one  of  the  most  exciting  reports  was 
that  of  the  treasurer  of  the  board.  As  he  spoke 
in  terms  of  millions  of  dollars  given  by  Meth¬ 
odists  to  the  mission  work  of  their  church,  we 
found  ourselves  saying,  “Money  can’t  be  all  bad” 
if  it  can  do  so  many  things  on  the  mission  field. 
In  spite  of  all  that  can  be  said  on  money  as 
the  root  of  evil,  it  is  also  true  that  it  can  be 
sent  on  some  wonderful  errands  of  good  will. 
There  is  a  Yiddish  proverb  which  says,  “Money 
is  the  best  messenger.” 

Dr.  Merrill  R.  Abbey  has  put  it  this  way, 
“Christian  stewardship  is  a  philosophy  of  life 
which  takes  seriously  the  liberating  power  of 
our  possessions,  freeing  us  to  go  where  we  could 
not  otherwise  reach  and  to  do  what  we  could 

not  otherwise  accomplish.” 

•  •  • 


YOU  CANNOT  SERVE  GOD  AND  MAMMON 

Verses  11  to  13  in  the  16th  chapter  of  Luke 
say:  “If  then  you  have  not  been  faithful  in  the 
unrighteous  mammon,  who  will  entrust  to  you 
the  true  riches?  And  if  you  have  not  been  faith¬ 
ful  in  that  which  is  another’s,  who  will  give 
you  that  which  is  your  own?  No  servant  can 
serve  two  masters;  for  either  he  will  hate  the 
one  and  love  the  other,  or  he  will  be  devoted  to 
the  one  and  despise  the  other.  You  cannot  serve 
God  and  mammon.” 

The  Interpreter’s  Bible  says,  “There  is  no 
threat  of  coercion  in  this  ‘ye  cannot.’  It  is  as 
much  a  quiet  statement  of  fact  as  if  the  word 
had  been,  ‘You  cannot  walk  east  and  west  at 
the  same  time.’  ” 

A  person  can  give  some  kind  of  service  to 
two  masters,  but  the  word  used  here  comes  close 
to  meaning  “slave,”  and  there  is  no  way  of  being 
a  slave  on  a  divided-time  basis.  It  makes  as 
much  sense  to  say  you  can  cut  four  halves  from 
a  pie  as  to  suggest  that  you  can  give  undivided, 
fulltime  loyalty  to  two  causes.  When  both  de¬ 
mand  total  allegiance,  we  must  choose.  Money 
does  make  some  men  into  slaves.  It  asks  an 
absolute  loyalty.  It  is  an  idol.  This  can  be  true 
in  the  life  of  a  person  who  has  more  money 
than  he  will  ever  spend,  and  it  can  be  just  as 
true  with  a  person  who  has  no  money  at  all. 

God  also  demands  an  absolute  loyalty.  His 
command  still  holds  that  no  man  should  make  a 
graven  image  or  bow  down  and  worship  any 
idol  made  of  gold. 

#  *  * 


RESPONSIBLE  STEWARDSHIP 

Lest  we  should  arrive  at  the  end  of  today’s 
lesson  without  really  getting  to  the  central 
stewardship.  The  motives  of  Christian  service 
theme,  let  us  hasten  to  say  that  it  is  responsible 
should  be  at  the  heart  of  our  belief  about  stew¬ 
ardship.  As  we  spoke  a  little  while  ago  about 
using  money  as  a  messenger  to  go  for  us  to 
ell  the  places  we  cannot  go,  we  were  trying 
to  show  that  in  so  many  instances  the  tithe  does 
not  substitute  for  a  Christian’s  service  but  it 
is  really  the  expression  and  extension  of  it. 

When  we  took  the  vows  of  membership  in 
the  church  we  were  challenged  to  respond  to 
our  new  relationship  in  terms  of  loyalty,  disci¬ 
pline  and  stewardship,  not  as  a  means  of  win¬ 
ning  God’s  favor  —  he  has  already  shown  that 
He  loves  us.  The  outgrowth  of  our  commitment 
should  be  an  enlarging  stewardship.  This  calls 
us  to  a  deepening  sense  of  moral  responsibility 
and  a  broader  insight  into  how  we  can  best 
invest  our  lives  in  service  to  him. 

Today’s  lesson  points  out  that  this  must  be¬ 
gin  with  the  stewardship  of  small  things  before 
there  can  be  any  progress  toward  fuller  respon¬ 
sibilities.  Some  of  us  are  directly  related  to  such 
a  Small  portion  of  goods  and  possess  such  lim¬ 
ited  talents  that  we  are  tempted  to  say,  “What 
can  we  do?”  Let  us  never  forget  that  most  of 
the  big  things  that  have  been  done  for  God  have 
been  done  by  people  who  possessed  only  a  little 
yet  dedicated  it  completely  to  the  work  of  God. 

#  #  # 

GOD’S  ATTITUDE  TOWARD 
SELF-INDULGENCE 

Near  the  end  of  Luke  16  is  the  story  of  the 
rich  man  and  Lazarus.  We  are  told  that  the 
poor  man  at  the  gate  became  the  point  of  ac¬ 
cusation  against  the  rich  man  in  the  after  life. 
He  hardly  noticed  him  there,  and  this  was  the 
root  of  the  indictment  against  him.  It  might  have 
gone  easier  with  him  if  he  had  noticed  him  and" 
consciously  determined  not  to  help  him.  Our 
churches  have  been  making  a  study  of  poverty, 
and  the  main  purpose  this  has  accomplished  is 
to  call  our  attention  to  the  poor. 

Let  it  never  be  said  of  us  that  we  just  passed 
the  poor  by  and  did  not  even  see  them. 
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Week-end  secular  wire  service  stories  called  at¬ 
tention  to  the  fact  that  although  Pope  Paul  had 
asked  for  the  resignation  of  Cardinals  over  75 
years  of  age,  not  more  than  1  or  2  of  the  35 
Cardinals  that  constitute  the  Curia,  the  Vatican 
“inner  circle,”  have  made  any  gesture  toward 
offering  their  resignations.  The  large  majority  of 
this  group  are  over  75  and  are  Italians. 

It  could  well  be  that  the  future  of  the 
progress  instituted  by  the  Second  Vatican 
Council  could  hinge  on  the  outcome  of  this 
apparent  clash  of  personalities  at  the  Vat¬ 
ican. 

While  the  Arkansas  Legislature  was  deliberating 
a  bill  that  would  have  outlawed  trading  stamps 
in  the  state,  an  Oklahomas  Baptist  missionary 
was  preparing  to  “fly  high”  with  an  airplane 
being  obtained  with  an  estimated  15  million 
Gold  Bond  stamps  through  the  national  head¬ 
quarters  of  the  North  American  Baptist  Associa¬ 
tion  in  Little  Rock.  The  Rev.  J.  Gerald  Price  of 
Ada,  Okla.  plans  to  use  the  six-passenger  plane 
in  missionary  work  in  Brazil. 

Dulyn  Butler,  Gold  Bond  executive,  said  it 
was  the  largest  stamp-saving  venture  in  the 
firm’s  history.  He  reported  that  the  books 
of  stamps  were  weighed  and  he  estimated 
the  total  at  “around  15  million.” 

A  three-week-long  cemetery  strike  recently  end¬ 
ed  in  New  York  with  the  acceptance  of  a  three- 
year  contract  by  Local  365,  Gravediggers  and 
Green  Attendants  Union.  It  was  estimated  that 
1,800  bodies  were  stored  in  cemetery  vaults, 
tents  and  hospital  morgues  during  the  strike. 

“Gravediggers  and  green  attendants” — that’s 
some  combination  in  a  labor  union!  We  have 
seen  some  golf  players  that  looked  like  they 
were  trying  to  dig  a  grave  on  the  course, 
but  we  had  never  realized  that  greens  keep¬ 
ers  and  gravediggers  had  so  much  in  com¬ 
mon. 

For  15  years  Sunshine  Dairy  in  Portland,  Ore. 
has  imprinted  in  red  on  its  milk  cartons  the 
message:  “Attend  the  Church  of  Your  Choice 
Regularly.”  This  seems  a  rather  innocuous  ges¬ 
ture  toward  organized  religion,  but  now  a  custo¬ 
mer — a  Unitarian  minister — has  “blown  his  top” 
about  the  whole  thing  and  said,  in  his  monthly 
church  newsletter:  “In  my  meanest  moments,  1 
hope  you  switch  dairies  and  attend  church  reg¬ 
ularly.  That  will  confuse  them  and  I  will  enjoy 
my  breakfast  a  lot  more  just  thinking  about  it.” 

The  minister,  the  Rev.  Clarke  D.  Wells, 
said:  “The  milk  carton  message  is  crude  and 
vulgar.  No  one  should  use  religion  to  bolster 
his  own  business.  It’s  patronizing  and  ar¬ 
rogant  for  a  dairy  to  urge  all  its  customers 
to  go  to  church.” 

Some  “restlessness”  among  members  of  the 
American  Baptist  Convention  over  failure  of  the 
denomination  to  join  other  Baptist  bodies  in  a 
hemisphere-wide  evangelistic  crusade  was  report¬ 
ed  in  Valley  Forge,  Pa.  by  the  convention  presi¬ 
dent.  Dr.  Carl  W.  Tiller  told  the  Convention’s 
General  Council  that  still  other  members  of  the 
Church  are  disappointed  by  the  denomination’s 
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decision  not  to  participate  actively  in  the  Con* 
sultation  on  Church  Union. 

Joint  Anglican-Methodist  evangelistic  mis¬ 
sions  have  been  urged  in  Britain  by  the 
Archbishop  of  York.  Dr.  Donald  Coggan 
made  the  call  when  delivering  his  recent 
presidential  address  to  the  Convocation  of 
York.  He  said,  “My  own  impression  is  that 
if  a  map  were  to  be  drawn  and  into  it  pins 
were  to  be  stuck  where,  at  this  level,  real 
work  is  being  done  in  Anglican-Methodist 
mutual  understanding,  we  should  find  a  very 
patchy  result. 
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MINNEAPOLIS,  Minn.  -  Some  15  million  trading 
stamps  collected  by  thousands  of  church  members 
of  the  North  American  Baptist  Association  in  27 
states  bought  this  new  $25,000  Cessna  180  plane 
for  the  Rev.  J.  Gerald  Price  of  Ada,  Okla.  The 
plane  will  be  used  by  Mr.  Price  to  bring  the  Gospel 
to  remote  Indian  tribes  in  Brazil.  The  drive  to  col¬ 
lect  Gold  Bond  stamps  was  spearheaded  by  Mrs. 
Myrna  Talbott,  Dallas,  Tex.  The  plane  was  ac¬ 
quired  through  Gold  Bond's  Group  Project  Depart¬ 
ment  in  Minneapolis. 

While  approximately  2,600  clergymen  and  semi¬ 
narians,  in  the  largest  demonstration  of  its  kind, 
marched  recently  on  the  White  House  and  the 
Capitol  protesting  the  war  policies  in  Vietnam,  a 
counter-demonstration  of  some  300  ultra-fun¬ 
damentalist  clergymen  and  laymen  took  place 
across  the  street  urging  the  U.S.  to  press  for 
victory  over  Communist  forces  in  Vietnam.  The 
larger  group  delivered  a  paper  to  President  John¬ 
son  pointing  out  what  it  regards  as  “realistic 
alternatives”  to  the  “continual  gradual  escala¬ 
tion  of  the  war  until  the  other  side  capitulates 
to  increasing  pressure.” 

President  Johnson  addressed  1,200  men  at¬ 
tending  the  recent  Presidential  Prayer 
Breakfast  in  Washington.  He  told  them  that 
the  qualities  of  courage  and  compassion 
must  continue  to  be  hallmarks  of  those  who 
would  strive  to  maintain  freedom.  ’’None  of 
us  can  ,ever  be  certain  he  is  absolutely 


right,”  he  said,  “but  each  man  must  be  firm 
in  the  right  as  he  sees  the  right.” 

“Guardhouse  popes”  specializing  in  “theological 
fantasy”  were  assailed  by  a  Catholic  magazine’s 
columnist  in  commenting  on  ultra  liberals  in  the 
Church  who  feel  that  during  renewal  “anything 
goes.”  Dan  Herr,  writing  in  the  February  issue 
of  The  Critic,  said,  “there  are  ‘guardhouse  popes’ 
running  loose  whose  claim  to  personal  infalli¬ 
bility  is  so  much  more  encompassing  than  any¬ 
thing  conceived  by  the  Council  of  Trent.” 

Officials  of  a  Quaker  Action  Group,  an  un¬ 
official  organization  concerned  with  sending 
medical  aid  to  all  sufferers  in  the  Vietnam 
conflict,  have  been  notified  that  their  ac¬ 
count  in  the  Central  Pennsylvania  National 
Bank  in  Philadelphia  has  been  blocked  by 
the  U.S.  Treasury.  This  was  the  latest  step 
in  government  efforts  to  stop  their  ship¬ 
ments  to  North  Vietnam. 

Satellite  Communist  radio  stations  gave  full  cov¬ 
erage  to  the  70-minute  private  audience  granted 
by  Pope  Paul  to  Soviet  President  Nikolai  V. 
Podgorny.  However,  over  the  Soviet  Radio  there 
was  no  mention  of  the  audience  24  hours  after 
it  took  place. 

Twenty-five  bishops,  representing  episcopal 
conferences  of  their  respective  countries,  par¬ 
ticipated  in  the  first  plenary  assembly  of  the 
Vatican  Secretariat  for  Non-Believers.  Major 
purpose  of  the  meeting  was  to  study  the 
world  geographical  distribution  of  atheists 
and  the  psychological  aspects  of  atheism. 

Dr.  Albert  Outler  of  Perkins  School  of  The¬ 
ology,  addressing  the  annual  Ohio  Pastor’s  Con¬ 
vocation,  said  that  church  merger  without  accom¬ 
panying  renewal  of  the  church  has  no  value.  He 
said  that  too  many  Christians  see  ecumenism 
“as  a  parlor  sport  for  gregarious  Christians, 
whereas  it  is  a  matter  of  life  and  death  for  the 
Christian  churches.” 

Episcopal  Bishop  James  A.  Pike,  speaking  at 
Gustavus  Adalphus  College  in  St.  Peter, 
Minn.,  said  that  the  Christian  Church  is  on 
the  decline  everywhere  in  the  world.  He  sug¬ 
gested  the  church  migh  save  itself  by  jet¬ 
tisoning  some  of  its  historic  beliefs. 

Courses  on  religion  in  secular  colleges  and  uni¬ 
versities  promote  the  religious  unity  movement 
and  encourage  the  more  serious  study  of  one’s 
own  religion  in  place  of  the  traditional  adult 
education  programs,  a  National  Council  of 
Churches  consultation  was  recently  told.  The  ob¬ 
servations  were  made  by  Dr.  C.  Ellis  Nelson, 
professor  of  religious  education  at  Union  The- 
ol9gical  Seminary,  in  addressing  the  Consulta¬ 
tion  on  the  Study  of  Religion  in  College  and 
University  and  its  Implications  for  Church  and 
Seminary. 

A  Lutheran  public  relations  expert,  Walter 
A.  Schultz,  recently  declared  that  the 
of  mass  communication  can  be  used  to 
strengthen  and  deepen  Christian  faith  but 
not  to  bring  about  conversions.  Addressing 
the  Lutheran  Council  in  Canada’s  Division  of 
Public  Relations  in  Winnipeg,  he  said,  “The 
Bible-thumping,  hell-fire  and  brimstone 
preacher  might  gain  a  considerable  following 
among  the  ‘committed’  but  very  rarely 
to  reach  the  unchurched.” 

New  Hampshire’s  youngest  legislator,  who  is  also 
a  junior  at  the  University  of  New  Hampshire, 
has  assailed  a  student  club  publication  for  what 
he  charged  was  an  attempt  to  liken  Christ  to 
modern  beatniks.  His  strong  criticism  was  aimed 
at  the  university’s  chapter  of  Students  for  a 
Democratic  Society,  which  publishes  a  bi-monthly 
publication,  “The  New  Left.” 
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Shown  in  front  of  Perkins  Chapel  at  SMU  during 
Ministers'  Week  are  the  Rev.  Roy  Mouser,  Lake 
Charles,  the  Rev.  John  F.  Kilpatrick,  Alexandria, 
and  the  Rev.  James  Adams,  Shreveport. 


A  Report 
from  New  Orleans 
Inner-City  Parish 

by  the  Rev.  Rupert  D.  Coles 

Two  of  the  most  interested  suburban 
churches  in  our  Inner  City  program  are 
Lake  Vista  Methodist  church  and  St. 
Luke’s  Methodist  church.  Both  are  lo¬ 
cated  in  New  Orleans. 

Lake  Vista  has  been  instrumental  in 
furnishing  manpower  for  the  tutoring 
program  at  Second  Methodist  church 
each  Saturday  morning.  Under  the  lead¬ 
ership  of  Mary  Lou  Pleasant,  the  pro¬ 
gram  has  been  provided  adequate  tutor¬ 
age  from  Lake  Vista.  Those  taking 
part  include  Joe  Marie  Ellett,  Helen 
Koelemay,  and  Mrs.  Mendenhall.  In 
addition,  members  of  Lake  Vista  church 
have  been  helpful  in  making  possible 
the  newsletter  from  Inner  City  as  they 
have  gone  throughout  the  conference. 

Members  of  St.  Luke’s  Methodist 
Woman’s  Society  of  Christian  Service 
have  spent  time  surveying  the  Florida 
Avenue  housing  project,  near  John 
Wesley  church.  Sixty  visits  were  made 
by  four  teams.  These  teams  included 
Mrs.  Robert  Harkess,  Mrs.  Wayne  Dav¬ 
idson,  Mrs.  Robert  Jakway,  Mrs.  Eu¬ 
gene  Wagenecht,  Mrs.  Phil  Woodland, 
Mrs.  R.  F.  Matson  Mrs.  Wilmot  Wright 
and  Rev.  Phil  Woodland. 

The  purpose  of  these  visits  was  to 
determine  the  needs  of  these  families 
for  social,  recreational,  and  spiritual  en¬ 
richment.  Visitation  teams  reported 
that  persons  visited  were  very  coopera¬ 
tive  and  appreciative  of  interest  shown. 

Cooperation  between  Inner  City  and 
suburban  churches  is  one  of  the  realities 
of  urban  ministry.  In  large  cities  the 
Inner  City- — this  area  of  decadence  and 
poverty  and  need — is  to  be  found.  The 
problem  at  hand,  that  of  ministering 
to  this  need,  normally  is  greater  than 
the  Inner  City  church  can  solve.  Man¬ 
power  and  leadership  must  be  supplied 
from  outside  the  Inner  City  area.  The 
logical  source  for  such  resources  are 
the  suburban  churches. 

These  churches  which  exist  outside 
the  Inner  City  have  responded  to  this 
plea  for  help.  More  than  one  hundred 
suburban  churchmen  serve  in  the  Inner 
City  in  one  way  or  another. 

The  opportunity  for  spiritual  growth 
of  the  suburban  churchman  is  one  of 
the  benefits  of  involvement  in  the  In¬ 
ner  City  program.  A  delpth  of  Chris¬ 
tian  fellowship  and  compassion  can  be 
developed  through  service  which  could 
never  be  accomplished  through  study 
or  corporate  worship. 
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OLD  CHURCH  SCHOOL 
(OR  SUNDAY  SCHOOL) 
MATERIAL 

NASHVILLE,  Tenn.  —  A  new 
look  at  old  curriculum  was  a  part  of 
two  meetings  here  early  in  January 
as  the  General  Board  of  Education  held 
its  annual  meeting,  and  the  conference 
executive  secretaries  of  education  met 
in  their  biennial  session. 

The  examination  of  old  church  school 
(or  Sunday  school)  material  was  made 
possible  through  an  exhibit  of  early 
Methodist  periodicals,  some  dating  back 
as  far  as  1823,  taken  from  the  archives 
of  the  Library  of  The  Methodist  Pub¬ 


lishing  House  in  Nashville.  These  in¬ 
cluded  such  titles  as  The  Youth’s  In¬ 
structor,  The  Child’s  Magazine,  the 
Sunday  School  Advocate,  Home  Circle, 
Olivet  Picture  Cards,  early  copies  of 
closely  graded  courses,  and  teaching 
pictures  from  the  1940's.  One  small 
booklet  of  questions  and  answers  was 
shown  in  both  an  English  and  a  Ger¬ 
man  version. 

Methodists — and  others — are  invited 
to  send  in  any  old  publications  they 
may  have,  or  other  types  of  church  rec¬ 
ords  or  historical  documents,  in  order 
to  preserve  them  to  to  make  them 
available  for  historians  of  the  future. 
Send  materials  to  the  Librarian,  The 
Methodist  Publishing  House,  201 
Eighth  Avenue,  South,  Nashville,  Ten¬ 
nessee,  37203. 

t 

DO  YOUR  ADULT  GROUPS 
KNOW  ABOUT  NEW  STUDIES? 

The  adults  in  your  church  face  an 
exciting  new  adventure  in  learning  be¬ 
ginning  SEPTEMBER,  1967.  But  do 
they  know  about  it?  Have  you,  pastor, 
superintendent,  adult  teacher,  spoken 
to  your  class  or  group  about  FOUN¬ 
DATION  STUDIES  IN  CHRISTIAN 
FAITH? 

Or,  are  you  assuming  that  the  adult 
classes  in  your  church  are  "contented”, 
satisfied  and  happy  with  the  material 
they  are  using  and  the  way  the  class 
is  doing  what  it  is  doing? 

Have  you  asked  them  to  look  at  their 
"gathering”  on  Sunday  morning,  or 
other  times  when  they  meet  in  rela¬ 
tion  to  the  purpose  and  objective  of 
the  church’s  ministry?  This  may  make 
a  difference  in  the  conclusion  reached 
as  to  whether  or  not  to  look  at  the 
new  curriculum  as  it  becomes  available. 

So,  do  not  assume  the  classes  will 
want  to  continue  their  present  pro¬ 
grams.  At  least  give  them  the  opportun¬ 
ity  to  make  their  own  choice.  Some  of 
the  older  "unchanging,  set-in-their- 
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or  more  of  persons  in  the  two  states 
who  have  no  affiliation  with  any  re¬ 
ligion. 

Sponsored  by  the  Methodist  Board 
of  Evangelism,  the  mission  will  begin 
with  a  Convocation  on  Evangelism 
April  6  and  7,  featuring  inspirational 
preaching  by  Bishop  Gerald  Kennedy 
of  California,  Dr.  Kermit  Long  of  the 
General  Board  of  Evangelism,  and 
others.  Three  hundred  ministers  and 
laymen  have  been  invited  to  assist  in 
the  intensive  mission  of  Christian  wit¬ 
nessing.  Guest  leaders  will  travel  to 
their  assignments  on  Saturday,  April 
8,  and  begin  four  days  of  evangelistic 
outreach  in  the  churches  of  the  confer¬ 
ence. 

The  guests  will  provide  their  own 
transportation  to  Seattle  and  for  the 
return.  The  Methodist  conference  will 
provide  their  expenses,  food  and  lodg¬ 
ing  while  they  are  there. 

Other  ministers  and  laymen  who 
would  like  to  participate  should  submit 
their  applications  to  the  district  super¬ 
intendent,  who  will  give  it  to  the  Lou¬ 
isiana  Conference  Board  of  Evangelism 
chairman,  the  Rev.  Merlin  W.  Merrill, 
University  Methodist  Church,  Lake 
Charles. 


ways”  adults  may  surprise  you.  Al¬ 
ready  there  has  been  an  eagerness  ex¬ 
pressed  among  some  of  these  persons 
for  what  is  to  come. 

t 

YOUTH  MISSION  STUDY 
Two  most  helpful  resources  on  our 
youth  mission  study  for  1966-67  are 
available  upon  request  from  the  Area 
Council,  P.  O.  Box  4325,  Shreveport, 
Louisiana. 

The  first  is  MISSION  SUPPLE¬ 
MENT  FOR  MYF  UNITS,  1967  on 
AFFLUENCE  AND  POVERTY:  DI- 


Serious  decrease 
in  MY  Fund 
giving 

This  is  to  report  to  you  that  there 
continues  to  be  a  serious  decrease  in 
the  Methodist  Youth  Fund.  At  the  end 
of  December  1966,  there  was  a  decrease 
of  $22,070.52  or  8.2%  as  compared 
with  the  income  through  December 
1965,  which  in  itself  was  a  decrease 
over  the  previous  year.  The  situation 
is  very  critical  in  that  strategic  min- 
isteries  overseas  and  at  home  are  hav¬ 
ing  to  be  cut.  Here  are  a  few  spe¬ 
cific  cases  of  cuts  in  one  aspect  of 
the  MYFund’s  ministry,  Christian  ed¬ 
ucation  overseas,  as  a  result  of  last 
year’s  decrease: 

1.  The  Costa  Rica  asking  was  $2,200, 
which  included  a  $1,200  amount  for 
youth  work.  Since  the  appropriation 
for  the  whole  asking  is  only  $1,200,  it 
is  obvious  that  youth  work  is  going 
to  have  to  be  cut  back  seriously. 

2.  The  Panama  asking  was  $3,100; 
the  response  was  $590.  Within  their 
asking  there  was  an  item  of  $1,930  for 
youth  work.  Obviously  this  will  have 
to  be  cut  way  back. 

3.  In  Hong  Kong,  something  simi¬ 
lar  is  present.  They  asked  for  $3,436 
and  we  appropriated  $1,000.  Their 
youth  work  asking  alone  was  $1,050. 

4.  In  India,  it  is  a  bit  difficult  to 
know  just  where  cuts  will  be  applied, 
but  I  would  judge  from  their  askings 
that  one  point  at  which  some  cuts  will 
have  to  be  made  is  in  the  area  of  lead¬ 
ership  education. 

5.  In  Korea,  the  guess  is  that  cer¬ 
tain  library  and  audiovisual  needs  will 
have  to  be  cut  drastically. 

6.  All  of  the  asking  of  $13,000  from 
Malaysia  was  for  children’s  work.  Since 
the  response  was  only  $9,200,  it  means 
that  they  have  $3,800  less  than  they 
need  for  children’s  work  there. 

Most  of  the  the  above  askings  are  low 
because  the  workers  know  the  funds 
are  limited;  if  they  asked  what  they 
really  needed,  the  figures  would  be 
triple  or  quadruple  what  they  are  and 
the  cuts  would  be  even  greater! 

None  of  us  knows  what  plans  for 
giving  will  go  into  effect  if  the  E.U.B. 
and  Methodist  churches  merge.  Until 
such  time  as  some  provision  is  made 
to  continue  the  support  of  the  work  to 
which  we  are  committed,  it  would  seem 
important  for  youth  to  participate  in 
the  Methodist  Youth  Fund. 

If  there  is  anything  I  or  your  Dis¬ 
trict  Director  of  Youth  can  do  to  help 
with  MYFund  education  in  the  district, 
please  let  us  know. 

—Rev.  J.  C.  Skinner 


LEMMA  FOR  CHRISTIANS.  This  4 
page  leaflet  contains  a  listing  of  youth 
periodicals  and  church  publications 
featuring  articles  dealing  with  the  mis¬ 
sion  study  theme  for  this  year. 

The  second  is  a  15-page  resource  cat¬ 
alogue  entitled  RESOURCES  FOR  MIS¬ 
SIONS  EDUCATION  1966-67.  In  ad¬ 
dition  to  special  resources  for  youth, 
it  has  a  section  on  "General  Resources” 
listing  books,  films,  maps,  plays,  pe¬ 
riodicals  and  photograph  packets.  Each 
is  priced  with  information  as  to  where 
they  may  be  obtained. 
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to  be  Sunday ,  Feb.  19 
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DIANE  HANEY,  U.S.-2, 


with  class  in  cafeteria 


DEDICATION  AND  OPEN  HOUSE 

In  the  years  immediately  following 
the  Civil  War,  some  of  the  displaced 
Negro  children  of  St.  Tammany  Par¬ 
ish  were  gathered  together  by  a  new¬ 
ly-formed  Orphans’  Home  Society.  In 
1867,  they  were  housed  in  a  school 
on  Bayou  Teche,  102  of  them. 

This  year,  100  years  later,  the  de¬ 
scendant  of  this  school  celebrates  its 
centennial  with  the  dedication  of  four 
new  buildings. 

The  school  is  Sager-Brown,  once  a 
project  of  the  Woman’s  Society,  now 
supported  by  the  National  Division  of 
the  Methodist  Board  of  Missions. 

Sager-Brown  provides  a  home  for 
60  children,  30  boys  and  30  girls,  in 
two  dormitories,  and  teaches  them  and 
about  100  more  from  the  community 
in  classes  that  run  from  kindergarten 
through  eighth  grade. 

The  superintendent  is  Miss  Rosie 
Ann  Cobb,  a  deaconess  and  long-time 
worker  for  the  Methodist  Church.  Four 
other  faculty  members  are  deaconesses 
and  three  are  in  the  U.S.-2  program, 
giving  two  years  of  service  to  a  Meth¬ 
odist  mission  project. 

On  Sunday,  February  19,  Sager- 
Brown  invites  the  Methodists  of  Lou¬ 


isiana  to  open  house  as  it  dedicates  the 
new  buildings  —  an  all-purpose  gym¬ 
nasium-auditorium;  a  cafeteria  -  dining 
hall;  the  girls’  dormitory;  and  a  library- 
kindergarten  building. 

The  centennial  celebration  will  be¬ 
gin  with  a  pageant  Saturday,  and  will 
include  a  meeting  of  the  school’s  ad¬ 
visory  board.  The  buildings  will  be 
dedicated  at  2:30  p.m.  Sunday. 

Sager-Brown  also  has  a  boys’  dormi¬ 
tory,  Peck  Hall,  completed  in  1950,  and 
a  classroom  building  and  a  staff  cot¬ 
tage,  built  in  1964. 

Last  September,  the  total  enrollment 
was  165.  Six  of  the  student  who  live 
on  campus  are  now  in  high  school  in 
nearby  Baldwin,  La.,  which  is  100  miles 
from  New  Orleans. 

The  other  deaconesses  on  the  staff 
are  Barbara  Boultinghouse,  Judith  Anh 
Doyle,  Phoebe  A.  Reynolds,  and  Edfia 
Ridley.  The  U.S.-2s  are  Diane  Haney, 
Judy  Sherk  and  Linda  Veal.  The  other 
members  of  the  staff  are  Evelyn  Hook, 
Marveline  Collins,  Chaney  B.  Morse, 
Evelyn  R.  Thomas,  Jeanette  Marks, 
Olivia  H.  Ross,  Mr.  and  Mrs.  Basil 
Wilson,  Piccola  Stevenson,  Rosa  Mil- 
ton,  John  Moss  and  Edgar  Landry. 
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Poverty  battle 
lines  grow 


By  W.  W.  Reid 

Since  President  Johnson  picked  up 
the  challenge  flung  to  the  American 
people  by  President  Kennedy  —  that 
poverty  be  wiped  out  in  America  and 
(hopefully)  in  the  world — much  has 
been  written  and  spoken  on  all  phases 
of  the  subject.  It  seems  one  of  the  few 
things  in  which  the  church  and  the 
state  see  eye  to  eye. 

Currently,  the  churches  are  deep  in 
study  of  their 
place  in  "the  war 
on  poverty.” 
Though  to  many 
the  diagnoses  of 
"poverty”  seem 
better  than  the 
cures  suggested 
(or  being  experi 
mented  with),  this 
is  probably  nor¬ 
mal.  Within 
church  circles,  a  number  of  good  books 
have  been  produced — among  them  four 
from  Frendship  Press:  Can’t  We  Ail  Be 
Rich?  by  David  M.  Graybeal;  Wealth 
and  Want  in  One  World,  edited  by 
Muriel  S.  Webb;  Need  Is  Our  Neigh¬ 
bor,  by  Byron  L.  Johnson;  Cooperation 
in  Compassion,  by  Harold  E.  Fry. 

Outside  and  on  the  fringe  of  the 
church  there  are  more  books  on  pov¬ 
erty  than  one  can  read.  But  of  the 
host  we  would  call  attention  to  three: 
The  Christian  Case  Against  Poverty, 
by  Professor  Henry  Clark  (Association 
Press);  There  Shall  Be  No  Poor,  by 
Rabbi  Richard  C.  Hirsch  (American 
Hebrew  Congregations);  Dissenter  In  a 
Great  Society,  by  William  Stringfellow 
(Holt,  Rinehard,  and  Winston). 

Professor  Clark  gives  a  broad  analy¬ 
sis  and  summary  of  the  development  of 
biblical  and  Christian  attitudes  toward 
poverty  —  from  the  Old  Testament, 
through  the  days  of  Jesus  and  the  first 
disciples,  down  to  recent  points  of  view 
and  statements  by  ecclesiastical  bodies. 
Four  chapters  give:  an  historical  view 
of  poverty  and  wealth;  the  philosophi¬ 
cal  outlook  in  the  post-reformation  era 
—  including  the  ideas  of  Thomas  Mal- 
thus,  Adam  Smith,  Charles  Darwin, 
and  leading  clergymen  of  all  faiths  in 
the  1800’s;  the  "new  kind  of  poverty” 
in  America  —  resulting  partly  from 
automation  and  as  yet  not  compensated 
for  by  social  legislation;  and  a  summar¬ 
izing  "Christian  approach  to  the  war 
on  poverty.” 

This  last,  Prof.  Clark  admits,  "re¬ 
quires  a  lively  imagination,  one  which 
is  capable  of  interpreting  new  facts 
and  envisioning  new  possibilities  in  a 
most  fruitless  way.”  In  a  word,  we  can 
eliminate  poverty  only  by  recognizing 
it  as  it  raises  its  head  in  ever-new  so¬ 
cial  and  economic  conditions,  knowing 
the  cause,  and  then  having  the  good¬ 
will  to  do  something  about  it.  Basic¬ 
ally,  one  cannot  be  in  "good  economic 
health"  if  any  other  man  is  in  poverty. 

There  is  much  in  common  in  con¬ 
tent  and  objective  in  both  Prof.  Clark  s 
book  and  in  that  of  Rabbi  Hirsch.  The 
latter  details  the  relevance  of  Jewish 
teachings  and  traditions  to  the  facts 
that  the  Christian  faces  in  overcoming 
American  poverty  especially.  Rabbi 
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by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 


There  is  only  one  subject  which  com¬ 
mands  my  mind  this  week  as  I  think  of 
friends  in  America.  Although,  because 
of  the  distance  which  separates  us,  and 
the  press  schedules,  it  is  impossible  to 
comment  on  "hot”  news,  when  imme¬ 
diacy  means  so  much,  the  tragic  deaths 
of  your  three  Astronauts  has  some¬ 
thing  more  than  passing  meaning. 

Spacemen  Roger  Chaffee,  Edward 
White  and  Virgil  Grissom  are  the  first 
casualties  in  America  of  the  space  race, 
and  no  one  would  wish  to  deny  them 
honour  for  their  cool  bravery  and  the 
way  in  which  they  have  shown  in  their 
past  achievements,  and  the  achievements 
of  their  colleagues,  what  real  dedica¬ 
tion  to  a  task  can  mean. 

According  to  a  comment  we  have 
had  here  from  the  Director  of  N.A.S.A., 
any  sober  reflection  on  the  cost  of 
space  conquest  must,  in  any  mind,  have 
included  the  potential  cost  in  human 
life.  These  men,  and  others  like  them 
have  accepted  that  risk,  and  by  their 
own  statements,  knew  the  awful  pos¬ 
sibilities. 


I,  for  one,  pay  tribute  to  them.  But 
amongst  reactions  here,  have  been  the 
inevitable  demand  to  stop  the  explor¬ 
ation  of  space.  Why  reach  the  Moon? 
So  some  people  have  asked — and  es¬ 
pecially  when  the  real  risk  to  life  has 
been  so  bitterly  and  tragically  exposed. 

Of  course  there  are  many  answers  to 
that  question.  Just  as  men  fought  until 
they  conquered  Everest  just  because  it 
is  there,  so  some,  including  space-men 
themselves  have  told  us  that  the  sheer 
existence  of  the  challenge  is  enough  to 
bring  out  the  effort  in  man.  The  tech¬ 
nological  and  military  sides  to  this 
venture  are  also  something  which  must 
be  taken  into  account. 

For  the  Christian,  assuredly,  the 
whole  question  makes  more  sense  if  we 
look  more  searchingly  at  the  meaning 
of  the  spirit  of  man,  and  the  purpose 
of  God  in  all  this,  than  we  do  at  the 
scientific  results. 

At  a  moment  like  this,  Christians 
can  either  retreat  into  their  religous 
dugouts  and  shout  rude  words  at 
Science.  Or  they  can  make  a  rediscovery 


Hirsch  studies  causes  and  attitudes  of 
the  Jewish  people  toward  poverty;  re¬ 
lates  the  efforts  of  American  govern¬ 
mental  agencies  and  of  Religious, 
groups  to  alleviate  and  eliminate  the 
social,  moral,  and  economic  causes  and 
problems,  and  makes  recommendations 
for  study  and  action.  These  recommen¬ 
dations  are  made  to  Jewish  congrega¬ 
tions,  but  are  of  equal  value  to  Chris¬ 
tians. 


"Poverty  is  a  paradox  in  America 
because  we  have  the  means  to  banish 
poverty,”  the  author  continues.  "This 
nation  has  the  natural  and  synthetic 
resources,  productive  potential,  eco¬ 
nomic  incentive,  technological  sophisti¬ 
cation,  and  ideological  rational  requi¬ 
site  to  house,  clothe,  feed,  educate, 
employ,  and  admit  to  political  respon¬ 
sibility  all  its  citizens.  Yet  poverty  per¬ 
sists 


about  the  centre  of  their  faith— the 
living  God  whose  Universe  this  is,  and 
who  has  set  man  to  explore  His  truth 
in  every  aspect.  For  He  is  not  only 
the  God  of  the  past,  of  Abraham  and 
Isaac  and  Jacob,  but  the  God  of  the 
present  and  the  future  too. 

And  in  the  space  age,  the  big  ques¬ 
tions  are  not,  after  all,  the  scientific 
questions.  They  are  the  religious  ques¬ 
tions,  Science  can  tell  us  how  things 
work.  But  religion  attempts  to  tell  us 
why  they  work. 

Unless  we  have  an  aim  which  trans¬ 
cends  and  offers  a  total  and  eternal  ex- 
•planation  of  the  meaning  of  man’s 
purpose,  then  however  far  or  fast  we 
go,  we  are  really  getting  nowhere. 

Somebody  once  said  of  Christopher 
Columbus,  that  when  he  discovered 
America,  he  set  out,  and  he  did  not 
know  where  he  was  going;  when  he 
got  there  he  did  not  know  where  he 
was,  and  when  he  got  back,  he  did  not 
know  where  he  had  been ! 

That  will  be  true  of  space-age  man 
unless  he  rediscovers  his  eternal  pur¬ 
pose  in  God,  and  uses  all  his  discovery 
for  the  final  good  of  mankind,  and 
the  glory  of  God.  Only  then  can  such 
sacrifices  as  this  week  make  any  kind 
of  sense  at  all. 

That  there  is  final  meaning  in  God’s 
purpose  is  our  belief,  because  we  be¬ 
lieve  that  before  God  packed  the  atom, 
He  planned  the  Cross.  And  if  there  is 
a  Via  Dolorosa  for  those  who  are  the 
new  pioneers  of  this  age,  we  must  see 
to  it  that  what  they  discover  on  our 
behalf  is  used  to  promote  those  things 
which  belong  to  our  peace,  or  else 
everything  is  the  most  awful  and  tragic 
waste. 

The  greatest  tribute  to  these  brave 
men  would  be  the  resolution  of  modern 
man  to  seek  again  the  Kingdom  of 
God.  Only  then  will  all  things  be 
added.  And  if  he  doesn’t,  no  matter 
how  much  he  has,  or  how  much  he 
knows,  or  how  much  he  discovers,  all 
is  lost. 


/J  JZayman'd,  WitneAA 


by  Charles  A.  Stuck/Lay  Evangelist 


THE  SMART  YOUNG  LAWYER 

One  day  a  clever  young  lawyer  sport¬ 
ing  a  brand  new  diploma  from  the  Je¬ 
rusalem  Law  School  same  up  to  Jesus 
and  tried  to  put  Him  on  the  spot.  He 
asked  Him, 

"Teacher,  how  can  I  have  this  eternal 
life  in  heaven  like  you  talk  about?” 

"You’re  fresh  out  of  law  school,” 
Jesus  said,  "Tell  me  what  the  law  says.” 

"It  says  that  you  must  love  God  with 
everything  you  got,  and  that  you  must 
love  your  neighbor  too.” 

"Right!  You  know  it.  Now  follow 
it.” 

This  lawyer  figures  he  has  Jesus  be¬ 
tween  a  rock  and  a  hard  place.  So  he 
asks, 

"OK,  but  what  about  this  neigh¬ 
bor  bit?  Explain  it.”  Jesus  looks  square¬ 
ly  at  him  and  doesn’t  say  anything 
for  a  minute.  Then  .  .  . 

"You  know  Highway  number  103 


from  Jerusalem  to  Jericho.  'Well,  a 
salesman  had  a  flat  tire  on  that  high¬ 
way  one  afternoon.  While  he  was 
changing  tires,  a  gang  of  muggers 
slipped  up  and  clobbered  him  with  a 
lug  wrench.  Then  they  stole  his  new 
coat  and  his  good  shoes  and  his  bill¬ 
fold  and  took  off. 

"Pretty  soon  a  preacher  came  by  and 
took  a  look  at  the  poor  guy.  He  felt 
sorry  for  him,  but  he  had  to  keep  go¬ 
ing  because  he  had  a  date  to  speak  to 
the  W.S.C.S.  of  Jerusalem  First  Church 
on  the  subject,  'Crime  Prevention.’  So 
he  gunned  his  ninety-eight  and  left. 

"Then  along  came  a  member  of  the 
Official  Board.  He  stopped,  but  not 
for  long  because  he  was  speaking  that 
evening  to  Rotary  on  the  subject,  ’Our 
Duty  to  our  Fellow-Man.”  So  he  does 
a  lam,  just  like  the  preacher. 

"Then  this  negro  janitor  came  along 
in  his  beat-up  1947  jalopy.  His  family 
is  waiting  supper  for  him,  but  he  stops 
and  gets  out.  He  gives  the  poor  guy 


some  first-aid,  then  puts  his  arm  around 
him  and  helps  him  into  the  old  pick¬ 
up.  The  first  motel  they  come  to,  this 
driver  rattles  up  to  the  office,  calls 
the  manager,  and  pulls  out  a  single  bill 
from  his  ragged  purse. 

Please  take  care  of  him  till  he  can 
walk.  Here  is  a  ten  dollar  bill.  If  it 
costs  any  more,  I’ll  pay  you  as  soon 
as  I  get  a  payday.’  ” 

Then  Jesus  looks  straight  at  the  law¬ 
yer. 

"Now  who  do  you  think  was  the 
real  neighbor?” 

The  lawyer  is  really  over  a  barrel. 

"You  mean  that  crummy  nigger? 
Why  that  fellow  was  dirty  and  lazy. 
I  know  people  like  him.  How  can  he 
be  a  good  neighbor?”  Jesus  looked  him 
in  the  eye  until  he  blushed  like  a  sixth 
grader. 

"That’s  exactly  what  I  mean,  And 
what’s  more,  if  you  will  be  as  good  a 
neighbor  as  he  was,  you  will  have  a 
good  chance  for  eternal  life.” 


PAGE  TEN 


FEBRUARY  16,  1967 


Maxie  D.  Dunham,  DIRECTION 
AND  DESTINY,  $2.75,  Abingdon,  144 

pp. 

This  is  a  little  book  of  56  brief  de- 
votionals  that  are  as  pointed  and  as 
helpful  as  any  we  have  seen.  The  book 
is  chock  full  of  illustrations  from  con¬ 
temporary  drama,  novals  and  the  logical 
discussions.  This  is  a  real  buy  for  "ser¬ 
mon  starters"  and  for  aid  in  your  own 
devotional  life.  We  read  it  on  a  recent 
plane  trip  and  could  not  put  it  down, 
reading  one  article  after  another. 

The  articles  are  arranged  under  eight 
general  headings:  direction,  dedication, 
determination,  discipline,,  devotion,  de¬ 
velopment,  dividends  and  destiny. 

The  author  is  a  young  minister  in 
California  who  is  coming  right  along 
as  a  writer  of  religious  books.  Abing¬ 
don  has  printed  one  previously  — 
"Channels  of  Challenge.”  He  is  a  grad¬ 
uate  of  Emory  University  and  previous¬ 
ly  served  churches  in  Georgia  and  Mis¬ 
sissippi  before  going  to  California. 


Ray  W.  Ragsdale,  WHAT  JESUS 
PROCLAIMED,  $3- 50,  Abingdon,  159 

pp. 

This  is  a  book  of  twelve  excellent 
sermons  by  the  pastor  of  Cataline 
Methodist  Church,  Tucson,  Ariz.  Car¬ 


rying  the  subtitle — "Practical  Interpre¬ 
tations  of  the  Basic  Teachings  of  Jesus” 
— they  ate  easily  read,  and  we  imagine, 
easily  preached. 

In  his  preface,  the  author  declares 
himself  as  dealing  with  the  "four  words 
which  enter  repeatedly  into  the  relig¬ 
ious  conversation  of  our  time” — renew¬ 
al,  relevanve,  dialogue  and  unity.  We 
feel  that  Dr.  Ragsdale  differs  from 
many  of  those  who  write  these  days  in 
areas  related  to  these  four  words  be¬ 
cause  he  can  be  understood. 

These  sermons  speak  of  the  reality 
of  God,  the  brotherhood  of  man,  the 
meaning  of  love,  and  the  imperative 
of  service  as  these  great  themes  were 
proclaimed  by  our  Lord. 

There  are  many  great  sentences  in 
the  book,  but  we  feel  this  is  representa¬ 
tive:  "Faith,  for  Jesus,  was  trust  in 
God.  By  faith,  people  were  healed  of 
their  sicknesses.  By  faith,  people  re¬ 
ceived  their  sight.  By  faith,  people  were 
restored  to  their  sanity.  By  faith,  peo¬ 
ple  found  redemption  and  release  from 
their  sins.  Trusting  in  God,  Jesus  said, 
is  the  cure  for  anxiety,  to  answer  to 
our  fears.  Faith  is  a  way  of  life.  .With 
it  we  live  serenely;  without  it  life  is 
a  nightmare  of  storms  and  crises  that 
threaten  to  swamp  our  little  boats.” 


SUCH  7Vee& 


iK  MMKCVUf 


A  three-point  congregation  program 
of  interracial  action  was  proposed  by 
a  world  missions  authority  during 
Southern  Methodist  University's  32nd 
annual  Ministers’  Week. 

In  presenting  the  proposals,  Dr.  W. 
Richey  Hogg,  professor  of  world  Chris¬ 
tianity  at  SMU’s  Perkins  School  of  The¬ 
ology,  posed  the  question:  "Is  the 
church  an  evidence  of  what  it  pro¬ 
claims?” 

Dr.  Hogg  delivered  one  of  three 
lecture  series  during  the  four-day  event, 
which  ended  Feb.  9.  The  four  Fondren 
Lectures  he  presented  focused  on  the 
theme,  "God’s  Mission:  The  Congre¬ 
gation’s  Calling." 

His  three  recommendations  were  as 
follows: 

"First,  a  congregation  of  one  race 
can  invite  a  congregation  of  another 
to  share  in  the  Lord's  Supper. 

"Second,  the  current  Quadrennial 
Program,  'One  Witness  in  One  World,’ 
urges  that  congregations  share  quali¬ 
fied  personnel  resources  with  other 
congregations. 

"Third,  Negro  and  white  congrega¬ 
tions  can  exchange  with  each  other 
perhaps  two,  three,  or  four  families. 
Each  family  unit,  including  the  chil¬ 
dren,  for  a  year  at  a  time  participates 
in  all  the  normal  activities  that  it  would 
follow  in  its  home  congregation.  .  .  .” 

Dr.  Hogg,  author  of  One  World  — 
One  Mission  and  a  half-dozen  other 
books,  explained  that  his  concern  is 
not  with  civil  rights  nor  with  the  elim¬ 
ination  of  the  Central  Jurisdiction  — 


"important  as  they  are — but  with  the 
congregation.” 

In  offering  his  three  proposals,  Dr. 
Hogg  declared  that  they  are  not 
panaceas,  gimmicks  or  neat  programs. 
"In  a  multi-racial  society  and  in  a  pe¬ 
riod  of  worldwide  racial  revolution, 
they  grow  from  concern  for  renewal 
and  from  determination  to  be  theolog¬ 
ically  honest,”  he  added. 

The  first  Peyton  Lecture  of  1967,  de¬ 
livered  by  Bishop  James  S.  Thomas, 
resident  bishop  of  the  Iowa  Area  of 
The  Methodist  Church,  was  aimed  at 
the  ministers’  role  of  "Preaching  Be¬ 
yond  the  Boundaries.” 

"There  was  a  time,”  he  stated,  "when 
we  could  preach  up  against  the  ap¬ 
proximate  bounds  of  certainty.  The  peo- 
le  in  our  congregation  held  certain 
eliefs,  respected  certain  kinds  of  au¬ 
thority,  and  had  certain  ideas  of  God. 

"If  preaching  is  to  be  meaningful,  it 
must  go  beyond  the  boundaries  of  a 
time  when  things  seemed  more  certain. 
We  must  preach  the  joy  of  a  God  who 
won’t  be  edged  out  of  His  world.” 

Referring  to  recent  God-Is-Dead 
theories,  Bishop  Thomas  said:  "It  is 
entirely  appropriate  than  man  raise 
questions  about  God.  God  is  not  threat¬ 
ened  by  man’s  questioning  of  Him.  God 
does  not  die  because  someone  announces 
His  death.” 

The  1967  Jackson  Lecturer  was  Dr. 
Samuel  L.  Terrien,  Davenport  Profes¬ 
sor  of  Hebrew  and  the  Cognate  Lang¬ 
uages  at  Union  Theological  Seminary 
in  New  York  City. 


LAMBARENE,  Gabon  —  Dr.  Walter  Munz  (right),  33,  who  was  the  assistant  of 
the  late  Dr.  Albert  Schweitzer,  visits  a  patient  at  the  great  humanitarian’s 
jungle  hospital  at  Lambarene,  Gabon.  In  addition  to  three  surgeons,  the  work 
at  the  hospital  has  been  carried  on  by  12  nurses  and  27  native  assistants. 


Missionary  Says  Church  in  U.S. 


Needs  to  Suffer 

LOUISVILLE,  Ky. — The  church  in 
the  United  States  is  too  rich  and  fat 
and  needs  to  suffer  before  it  can  "truly 
become  the  instrument  God  wants  it  to 
be,”  the  Rev.  Colin  M.  Morris,  pres¬ 
ident  of  the  United  Church  of  Zambia’, 
said  here  at  a  public  meeting  spon¬ 
sored  by  the  Board  of  Missions. 

Mr.  Morris,  a  British  Methodist  mis¬ 
sionary,  was  flown  from  Africa  es¬ 
pecially  to  give  an  address  on  "The 
Church  and  Change.”  He  told  the  1,500 
persons  present  that  the  younger 
churches  of  Africa  and  Asia  can  teach 
the  older,  more  established  churches  of 
Britain  and  the  United  States  at  least 
three  lessons — obedience,  discipleship, 
and  suffering.  He  also  said  that  mis¬ 
sionary  work  in  Africa  is  set  back  "not 
for  weeks,  but  for  years”  when  inci¬ 
dents  of  racial  discrimination  in  the 
U.S.  and  Britain  are  reported  almost 
instantaneously  in  the  many  African 
countries. 


In  addressing  himself  to  his  topic, 
"Toward  a  New  Biblical  Theology," 
Dr.  Terrien  declared  that  "divine  prox¬ 
imity”  has  been  throughout  history  a 
dialogue,  a  prelude  to  action,  and  a 
disruption  of  man’s  affairs.  "God’s 
presence  always  has  been  a  challenge 
and  a  command,"  he  added. 

The  Old  Testament  authority,  who 
was  associate  editor  of  12  volumes  of 
The  Interpreter’s  Bible,  emphasized  that 
God  was  not  a  tranquilizer  pill  for 
the  Hebrews  and  that  He  has  never 
been  an  agent  of  man’s  security. 

“  'Give  us  gods  that  can  walk  be¬ 
fore  us’!  is  always  the  call  of  the 
masses,”  the  seminary  professor  said, 
referring  both  to  the  ancient  age  of 
idols  and  the  current  "age  of  the 
grunt.” 

"Israel  managed  to  live  through  ten 
centuries  of  political  agony  because  she 
had  been  bound  by  the  covenant  of 
Yahweh,  who  had  brought  her  out  of 
the  wilderness  and  because  she  expect¬ 
ed  that  same  God  to  appear  again  at 
the  end  of  the  age,”  he  said. 

Some  3,000  ministers  from  an  eight 
state  area  attended  the  4-day  lectures 

t 

God  does  not  retire  his  workers  at 
age  65. 


The  Divine  Scriptures  are  the  feast 
of  wisdom,  and  the  single  books  are 
the  various  dishes. — Ambrose 
t 

Real  "quality  folk"  are  rich,  but  their 
wealth  is  the  affluence  of  character. — 
Christian  Union  Herald 

t 

If  the  outlook  is  dark,  try  the  up- 
look. — Baptist  Observer 

t 

Experience  is  not  what  happens  to  a 
man.  It  is  what  a  man  does  with  what 
happens  to  him. — Aldous  Huxley 

Attending  church  each  Sunday 
ought  to  be  as  important  as  one’s  week¬ 
ly  bath,  and  for  not  entirely  dissimilar 
reasons. 


RAISE  *40,  $200 
EVEN  *400 


FOR  YOUR  CHURCH  OR  GROUP 

easily,  quickly,  at  no  risk  with  this  beautiful 
wall  plate  of  Christ  Knocking  at  the  -Door. 

MAIL  COUPON  FOR  DETAILS 

Now  America's  favorite  fund-raiser.  Anna 
wade,  will  help  .your  church  or  group  raise 
needed  cash  with  these  inspirational  religious 
plates  for  wall  or  mantelpiece  depicting  a  beau¬ 
tiful  scene  of  Christ  Knocking  at  the  Door. 
Friends,  neighbors  and  relatives  will  all  want 
these  artistically  crafted  "treasures”  to  grace 
and  beautify  their  homes! 

YOU  DON’T  SPEND  1(  OF  YOUR  OWN  MONEY 
Anna  Wade  w  ill  ship  you  100  of  these  decora¬ 
tive  plates  ON  CREDIT!  Simply  have  10  mem¬ 
bers  of  your  church  or  group  each  sell  10  plates 
at  51.00  each.  Return  560  of  the  proceeds  and 
keep  540  for  your  treasury.  Take  up  to  60  davs 
Mail  coupon  now. 

ANNA  WADE.  LYNCHBURG.  VA.  24505 

| -  CLIP  COUPON  -  MAIL  TODAY  - , 

1  ANNA  WADE,  582DB  Lynchburg,  Va.  24505  i 

I  Please  rush  complete  details  FREE  —  no  1 

•  obligation  -  of  your  plan  for  our  group  to  I 
I  raise  $40.  $200,  $400  or  more  with  your  in-  1 
i  spirational  plate  showing  Christ  Knocking  I 

•  at  the  Door. 
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1967  CIRCULATION  CAMPAIGN 
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SECRETARY  FOR  CAMPUS  MINISTRY 

Dear  Secretary, 

By  now  most  of  your  have  received  from  your  president  a  copy  of  the 
recommendations  for  the  year  67-68.  Let  me  repeat  the  first  of  these  again. 

"That  the  Secretary  for  Campus  Ministry  be  the  vital  link  between  the 
generations  of  her  church,  keeping  the  church  aware  of  the  need  for  ministry 
to  young  adults,  and  helping  young  adults  find  a  meaningful  relationship  to 
the  church.” 

Billy  Graham  in  a  recent  address  in  Dallas  bore  out  the  importance 
of  this  recommendation  when  he  stated  that  the  important,  central  social  issue 
in  the  next  few  years  may  be  the  generation  gap  .  .  .  the  differences  in  social 
values  and  moral  beliefs  between  youth  and  older  people.”  Surely  the  church 
should  be  the  instrument  of  reconciliation  to  bridge  this  gap. 

Questions  keep  confronting  us:  "How  can  our  church  reach  young  people? 
What  do  we  believe  in?  How  can  we  say  this  to  have  meaning  to  him?  Are 
we  trying  to  manipulate  him  into  our  beliefs  or  "enabling”  him  to  find  his 
own?  Why  don’t  more  young  adults  enter  into  our  church  program?  Do  we 
need  a  class  for  young  married  students?”  I  am  sure  you  can  think  of  countless 
others.  Each  church  has  its  own  special  needs  to  be  met  in  reaching  young 
adults.  No  amount  of  programming  or  planning  above  the  local  level  will  do 
the  job  that  needs  !o  be  done  in  your  church.  You,  as  secretary  for  Campus 
Ministry  can  be  this  vital  link  and  driving  spark  to  make  your  church  aware 
at  its  ministry  to  young  adults. 

Eleanor  J.  Bingham  (Mrs.  R.  M.) 

Sec.  for  Campus  Ministry 


Glimpses  of  Study  Sessions 


Kentwood  young  people  are  pictured  as  they  studied  "We  Can’t  All  Be  Rich"  dur¬ 
ing  the  churchwide  study. 


The  adults  at  Kentwood  Church  were  led  by  Elmer  Sanders,  church  lay  leader,  dur¬ 
ing  the  study  of  “Keepers  of  the  Poor".  The  Rev.  Carey  Martin  is  pastor. 
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1665 
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ALEXANDRIA 

223 

891 

6 

1120 

1405 

80% 

MONROE 

314 

1131 

5 

1450 

2091 

70% 

LAKE  CHARLES 

154 

1055 

6 

1215 

1743 

70% 

LAFAYETTE 

280 

775 

3 

1058 

1623 

65% 

SHREVEPORT 

327 

1475 

12 

1814 

3416 

53% 

BATON  ROUGE 

342 

1083 

5 

1430 

3204 

45% 

NEW  ORLEANS 

177 

570 

- 

747 

2475 

30% 

TOTALS 

2066 

8711 

45 

10822 

Mrs.  Harold  Hawkins  (above)  of  the  Office  of  Equal  Opportunity  was  the  first  re¬ 
source  person  for  the  study  of  "Affluence  and  Poverty"  in  the  Pineville  First  Church. 
A.  L.  Bankston  (center),  director  of  the  O.E.O.,  led  the  discussion  at  the  second  ses¬ 
sion.  The  Rev.  Harold  Hawkins  (right),  chaplain  of  the  Baptist  Hospital,  was  speaker 
for  the  third  class.  Other  qualified  speakers  are  scheduled  for  the  3  remaining  sessions. 


Making  plans  for  New  Orleans  First  Church's  mission  study  were,  from  left:  Mrs. 
Hal  Sawyer,  Mrs.  Luke  Barrett,  the  Rev.  Joe  Fogle,  associate  pastor,  Mrs.  W.  E.  Shaf¬ 
fer,  Mrs.  Tom  Vastine,  chairman  of  the  study,  Mrs.  A.  S.  Harris,  WSCS  president,  and 
the  Rev.  Clyde  S.  Clark,  minister. 


These  children  are  a  section  of  the  large  group  of 
children  attending  the  churchwide  study  concerning  "Af¬ 
fluence  and  Poverty:  Dilemma  for  Christians”  in  First 
Church,  Monroe,  in  January. 


Lucien  Tisdale,  master  of  ceremonies;  Mrs.  G.  W. 
Dameron,  speaker  for  the  first  session;  Miss  Elizabeth 
Langford,  chairman  of  Christian  Social  Concerns;  Howard 
Smith,  chairman,  Commission  on  Missions. 


The  Noel  Bell  Ringers  entertained  at  the  Monroe 
First  Church  mission  study. 
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Methodist  Home  Visitor 
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Church  Gives  Refrigerators 

Christ  Church,  Shreveport,  through  the  leader¬ 
ship  of  the  Reverend  Oscar  Cloyd,  pastor,  and  Mrs. 
R.  E.  Heffner,  Hospital-Homes  Steward,  has  devel¬ 
oped  a  very  close  relationship  to  the  Home.  Most 
recent  gift  from  the  church  was  two  great  big,  brand 
new  refrigerators.  These  went  into  two  cottage  kitch¬ 
ens  to  replace  two  worn  out  ones.  Our  deep  personal 
thanks  to  Christ  Church  and  to  the  leadership  which 
made  such  gifts  possible. 

Housemother’s  Birthday 

Mrs.  Lillie  Griffin,  housemother  in  East  Webb 
Cottage,  was  worried.  Her  girls  were  avoiding  her, 
going  off  whispering  in  corners.  She  wondered  if 
trouble  was  brewing.  Then  they  called  her  into 
the  living  room. 

"Mrs.  Griffin,  torn  on  the  radio.”  The  announcer 
said,  "We  want  to  wish  a  happy  birthday  for  Mrs. 
Lillie  Griffin,  housemother,  East  Webb  Cottage,  the 
Methodist  Children’s  Home.” 

Out  came  the  party  decorations,  presents,  and  cake 
*nd  ice  cream  for  the  surprise  party.  Mrs.  Griffin 

Freedom 

"The  children  certainly  feel  free  to  come  in  and 
see  you.”  So  said  Mr.  McPherson,  while  making  the 
license  study.  He  knew,  for  he  had  to  wait  while 
the  Superintendent  talked  to  one  of  the  children 
about  a  problem.  Even  a  certain  District  Superintend¬ 
ent  waited  while  an  emergency  was  taken  care  of. 
We  hope  he  understood,  because  when  a  Methodist 
preacher  keeps  a  D.S.  waiting,  that’s  bad. 

Is  this  the  way  it  should  be?  We  don’t  know,  but 
this  is  the  way  it  is,  because  this  is  our  business, 
taking  care  of  children. 


Questions /Answers 

Question:  What  area  does  the  Home  serve? 

Answer:  The  Home  serves  the  whole  State  of 
Louisiana 

Question:  How  are  children  referred  to  the  Home? 

Answer:  By  relatives,  pastors,  or  public  officials 
concerned  with  the  welfare  of  children. 

Question:  Where  do  the  children  go  to  school  ? 

Answer:  They  attend  the  public  schools  of  Rus¬ 
ton.  They  are  encouraged  to  participate  in  the  ac¬ 
tivities  of  the  school. 

Question:  What  about  church? 

Answer:  Children  attend  Trinity  Methodist 
Church  and  are  encouraged  to  participate  fully  in  its 
program.  We  also  have  chapel  services  once  a  week 
on  campus. 

Question:  How  long  can  children  stay  in  the 
care  of  the  Home? 

Answer:  It  is  our  hope  that  approvable  homes 
may  be  re-established  in  the  child’s  own  family  to 
which  the  child  may  be  returned.  If  such  a  home 
cannot  be  found,  the  boy  or  girl  may  stay  in  the 
care  of  the  Home  through  high  school  and  will  be 
helped  by  the  Home  to  achieve  a  college  education. 

Question:  Just  what  is  the  relationship  between 
the  Home  and  the  Department  of  Public  Welfare? 

Answer:  The  Department  of  Public  Welfare  stud¬ 
ies  the  Home  for  licensing  purposes.  The  Home  seeks 
always  to  maintain  a  cooperative  working  relation¬ 
ship  with  the  Department.  The  Home  DOES  NOT 
receive  any  financial  support  from  the  Department 
of  Public  Welfare  or  any  other  governmental  agency. 


Annual  License  Study 

Each  year  the  Methodist  Children’s  Home  requests 
the  Department  of  Public  Welfare  to  make  a  study 
of  its  operations  and  program.  One  of  the  first 
child  care  agencies  in  this  area  to  make  this  request, 
the  Home  feels  that  it  is  good  to  be  studied  and 
evaluated  by  an  outside  person.  It  is  our  earnest 
effort  to  provide  the  very  best  care  possible  for  boys 
and  girls.  To  do  this  we  must  seek  constantly  to 
grow. 

Terry  McPhearson,  Child  Welfare  Consultant  for 
the  Monroe  Area,  has  just  completed  such  a  study, 
spending  several  days  at  the  Home,  studying  our 
methods,  and  talking  with  our  people.  Mr.  McPhear- 
Son  was  most  congenial  to  work  with  and  was  quite 
complimentary  about  the  system  of  organization,  the 
policies,  and  the  work  of  the  Home. 


During  recent  study  of  standards  and  goals 
of  The  Methodist  Church:  (I.  to  r.)  Seated: 
Terry  McPhearson;  Standing:  the  Rev.  Harry 
E.  Ezell,  Joe  Womack,  casework  consultant; 
Michael  K.  Lewis,  director  of  casework. 


TttenuvUctl 


Cottage  duties  are  as  varied 
as  they  are  in  any  home. 
Cleaning  the  rug  is  just 
one  of  them. 


Educational  activities  in¬ 
clude  craft  work.  Here 
is  a  group  of  youngsters 
absorbed  in  a  shell  collec¬ 
tion. 


MR.  WOODARD 

by  Mr.  &  Mrs .  E.  Wilson,  Vivian,  La. 

MIKE  GORE 

by  Mr.  &  Mrs.  E.  Wilson,  Vivian,  La. 

HOWARD  F.  RATLIFF 
by  The  Claude  McCoy  Family, 
Blanchard,  La. 

MRS .  HARRY  MCKENZIE 
by  Mrs .  S .  C .  McKenzie,  Lloyd  and 
Leonard  McKenzie,  Oil  City,  La. 
by  Mr.  &  Mrs.  Cortez  Lowrey, 

Lisbon,  La. 

MRS.  EFFIE  LAING 
by  The  Lester  Braddocks,  &  Ellen 
Faris,  Mer  Rouge,  La. 
by  Mrs.  H.  P.  Dubose,  Lake 
Providence,  La. 

GILFORD  WRIGHT 
by  John  H.  Allen,  Plain  Dealing,  La. 

MRS .  EMMA  KLING 
by  Mr .  &  Mrs  .  Ken  Stafford, 

Corbin,  La. 

MRS.  B.  N.  LOWREY 
by  Mr.  &Mrs.  T.  L.  Rodes, 

Benton,  La. 

JAMES  T.  FREEMAN 
by  Mr.  &  Mrs .  T.  L.  Rodes, 

Benton,  La. 

MISS  NAOMI  FLEWELLYN 
by  Miss  Sue  Hefley,  Minden,  La. 

MRS.  CALLIE  W.  LINDSEY  ARCHER 
by  James  M.  Norsworthy,  Jr., 
Jackson,  La. 

M.  D. BRYANT 

by  The  Darnell  Family,  Vivian,  La. 


SHANNON  WHITTEN 
by  Miss  Bernice  Norsworthy,  Bastrop, 
La. 

by  Lee  Otis  and  Minta  B.  Speir, 

Bastrop,  La. 

HUMBLE  THURSTON 
by  Mr.  &  Mrs .  Herbert  Wenk, 
Shreveport,  La. 

MRS.  LONEY  DAVIS 
by  Organizations  of  the  Ball  Methodist 
Church 

MRS .  HATTIE  LACROIX 
by  Organizations  of  the  Ball  Methodist 
Church 

MR.  HENRY  LANIER 
by  Organizations  of  the  Ball  Methodist 
Church 

DR.  O.  B.  OWENS 
from  "One  Whom  He  Helped" 

MRS .  LORRAI  NE  LANGSTON 
by  Bob  and  Joy  Dunkleman,  Shreveport, 
WILLIAM  L.  SAUNDERS 
by  The  Alford  Sisters,  Shreveport,  La . 
MR.  LINDHORST 

by  the  Two  by  Two  Sunday  School  Class, 
Trinity  Methodist  Church,  Ruston,  La. 
THOMAS  LOWE 

by  Mr.  &Mrs.  J.P.  Comalander, 
Shreveport,  La . 

GRAND  MA  GIBSON 
by  Mr.  &  Mrs .  Bob  Gaumitz, 

Tallulah,  La. 

by  Mr.  &  Mrs.  Manfred  Gustafson, 
Tallulah,  La. 

(Continued  next  week) 
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Venture  in 
cooperation 

Three  Methodist  ministers  from  the 
United  States  serving  as  pastors  of 
churches  in  Guyana  and  Jamaica  are 
visible  symbols  of  a  new  venture  in 
international  Methodist  cooperation,  in¬ 
volving  Methodism  in  the  West  Indies, 
Britain  and  the  U.S. 

The  three  Americans,  who  respond¬ 
ed  to  a  call  for  help  from  the  Meth¬ 
odists  of  the  West  Indies,  have  been 
at  work  in  their  new  parishes  since 
last  fall.  They  are:  The  Rev.  Theodore 
E.  Doane,  Southfield  and  Wayne, 
Mich.,  who  is  pastor  of  the  Kingston 
Methodist  Church  in  Georgetown,  cap¬ 
ital  of  Guyana;  The  Rev.  Dean  E.  Hill, 
Weedsport,  N.Y.,  pastor  of  the  Ma- 
haica  Methodist  Circuit  in  Guyana, 
which  comprises  seven  churches,  in¬ 
cluding  one  in  a  leprosarium,  and  a 
school;  The  Rev.  David  S.  Yoh,  Lans¬ 
ing  and  Clarkston,  Mich.,  who  is  a 
pastor  in  Montego  Bay,  Jamaica. 

The  American  ministers  are  not  com¬ 
missioned  missionaries  of  the  Method¬ 
ist  Board  of  Missions  in  the  U.S.;  rath¬ 
er  they  are  missionary  pastors  serving 
in  the  West  Indies  church  as  any  in¬ 
digenous  pastor  serves.  They  will  serve 
two  years. 

The  Board  of  Missions,  however,  is 
cooperating  in  the  international  project. 
The  Board  recruited  the  three  pastors 
after  it  received  a  call  from  the  Meth¬ 
odist  Church  in  the  Caribbean  and  the 
Americas  (official  name  for  the  West 
Indies  church)  for  missionary  pastors 
from  the  U.S.  The  World  Division  of 
the  Board  provided  travel  for  the  min¬ 
isters  and  their  families  to  the  West 
Indies  and  will  provide  return  travel 
to  the  U.S.  Salary  and  housing  are  be¬ 
ing  provided  by  the  church  in  the 
West  Indies. 

The  Methodist  Church  in  the  Car¬ 
ibbean  and  the  Americas  is  now  organ¬ 
ically  a  part  of  the  British  Methodist 
Church,  but  it  will  become  an  auton¬ 
omous  church  in  May,  1967.  It  will 
continue  to  maintain  close  ties  with 
British  Methodism.  The  church  encom¬ 
passes  Methodism  in  Jamaica.  Haiti, 
Trinidad  and  several  other  Caribbean 
Islands,  and  in  Guyana  and  British 
Honduras. 

The  three-way  (West  Indies,  Britain, 
U.S.)  Methodist  cooperation  in  the 
West  Indies  is  one  of  the  latest  exam¬ 
ples  of  joint  planning  and  action  in 
mission  by  British  and  American  Meth¬ 
odists.  Other  places  include:  Rhodesia, 
where  Methodists  in  two  church  bod¬ 
ies,  one  British-related  and  the  other 
American-related,  cooperate  in  training 
of  ministers  at  Epworth  Theological 
College,  Burma,  where  two  autonomous 
Methodist  churches,  related  to  Britain 
and  America,  are  planning  to  unite, 
and  Sarawak  (Malaysia),  where  British 
Methodist  missionaries  work  with 
Americans. 

One  of  the  U.S.  pastors  in  Guyana 
gave  his  initial  impressions  of  his  new 
parish  in  a  letter  to  friends  and  sup¬ 
porters.  Mr.  Hill  wrote: 

"The  scars  of  the  civil  strife  three 
years  ago,  widespread  poverty  and  the 
uncertain  steps  of  a  newborn  nation 
have  left  their  mark  on  the  spirits  of 
the  people.  And  yet  the  Methodists  of 
the  Mahaica  Circuit  have  a  concern  for 
the  church  and  a  desire  to  witness  to 
their  communities  that  surely  aren’t 
surpassed  by  Methodists  anywhere.” 


Shown  above  are  some  of  the  1966  Crusade  Scholars  at  their  orientation 
session.  Margaret  Swift,  director  of  the  program,  is  seated  at  the  front 
left.  71  Crusade  Scholars  are  in  schools  around  the  world  during  the 
1966-67  academic  year.  Most  of  the  support  for  this  program  comes 
from  the  One  Great  Hour  of  Sharing  offering. 


Utet&octi&t  "Um&KCVuf  cUsiecfo 
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One  of  the  latest  of  a  growing  num¬ 
ber  of  Methodist  missionaries  to  be 
assigned  to  full-time  work  in  an  ecu¬ 
menical  context  is  agriculturist  Wallace 
Kinyon  (American  home:  Madison, 
Wisconsin). 

Mr.  Kinyon  has  recently  completed 
his  first  year  as  director  of  the  agri¬ 
cultural  program  at  the  Mindolo  Ecu¬ 
menical  Foundation,  Kitwe,  Zambia. 
The  Foundation  offers  training  in  va¬ 
rious  areas  of  church  life  such  as  liter¬ 
acy,  literature  and  agriculture.  It  is 
supported  by  churches  in  America, 
Europe  and  Africa.  Mr.  Kinyon’s  work 
is  directing  the  over-all  training  pro¬ 
gram  for  Africans  in  farming  and  rural 
development  from  a  Christian  perspec¬ 
tive. 

One  of  the  major  ventures  Mr.  Kin¬ 
yon  and  his  African  co-workers  have 
undertaken  at  Mindolo  is  a  three-year 
course  in  commercial  farming,  which 
began  in  September,  1966.  The  14 


trainees  are  divided  into  first,  second 
and  third-year  students.  Those  in  the 
first  year  receive  considerable  course 
work  and  other  guided  instruction,  in¬ 
cluding  training  on  individual  40-acre 
farms.  Second-year  students  are  given 
more  initiative  and  opportunity  for  per¬ 
sonal  enterprises  such  as  poultry-raising- 
and  gardening.  Each  third-year  student 
operates  a  100-acre  farm  and  is  given 
a  minimum  of  direction. 

The  scope  of  the  commercial  farm¬ 
ing  course  is  indicated  in  the  subjects 
offered:  tractor  driving  and  mainte¬ 
nance,  farm  bookkeeping  and  money 
management,  crops,  soil,  livestock,  gar¬ 
dening,  farm  language  and  farm  arith¬ 
metic,  and  land  development  and  con¬ 
servation. 

Before  going  to  Mindolo,  Mr.  Kin¬ 
yon  was  engaged  in  agricultural  demon¬ 
stration  and  extension  work,  commu¬ 
nity  development  and  agriculture  teach¬ 
ing  for  The  Methodist  Church  in  Rho¬ 


desia  for  15  years.  For  four  years,  he 
was  also  in  charge  of  19,000  acres  of 
Rhodesian  farm  land  held  by  The  Meth¬ 
odist  Church. 

For  five  years,  Mr.  Kinyon  worked 
with  Africans  on  the  2,500-acre  mis¬ 
sion  farm  at  Old  Umtali,  both  to  pro¬ 
duce  food  for  the  mission  center  and 
to  develop  improved  methods  of  agri¬ 
culture  that  could  be  utilized  through¬ 
out  Rhodesia.  Mr.  Kinyon  developed 
an  extension  program,  using  trained 
Africans  as  extension  agents,  and  taught 
agriculture  in  the  mission  school.  For 
four  years,  the  Wisconsin  missionary 
did  community  development  work  in 
Nyakatsapa. 

A  native  of  Eau  Claire,  Wis.,  Mr. 
Kinyon  was  raised  on  a  dairy  farm 
and  was  a  member  of  the  4-H  Club  and 
Future  Farmers  of  America.  After  grad¬ 
uation  in  1941  from  the  University  of 
Wisconsin  College  of  Agriculture,  he 
went  to  work  for  the  United  States 
Department  of  Agriculture.  For  five 
years,  he  worked  with  farm  loans  and 
market  research.  From  1947  to  1950, 
he  worked  for  Swift  &  Co.,  meat 
packers. 


Response  to  evangelism 


Direct  evangelism  is  still  a  primary 
thrust  of  Methodist  and  Methodist-re¬ 
lated  churches  overseas,  and  in  several 
places,  evangelistic  witness  is  result¬ 
ing  in  unusual  response  in  terms  of 
accessions  to  the  church. 

From  two  areas  recently  have  come 
reports  of  response  to  evangelistic 
work.  In  northern  Sumatra  (Indonesia), 
almost  2,000  persons  were  baptized  at 
one  service  into  the  Karo  Batak  Church, 
an  independent  church  to  which  both 
the  autonomous  Methodist  Church  of 
Indonesia  and  the  American  Methodist 
Church  are  related.  In  the  Congo,  the 
Central  Congo  Methodist  Conference 
has  launched  a  major  home  missions 
effort  in  an  area  where  work  was 
started  by  another  Protestant  group  but 
had  to  be  abandoned. 

The  story  of  the  evangelistic  work 
among  the  Karo  Batak  people  is  told 
by  the  Rev.  W.  L.  Armstrong  (Amer¬ 
ican  home:  Lorenzo,  Texas),  a  Meth¬ 
odist  missionary  to  Indonesia. 


"I  can  appreciate  the  experience  at 
Pentecost  more  than  ever,  because  re¬ 
cently  I  participated  in  the  baptism  of 
almost  2,000  persons  in  a  single  service. 
The  Karo  Batak  people  who  live  in 
the  mountains  north  of  Medan  are  pri¬ 
marily  animists;  and  until  Communism 
was  defeated,  they  leaned  heavily  in 
that  direction.  With  the  defeat  of  Com¬ 
munism,  they  turned  to  other  religions. 
The  Karo  Church  asked  the  other 
churches  of  North  Sumatra  to  help 
them  in  evangelism,  and  teams  went 
out  from  Medan  for  several  months. 
Whole  villages  were  Christianized,  and 
thus  the  baptism  service  for  2,000  at 
one  time.  Fifty  ministers  participated 
in  the  service.  It  was  a  great  day  for 
the  Christian  faith.  Similar  services  are 
planned  for  the  future,  as  many  more 
thousands  are  turning  to  Christ  and 
His  church. 

"Since  Communism  was  exposed  as 
the  villain  of  Indonesia,  emphasis  by 
the  government  is  stronger  than  ever 
upon  the  first  article  of  the  Constitu¬ 


tion:  'Belief  in  Almighty  God.’  We 
have  complete  freedom  and  the  blessing 
of  the  government  to  do  all  we  can  to 
bring  Christ  to  the  people.  The  Meth¬ 
odist  Church  of  Indonesia  has  a  great 
opportunity  and  is  working  hard.  New 
churches  are  being  built  and  new  con¬ 
gregations  organized  in  many  places.” 

The  new  home  missions  venture  of 
the  Central  Congo  Conference  was  re¬ 
ported  by  Methodist  lay  missionary 
Jack  Reitz  (American  home:  Brook- 
ville.  Pa.).  He  wrote: 

"The  most  dramatic  conference  ac¬ 
tion  was  the  decision  to  send  four 
Congolese  missionaries  to  open  work 
in  Lusambo.  Work  had  been  started 
in  this  area  by  another  group,  which 
cannot  continue  to  supply  their  needs. 
The  work  will  be  supported  entirely 
by  the  Congolese  Church,  which  is  re¬ 
questing  five  cents  from  each  church 
member  to  meet  the  budget  for  next 
year.  The  four  missionaries  were  com¬ 
missioned  at  the  final  Sunday  morning 
service  of  the  conference.” 
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Lewis  Peterson 

Lewis  Peterson,  who  died  last  July, 
had  been  a  close  friend  of  mine  from 
boyhood  days  when  he  was  a  student  in 
the  public  school  of  which  I  was  then 
superintendent.  He  was  a  member  of  the 
country’s  armed  forces  during  World 
War  II,  serving  overseas  for  25  months. 

After  returning  from  the  service  he 
became  a  farmer  in  his  home  commu¬ 
nity.  Starting  with  little  capital,  his 
energy  and  the  help  and  cooperation  of 
his  wife  made  it  possible  for  him  to 
add  land  and  equipment  to  his  hold¬ 
ings.  For  approximately  twenty  years 
after  I  moved  from  the  section  to  serve 
full  time  in  the  ministry  he  cultivated 
a  part  of  my  farm  which  joined  his. 

Lewis  was  a  good  neighbor  and  very 
thoughtful  of  others.  Mr.  and  Mrs. 
Charlie  Sweet,  parents  of  Mrs.  Peter¬ 
son  lived  in  the  Peterson  home  when 
age  and  failing  health  necessitated 
more  attention  and  care  for  them.  He 
was  an  active  member  of  Unity  Meth¬ 
odist  Church. 

Lewis  Peterson  was  born  in  the-  Phil¬ 
adelphia  community  south  of  Magnolia, 
December  8,  1913.  He  was  married  to 
the  former  Miss  Mattie  Mae  Sweet, 
September  24,  1933.  He  died  in  a  Mag¬ 
nolia  hospital  following  a  heart  attack, 
July  26,  1966. 

Funeral  services  were  conducted  for 
him  at  Unity  Church  by  the  pastor,  the 
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Rev.  Jess  Taylor,  and  the  Rev.  Dan 
Keith.  Burial  was  in  Sharman  Ceme¬ 
tery. 

Survivors  include  his  widow,  two 
daughters,  Mrs.  Dianne  Graham,  and 
Miss  Allie  Belle  Peterson,  and  a  son, 
Charlie  Peterson. 

t 

J.  A.  Harrison 

John  Albert  Harrison,  50,  Urbana, 
Ill.,  died  January  13.  He  was  the  son 
of  the  late  Rev.  and  Mrs.  John  M.  Har¬ 
rison. 

Mr.  Harrison  was  born  in  Swifton, 
Arkansas,  in  1916.  He  attended  South¬ 
ern  Methodist  University,  the  Univer¬ 
sity  of  Arkansas,  and  received  the  Mas¬ 
ter’s  degree  in  geology  from  the  Uni¬ 
versity  of  Illinois.  At  the  time  of  his 
death  he  was  employed  as  a  geologist 
by  the  State  Geological  Survey  locat¬ 
ed  on  the  University  of  Illinois  cam¬ 
pus. 

Harrison  was  a  steward  and  choir 
member  in  the  Champaign,  Ill.,  First 
Methodist  Church,  He  was  active  in 
civic  affairs  and  the  University  of  Il¬ 
linois  Faculty  Club,  where  he  was  serv¬ 
ing  as  vice-president  at  the  time  of  his 
death. 

Survivors  include  his  widow,  Mrs. 
Ernestyne  Holland  Harrison;  two 
daughters,  Mrs.  Diane  Busche,  Hono¬ 
lulu,  Hawaii  and  Jill  Harrison,  Ur- 
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bana,  and  one  sister,  Mrs.  Melvin  Wes¬ 
ter,  Nacogdoches,  Tex. 
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M  rs.  Alma  Byrd 

On  Saturday,  January  21,  Mrs.  Alma 
Byrd  passed  away  at  the  age  of  85. 
We  would  not  attempt  to  eulogize  her, 
but  to  pay  homage  to  her  life  and  her 
devotion  to  the  Kingdom  of  God  and 
to  the  Gibsland,  La.,  Methodist  Church. 

Mrs.  Byrd  was  a  member  of  the 
building  committee  of  the  church  when 
it  was  built  in  1926,  under  the  pas¬ 
torate  of  the  Rev.  C.  E.  McClean,  and 
until  her  death  was  in  constant  atten¬ 
dance  upon  its  services.  Nearly  every 
recorded  activity  of  the  church  through 
these  years  bears  her  name.  She  will 
be  missed  greatly  by  the  church  and 
the  community. 

Surviving  her  are  two  '  daughters, 
Mrs.  V.  B.  Herndon  and  Miss  Lyndol 
Byrd,  and  two  grandchildren,  both  stu¬ 
dents  at  Louisiana  Northwestern  State 
College.  Funeral  services  were  held  in 
the  Gibsland  Methodist  Church,  Mon¬ 
day,  Jan.  23.  The  Rev.  E.  H.  House, 
pastor,  assisted  by  the  Rev.  J.  A.  Jones, 
officiated. 


Wm.  Conerly 

William  Edward  Conerly  was  born 
in  1901  at  Florine,  La.,  and  died  Oc¬ 
tober  2,  1966.  Survivors  include  his 
widow,  Nann  Groves  Conerly;  two 
daughters,  Mrs.  Gerald  DeLaney,  Bat¬ 
on  Rouge,  and  Miss  Elaine  Conerly, 
teacher  in  Pineville  High  School. 

Early  in  life  he  sought  the  Lord, 
and  found  Him.  He  served  in  some  ca¬ 
pacity  of  Christian  leadership  until  his 
death.  He  taught  Sunday  School  classes 
for  35  years,  and  gave  unusually  ef¬ 
fective  leadership  in  the  area  of  evan¬ 
gelism.  He  possessed  the  art  of  leader¬ 
ship  without  the  feeling  of  superiority, 
and  of  following  without  the  feeling 
of  inferiority.  His  Christian  influence 
was  a  source  of  strength  for  many  peo¬ 
ple — particularly  teenagers  at  Lakeview 
Methodist  Church  in  Minden.  He  was 
a  Christian  gentleman  in  every  respect. 

t 

Make  peace  with  what  has  happened, 
don’t  foolishly  regret  it.  A  blunder  has 
no  power,  as  soon  as  you  forget  it.  — 
Author  unknown 
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Clip  and  Mail 

EASTER  IN  THE  HOLY  LAND 

March  15  -  Roundtrip  from  Shreveport . $922.00 

Roundtrip  from  Little  Rock .  977.00 

Roundtrip  from  New  York .  875.00 

Visiting:  Italy-Egypt-Lebanon-Syria-Jordan  and  Israel 
Including  all  meals  and  First  Class  hotels. 

Other  departures:  May  10,  June  7,  July  12'  July  19,  Aug.  2,  Oct.  11,  Dec.  16. 
From  Dallas. ..$998. 00 

Circle  departure  date  and  send  coupon  for  complete,  detailed  itinerary  to 
JACKSON  TRAVEL  AGENCY,  INC. 

P.0.  Box  3572,  Tyler,  Texas  75701 

Name _ _ 

Address  _ 


CHAIRS 

Tubular  steel  folding  chairs  in  beige, 
taupe,  mist  gray,  coppertone 

Adult  size  $40.00  per  dozen 
Juvenile  sizes  72*  or  14”  $36.00  per  dozen 
f.o.b.  Fort  Smith.  Specifications  sent 
on  request 

TABLES 

Fort  Smith  folding  banquet  tables 
Prices  begin  at  $17.95  each,  f.o.b.  Fort 
Smith  for  30”x  72”  size  with  hardboard  top. 
Complete  price  list  sent  on  request. 

PEWS 

Write  for  catalog 

BRONZE  MEMORIAL  PLATES 

Write  for  prices  on  sizes  needed. 

WHITE  CARNATION  BOUTONNIERES 
FOR  USHERS 

Trial  order  of  3  dozen  for  $4.50 

LYNCH  SUPPLY  COMPANY 

Sta.  A  Box  3085 
Fort  Smith,  Ark.  72901 


FEBRUARY  16,  1967 


PAGE  FIFTEEN 


Lolly  Flett  John  Holmes  Priscilla  Rice 


David  Caskey  Ross  Duran  Wade  Fox 


First  Methodist  Church,  Shreveport,  observed  its  annual  Youth  Sunday,  Feb¬ 
ruary  5th.  The  six  young  people  pictured  above  were  selected  to  speak  at  the 
morning  worship.  More  than  100  young  people  participated  in  the  service. 
Junior  high  and  senior  high  people  comprised  the  Youth  Choir,  under  the  direc¬ 
tion  of  Carley  Fox.  The  Rev.  A.  E.  Aamodt  associate  pastor,  directed  the  26 
members  of  the  Bell  Choir.  The  Rev.  D.  L.  Dykes  is  pastor. 


These  young  men  from  Jefferson  Methodist  Church,  Baton  Rouge,  assisted 
their  pastor,  the  Rev.  Robert  H.  Windsor,  in  a  recent  Sunday  evening  service. 
Back  Row  (left  to  right):  Doug  Rhodes,  Ted  Sandifer,  Jimmy  Hill,  Ted  Lange. 
Middle  Row:  Danny  Ruppert,  Pastor  Windsor,  Bob  Moreno.  Front  Row:  Jeff 
Staples  and  Craig  Wisner. 
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The  Board  of  Directors  of  the  Southeastern  Louisi- 
and  College  Wesley  Foundation  honored  the  Rev. 
and  Mrs.  Brady  Forman  with  a  reception  December 
4th.  Miss  Marjorie  Miller,  secretary  of  the  board, 
was  in  charge  of  arrangements.  Persons  from  the 
Baton  Rouge  District  attended.  In  picture  above, 
Mrs.  Ben  Atchley  (the  first  full-time  director),  pre¬ 
sides  over  the  tea  table.  The  Rev.  Al  Brown,  pas¬ 
tor  of  Hammond  First  Methodist  Church,  and  Mrs. 
Brown  stand  beside  table. 

Receiving  line  (left  to  right):  Mrs.  Atchley;  Dr. 
Bentley  Sloane,  Baton  Rouge  district  superinten¬ 
dent;  Mrs.  Spencer  Murphy;  Dr.  Murphy,  chairman  of 
the  Board  of  Directors;  Mrs.  Brady  Forman)  Wesley 
Foundation  Director  Forman;  Miss  Jackie  Collins, 
president  of  the  Foundation  Student  Council. 


On  a  recent  Sunday  morning  Mr.  Trues  Lee  (center), 
Heflin  Methodist  Church,  received  a  service  medal 
in  recognition  of  four  years  of  perfect  attendance  as 
Church  School  Superintendent.  At  his  left  is  W.  B. 
Holly,  church  lay  leader;  to  his  right  is  the  Rev. 
W.  P.  Cassels,  pastor  of  Heflin  Church  in  Ruston 
District. 


Officers  of  the  Livingston  sub-district  MYF  include 
(left  to  right):  Darrell  King,  president;  Velma  Hall, 
district  representative;  Charlene  Piper,  vice  presi¬ 
dent;  Peggy  Watts,  secretary  and  treasurer;  Jimmy 
Parker,  district  representative. 


The  Rev.  Ed  Pickens,  pastor  of  Glenmora,  Forest 
Hill,  Fellowship  Charge,  is  pictured  with  his  family 
at  a  recent  reception  in  Fellowship  Hall  at  Glen¬ 
mora  Church.  Left  to  right:  Jan,  Phaedra,  Jean¬ 
nette,  Mr.  Pickens,  Gayle  and  Eddie. 


Star  Scout  John  Hamilton  Roark  and  Life  Scout 
John  Murphy  Williams  were  recently  presented  God 
and  Country  Awards  at  Elaine  Methodist  Church. 
Shown  with  them  (left  to  right):  the  Rev.  W.  P. 
Fiser,  pastor;  Tommy  Inebnit,  scoutmaster;  Leo 
Childs,  assistant  scoutmaster;  and  the  Rev.  Archie 
N.  Boyd,  Forrest  City  district  superintendent,  who 
made  the  presentations. 
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THURSDAY,  FEBRUARY  23,  1967 


Lake  Charles 
Lay  School 
of  Theology 

Methodist  laymen  of  the  Lake  Charles 
District  will  hold  their  second  annual 
Lay  School  of  Theology  February  24, 

25  and  26. 

Classes  will  be  held  at  the  First  Meth¬ 
odist  Church  in  Lake  Charles.  The 
hours  are  6:30  to  8:30  p.m.  Friday  and 
Saturday  and  2:30  to  4:30  p.m.  Sunday. 

Dr.  Webb  D.  Pomeroy,  professor  and 
head  of  the  department  of  religion  at 
Centenary  College,  Shreveport,  will 
teach  the  classes.  The  study  will  be 
on  Paul's  Letter  to  the  Romans. 

The  textbook  is  "Romans  for  the 
Layman”  by  Burton  H.  Throckmorton, 
Jr.  It  may  be  obtained  for  $1.25  from 
J.  B.  Jones,  Jr.,  P.  O.  Box  M,  Cameron, 
La.  Jones  is  chairman  of  the  school. 

The  school  is  not  limited  to  Meth¬ 
odists.  The  Lake  Charles  District  lay 
leader,  Allan  Collette,  Jr.,  said  that 
laymen  of  any  denomination,  their 
wives,  and  high  school  and  college  stu¬ 
dents  are  encouraged  to  attend. 

Each  session  will  include  a  two-hour 
lecture  and  discussion,  with  a  15-minute 
intermission  when  representatives  of  the 
host  church  will  serve  coffee. 

Dr.  Pomeroy  is  a  native  of  Fairbanks, 
La.,  and  a  graduate  of  Bastrop  High 
School.  He  received  a  B.  A.  degree  from 
Centenary  in  1944,  a  B.  D.  degree  from 
Union  Theological  Seminary  in  1946, 
and  Ph.  D.  degree  from  the  University 
of  Edinburgh,  Scotland,  in  1953.  He 
was  a  chaplain  in  the  Navy  and  served 
in  the  Pacific  Theater  during  World 
War  II.  He  has  been  on  the  Centenary 
faculty  since  1953-  He  is  a  member  of 
the  American  Academy  of  Religion  and 
of  Omicron  Delta  Kappa  fraternity.  In 
1965  he  was  the  recipient  of  the  Hem¬ 
ingway  Grant. 

Methodist  laymen 
brave  Chicago  snowsr ~ 

by  Cecil  Bland 

Associate  Director,  Area  Council 

Laymen  from  all  over  American 
Methodism  gathered  February  3-5  in 
blizzard-swept  Chicago,  to  attend  the 
joint  workshops  for  conference  lay  lead¬ 
ers  and  conference  directors  of  lay 
speaking  at  the  Pick-Congress  Hotel. 

Charles  P.  Kellogg,  of  the  General 
Board  of  Lay  Activities,  was  co-ordina¬ 
tor  of  the  lay  leaders  group,  and  Wil¬ 
liam  B.  McPherson  presided  at  the  lay 
speaking  workshop. 

(Continued,  on  page  8) 


Bossier  City  First 
Methodist  Church  plans  ahead 

by  Georgia  Daily 


First  Methodist  Church,  Bossier  City 


There  was  a  time  when  it  was  easy 
to  miss  the  First  Methodist  Church 
of  Bossier  City  unless  you  went  oult 
looking  for  it. 

All  this  is  about  to  change. 

The  congregation  voted  Sunday,  Feb¬ 
ruary  12,  to  move  from  its  downtown 
corner  of  less  than  an  acre  to  a  five- 
acre  site  on  the  western  edge  of  town! 

The-  voting  action,  slated  for  10:30 
a.m.  to  catch  the  members  from  both 
services,  drew  a  full  house.  The  vote 
of  approval  was  almost  unanimous  — 
there  was  <5ne  flone:  dissenter. 

The  Rev.  William  F.  Fraser,  pastor 
of  the  church  for  two  and  a  half  years, 
said  the  decision-  to  move  followed'  a 
month-long-  study  by  a'  church  com¬ 
mittee: 

The  new  location  is  the  best  that 
can-  be  found.  It  was  offered  to  the 


The  Rev.  William  P.  Fraser,  pastor 


church,  for  $54,000,  by  N.  O.  Thomas 
of  Shreveport  as  part  of  his  186-acre 
real  estate  development. 

The  church  site  will  be  easily  reached 
by  an  exit  from  the  new  interstate 
highway  1-20,  with  four  entrance  and 
exit  ramps  with  400  feet  of  the  new 
church.  Another  400  or  500  feet  from 
the  church  site  is  the  spot  picked  by 
the  Post  Office,  also  moving  away  from 
the  city— an  indication  that  this  is  a 
good’  moves 

AH'  main  thoroughfares  in  Bossier 
City  approach  the  entrance  to  the  real 
estate  development  and  are  within  half 
A  mile  of  the  proposed  church  site. 
These  include  Airline  Drive,  which  is 
to  be  four-lane;  Highway  71,  Barks¬ 
dale  Boulevard,  and  the  Minden  Road, 

( Continued  on  page  8) 


OUR  BISHOP’S  LETTER 

Hong  Kong 
February  15,  1967 

Dear  Louisiana  Methodists: 

We  arrived  in  Hong  Kong  on  Monday  afternoon,  February  13,  after 
•  five  busy  weeks  in  India.  We  spent  yesterday  resting  and  shopping,  and 
•  -arc  back  on  schedule  again.  Our  itinerary  calls  for  us  to  be  here  until 
Friday  when  we  leave  for  Taiwan.  It  is  good  to  be  back  in  this  interest - 
f mg  city,  the  crossroads  of  the  world.  We  enjoyed  a  visit  here  in  1958 
and  have  found  friends  here  whom  we  met  at  that  time .  We  are  planning 
•  to  visit  our  Methodist  work  here  today  and  tomorrow. 

v  On  Tuesday,  February  7,  we  flew  from  Hyderabad  to  Bangalore  and 
'  /spent  the  night.  We  saw  our  schools  and  churches  in  that  beautiful  re¬ 
sort  city  and  then  drove  on  to  Kolar  the  next  morning.  In  Kolar  we  were 
with  Dr.  Vela  Cleveland  at  the  hospital  there.  Dr.  Cleveland  is  well 
known  and  much  loved  by  New  Orleans  Methodists .  She  did  her  medical 
training  at  Tulane  and  served  her  internship  at  Charity  Hospital.  During 
her  years  in  New  Orleans  she  was  active  in  the  work  of  The  Methodist 
Church,  especially  at  Carrollton  Church  where  she  was  a  member.  She 
committed  herself  to  medical  missions  and  went  to  Kolar  in  1959,  where 
she  has  served  as  pediatrician  and  anesthetist  at  the  Ellen  Thobum  Co- 

( Continued  on  page  4) 
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New  Orleans 
will  host  TRAFCO 
annual  meet 

NASHVILLE,  Tenn.  (MI)— The  di¬ 
rection  of  Methodist  communication  ef¬ 
forts  in  the  future  will  be  one  of  the 
subjects  discussed  at  the  annual  meet¬ 
ing  of  the  Television,  Radio  and  Film 
Commission  of  The  Methodist  Church 
March  15-16  at  the  Monteleone  Hotel 
New  Orleans. 

Edward  J.  Green  of  Edward  Green 
Associates,  a  management  consultant 
firm  in  Pittsburgh,  Pa.,  will  coordinate 
the  day-and-half  discussion  by  commis¬ 
sion  members  and  TRAFCO  staff. 

The  business  session  of  the  annual 
meeting  is  scheduled  for  the  afternoon 
of  March  16. 

TRAFCO  serves  The  Methodist 
Church  in  the  development  and  pro¬ 
duction  of  television  and  radio  pro¬ 
grams,  motion  pictures,  filmstrips  and 
other  audiovisuals.  The  agency  has  its 
headquarters  in  Nashville  and  branch 
offices  in  Hollywood  and  New  York 
City. 

Bishop  Aubrey  G.  Walton,  New  Or¬ 
leans,  is  president  of  TRAFCO,  and 
Dr.  Harry  C.  Spencer,  Nashville,  is 
general  secretary. 

The  commission,  which  oversees  the 
work  of  TRAFCO,  has  30  members, 
ministers  and  lay  persons  from  across 
the  nation. 

Centenary  6iGreat 
Teachers 99  drive 

The  General  Division  of  the  Cen¬ 
tenary  College  1967  Great  Teachers 
fund  drive  began  with  a  "kick-off” 
luncheon,  Wednesday,  February  22. 

This  year's  goal  for  the  College  fund 
is  $170,000  which  will  be  used  for 
teachers  salaries  and  scholarships  to  de¬ 
serving  students  at  Centenary. 

Chairman  of  the  General  Division 
for  the  drive  is  J.  Hugh  Watson,  pres¬ 
ident  of  the  First  National  Bank  in 
Shreveport. 

Russell  Barrow,  chairman  of  the  Ad¬ 
vance  Gifts  Division  has  reported  $41,- 
542  in  gifts  and  pledges.  G.  M.  Ander¬ 
son  is  vice-chairman  of  this  division. 
This  represents  about  one-third  of  the 
goal  of  $120,000  for  the  Advance  Divi¬ 
sion,  with  $50,000  to  be  raised  as  the 
goal  for  the  General  Division. 

Dr.  Jack  S.  Wilkes,  president  of  Cen¬ 
tenary,  and  George  Nelson,  chairman 
of  the  Board  of  Trustees  have  termed 
the  drive  essential  to  the  future  growth 
of  the  school. 


THANKS  FOR  A  SUCCESSFUL  CAMPAIGN 

THE  RECAPITULATION  of  results  in  the 
1967  Circulation  Campaign  now  indicate  that 
the  figures  will  be  5%  under  last  year’s  sub¬ 
scription  total  in  Arkansas  and  about  10%  less  for 
Louisiana.  When  the  figures  are  put  together  we 
have  between  92  and  93  per  cent  of  the  total  for 
last  year.  In  the  light  of  the  price  increase,  we 
think  this  is  a  most  successful  campaign  (perhaps 
the  best  we  have  ever  had.)  We  will  have  about 
10%  more  subscription  revenue  with  which  to 


work,  making  it  possible  for  us  to  face  the  steadily 
increasing  costs  on  a  sounder  basis  than  in  any 
recent  year.  It  will  give  us  a  small  amount  to  work 
with  for  long-planned  improvements  in  the  style 
and  format  of  your  paper. 

We  are  able  to  call  the  final  result  a  good  one 
in  the  light  of  the  decrease  in  total  subscriptions 
because  it  has  been  a  smaller  decrease  than  many 
anticipated.  Several  publishers  of  secular  weeklies 
had  indicated  to  us  that  increases  in  price  have 
often  resulted  in  as  much  as  a  20%  loss  of  readers 
temporarily.  However,  we  are  taking  comfort  in 
something  else  these  men  have  told  us — that  in  a 
very  short  time  all  the  subscribers  who  quit  when 
the  price  went  up  have  come  back.  Of  course,  in 
our  case  it  will  be  expected  that  this  recovery  will 
not  begin  for  a  year.  We  do  hope,  however,  that 
you  will  encourage  your  people  to  send  in  sub¬ 
scriptions  any  time  during  this  year  if  they  indi¬ 
cate  to  you  that  they  miss  the  paper. 

We  still  need  the  full  cooperation  of  the  pas¬ 
tors,  especially  that  small  number  who  have  not 
yet  sent  in  their  final  report  and  their  final  settle¬ 
ment.  Our  next  step  is  to  audit  these  reports  and 
clear  our  files  of  the  addressograph  plates  of  the 
people  who  have  not  renewed.  We  cannot  move 
full  scale  into  this  operation  until  we  have  every 
report  on  file.  We  have  been  willing  to  receive  your 
figures  by  postcard  or  telephone  in  order  to  accom¬ 
modate  you,  but  we  now  need  your  total  list.  It 


LEST  WE  FORGET 


GREAT  IS  THE  LORD,  AND  GREATLY  TO  HE  PRAtfED'1' 
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would  be  a  real  favor  to  our  entire  staff  if  these 
reports  could  all  be  received  within  the  next  week. 
It  is  our  intention  to  send  out  to  every  pastor  — 
probably  about  six  weeks  from  now— a  complete 
list  of  the  current  subscribers  from  your  church. 
We  are  doing  this  at  the  suggestion  of  a  many  of 
pastors  and  district  superintendents  who  have  said 
that  such  a  list  would  be  a  helpful  tool  and  a  need¬ 
ed  record  for  the  local  church. 

For  the  first  time  since  your  present  editor  has 
been  on  the  job  we  have  encountered  no  difficulty 
in  getting  your  new  subscribers  entered  on  our 
list.  As  of  Tuesday  of  this  week — seven  days  before 
the  end  of  February — we  have  entered  more  than 
6,000  new  names  and  these  people  will  be  receiving 
their  first  issue  with  a  February  date.  Only  600 
of  the  last  new  subsciber  lists  we  have  received 
remain  to  be  processed  and  we  feel  confident  they 
will  be  in  place  in  time  to  receive  the  first  issue 
in  March.  This  has  resulted  from  unusually  fine 
effort  on  the  part  of  our  staff  and  full  cooperation 
from  the  firm  that  cuts  our  addressograph  plates. 
Now,  you  must  let  us  know  if  your  new  sub¬ 
scribers — except  those  reported  late  to  us — tell  you 
that  they  are  not  getting  the  paper.  We  are  bound 
to  have  a  few  wrong  addresses  and  some  typo¬ 
graphical  errors  on  the  plates.  These  we  want  to 
correct,  but  you  will  have  to  tell  us  about  them.' 
Every  year  at  campaign  time  we  have  pastors  tell 
us  of  people  who  say  they  did  not  receive  the  paper 
during  the  previous  year — we  would  much  rather 
know  about  this  at  the  beginning  of  the  year. 

Correspondence  indicates  that  there  are  still  a 
few  pastors  who  are  confused  about  the  “All  Fam¬ 
ily  Plan”  which  entitles  their  church  to  the  lower 
subscription  price.  This  is  based  on  a  simple 
mathematical  formula — one  subscription  for  every 
three  members  reported  to  the  last  annual  confer¬ 
ence.  It  is  not  based  on  any  proportion  of  the 
families  you  count  in  your  church  and  has  nothing 
to  do  with  so-called  “resident”  or  “active”  mem¬ 
bers.  The  only  basis  on  which  we  can  work  is  that 
of  the  column  for  “total  full  membership”  reported 
in  the  conference  journal.  Divide  that  figure  by 
three  and  you  will  discover  whether  your  church 
is  eligible  for  the  $2.00  rate. 

No  church  editor  in  America  has  a  finer  group 
of  people  with  whom  to  work  than  we  do.  We  ap¬ 
preciate  this  and  we  are  grateful  for  all  you  do  in 
implementing  our  circulation  campaign  each  year. 
Now  the  reports  are  in;  the  results  are  gratifying; 
and  we  can  now  work  for  you  in  publishing  a  better 
church  newspaper.  However,  we  need  to  keep  on 
hearing  for  you.  As  Dean  Martin,  and  some  radio 
evangelists  say,  “keep  those  cards  and  letters  com¬ 
ing  in”  so  we  may  have  and  publish  the  news  from 
your  church. 


A  VISIT  IN  JEFFERSON 
DAVIS  PARISH 

For  a  number  of  months  we  had 
looked  forward  to  the  opportunity  to 
preach  in  special  services  at  First  Meth¬ 
odist  Church,  Welsh,  La.,  where  the 
Rev.  Oakley  Lee  is  the  pastor.  (For 
you  Arkansas  friends,  this  is  the  home 
town  of  Mrs.  Ethan  Dodgen  whose 
mother  Mrs.  Campbell  still  makes  it 
her  home.)  We  spent  five  days  last 
week  at  this  very  enjoyable  task  and 
feel  that  we  made  a  lot  of  new  friends. 

Welsh  is  located  in  a  very  fertile 
farming  belt  in  Jefferson  Davis  Parish. 
It  is  as  much  like  our  home  section 
of  Eastern  Arkansas  as  anything  we 
have  seen — rice,  soybeans  and  cattle  are 
the  main  crops  and  they  raise  them  all 
in  a  big  way.  We  had  rice  in  a  differ¬ 
ent  style  at  every  meal  and  we  didn’t 
object  to  that  at  all.  One  of  the  part¬ 
ing  words  from  one  of  the  members 
on  the  last  night  was  "Be  sure  and  eat 
plenty  of  rice."  I  told  her  I  received 
that  message  years  ago  when  I  was 
pastor  at  McCrory. 

It’s  a  wonder  that  the  Lees  even  let 
this  editor  in  their  house.  Oakley  has 
served  as  the  Louisiana  Methodist  di¬ 
rector  for  the  Lake  Charles  District  — 
reached  his  quota  during  the  first  week 
of  the  campaign  period  —  and  we 
"flubbed"  in  not  getting  it  on  any 
one  of  three  reports.  We  want  the  dis¬ 
trict  superintendent,  Dr.  Leonard 
Cooke,  and  all  the  preachers  in  the 
Lake  Charles  District  to  know  that 
Welsh  now  has  more  than  20  subscrib¬ 
ers  more  than  their  quota.  (In  fact, 
Oakley  told  me  that  he  received  a  new 
subscription  every  night  of  the  meet¬ 
ing,  with  two  received  one  night.  We’ll 
have  to  put  a  big  check  mark  on  that 
sermon.)  This  seems  to  happen  at 
least  one  time  each  year  and  we  are 
sorry. 

We  hope  the  church  was  revived  by 
the  meeting — we  know  the  editor  was 

t 

Mrs.  George  Atkinson,  San  Mateo, 
Calif.,  a  member  of  the  Television  Ra¬ 
dio  and  Film  Commission,  died  Febru¬ 
ary  2.  Mr.  Atkinson  is  a  member  of 
the  Commission  on  Interjurisdictional 
Relations. 
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Simultaneous  Prayer  Breakfasts 


ABOVE  RIGHT:  President  Johnson  is  greeted  with  applause  as  he  prepares  to 
address  the  15th  annual  Presidential  Prayer  Breakfast.  Some  1,200  clergy  and 
government  leaders  and  other  guests  attended.  ABOVE  LEFT:  Dr.  Richard  C. 
Halverson,  executive  director  of  International  Christian  Leadership,  presides 
over  the  National  Prayer  Breakfast  in  International  Inn,  also  in  Washington, 
D.  C.  The  450  persons  attending  this  breakfast  also  heard  the  President’s  mes¬ 
sage,  carried  by  wire  to  the  National  breakfast.  Both  events  were  sponsored 
by  International  Christian  Leadership.  (RNS  Photc) 


LAY  LEADERSHIP 
COMMUNICATION 
WORKSHOP  HELD 

CHICAGO,  Ill.  (MI)  —  Considera¬ 
tion  of  leadership  in  its  theological, 
sociological  and  psychological  dimen¬ 
sions  highlighted  workshops  here  Feb¬ 
ruary  3-5  for  about  100  leaders  of  an¬ 
nual  conference  laymen's  programs. 

In  addition  to  considering  these  as¬ 
pects  of  leadership,  the  conference  lay 
leaders  and  directors  of  lay  speaking 
sandwiched  considerations  of  a  number 
of  other  phases  of  the  work  of  the 
church’s  laity  between  this  winter’s  fre¬ 
quent  Chicago  snowstorms. 

"Every  Christian  must  be  a  theolo¬ 
gian”  and  must  be  able  to  state  his 
faith  in  ways  that  support  "our  Chris¬ 
tian  way  of  life,”  Dr.  Elmer  A.  Thomp¬ 
son  of  the  General  Board  of  Education 
staff  told  the  men  in  an  address  on 
the  theological  aspects  of  leadership. 

Sociological  and  psychological  as¬ 
pects  of  leadership  were  discussed  in  a 
paper  prepared  by  Charles  M.  Soren¬ 
son  of  the  Board  of  Lay  Activities 
staff.  He  stated  "We  are  beginning  to 
recognize  that  many  of  our  institu¬ 
tional  and  organizational  problems  are 
’people’  problems."' 

The  participants  on  communication 
agreed  that  there  is  need  for  more 
communication  on  all  levels.  Dr.  Lott 
ventured  the  opinion  that  it  may  not 
be  a  problem  of  breakdown  in  com¬ 
munication  as  much  as  "the  fact  that 
communication  has  never  really  been 
established.” 

The  sessions  here  were  sponsored  by 
the  Board  of  Lay  Activities  Section  on 
Leadership  Development  and  Commu¬ 
nication. 

■fr 

Malaysia-Singapore  Methodists 
Vote  for  Autonomy 

NEW  YORK— The  trend  to  auton¬ 
omy  among  the  Methodists  of  South¬ 
east  Asia  continues. 

Following  in  the  footsteps  of  Indo¬ 
nesian  and  Burmese  Methodism,  which 
have  become  independent  churches  in 
the  past  two  years,  the  Methodists  of 


Abingdon  announces 
new  book  award 

NASHVILLE,  Tenn.  (MI)— Abing¬ 
don  Press,  publishing  division  of  The 
Methodist  Publishing  House  here,  has 
announced  the  institution,  beginning 
in  1968,  of  a  $5,000  annual  award  for 
a  book  of  outstanding  merit. 

The  award  will  be  presented  each 
year  in  one  of  three  areas — religious 
books,  general  books,  or  children's 
books. 

In  1968,  the  award  will  be  presented 
for  a  religious  book.  In  1969,  it  will 
be  for  a  general  book  and  in  1970,  a 
children’s  book.  Abingdon  anticipates 
that  this  cycle  will  be  repeated  begin¬ 
ning  in  1971. 

Manuscripts  to  be  considered  for  the 
first  award,  for  a  religious  book,  will 
be  accepted  between  Jan.  1,  1968,  and 
March  1,  1968. 

The  religious  book  award  will  be 
presented  for  the  book  that  in  the 
opinion  of  the  judges  most  effectively 
communicates  the  Christian  faith  in 
fresh  and  forceful  terms. 

Judges  for  the  1968  Religious  Book 
Award  will  be  Dr.  Martin  E.  Marty 
of  the  University  of  Chicago  Divinity 
School.  Dr.  Roger  L.  Shinn  of  Union 
Theological  Seminary  in  New  York 
City,  and  the  staff  of  Abingdon  Press. 

Requests  for  official  entry  forms  and 
additional  information  should  be  direc¬ 
ted  to  Award  Editor,  Abingdon  Press, 
201  Eighth  Ave.,  S.,  Nashville,  Tenn. 
37202. 


Malaysia  and  Singapore  have  voted  by 
a  huge  majority,  216  to  23,  to  ask  per¬ 
mission  to  separate  from  the  world¬ 
wide  Methodist  Church  and  become  an 
autonomous  church. 

Methodism  in  Malaysia  (including 
Malaya  and  Sarawak)  and  Singapore 
comprises  four  annual  conferences,  each 
of  which  has  voted  overwhelmingly  for 
autonomy.  Together  the  four  confer¬ 
ences  make-up  the  Southeastern  Asia 
Central  Conference. 


National  Methodist 
Stewardship  seminar 

EVANSTON,  Ill.— (MI)— A  nation¬ 
al  Methodist  stewardship  seminar,  first 
event  of  its  kind  ever  held  in  the  de¬ 
nomination,  is  scheduled  Mar.  3-5  in 
Chicago,  Ill. 

Sponsored-  by  the  General  Board  of 
Lay  Activities’  Section  of  Stewardship 
and  Finance,  the  seminar  will  feature 
12  lectures  by  seminary  professors  on 
various  aspects  of  the  theological  basis 
for  Christian  stewardship. 

The  sessions  are  a  key  phase  of  de¬ 
veloping  a  Methodist  "foundation  state¬ 
ment”  on  stewardship,  according  to  Dr. 
Edwin  A.  Briggs,  executive  secretary  of 
the  Section  of  Stewardship  and  Finance. 
The  1964  General  Conference  asked 
that  such  a  creed  be  formulated  and 
brought  to  the  1968  session  in  Dallas, 
Texas. 

About  250  persons  are  expected  to  at¬ 
tend  the  seminar  in  Chicago’s  Pick- 
Congress  Hotel.  Included  will  be  rep¬ 
resentatives  of  the  Council  of  Bishops, 
general  secretaries  of  national  boards 
and  agencies,  presidents  and  deans  of 
seminaries,  representatives  of  the  Evan¬ 
gelical  United  Brethren  Church,  semi¬ 
nary  students,  and  a  wide  variety  of  an¬ 
nual  conference  representatives  includ¬ 
ing  chairmen  of  World  Service  and  fi¬ 
nance  commissions,  directors  of  stew¬ 
ardship  and  finance,  co-ordinating 
council  executive  secretaries,  laymen 
and  pastors. 

Addresses  during  the  seminar  will  be 
given  by  Dr.  Robert  E.  Cushman,  dean 
of  Duke  University  Divinity  School; 
Dr.  James  W.  May  of  Candler  School 
of  Theology;  Dr.  Frederick  A.  Nor¬ 
wood  of  Garrett  Theological  Seminary; 
Dr.  Everett  Tilson  of  the  Methodist 
Theological  School  in  Ohio;  Dr.  R. 
William  Farmer  of  Perkins  School  of 
Theology;  Dr.  James  H.  Pyke  of  Wes¬ 
ley  Theological  Seminary;  Dr.  S.  Paul 
Schilling,  Boston  University  School  of 
Theology;  Dr.  Oswald  P.  Bronson,  In¬ 
terdenominational  Theological  Center; 
Dr.  K.  Morgan  Edwards,  School  of 
Theology  at  Claremont;  Dr.  Harvey  H. 
Potthoff,  Iliff  School  of  Theology;  Dr. 
E.  Dale  Dunlap,  Saint  Paul  School  of 
Theology  Methodist;  and  Dr.  David 
M.  Graybeal  of  Drew  University  The¬ 
ological  School. 

Each  of  the  12  addresses  will  be 
followed  by  a  30-minute  discussion  pe¬ 
riod  and  the  final  session  of  the  semi¬ 
nar  will  feature  all  12  speakers  on  a 
panel. 

At  the  conclusion  of  the  seminar  a 
committee  representing  the  General 
Board  of  Lay  Activities  will  use  the 
addresses  and  discussions,  and  other 
stewardship  materials,  to  prepare  the 
foundation  statement  for  submission  to 
the  1968  General  Conference.  Dr.  Lloyd 
M.  Bertholf,  Bloomington,  Ill.,  is  chair¬ 
man  of  the  committee. 

t 

NEW  DIRECTOR  ADDED 
TO  FUND-RAISING  STAFF 

The  Rev.  Orville  G.  Wilson  of  Tuc¬ 
son,  Arizona,  has  been  named  to  the 
staff  of  the  Department  of  Finance  and 
Field  Service  of  the  National  Division, 
Methodist  Board  of  Missions,  as  one 
of  26  full-time  crusade  directors. 

Like  the  other  directors,  Mr.  Wilson 
will  conduct  fund-raising  crusades  in 


DAILY  BIBLE  BEADING 
Below  is  a  schedule  for  the 
Daily  Bible  Beading,  which  the 
.Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 


Feb.  26  -  Sun. 

I  Peter  4:1-11 

Feb.  27  . 

I  John  2:1-11 

Feb.  28  . 

I  John  4:1-21 

March  1  . 

Job  19:1-29 

March  2  . 

Psalms  31:1^24 

March  3  . 

Psalms  111:1-10 

March  4 

Psalms  130:1-8 

March  3  -  Sun. 

-  ...  Isaiah  35:1-10 

1967  “Chaplain 
of  the  Year ” 
a  Methodist 

WASHINGTON,  D.  C.  (MI)  —  A 
"jumping”  Methodist  chaplain  in  the 
Army,  (Col.)  James  A.  Connett,  has 
been  selected  as  "Chaplain  of  the  Year" 
for  1967  by  the  Reserve  Officers  Asso¬ 
ciation. 

The  award,  presented  here  Feb.  24,  is 
the  second  to  a  Methodist  in  three- 
years.  Chaplain  (Lt.  Col.)  Floyd  M. 
Patterson  of  the  Air  Force  was  the 
choice  for  1965.  The  selection  is  for 
one  who  has  "provided  meaningful 
spiritual  development  in  the  Armed 
Forces.” 

Connett,  now  Ft.  Myer,  Va.,  post 
chaplain  and  chaplain-in-charge  of  Ar¬ 
lington  National  Cemetery,  has  had  32 
years  as  a  minister,  including  20  in 
the  Army. 

In  that  time,  he  considers  his  most 
challenging  assignment  was  with  the 
82nd  Airborne  Division  1952-56,  when 
he  made  64  parachute  jumps  and  be¬ 
came  a  senior  parachutist.  His  primary 
mission  with  the  division  "was  to  ac¬ 
company  the  young  troopers  —  who 
were  usually  pretty  scared — on  their 
first  jumps.”  He  found  that  most  of 
them  felt  "if  a  chaplain  can  do  it,  I 
can  do  it,  too.” 

Chaplain  and  Mrs.  Connett  have 
three  children.  The  oldest,  Reynold  B., 
is  the  fourth  generation  of  Methodist 
ministers  in  the  family.  He  entered  the 
service  last  year,  making  the  Connetts 
probably  the  first  Methodist  father  and 
son  on  duty  simultaneously  as  Army 
chaplains.  He  also  is  a  paratrooper. 


An  optimistic  Methodist  is  one,  who 
finding  himself  in  hot  water,  decides 
he  needs  a  bath  anyway. 


Methodist  local  churches  and  annual 
conferences.  The  Department  of  Fi¬ 
nance  and  Field  Service  staff  comprise 
the  professional  fund-raising  service  of 
The  Methodist  Church  which  last  year 
directed  459  crusades  in  raising  $45,- 
081,100. 

In  the  36-year  history  of  the  depart¬ 
ment,  a  grand  total  of  $426,763,942  has 
been  secured  for  Methodism.  The  cur¬ 
rent  executive  secretary  of  the  depart¬ 
ment  is  Dr.  Alton  E.  Lowe,  who  also 
serves  as  administrative  head  of  the 
fund-raising  staff. 

Mr.  Wilson  is  a  native  of  New  York 
state,  an  Air  Force  veteran  of  World 
War  II,  and  a  graduate  of  Union  The¬ 
ological  Seminary  in  New  York  City. 
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Baton  Rouge 
city-wide 
youth  revival 

The  young  people  of  the  Baton 
Rouge  Methodist  churches  are  sponsor¬ 
ing  a  City-Wide  Youth  Revival  Friday 
and  Saturday,  February  24-25.  Services 
will  be  held  at  7:30  p.m.  both  nights, 
and  are  open  to  both  young  people 
and  adults. 

A  special  program  of  activities  for 
youth  is  scheduled  for  Saturday  after¬ 
noon  beginning  at  3:00  p.m.  The  re¬ 
vival  will  be  held  at  First  Methodist 
Church,  corner  of  North  and  East 
Boulevards. 

Preaching  for  the  revival  will  be  the 
Rev.  Augie  Aamodt,  minister  to  youth 
at  First  Methodist  Church  in  Shreve¬ 
port.  Before  coming  to  Shreveport  in 
1963,  Aamodt  served  churches  in  Illi¬ 
nois  and  Ohio.  He  is  a  native  of  Min¬ 
nesota,  and  attended  the  University  of 
South  Dakota.  While  in  college,  he  was 
elected  national  chairman  of  the  Meth¬ 
odist  Student  Movement.  In  1963  he 
was  named  Shreveport's  "Young  Man 
of  the  Year.” 

The  special  Saturday  afternoon  activ¬ 
ities  at  the  youth  revival  will  feature 
the  showing  of  the  controversial  film, 
"Lost  in  the  Crowd,”  which  describes 
the  20th  century  Church’s  evangelistic 
efforts  among  the  action-seeking  stu¬ 
dents  on  the  Florida  beaches  during 
spring  vacation.  The  film  will  be  fol¬ 
lowed  by  discussion  groups  led  by  mem¬ 
bers  of  the  Fellowship  of  Christian 
Athletes. 

Among  the  discussion  leaders  will  be 
included  Billy  Ezell,  Charlie  Moore,  Bill 
Beaii,  Ned  Clark,  Gus  Kinchen,  Gary 
Kinchen,  Mike  Pharis,  Jimmy  Field, 
and  Bill  Brown. 

The  Saturday  program  will  also  in¬ 
clude  a  banquet  and  period  of  recrea¬ 
tion. 

General  Chairman  for  the  Youth  Re¬ 
vival  is  Lucy  McCord,  a  student  at 
Baton  Rouge  High  School  and  a  mem¬ 
ber  of  First  Methodist  Church.  Mike 
Lord  of  Broadmoor  High  School,  who 
attends  Broadmoor  Methodist  Church, 
is  co-chairman. 


Pity  the  Christian  who  thinks  he 
has  done  enough  for  his  church. 


Armstrong 


Bearden  Goodrich 


REVIVALS  NEXT  WEEK 


Trice 


These  five  ministers  will  be  conducting  revival  services 
in  Louisiana  Conference  Churches  next  week.  They  are: 
From  left  above:  Dr.  James  Armstrong,  Indianapolis, 
Ind.,  who  will  be  preaching  in  Napoleon  Avenue  Church, 
New  Orleans;  Dr.  Robert  Bearden,  Little  Rock,  Ark., at 
Trinity  Church,  Ruston;  Dr.  Robert  W.  Goodrich,  Dallas, 
Tex.,  at  First  Church,  Natchitoches;  Dr.  Carl  Lueg, 
New  Orleans,  Simpson  Church,  Lake  Charles,  and  below; 
Dr.  William  E.  Trice,  Dallas,  Tex.,  at  McGuire  Church, 
West  Monroe. 


FORMER  CENTENARIAN 
ALUMNI  HOMECOMING  SPEAKER 
Dr.  J.  T.  Harris,  pastor  of  the  Car¬ 
rollton  Methodist  Church  in  New  Or¬ 
leans  and  1925  graduate  from  Cen¬ 
tenary  College,  was  featured  speaker 
at  a  special  Alumni  homecoming  ser¬ 
vice  held  in  Brown  Memorial  Chapel 
February  19th. 

Dr.  Harris  has  served  in  pastorates 
throughout  the  state  since  1926,  and 
has  held  numerous  conference  offices. 
He  has  served  as  a  trustee  for  Centenary 
College  since  1955. 

Dr.  Harris  has  served  in  pastorate 
throughout  the  state  since  1926,  and 
has  held  numerous  conference  offices. 
He  has  served  as  a  trustee  for  Cen¬ 
tenary  College  since  1955. 

The  Harrises  have  three  children: 
Mrs.  Shelley  Curry,  Mrs.  Frank  Ster¬ 
ling  Harris,  Jr.,  and  James  T.  Harris, 
all  of  whom  have  attended  Centenary 
College. 

t 


Times  of  great  calamity  and  con¬ 
fusion  have  ever  been  productive  of 
the  greatest  minds.  The  purest  ore  is 
produced  from  the  hottest  furnace,  and 
the  brightest  thunderbolt  comes  from 
the  darkest  storm. — Colton 


Reily  Memorial  University  Church,  Baton  Rouge,  presented  50  new  Methodist 
Hymnals  to  new  Asbury  Church  recently.  (Asbury  Church  was  the  1000  Club 
project  September  through  November,  1966).  Shown  at  presentation  ceremony 
(left  to  right):  The  Rev.  Danny  Steere,  Asbury  Methodist  Church  pastor;  T.  N. 
McMullan,  chairman,  University  Methodist  Church  Official  Board;  Leon  Harris, 
chairman  of  trustees,  Asbury  Church;  Jesse  Locke,  Asbury  lay  leader. 


MUNHOLLAND  SCHOOL  OF 
SOCIAL  THOUGHT  AND  ACTION 
At  Munholland  Memorial  Church, 
Metairie,  the  Commission  on  Christian' 
Social  Concerns  is  promoting  a  discus¬ 
sion  group  in  social  thought  and  actio'iT 
for  interested  youth  and  adults. 

Meeting  at  7:30-8:30  p.m.  on  Sun¬ 
day,  the  following  themes  are  being 
discussed:  February  12 — "By  What  Au¬ 
thority  Does  the  Church  Involve  Itself 
in  Social  Action?”;  February  26  — 
"Who  Speaks  for  the  Church  in  Social 
Action?”;  March  5 — "How  Should  the 
Church  Relate  Itself  to  Government?"; 


Exterior  view  of  new  sanctuary  of 
First  Methodist  Church,  Baker.  The 
first  service  was  held  in  the  new 
building  December  18.  The  Rev.  Al¬ 
bert  A.  Collins  is  pastor. 


and  March  12 — "What  is  the  Role  ot 
the  Church  in  Developing  Social 
Values?” 

t 


To  one  of  his  harassers  Jesus  said, 
“Show  me  a  penny.”  Today  he  calls 
upon  his  disciples  to  respond  a  bit 
more  generously. 


OUR  BISHOP’S  LETTFR  ( Continued  from  page  1) 
wen  Memorial  Hospital  and  School  of  Nursing.  This  hospital  has  180 beds 
and  30  bassinets.  In  1966  in-patients  numbered  5,  574.  During  that  year 
there  were  470  babies  delivered  and  1304  operations  performed .  A  valu  - 
able  health  service  program  is  carried  on  and  is  most  effective.  The 
hospital  has  a  staff  of  165  persons.  There  are  79  students  in  the  School 
of  Nursing  and  5  laboratory  students  .  Dr.  Cleveland  is  active  in  the 
whole  program.  She  sends  best  wishes  to  all  at  home. 

From  Kolar  we  went  to  spend  two  days  at  the  Christian  Medical  Col  - 
lege  and  Hospital  at  Vellore.  This  is  one  of  the  best  known  of  all  Chris  - 
tian  institutions  in  India.  The  work  was  founded  by  the  late  Dr.  Ida  S. 
Scudder.  In  1890,  when  she  had  just  finished  school  she  returned  to 
India  to  visit  her  missionary  parents .  Here  she  heard  and  answered 
the  call  to  provide  medical  care  for  the  women  of  India.  She  began 
her  work  at  her  father's  bungalow  (the  building  still  stands)  on  the 
outskirts  of  Vellore.  In  1902  Dr.  Scudder  built  the  Mary  Schell  Hos  - 
pital  with  accomodations  for  forty  patients .  The  story  of  the  growth  of 
this  institution  until  it  has  become  the  large  hospital  and  medical  col  - 
lege  that  we  find  today  is  a  fascinating  and  thrilling  narrative.  The 
hospital  provides  936  beds .  It  has  262  doctors  and  292  nurses  .  The 
College  of  Nursing  is  graduating  over  100  students  each  year.  One  of 
our  outstanding  Methodist  staff  members  is  Dr.  Mary  Dumm,  who 
looked  after  Mrs .  Walton  and  me  in  a  wonderful  way. 

On  Saturday  Dr.  Dumm  drove  us  to  Madras .  This  city  is  one  of  the 
most  delightful  spots  in  all  of  India.  I  cannot  tell  you  all  about  our 
visit  in  Madras  or  about  the  Tablet  Industries  near  Kolar.  Some  things 
will  have  to  wait  until  we  are  home.  I  preached  in  Emmanuel  Church  in 
Madras  on  Sunday  morning  and  in  the  afternoon  we  flew  to  Calcutta.  It 
was  good  to  visit  Lee  Memorial  again.  The  Rev.  and  Mrs.  C.  E.  Benedict 
are  in  charge  there  now.  We  spent  the  night  with  them  and  came  on  to 
Hong  Kong  on  Monday  where  we  have  been  warmly  welcomed  by  old 
friends  and  new . 

We  are  thinking  of  all  our  Louisiana  people  and  will  be  glad  to  get 
home  to  see  you . 

Sincerely, 


PAGE  POUR 
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THE  REV.  JAMES  F.  Babcock,  pas¬ 
tor  of  Bethany  Methodist  Church  and  a 
student  at  Perkins  School  of  Theology, 
suffered  a  heart  attack  on  January  2 
and  is  now  convalescing  at  home.  He 
expects  to  resume  his  pastoral  duties 
in  a  few  weeks.  Ministers  and  lay 
speakers  of  the  Shreveport  District  are 
supplying  the  pulpit. 

THE  SULPHUR  Sub-District  MYF  was 
well-represented  at  Centenary  College's 
"June-Senior  Day."  The  group  made 
the  trip  to  Shreveport  by  bus.  The 
four  counselors  were  Mr.  and  Mrs.  A.  J. 
Drost,  George  Clyde,  and  Miss  Cathy 
Carlson. 

A  PANEL  DISCUSSION  was  present¬ 
ed  as  the  final  session  of  the  study  of 
"Affluence  and  Poverty”  at  First 
Church,  Minden.  Participants  were: 
Harold  LaGrone  moderator;  Mrs.  Sam 
Mims,  director  of  the  Webster  Com¬ 
munity  Action  Association;  Mrs.  Edith 
Guillot,  of  the  Department  of  Public 
Welfare;  Tom  Colton,  mayor  of  Min¬ 
den;  and  Willis  McCIung  parish  ju¬ 
venile  officer.  The  pastor  is  the  Rev. 
Edward  Thomas. 

WORLD  DAY  OF  PRAYER  observ¬ 
ance  in  Monroe  Included:  St.  John's 
Christian  Church,  Father  Sam  Polizzi, 
speaker;  Salvation  Army  Chapel  for 
working  ladies;  and  Children’s  Service 
at  First  Presbyterian  Chruch,  with  the 
Rev.  Robert  Dodwell  as  the  leader. 


DURING  LENT  the  Single  Adult  Fel¬ 
lowship  of  Rayne  Memorial  Church, 
New  Orleans,  is  combining  its  meetings 
with  a  similar  group  in  St.  Charles 
Avenue  Baptist  Church  meeting  at  6:00 
p.m.  instead  of  7:30  p.m.  They  are 
discussing  the  origin  and  meaning  of 
Lent.  Dr.  B.  A.  Galloway  is  the  pas¬ 
tor  of  Rayne  Memorial. 

THREE  METHODIST  pastors  in  the 
North  Baton  Rouge  area — North  Baton 
Rouge,  Istrouma  and  Winbourne — are 
exchanging  pulpits  for  the  evening  ser¬ 
vices  during  February.  They  are  the 
Rev.  Marvin  Corley,  Istrouma;  the  Rev. 
Tom  Lancaster,  Winbourne;  and  the 
Rev.  B.  E.  Bond,  North  Baton  Rouge. 


A  RECENT  YOUTH  Week  Supper  at 
Montgomery  Methodist  Church  was  at¬ 
tended  by  26  young  people  and  their 
counselors  from  College  Avenue  Meth¬ 
odist  Church  and’  St.  Patrick's  Catholic 
Church.  The  Rev.  Martin  Scannell  gave 
a  fine  talk  on  Ecumenism.  The  Mont¬ 
gomery  pastor  is  the  Rev.  John  F.  Kel¬ 
logg- 

THE  NORTH  CADDO  Sub-District 
MYF  was  entertained  with  a  valentine 
social  on  Sunday  evening,  Feb.  12,  in 
the  Vivian  Methodist  Church.  Mr.  and 
Mrs.  Bob  Moseley,  Mrs.  James  Scaggs, 
and  Mrs.  Glenn  Bryant  were  the  coun¬ 
selors  in  charge  of  games  and  food. 


CADDO  HEIGHTS  CHURCH,  Shreve¬ 
port  is  engaged  during  February  in  the 
study  of  "Affluence  and  Poverty.  The 
leaders  include:Mrs.  R.  H.  Munyon  of 
the  Family  Welfare  Services  of  the 
Salvation  Army;  Tommie  L.  Burton, 
a  Centenary  College  student  who  spoke 
on  "Poverty  in  a  Big  City”;  John  D. 
Boutte  of  Clinton,  who  served  with 
the  Peace  Corps  in  Africa.  On  Sunday 
evening,  February  26,  the  group  will 
see  the  film  "The  Newcomers.”  The 
pastor  is  the  Rev.  Lonnie  M.  Sibley. 

FIRST  CHURCH,  Alexandria,  present¬ 
ed  God  and  Country  Awards  on  Feb¬ 
ruary  12  to  Richard  Wayne  Logsdon, 
Eugene  Douglas  Roberts  and  Harry 
Lindsey  Torbett.  The  pastor  is  Dr.  Ben 
R.  Oliphant. 

THE  REV.  HOWARD  MARSHALL  of 
First  Christian  Church,  Lake  Charles, 
was  the  speaker  for  the  World  Day  of 
Prayer  program  at  First  Christian 
Church  in  Sulphur-. 


THE  REV;  JACK  SINGLETON,  asso¬ 
ciate  pastor  of  First  Church,  Hammond; 
was  the  speaker  for  the  Valentine  Meet¬ 
ing  of  the  Cheerful  Circle  Church 
School  Class  of  First  Church,  Poncha- 
toula,  February  14,  The  pastor  is  the 
Rev.  Jack  Winegart. 

AT  CARROLTON  CHURCH,  New 
Orleans,  Mrs.  Norma  Levy  is  teaching 
two  groups  a  series  of  Bible  study  les¬ 
sons — the  MYF  on  Sunday  evenings  at 
5:15  and  the  Wesleyan  Service  Guild1 
each  Wednesday  evening  at  7:30.  The 
pastor  is  Dr.  James  T.  Flarris. 

DR.  HENRY  A.  RICKEY,  Ruston  Dis¬ 
trict  Superintendent,  was  the  speaker 
for  the  February  15  meeting  of  the 
Methodist  Men  of  Sprinrthill  Methodist 
Church.  He  showed  slides  taken  dur¬ 
ing  last  summer’s  trip  to  the  Holy  Land 
and  to  the  World  Methodist  Confer¬ 
ence  in  London.  The  pastor  is  the  Rev. 
Loyd  E.  Williams. 

DR.  ALFRED  A.  KNOX,  editor  of 
the  Louisiana  Methodist  was  the  preach¬ 
er  for  revival  services  at  First  Church, 
Welsh,  February  12-16.  The  singing 
was  led  by  the  Rev.  Raymond  Crofoot, 
pastor  of  Fairview-Sweetlake  Method¬ 
ist  churches.  The  pastor  is  the  Rev. 
Oakley  Lee. 

DR.  H.  H.  HEDGEPETH,  director  of 
Church  Extension  for  the  Western  Jur¬ 
isdiction  for  the  Board  of  Missions,  was 
guest  preacher  at  Oak  Park  Church, 
Lake  Charles,  February  12.  He  is  a  first 
cousin  of  the  pastor,  the  Rev.  Donald 
M.  Risinger. 

McQUIRE  CHURCH,  West  Monroe, 
planned  Valentine  Parties  for  the  whole 
church.  With  the  Fellowship  Hall  trans¬ 
formed  into  a  Hawaiian  paradise,  com¬ 
plete  with  palm  trees  and  bubbling  wa¬ 
terfalls,  the  groups  enjoyed  food  and 
fellowship  for  many  hours.  The  Junior 
High  Youth  group  had  as  king  Royce 
Spann  and  as  queen  Marcia  Ochs;  the 
Senior  Youth  elected  Scott  Dew  as  king 
and  Kathy  McLemore  as  queen.  When 
it  came  to  the  adults,  every  man  was 
king  and  every  lady  was  queen.  The 
three  groups  met  on  different  nights. 


The  Rev  Roland  Friedrich  (right),  Protestant  chaplain  at  Central  Louisiana  State 
Hospital  visits  with  Methodist  ministers’  wives  at  the  recent  workshop  on  Improving 
Patient  Care  Through  Community  Involvement”  held  in  Alexandria.  From  left  are  Mrs. 
Daniel  R.  Deen  of  Elizabeth,  Mrs.  John  F.  Kilpatrick  of  Alexandria,  and  Mrs  Robert 
nf  i  ernmntp  The  wnrkshnn  was  sDonsored  bv  the  Hospital  Improvement  Project. 


SHERIFF  GEORGE  BROOM,  Mrs. 
Frances  Clow  and  Richard  S.  Butter¬ 
field  constituted  a  panel  that  led  the 
February  12  session  of  the  mission  study 
at  First  Church,  Slidell.  The  pastor  is 
the  Rev.  Kirby  A.  Vining. 

JOHN  H.  CARSON,  assistant  profes¬ 
sor  of  economics  at  McNeese  State  Col¬ 
lege, was  the  speaker  for  the  February 
meeting  of  MethoJist  Men  of  First 
Church,  Lake  Charles.  His  subject  was 
"Economic  Aspects  of  a  Guaranteed 
Annual  Income  Law.”  The  pastor  is 
Dr.  G.  W.  Pomeroy. 

THE  MEMBERS  of  the  MYF  of  Abbe¬ 
ville  Methodist  Church  visited  with  the 
young  people  of  Dividcpn  Memorial 
Church,  Lafayette,  February  12.  They 
were  returning  a  visit  of  that  group  to 
their  church  last  Fall.  The  Abbeville 
pastor  is  the  Rev.  Tracey  Arnold. 

DR.  D.  L.  DYKES,  pastor  of  First 
Church  Shreveport,  is  preaching  in  re¬ 
vival  services  at  Munholland  Memorial 
Church,  Metairie,  February  19-23.  Bill 
Mann  of  Dallas  is  soloist  and  song 
leader  for  the  services. 

A  VALENTINE  BANQUET  was  held 
February  11  in  the  fellowship  hall  of 
North  Highland  Methodist  Church, 
Shreveport.  The  young  people  elected 
the  following  court  to  reign:  king — 
Travis  Hailey;  queen  —  Kay  Sumrall; 
prince  —  Mitch  Timmons;  princess  — 
Judy  Buckley;  junior  prince  —  Todd 
Simons;  junior  princess — Kathy  Hark¬ 
ins.  The  pastor  is  the  Rev.  George 
Harkins. 

A  SCHOOL  OF  MISSIONS  on  "Af¬ 
fluence  and  Poverty”  is  being  held  by 
the  Bayou  Vista  and  Patterson  church¬ 
es  during  the  month  of  February.  The 
commission  on  missions  of  the  Bayou 
Vista  church  is  in  charge  of  the  pro¬ 
gram  under  direction  of  Mrs.  James 
Healey.  The  study  is  being  undertaken1 
through  out  the  church  school  at  Bayou 
Vista  including  the  Sunday  School, 
M.Y.F.,  W.S.C.S.  and  a  Sunday  night 
study  group,  with  Patterson  participat¬ 
ing  in  the  latter.  The  program  was 
initiated  by  Rev.  Jerry  Moon,  Director 
of  the  Dulac  Community  Center  of 
Dulac,  La.  on  January  29th. 


THE  SEMINARY  SINGERS  from  Per¬ 
kins  School  of  Theology  presented  a 
concert  at  Vidalia  Methodist  Church  on 
Sunday,  February  12.  The  pastor  is 
the  Rev.  William  Odell  Simmons. 

BETHEL  CHURCH,  Baton  Rouge  Dis¬ 
trict,  began  their  mission  study  recent¬ 
ly  with  Douglas  Cheatham  explaining 
the  program  of  Community  Advance¬ 
ment  Inc.,  the  anti-poverty  organiza¬ 
tion  in  Baton  Rouge.  He  is  the  pro¬ 
gram  coordinator  for  CAL  The  Bethel 
pastor  is  the  Rev.  Marvin  McFarland. 

MEMBERS  OF  THE  Concord  and  New 
Hope  Methodist  churches  St.  Francis- 
ville  have  recently  completed  a  Bible 
study  on  the  topic  "What  is  the  Bi¬ 
ble?”  The  Rev.  Ellis  "Sonny”  Bank¬ 
ston  is  pastor. 

BOY  SCOUT  SUNDAY  was  observed 
at  the  Raymond  Methodist  Church. 
Members  and  leaders  of  Pack  59  and 
Troop  59  were  recognized  by  the  pas¬ 
tor,  the  Rev.  Ollie  Golsen.  He  preached 
a  special  Scout  sermon  based  on  the 
life  of  Abraham  Lincoln. 

BOTH  HARMONY  CHAPEL  and 
Lisbon  Methodist  churches  have  re¬ 
ceived  checks  for  $100  from  the  Rus¬ 
ton  District  Board  of  Missions  to  help 
in  their  church  redecoration  projects. 
The  pastor  is  the  Rev.  C.  Ed  Henkel. 

MANGUM  MEMORIAL  PROGRAMS 

Miss  Georgia  Lee  presented  a  pro¬ 
gram  "Twentieth  Century  Egypt”  to 
the  Mangum  Methodist  Sunday  Evening 
Fellowship  on  Sunday,  Feb.  19  at  5:15 
p.m.  Miss  Lee,  a  ninth-grade  teacher 
of  world  geography  at  Oak  Terrace 
Junior  High  School,  showed  color  slides 

and  told  aboud  modem  day  Egypt.  She 
is  a  former  director  of  Religions  Edu¬ 
cation  for  the  Highland  Baptist  Church 
and  at  present  an  active  worker  for 
youth  there.  She  attended  Alabama  Col¬ 
lege  and  received  her  Master’s  degree 
from  Southwest  Seminary  in  Ft.  Worth. 

On  Feb.  26  Miss  Alma  Levins  will 
talk  to  the  same  group  about  "Our 
Feathered  Friends,”  sharing  her  knowl¬ 
edge  of  bird  lore.  Miss  Levins  has  been 
interested  in  birds  and  their  habits  for 
many  years  and  can  provide  fascinating 
facts  about  them.  She  is  a  retired  teach¬ 
er  of  Fair  Park  High  School  and  an 
active  teacher  in  the  Adult  Sunday 
School  at  Mangum. 
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The 

Sunday  School  Lesson 


By:  Alfred  A.  Knox 


LESSON  FOR  MARCH  5:  How  Shall  We  Pray? 

BACKGROUND  SCRIPTURE:  Luke  18:1  through 
19:27 

MEMORY  SELECTION:  Ask,  and  it  shall  be  giv¬ 
en  you;  seek,  and  you  shall  find;  knock  and 
it  will  be  opened  to  you.  (Matthew  7:7) 

AIM  OF  THE  LESSON:  To  find  through  the 
prayer  life  of  Jesus  directions  we  should  fol¬ 
low  in  developing  the  disciplines  of  our  own 
prayer  lives. 

*  #  * 

Dr.  Harry  Emerson  Fosdick,  in  a  great  ser¬ 
mon  on  prayer  (On  Learning  How  to  Pray), 
said:  “Jesus’  disciples  had  observed  what  prayer 
meant  in  his  life.  He  went  into  it  in  one  mood 
and  came  out  in  another;  power  was  released; 
praying  to  him  was  not  a  form  but  a  force.  And 
when  beside  his  prayers  they  put  what  they 
called  praying,  it  was  plain  that,  while  the  same 
word  covered  both,  the  meanings  of  the  two  were 
far  apart.  So  these  religiously  trained  disciples, 
who  always  had  prayed,  wanted  Jesus  to  teach 
them  how.” 

This  is  the  same  manner  in  which  we  ap¬ 
proach  this  lesson.  Many  of  us  have  gone  through 
the  motions  of  praying  most  of  our  lives,  and 
yet  the  thing  we  need  most  from  our  Lord  is 
instruction  in  the  spirit  and  the  method  of  pray¬ 
er.  The  two  brief  parables  that  are  at  the  heart 
of  the  lesson  today  must  have  been  most  helpful 
in  answering  the  needs  of  his  disciples,  and  they 
can  serve  us  in  the  same  way. 

The  first,  the  story  of  the  unjust  judge  and 
the  persistent  widow,  is  another  of  those  lessons 
in  which  Jesus  moves  from  an  imperfect  human 
being  to  a  revelation  of  one  of  the  characteristics 
of  God.  The  other,  the  familiar  description  of  the 
prayers  of  the  proud  Pharisee  and  the  humble 
publican  in  the  temple,  places  in  sharp  contrast 
two  different  kinds  of  spirits  moving  into  the 
presence  of  God  in  prayer.  Each  has  something 
important  to  say  to  us,  and  each  is  a  part  of 

the  answer  to  the  question,  “How  shall  we  pray?” 

*  *  # 

FAITHFULNESS  AND  STEADFASTNESS 
IN  PRAYER 

In  several  ways  the  story  of  the  judge  and 
the  widow  is  very  much  like  that  found  in  Luke 
11:5-8  telling  about  the  persistent  neighbor  who 
would  not  let  his  neighbor  sleep  until  he  had 
loaned  him  the  bread  he  needed  for  his  unex¬ 
pected  company.  Here  the  account  of  the  judge’s 
decision  to  yield  to  the  petition  of  the  persistent 
widow  says:  “Though  I  neither  fear  God  nor 
regard  man,  yet  because  this  widow  bothers 
me,  I  will  vindicate  her  because  she  will  wear 
me  out  by  her  continual  coming.”  (18:4  and  5). 

The  one  characteristic  of  his  own  prayer  life 
that  Jesus  was  seeking  to  communicate  here 
was  faithfulness.  Faithfulness  and  steadfastness 
are  at  the  heart  of  a  Christian’s  prayer  life. 
As  Dr.  Aubrey  Alsobrook  has  said,  “Prayer  for 
the  Christian  is  not  like  an  outboard  motor  that 
we  will  attach  to  our  lives  when  we  want  a  spe¬ 
cial  power  or  gift  and  detach  when  the  need  is 


past.”  This  does  not  mean  that  the  longer  the 
prayer,  the  surer  the  answer.  It  means  rather 
that  we  ought  not  to  lose  heart  when  our  pray¬ 
ers  have  been  unanswered  in  a  brief  time.  Jesus 
told  his  disciples  that  “they  ought  always  to 
pray  and  not  lose  heart.”  (18.1) 

The  persistence  that  is  called  for  in  pray¬ 
er  is  not  indicated  as  a  means  of  changing  God. 
It  is  to  make  the  necessary  changes  in  us  that 
will  prepare  us  to  receive  God’s  answer — to  be 

shown  what  His  will  is. 

*  #  # 

PRIDE  IS  THE  “IRON  CURTAIN”  WHICH 
KEEPS  US  FROM  GOD 

We  are  revolted  by  descriptions  of  the  wall 
which  separates  East  Berlin  from  West  Berlin. 
There  is  a  pride  involved  in  the  builders  of  that 
wall  which  makes  it  impossible  for  them  to  really 
live  in  a  world  with  other  men.  Pride  serves 
also  as  an  “iron  curtain”  to  keep  men  from  God. 
Jesus  described  such  a  spirit  in  the  heart  of  a 
man  who  was  supposed  to  be  among  the  relig¬ 
ious  elite  of  his  time.  “The  Pharisee  stood  and 
prayed  thus  with  himself,  ‘God,  I  thank  thee 
that  I  am  not  like  other  men  .  .  .’  ”  (18:11) 
Here  we  find  one  of  those  little  “asides”  which 
Jesus  used  so  skillfully  in  his  teaching — a  bit 
of  humor  and  satire.  Did  you  notice  that  he  said 
of  the  Pharisee,  “he  prayed  thus  with  himself?” 
This  is  the  way  some  people  we  know  pray.  Their 
prayers  are  more  with  themselves  and  their  hu¬ 
man  listeners  than  with  God.  In  another  place, 
Jesus  said  of  such,  “They  have  had  their  reward.” 
(Matt.  6:2) 

The  Pharisee  was  thanking  God,  but  actually 
his  thoughts  were  on  himself.  He  recommended 
himself  to  God  by  listing  his  own  righteous  traits 
and  pointing  out  his  own  record  for  giving  — 
as  if  God  didn’t  have  his  own  way  for  keeping 
up  with  such  things.  Dr.  George  Buttrick  says 
(Interpreters’  Bible):  “He  was  a  patriot  and  an 
upright  man,  and  probably  chairman  both  of 
the  forefathers’  day  society  and  the  temple  char¬ 
ity  fund.  That,  in  fact,  was  the  burden  of  his 
prayer.” 

The  tax  collector,  on  the  contrary,  dared  not 
lift  his  eyes  to  heaven,  kept  smiting  on  his 
breast,  and  offered  up  a  cry  rather  than  a  well- 
arranged  prayer.  And  yet  we  are  told  that  "this 
man  went  down  to  his  house  justified  rather 
than  the  other.”  (18:14)  The  fundamental  dif¬ 
ference  between  these  men  is  what  Jesus  was 
trying  to  teach  his  disciples  about  how  they 
should  pray.  It  would  do  well  for  us  to  give  a 

good  deal  of  thought  to  this  contrast. 

•  «  • 

PRAYER  IS  NOT  MANIPULATION 

It  is  important  for  us  to  see  that  prayer  is 
not  manipulation.  There  is  a  chance  in  this  les¬ 
son  for  misunderstanding  at  this  very  point.  If 
we  think  of  the  judge  as  the  picture  of  God  in 
the  parable  such  misunderstanding  can  easily 
result.  However,  the  scholars  tell  us  that  this 
would  be  misrepresentation.  The  judge  is  de¬ 
scribed  merely  to  point  ant  that  if  an  imperfect 
judge  can  react  t®  persistence,  then  otrr  Heaven¬ 
ly  Father  will  respond  more  surely  to  persistence. 


This  principle  is  important  in  arriving  at 
an  understanding-  of  the  problem  of  unanswered 
prayer.  Dr.  Buttrick  says  of  the  many  occasions 
when  we  do  not  receive  what  we  have  asked  God 
for,  “God  delays  to  answer  in  our  way  that  our 
motives  may  be  purified.”  Galileo  went  to  the 
tomb  of  St.  Anthony  intending  to  pray  for  money 
for  himself,  health  for  his  children,  and  old  age 
for  his  mother,  but  found  himself  asking,  as  he 
meditated  on  the  life  of  the  saint,  for  illumina¬ 
tion  of  mind  that  he  might  confer  some  book  of 
knowledge  on  mankind. 

•  *  • 

PERSONAL  COMMUNICATION  WITH  GOD 

Some  months  ago  when  the  “Death  of  God” 
controversy  was  being  widely  discussed  in  our 
land,  an  outstanding  minister  reacted  to  the 
question  of  the  press  concerning  the  matter  in 
these  words,  “I  know  that  God  is  alive.  I  talked 
to  Him  this  morning.”  Surely  no  one  who  be¬ 
lieves  in  the  person-to-person  communication 
with  God  through  prayer  can  take  seriously  any 
suggestion  that  He  has  gone  away  or  that  He 
is  dead. 

In  the  Sermon  on  the  Mount,  Jesus  gave 
the  assurance,  “Ask,  and  it  will  be  given  you; 
seek,  and  you  will  find;  knock,  and  it  will  be 
opened  to  you.”  There  is  something  very  logical 
about  these  promises  of  Jesus.  If  God  is  for  us, 
as  Jesus  revealed  by  his  own  life  and  death,  then 
it  is  hard  to  believe  that  having  put  us  in  the 
world,  God  has  put  Himself  out  of  communica¬ 
tion  with  us.  This  is  not  a  general  kind  of  com¬ 
munication,  but  what  Dr.  Robert  Luccock  has 
called  "person-to-person  communication.” 

*  *  * 

THE  CHARACTERISTICS  OF  OUR  PRAYERS 

Dr.  Fosdick  has  suggested  that  there  should 
be  these  characteristics  in  a  Christian’s  prayers: 
(1)  we  should  pray  receptively,  (2)  we  should 
pray  affirmatively,  (3)  we  should  pray  danger¬ 
ously,  and  (4)  we  should  pray  undiscourageably. 

Let  us  look  quickly  at  what  he  means  by 
each  of  these  characteristics.  First,  he  means  that 
we  should  be  prepared  to  receive  what  we  ask 
for.  We  have  a  feeling  that  some  people  would 
be  greatly  surprised  if  some  of  their  prayers  were 
to  be  suddenly  answered.  Concerning  the  affirma¬ 
tive  technique  in  praying,  he  said,  “The  trouble 
with  much  popular  praying  is  that  it  is  mainly 
begging.  It  conceives  the  Eternal  as  a  universal 
organized  charity  and  of  ourselves  as  impecunious 
applicants,  saying,  Give  me!” 

Thirdly,  he  says  we  should  pray  dangerous¬ 
ly.  Here  he  refers  to  the  adventure  that  is  some¬ 
times  thrust  upon  us  when  our  prayers  are  an¬ 
swered.  Some  of  our  friends  have  prayed  and 
before  they  knew  it  they  were  overseas  on  a 
dangerous  mission  field.  If  they  were  after  peace 
and  security,  they  prayed  one  prayer  too  many. 

Finally,  Jesus  said,  we  “ought  always  to  pray 
and  not  to  faint.  So  many  of  our  prayers  are 
short-range  prayers,  but  God  doesn’t  always 
think  in  such  terms. 

*  *  # 

PRAYER  AND  OUR  LIVES 

If  in  our  prayer  life  we  are  concerned  with 
finding  God  and  His  will  for  us  then  we  will 
give  serious  consideration  to  some  of  the  sug¬ 
gestions  in  today’s  lesson.  At  the  heart  of  this 
transformation  in  our  praying  is  a  serious  con¬ 
sideration  of  the  pride  in  our  lives.  If  we  were 
to  have  the  proper  attitude  of  humility  there 
is  no  telling  what  God  could  accomplish  through 
us.  However,  let  us  keep  in  mind  that  there  is 
a  direct  relationship  between  the  quality  of  our 
prayers  and  the  quality  of  our  lives. 

Jesus  did  not  justify  the  tax  collector’s  way 
of  life  because  he  prayed  in  the  proper  attitude 
of  humility.  He  did  not  condemn  the  good  works 
of  the  Pharisee.  What  he  was  showing  us  was 
that  the  former  had  opened  his  soul  toward  God 
and  the  latter  had  locked  himself  into  the  prison 
of  his  own  self-sufficiency.  These  are  the  realities 
wie  should  take  from  today’s  lesson. 
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The  first  Church-state  crisis  in  Italy  in  recent 
years  seems  to  be  developing  over  Pope  Paul’s 
strong  condemnation  of  a  proposed  bill  to  legal¬ 
ize  divorce  in  that  country.  After  the  Pope  la¬ 
beled  Parliamentary  steps  to  make  divorce,  legal 
a  “sign  of  pernicious  moral  decadence,”  all 
Italian  political  parties,  except  the  Christian 
ments  constituted  “external  interference  in  the 
Democrats  (Catholic) ,  charged  that  his  state- 
internal  afafirs  of  Italy.” 

This  is  another  indication  that  the  conces¬ 
sions  o  fthe  Papacy  in  the  formulations  of 
the  Second  Vatican  Council  have  biven  se¬ 
cular  leaders  the  courage  to  speak  out 
against  him  in  a  manner  they  would  not 
have  dared  a  short  time  ago. 

An  official  of  the  Afrikaans-speaking  cultural 
group  in  South  Africa  recently  charged  that  im¬ 
migration  from  Italy,  Portugal  and  Greece  was 
“threatening  the  culture,  religion  and  way  of 
life  of  the  country’s  Afrikaners.”  The  allegations 
were  made  by  J.  F.  Dutoit,  chairman  of  the  Fed¬ 
eral  Council  of  Action  Committee.  He  said  he 
especially  objecte  dto  the  immigration  of  Cath¬ 
olics  who  “never  became  assimilated  into  the 
Afrikaans  group.” 

The  European  Catholics  should  take  this  as 
a  compliment,  because  what  he  really  was 
saying  was  that  the  immigrants  could  not 
be  depended  on  to  accept  the  prejudices  of 
the  South  Africa  whites. 

The  mayor  of  Camden,  N.  J.,  Alfred  R.  Pierce, 
recently  said  that  some  churchmen  are  “too 
busy  swatting  each  other  to  get  into  the  good 
faith  against  the  great  evils  we  face  today.” 
Speaking  to  the  anual  meeting  of  the  Lord’s 
Day  Alliance  tof  the  U.  S.,  Mayor  Pierce  said 
he  felt  lonely  in  some  of  the  battles  he  helped 
to-  fight  in  the  much-publicized  “clean-up  of 
corruption.” 

We  are  not  informed  of  the  details  of  this 
mayor’s  “clean-up  campaigns,”  but  we  do 
not  believe  the  absence  of  the  cooperation 
of  Churchmen  was  due  to  the  fact  that  they 
were  “too  busy  swatting  each  other.  It  is 
our  conviction  that  there  is  a  minimum  of 
this  kind  of  bigotry  today.  It  could  be  that 
the  churchmen  had  some  ideas  of  their  own 
about  the  reforms  that  were  relevant  at  the 
time. 

Father  Leo  Van  den  Berg,  now  on  assignment  at 
St.  Louis  Cathedral  in  New  Orleans,  tells  an  in¬ 
teresting  story  of  attending  a  Requiem  Mass  of¬ 
fered  for  the  repose  of  his  soul  at  a  mission  sta¬ 
tion  in  Congo.  Erroneously  reported  slain  in  the 
village  where  he  served,  he  returned  three  days 
later  to  find  fellow  missioners  engaged  in  his 
memorial  service. 

He  expects  to  be  reassigned  to  Africa,  where 
he  should  have  quite  a  story  to  tell  to  his 
congregations. 

Fish  is  still  the  main  fare  on  many  Roman  Cath¬ 
olic  dinner  tables  on  Friday  despite  the  recent 
lifting  of  the  meat  ban,  according  to  the  Gallup 
Poll.  Almost  four  Catholics  of  every  10  inter¬ 
viewed  said  they  plan  to  keep  Friday  as  a  day 
of  abstinence. 


The  Episcopal  Diocese  of  Western  North 
Carolina  has  officially  called  on  the  state 
legislature  to  legalize  consumption  of  liquor 
outside  the  home.  At  its  annual  convention 
in  Asheville,  they  adopted  a  resolution  which 
stated  that,  “in  the  interest  of  responsible 
citizenship  seeking  laws  that  are  reasonable 
and  enforceable,  be  it  resolved  that  this  con¬ 
vention  petition  the  Legislature  of  the 
State  of  North  Carolina  to  legalize  the  con¬ 
sumption  of  liquor  outside  the  home. 

Dr.  Franklin  Clark  Fry,  president  of  the  Luther¬ 
an  Church  in  America,  said  in  Atlanta  that  while 
criticisms  of  the  church  will  continue  and  even 
intensify,  the  end  results  will  be  positive  benefits 
to  Christianity.  “Church  members,”  he  stated, 
“are  becoming  stirred  by  the  critical  attention 
that  continues  to  be  focused  on  the  church,  and 
they  are  more  articulate  and  are  understanding 
the  stance  they  must  take  as  Christians.” 


HOUSTON,  Texas  —  Three  astronauts  fly  their 
jets  over  Webster  Presbyterian  church  in  pilots’ 
tribute  to  Lt.  Comdr.  Roger  B.  Chaffee  who  died 
with  two  comrades  in  the  Apollo  1  spacecraft  at 
Cape  Kennedy,  Fla.  The  jets  flew  a  traditional 
diamond  formation  with  one  point  vacant  in  mem¬ 
ory  of  Comdr.  Chaffee.  Memorial  services  were 
conducted  in  the  church  by  the  Rev.  Ernest  A. 
Dimaline,  pastor.  Services  for  other  astronauts 
were  held  in  Seabrook  Methodist  church.  They  were 
Col.  Virgil  I.  Grissom  and  Lt.  Col.  Edward  H. White, 
2nd. 

The  conclusion  reached  at  the  Southern  Re¬ 
gional  Sister  Formation  Conference  held  in 
San  Antonio  was  that  renewal  not  only 
means  modernizing  habits  and  other  ex¬ 
ternals,  but  a  true  and  orderly  reformation 
from  within  of  both  the  individual  religious 
and  the  individual  religious  community.  (In 
other  words,  they  feel  they  must  change 
their  habits  as  well  as  their  habits.) 


For  the  second  time  in  five  years  the  Bap¬ 
tist  General  Convention  of  Texas  has  voted 
against  permitting  its  nine  colleges  and  uni¬ 
versities  in  the  state  to  accept  federal  loans 
for  building  construction.  Acceptance  of 
federal  loans  had  been  recommended  by  a 
special  13-member  church-state  committee. 

An  increasing  number  of  cooperative  activities 
between  the  Roman  Catholic  Church  and  the 
National  Council  of  Churches  was  predicted  by 
Dr.  R.  H.  Edwin  Espy,  chief  administrative  of¬ 
ficer  of  the  NCC,  speaking  at  the  eighth  general 
assembly  of  the  Delaware  State  Council  of 
Churches.  He  said,  “In  the  next  decade,  it  will 
be  unthinkable  that  the  National  Council  of 
Churches  will  undertake  any  project  without  con¬ 
sidering  its  appropriate  relationship  to  programs' 
of  the  Roman  Catholic  Church. 

People  who  go  too  far  in  demanding  legal 
facilities  for  abortion  came  under  fire  from 
the  Archbishop  of  Canterbury.  Dr.  Arthur 
Michael  Ramsey,  in  his  presidential  address 
to  the  Convocation  of  Canterbury.  He  said, 
“We  know  that  some  people  desire  legal  fa¬ 
cilities  for  abortion  going  far  beyond  any  of 
the  current  proposals  and  would  like  to  make 
abortion  lawful  virtually  at  will.  This  is  to 
revert  to  the  state  of  things  in  the  ancient 
world  before  Christianity.” 

Dr.  Robert  Michaelsen,  chairman  of  the  religious 
studies  department,  University  of  California  in 
Santa  Barbara,  said  that  there  is  a  “quiet  revo¬ 
lution”  of  increasing  interest  in  the  study  of  re¬ 
ligion  and  theology  in  U.  S.  universities.  He  as¬ 
serted,  “What  we  are  seeing  is  evidence  of  the 
interest  of  a  bright,  generally  serious-minded 
and  sometimes  deeply  troubled  student  genera¬ 
tion.” 

The  New  York  State  Council  of  Churches 
has  announced  its  support  of  a  series  of  bills 
in  the  New  York  State  Legislature  which 
would  control  the  serving  of  liquor  by 
householders  to  minors  other  than  their  own 
diildren.  The  Council  also  opposed  legisla¬ 
tion  which  would  prohibit  the  location  of 
rehabilitation  centers  for  drug  addicts  near 
schools  or  places  of  worship  or  in  residen¬ 
tial  areas. 

Pope  Paul  VI  is  expected  to  announce  shortly 
the  verdict  in  an  ecclesiastional  trial  involving 
illicit  use  of  psychoanalysis  by  a  Benedictine  prior 
in  Mexico.  The  trial  was  conducted  secretly  by 
the  Vatican.  The  defendant  is  Belgian-born  Fath¬ 
er  Gregoire  LeMercier  of  St.  Mary  of  the  Resur¬ 
rection  monastery  in  Cuernavaca.  He  was  charged 
with  violating  a  ruling  which  stipulates  that 
ecclesiastics  can  not  practice  analysis  and  can 
only  consult  psychoanalysts  “for  a  grave  reason” 
and  with  the  permission  of  their  bishop  or  su¬ 
perior. 

A  New  York  University  professor  of  Con¬ 
stitutional  law  recently  told  an  Episcopal 
lawyers’  group  in  New  York  that  tax  exemp¬ 
tion  of  church  property  is  “probably”  not 
constitutional  and  would  be  difficult  to  de¬ 
fend  legally.  Prof.  Robert  F.  Cushman  said 
“It  is  really  aid  to  religion — I  don’t  think 
you  can  get  around  the  fact.” 


A  prominent  Catholic  composer  had  resigned 
in  protest  from  two  major  Church  units  in 
England  —  the  National  Commission  for 
Church  Music  and  the  Translation  Commit¬ 
tee  of  the  National  Liturgical  Commission. 
Anthony  Milner  said  his  resignation  from  the 
Music  Commisison  was  spurred  by  “delays, 
inefficiency  and  needless  secrecy  in  which 
its  affairs  are  involved.” 
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A  Report 
from  New  Orleans 
Inner-City  Parish 

by  the  Rev.  Rupert  D.  Coles 

In  one  of  our  former  reports  we 
spoke  briefly  of  our  Interracial  Dia¬ 
logue  group.  In  this  report  we  will 
tell  you  a  bit  more  about  this  project. 

Our  dialogue  groups  have  been  or¬ 
ganized  to  meet  the  need  for  contact 
between  the  races.  Inner  City  churches, 
except  for  Second  church,  are  located 
in  areas  of  high  Negro  population.  All 
Methodist  churches  face  the  prospect 
of  abolition  of  the  Central  Jurisdiction. 
This  will  mean  regrouping  of  South 
Central  and  Central  Jurisdiction  church¬ 
es  under  one  Episcopal  head.  It  will 
mean  a  closer  relationship  of  leaders 
of  churches  from  both  jurisdictions. 

One  of  the  greatest  problems  of  the 
relationship  of  races  is  that  of  unfa¬ 
miliarity.  Different  ethnic  groups  do 
not  understand  one  another  and,  as  a 
result,  cannot  communicate  very  ef¬ 
fectively.  There  may  even  be  a  certain 
amount  of  suspicion  because  we  all 
seem  to  distrust  that  which  is  differ¬ 
ent  from  us. 

Thus  our  interracial  dialogue  groups 
are  intended  to  give  us  better  under¬ 
standing  and  appreciation  of  one  an¬ 
other.  The  size  of  groups  are  kept  small 
so  there  can  be  greater  involvement  of 
members.  It  seems  the  members  of  the 
groups  make  a  special  effort  to  make 
themselves  known  and  to  understand. 

Topics  for  discussion  have  varied  and 
have  been  progressive.  Our  first  meet¬ 
ing,  since  it  was  just  before  Christmas, 
was  spent  telling  of  some  of  our  most 
familiar  Yuletide  exner iences.  At  our 
next  meeting  we  considered  some  of 
the  principles  by  which  strangers  get 
to  know  one  another.  Groups  discussed 
the  nature  of  Christian  love  at  our 
third  meeting.  We  will  carry  on  our 
study  of  Christian  love  by  using  I  Cor¬ 
inthians  13  as  a  basis  for  discussion  at 
our  fourth  meeting. 

Have  the  meetings  been  worthwhile? 
Members  who  attend  seem  to  think 
so.  Attendance  has  grown  from  the 
thirteen  who  attended  the  first  meet¬ 
ing  to  the  fifty-seven  who  attended  the 
third  meeting. 

All  persons  are  invited  to  participate 
in  this  endeavor.  For  information  and 
schedules  of  future  meetings  call  the 
Inner  City  office  in  New  Orleans,  523- 
0450. 
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CHICAGO 

( Continued  from  page  1 ) 

A  general  orientation  schedule  was 
used  Friday  afternoon,  following  reg¬ 
istration  and  welcome  by  the  group 
leaders,  with  the  various  section  di¬ 
rectors  bringing  the  laymen  up  to  date 
on  the  following  new  programs  and 
new  ideas  in  lay  work:  John  Hereford, 
Methodist  men;  Charles  Kellogg,  lead¬ 
ership  development  and  communica¬ 
tions,  and  Charles  Sorenson,  steward¬ 
ship  and  finance. 

In  the  lay  speaking  workshop  a  pan¬ 
el  discussion  was  held  on  current  train¬ 
ing  programs  in  this  field  in  various 
conferences.  Among  the  panelists  were 
two  area  people,  Ken  Rigby  of  Shreve¬ 
port  and  Max  Mobley  of  the  Central 
Texas  Conference  from  Fort  Worth 

The  Triday  evening  speaker  was  Dr. 


Leaders  in  Ruston  District  February 
Workshop  on  Mental  Health  included: 
the  Rev.  Byrd  Terry,  district  director 
of  Social  Concern;  Dr.  Henry  Rickey, 
district  superintendent;  and  Dr. 
George  Ivey  of  Camden,  resource 
leader. 


Elmer  Thompson,  of  the  division  of 
the  local  church,  General  Board  of 
Education.  His  topic  was  "Theological 
Aspects  of  Leadership.”  Saturday  morn¬ 
ing,  the  conference  lay  leaders  heard 
Ed  Zelley,  regional  sales  representa¬ 
tive  of  the  Methodist  Publishing  House, 
speak  on  use  of  modern  methods  of 
communications.  The  lay  speaking 
workshop  featured  an  open  forum  on 
lay  schools  of  theology  around  the 
country. 

Later  in  the  morning,  both  groups 
gathered  together  to  share  one  of  the 
high  moments  of  the  meeting:  a  panel 
discussion  on  the  subject  "Opening 
Clear  Lines  of  Communication  between 
Pastoral  and  Lay  Leadership."  Panel¬ 
ists  included  two  ministers,  Dr.  Clifford 
Lott,  of  the  General  Board,  formerly 
of  South  Iowa  Conference,  and  the  Rev. 
Frank  Countryman,  Central  Methodist 
Church,  Skokie,  HI.;  and  two  laymen, 
Bernard  Shashaquay,  conference  lay 
leader,  Louisiana.  A  spirited  discussion 
followed  the  talks,  and  some  of  the 
many  difficulties  in  this  area  were 
spelled  out. 

The  snow  and  bad  weather  were  re¬ 
sponsible  for  part  of  the  Saturday  after¬ 
noon  program  being  postponed  when 
Charles  Sorenson  was  unable  to  reach 
the  hotel  to  talk  on  "Sociological  and 
'  Psychological  Aspects  of  Leadership.” 

Dr.  Gilbert  Stout,  comptroller  or  the 
General  Board  of  Lay  Activities,  then 
presented  a  talk  to  the  lay  leaders  on 
ideas  to  finance  a  Board  of  Lay  Ac¬ 
tivities  program  and  preparing  a  bud¬ 
get,  while  the  lay  speakers  workshop 
had  a  roundtable  discussion  on  fields  of 
service  for  lay  speakers.  The  afternoon 
session  ended  with  a  panel  with  the 
subject  "Some  approaches  for  deepen: 
ing  the  spiritual  life  of  laymen.” 

Dr.  George  Ross  Freeman,  assistant 
to  the  dean  and  director  of  field  ser¬ 
vices,  Candler  School  of  Theology, 
Emory  University,  Atlanta,  spoke  at 
the  evening  meal,  which  was  attended 
by  the  entire  group  including  all  the 
general  board  staff  and  their  wives. 
Dr.  Clare  M.  Pettit,  president  of  the 
General  Board,  was  also  present. 

Sunday  morning  Dr.  Robert  G.  May- 
field,  general  secretary  presided  at  a 
group  meeting  which  also  heard  talks 
by  Miss  Gene  Maxwell,  regional  sec¬ 
retary,  Woman's  Division,  General 
Board  of  Missions,  and  Dr.  Leonard 
Sorg,  national  president,  Evangelical 
United  Brethren  Men.  The  subject  was 
titled  “The  Road  Ahead,"  and  sum¬ 
marized  the  tremendous  changes  which 


The  Rev.  Ed  Thomas  (left),  pastor 
of  First  Methodist  Church,  Minden, 
visits  with  Dr.  Clarence  Snelling  of 
Miff  School  of  Theology,  Denver, 
Colorado.  Dr.  Snelling  was  the  in¬ 
structor  in  an  Adult  Leadership 
Training  Course  held  in  the  Minden 
Church. 


BOSSIER  CITY 

( Continued  from  page  1) 

which  will  have  four  lanes.  The  church" 
site  is  on  old  Minden  Road. 

Thomas’  plans  call  for  a  housing  de¬ 
velopment  of  360  homes,  a  motel  and 
an  apartment  project.  The  homes  will 
range  in  price  from  $17,000  to  $27,000.- 

In  addition  to  the  membershijj  po< 
tential  here,  the  move  puts  the  Bos¬ 
sier  church  where  its  people  already 
are.  The  congested  area  where  it  is  now 
located  has  no  future  as  a  residential 
area. 

The  First  Methodist  Church  of  Bos¬ 
sier-  City  has  not  let  its  geographical 
handicaps  stop  it  from  growing,  but 
it.  Had  reached  the  place  of  having  no¬ 
where  else  to  go.  Across  the  street  from 
the  church  are  two  banks  and  their 
parking  lots.  The  church  building  faces 
Ogilvie,  a  street  a  block  from  a  main 
highway  through  Bossier;  the  children's 
building  had  to  be  put  on  the  opposite- 
corner  of  the  property.  Next  to  it  are 
two  residences,  on  property  the  church - 
Ksd-  attempted  to  obtain  with  no  s*kv 
eess. 

On  Sunday,  the  bank  parking  lots 
are  available  to  the  congregation,  but 
during  the  week  there  is  no  parking 
space  around  the  church.  Members, 
coming  in  from  the  suburbs,  have  to 
drive  through  heavy  traffic,  with  sev¬ 
eral  stop  signs,  and  are  often  delayed 
by  a  train. 

In  addition  to  this,  the  present  build¬ 
ing  cannot  accommodate  the  whole  con¬ 
gregation  at  once. 

The  church  was  constructed  in  1949 
and  the  children’s  building  in  1956. 
Just  before  Mr.  Thomas'  offer  came,  a 
fund-raising  campaign  for  further  ex- 


are  characteristic  of  life  in  the  latter 
half  of  the  twentieth  century,  and  es¬ 
pecially  those  changes  which  are  bring¬ 
ing  men  together  in  the  work  of  Jesus 
Christ  and  His  Church. 

The  National  workshop  ended  fol¬ 
lowing  this  presentation,  and  the  group 
was  invited  to  worship  services  at  the 
Chicago  Temple,  Dr.  Robert  P.  Pierce, 
pastor. 

In  spite  of  the  36  inches  of  snow 
which  clogged  the  city  the  week  prior 
to  the  meeting,  close  to  a  hundred  men 
attended  the  combined  workshops,  in¬ 
cluding  Tom  Matheny,  Ken  Rigby  and 
Cecil  Bland  from  the  Louisiana  Con¬ 
ference. 


pansion  was  beginning.  This  plan,  for 
a  recreation  building  or  fellowship  hall 
just  behind  the  church,  was  immediate¬ 
ly  dropped. 

The  fund-raising,  however,  did  not 
stop.  Mr.  Fraser  said  that  25  per  cent 
of  the  money  needed  to  purchase  the 
new  site  has  already  been  received  in 
advance  gifts. 

Backing  up  the  argument  for  the 
move  are  figures  obtained  from  a  week¬ 
ly  publication,  Merchants  Greeters  Ser¬ 
vice,  to  which  the  church  subscribes. 
Its  figures  indicate  that  no  new  Meth- 
pdist  families  are  moving  into  the 
downtown  section.  The  new  site  is  right 
in  the  center  of  the  newest  residential 
areas  where  most  of  the  members  of 
First  Church  now  reside,  and  where 
new  families  will  reside. 

The  old  site  is  difficult  to  find,  and 
difficult  to  get  to.  The  new  one  will 
be  served  by  the  five  main  arteries. 

Only  eight  Methodists  moved  into 
the  area  around  the  church  in  the  last 
two  years.  In  contrast,  in  the  areas 
surrounding  the  new  site,  there  were 
157  in  Greenacres;  230  in  Waller, 
where  the  church  will  be,  121  in  Cen¬ 
tral  Park;  and  319  in  Shady  Grove. 

First  Methodist  Church  Bossier  City 
began  in  1910  with  five  members.  At 
that  time,  its  location  was  in  the  cen¬ 
ter  of  town.  The  membership  has 
grown  to  1,100,  with  the  addition  of 
300  members  since  Mr.  Fraser  came 
there. 

The  postmaster  and  police  chief  of 
Bossier  City  and  the  chairman  of  the 
parish  school  board  are  all  members  of 
First  Methodist  Church.  They  were 
among  the  leaders  in  promoting  sup¬ 
port  for  the  move,  as  were  the  district 
superintendent,  the  Rev.  George  F. 
Pearce,  Jr.,  and  J.  L.  Saxon  of  Shreve¬ 
port,  chairman  of  the  District  Commit- 
tee  on  Church  Location. 
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CURRICULUM  RESOURCES 

AVAILABLE  FROM  COKESBURY 

The  following  curriculum  resources, 
prepared  through  the  Editorial  Divi¬ 
sion  for  the  Board  of  Education,  are 
available  from  Cokesbury  in  your  area. 

Preparing  for  a  New  Day,  by  Har¬ 
old  D.  Minor  and  Harold  L.  Fair. 
Issued  by  Graded  Press.  15  cents.  De¬ 
signed  as  a  special  unit  to  introduce 
the  two-year  series  Foundation  Studies 
in  Christian  Faith,  this  study  will  be 
featured  in  adult  classes  in  April,  1967, 
and  thereafter.  Some  of  the  questions 
discussed  are,  How  do  adults  learn  ? 
How  are  they  motivated?  What  is  man? 
What  is  salvation?  What  is  the  church’s 
function  in  today’s  world?  The  authors, 
both  of  whom  are  on  the  staff  of  the 
Editorial  Division,  have  included  sug¬ 
gestions  for  materials,  additional  re¬ 
sources,  and  group  discussion  and  ac¬ 
tivity, 

Light  From  My  Bible  for  Today,  by 
Dorothy  Webber  Caton.  Published  for 
the  Cooperative  Publication  Association 
by  Abingdon  Press.  Teacher’s  guide, 
$1.25;  pupil’s  book,  35  cents;  teaching 
packet,  $1.75.  This  vacation  church 
school  material  for  juniors  seeks  to 
develop  attitudes  for  friendliness,  sym¬ 
pathy,  and  courage  as  part  of  the  Chris- 
tion  character.  Planned  for  ten  sessions, 
it  includes  stories  from  the  Bible  and 
present-day  life,  some  of  them  about 
jealousy,  prejudice,  and  intimidation, 
which  juniors  may  have  experienced. 
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Comment 

SECRETARY  OF  PROGRAM  MATERIALS 

Before  we  know  it,  the  April  drive  for  new,  combined  subscriptions  to 
the  METHODIST  WOMAN  AND  WORLD  OUTLOOK,  will  be  here.  Now 
is  the  time  to  be  planning  for  action.  Now  is  the  time  to  be  urging  every  member 
of  the  Woman’s  Society  to  subscribe  to  the  METHODIST  WOMAN,  and  every 
family  of  the  church  to  subscribe  to  the  WORLD  OUTLOOK. 

The  theme  for  this  drive  will  be  "New  Dimensions  in  Mission.”  Some 
new  materials  that  will  add  dimensions  to  your  reading  and  thinking  are: 

The  1966  Report  of  the  Board  of  Missions,  which  graphically  delineates 
all  phases  of  the  work  of  the  Board.  It  includes  the  report  of  the  Woman’s 
Division.  Every  society  and  Wesleyan  Service  Guild  should  have  at  lease  one 
copy  on  hand  to  use  as  a  program  resource.  In  attractive  new  format,  the 
1967  Prayer  Calendar  has  vignettes  of  information  about  mission  work  around 
the  world,  as  well  as  listings  of  the  missionaries  and  workers.  A  new  Handbook 
of  the  World  Federation  of  Methodist  Women,  1966-1971,  will  help  us  under¬ 
stand  the  work  of  Methodist  women  everywhere.  This  is  illustrated,  and  is  a 
record  of  the  past,  an  account  of  the  Assembly  held  in  London  in  August, 
1966,  as  well  as  a  list  of  all  unit  members,  A  new  booklet  on  the  work  of 
the  Committee  on  Nominations  is  a  musti  for  every  society.  Now  at  last  we 
have  a  guide  book  for  the  work  of  this  important  committee.  It  is  urged  that 
everyone  read  the  book  by  Dr.  Albert  C.  Outler,  That  the  World  May  Relilevel 
in  preparation  for  our  study  on  Ecumenicity  next  year.  All  of  these  books  may 
be  purchased  in  the  Book  Room  at  the  Annual  Meeting  of  the  Woman’s 
Society  in  Lake  Charles,  March  15-17,  1967. 

Evaluation  reports  for  the  second  report  period  will  be  mailed  in  late 
March  or  early  April,  to  the  local  Secretary  of  Program  Materials.  If  you  didn’t 
receive  these  report  blanks  last  September,  please  notify  Sservice  Center  now, 
giving  name  and  address  of  the  church,  name  and  address  of  the  Secretary  of 
Program  Materials  (or  the  person  who  is  assuming  this  responsibility). 

Our  Conference  has  just  received  a  new  film  strip  entitled  "The  Walls 
Come  Tumblin’  Down”  which  updates  the  old  filmstrip  "Toward  an  Inclusive 
Church.”  This  is  issued  by  the  Section  on  Christion  Social  Relations,  and  includes 
a  guide,  record  and  two  pamphlets.  For  further  information  on  this  write  to 
Mrs.  C.  B.  McGowan,  2081  Ferndale,  Baton  Rouge,  La. 

As  Mrs.  Wegner  of  Service  Center,  says:  "Let  us  add  new  dimensions  to  our 
reading,  our  thinking  and  our  action  in  1967.” 

Mrs.  Robert  Reich, 
Conference  Secretary  of 
Program  Materials 
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THE  VIVIAN  WOMAN’S  Society  of 
Christian  Service  entertained  the  "Sen¬ 
ior  Teen”  ladies  of  the  community  with 
a  valentine  party  on  Feb.  13,  at  3:15 
p.m.  The  social  hall  of  the  church  was 
gaily  decorated  with  "hearts  and  flow¬ 
ers”  for  the  occasion.  Valentine  cor¬ 
sages  were  presented  to  each  Senior- 
Teen  present.  Mrs.  M.  H.  Kibler  is 
president  of  the  Vivian  Society. 

AN  ESSAY  CONTEST  was  sponsored 
by  the  Woman’s  Society  of  Port  Barre 
Church  in  January.  MYF  members 
wrote  on  the  subject:  "Alcohol,  Person¬ 
al  and  Social  Responsibilities.”  The 
MYF  was  divided  into  two  groups  and 
four  contestants  entered  from  each 
group.  Judges  were:  Dr.  J.  Henry  Bow- 
don,  Lafayette  district  superintendent; 
Charles  Flurry,  with  the  Louisiana  Mor¬ 
al  and  Civic  Foundation;  and  Earl  Tay¬ 
lor,  an  attorney  from  Opelousas.  Win¬ 
ners  of  the  Junior-High  division  were 
Barbara  Stoute,  first,  Melony  Dunbar, 
second,  and  Johnnie  Strozier,  third. 
Senior-High  winners  were:  Linda 
Chevallier,  first,  Bobby  Strozier,  sec¬ 
ond,  and  Rita  Strozier,  third.  Prizes 
of  five,  three,  and  two  dollars  were 
given.  The  pastor  is  the  Rev.  J.  D. 
Strozier. 

A  ONE  DAY  MISSION  tour  carried 
two  cars  of  members  from  Denham 
Springs  to  New  Orleans  recently  where 
they  visited  St.  Mark’s  Community  Cen¬ 
ter,  PeoplesDay  Nursery  and  the  Meth¬ 
odist  Home  Hospital. 


COLUMBIA  COUPLE  GIVEN 
GOLDEN  WEDDING  PARTY 
The  ladies  of  the  Columbia  Method¬ 
ist  Church  surprised  Mr.  and  Mrs.  Lee 
Wells  with  a  lovely  informal  anniver¬ 
sary  party  on  Tanuary  tenth.  While  the 
honorees  rode  unsuspectingly  with 
a  neighbor,  their  home  was  beautifully 
decorated  with  lovely  floral  arrange¬ 
ments,  the  gifts  of  friends. 

On  their  return  they  were  enthusiast¬ 
ically  greeted  by  their  little  grand¬ 
daughter,  Sally  Beraud,  their  daughter, 
Mrs.  Paul  Beraud,  of  Lafayette,  their 
niece,  Mrs.  Frank  Massingill,  of  Brook- 
haven,  Miss.,  other  relatives,  and  many 
friends. 

Married  in  Portland,  Ark.,  Jan.  10, 
1917,  the  Wells  have  made  Columbia 
their  home  for  many  years — years  of 
service  to  their  church  and  their  com¬ 
munity.  Many  young  adults  today 
throughout  the  state  are  active  in  church 
work  today  because  of  the  training  and 
inspiration  they  received  when  Mrs. 
Wells  was  a  leader  of  the  Young  Peo¬ 
ple’s  group. 


Mr.  and  Mrs.  Lee  Wells  at  Columbia 
Golden  Wedding  party. 


Deaconess  Board  Announces  Speaker 


Norma  Garlington,  left,  is  chairman  of 
the  Louisiana  Deaconness  Board.  Diane 
Haney,  center,  is  a  U.S.-2  teaching  at 
Sager-Brown  School,  and  Barbara  Boulting- 
house  is  a  deaconess  teaching  at  Sager- 
Brown. 


TWO  MEMBERS  HONORED 
BY  HOUMA  GUILD 

Two  members  of  the  Wesleyan  Ser¬ 
vice  Guild  of  the  Houma  First  Church 
were  honored  by  being  presented  Life 
Membership.  Mrs.  Mildred  Robinson 
and  Mrs.  Virginia  Wade  Ryder  received 
the  certificates  and  were  pinned  by 
Mrs.  Alice  Crenshaw,  treasurer  for  the 
local  Guild.  These  presentations  were 
made  Tuesday  night,  Jan.  10,  at  the 
annual  Guild  Night  Banquet,  held  at 
Yot’s  Steak  House. 

Mrs.  Joy  Turner,  president,  presided 
and  introduced  Jerry  Moon,  director 
of  Dulac  Community  Center  at  Dulac, 
which  is  financed  100  percent  by  Meth¬ 
odist  Churches.  Mr.  Moon  spoke  of 
the  growth  of  the  Center  since  its  in¬ 
ception  in  1932.  Today  the  Center 
boasts  of  modern  buildings  and  an  ex¬ 
panded  program  that  includes  the  needs 
of  children  of  all  ages,  spiritually,  edu¬ 
cationally,  and  culturally.  Mr.  Moon 
showed  slides  of  the  physical  facilities 
of  the  Center  as  well  as  the  activities. 
At  the  present  time  there  are  104  four 
and  five  year  old  children  in  the  pre¬ 
school  program.  The  scope  of  education 
ranges  from  these  pre-schoolers  through 
the  teens,  with  even  some  adults  in¬ 
cluded.  Mr.  Moon  stated  that  he  and 
members  of  the  board  expect  to  have 
Open  House  in  March  in  order  that 
the  public  can  view  the  new  facilities. 

Miss  Arlene  Merritt  of  New  York,  a 
program  consultant  for  Community 
Centers  of  the  Board  of  Missions  of 
The  Methodist  Church,  was  a  special 
guest  at  the  dinner. 


Miss  Betsy  K.  Ewing  of  New  York 
will  attend  the  meeting  of  the  Lou¬ 
isiana  Conference  Deaconess  Board 
March  13  as  a  representative  of  the 
Board  of  Missions. 

She  is  executive  secretary  of  deaconess 
work  for  the  board’s  National  Division. 

She  is  a  former 
alumnae  secretary 
and  also  former 
dean  of  Scarritt  Col- 
lege,  Nashville, 
Tenn. 

A  deaconess  is  a 
woman  who  "de¬ 
votes  herself  to 
Christlike  service 
under  the  direction 
of  the  church”  and  who  has  been  li¬ 
censed,  consecrated  and  commissioned 
by  a  bishop. 

Methodist  deaconesses  in  Louisiana 
work  in  churches,  schools,  hospitals  and 
homes. 

The  Louisiana  Conference  board  will 
begin  its  meeting  at  10  a.m.  March 
13  at  the  First  Methodist  Church  in 
Lake  Charles.  Miss  Norma  Garlington 
of  Lake  Charles,  a  director  of  Christian 
education,  is  chairman.  The  conference 
Woman’s  Society  also  has  representa¬ 
tives  on  the  board. 

Miss  Ewing  will  lead  a  general  dis¬ 
cussion  of  the  deaconess  work  in  Lou¬ 
isiana  and  of  the  deaconess  role  in 
Methodist  studies  of  the  layman’s  rela¬ 
tion  to  the  church  and  of  all  church- 
related  occupations. 

Two  deaconesses  on  the  board  teach 
at  Sager-Brown  School  near  Lafayette, 
La.;  one  is  on  the  staff  of  Dulac  Com¬ 
munity  Center,  and  one  is  at  the  Meth¬ 
odist  Home-Hospital  in  New  Orleans. 


Mrs.  Mildred  Robinson  and  Mrs.  Vir¬ 
ginia  Wade  Ryder  were  honored  by  the  Hou¬ 
ma  Guild  with  the  presentation  of  Life  Mem¬ 
berships.  Mrs.  Alice  Crenshaw,  treasurer, 
presented  the  certificates  and  pins. 


Some  of  those  attending  the  Houma  First  Church  joint  meeting  of  guild  and  society 
are  pictured.  Jerry  Moon,  standing  at  right,  was  the  guest  speaker. 
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Redefining  “Wealth” 
and  “Security” 

By  W.  W.  Reid 


Many  years  ago  now,  at  a  meeting 
of  the  first  "social  concern”  committee 
of  which  1  was  a  member,  we  had  a 
"conference  on  poverty,”  presided  over 
by  a  well-known  college  professor.  He 
had  been  holding  forth  to  the  commit¬ 
tee  the  idea  of  a  basic  wage  for  every 
family  head,  with  some  "allowances”" 
for  the  number  of  children,  and  some 
differentiation  for  community  "dear¬ 
ness,”  and  for  costs  of  college  educa¬ 
tion  where  families  considered  college 
essential. 


In  our  commit¬ 
tee  there  was  one 
older  member 
who  had  as  much 
of  "this  world’s 
goods”  as  per¬ 
haps  all  the  rest 
of  us  put  togeth¬ 
er.  Under  the 
American  (or 
western)  capital¬ 
istic  system  he  had  acquired  it  hon¬ 
estly,  and  legally,  and  he  was  gener¬ 
ous  toward  worthy  causes  that  inter¬ 
ested  him.  His  question  to  the  profes¬ 
sor:  "Of  course,  you  would  give  greater 
reward  to  men  of  greater  capacity, 
wouldn’t  you?” 


on  a 


wide 


circuit 


Before  the  professor  had  time  to 
answer  to  that  one,  I — the  fledgling — 

fiiped  up:  "Perhaps  if  each  child  real- 
y  had  equal  opportunity,  and  was  able 
to  share  equally  in  what  is  necessary 
to  life,  it  might  not  be  that  some 
would  seem  to  have  greater  capacity 
than  others.”  And  I  suggested  that  the 
ability  to  garner  more  money  (which 
was  what  he  really  meant  by  "greater 
capacity”)  is  usually  due  to  the  meet¬ 
ing — often  by  chance — of  two  or  more 
situations  (even  "demand  and  supply”) 
rather  than  any  greater  ability  of  him 
who  acquires. 

To  this  day  I  can  still  hear  the  audi¬ 
ble  sneer  that  greeted  this  my  "maiden 
speech”  on  a  social  question.  (I  should 
say,  however,  that  the  gentleman  men¬ 
tioned— long  since  deceased  —  and  I 
later  became  close  friends  and  worked 
together  on  many  projects:  he  became 
rather  well-known  as  a  "liberal  church¬ 
man  socially.”) 

Perhaps  I  would  state  it  somewhat 
differently  today,  but  I  still  believe  that 
much  of  so-called  "success”- — especial¬ 
ly  "monetary  success” — is  the  product 
of  a  joining  of  fortuitous  circumstances 
of  which  an  individual  is  able  to  take 
advantage.  And  the  capitalistic  system 
— whether  you  consider  it  America’s 
blessing  or  an  unmitigated  evil — per¬ 
mits  and  produces  circumstances  of 
which  "the  prepared  and  willing”  in¬ 
dividual  may  take  advantage.  Indeed, 
this  same  free  system  that  enables  some 
to  become  wealthy  also  forges  the 
circumstances  by  which  others  are  im¬ 
poverished.  Not  all  the  valedictorians 
achieve  "wealth”  of  any  kind;  not  all 
the  "just  barely  passed”  students  stay 
at  the  bottom  of  any  of  life’s  ladders: 
Dame  Fortune  —  or  perhaps  rather  a 
"society”  which  has  strange  ideas  of 
awards  and  deprivations — sees  to  that. 
...  It  may  not  be  the  best  illustra¬ 
tion,  but  it  is  one  we  have  all  ob¬ 
served:  that  for  every  teacher  made  a 


The  Central  Office  of  Information 
in  Britain  has  been  a  little  concerned 
of  late  about  the  "image”  of  the  aver¬ 
age  "Englishman”  which  Americans, 
and  other  peoples  across  the  world  may 
have. 

It  is  not  entirely  surprising,  because 
we  all  have  a  collection  of  impressions 
about  each  other  which,  although  they 
may  be  wildly  inaccurate,  still  form 
the  basis  upon  which  we  tend  to  think 
about  one  another. 

In  Britain,  I  suppose  that  the  aver¬ 
age  impression  of  Americans  is  that 
they  are  all  ridiculously  rich,  they  drink 
vast  numbers  of  very  dry  Martinis,  they 
practically  all  come  from  Texas  or  New 
York,  and  they  seem  to  get  very  long 
holidays.  And  you  all  know  just  how 
misleading  that  picture  is! 


principal,  for  every  governor  chosen 
president,  for  every  pastor  elected  a 
bishop — one  can  name  a  dozen  or  more 
who,  had  the  post  come  to  them,  would 
have  made  equally  good  at  the  job.  .  .  . 

So  I  have  grave  doubts  about  this 
thing  of  men  of  “greater  capacity”: 
given  equal  opportunity  to  learn  and 
grow,  and  equally  good  inheritance  and 
environment  —  and  the  gap  between 
"cans  and  can’ts,”  the  "have  and  have- 
nots"  will  be  found  very  narrow  or 
non-existent.  This  leads  me  to  a  state¬ 
ment  and  to  a  question:  I  welcome 
the  concept  of  an  anti-poverty  program 
that  is  designed  to  give  equal  oppor¬ 
tunity — for  wealth,  and  education,  and 


The  Methodist  Recorder 

All  Frenchmen  are  great  lovers  — 
whether  they  have  been  eating  garlic 
or  not,  according  to  most  other  Euro¬ 
peans.  And,  apparently  what  happened 
to  worry  the  Central  Office  of  Infor¬ 
mation  was  the  news  that  most  Amer¬ 
icans  thought  that  most  Englishmen 
were  in  the  "Top-hole,  Pip-pip,  Old 
Boy”  category.  The  image  of  the  silly- 
ass,  upper-crust  snob,  it  seems,  dies 
hard. 

We  all  suffer  from  this  image-mis¬ 
take.  Everybody  knows,  for  example, 
that  all  Methodist  ministers  exist  to 
stop  people  from  enjoying  themselves; 
that  all  Methodist  ministers’  wives  are 
badly-dressed  fuddy-duddies;  that  all 
Methodist  laymen  are  thin-lipped  bank¬ 
ers  who  disapprove  of  everything  in 
sight.  You  name  it — we  don’t  like  it. 


health,  and  work — to  every  boy  and 
girl  in  America.  I  believe  that  God  in¬ 
tends  every  child  that  comes  into  the 
world  to  make  some  contribution  to 
human  and  God-to-man  welfare:  and 
it  is  only  by  man’s  withholding  of 
the  child’s  needs  that  this  contribu¬ 
tion  often  does  not  come  to  fruition. 
Call  it  "security,”  or  "acceptance,”  or 
"love,”  it  is  the  child’s  (and  the  man’s) 
inheritance  of  which  society  should  be 
guardian  and  trustee. 

But  is  the  "war  on  poverty”  and 
the  "security”  we  want  all  children  to 
have  to  be  based  on  money  and  the 
perishable  things  money  can  buy?  Are 
we  to  breed  and  train  more  and  more 


At  least,  that’s  how  it  sometimes  seems. 

Perhaps  all  this  under-the-surface 
prejudice  is  made  worse  by  the  isolat¬ 
ing  factors  in  modern  society.  In  Britain 
at  least  this  is  true.  A  lot  of  people 
are  really  concerned  about  the  fact  that 
conditions  of  living  tend  to  exagger¬ 
ate  the  loneliness  which  is  part  of  urban 
mass  society.  This  is  especially  true  in 
the  great  cities. 

A  great  loss  of  community  sense  has 
taken  place  in  recent  years.  People  live 
in  little  boxes,  they  travel  in  little 
boxes  called  cars,  and  there  is  a  tend¬ 
ency  to  keep  this  isolation  right 
through  every  area  of  life. 

One  result  is  that,  instead  of  getting 
to  know  what  people  are  like  at  first 
hand,  we  are  inclined  to  accept  the 
"image”  they  project — or  the  "image” 
which  is  projected  for  them. 

Large  numbers  of  people  are  anx¬ 
ious  about  this,  and  I  have  felt  the  im¬ 
pact  of  this  concern  very  much  of  late. 
Social  workers,  psychiatrists,  doctors, 
have  all  talked  to  me  lately  about  the 
stress  which  people  feel  as  a  result  of 
this  sense  of  depersonalisation. 

Here  is  one  area  in  which  the  Church 
ought  to  be  really  alert.  There  is  a  need 
to  create  new  kinds  of  community  to 
replace  the  sense  of  community  which 
has  broken  down  because  of  the  in¬ 
creased  mobility  of  modern  society. 

(continued  on  page  11) 


millions  to  scramble  up  the  educational 
ladder  only  for  the  pot  of  gold  that 
glistens  at  the  top  ?  Or  in  stamping  out 
physical  poverty,  can  we  not  teach 
(after  we  have  learned)  that  security 
tor  man  is  not  to  be  found  in  gold, 
in  social  status,  in  the  possession  cf 
material  things;  but  that  the  secure 
man,  the  wealthy  man,  the  truly  happy 
man  finds  reward  in  character,  in  ser¬ 
vice,  in  the  righting  of  wrong,  in  the 
use  of  his  "talents,”  be  they  few  or 
many,  and  in  the  expenditure  of  the 
love  and  the  creative  skill  with  which 
he  has  been  endowed. 


/I  Jicufman'l  lAJitneM, 


by  Charles  A.  Stuck/Lay  Evangelist 


THE  CARELESS  CHURCH  MEMBER 

According  to  a  parable  that  Jesus 
told,  Mr.  Midas  Gotrocks  had  it  made. 
He  wore  nothing  but  the  best  tailored 
suits.  He  ate  high  on  the  hog.  And 
he  figured  he  was  pretty  good,  too.  In 
fact  he  figured  God  owed  him  a  lot; 
he  was  such  a  good  citizen.  He  sent 
his  family  to  church  nearly  every  Eas¬ 
ter  and  usually  the  Sunday  before 
Christmas.  But  that  was  enough,  he 
told  his  family.  No  need  to  be  a  re¬ 
ligious  fanatic,  he  said. 

But  this  big  wheel  had  a  problem. 
An  awful  looking  beggar  named  Laz¬ 
arus  used  to  come  and  sit  right  at  his 
front  gate  and  beg.  He  sat  just  outside 
the  property  line  so  Mr.  Gotrocks 
couldn’t  order  him  away.  And  the  fuzz 
were  not  interested  in  tossing  him  into 
the  jail.  After  all,  he  was  not  tres¬ 


passing.  Laz  even  liked  the  jail.  It  was 
warm  and  they  had  fair  food.  Mrs. 
Gotrocks  could  have  given  him  some 
of  the  table  scraps,  but  she  had  to  save 
them  for  the  dogs.  As  far  as  they  were 
concerned,  Laz  could  starve. 

One  day  Mr.  Gotrocks  died.  The 
family  put  on  a  real  show.  They  bought 
the  best  bronze  casket,  hired  uniformed 
pall -bearers  and  sent  a  lot  of  flowers 
to  be  sure  he  would  get  more  than 
others  had  received.  But  all  that  show 
didn’t  help  a  bit.  His  body  went  out 
to  the  cemetery  in  high  style,  but  his 
soul  went  to  hell. 

That  same  month  old  Lazarus  died. 
No  one  came  to  his  funeral.  His  body 
was  buried  in  a  pauper’s  grave.  But 
his  soul  went  to  heaven.  There  he  en¬ 
joyed  fellowship  with  all  the  godly 
people  who  were  already  there. 

This  rich  fellow  was  suffering  plenty. 
It  was  terribly  hot,  and  there  wasn’t  any 
air  conditioning.  He  shouted  to  Abra¬ 


ham,  way  up  in  heaven. 

"Hey,  Father  Abraham!  Send  Laz¬ 
arus  down  here  to  pour  water  on  my 
tongue.  I’m  burning  up.”  Abraham  quit 
talking  with  Lazarus  long  enough  to 
say,  "Don’t  bother  me,  fellow.  You 
weren’t  interested  in  heaven  while  you 
were  on  earth.  It’s  too  late  now  to 
help  you.” 

"But,  Abraham,  if  you  can’t  send 
Lazarus  to  me,  please  send  somebody 
to  tell  all  my  brothers  how  terrible 
hell  it.” 

"It  wouldn’t  do  any  good,  Gotrocks. 
They  have  the  Bible.  If  they  will  not 
pay  any  attention  to  it,  I  can’t  help 
them." 

You  see,  Lazarus  never  had  a  chance 
to  hear  the  word  of  God.  He  was  too 
dirty  to  be  allowed  in  church.  And  no 
one  stopped  to  tell  him  about  how 
much  God  loved  him.  That’s  why  God 
was  patient  with  him  and  not  with' 
Mr.  Gotrocks. 
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•  Nation-wide  project  is  aim 


John  T.  Scopes 

(Photo  by  H.  0.  Wiseman,  Shreveport) 

John  T.  Scopes  and  James  Presley, 
CENTER  OF  THE  STORM,  Holt, 
Rinehart  and  Winston,  Inc. 

In  the  hot  summer  of  1966,  in 
Shreveport,  John  T.  Scopes  decided  it 
was  time  to  tell  his  story. 

In  the  hot  summer  of  1925,  Scopes 
was  the  defendant  in  the  famous  "Mon¬ 
key  Trial”  in  Dayton,  Tenn.,  challeng¬ 
ing  a  state  law  prohibiting  the  teaching 
of  evolution. 

He  considers  himself  an  innocent 
spectator  of  a  one-ring  circus  where 
Clarence  Darrow  and  William  Jennings 
Bryan  performed,  each  for  personal  rea¬ 
sons  having  nothing  to  do  with  him. 
The  Dayton  court  found  him  not  in¬ 
nocent  but  guilty,  and  fined  him  $100. 
(His  later  appeal  reversed  this  verdict.) 

In  the  hot  summer  of  1966,  the  law 
was  still  on  the  books  in  Tennessee 
and  the  issue  was  still  an  issue  in 
Arkansas  schools. 

The  man  to  whom  Scopes  finally 
trusted  his  memoirs  is  James  Presley 
of  Texarkana,  Texas,  who  wasn’t  even 
born  in  1925.  Presley  has  been  a  news¬ 
paperman  and  is  now  a  freelance  writer. 
He  and  Scopes  have  become  close 
friends  since  their  first  meeting  in 
Shreveport,  where  Scopes  lives  in  quiet 
retirement  on  Cross  Lake. 

Once  Scopes  agreed  to  be  the  pawn 
in  the  test  case,  he  only  had  to  sjt 
back  and  watch  and  listen. 

Following  Scopes’  arrest,  William 
Jennings  Bryan  picked  up  his  cue  and 
came  on  stage  as  the  champion  of'  the 
Fundamentalists,  whose  literal  inter¬ 
pretation  of  the  Genesis  story  of  crea¬ 
tion  was  being  shaken.  Darrow  got  in 
the  act  to  jibe  at  Bryan  and  to  de¬ 
fend  Scopes’  fight  for  freedom  because 
Scopes’  ideas  coincided  with  his  own. 

All  the  others  have  told  or  written 
their  stories,  but  Scopes  for  the  first 
time  here  contends  that  although  Dar¬ 
row  got  the  publicity  and  the  largest 
share  of  the  credit  as  defense  counsel, 
it  was  Dudley  Field  Malone  who  real¬ 
ly  cut  Bryan  down,  and  in  these 
memoirs,  he  describes  this  scene  in  de¬ 
tail. 

In  his  youth,  an  experience  in  a 
Sunday  School  class  turned  Scopes  away 
from  the  church.  His  experiences  with 
the  Fundamentalists  in  Dayton  did 
nothing  to  get  him  back.  His  aim  was 
to  strike  a  blow  for  freedom — freedom 


to  think,  to  experience,  to  believe  or 
not  to  believe,  to  go  to  church  or  not 
go,  to  interpret  and  to  expand — -and 
this  aim  he  accomplished,  for  himself 
and — surprisingly  to  them,  probably- — 
for  some  of  the  people  in  the  enemy 
camp. 

This  same  devotion  to  freedom  is 
apparent  as  he  relates  his  memoirs,  and 
the  inspiration  still  there  for  those  who 
will  listen. 

by  Georgia  Daily 


Gutzke,  Mansford  G  —  PLAIN  TALK 

ON  MATTHEW,  Zondervan,  1 966 

245  pages,  $3.95 

Plain  Talk  on  Matthew  is  a  section 
by  section  commentary  on  the  Gospel 
of  Matthew  with  emphasis  on  the  prac¬ 
tical  aspects  of  the  book  and  its  ap¬ 
plication  to  every  day  life.  If  you  read 
this  book  expecting  an  exegetical  treat¬ 
ment  of  the  passages,  you  will  be  dis¬ 
appointed.  Dr.  Gutzke  takes  large  sec¬ 
tions  of  Matthew  and  discusses  them  in 
a  personal  way  using  a  topical  approach 
to  his  expositions.  For  example  he  dis¬ 
cusses  chapters  one  and  two  of  Matthew 
under  the  chapter  "The  Baby  That 
Shook  the  World.”  He  discusses  the 
Passion  narrative  under  several  chapters 
— "Crucial  Days  In  Jerusalem” — "The 
Greatest  Trial  In  History”  and  "The 
Middle  Cross  and  the  Empty  Tomb.” 

The  author  is  extremely  conservative 
in  his  theological  viewpoints  but  he 
is  warmly  evangelistic.  His  purpose  in 
this  Book  is  not  to  provide  another 
Biblical  commentary  on  Matthew  but 
to  make  Jesus  Christ,  and  a  firm  com¬ 
mitment  to  Him,  relevant  in  a  series 
of  heart  to  heart  talks  on  a  devotional 
level. 

Here  in  this  book  are  ideas,  sermon 
thoughts  and  illustrations  for  the  be¬ 
ginning  of  an  excellent  Sunday  night 
series  of  sermons  on  the  Gospel  of 
Matthew. 

Dr.  Gutzke  is  a  member  of  the  fac¬ 
ulty  of  Columbia  Theological  Seminary 
(Presbyterian,  U.  S.  A.)  in  Decatur, 
Georgia. 

— Edward  B.  Hollenbeck 
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MIF  CONTINUES 
HIGH  INTEREST  RATE 

An  interest  date  of  5V2  Per  cent 
will  be  continued  by  the  Methodist  In¬ 
vestment  Fund,  at  least  until  Novem¬ 
ber  30,  1967,  according  to  action  taken 
by  the  Fund’s  board  of  directors  at  a 
meeting  on  January  31  in  Philadelphia, 
Pa.  This  favorable  rate  of  interest  has 
been  paid  regularly  since  December, 
1965,  and  is  credited  with  helping  to 
increase  the  Fund’s  total  assets  to  more 
than  $17,000,000. 

The  figure  is  an  increase  of  $3,300,- 
000  during  the  past  six  months. 

More  than  400  churches  have  taken 
advantage  of  the  Fund,  which  receives 
invested  capital  from  Methodist  church¬ 
es,  agencies,  institutions  and  individuals 
and  then  loans  the  capital  to  Meth¬ 
odist  churches  for  building  purposes. 
As  loans  are  repaid,  the  money  is  re¬ 
loaned. 


Campaign  launched  to  send 
“Upper  Room”  to  men  in  Vietnam 


(Reprint  from  Winn  Parish  Enter¬ 
prise  and  Winnfield  News-American) 

Guns,  bombs,  grenades  and  other 
death-dealing  instruments  of  war  are 
not  the  only  weapons  used  by  men 
fighting  for  freedom’s  cause  in  Viet 
Nam. 

Chaplains  say  there  is  a  great  demand 
for  good  devotional  material  to  give 
spiritual  strength  needed  to  help  men 
endure  the  hardships  and  trials  of  com¬ 
bat.  Many  men  are  away  from  their 
home  and  church  for  the  first  time. 
They,  especially,  seek  devotional  aid, 
but  even  the  more  hardened  veterans 
welcome  religious  material.  The  wound¬ 
ed  find  great  solace  in  religious  litera¬ 
ture. 

Supplying  a  large  part  of  this  ma¬ 
terial  is  The  Upper  Room  ministry, 
a  non-denominational,  interracial  and 
international  agency  which  publishes 
The  Upper  Room,  a  world-famous  de¬ 
votional  issued  six  times  a  year,  and 
numerous  other  religious  publications, 
including  “Servicemen's  Prayer,”  a 
small  pocket-size  devotional. 

Anyone  wishing  to  share  in  this  min¬ 
istry  to  servicemen  in  Viet  Nam  or  else¬ 
where  in  the  world  may  send  their 
check  to  the  Viet  Nam  Emergency 
Fund,  The  Upper  Room,  1908  Grand 
Avenue,  Nashville,  Tenn.,  37203. 

A  few  months  ago  the  Crusaders  of 
Christ  Sunday  School  Class  in  the  First 
Methodist  Church,  Winnfield,  Louis¬ 
iana,  launched  a  campaign  to  raise  funds 
for  sending  The  Upper  Room  to  Viet 
Nam  troops.  The  response  has  been 
good — over  $500  has  been  contributed, 
but  more  money  is  needed  to  supply 
the  demand  for  devotional  material,  and 
another  appeal  is  being  made  to  church¬ 
es  of  all  faiths  and  to  individuals  every¬ 
where  who  want  to  help. 

Chaplain  Tom  Collins  of  the  2nd 


Battalion,  Ninth  Marines,  Third  Marine 
Division,  in  Viet  Nam,  wrote  a  letter 
of  appreciation  for  material  received 
by  him. 

"The  men  are  quite  responsive  to 
the  Christian  message,  and  the  spiritual 
attitude  is  high,”  he  wrote.  "It  is  good 
to  know  that  there  are  folks  back  home 
tn  the  states  who  are  concerned.  .  .  .’’ 

In  another  letter  an  Air  Force  Chap¬ 
lain  said:  "The  Upper  Room  does  a 
marvelous  job  of  providing  fine  devo¬ 
tional  literature;  everywhere  we  always 
find  this  to  be  the  most  acceptable  de¬ 
votional  guide  to  military  personnel. 
Hearty  thanks  for  this  tremendous  aid 
ip  our  military  ministry.” 

Copies  of  The  Upper  Room  literature 
are  sent  to  American,  Canadian,  Ko¬ 
rean,  German,  British,  Indian,  Austral¬ 
ian,  Pakistani,  and  New  Zealand  ser¬ 
vicemen,  and  to  Christian  servicemen 
of  any  nation  desiring  them.  The  ma¬ 
terial  is  supplied  at  no  charge  to  the 
chaplain  or  serviceman. 

An  interested  layman,  Rufus  Rogers 
of  Winnfield,  Louisiana,  has  done  much 
to  promote  this  program  by  seeking 
church  support  and  by  enlisting  aid 
of  newspapers  and  radio  to  publicize 
the  need  for  funds. 
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LAKE  JUNALUSKA,  N.  C.  (MI)— 
The  annual  ministerial  exchange  spon¬ 
sored  by  the  World  Methodist  Council 
will  involve  more  pastors  this  summer 
than  in  any  previous  year.  It  also  will 
take  on  an  ecumenical  tinge  beyond  the 
normal  British-American  Methodist  ex¬ 
changes,  with  participants  from  the 
Evangelical  United  Brethren,  Congre¬ 
gational,  Presbyterian,  and  Irish  Meth¬ 
odist  Churches. 


Perusing  Upper  Room  devotional  guide  display:  the  Rev.  George  Ross,  pastor 
of  Asbury  Church,  Lafayette,  Louisiana;  the  Rev.  R.W.  Ricker,  director,  Chap¬ 
lain  Services  of  the  Upper  Room,  Nashville,  Tenn.;  and  R.  R.  Rogers,  First 
Methodist  Church,  Winnfield,  Louisiana,  who  has  been  a  tireless  worker  in  the 
program  of  the  Upper  Room  ministry.  Lending  Mr.  Rogers  much  strong  support 
has  been  the  Crusaders  for  Christ  Class  of  which  he  is  a  member  in  Winnfield 
First  Church. 
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CENTENARY  COLLEGE 

- 11841-45) - 

Original  site  2  NW 


Methodist  College,  opened 
Nov  L  1841  with  the  Rev  T  C 
Thornton  as  president  followed 
by  the  Hon.  D.  O.  Shattuek. 


Historical  marker  on  origi¬ 
nal  site  of  Shreveport’s 
Centenary  College  at  Bran¬ 
don  Springs,  Mississippi 
(on  Highway  80) — made 
possible  by  the  Historical 
Commission  of  the  Missis¬ 
sippi  Conference  of  the 
Methodist  Church.  Bishop 
Edward  J.  Pendergrass 
(right)  dedicated  the  mark¬ 
er  recently  after  it  was  pre¬ 
sented  by  the  Rev.  A.  Byrd 
Hillman,  pastor  of  Guide 
Pel ehatch ie  Methodist 
Church. 


Centenary  bulletins 


SCIENCE  FAIR 
ON  CENTENARY  CAMPUS 
MARCH  10-11 


FORENSIC  TOURNAMENT 

High  school  students  competing  in 
Forensic  events  will  converge  on 
Shreveport  and  Centenary  College  from 
seven  states  during  the  first  week-end 
in  March. 

Ruth  Alexander,  of  the  Speech  and 
Drama  Department  of  Centenary,  and 
Director  of  the  Centenary  College  For¬ 
ensic  Tournament,  said  that  over  600 
students  are  expected  to  take  part  in 
the  Tournament  on  March  3  and  4. 

Begun  again  at  the  request  of  high 
schools  in  Texas,  Louisiana  and  Okla¬ 
homa,  the  Tournament  will  take  place 
just  prior  to  the  National  Forensic 
League  district  tournaments. 

Events  will  be  held  on  the  College 
campus  in  extemporaneous  speaking, 
humorous  literature,  poetry,  oratory, 
dramatic  literature,  ana  duet  acting. 

Debating  events  will  be  held  at  Byrd 
High  School,  with  over  250  debate 
teams  entered  and  seventy  trophies  to 
be  presented  to  the  winners. 

Invitations  have  been  mailed  to  mote 
than  fifty  high  schools  in  Texas,  Okla¬ 
homa,  Nebraska,  Arkansas,  Tennessee, 
Kentucky  and  Louisiana.  Judges  again 
will  be  outstanding  citizens  of  Shreve¬ 
port,  according  to  Miss  Alexander. 

Briefing  sessions  for  judges  will  be 
held  in  the  classroom  of  the  Marjorie 
Lyons  Playhouse  on  Sunday,  February 

26  at  3  p.m.  for  Individual  events  and 
3:30  p.m.  for  debate;  Monday,  February 

27  at  7:30  p.m.  for  individual  events 
and  8  p.m.  for  debate;  Tuesday,  Feb¬ 
ruary  28,  7:30  p.m.;  and  Wednesday, 
March  1,  at  7:30  p.m. 
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CENTENARY  ANNOUNCES 
SUMMER  PLANS 

High  school  juniors,  graduates,  and 
Latin  American  citizens  will  all  have 
their  "day”  on  Centenary  College  cam¬ 
pus  this  summer.  According  to  Dean 
of  Students  Aubrey  Forrest,  arrange¬ 
ments  are  being  made  for  each  of  the 
groups  to  have  an  informative  stay 
at  Centenary  sometime  during  the  sum¬ 
mer  months. 

"Dress  rehearsal  for  college  will  be¬ 
gin  June  11  and  continue  through  June 
17.  The  week  will  include  testing  on 
vocational  interests  and  personality, 
counseling  by  experts,  and  follow-up 


The  Region  I  Science  Fair  will  be 
held  on  the  College  Campus  March 
10-11  in  Haynes  Memorial  Gymnasium, 
according  to  Dr.  Wayne  Hanson,  chair¬ 
man  of  the  Chemistry  Department  at 
Centenary  College. 

Sponsored  by  the  Shreveport  Jour¬ 
nal,  the  Shreveport  Science  Education 
Council  and  Centenary  College,  the 
Fair  is  in  its  thirteenth  consecutive  year 
in  Region  I,  which  is  composed  of  Cad¬ 
do,  Bossier  and  Webster  Parishes. 

The  1967  Science  Fair  is  open  to 
students  in  Junior  High  School  in  the 
three-parish  area,  who  wish  to  enter 
projects  in  one  of  three  categories: 
Biological  Sciences,  Physical  Sciences 
and  mathematics. 

The  exhibit  classification  of  the  sen¬ 
ior  high  exhibits  has  been  changed  so 
it  will  more  closely  match  that  of  the 
State  Science  Fair  and  the  International 
Science  Fair.  Categories  are  the  Behav¬ 
ioral  Sciences,  Biology  and  Microbio- 
logy,  Chemistry  and  Biochemistry, 
Earth  and  Space  Sciences,  Electronics, 
Mathematics  and  Computers,  Medicine, 
and  Physics. 

First,  second  and  third  place  awards 
will  be  given  in  each  category  of  both 
Divisions.  Then  the  top  exhibit  by  a 
boy  and  top  exhibit  by  a  girl  will  be 
chosen  to  represent  Region  I  at  the 
International  Science  Fair  in  San  Fran¬ 
cisco.  First  and  second  place  winners 
will  go  to  the  State  Science  Fair  in 
Natchitoches. 

reports.  Tuition  is  $100  and  will  in¬ 
clude  testing,  counselling,  special  ma¬ 
terials,  room  and  board,  entertainment, 
and  follow-up  reports. 

On  JTily  5-August  30,  high  school 
graduates  wiH  be  given  the  opportunity 
to  participate  in  a  pre-freshman  study 
course,  aimed  at  helping  students  bridge 
the  gap  between  high  school  and  col- 
Iege. 

Each  student  will  enroll  in  two 
courses,  College  English  and  College 
Mathematics,  and  a  Baldridge  reading 
unit  to  improve  his  reading  skills.  Leis¬ 
ure  time  activities  will  include  dances, 
picnics,  assembly  programs,  and  intra¬ 
mural  sports.  Those  receiving  satis¬ 
factory  grades  will  earn  a  full  six  hours 
college  credit  for  the  work. 

The  "Latin  American  Institute,”  from 


Centenary  Junior— Senior  Day 


Dr.  Jack  Wilkes 
welcomes  visitors 


Descending 
stairs  during 
campus  tour 


Registration 


Saturday  night  on  campus 


July  31-August  25,  will  offer  a  four- 
week,  non-credit  course  In  English  as 
a  foreign  language  for  citizens  of  Cen¬ 
tral  and  South  American  nations.  The 
course  will  be  restricted  to  100  students 
who  will  live  in  the  College  dormitor¬ 
ies,  enabling  the  students  to  practice 
hearing  and  speaking  English. 

The  Institute  instructors  will  be  reg¬ 
ular  English  speaking  members  of  the 
College  faculty  whose  native  language 
is  Spanish. 


Campus  tourists 


CENTENARY  HOMECOMING 
CLASS  REUNIONS 
The  classes  of  1942  and  1957  re¬ 
turned  for  Centenary  College  Home¬ 
coming  over  the  week-end,  with  more 
than  50  members  in  each  gathering. 

Ann  Burnette  McCain  was  chairman 
for  the  25th  reunion  of  the  class  of  '42. 

The  class  of  ’57  held  its  first  re¬ 
union  with  Dr.  Juan  Watkins,  chair¬ 
man  in  charge  of  arrangements. 
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W  esley  Foundation 
speaker 

Dr.  Jaroslav  Peliken,  Titus  Profes- 
sor  of  Ecclesiastical  History  at  Yale 
University,  spoke  on  the  campus  of 
Louisiana  State  University  on  February 
22.  His  lecture  was  one  in  a  continuing 
series  of  public  lectures  by  distinguished 
theologians  sponsored  by  the  Univer¬ 
sity  Christian  Movement.  The  Rev.  Del- 
totr  Pickering,  Methodist  campus  min¬ 
ister  at  LSU,  is  chairman  of  the  UCM. 

Dr.  P’elikan’s  lecture  at  LSU  was  en¬ 
titled  "Ecumenism:  and  the  Reforma¬ 
tion.” 

Dr.  Pelikan  ranks  with  the  most 
eminent  Protestant  theologians  in 
American  today.  Ordained  to  the  Luth¬ 
eran  ministry  in  1946,  Professor  Peli- 
kin  holds  five  doctoral  degrees,  in  ad¬ 
dition  to  membership  in  Phi  Beta  Kap¬ 
pa.  Before  joining  the  faculty  at  Yale 
in  1962,  he  taught  successively  at  Val¬ 
paraiso  University,  at  Concordia  Semi¬ 
nary,  and  at  the  University  of  Chicago. 

His  published  works  include  From 
Luther  to  Kierkegaard;  Fools  for 
Christ;  The  Riddle  of  Roman  Catholic¬ 
ism;  Luther  the  Expositor;  The  Shape 
of  Death;  The  Light  of  the  World; 
Obedient  Rebels;  The  Finality  of  Jesus 
Christ  in  an  Age  of  Universal  History; 
and  The  Christian  Intellectual  (1966). 
He  is  theeditorand  translator  of  numer¬ 
ous  volumes  of  the  American  edition 
of  Luther’s  works,  departmental  editor 
for  religion  for  the  Encyclopaedia  Bri- 
tannica.  He  is  also  a  contributor  to 
many  journals,  symposia,  and  encyclo* 

Sedias,  as  well  as  the  author  of  intro- 
uctions  to  many  works  by  others,. 

AMERICAN  UNIVERSITY 
CONTINUES  EXPANSION 
PROGRAM 

WASHINGTON,  D.  C.  (MI)— Bur¬ 
geoning  American  University  will  start 
construction  of  four  new  buildings  this 
year,  officials  have  announced.  This 
will  permit  sale  of  the  "downtown 
campus”  and  consolidation  on  the 
Ward  Circle  campus. 

The  Methodist  school  has  agreed  to 
sell  its  partial  block  of  buildings  near 
the  White  House  to  George  Washing¬ 
ton  University,  an  adjacent  indepen¬ 
dent  school,  for  transfer  in  1969.  These 
were  acquired  after  World  War  I  and 
were  used  until  two  years  ago  by  the 
College  of  Law.  They  are  used  now 
primarily  for  evening  classes,  attended 
mainly  by  part-time  students  in  the 
School  of  Government  and  Public  Ad<- 
ministration. 

The  new  buildings,  to  cost  some  $5,- 
800,000,  will  be  two  classroom  struc¬ 
tures,  an  addition  to  dining  facilities 
and  a  combination  garage-office  build¬ 
ing.  The  largest  will  be  an  80,000- 
square  foot  classroom  facility  and  the 
biggest  non-dormitory  building  on  the 
campus.  At  the  Ward  Circle  corner  of 
the  campus,  it  will  double  the  univer¬ 
sity  class  capacity  and  enable  the  trans¬ 
fer  of  classes  from  downtown.  The  ga¬ 
rage  structure  will  include  six  stories 
for  parking  450  cars  and  a  top  floor  for 
offices. 

These  continue  a  series  of  building 
projects,  especially  during  the  past  dec¬ 
ade,  as  student  enrollment  has  increased 
rapidly. 
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Wesley  Foundation  group  at  McNeese  State  College  is  pictured  just  before  de¬ 
parture  for  Hodges  Gardens  for  a  planning  retreat.  The  students  stayed  at  the 
Centenary  Lodge.  During  the  spring,  the  Foundation  plans  for  a  Movie  Course 
in  theology  in  conjunction  with  the  Institute  of  Communicative  Arts  of  Atlanta. 
The  Rev.  Joe  Thomas  (third  from  left,  back  row)  is  Wesley  Foundation  director. 
Dr.  Ronald  Crain  (extreme  right)  is  faculty  advisor.  Barry  Davison  is  student 
president. 


1967  Circulation  Campaign 


RECAPITULATIONS 
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Thirty-five  men  participated  in  an  Audience  Engineering  School  at  Broadmoor 
Methodist  Church,  Shreveport,  sponsored  by  the  Worship  Commission  and 
taught  by  (left  to  right):  Capt.  J.  F.  Medlin,  Jr.,  of  the  Shreveport  Fire  Pre¬ 
vention  Bureau;  Dr.  E.  B.  Flake,  local  physician;  Shannon  Willoughby,  chair¬ 
man  local  Commission  on  Worship;  and  William  Briley,  who  planned  the  agenda 
for  the  school.  The  Rev.  Robert  B.  Crichlow,  pastor,  also  assisted  in  leading 
the  school. 


Children’s  Home 
Report 

(Continued  from  last  week) 


HOWARD  DOLES 
by  the  Ritchie  Grocer  Company, 
Monroe.  La. 

R.  G.  MILFORD 
by  Mr.  &  Mrs.  M.  C.  Shaffer, 

Gibs  I  and,  La. 

MRS.  MAUD  WOODWARD 
by  Miss  Bona  H.  Fortson, 

Coushatta,  La. 

by  Mrs  .  Helen  Adcock,  Coushatta 
.  LONEL  THOMAS  S.  GUNBY 
by  Mr.  &  Mrs.  C.  M.  Noble,  Jr., 
Rayville,  La. 

byM*.  W.  L.  Calhoun,  Jr. 

Rayville,  La. 

J.  CURT  COLEMAN 
by  Mr.  &  Mrs .  W.  R.  Chadick, 
Moorings  port.  La. 

A.  G.  COGLIN,  JR. 
by  Mr.  &  Mrs.  W.  R.  Chadick, 
Moorings  port,  La. 

MISS  JESSAMINE  ELS  WORTH 
by  Mr.  &  Mrs .  R.  M.  Steere, 

R  us  ton,  La. 

FRANK  H .  BOTKIN 
by  Edith  and  Fannie  Hobbs, 

Bastrop,  La. 

SAM  SAULTER 

by  Mr.  &  Mrs.  Cortez  Lowrey, 
Lisbon,  La. 

CHARLIE  O.  WEBB 
by  Mr.  &  Mrs.  Tom  Bolan, 

Coushatta,  La. 

by  Mary  Evelyn,  Orlean,  and  Bob 
Jowers,  Coushatta,  La. 
by  Kate,  Harvey,  and  Loretta 
Gates,  Coushatta,  La. 

JOHN  W.  TEEKELL 
by  Mary  Evelyn,  Orlean,  and 
Bob  Jowers,  Coushatta,  La. 
GLADDEN  HARRISON 
by  Betty  Lou  and  Scotty  Robertson, 
Ruston,  La. 

by  Mary  and  Bud  Higginbotham, 
Ruston,  La. 

JOHN  B.  BAUCUM 
by  the  Fellowship  Class,  Highland 
Baptist  Church,  Shreveport,  La. 
MRS.  BLANCHARD 
by  Mrs .  Ira  J .  Cotten,  Crowley,  La. 
MRS.  J.  G.  PECK 
by  Mrs  .  Dell  S .  Ribinson, 

Monroe,  La. 

JACK  OGLESBY 
by  Mr.  &  Mrs .  Alvin  Hahn, 

Winnfield,  La. 

MRS.  J.  E.  PEEIER 
by  Mrs .  Helen  D .  Nelson,  Lake 
Providence,  La. 

MRS.  JESSIE  M.  MIXON 
by  Mr.  &  Mrs  .  Lonnie  James  & 
Family,  Oak  Grove,  La . 
by  Miss  Gladys  Walker,  Shreveport. 
F.  P.  HILBURN 
by  Miss  Ruth  F.  Jackson, 

Eugene,  Oregon 
by  Miss  Elizabeth  Anderson, 
Longview,  Wash, 
by  Dr.  and  Mrs.  H.  H.  Utz, 

San  Antonio,  Texas 
MRS.  GERTRUDE  WALLER  CHADICK 
by  Mr.  &Mrs.  W.  R.  Chadick, 
Moorings  port,  La. 
by  Betty  Lou  and  Scotty  Robertson, 
Ruston,  La. 

by  Mary  and  Bud  Higginbotham, 
Ruston,  La. 


West  Virgina  Opens 
New  Methodist  Center 

CHARLESTON,  W.  Va.— (MI)—  A 
new  Methodist  Center  for  the  West 
Virginia  Area  has  been  put  into  op¬ 
eration  here  housing  the  office  of  Bish¬ 
op  Fred  G.  Holloway  and  all  major 
boards  and  agencies  of  the  Charleston 
Area. 

The  center,  located  on  the  third 
floor  of  a  new  activities  building  at  St. 
Mark's  Methodist  Church,  is  the  re¬ 
sult  of  several  years  discussion  and 
planning  on  the  part  of  conference  and 
area  leaders.  Address  for  the  West  Vir¬ 
ginia  Area  Methodist  Center  is  900 
Washington  Street,  East,  Charleston, 
W.  Va. 
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RE:  ONE  GREAT  HOUR  OF  SHARING 


TtJcU&iKq,  OK 

by  Francis  L.  Brockman 

Pong-ai  was  eleven  on  the  day  that 
both  feet  were  amputated.  For  her  and 
her  family,  it  had  been  a  strange  and 
difficult  year.  The  spring  in  Korea 
brought  nothing  but  rain,  so  much  that 
the  fields  were  flooded  and  the  crops 
were  late  in  being  planted.  Then  came 
drought;  no  rain  fell  at  all  and  the 
plants  withered  and  died.  The  family 
faced  the  long  Korean  winter  with 
fear. 

No  one  could  predict  what  a  terrible 
winter  it  would  be.  The  cold  was  bit¬ 
ter,  intense,  and  persevering.  The  mea¬ 
ger  supplies  of  rice  and  barley  were 
barely  sufficient  to  sustain  life.  The 
leaves  from  the  Acacia  trees  which 
were  used  for  hay  for  the  oxen  were 
soon  gone,  as  were  the  branches  and 
slender  truuks  used  for  fuel  by  the 
Family.  Round  chunks  of  compressed 
mud  and  coal  dust  commonly  burned 
in  tiny  stoves  were  scarce  and  far  too 
expensive,  and  each  day  the  weather 
grew  colder. 

One  night  the  family  huddled  to¬ 
gether  on  the  floor  trying  vainly  to 
keep  warm.  Pong-ai  could  not  sleep. 
Her  body  ached  with  cold  and  her 
feet  were  like  chunks  of  ice.  Finally, 
exhausted,  she  fell  asleep.  Upon  wak¬ 
ing  in  the  morning,  she  could  not 
walk.  Her  feet  were  frozen.  There  was 
no  doctor  near  her  isolated  village  and 
the  remedies  of  her  family  failed  to 
bring  relief.  As  the  days  went  by,  her 
feet  grew  worse,  swollen  and  discol¬ 
ored  by  gangrene.  Her  mother  and 
father  knew  that  she  could  not  live  in 
this  condition  and  in  anguish  agreed 
that  it  would  be  best  to  terminate  her 
life  by  poison,  end  her  suffering  and 
remove  this  liability  from  the  family. 
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Pong-ai  was  saved  by  the  interven¬ 
tion  of  her  grandmother  who  begged 
for  one  last  effort.  She  had  heard  of  a 
distant  place  where  people  with  frozen 
feet  could  be  helped.  She  didn't  know 
what  it  was,  how  much  it  cost,  or  how 
it  could  help;  she  knew  this  was  a  last 
hope.  That  night  Pong-ai  was  wrapped 
in  a  comforter,  and  her  father  carried 
his  listless  burden  on  his  back  for  eight 
miles  through  the  frigid  weather  to  a 
place  where  a  rickety  old  bus  stopped 
for  passengers.  He  told  the  driver  about 
Pong-ai  and  begged  him  to  take  her 
with  her  grandmother  to  Taejon  even 
though  he  had  no  money.  They  rode 
all  day  to  reach  the  outskirts  of  the 
city.  Pong-ai  was  feverish  and  inco¬ 
herent,  her  grandmother  frantic  with 
concern.  She  finally  found  how  to  get 
to  her  destination  and  a  kindly  farmer 
took  them  in  his  oxcart. 

The  director  of  the  Amputee  Re¬ 
habilitation  Center  took  one  look  at  the 
grossly  swollen  feet  and  legs  and  ex¬ 
plained  to  the  grandmother  that  Pong- 
ai  must  be  taken  at  once  to  the  hos¬ 
pital.  There  was  no  time  to  lose.  He 
took  them  in  his  jeep  to  the  nearest 
hospital  in  Taejon.  The  doctors  decid¬ 
ed  that  immediate  amputation  was  nec¬ 
essary.  When  Pong-ai  awakened,  she 
was  warm  and  clean.  Both  legs  had 
been  removed  below  the  knees.  It  was 
her  eleventh  birthday.  After  a  few  days 
her  grandmother  was  sent  back  to  her 
village,  assured  that  Pong-ai  was  rap¬ 
idly  recovering  and  would  have  every 
care. 

In  a  few  weeks  Pong-ai  was  ready  to 
leave  the  hosptal  and  go  to  the  Ampu¬ 
tee  Rehabilitation  Center.  The  director 
explained  that  many  people  in  Korea 
suffered  loss  of  limbs,  some  explosions 
of  grenades  left  from  the  war,  some 
from  railroad  accidents — people  crowd¬ 
ing  around  the  trains  often  slip  under 
the  wheels — and  many  from  snakebite 
and  freezing.  He  said  the  Center  was 
helped  by  churches  in  America,  and 
that  it  would  provide  her  with  artifi¬ 
cial  limbs  and  teach  her  how  to  use 
them. 

The  day  came  when  her  new  limbs 
were  ready,  made  and  fitted  at  the  Cen¬ 
ter.  Pong-ai  was  helped  from  her  wheel 
chair,  and  while  someone  supported 
her  on  each  side,  she  took  her  first  fal¬ 
tering  steps.  The  first  weeks  were  ter¬ 
rible,  and  she  despaired  of  ever  walk¬ 
ing.  But  with  patience  and  persistence 
she  was  taught  to  walk  again. 

Finally,  after  many  months  she  was 
able  to  return  to  the  village.  The  di¬ 
rector  went  with  her  and  talked  to 
her  parents  about  home  treatment.  But 
this  mother  and  father  who  were 
strong  enough  to  contemplate  poison¬ 
ing  their  daughter  to  end  her  misery, 
were  also  strong  enough  to  guide  her 
to  normal  emotional  development. 
When  she  returned  home  crying  be¬ 
cause  other  children  made  fun  of  her, 
her  mother  refused  to  give  her  supper. 
"You  are  as  capable  as  others,”  she 
would  say.  "You  just  have  to  try  hard¬ 
er." 

Pong-ai  tried  and  succeeded.  She 
played  table  tennis,  badminton,  took 
long  walks  with  classmates  and  even 
climbed  mountains.  As  she  grew  more 
secure,  she  became  less  conscious  of  her 


ALL  OVER  THE  WORLD,  CHILDREN’S  EYES  ASK  "WHY?”  The 
world  with  its  want  and  suffering  and  its  disasters  -  both  manmade  and 
natural  -  seem  to  threaten  the  very  existence  of  many  children.  The 
churches,  through  One  Great  Hour  of  Sharing,  hope  to  make  life  less 
rigorous  for  some.  Clockwise,  from  top  right,  are  children  from  Middle 
East;  Africa;  South  America;  India  and  Vietnam. 


disabled  legs  and  gradually  she  became 
a  leader  in  her  school  and  village. 

Through  the  years  Pong-ai  went  back 
to  the  Center,  which  had  moved  to 
Seoul,  for  re-fitting  of  limbs.  Here  she 
learned  secretarial  skills  and  finally  she 
became  a  secretary  to  the  director.  Here 
she  met  Chong  Pong-yoon,  one  of  the 
case  workers.  He  was  attracted  to  her 
merriness  and  good  humor.  They  fell 
in  love  when  they  were  working  on 
a  Christmas  pageant  in  which  Chon 
portrayed  an  old  shepherd,  and  Pong- 
ai  did  the  make-up. 

Now  they  live  in  a  small  apartment 
in  Seoul,  both  working  to  serve  the 
physically  handicapped  in  Korea.  Pong- 
ai  has  never  forgotten  the  bitterness 
of  the  winter  when  she  was  eleven. 
But  now  she  remembers  it  as  the  be¬ 
ginning  of  the  fulfillment  of  a  life 
she  never  thought  possible. 

It  may  not  be  the  loss  of  limbs  in 
Korea.  It  may  be  a  famine  in  India, 
a  war  with  a  million  refugees  in  Viet¬ 
nam,  or  political  strife  in  Africa.  And 
all  the  stories  may  not  end  as  happily 
as  that  of  Pong-ai.  But  wherever  it 
is,  and  whatever  the  disaster,  natural 


MINISTERIAL  EXCHANGE 
ANNOUNCED 

LAKE  JUNALUSKA,  N.  C.  (MI)— 
The  annual  ministerial  exchange  spon¬ 
sored  by  the  World  Methodist  Council 
will  involve  more  pastors  this  summer 
than  in  any  previous  year.  It  also  will 
take  on  an  ecumenical  tinge  beyond 
the  normal  British-American  Method¬ 
ist  exchanges,  with  participants  from 
the  Evangelical  United  Brethren,  Con¬ 
gregational,  Presbyterian,  and  Irish 
Methodist  churches. 

Dr.  Lee  F.  Tuttle  of  Lake  Junalus- 
ka,  N.  C.,  secretary  of  the  World  Meth¬ 
odist  Council,  said  that  the  1967  ex¬ 
changes  will  include  17  pairs  of  preach¬ 
ers.  The  Americans  hail  from  12  states. 

t 

Often  our  choices  must  be  made  be¬ 
tween  our  profits  and  our  prophets. 


or  man-made,  your  gifts  to  the  One 
Great  Hour  of  Sharing  enables  the 
Methodist  Committee  for  Overseas  Re¬ 
lief  to  help  people  in  need. 
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Mrs.  H.  Joyner 

Mrs.  Jewell  Pennington  Joyner,  aged 
66,  Austin,  Ark.,  died  February  13th 
in  Camden. 

Survivors  include  her  husband,  the 
Rev.  Herbert  Joyner,  Austin,  pastor  of 
Woodlawn  Circuit  in  the  Little  Rock 
District  of  the  Methodist  Church;  two 
sons,  George  and  Billy  Barrett,  Beard¬ 
en;  six  brothers,  Holden,  Taylor  Lloyd 
and  Elmer  Pennington,  Hamburg, 
Amos  Pennington,  Bearden,  and  James 
Pennington,  El  Dorado;  three  sisters, 
Mrs.  Annie  Horton,  Georgia,  Mrs.  Mar¬ 
garet  Barron,  Camden,  and  Mrs.  Carrie 
Gatlin,  Bearden;  10  grandchildren  and 
one  great-grandchild. 

The  Funeral  service  was  held  in  First 
Methodist  Church,  Bearden,  with  Dr. 
C.  R.  Hozendorf,  Camden  district  su¬ 
perintendent;  the  Rev.  Ed  Matthews, 
Fordyce  pastor,  and  the  Rev.  Daniel 
George,  Hickory  Plains  pastor,  officiat¬ 
ing.  t 

Mrs.  E.  R.  Ford 

Mrs.  E.  R.  (Gladys  Gibson)  Ford, 
Huttig,  died  in  an  El  Dorado  hospital 
on  December  21,  at  the  age  of  69.  She 
was  born  in  Michigan  and  had  been  a 
resident  of  Huttig  for  approximately 
60  years.  She  was  the  widow  of  Edwin 
R.  Ford  and  prior  to  her  marriage  was 
a  bookkeeper  for  the  saw  mill  office 
at  Huttig. 

Mrs.  Ford  was  a  member  of  Jack 
Mayfield  Memorial  Methodist  Church 
and  had  served  it  well  in  many  ca¬ 
pacities.  She  was  pianist  for  many  years 
and  had  served  as  church  treasurer  for 
the  past  25  years.  She  was  active  in 
the  Woman’s  Society  of  Christian  Ser¬ 
vice  of  which  she  was  a  charter  member 
and  past  president.  Also,  she  had  held 
several  other  offices  from  time  to  time 
in  the  Society. 

Although  Mrs.  Ford  had  been  in  ill 
health  for  much  of  the  time  for  the 
past  two  years,  she  continued  to  serve 
as  treasurer  until  the  time  of  her  death. 
She  was  always  helpful  with  wise  coun¬ 
sel  concerning  the  finances  and  other 
matters  of  the  church. 

An  unassuming  person,  Mrs.  Ford 
was  respected  and  loved  by  all. 

Funeral  services  were  held  at  the 
church  in  Huttig  on  December  22,  with 
the  Rev.  Robert  H.  Jackson,  pastor, 
officiating,  and  burial  was  in  Arling¬ 
ton  Cemetery  in  El  Dorado.  Mrs.  Ford 
is  survived  by  a  number  of  nieces  and 
nephews. 

t 

One  Great  Hour  of  Sharing 
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R.  W.  Parkinson 

Ralph  Waldo  Parkinson  was  born  in 
Highland,  Illinois,  but  he  adopted  Co¬ 
lumbia  County,  Arkansas  as  his  home 
about  sixty  years  ago. 

In  Magnolia  he  married  Florrie  Fom- 
by  Parkinson,  who  preceded  him  in 
death  about  four  months  ago. 

The  Parkinson  home  was  a  heaven 
for  the  many  friends  of  their  five  chil¬ 
dren,  Grace  Rowls,  San  Antonio;  Mar¬ 
tha  Humphrey,  San  Antonio;  Louise 
Evans,  Ashdown;  Col.  Ralph  Parkin¬ 
son,  Vietnam,  and  Nathan  Parkinson, 
Little  Rock. 

A  devoted  husband,  a  proud  father, 
and  a  good  neighbor,  were  tributes 
paid  to  him  through  the  years  by  those 
who  knew  him  best. 

The  heritage  which  the  Parkinsons 
left  their  children  will  be  a  sustaining 
influence  for  many  years  to  come. 

t 

C.  C.  Bovay 

Claude  C.  Bovay  died  January  29  at 
his  home  in  Mansfield,  Ark.  Mr.  Bovay 
operated  a  dairy  farm.  He  moved  here 
12  years  ago  from  Globe,  Ariz.,  where 
he  retired  as  a  Greyhound  agent  after 
31  years  of  service.  A  World  War  I 
veteran,  he  was  a  member  of  the  Mans¬ 
field  First  Methodist  Church  where  he 
taught  the  Asbury  Adult  Class.  He  also 
was  a  member  of  the  Masonic  Lodge 
and  was  a  Knight  Templar. 

Survivors  include  his  wife,  Jessie;  a 
son,  Ronald  at  home;  two  daughters, 
Mrs.  Maylene  Phillips,  Eagle  Mountain, 
Calif.,  and  Mrs.  Lynette  Thomas,  Las 
Vegas,  Nev.;  two  sisters,  Miss  Blanche 
Bovay,  Chelsea,  Mich.,  and  Mrs.  Marie 
Sheerin,  Flint,  Mich.;  eight  grandchil¬ 
dren  and  one  great-grandchild. 

Funeral  services  were  held  February 
7th  at  Mansfield  First  Methodist 
Church  with  the  Rev.  J.  J.  Clark,  pas¬ 
tor,  officiating.  Burial  was  at  Stutt¬ 
gart. 


RETIRED  CHINA 
MISSIONARY  DIES 

Mrs.  Grace  Burkett  Snell,  a  retired 
missionary  to  China  for  27  years  re¬ 
cently  died  at  her  home  at  Alhambra, 
Calif.,  at  the  age  of  84. 

Appointed  in  1908  by  the  former 
Methodist  Episcopal  Church  South,  she 
accompanied  her  husband,  John  A. 
Snell,  to  Soochow  Hospital  where  he 
was  a  medical  missionary. 

Their  work  was  not  limited  to  Soo¬ 
chow  alone,  but  rather  to  the  general 
improvement  of  hospitals  bordering  the 
area.  Mrs.  Snell  retired  at  the  death  of 
her  husband  in  1936. 

Born  in  Brooklyn,  N.Y.,  Mrs.  Snell 
resided  in  Nashville,  Tenn.  until  her 
appointment  to  China. 

Mrs.  Snell  is  survived  by  seven  chil¬ 
dren. 

t 
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Mrs.  Julia  Watkins 

Mrs.  Julia  Ann  Watkins,  aged  88, 
Belleville,  Ark.,  passed  away  January 
26  in  a  Little  Rock  hospital  following 
surgery  for  a  broken  hip. 

Mrs.  Watkins  had  been  a  member  of 
the  Methodist  Church  for  75  years,  at¬ 
tending  regularly  as  long  as  physically 
able.  She  was  a  kind  and  devoted  wife 
and  mother,  and  will  be  missed  by  all 
who  knew  her. 

Funeral  services  were  held  in  the 
Belleville  Methodist  Church.  Officiat¬ 
ing  were  the  Rev.  Fred  M.  Thompson 
and  the  Rev.  Lona  M.  Thompson,  as¬ 
sisted  by  the  Rev.  Jewell  Holland,  pas¬ 
tor.  Burial  was  in  the  Russell  Cemetery, 
Belleville. 

t 

M  rs.  A.  Tarpley 

Mrs.  Ida  Tarphey,  85,  Newport,  died 
January  23,  at  a  Newport  hospital. 

Mrs.  Tarpley  was  a  native  of  Cedar 
Grove,  Independence  County.  She  was 
a  Methodist. 

She  is  survived  by  her  husband,  Al¬ 
bert  Tarpley,  five  sons,  Homer  Tarpley, 
Armey  Tarpley,  Vernie  Tarpley,  Eudelf 
Tarpley  and  four  daughters  including 
Mrs.  George  McGehey,  wife-  of  the 
pastor  of  Kensett  Methodist  Church, 
two  brothers,  W.  A.  Lanier  and  Ed 
Lanier  and  a  sister,  Mrs.  Mattie  Kelley. 

The  funeral  was  held  at  Oil  Trough 
Methodist  Church,  the  Rev.  J.  D.  Law¬ 
rence  officiating. 


BRITISH  SCENE 

(Continued  from  page  10) 

Imaginative  application  of  what  we 
mean  when  we  used  the  word  ''fellow¬ 
ship”  might  be  the  solution  to  this 
problem.  We  believe  that  the  spirit  of 
Christ  can  really  draw  men  together, 
and  fulfil  their  needs,  just  because  they 
are  people.  Only  in  this  way  can  we 
get  away  from  the  image  to  the  reality 
of  human  relationship. 

HANDICAPPED  PEOPLE 

While  we  are  talking  about  commu¬ 
nity,  think  for  a  moment  about  people 
who  are  handicapped.  We  expect  them 
to  come  together — but  often  in  their 
own  "segregated”  clubs.  Community 
with  "normal"  people  is  not  so  easy. 
And  this  is  not  only  because  of  their 
disability — it  is  often  because  of  the 
tension  and  unease  that  we  feel  in 
their  presence  —  a  reflection  of  some 
primitive  fear  and  unease  we  have  about 
anything  out  of  the  ordinary. 

In  a  recent  book  titled  "Stigma”  in 
which  a  dozen  disabled  people  dis¬ 
cuss  their  experience  of  disability,  one 
of  them  has  this  to  say:  "There  is  an 
unnatural  division  of  "Them”  and 
"Us”;  the  same  which  divides  rich 
from  poor,  black  from  white,  clergy 
from  laity. 

Yet  the  disabled  often  have  an  in¬ 
sight  to  offer  us  which  we  would  never 
see  for  ourselves — one  born  of  the  very 
limitations  they  have  learned  to  accept, 
and  even  use. 


Taka  the  world-famous,  radioactive  thermal  baths  of  Hot  Springs  with  new 
Whirlpool  in  the  Majestic  and  banish  all  your  aches  and  pains  due  to  tension 
and  fatigue  . . .  relieve  arthritis,  rheumatism  and  high  blood  pressure. 

Swim  in  our  beautiful,  temperature-controlled  pools  . . .  golf  at  our  nearby 
Country  Club.  Pishing  and  all  water  sports  at  Lakes  Ouachita,  Hamilton  and 
Catherine.  Recreational  Lodge  on  nearby  Lake  Hamilton  for  the 
exclusive  use  of  Majestic  guests.  -  ^  ^ 

Our  own  Social  Hostess.  "*■  "  M  V 
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Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 
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Cub  Scout  Pack  189  of  Jonesboro  (Densl  and  2)  were  guests  of  the  Jonesboro  Methodist  Church  at  the  Feb¬ 
ruary  12th  morning  worship  service.  They  are  sponsored  by  the  Friendly  Knights  church  school  class. 


The  junior  high  MYF  Sweetheart  Banquet,  First 
Methodist  Church,  West  Monroe,  featured  a  humor¬ 
ous  program.  Entertainers  (left  to  right):  Julie 
Green,  Tommy  Spurlock,  King  Scott  (president)  and 
Ken  Adams.  The  Rev.  Kenneth  G.  McDowell  is  pas¬ 
tor. 


Over  70  youths  from  five  churches  in  the  Joy  Sub- 
District  of  the  Alexandria  District  held  their  Sweet¬ 
heart  Banquet  at  Glenmora  Methodist  Church. 
Churches  represented  were:  Glenmora,  LeCompte, 
Oakdale,  Wesley  (Alexandria),  and  Elizabeth.  The 
Rev.  Harold  Hawkins,  Baptist  Hospital  chaplain, 
was  guest  speaker. 


Miss  Aprill  Compton,  Raymond  Meth¬ 
odist  Church,  was  crowned  Sub¬ 
district  MYF  Sweetheart  recently  at 
the  banquet  in  Iowa  Methodist  Church. 
Miss  Compton  is  a  Junior,  vice  pres¬ 
ident  of  sub-district,  treasurer  for 
district  MYF,  and  president  of  the 
MYF  in  her  home  church.  She  was  a 
member  of  the  Summer  Youth  Mission 
Tour  sponsored  by  the  WSCS. 


Miss  Eula  Milsaps  chosen  Joy  Sub¬ 
district  queen  is  shown  with  uniden¬ 
tified  escort. 


"The  Three”  entertained  the  senior  MYF  of  First 
Methodist  Church,  New  Orleans,  at  a  recent  party, 
with  folk  music  and  rock-and-roll.  They  are  (left  to 
right):  Joel,  Barbette,  and  Jayce  Tohline.  The 
Rev.  Clyde  S.  Clark  is  minister. 


Five  queens  representing  their  local  churches  at 
the  Joy  Sub-district  banquet  (left  to  right):  Pat 
Parker,  Glenmora;  Carolyn  Carlton,  LeCompte; 
Eula  Milsaps,  Oakdale;  Debbie  Gill,  Elizabeth; 
Nelda  Butler,  Wesley. 
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Oklahoma  seminary  prof  essor  1967 
Willson  Lecturer  at  Centenary 


Dr.  Thomas  C.  Oden,  professor  of 
ethics  and  historical  theology,  the  Grad¬ 
uate  Seminary,  Phillips  University, 
Enid,  Okla.,  will  be  the  Willson  lectur¬ 
er  at  Centenary  College,  March  6,  7 
and  8,  according  to  Dr.  Jack  S.  Wilkes, 
president. 

The  theme  for  the  fourteenth  Will- 
son  Lectures  at  Centenary  will  be  "The 
Celebration  of  Now.”  The  lectureship 
is  one  of  many  made  possible  by  Dr. 
and  Mrs.  J.  M.  Willson  of  Floydada, 
Tex.  Funds  made  available  by  this  fine 
Methodist  couple  bring  outstanding 
speakers  and  lecturer^  to  visit  campuses 
each  year. 

There  will  be  three  lectures  in  next 
week’s  series.  On  Monday  at  10:10 
a.m.  the  subject  will  be  "Waiting  for 
God.”  On  Tuesday  at  10:40  a.m.,  Dr. 
Oden  will  speak  on  "The  Structure 
of  Boredom,”  and  on  Wednesday  at 
11:10  a.m.  his  subject  will  be  "The 
Possibility  of  Celebration.” 

Also  during  the  week  Dr.  Oden  will 
meet  with  the  faculty  in  the  faculty 
lounge  at  3:00  and  6:00  p.m.  on  Mon¬ 
day;  on  Tuesday  at  5:30  p.m.  he  will 
meet  with  church-related  vocation  stu¬ 
dents  for  supper  in  Smith  Auditorium; 
and  on  Wednesday  at  6:30  p.m.  there 
will  be  an  open  discussion  to  which 
students  are  invited. 

Dr.  Wilkes  has  sent  a  special  invita¬ 
tion  to  all  the  ministers  of  the  Lou¬ 
isiana  Conference  to  attend  the  lectures 
and  to  be  the  guests  of  the  college 
for  meals  during  this  period. 

A  native  of  Oklahoma,  Dr.  Oden  re¬ 


ceived  his  A.  B.  degree  at  the  Uni¬ 
versity  of  Oklahoma  and  the  B.D.  de¬ 
gree  from  Perkins  School  of  Theology. 
He  was  awarded  the  M.A.  and  Ph.  D. 
degrees  by  Yale  University.  He  taught 
at  Yale  University,  1957-58,  and  at 
Perkins  School  of  Theology,  1958-60. 
He  has  served  as  the  pastor  of  churches 
in  Ninnekah,  Whitehead  and  Lexing¬ 
ton,  Okla. 

Dr.  Oden  is  the  author  of  several 
books. 

Area  Council 
to  meet  soon 

The  Area  Council,  its  executive  com¬ 
mittee,  and  its  program  committee  will 
meet  at  First  Methodist  Church,  Alex¬ 
andria,  on  Friday,  March  10,  according 
to  an  announcement  from  the  Rev.  Jack 
Cooke,  Baton  Rouge,  secretary. 

Tlie  schedule  for  the  meetings  is: 
9  a.m. — program  committee;  10  a.m. 
— executive  committee;  and  12  noon — 
the  Area  Council.  Lunch  will  be  served 
at  the  church  and  members,  are  ask  to 
return  their  reservation  card  to  Mr. 
Cooke  so  that  the  host  church  may  be 
advised. 


Bishop  and  Mrs.  Walton  are 
scheduled  to  arrive  in  New  Or¬ 
leans  Friday,  March  3  6:30  p.m. 
on  National  Airlines,  Flight  46, 
from  San  Francisco.,  completing 
a  three  month  world  tour. 


The  Rev.  John  B.  Koelemay, 
right,  is  seen  as  he  received 
a  check  for  $7,000  from 
James  E.  Wilson,  Jr.  of  the 
Shell  Oil  Co.  as  a  gift  from 
that  company  toward  the 
building  of  the  new  Metho¬ 
dist  Hospital. 


St.  Paul’s  Church,  Monroe,  recently  celebrated  a  $127,567  victory  in  their 
$100,000  financial  drive,  which  will  be  used  to  provide  additional  building 
for  their  church.  The  campaign  was  directed  by  the  Rev.  William  A.  Perry 
of  the  Board  of  Missions,  shown  standing  right.  Others  in  the  pictureare: 
Seated:  Dr.  Faheam  Cannon,  the  Rev.  E.  R.  Haug,  district  superintendent, 
Mrs.  Charles  Chambers,  the  Rev.  Fred  S.  Flurry,  pastor,  and  James  Dennis. 
Standing:  Thad  J.  Ryan,  Lamar  Buffington,  Nelson  Burlingham,  John  Allen, 
E.  A.  Freeman,  Bill  Reed,  Tom  Edwards,  the  Rev.  Roy  B.  Nash  and  James’ 
Hawkins. 


Boards  and  agencies  meet 
in  Alexandria  for  convocation 


Dr.  Jack  S.  Wilkes,  president  of  Cen¬ 
tenary  College  and  chairman  of  the 
Louisiana  Area  Council,  told  the  per¬ 
sons  attending  the  first  Convocation  of 
Boards  and  Agencies  that  "In  a  revolu¬ 
tionary  age  there  must  be  more  than 
caretaker  leadership  in  the  Church.” 

He  was  speaking  on  "The  Renewal 
of  Leadership”  to  the  200  or  so  mem¬ 
bers  of  the  conference  boards  and  agen¬ 
cies  at  First  Church,  Alexandria,  Feb¬ 
ruary  24  and  25.  Dr.  Luman  E.  Doug¬ 
las,  director  of  the  Area  Office,  pre¬ 
sided  at  the  meeting. 

Dr.  Wilkes  pointed  out  certain  evi¬ 
dences  of  irresponsible  leadership  in 
the  church  today  and  then  called  for 
leadership  that  "is  theologically  orient¬ 
ed,  has  a  vision  of  enlarged  areas  of 
service  and  possesses  personal  integrity.” 

The  executive  committee  and  certain 


other  smaller  groups  of  the  Board  of 
Missions  met  on  Thursday  evening  and 
Friday  morning,  but  mostoftheboards 
and  agencies  held  their  meetings  begin¬ 
ning  Friday  afternoon  at  2:00  p.m. 

On  Saturday  morning  the  group 
heard  a  presentation  of  jurisdictional 
and  general  programs  of  the  church 
under  the  direction  of  Dr.  Virgil  D. 
Morris,  a  member  of  the  Louisiana  Con¬ 
ference  who  serves  as  executive  secre¬ 
tary  of  the  South  Central  Jurisdiction. 

The  Board  of  Missions  and  other 
boards  heard  representatives  of  their 
general  board  and  other  invited  re¬ 
source  persons  speak  on  challenges  di¬ 
rectly  before  them.  A  major  item  of 
the  missions  group  was  the  study  of  the 
Louisiana  Conferences  recently  com¬ 
pleted  by  the  research  department  of 
the  General  Board  of  Missions. 


OUR  BISHOP'S  LETTER 

February  21,  1967 
Taipei,  Taiwan 

Dear  Louisiana  Methodists: 

Mrs.  Walton  and  I  arrived  in  Taipei  last  Friday  afternoon.  We  have 
enjoyed  our  visit  to  this  most  interesting  island.  We  are  leaving  this  after¬ 
noon  for  Tokyo  where  we  will  spend  the  night  and  then  on  to  Korea 
tomorrow. 


Miss  Juanelva  Rose,  who  for  six  years  was  Director  of  Christian  Educa¬ 
tion  at  First  Church,  Lake  Charles,  is  a  three-year  missionary  in  Taiwan. 
She  is  teaching  music  and  directing  the  choir  at  Tunghai  University  in 
Taichung.  She  came  to  Taipei  on  Saturday  morning  and  spent  the  day 
with  us.  Mrs.  Walton  and  I  went  on  the  train  Saturday  evening  to  Taiwan 
in  the  Southern  part  of  the  island.  Juanelva  went  with  us  to  Taichung, 
which  is  about  half-way  to  Taiwan.  We  thoroughly  enjoyed  the  visit  with 
her  and  we  are  glad  to  report  to  you  that  Juanelva  is  loved  and  her  work 
greatly  appreciated  by  both  missionaries  and  nationals. 

On  Sunday  morning  I  preached  at  Wesley  Methodist  Church  in  Tai¬ 
wan.  The  new  sanctuary  was  only  recently  completed.  It  is  adequate  and 
attractive.  On  yesterday  we  drove  to  Kao-hsiung,  which  is  perhaps  the 
second  largest  city  in  Taiwan,  and  flew  back  to  Taipei. 

The  Methodist  Church  began  work  here  after  our  people  came  from 

(Continued  on  page  4) 
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ONE  GREAT  HOUR  OF  SHARING 

/^UR  attitude  as  we  approach  our  churches  next 
V-r  Sunday  will  determine  whether  the  day  is 
One  GREAT  Hour  of  Sharing.  One  Hour  of  Shar¬ 
es*  or  whether  there  will  be  any  sharing  at  all. 
For  a  number  of  years  Methodists  have  shared 
with  29  other  denominations  in  the  promotion  of 
a  special  offering  to  meet  human  needs  that  circle 
the  globe.  Each  denomination  receives  and  ad¬ 
ministers  the  funds,  but  there  is  the  advantage 
of  a  nation-wide  presentation  that  makes  all  re¬ 
ligious  constituencies  face  their  responsibilities. 

Methodist  giving  will  support  overseas  relief— 
with  a  special  emphasis  on  the  civilian  needs  being 
met  in  Vietnam— Crusade  Scholars,  Christian  ser¬ 
vicemen’s  centers  in  the  Far  East,  and  selected 
church  extension  projects  in  Alaska,  Hawaii  and 
in  the  United  States.  One-half  of  the  offering  will 
go  to  the  Methodist  Committee  for  Overseas  Re¬ 
lief  which  is  counting  heavily  on  our  response  this 
year  to  meet  its  commitments  in  the  Vietnam  ser¬ 
vice  program  .The  Crusade  Scholar  program  looks 
almost  altogether  to  the  One  Great  Hour  of  Shar¬ 
ing  for  continuation.  Of  the  total  amount  received 
this  year,  $75,000  will  be  disbursed  through  the 
National  Division  of  the  Board  of  Missions  for 
selected  church  extension  projects.  This  aid  will 
mean  the  difference  between  going  ahead  or  stand¬ 
ing  still  for  Methodist  churches  with  real  oppor¬ 
tunities  for  mission  outreach. 

This  year  a  new  site  will  be  purchased  for  the 
Sand  Lake  Church  in  Anchorage,  Alaska.  Trinity 
Church  on  Oahu  Island,  Hawaii,  will  receive  funds 
for  expansion.  Although  these  two  states  are  now 
parts  of  the  United  States  they  will  continue  to 
need  our  mission  undergirding  for  a  long  time.  In 
Hawaii,  Christianity  is  a  minority  religion  and 
support  from  the  mainland  will  be  required 

Another  portion  of  the  offering  will  be  directed 
to  the  needs  of  El  Messias  Church  in  San  An- 


THERE  A  RELATED  SIDE  TO  THE  COIN  ? 


tonio,  Tex.,  serving  a  neighborhood  of  Spanish¬ 
speaking  Americans.  Their  funds  from  the  offering 
will  be  spent  to  provide  for  an  outpost  church  and 
a  new  church  school. 

We  have  not  heard  too  much  about  the  very 
significant  program  of  Christian  Servicemen’s  Cen¬ 
ters  that  are  being  established  in  the  Far  East 
through  the  Division  of  Overseas  Ministries  of  the 
National  Council  of  Churches.  These  centers  pro¬ 
vide  needed  facilities  for  the  increasing  number 
of  American  servicemen  being  sent  to  the  Far  East. 
Not  only  do  these  centers  provide  a  place  for  rest 
and  relaxation  in  a  positive  environment,  but  they 
also  offer  an  opportunity  for  the  servicemen  to 
come  to  know  the  country  and  the  people.  They 
encourage  person-to-person  relationships  which  tell 
other  people  in  the  best  way  what  America  is  and 
stands  for.  These  centers  are  already  established  in 
Japan,  Okinawa,  Korea  and  Hong  Kong. 

As  history  unfolds  in  widely  separated  parts  of 
the  earth  an  increasing  number  of  names  appear 
among  the  leaders — names  of  young  people  who 
received  their  training  through  the  Crusade  Schol¬ 
arship  program.  We  did  not  spend  these  funds  to 
slant  the  direction  events  would  move  in  their 
various  countries,  but  we  know  full  well  that  his¬ 
tory  could  be  taking  a  much  different  course  if  it 
had  not  been  for  this  program.  We  will  continue 
to  bring  these  students  to  this  country  and  many 
of  them  will  hold  their  countries’  desiny  on  an 
even  keel  because  of  what  we  have  done  through 
this  and  other  Great  Hours  of  Sharing. 

However,  the  most  dramatic  and  challenging 
call  for  your  sacricial  gifts  on  next  Sunday  come 
from  the  ecumenical  service  that  is  being  rendered 
to  more  than  one  million  refugees  in  South  Viet¬ 
nam.  These  displacements  resulting  from  the  rap¬ 
idly  moving  course  of  the  war  has  called  for  an 
heroric  ministry.  Five  areas  of  need  are  being  met 
by  Church  World  Service,  in  which  the  Methodist 
Committee  for  Overseas  Felief  is  cooperating. 
These  are:  emergency  needs  such  as  food,  clothing 
and  housing;  medical  and  health  needs;  emotional, 
psychological  and  spiritual  needs;  family  and  com¬ 
munity  needs;  and  the  urgent  need  for  trained 
personnel  in  a  large  variety  of  fields 

We  are  talking  here  about  the  civilian  popula¬ 
tion  of  South  Vietnam  around  whom  the  war  has 
now  been  underway  for  about  seven  years.  These 
years  have  had  a  disintegrating  effect  upon  the 
basic  institutions  of  thes  people.  The  war  is  of 
such  a  nature  that  it  is  being  fought  among  the 
people.  Their  homes,  villages  and  farms  are  being 
destroyed  and  little  is  being  done  by  the  military 
forces  or  the  Vietnamese  government  to  meet  these 
realities.  Your  church  is  hard  at  work  in  the  midst 
of  these  problems 


LIFE  SURELY  IS  PLURALISTIC 


If  there  is  any  doubt  in  anyone’s 
mind  that  we  are  living  in  a  pluralistic 
society  he  should  read  the  article  on 
"The  Other  Culture”  in  the  February 
17  issue  of  Life.  You  may  think  that 
some  people  and  some  things  are  "far 
out,”  but  wait  until  you  read  Barry 
Farrell’s  exposition  on  "happenings.” 

We  thought  that  the  bearded  beat¬ 
niks  of  the  campus  and  the  long-hairs 
of  Picadilly  Circus  constituted  another 
breed,  but  here  we  read  of  a  group  of 
individuals  who  still  claim  some  mem¬ 
bership  in  the  human  race  but  find 
their  artistic  expression  and  their 
"kicks”  in  a  variety  of  activities  that 
really  are  too  fantastic  to  describe. 

Just  for  example,  one  "happening” 
describes  the  making  of  a  salad  with  a 
young  lady  buried  beneath  a  mound 
of  lettuce  celery  and  salad  dressing. 
Another  group  is  described  as  making 
a  ritual  of  beating  an  automobile  to 
death  with  sledge  hammers.  There  is 
the  description  of  a  "chance”  musical 
concert  in  which  all  the  music  was 
composed  by  chance  selections  of  spots 
on  the  scale  and  the  soloist  stood  be¬ 
fore  the  microphone  and  rubbed  two 
toy  balloons  together. 

Of  this  concert  Mr.  Farrell  writes: 
"None  of  these  people  was  hearing 
what  I  heard.  Here  I  was,  with  pad 
and  earnest  pencil,  straining  my  ear  to 
judge  the  talents  of  a  musician  who 
only  rubbed  balloons  together.  Did  he 
rub  badly?  Well?  Was  it  pretty?  What 
did  it  mean?  In  mounting  embarrass¬ 
ment,  I  perceived  that  I  alone  was  lis¬ 
tening  for  the  answers  to  these  dogged 
questions  that  the  others  were  listening 
for  something  else.” 

We  might  say  they  were  marching 
to  the  music  of  a  distant  drummer, 
just  as  this  whole  "other  culture” 
seems  to  be  truly  "out  of  this  world.” 
Yet  in  what  world  is  it? 

Some  may  think  we  are  running  out 
of  subjects  to  even  discuss  it,  but  we 
can’t  ignore  the  fact  that  Life  devoted 
its  cover  and  13  pages  to  what  it  calls 
"creative  vandalism.” 
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WASHINGTON,  D.C. — A  “never-before”  view  of  the  Methodist  Building 
here  has  been  provided  this  winter,  with  the  razing  of  century-old  residences 
on  its  north  side.  The  view  will  soon  vanish  again  with  construction  of  a 
five-story  office  building  by  the  Reserve  Officers  Association,  incorporating 
a  Colonial  Minuteman  memorial.  The  Methodist  Building  includes  national 
and  regional  church  offices,  as  well  as  apartments,  and  is  owned  by  the 
General  Board  of  Christian  Social  Concerns.  The  height  break  at  the  center 
is  between  the  building  erected  in  1923  and  the  extension  added  in  1930. 
(Methodist  Information) 

Merger  plan  details  developing 


Debt  almost  paid 
on  Washington 
building  site 

WASHINGTON,  D.C.— The  build¬ 
ing  site  for  a  new  national  Methodist 
center  here  should  be  debt-free  before 
the  1968  General  Conference.  Reduc¬ 
tion  of  the  debt  to  $90,000  was  learned 
here  Feb.  6  by  the  Methodist  Corpora¬ 
tion,  which  controls  development  of  the 
$1,500,000  property. 

Directors  also  considered  the  possi¬ 
bility  that  a  building  project  may  be 
proposed  to  the  1968  General  Confer¬ 
ence. 

"Considerable  interest”  was  expressed 
in  a  unified  auditorium-office  build¬ 
ing  plan  which  was  outlined  at  the 
meeting,  following  up  a  proposal  made 
a  year  ago  by  Bishop  John  Wesley 
Lord  of  Washington,  chairman.  It  was 
referred  for  a  study  of  adequacy  and 
feasibility  to  the  corporation’s  use  and 
development  committee,  headed  by 
Bishop  Fred  P.  Corson  of  Philadelphia. 

The  plan  envisions  a  2,000-seat  audi¬ 
torium,  surrounded  by  gardens  and  in 
turn  surrounded  by  an  octagonal,  one- 
story  structure  to  house  national  and 
regional  offices  of  Methodism  now  in 
Washington,  mostly  in  the  Methodist 
Building  on  Capitol  Hill.  Underground 
parking  would  be  provided  for  office 
occupants.  The  complex  would  cover 
about  9  of  the  site’s  11.8  acres.  The 
cost  was  estimated  by  Bishop  Lord 
to  be  at  least  $10  million. 

The  corporation  authorized  the  con¬ 
tinued  employment  as  consultants  of 
Faulkner,  Stenhouse,  Fryer  and  Faulker, 
Washington  architects,  and  Simon  and 
Simon,  Pittsburgh  research  engineers. 

The  property  in  Northwest  Washing¬ 
ton  was  purchased  ten  years  ago.  It 
has  been  reduced  from  19  to  11.8  acres 
by  sales  of  tracts  to  the  National  Pres¬ 
byterian  Center,  Metropolitan  Memorial 
Methodist  Church  and  the  Methodist 
Division  of  Alcohol  Problems  and  Gen¬ 
eral  Welfare,  for  a  total  of  $672,500. 

As  the  result  of  a  church-wide  appeal 
in  1962,  the  annual  conferences  have 
contributed  $635,847  (including  $38,- 
000  during  the  past  year)  toward  the 
purchase. 


Tracey  Jones 
heads  NCC 
peace  committee 

NEW  YORK,  N.Y.,  (NCC)— The 
top  administrator  of  the  World  Mis¬ 
sions  Division  of  the  Methodist  Church 
has  been  named  chairman  of  the  Na¬ 
tional  Council  of  Churches’  key  ad¬ 
visory  committee  on  peace,  it  was  an¬ 
nounced  today. 

He  is  Dr.  Tracey  K.  Jones,  Jr.,  of 
Montclair,  N.J. 

Dr.  Jones  will  succeed  Dr.  Arthur  S. 
Flemming  in  the  post  of  the  inter¬ 
denominational  group  which  has  re¬ 
sponsibility  for  assessing  dangers  to 
peace  and  advising  the  Council  and  its 
constituent  church  bodies  on  ways  the 
churches  can  help  to  combat  threats  to 
peace.  The  committee,  which  meets  fre¬ 
quently  in  its  counselling  capacity,  is 
composed  ot  45  members  representing 
denominations  constituent  to  the  Coun¬ 
cil. 

Dr.  Flemming,  president  of  the  Uni¬ 
versity  of  Oregon,  was  elected  president 
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CHICAGO,  Ill.  —  Planning  for  the 
proposed  new  United  Methodist  Church 
is  proceeding  on  schedule,  leaders  of 
the  Methodist  and  Evangelical  United 
Brethren  joint  commission  working  out 
details  agreed  here  February  7. 

Meeting  for  the  first  time  as  a  full 
group  since  the  favorable  action  of  the 
two  denomination's  General  Confer¬ 
ences  in  November,  the  EUB  Commis¬ 
sion  on  Church  Union  and  the  Method¬ 
ist  Ad  Hoc  Committee  on  Union  With 
the  Evangelical  United  Brethren  Church 
reviewed  developments  to  date,  made 
plans  for  work  necessary  between  now 
and  April  of  1968,  affirmed  that  Day- 
ton,  Ohio,  present  headquarters  of  the 
Evangelical  United  Brethren  Church, 
would  be  a  major  center  in  the  pro¬ 
posed  new  church,  and  endorsed  sug¬ 
gested  names  for  the  new  church  in 
central  Europe  and  northwestern 
Canada. 

The  union  of  the  two  denominations 
is  now  before  annual  conferences  of 
each  church.  Two-thirds  of  the  aggre¬ 
gate  vote  of  each  denomination’s  con¬ 
ferences  is  required  for  ratification  of 


of  the  National  Council  of  Churches 
at  its  General  Assembly  last  December. 

"We  most  heartily  welcome  Dr.  Jones 
in  his  new  responsibility  with  the  Na¬ 
tional  Council  of  Churches,”  said  Dr. 
R.  H.  Edwin  Espy,  NCC  general  sec¬ 
retary  in  announcing  the  appointment 
which  is  effective  today.  "His  experi¬ 
ence  and  competence  in  world-wide 
ecumenical  affairs  are  widely  known, 
and  he  is  equally  widely  respected  as  a 
Christian  leader  of  profound  dedica¬ 
tion  to  the  cause  of  peace.” 

At  the  same  time,  Dr.  Espy  an¬ 
nounced  the  appointment  of  two  church 
specialists  in  world  affairs  to  direct 
new  programs  related  to  Viet  Nam  and 
Southern  Africa,  to  be  effective  imme¬ 
diately. 

Dr.  Gerhard  Elston,  New  York  City, 
a  lay  member  of  the  Lutheran  Church 
in  America,  will  be  director  for  Viet 
Nam  Affairs.  Dr.  William  K.  Du  Val, 
Montclair,  N.J.  has  been  appointed  di¬ 
rector  of  Southern  Africa  affairs. 


the  approval  by  the  General  Confer¬ 
ences.  If  ratified,  the  new  United  Meth¬ 
odist  Church  formally  will  come  into 
being  at  a  Uniting  Conference  in  Dal¬ 
las,  Texas,  April  21 -May  4,  1968. 

Much  of  the  work  facing  the  joint 
commission  in  the  weeks  ahead  centers 
on  organization  and  administration  of 
the  local  church  and  general  boards 
and  agencies.  This  section  of  the  Plan 
of  Union  was  adopted  "in  principle” 
at  the  General  Conferences,  but  will 
be  before  the  delegates  at  Dallas  for 
final  action. 

To  finalize  these  provisions  for  pres¬ 
entation  at  Dallas,  and  to  work  on 
other  details  of  the  union,  the  commis¬ 
sioners  voted  to  set  up  14  committees. 
Personnel  for  the  committees  will  be 
named  in  the  near  future. 

Among  other  things  to  be  considered 
by  these  groups  are  the  ministry;  the 
local  church;  lay  activities;  overseas  re¬ 
lief,  guidelines  for  unification  of  boards 
and  agencies,  annual  conferences  and 
local  churches,  and  housing  of  agen¬ 
cies;  merger  of  general  board  staffs; 
fiscal  years;  budgets  and  finance. 

Executives  ask 
restructuring 

CHICAGO  (M.I.) — Redesigning  the 
structure  of  the  proposed  United  Meth¬ 
odist  Church  by  next  year  is  called  for 
in  a  resolution  adopted  here  Jan.  31 
by  top  executives  of  the  two  denomina¬ 
tions  that  are  moving  toward  union — 
The  Methodist  Church  and  The  Evan¬ 
gelical  United  Brethren  Church. 

In  a  statement  addressed  to  the  Joint 
Commissions  on  Union  of  the  two 
church  bodies,  the  executives  urged  that 
a  committee  be  named  "to  develop  suc¬ 
cinct  statements  on  mission  (purpose) 
of  The  United  Methodist  Church  and 
to  draft  a  plan  of  restructure  to  enable 
the  church  to  accomplish  this  mission.” 

Approval  of  a  constitution  and  plan 
of  union  of  the  two  denominations  was 
voted  at  simultaneous  General  Confer¬ 
ences  of  the  two  churches  in  Chicago, 
Nov.  11. 


DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

March  5 — Sun.  ....  Isaiah  35:1-10 

March  6  . Isaiah  43:1-13 

March  7  .  Isaiah  53:1-12 

March  8  .  Romans  3:1-31 

March  9  .  Romans  10:1-21 

March  10  ..._ .  I  Cor.  1:1-31 

March  11  .  Ephesians  1:1-14 

March  12 — Sun.  ....  Ephes.  2:11-22 


Budget  disagreement 

led  to  dismissal 
of  Drew  dean 

MADISON,  N.J.  (RNS)  —  Dr. 
Charles  W.  Ranson  was  dismissed  as 
dean  of  Drew  University  Theological 
School  because  of  disagreement  over 
funds  for  operation  of  the  school  it 
was  disclosed  here. 

Dismissal  of  Dr.  Ransom  had  spurred 
protest  demonstrations  by  some  students 
and  faculty. 

Dr.  Charles  C.  Parlin,  noted  Meth¬ 
odist  layman  who  was  appointed  by 
Drew  President  Robert  Fisher  Oxnam 
to  head  a  special  committee  of  trustees 
to  study  problems  relating  to  campus 
theological  education,  made  the  dis¬ 
closure. 

He  noted  that  the  Methodist-affil¬ 
iated  university  is  "made  up  of  three 
schools,  the  Theological  School,  the 
College  of  Liberal  Arts  and  the  Grad¬ 
uate  School”  and  asserted: 

"The  trustees  were  faced  with  de¬ 
mands  for  immediate  rebudgeting  of 
the  Theological  School,  which  they  were 
unwilling  to  grant.” 

Dr.  Parlin,  who  is  a  co-president  of 
the  World  Council  of  Churches,  furth¬ 
er  explained  that  "Basically  involved 
in  the  attack  by  the  dean  and  the  the¬ 
ological  faculty  on  the  president  of  the 
university  and  its  board  of  trustees  has 
been  the  allocation  ...  of  the  available 
university  funds.” 

He  pledged  that  the  special  committee 
of  trustees  will  assist  President  Oxnam 
in  a  "study  of  the  over-all  situation 
with  particular  attention  to  the  needs 
of  the  Theological  School.  If  it  de¬ 
velops  that  additional  funds  are  re¬ 
quired  to  meet  legitimate  needs,  the 
trustees  will  seek  additional  funds.” 

Dr.  Parlin  also  revealed  that  the 
Methodist  Board  of  Education  has  been 
asked  to  assist  in  the  study. 

"The  committee  hopes  that  in  this 
study  the  president  of  the  university 
and  the  committee  will  have  the  co¬ 
operation  of  the  Theological  School 
faculty,”  he  said.  (Both  the  faculty  and 
student  body  protested  the  dean's  dis¬ 
missal  with  protest  demonstrations, 
coupled  with  a  demand  for  an  explana¬ 
tion  from  the  university  trustees.) 

Dr.  Parlin  had  high  praise  for  the 
Theological  School  faculty,  which  he 
said  possesses  "outstanding  academic 
excellence  and  highest  teaching  compe¬ 
tence.”  He  added  that  "no  claim  is  or 
could  be  made  of  interference  with 
their  freedom  of  teaching.” 

He  dismissed  as  "apparently  not  in¬ 
volved”  campus  conjecture  "about  the 
Theological  School  being  part  of  the 
university. 


PAGE  THREE 


Dr.  Jack  S.  Wilkes,  president  of  Centenary  College, 
is  shown  as  he  addressed  the  convocation  of  bo ards 
and  agencies  in  Alexandria  last  week. 


The  Rev.  Roy  Mouser,  Lake  Charles,  chairman  of 
the  Board  of  Missions,  shown  with  the  Rev.  Darwin 
Andrus,  of  the  staff  of  the  National  Division  of  the 
Board  of  Missions. 


Board  of  Ministerial  Training  and  Qualification  in 
session  on  Friday  afternoon  at  First  Church,  Alex¬ 
andria. 


OUR  BISHOP  S  LETTER  (Continued  from  page  1J 

the  mainland  in  the  late  forties.  The  church  is  growing  and  a  constructive 
program  is  carried  on.  We  have  visited  Soochow  University  which  holds 
particular  interest  for  us.  First  Methodist  Church,  Little  Rock,  where  I 
was  minister  for  seventeen  years,  supported  Dr.  John  W.  Cline  for  more 
than  twenty-five  years.  Dr.  Cline  was  the  second  president  of  the  original 
Soochow  University  on  the  main  land.  First  Church,  Little  Rock,  also  con¬ 
tributed  sixty-five  thousand  dollars  to  build  Cline  Hall  on  that  campus 
in  honor  of  Dr.  Cline.  During  World  War  II  Dr.  Cline  was  a  prisoner 
of  the  Japanese.  He  returned  home  and  came  back  to  China  to  help  after 
the  war.  When  the  Communists  took  over  he  came  back  to  the  States. 
I  later  conducted  funeral  services  for  him  in  his  home  town  of  Benton, 
Arkansas.  For  these  and  other  reasons  we  were  glad  to  see  the  new  Soo¬ 
chow  University  here  in  Taipei.  The  enrollment  is  a  little  more  than  140.0. 
About  390  live  in  campus  dormitories;  the  rest  come  and  go  every  day. 
About  300  of  these  students  are  Christians.  The  president  is  Dr.  C.  Y. 
Stone.  Dr.  Miron  A.  Morrill,  professor  of  English  and  administrative  as¬ 
sistant,  was  our  host  as  Dr.  Stone  was  engaged  in  an  important  meeting 
downtown.  All  of  the  misisonaries  and  many  nationals  have  been  most 
gracious  to  us.  We  have  also  found  old  friends  among  them. 

One  type  of  ministry  on  Taiwan  is  the  low-cost  housing  village  proj¬ 
ects,  like  those  of  Wesley  and  Asbury  villages  in  Hong  Kong.  We  visited 
Peace  Village  in  Tapei  which  is  just  being  completed  and  will  be  occupied 
soon.  We  also  visited  Good  News  Village  in  Kao-hsiung,  which  has  been 
in  operation  for  about  three  years. 

We  have  read  with  great  interest  the  account  in  The  Louisiana  Meth¬ 
odist  of  the  ground-breaking  ceremonies  for  the  Methodist  Hospital  in 
New  Orleans.  We  regret  that  we  could  not  be  present,  but  we  are  rejoicing 
that  this  most  important  project  has  now  reached  the  construction  stage. 
May  I  commend  to  all  Louisiana  Methodists  the  urgent  need  of  support 
for  the  new  Methodist  Hospital. 

Sincerely, 


Building 

consecrated 

at  Horseshoe  Drive 

A  Consecration  service  for  the  new 
educational  facilities  was  held  at  Horse¬ 
shoe  Drive  Methodist  Church,  Alex¬ 
andria,  Sunday,  February  5.  The  Rev. 
John  F.  Kilpatrick,  superintendent  of 
the  Alexandria  District,  conducted  the 
service,  assisted  by  the  pastor,  the  Rev. 
Louis  M.  Coppage. 

The  building  was  constructed  at  a 
cost  of  $60,956  and  provides  for  three 
classrooms  for  children,  a  parlor, 
kitchen  and  fellowship  hall. 

Classrooms  and  parlor  focus  through 
glass  walls  on  an  open  central  court¬ 
yard.  The  new  fellowship  hall  features 
a  panoramic  view  of  Bayou  Robert  and 
has  a  roof  constructed  of  exposed 
wood  trusses. 

In  the  fellowship  hall,  a  folding 
stage  is  provided  for  speaking  and  for 
dramatic  presentations.  It  is  stored  out 
of  sight  when  not  needed,  and  there 
is  a  folding  partition  dividing  the 
room  for  classes. 

New  and  modern  kitchen  facilities 
separate  parlor  and  fellowship  hall  and 
serve  both  areas. 

All  of  the  new  part  of  the  building 
is  heated  and  cooled  by  a  central  sys¬ 
tem. 

Glankler  and  Broadwell  were  build¬ 
ing  architects,  Harris  and  Woodruff 
were  the  contractors. 

Members  of  the  church  building 
committee  were:  Wallace  L.  Sandifer, 
chairman;  Mrs.  S.  S.  Anderson,  Jr., 
Mrs.  R.  L.  Beck,  H.  K.  Beebe,  Mrs. 
T.  E.  Campbell,  James  A.  Cheneval, 
Mrs.  A.  D.  Deville,  Evon  Ryder,  Tracy 
Speake,  George  Singleton,  Kenneth 
Wakefield  and  Col.  George  Weego. 


METHODIST  NEWS  IN  BRIEF 

The  direction  of  Methodist  commu¬ 
nication  efforts  in  the  future  will  be 
one  of  the  subjects  discussed  at  the  an¬ 
nual  meeting  of  the  Television,  Radio 
and  Film  Commission  March  15-16  in 
New  Orleans,  La. 

+ 
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Dr.  Murray  H.  Leiffer,  professor  at 
Garrett  Theological  Seminary  in  Evans¬ 
ton,  Ill.,  and  a  member  of  The  Meth¬ 
odist  Church’s  Judicial  Council,  has 
been  elected  president  of  the  American 
Society  of  Christian  Ethics. 


Louisiana  Council 
of  Churches 
Consultation 

The  Louisiana  State  Council  of 
Churches  will  be  host  for  a  Regional 
interdenominational  Consultation  on 
Camps  and  Conferences  to  be  held  on 
March  13-14  at  Gulfside  Assembly  in 
Waveland,  Miss. 

State  Councils  of  Churches  and  de¬ 
nominations  participating  will  include 
those  from:  Alabama,  Arkansas,  Louisi¬ 
ana,  Mississippi,  and  Tennessee. 

The  Rev.  Sam  J.  Allen,  executive  di¬ 
rector  of  the  Louisiana  State  Council 
of  Churches,  said  that  "the  consulta¬ 
tion  will  bring  regional  denominational 
leaders  together  to  appraise  the  effec¬ 
tiveness  of  the  camp-conference  pro¬ 
grams  and  the  adequacy  of  the  facilities 
for  the  mission  of  the  church  in  the 
days  ahead.’’ 

"The  new  factors  are:  changing  struc¬ 
tures  of  the  church;  changing  patterns 
emerging  in  the  church’s  work;  changes 
in  society  effected  by  revolutions  in 
technology,  population,  transportation, 
communications,  and  leisure;  govern¬ 
ment  planning  for  outdoor  recreations 
in  every  state  and  county  or  parish;  and 
rapidly  decreasing  supply  of  suitable 
land  available,  for  organized  camping 
and  conferences.” 

"This  consultation  will  lay  the 
groundwork  for  strategic  moves  to  un¬ 
dergird  and  further  the  church’s  pro¬ 
gram  of  camps  and  conferences  through 
co-operative  effort,”  said  Allen. 

Attending  the  regional  conference 
will  be  denominational  executives,  state 
council  of  churches  executives,  area  di¬ 
rectors  of  Christian  education,  and 
other  persons  employed  professionally 
in  church  camp  and  conference  pro¬ 
grams  in  the  five  state  region. 


LEFT:  View  of  the  rear  of  the  new  educational 
building  at  Horseshoe  Drive  Church,  Alexandria, 
showing  the  row  of  windows  which  allow  view  of 
Bayou  Robert  in  fellowship  hall.  RIGHT:  (L.  to 
r.):  the  Rev.  John  F.  Kilpatrick,  Alexandria  Dis¬ 
trict  Superintendent,  W.  L.  Sandifer,  building  com¬ 
mittee  chairman,  and  the  Rev.  Louis  M.  Coppage, 
pastor. 
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E  W  S 
OTES 

HORSESHOE  DRIVE  CHURCH,  Alex¬ 
andria,  has  planned  revival  services  to 
be  held  beginning  Wednesday,  March 
8,  and  climaxing  with  two  services  on 
Sunday,  March  12,  omitting  Saturday. 
The  Rev.  John  Winn,  pastor  of  Cedar 
Grove  Church  in  Shreveport,  will  be 
the  evangelist.  The  Rev.  Louis  Cop- 
page  is  the  pastor. 

THE  VIDALIA  CHURCH  concluded 
it’s  five-week  study  of  "Affluence  and 
Poverty”  on  Sunday  evening,  Feb.  5. 
Leaders  were  Tom  Miller,  Fred  Foster, 
Dr.  Charles  Payne,  and  Mrs.  Bob  Pat¬ 
ton.  Worship  settings  were  arranged 
by  Mrs.  H.  H.  Bledsoe.  The  pastor  is 
the  Rev.  W.  Odell  Simmons. 

THE  METHODIST  HOME  Hospital 
Auxiliary  will  sponsor  a  fashion  show 
on  Friday,  March  3,  at  1:00  p.m.  in 
Rayne  Memorial  Church,  New  Orleans. 

OAK  PARK  CHURCH  of  Lake  Charles 
will  hold  a  revival  meeting,  March 
5-9,  at  7  o’clock  each  evening.  The  Rev. 
R.  L.  Peyton,  pastor  of  First  Meth¬ 
odist  at  Bastrop,  will  be  the  evangelist. 
Mr.  Peyton  is  a  former  pastor  of  Oak 
Park.  J.  M.  Thom,  choir  director  at 
Oak  Park,  will  be  the  song  leader.  The 
Rev.  Donald  M.  Risinger  is  pastor. 

AT  LAKEVIEW  CHURCH,  Minden, 
the  Low  Junior  7th  Grade  Sunday 
school  class  members  were  entertained 
by  their  teacher,  John  E.  Smith,  on  Fri¬ 
day  night,  Feb.  17,  by  attending  a 
skating  party  at  the  skating  rink  in 
Sibley.  Seventeen  youngsters  enjoyed 
the  party  chaperoned  by  Mr.  and  Mrs. 
Smith  and  Mr.  and  Mrs.  Doy  le  Sanders. 
Their  pastor  is  the  Rev.  W.  O.  Lynch, 

Jr- 

OCCUPYING  THE  PULPIT  of  Car- 
rolton  Church  in  New  Orleans  on  Feb. 
19  were  the  Rev.  John  B.  Koelemay, 
promotional  director  of  the  new  Meth¬ 
odist  Hospital,  at  the  morning  service, 
and  Mrs.  Norma  Levy,  local  poacher, 
at  the  evening  service.  The  pasifur,  the 
Rev.  James  T.  Harris,  was  in  Shreve¬ 
port  where  he  preached  at  the  Cen¬ 
tenary  College  Homecoming. 

MRS.  EVELYN  NORMAN,  St.  Landry 
Parish  director  of  welfare,  was  the 
speaker  at  the  Feb.  19  session  of  "Af¬ 
fluence  and  Poverty”  in  Louisiana  Me¬ 
morial  Church,  Opelousas,  where  tthe 
Rev.  Fred  O.  Shirley  is  pastor. 

ASBURY’S  THREE  YOUNG  minis 
ters-to-be  led  the  services  in  that  church. 
Feb.  26.  Gene  Gillis,  who  is  a  student 
at  U.S.L.,  directed  the  worship  in  both 
morning  services.  Jeff  Booth,  who  plans 
to  take  a  student  pastorate  and  at¬ 
tend  Duke  University’s  School  of  The¬ 
ology,  Durham,  N.C.,  in  June,  preached 
for  the  8:30  service.  Tommy  Patton, 
who  will  attend  St.  Paul’s  Theological 
Seminary,  Kansas  City,  in  June, 
preached  at  the  11  a.m.  service.  The 
Rev.  George  W.  Ross  is  pastor  of  this 
Lafayette  church. 


DR.  DOUGLAS  JACKSON,  professor 
at  Perkins  School  of  Theology,  South¬ 
ern  Methodist  University,  was  the  open¬ 
ing  speaker  for  the  Hammond  inter- 
church  mission  study  Sunday  evening, 
Feb.  26.  The  first  session  was  held  in 
the  Holy  Ghost  Catholic  School  din¬ 
ing  haH,  where  Dr.  Jackson  spoke  on 
"Biblical  and  Historical  Background  of 
the  Church's  Concern  for  the  Poor.’ 
The  March  5  session  will  be  in  First 
Methodist  Church,  of  which  the  Rev. 
Alfred  M.  Brown  is  pastor.  The  class 
will  meet  in  the  First  Christian  Church 
on  March  12,  and  in  Grace  Episcopal 
Church,  March  19.  Ten  churches  are 
■cooperating  in  the  study. 

THE  125th  ANNIVERSARY  of  the 
Napoleon  Avenue  Church  in  New  Or¬ 
leans  will  be  commemorated  soon.  A 
committee  has  been  designated  by  the 
Official  Board  to  make  the  plans.  Dr. 
Emile  Bernard  is  chairman  and  serving 
with  him  will  be  the  Rev.  Don  Al- 
verson,  pastor,  Ernest  Arnold,  Emile 
Bernard,  Sr.,  Mr.  and  Mrs.  Frank 
Groves,  N.  N.  Hingle,  Sr.,  N.  N.  Hin- 
gle,  Jr.  Miss  Amy  Hinrichs,  and  Mrs. 
Charles  Robards.  Although  the  church 
has  been  at  different  locations  and  un¬ 
der  several  different  names,  the  organ¬ 
ization  has  continued  since  May  1,  1842. 

THE  MONROE  SUB-DISTRICT  MYF 
met  Sunday,  Feb.  26,  in  the  First  United 
Pentecostal  Church  where  the  Rev.  G. 
E.  Chance,  pastor  of  the  church,  ex¬ 
plained  some  of  their  beliefs. 

THE  RAYNE  MEMORIAL  Organ 
Series  presented  Robert  Anderson  in 
recital  on  Monday,  Feb.  27.  Dr.  Ander¬ 
son  is  head  of  the  Organ  Department 
>n  the  School  of  Arts  at  Southern  Meth¬ 
odist  University,  Dallas.  He  has  given 
recitals  in  many  parts  of  this  country 
and  in  Germany  under  the  auspices  of 
the  American  Embassy.  John  Hutton, 
Jr.  is  organist  and  director  of  music 
at  Rayne.  Dr.  B.  A.  Galloway  is  pastor. 

WISNER  METHODIST  MEN  invited 
men  from  Gilbert  and  Boeuf  Prairie 
Churches  to  attend  the  Feb.  23  supper 
meeting  to  hear  the  Rev.  Edward  R. 
Haug,  Monroe  District  superintendent. 
Dr.  John  R.  Johns  is  the  Wisner  pastor. 
The  Rev.  George  R.  Holcombe  is  pastor 
at  Gilbert-Boeuf  Prairie. 

MISS  RUTH  HOLLY,  pastor  of  the 
■Collinston  Church,  is  conducting  a 
church  membership  class  on  six  con¬ 
secutive  Sunday  afternoons.  The  six 
members  have  viewed  the  following 
filmstrips:  John  Wesley,  Founder  of 
Methodism;  The  Story  of  John  Wesley; 
Becoming  a  Church  Member;  This  Is 
Your  Church.  The  class  attended  a  wor¬ 
ship  service  at  the  Jewish  Synagogue 
in  Monroe,  accompanied  by  Mrs.  A. 
H.  Harper  and  Mrs.  Maud  Pyron. 

THE  REV.  TED  SMITH,  pastor  of  the 
Methodist  Church  at  St.  Francisville- 
Tunica,  was  speaker  at  the  sweetheart 
banquet  at  the  Tunica  Baptist  Church, 
Feb.  11. 


THE  REV  CARY  MARTIN,  pastor 
of  the  Kentwood  Church,  presented  the 
work  of  the  Migrant  Ministry  to  the 
Bethel  Church’s  February  Family  Night. 
The  minister  at  Bethel,  Baton  Rouge 
District,  is  the  Rev.  Marvin  McFafland. 


The  Rev.  and  Mrs.  Jack  Midyett  are 
pictured  at  the  Vidalia  Church,  Feb.  19, 
where  he  was  guest  speaker.  Mr.  Midyett 
is  superintendent  of  the  Methodist  Home 
Hospital  in  New  Orleans. 


A  LAY  REVIVAL  is  scheduled  to  be 
held  in  University  Church  at  Lake 
Charles,  March  6-7.  Outstanding  lay 
witnesses  will  speak.  An  all  male  group 
called  "The  Methodists”  will  form  the 
choir.  The  Rev.  Merlin  W.  Merrill  is 
host  pastor. 


W.  R.  BRILEY  and  Shannon  Willough- 
by  directed  the  school  for  ushers  held 
in  Broadmoor  Church,  Shreveport,  Feb. 
13.  The  Rev.  Robert  Crichlow  is  pas¬ 
tor. 

A  SIDEWALK  RELIGIOUS  Art  Show 
will  be  held  from  2-6  p.m.  on  Sun¬ 
day,  March  5,  at  Broadmoor  Church  in 
Baton  Rouge,  sponsored  by  Louisiana 
Art  &  Artists  Guild.  There  will  be  an 
illustrated  lecture  on  Art  and  Archi¬ 
tecture  by  John  Desmond  and  Bill 
Burks  in  the  sanctuary  at  4  p.m.  This 
annual  show  will  have  a  children’s  sec¬ 
tion  this  year.  At  7  p.m.  the  Broadmoor 
Chancel  Choir  will  present  The  Seven 
Last  Words.  The  Rev.  Barry  Bailey  is 
pastor. 

CAROLE  ELAINE  SPIGENER  was  the 
student  recognition  day  speaker  in  the 
Arizona  Church.  V/hile  a  student  at 
a  business  college  in  Shreveport,  Carole 
Elaine  resides  in  the  Methodist  oper¬ 
ated  Business  Girls'  Inn. 

GOD  AND  COUNTRY  awards  were 
presented  to  Ricky  Jones,  Robert  Jack- 
son,  Lonnie  Smith,  Ralph  Terry,  and 
Howard  Gardner  at  the  Sunday  morn¬ 
ing  service  in  DeRidder  First  Church 
by  the  pastor,  the  Rev.  Robert  H.  Jam¬ 
ieson. 


IN  THE  NORTH  HIGHLAND 
Church  of  Shreveport,  the  young  peo¬ 
ple  elected  the  following  court  at  the 
Valentine  Banquet;  king — Travis  Hail¬ 
ey,  queen — Kay  Sumrall,  prince — Mitch 
Timmons,  princess — Judy  Buckley,  Jr., 
prince — Todd  Simons,  Jr.,  princess  — 
Whitney  National  Bank  and  resides 
ins  is  their  pastor. 

THE  HOUMA  FIRST  CHURCH  has 
purchased  a  school  bus  to  be  used  in 
expanding  the  church  program.  The 
Rev.  Jerome  Cain  is  pastor. 


THE  LAKE  CHARLES  DISTRICT 
breakfast  for  Methodist  Men  will  be 
held  at  8  a.m.  on  Saturday,  March  4, 
in  University  Church  at  Lakes  Charles. 
These  monthly  breakfasts  are  sponsored 
by  the  District  Board  of  Lay  Activities. 

THE  REV.  HAROLD  G.  SPANN  of 
San  Augustine,  Texas,  is  guest  evan¬ 
gelist  for  the  spring  revival  being  con¬ 
ducted  in  Asbury  Church,  Lafayette, 
this  week.  The  first  service  was  held 
last  night,  March  1,  and  will  continue 
through  March  8.  Jerry  Ross  of  Shreve¬ 
port  is  the  song  leader.  Youth  services 
are  held  each  morning  from  7:15-7:45. 
A  Youth  Crusade  and  Christian  Wit¬ 
ness  Mission  will  be  featured  Saturday, 
March  4.  The  Asbury  pastor  is  the  Rev. 
George  W.  Ross. 


The  Rev.  W.  H.  Bengtson’s  45th  anni¬ 
versary  as  a  Methodist  minister  was  spot¬ 
lighted  in  this  altar  arrangement  in  the 
Many  Church  by  Mrs.  0.  E.  Williams.  The 
arrangement  pictured  below  was  also  by 
Mrs.  Williams  and  featured  an  “angel  band” 
sent  to  her  by  her  grandson,  Dr.  Charles 
Emery  Williams,  serving  in  Hq.  56th  Gen. 
eral  Hospital,  Verdun,  France. 


MRS.  W.  C.  McDonald  is  leading  a 
bible  study  of  "Christian  Being  and 
Doing,”  using  James  and  I  Peter,  for 
the  Woman’s  Society  of  Christian  Ser¬ 
vice  of  Rodessa,  Shreveport  District. 

MRS.  R.  M.  STEERE  of  Ruston  told 
about  her  mission  visit  to  Bolivia  last 
summer  at  a  joint  meeting  of  the 
Springhill  Wesleyan  Service  Guild  and 
Woman’s  Society,  Feb.  7. 

MRS.  JAMES  CHENEVAL,  a  charter 
member  of  the  Woman’s  Society  of 
Horseshoe  Drive  Church,  Alexandria, 
was  honored  by  the  night  circle  with 
the  presentation  of  a  Life  Membership. 
Mrs.  Cheneval  has  held  many  offices 
in  the  church,  including  WSCS  treas¬ 
urer,  circle  president,  director  of  vaca¬ 
tion  church  school,  pianist,  and  church 
school  superintendent. 
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The 

Sunday  School  Lesson 


By:  Alfred  A.  Knox 


LESSON  FOR  MARCH  12:  Man  Under  Judg¬ 
ment 

BACKGROUND  SCRIPTURE:  Luke  19:28 
through  21:38 

MEMORY  SELECTION:  Heaven  and  earth  will 
pass  away,  but  my  words  will  not  pass  away. 
Luke  21:33 

AIM  OF  THE  LESSON:  To  help  the  class  under¬ 
stand  that  judgment  is  as  much  a  part  of  the 
nature  of  God  as  love  is. 


Luke  has  been  telling  us  in  great  detail  of 
the  love  of  God.  In  today’s  lesson  we  are  re¬ 
minded  that  judgment  is  also  an  essential  part 
of  His  nature. 

The  main  part  of  the  lesson  is  based  on  the 
parable  of  “the  cruel  tenants”  (Luke  20:9-18) 
which  is  one  of  the  parables  that  must  be  seen 
as  an  allegory.  God  is  the  owner  of  the  vineyard 
described,  Israel  is  represented  by  the  tenants 
who  have  the  responsibility  for  the  vineyard,  the 
messengers  who  are  sent  for  an  accounting  are 
the  prophets,  and  finally  the  owner’s  son,  who 
is  Jesus,  is  sent  for  the  accounting.  The  tenant’s 
think  they  see  an  opportunity  to  take  owner¬ 
ship  of  the  property,  and  so  they  put  the  son 
to  death.  As  one  writer  says,  "Here  we  see  the 
sin  of  the  tenants  reaching  its  lowest  depth  as 
they  treat  the  vineyard  as  their  very  own.” 

God  then  destroys  the  tenants — who  have  in 
reality  destroyed  themselves — and  gives  the  vine¬ 
yard  to  others.  There  follows  the  great  teaching 
about  “the  very  stone  which  the  builders  re¬ 
jected  has  become  the  head  of  the  corner”  (Luke 
20:17).  Then  we  are  told  how  the  judgment  of 
God  works  itself  out  in  the  lives  of  men,  as 
he  says:  “Every  one  who  falls  on  that  stone  will 
be  broken  to  pieces;  but  when  it  falls  on  any  one 
it  will  crush  him.”  (20:18) 

God’s  wrath  and  judgment  are  as  sure  as  His 
love.  When  we  turn  our  backs  on  His  love,  we 
face  his  judgment.  The  centuries  have  under¬ 
scored  the  certainty  that  “God  is  not  mocked.” 
*  #  * 

THE  WICKED  HUSBANDMEN 

The  villains  in  our  story  are  the  husbandmen 
of  the  vineyard  who  would  not  be  content  as 
renters  of  the  land  that  belonged  to  an  absentee 
landlord.  They  would  not  rest  until  they  held 
the  title  to  the  land  and  they  would  do  anything 
to  attain  their  ends.  Remember,  Jesus  is  talking 
here  about  Israel,  and  these  are  harsh  words. 
One  messenger  after  another  came  for  an  ac¬ 
counting,  “but  the  tenants  beat  him  and  sent 
him  away  empty-handed.”  (20:10) 

Dr.  George  Buttrick  says,  “The  picture  is 
of  tenants  who  have  in  mind  one  day  to  pos¬ 
sess  the  land  in  fee  simple.  What  they  have  at 
present  has  been  let  out  to  them  by  him  whose 
vineyard  it  is.”  (Interpreters  Bible) 


This  parable  has  special  significance  because 
of  its  timing  and  its  setting.  We  are  in  Jeru¬ 
salem  with  Jesus  during  the  last  week.  Prior 
to  telling  this  parable  Jesus  has  cleansed  the 
temple  and  spoken  in  strong  language  to  the 
tenants  of  that  portion  of  God’s  vineyard:  “You 
have  made  it  a  den  of  robbers.”  (19:46).  It  is 
now  apparent  that  they  will  reject  him  just 
as  they  had  the  prophets.  Jesus  has  already  made 
his  stand  for  God  and  he  returns  in  this  lesson 
to  the  tone  of  judgment  which  characterized  the 
preaching  of  John  the  Baptist. 

Luke  has  spoken  of  God’s  love  in  great  de¬ 
tail.  Now  he  knows  that  it  is  time  to  speak 
of  the  other  side  of  His  love  in  judgment.  When 
he  speaks  of  the  certainty  of  judgment  he  is  not 
speaking  as  one  who  believed  that  God’s  pur¬ 
poses  were  all  worked  out  in  advance,  but  as 
one  who  knows  how  surely  cause  is  followed  by 
effect. 

*  *  * 

REJECTION  OF  THE  PROPHETS 

The  succession  of  messengers  from  the  land¬ 
lord  about  whom  Luke  speaks  is  the  parade  of 
the  prophets,  all  of  whom  had  come  in  God’s 
name  to  call  for  an  accounting  from  the  tenants. 
They  had  all  received  the  same  treatment,  having 
been  “treated  shamefully,  and  sent  away  empty- 
handed.”  (20:11) 

We  recall  how  the  prophets  of  the  Old  Testa¬ 
ment  were  in  constant  trouble.  They  knew  they 
were  under  God’s  orders,  but  no  one  else  seemed 
to  recognize  this.  What  they  said  usually  fell  on 
cold  and  rebellious  hearts.  In  every  age  the 
prophets  spoke  candidly  to  those  who  were  sup¬ 
posed  to  be  representing  God’s  interest  on  the 
earth.  They  disturbed  the  “status  quo,”  they  had 
a  way  of  cutting  right  through  to  the  sins  of 
men  and  of  kings.  They  had  a  skill  at  making  peo¬ 
ple  uncomfortable  and  people  did  not  like  that. 
Rejection  and  death  were  their  fate,  and  Jesus 
knew  that  he  walked  in  their  company  because 

there  was  now  no  doubt  where  his  destiny  lay. 
*  *  * 

REJECTION  AND  JUDGMENT 

The  husbandmen  thought  they  were  surely 
settling  their  problem  once  and  for  all  when  they 
murdered  the  son,  and  “they  cast  him  out  of 
the  vineyard  and  killed  him.”  (20:15)  They  were 
blind,  as  so  many  other  millions  have  been  blind 
through  the  centuries.  They  would  not  know 
until  too  late  that  all  they  had  done  was  to 
bring  judgment  into  focus.  They  had  pulled  on  a 
lever  marked  “cause;”  and  the  “effect”  was  sure 
to  follow.  Occasionally'  they  forget  that  God  is 
the  creator  of  the  heavens  and  the  earth  and 
that  he  is  the  ruler  of  his  physical  universe  as 
well  as  the  spiritual  realm. 

Dr.  Ralph  W.  Sockman  has  said  (Whom  Christ 
Commended):  “The  Russians  have  tauntingly 
boasted  that  their  space  explorations  have  ex¬ 
ploded  the  biblical  theories  of  God.  Their  cos¬ 
monauts  have  found  no  God  or  angels  in  the 
heavens.  True,  the  modern  sputniks  have  dis¬ 
proved  the  naive  teaching  of  the  czaristic  church 


which  peopled  the  heavens  with  winged  spirits, 
but  the  scientific  calculations  and  achievements 
of  the  spacemen  have  demonstrated  the  order¬ 
liness  of  this  created  universe.” 

Luke  knew  the  whole  story  as  he  wrote  his 
gospel.  He  knew  that  those  who  thought  to  rid 
themselves  of  one  more  troublesome  messenger 
from  God  by  killing  him  had  discovered  that 
what  they  had.  really  done  was  open  the  door  of 
judgment. 

*  *  * 

PRIVILEGE  AND  RESPONSIBILITY 

Only  too  late  these  husbandmen  of  whom 
we  study  discovered  that  their  privilege  of  oper¬ 
ating  God’s  vineyard  carried  with  it  tremendous 
responsibilities.  This  is  what  so  often  spoils  peo¬ 
ple  who  occupy  important  positions.  They  forget 
that  the  day  of  reckoning  is  surely  coming. 

This  is  a  basic  law  of  life  even  for  those  who 
manifest  no  religious  loyalties.  The  people  of 
Israel  had  been  chosen  by  God  to  occupy  a  posi¬ 
tion  of  great  privilege.  He  expected  them  to  be 
ready  to  carry  a  heavy  load  of  responsibility  as 
well.  He  anticipated  their  readiness  to  receive  His 
son  when  he  came. 

The  vineyard  was  not  just  any  vineyard  — 
it  had  been  well  prepared.  We  are  told  that 
the  householder  had  “planted  a  vineyard  and 
set  a  hedge  about  it,  and  digged  a  winepress  in 
it,  and  built  a  tower”  (Matt.  21:33).  Every  gift 
had  been  lavished,  every  preparation  made  that 
it  might  bring  forth  abundantly.  Dr.  Buttrick 
says,  “The  reference  is  clearly  to  Israel.”  This 
plot  was  placed  in  the  hands  of  “the  chosen  peo¬ 
ple,”  not  for  their  pleasure  but  in  order  that  a 
great  spiritual  race  might  be  developed.  Our 
parable  today  states  plainly  that  they  failed  the 

great  test  when  it  came. 

*  *  # 

THE  MISSION  OF  THE  SON 

In  Marc  Connelly’s  play  GREEN  PASTURES, 
there  is  a  dramatic  scene  in  which  Gabriel  sug¬ 
gests:  “How  about  cleanin’  up  de  whole  mess  of 
'em  and  startin’  all  over  agin  wid  some  new 
kind  of  animal?”  To  which  De  Lawd  replies, 
“What!  An’  admit  that  I’m  licked.”  Then  he  an¬ 
nounced  to  the  archangel  his  plan  to  send  His 
own  son.  Gabriel  exclaimed,  “Is  there  no  other 
way?”  And  God  replied:  “No.  No  other  way.” 

H.  B.  Easton  has  said,  “No  man  able  to  com¬ 
mend  force  would  risk  a  beloved  son  among  such 
ruffians,  especially  as  only  a  question  of  rental 
was  at  stake.”  Of  course,  he  has  missed  the 
point  entirely,  since  so  much  more  was  at  stake. 
This  suggests  the  eternal  limitation  of  parables 

to  do  anymore  than  just  suggest  divine  truth. 

*  *  * 

THE  CRUSHING  POWER  OF  THE 
REJECTED  CORNERSTONE 

The  core  of  our  lesson  is  in  these  words  of 
Luke  20:17  and  18:  “The  very  stone  which  the 
builders  rejected  has  become  the  head  of  the 
corner.  Every  one  who  falls  on  that  stone  will 
be  broken  to  pieces;  but  when  it  falls  on  anyone 
it  will  crush  him.” 

Someone  has  suggested  that  God  does  not 
need  an  enforcement  unit — he  does  not  have  to 
sit  at  a  heavenly  panel  to  push  buttons  that  will 
send  thunderbolts  flying  to  destroy  those  who 
have  broken  His  law.  The  very  law  itself  carries 
its  judgment.  Untold  millions  who  have  lived 
and  died  can  confess  to  this.  Dr.  Sockman  has 
said,  “Truth  is  a  kingdom  which  belongs  to 
those  who  give  themselves  to  it,  lead  where  it 
may,  cost  what  it  will,  use  or  no  use.” 

Dr.  Buttrick  sums  up  our  lesson  (The  Para¬ 
bles  of  Jesus):  “Jesus  has  harked  back  to  one 
of  the  Hallel  psalms:  ‘Did  ye  never  read  in  the 
scriptures,  the  stone  which  the  builders  rejected 
the  same  was  made  the  head  of  the  corner.’ 
That  living  stone,  even  when  passive,  would  be 
a  stone  of  stumbling  to  any  man  neglecting 
it.  Again,  ceasing  to  be  passive,  hurtling  through 
life  in  the  momentum  of  holy  wrath,  it  would 
crush  its  victims  and  scatter  them  as  chaff.” 

These  are  harsh  words  from  our  Lord,  but 
then  judgment  is  a  harsh  matter  for  those  who 
have  neglected  his  truth. 
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OF  THE 


Representatives  of  East  German  and  East  Berlin 
churches  were  not  able  to  obtain  travel  permits 
from  the  Communist  government  to  attend  the 
funeral  services  for  Dr.  Otto  Dibelius  who  died 
January  31  at  the  age  of  86.  The  services  were 
held  in  West  Berlin’s  St.  Matthew’s  Church,  and 
the  sermon  was  delivered  by  Dr.  Kurt  Scharf 
who  succeeded  Dr.  Dibelius  first  as  chairman  of 
the  Evangelical  Church  in  Germany  (EKED),  and 
later  as  Bishop  of  the  Evangelical  Lutheran 
Church  of  Berlin-Brandenburg. 

A  memorial  service,  scheduled  for  St.  Mary’s 
Church  in  East  Berlin,  was  shifted  at  the  last 
minute  to  another  church  when  a  World 
War  II  bomb  was  found  nearby.  The  service 
was  held  in  St.  Sophy’s  Church  with  Prot¬ 
estant  and  Catholic  church  leaders  partici¬ 
pating. 

In  less  than  a  week  recently  9  churches  in  Al¬ 
buquerque,  N.M.  were  burglarized.  The  burglar¬ 
ies,  all  nocturnal,  were  reported  at  Christ  Meth¬ 
odist,  Hoffmantown  Baptist,  La  Mesa  Presby¬ 
terian,  Paradise  Hills  Methodist,  Mesa  Grande 
Baptist,  Sandia  Baptist,  Immanuel  Presbyterian, 
Highland  Baptist  and  the  rectory  of  Corrales 
Catholic  Church. 

Columnist  Bob  Brown,  writing  in  the  Al¬ 
buquerque  Journal,  said:  “There  should  be 
a  better  way  to  reach  these  burglars  and 
convince  them  there  is  a  better  way  and  time 
to  enter  a  church  than  through  a  window 
and  in  the  middle  of  the  night. 

Bishop  Fulton  J.  Sheen,  administering  his  own 
diocese  for  the  first  time  in  Rochester,  N.Y., 
has  come  up  with  the  revolutionary  pronounce¬ 
ment  that  children  in  that  diocese  will  not  re¬ 
ceive  the  sacrament  of  confirmation  until  their 
mid-  or  late  teens.  Confirmation  is  usually  given 
between  the  ages  of  9  and  12. 

Bishop  Sheen,  instructing  a  group  of  educa¬ 
tors  to  develop  a  new  course  of  study  which 
will  be  required  before  the  sacrament  is  con¬ 
ferred,  said:  “The  army  would  never  induct 
at  that  age.  We  say  to  these  young  people 
that  they  are  now  in  the  army  of  Christ. 
Confirmation  must  becomq  a  very  serious 
crown  of  study  when  youth  is  ready  to  serve 
Christianity.” 


Roman  Catholic  priests  in  England  and  Wales 
can  now,  for  the  first  time,  go  to  the  theatre. 
Until  now,  such  attendance  has  been  banned  and 
any  who  disobeyed  were  liable  to  suspension 
from  clerical  duties.  John  Cardinal  Heenan  has 
issued  an  order  stating  that  the  original  ruling 
was  made  before  the  advent  of  radio,  television 
and  motion  pictures,  and  in  a  day  and  age  when 
the  theatre  was  always  considered  “naughty.” 

The  State  Council  of  Churches  in  New  York 
has  given  up  efforts  to  stop  the  recently- 
legalized  New  York  lottery.  The  council’s 
legislative  commission  said  that  “we  are  not 
so  naive  as  to  suppose  that  implementation 
will  be  defeated,  though  we  could  wish  for 
a  year  of  study,  public  hearings  and  discus¬ 
sion  before  we  take  the  plunge.” 


WORLD  OF  RELIGKM^ 

fby  the  Editor 

Bishop  Clarence  G.  Issenmann  of  Cleveland  cre¬ 
ated  a  “first”  when  he  asked  help  in  selecting 
a  successor  for  an  auxiliary  bishop  who  will 
leave  soon  to  head  the  Erie,  Pa.  diocese  — 
He  requested  in  a  pastoral  letter  that  the  entire 
diocese — priest,  laity  and  religious — submit  the 
names  of  those  “who  have  shown  themselves 
truly  priestly  characters”  and  have  the  qualities 
of  a  bishop. 

Dr.  Edward  F.  Manthel,  newly-appointed 
president  of  Chicago  Theological  Seminary, 
recently  said  that  one  need  not  be  ordained 
to  be  a  minister.  He  said  every  Christian 
should  be  a  minister — in  homes,  commu¬ 
nities,  jobs,  businesses,  unions  and  political 
parties. 


MONTREAL,  Que.  This  is  a  model  of  the  unique 
$1.3  million  Christian  Pavilion  being  erected  at  the 
Montreal  World’s  Fair  (known  as  Expo  ’67).  Spon¬ 
sored  by  seven  Christian  groups,  the  pavilion  will 
not  be  a  chapel.  Through  sound  and  pictures,  it 
will  dramatize  the  relevancy  of  the  Christian  mes¬ 
sage  to  today's  society.  Theme  will  be  "Man  and 
His  World."  Cooperating  in  the  pavilion  are  the 
Catholic,  Anglican,  Presbyterian,  Lutheran,  Baptist 
and  Greek  Orthodox  Churches  and  the  United  Church 
of  Canada.  Representatives  of  these  bodies,  and 
Expo  '67  officials,  attended  the  blessing  of  the  pa¬ 
vilion  by  Archbishop  Lakovos  of  New  York,  Primate 
of  the  Greek  Orthodox  Archdiocese  of  North  and 
South  America.  (RNS  Photo) 

A.  spokesman  for  Francis  Cardinal  Spell¬ 
man  of  New  York  has  denied  that  the  pre¬ 
late  ever  referred  to  the  action  in  Vietnam 
as  “Christ’s  war.”  Msgr.  Patrick  V.  Ahern, 
secertary  to  the  cardinal,  said  that  he  Imd 
no  idea  where  Episcopal  Bishop  C.  Kilmer 
Myers  of  California  “found  the  phrase”  that 
he  recently  used  in  attacking  Cardinal  Spell¬ 
man. 

A  key  Southern  Baptist  official  has  invited  Rom¬ 
an  Catholics  to  participate  in  a  mammoth  “Cru¬ 
sade  of  the  Americas”  evangelism  program  to  be 
sponsored  by  Baptist  bodies  in  1969.  Dr.  Wayne 
Dehoney,  immediate  past  president  of  the  South¬ 
ern  Baptist  Convention,  said,  “I  think  it  would 
be  marvelous  for  the  Roman  Catholics  to  take 
part  in  this  great  evangelism  activity.” 


Pope  Paul'  VI  announced  in  a  pre- Lenten 
address  to  parish  priests  and  Lenten  preach¬ 
ers  of  Rome  that  he  will  decree  a  program  of 
pastoral  visitation  for  his  diocese  and  that  he 
will  “carry  out  some  visitations  personally.” 

Dr.  Charles  W.  Ranson  was  dismissed  as  dean 
of  Drew  University  Theological  School  because 
of  disagreement  over  funds  for  operation  of  the 
school.  The  anouncement  came  from  Dr.  Charles 
C.  Parlin,  well-known  Methodist  layman,  who 
was  appointed  head  of  a  special  committee  of 
the  trustees  to  study  problems  of  theological 
education,  following  Dr.  Ranson ’s  dismissal. 

The  Council  for  Social  Action  of  the  United 
Church  of  Christ  has  expressed  opposition 
United  States  research  on  an  anti-ballistic 
missile  system.  The  group  adopted  a  resolu¬ 
tion  at  a  recent  meeting  in  Cleveland  which 
said  that  work  on  such  a  system  would  be 
“a  tragic  waste  of  American  resources  for  a 
project  of  very  doubtful  military  value.” 


A  new  Methodist  church  was  recently  chartered 
on  the  campus  of  Notre  Dame  University.  The 
charter  ceremony  was  held  in  the  engineering 
building  on  the  campus.  Methodist  Bishop  Rich¬ 
ard  C.  Raines  presented  the  official  charter  of  the 
recently  organized  Clay  Methodist  Church,  com¬ 
posed  of  members  living  near  the  Notre  Dame 
campus.  He  also  presented  to  Father  Theodore 
M.  Hesburgh,  president,  a  plaque  of  appreciation 
for  the  shelter  given  the  new  congregation. 

Describing  his  action  as  a  “mild  rebuke” 
to  the  organization,  the  Rev.  Bob  LeRoy  of 
Kansas  City,  Mo.,  national  chaplain  of  the 
right-wing  guerilla  organization,  the  Minute- 
man,  resigned  his  post.  He  commented,  “I 
feel  there’s  been  an  over-emphasis  on  fire 
power  among  some  of  the  men,  rather  than 
spiritual  power,  which  is  greatly  needed  to¬ 
day  in  order  to  tight  communism.” 

Father  William  Doll,  the  “skating  padre”  of 
Albuquerque,  N.M.,  was  recently  honored  at 
“Father  Doll  Night”  at  the  city’s  Iceland  Bowl. 
The  skating  Catholic  priest  is  a  regular  with 
the  Winrock  Rockets  hockey  team.  He  scored 
the  night  s  first  goal  as  the  Rockets  won  7-4 
over  Menaul.  Father  Doll  is  assistant  pastor  of 
Our  Lady  of  the  Annunciation  Parish. 

A  Roman  Catholic  nun,  Sister  Regina  Ann, 
who  holds  a  doctorate  in  theology,  has  en¬ 
tered  a  man  s  realm  in  Canada  as  she  was 
named  to  the  important  post  of  associate 
director  of  the  Secretariat  for  Ecumenism  of 
the  Canadian  Catholic  Conference.  She  will 
work  with  the  director,  Father  John  Keating, 
who  handles  ecumenical  matters  in  English- 
speaking  dioceses. 

Dore  Schary,  noted  playwright-producer  and 
chairman  of  the  Anti-Defamation  League  of  B’Nai 
B’Rith,  national  Jewish  organization,  has  called 
for  a  review  of  the  group’s  traditionally  strong 
stand  in  favor  of  the  separation  of  church  and 
state  as  it  relates  to  education.  He  said,  “Amer¬ 
ican  Jews  have  come  to  a  ‘strict  constructionist’ 
view  on  the  Constitutional  separation  of  church 
and  state. 

A  group  of  clergymen  in  St.  Louis  have  tak¬ 
en  steps  to  end  “multi-presentation”  of  pray¬ 
ers  at  public  functions.  The  St.  Louis  Inter¬ 
faith  Clergy  Council  announced  that  it  has 
set  up  a  rotation  system  under  which  one 
clergyman  will  represent  all  religious  bodies 
at  major  gatherings.  The  council  said  that 
“public  officials  should  not  be  put  in  the 
position  of  having  to  invite  three  to  six 
clergymen  to  satisfy  the  prestige  of  the 
major  faiths.” 
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A  seminar  on  the  new  adult  literature,  taught  by 
Dr.  Clarence  Snelling,  was  held  at  First  Methodist 
Church,  Minden  recently.  Dr.  Snelling  is  a  member 
of  the  Louisiana  Conference,  and  Professor  of 
Christian  Education  Miff  School  of  Theology,  Den¬ 
ver,  Colo.  Some  of  those  who  attended  are  shown 
above  (left  to  right):  the  Rev.  J.  A.  Alford,  retired; 
Snelling;  the  Rev.  W.  0.  Lynch,  Jr.,  Lakeview;  C. 
A.  Marvin,  chairman  of  Commission  on  Education, 
Minden. 


Others  who  attended  the  Minden  seminar  on  "New 
Ways  of  Adult  Learning”  included:  Wayne  Craw¬ 
ford,  superintendent  of  Adult  Division;  Lloyd  C. 
Starr,  Minden;  Jimmy  Barnette,  Lakeview;  Dr.  Snel¬ 
ling;  Miss  Mary  Searles,  director  of  Christian  Edu¬ 
cation,  Minden.  The  Rev.  Edward  R.  Thomas  is 
pastor  of  the  Minden  church.  Attendance  averaged 
about  30. 


LSM  State 
conference  planned 

The  annual  State  Conference  of  the 
Louisiana  Methodist  Student  Movement 
will  be  held  at  Northwestern  State  Col¬ 
lege  in  Natchitoches  on  March  3-5, 
according  to  the  Rev.  Delton  Picker¬ 
ing,  State  Director  of  the  Louisiana 
MSM. 

The  theme  of  the  conference  will  be 
"The  Revolutionary  Imperative."  Dr. 
William  Mallard,  associate  professor 
of  theology  at  Emory  University  in 
Atlanta,  will  be  the  platform  speaker. 

The  Rev.  Joseph  Thomas,  Methodist 
campus  minister  at  McNeese  State  Col¬ 
lege,  is  chairman  of  the  Steering  Com¬ 
mittee  planning  the  conference.  Assist¬ 
ing  him  is  Miss  Gwen  Gibson,  a  Mc¬ 
Neese  junior  from  Lake  Charles.  Miss 
Gibson  is  vice  president  of  the  Lou¬ 
isiana  MSM. 

Presiding  at  the  conference’s  Plenary 
Session  will  be  Mr.  Frank  Graves,  a 
senior  student  at  the  University  of 
Southwestern  Louisiana  and  President 
of  the  Louisiana  MSM. 

Dr.  Mallard  is  a  native  of  New  York 
City.  He  holds  the  B.A.  degree  from 
Randolph-Macon  Men’s  College  in  Vir¬ 
ginia  and  the  B.D.  and  Ph.  D.  from 
Duke  University.  Prior  to  his  position 
at  Emory,  he  was  Instructor  in  Religion 
at  Sweet  Briar  College.  He  is  a  wide¬ 
ly  sought  speaker  at  student  confer¬ 
ences. 

The  Wesley  Foundation  at  North¬ 
western  State  College  will  host  the  con¬ 
ference.  The  Rev.  Bob  Tatum  is  host 
campus  minister. 

Also  speaking  at  the  conference  will 
be  Mr.  Larry  Pleimann,  a  missionary  to 
the  Congo  currently  on  furlough  to 
pursue  graduate  studies  in  engineering 
at  Louisiana  State  University.  Mr.  Plei¬ 
mann  will  speak  at  5:00  p.m.  on  Satur¬ 
day,  March  4,  on  "A  New  Urgency  of 
Mission.” 

The  cost  of  the  conference  is  $6.00. 
Housing  will  be  arranged  in  private 
homes. 

Registration  will  be  held  from  3:00 
to  7:00  p.m.  on  Friday.  The  conference 
convenes  at  7:00  p.m.  It  will  adjourn 
after  lunch  on  Sunday. 

Delegates  are  expected  from  every 
campus  in  the  state. 


“Man  of  Year 99  at  Algiers 


Edgar  E.  Cayard,  one  of  New  Or¬ 
leans’  leading  Methodist  laymen,  was 
honored  Sunday  at  the  Algiers  Meth¬ 
odist  Church  for  his  completion  of  5<J 
years  service  as  church  school  superin¬ 
tendent. 

A  life-long  resident  of  Algiers,  Mr. 
Cayard  has  been  school  superintendent 
at  the  Algiers  church,  located  at  637 
Opelousas  Avenue,  since  1917.  He  was 
honored  at  a  special  church  supper 
February  19  in  the  social  hall  of  the 
thurch. 

Highlight  of  the  ceremony  was  the 
unveiling  of  a  portrait  painting  of  Mi. 
Cayard  which  is  to  be  hung  in  a  prom¬ 
inent  place  in  the  church. 

Mr.  Cayard  is  a  vice  president  of 
Whitney  National  Bank  and  resides 
at  1606  Bodenger  B-lvd.  in  Algiers  with 
his  wife,  the  former  Miss  Grace  Fuqua 
of  Nashville.  They  have  a  daughter — 
Mrs.  Ray  P.  Clayton*  of  105  Brunswick 
Court  in  Algiers;  and  a  son — Donald 
Cayard  of  St.  Louis.  Mr.  Cayard’s  moth¬ 
er,  Mrs.  Elizabeth  E.  Cayard,  resides 
with  Mr.  and  Mrs.  Cayard  at  the 


Bodenger  Blvd.  address. 

In  1962,  Mr.  Cayard  was  selected 
by  the  Kiwanis  Club  of  Algeries  as  the 
"Outstanding  Citizen  of  New  Orleans 
Westside.”  He  has  been  active  in  the 
civic  life  of  his  community,  serving  on 
the  Community  Chest,  the  Heart  Fund, 
the  steering  committee  of  the  Algiers 
unit.  New  Orleans  Chapter,  American 
Red  Cross,  and  the  Boy  Scouts.  During 
World  War  II,  he  was  a  member  of 
the  Draft  Board. 

In  his  church,  where  he  is  a  member 
of  the  official  board,  he  has  held  nearly 
all  the  positions  of  leadership,  i deluding 
chairman  of  the  board  and  chairman?  of 
trustees.  Other  church  honors  he  has 
earned  include:  Outstanding  Methodist 
Layman  of  the  New  Orleans  Area, 
1956;  treasurer  of  the  Board  of  City 
Missions  and  Church  Extension;  trus¬ 
tee  of  the  Tulane-Newcomb  Wesley 
Foundation,  and  a  member  of  the  board 
of  the  Greater  New  Orleans  Federa¬ 
tion  of  Churches. 

He  is  a  member  of  Sts.  Joha  Lodge 

No.  153,  F.  &  A.M.,  Sts.  John  Chapter 


A  portrait  painting  of  Edgar  E.  Cayard,  who  has  served  50  years  as  church 
school  superintendent  for  the  Algiers  Methodist  Church  in  New  Orleans,  was 
presented  to  the  church  in  his  honor  at  a  church  supper  February  19.  With 
the  painting  are  (from  left):  New  Orleans  District  Superintendent  Carl  Lueg, 
Mr.  Cayard,  Mr.  Dallas  Fiandt,  chairman  of  the  board  of  the  Algiers  church, 
and  the  Rev.  J.  J.  McKeithen,  pastor  of  Algiers  church. 


A  Report 
from  New  Orleans 
Inner-City  Parish 

by  Rupert  D.  Coles 

Few  problems  are  as  urgent  as  that 
of  the  future  of  the  church  in  the 
city.  This  is  because  the  city  seems  to 
be  the  future  of  our  nation;  as  goes 
the  city,  so  goes  our  nation.  Unless  the 
church  finds  its  place  of  service  in  the 
society  it  will  very  likely  become  less 
relevant  and  effective  in  meeting  the 
needs  of  the  masses. 

As  a  rule  the  leadership  of  our 
country  is  shaped  in  the  city.  Metro¬ 
politan  areas  are  the  location  of  uni¬ 
versities  and  other  centers  of  learning. 
The  city  represents  a  great  opportunity 
for  man  to  be  exposed  to  vast  amounts 
of  knowledge.  This  was  a  realization 
of  ancient  times  in  which  the  Greek 
civilization  produced  the  reality  of  city 
culture.  Since  that  time  the  city  has 
proved  itself  to  be  effective  for  this 
purpose.  Despite  its  shortcomings  in 
other  respects,  cities  are  established  as 
great  educational,  cultural,  and  indus¬ 
trial  centers. 

So  if  the  church  is  to  be  relevant 
in  the  life  of  tomorrow,  it  must  min¬ 
ister  to  the  city  today. 

Types  of  living  within  the  city  have 
changed  drastically  during  the  past 
twenty  years.  Though  apartment  living 
has  been  with  large  Northern  cities 
for  decades,  it  is  just  recently  that  the 
South  has  seen  such  accommodations 
play  a  prominent  role  in  housing.  For 
the  church  this  poses  a  problem:  how 
can  it  reach  people  who  live  in  build¬ 
ings  which  are  not  open  for  indiscrim¬ 
inate  visitation?  How  do  you  establish 
contact  with  people  under  such  con¬ 
ditions? 

One  method  has  been  to  work 
through  persons  who  already  live  in 
the  building.  If  a  member  of  a  given 
local  church  makes  his  residence  in  an 
apartment,  that  church  has  a  natural 
introduction  to  many  people  who  live 
there. 

It  can  be  seen  that  such  an  arrange¬ 
ment  requires  more  involvement  and 
participation  by  individual  church  mem¬ 
bers.  No  longer  can  the  individual  ex¬ 
pect  the  large  organization  to  accom¬ 
plish  the  task.  In  the  case  of  the  apart¬ 
ment  dweller  the  organization  cannot 
even  get  inside.  The  contact  must  be 
made  by  the  individual. 

New  ways  for  new  days  .  .  .  this 
could  very  well  be  the  battle  cry  of 
today’s  church  in  the  city. 


No.  98,  R.A.M.,  the  American  Institute 
of  Banking,  and  the  Chamber  of  Com¬ 
merce  of  the  Greater  New  Orleans 
Area. 

Mr.  Cayard  attended  grammar  school 
in  Algiers,  then  Warren  Easton  High 
School  in  New  Orleans,  and  University 
College  of  Tulane  University. 

He  was  manager  of  the  Old  Canal 
Banw  in  Algiers  prior  to  1933,  when 
he  joined  the  Whitney  National  Bank. 
In  1944,  he  became  office  manager  of 
Mothe  Funeral  Home  and  Insurance 
Company,  and  in  1950,  rejoined  the 
Whitney  as  assistant  manager  of  the 
Algiers  branch.  He  was  successively 
promoted  to  manager,  assistant  vice 
president,  and  vice  president,  the  lat¬ 
ter  position  he  presently  holds. 
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Speakers  Announced  for  Spring  Meetings 


At  the  Pineville  joint  meeting  of  Guild 
and  Society  during  Guild  Month,  leaders 
pictured  are,  from  left:  Mrs.  Harvey  Henry, 
president  of  the  Woman's  Society,  Mrs.  G. 
W.  Dameron,  past  president  of  the  confer¬ 
ence  Woman's  Society,  and  Mrs.  A.  B.  Giv¬ 
ens,  president  of  the  Pineville  Guild.  The 
two  organizations  observed  Guild  Month 
with  a  supper  meeting  for  their  families. 
The  Rev.  and  Mrs.  Dameron  showed  slides 
made  during  their  visit  to  Europe  and  the 
World  Methodist  Conference. 


Nearly  100  women,  including  32 
delegates  from  Argentina,  Bolivia,  Bra¬ 
zil,  Chile,  Costa  Rica,  Mexico,  Panama, 
Peru  and  Uruguay  recently  attended 
the  twenty-fifth  anniversary  meeting  of 
the  Latin  American  Methodist  Women’s 
Confederation  in  Cochabamba,  Bolivia. 

The  delegates,  representing  more 
than  20,000  women  affiliated  with  the 
Confederation,  looked  at  the  need  to 
serve  in  the  neighborhoods  around 
them  and  the  necessity  to  renew  struc¬ 
tures  in  Methodist  women’s  federation 
groups,  during  plenary  sessions  and 
commission  meetings. 

Using  the  theme,  "Participation  of 
the  Methodist  Women  Within  the 
Community  Through  Testimony,  Union 
and  Service,’’  the  Confederation  also 
expressed  a  desire  for  a  greater  spiritual 
emphasis  in  women’s  groups. 

The  president  of  the  Confederation 
for  the  next  four  years  is  Mrs.  Maria 
Aguirre  of  Chile,  one  of  the  organiza¬ 
tion’s  founders  and  its  first  president 
in  1942. 

At  the  meeting,  the  Confederation 
voted  to  coordinate  its  work  more  close¬ 
ly  with  the  World  Federation  of  Meth¬ 
odist  Women  and  asked  the  Federation 
to  recognize  the  Confederation  as  its 
area  in  Latin  America.  At  the  same 
time,  it  will  be  requested  to  accept  a 
plan  calling  for  the  Confederatiori 
president  and  vice-president  to  be  the 
same  as  the  president  and  vice-president 
of  the  Latin  American  areas  of  the 
World  Federation.  The  new  plans 
would  take  effect  in  1971.  It  was  also 
recommended  to  the  World  Federation 
that  all  federations  begin  a  serious  study 
of  the  position  of  women  in  the 
church. 

According  to  the  organization’s  out; 
going  president,  Teresa  Araneta  of 
Peru,  there  is  an  increase  in  federa¬ 
tion  and  Woman’s  Society  activities  in 
Latin  America,  especially  in  the  field 
of  social  action.  There  is  also  an  in¬ 
crease  in  the  study  of  literacy  and  other 
educational  topics,  she  said,  adding  that 
there  are  many  reports  of  an  increase 
in  both  the  number  of  churches  and 
church  members. 

The  Confederation  supports  two  mis¬ 
sionaries. 


SOCIAL  RELATIONS  SEMINAR 

FOR  SHREVEPORT  DISTRICT 

A  Christian  Social  Relations  Seminar 
for  the  Shreveport  District  Woman’s 
Society  of  Christian  Service  will  be 
held  on  Thursday,  March  9th,  at  the 
Shreveport  Mental  Health  Center  at 
1310  North  Hearne  Avenue,  from  9:30 
until  11:30  a.m.  This  meeting  will  be 
for  the  purpose  of  exploring  work  that 
can  be  done  in  the  local  church,  so¬ 
ciety,  and  community  for  mental  health. 

Included  in  the  program  will  be  a 
member  of  the  staff  of  the  Center,  Miss 
Sue  Oppliger;  Mrs.  George  Pearce,  sec¬ 
retary  of  the  Caddo-Bossier  Chapter  of 
the  Louisiana  Mental  Health  Associa¬ 
tion;  Mrs.  Wiley  B.  Gardner,  Confer¬ 
ence  Secretary  of  Christian  Social  Re¬ 
lations,  and  Mrs.  Fletcher  Thorne- 
Thomasen,  one  of  a  group  of  volunteer 
workers  from  the  First  Presbyterian 
church  in  Shreveport. 

Mrs.  R.  E.  Carter 
Shreveport  District  Secretary 
of  Christian  Social  Relations 
t 


by  Georgia  Daily 

For  their  annual  meeting  this  month, 
the  Methodist  women  of  Louisiana  have 
chosen  their  speakers  from  among 
Methodist  leaders  in  the  state. 

The  27th  annual  meeting  of  the 
Woman’s  Society  of  Christian  Service 
will  be  March  15,  16  and  17  at  the 
First  Methodist  Church  in  Lake  Charles. 
The  Wesleyan  Service  Guild,  the 
church’s  organization  for  employed 
women,  will  have  its  annual  meeting  on 
the  following  weekend,  March  17,  18 
and  19. 

The  speakers  include  Mrs.  Glenn  E. 
Laskey  of  Ruston,  president  of  the 
Woman’s  Division  of  the  Methodist 
Board  of  Missions;  Mrs.  George  W. 
Dameron  of  Pineville,  former  presi¬ 
dent  of  the  state  Woman’s  Society;  Dr. 
Paul  and  Dr.  Margaret  Brand,  former 
medical  missionaries  in  India,  now  at 
the  hospital  at  Carville;  Mr.  and  Mrs. 
Larry  Pleimann,  lay  missionaries  to  the 
Congo  for  three  years,  now  at  LSU; 


and  the  Rev.  and  Mrs.  Carlos  A.  Welch, 
teachers  at  Leonard  Theological  Col¬ 
lege,  Jabalpur,  India. 

Methodist  agencies  to  be  featured  this 
year  are  St.  Mark’s  Community  Center 
in  New  Orleans  and  Sager-Brown 
School  at  Baldwin,  La.  Their  work  will 
be  described  by  Miss  Louise  Sharp, 
executive  director  of  St.  Mark’s,  and 
Miss  Rosie  Ann  Cobb,  superintendent 
of  Sager-Brown. 

Mrs.  C.  B.  McGowan  of  Baton 
Rouge,  president  of  the  state  Wom¬ 
an’s  Society,  will  convene  the  annual 
meeting  Wednesday  afternoon,  March 
15,  and  will  give  the  keynote  address 
during  that  session.  The  meeting  theme 
is  "Total  Mission  in  a  Total  World.” 

Mrs.  Dameron,  a  delegate  to  the 
World  Methodist  Conference  in  Lon¬ 
don  last  summer,  will  use  this  experi¬ 
ence  as  the  inspiration  for  noon-time 
meditations  during  the  three  days  of 
the  Woman’s  Society  meeting  and  will 
report  on  it  to  the  Guild. 

Miss  Mildred  Evans  of  New  Orleans 
is  president  of  the  state  Wesleyan  Ser¬ 
vice  Guild.  Program  chairman  for  the 
Woman’s  Society  is  Mrs.  Robert  Reich 
or  Baton  Rouge  and  for  the  Guild  Miss 
Grace  Lawson  of  Welsh. 

A  special  feature  of  the  Woman's  So¬ 
ciety  meeting  will  be  the  conference 
youth  rally  Thursday  night  at  Univer¬ 
sity  Methodist  Church.  Mr.  Pleimann 
will  speak.  He  also  will  speak  Satur¬ 
day  at  the  Guild  meeting  on  "Dis¬ 
covering  New  Dimensions”  and  his  wife 
will  speak  on  "Total  Mission  to  a  Total 
World"  Sunday  morning. 

Mrs.  Laskey’s  address  to  the  Wom¬ 
an’s  Society  will  follow  a  dinner  Thurs¬ 
day  night  at  First  Methodist  Church. 
She  and  Mrs.  Dameron  will  be  on  the 
Guild  program  Saturday  afternoon. 

Mrs.  George  Tignor  of  Homer,  Rus¬ 
ton  District  president,  will  present  the 
report  of  the  district  presidents  and 
Mrs.  Carl  Gallaher  of  New  Orleans, 
treasurer,  will  conduct  the  pledge  ser¬ 
vice  of  the  Woman’s  Society. 

Conference  officers  and  committees 
will  report  during  both  Woman’s  So¬ 
ciety  and  Guild  meetings. 

(Pictures  and  biographies  of  speakers 
will  be  in  the  next  issue.) 

t 

WOMAN’S  SOCIETY  STUDIES 
BAPTIST  MISSIONS 

The  Woman’s  Society  of  Christian 
Service  of  Harmony  Chapel  Methodist 
Church  spotlighted  missionary  work  of 
its  nearest  ecclesiastical  neighbor,  Hico 
Baptist  Church,  and  of  its  Women’s 
Missionary  Union  at  its  regular  month¬ 
ly  meeting,  Feb.  6.  Mrs.  Doug  Barnett, 
Prayer  Chairman  of  the  WMU,  listed 
activities  supported  through  her  church 
and  women’s  organization,  and  ex¬ 
plained  the  four  annual  Weeks  of  Pray¬ 
er  through  which  the  WMU  channels 
its  spiritual  and  financial  aid. 

As  a  result  of  this  program,  the 
WSCS  made  a  donation  in  Mrs.  Bar¬ 
nett’s  honor  to  an  organization  sup¬ 
ported  by  both  denominations,  The 
Louisiana  Moral  and  Civic  Foundation, 
P.  O.  Box  2951,  Baton  Rouge,  La. 

This  program  was  a  local  interpreta¬ 
tion  of  a  program  entitled,  "Participat¬ 
ing  in  Joint  Action  for  Mission.” 


Officers  recently  elected  for  the  Elysian  Fields  Woman’s  Society,  New  Orleans,  are 
Mrs.  Abner  Menge,  president;  Mrs.  Dawson  Watson,  treasurer;  Mrs.  C.  A.  McReary,  vice 
president;  and  Mrs.  Alber  Brown,  secretary. 


Lake  Charles  District  Parsonettes  pictured  above  are  working  on  decorations  for 
the  conference  Parsonette  meeting  in  June.  They  are  at  the  district  parsonage,  home  of 
Mrs.  Leonard  Cooke. 


MARCH  2,  1967 


PAGE  NINE 


LIVE  Forever? 

By  W.  W.  Reid 

I  had  a  charming  letter  from  a  long¬ 
time  friend  during  the  recent  holidays 
—  charming  up  to  the  very  last  sen¬ 
tence  in  which,  in  what  I  suppose  was 
a  burst  of  exuberance,  he  wrote:  "May 
you  live  forever!” 

Now  I'm  quite  sure  I  don’t  want  to 
live  "forever”  —  I  am  finding  it  diffi¬ 
cult  enough  to  adjust  to  the  changes, 
and  revolutions,  and  turmoils  of  decade 
after  decade,  and  I’m  rather  certain 
that  I’d  have  a  rough  time  in  whirling 
through  century  after  century.  Even 
now  when  (I  am 
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told)  my  body  is 
renewed  every 
seven  years,  the 
aches,  and  pains, 
and  handicaps  of 
the  flesh  are  not 
sloughed  off 
with  the  old  tis¬ 
sues  but  continue 
to  infest  and  in¬ 
flict  the  new  — 
and  what  of  the  accumulation  of 
’’thorns”  through  the  centuries?  Not 
only  so,  but  could  I  retire  from  labor 
at  age  seventy  —  or  have  to  continue 
to  employ  my  (by  then)  outmoded 
skills  through  the  centuries  —  hoping 
at  perhaps  the  age  of  seventy  centuries 
to  ’’retire,”  and  live  all  the  rest  of 
eternity  at  the  expense  of  those  who 
still  labor? 

Since  I  shun  the  thought  of  a  re¬ 
tirement  community,”  and  seem  to  pre¬ 
fer  the  normal  situation  where  three 
or  four  generations  mingle  give-and- 
take,  how  would  I  fare  in  a  community 
where  all  of  us  carried  the  burdens  of 
the  centuries?  And  if  we  are  disturbed 
about  the  overcrowding  —  and  over- 
everything-else  —  that  is  ahead  of  us 
through  the  "population  explosion 
what,  indeed,  would  be  our  concern 
in  a  world  where  there  was  no  death 
or  "renewal”?  If  "science”  ever  gets  to 
the  place  where  it  can  say  to  man,  "You 
can  (or  may)  live  forever”  it  will 
either  have  to  say  also,  "but  you  11  have 
to  go  to  some  larger  planet  to  do  it, 
or  science  will  have  to  halt  the  bring¬ 
ing  of  new  generations  onto  Earth. 

I  suppose  the  most  continuous  use  of 
this  live-forever  idea  has  been  in  the 
ancient  and  modern  greeting  to  some 
potentate,  "O  king,  live  forever!  Yet 
I  doubt  not  that  all  through  the  cen¬ 
turies  there  were  also  those  out  of  favor 
with  the  monarch  who  were,  at  least 
mentally,  using  some  then  current  form 
of  today’s  ejaculation,  "Drop  dead! 
Fortunately,  neither  greeting  could  ac¬ 
complish  much! 

Most  of  us  will,  I  am  sure  agree 
with  Dr.  Muhlenberg  in  his  hymn, 
now  —  to  our  spiritual  loss  —  dropped 
from  The  Methodist  Hymnal: 

"I  would  not  live  alway;  I  ask  not 

to  stay  ,  . 

Where  storm  after  storm  rises  dark 

o’er  the  way: 

The  few  lurid  mornings  that  dawn 

on  us  here  , 

Are  enough  for  life  s  woes,  full 

enough  for  its  cheer. 

But  this  is  not  "dumb  resignation.” 
Dr.  Muhlenberg  and  every  believing 


A  comment  this  week  on  a  film.  It 
is  not  a  new  film  by  any  means.  In 
some  ^inemas  in  Britain  it  has  been 
running  for  four  years.  It  is  The 
Sound  of  Music”  —  one  of  the  biggest 
commercial  successes  in  the  film  world 
in  recent  years,  and  full  of  gay,  good 
music  as  well  as  healthy,  not  too  sen¬ 
timental  entertainment. 

Its  success  seems  to  me  to  be  signi¬ 
ficant  because  it  goes  flat  against  the 
image  of  "swinging”  Britain  which  has 
been  so  much  part  of  the  picture  which 
must  be  in  the  minds  of  many  people. 

The  ingredients  of  this  film  were 
simple  religious  belief,  romance,  chas¬ 
tity  and  kindness  allied  to  patriotism. 
None  of  these  are  ”O.K.  words”  in 
the  fashionable  columns  of  the  critics. 
In  fact,  some  of  the  musical  shows  in 
the  West  End  of  London  which  have 
displayed  them  have  been  panned  so, 
unmercifully  by  the  fashionable  critics, 
who  evidently  think  that  such  virtues 
are  just  a  bore,  that  they  have  only 
lasted  a  week  or  two. 

The  fact  remains  that  this  good  film 
has  commanded  immense  audiences, 
and  somehow  one  has  the  feeling  that 
although  the  public  is  being  told  that 


it  wants  violence  and  cynicism  as  its 
diet  of  entertainment,  the  public  just 
wants  what  it  recognizes  to  be  worth¬ 
while. 

It  would  be  a  great  mistake  to  think 
that  decadence  is  everything  and  good¬ 
ness  is  nothing,  in  the  Britain  of  the 
sixties.  To  be  sure,  everything  is  far 
from  rosy  —  and  Prince  Philip  himself 
got  into  hot  water  for  underlining  the 
weakness  of  a  good  deal  of  our  indus¬ 
trial  attitudes.  Yet,  there  is  a  great 
deal  of  honest-to-goodness  integrity 
lying  just  under  the  skin  of  Britain: 
It  needs  to  be  evoked. 

What  can  be  done  about  it?  We 
will  not  win  the  battle  of  the  minds 
of  people  in  these  days  by  shouting 
loud  negatives.  We  need  to  be  as  pro¬ 
fessional  in  our  presentation  of  the 
virtues  as  the  vendors  of  vice  are  in 
their  presentation  of  the  seamy  side. 
By  that  I  certainly  do  not  mean  that 
we  are  to  compete  merely  in  a  com¬ 
mercial  way. 

But,  for  example,  in  the  field  of  the 
arts,  there  must  be  men  and  women  of 
conviction  who  can  offer  first-class 
manuscripts  and  plays  to  a  theatre-go¬ 
ing  and  book-reading  public  which  has 


Christian  go  on  to  assert  that  the  soul 
—  graduating  from  the  confining  body 

_  arises  and  joins  the  saints  of  all 

ages”  in  a  joyous  eternity.  This  is  more 
than  a  hope:  it  is  a  belief  that  more 
and  more  philosophers  and  scientists 
are  coming  to  accept.  The  death  of  the 
body  __  the  flight  of  the  soul  from 
the  pains  of  the  flesh  and  from  the 


limited  knowledge  of  the  finite  mind— 
is  a  gift  and  blessing  from  God  to  man. 
Such  "graduation”  is  not  something  to 
be  dreaded,  feared,  mourned.  Perhaps 
we  should  speak  of  it  as  commence¬ 
ment”  —  commencement  of  a  higher 
life  of  knowledge,  service,  and  fellow¬ 
ship. 


shown  it  can  appreciate  the  kindlier 
things  of  life. 

Such  people  need  the  support  of 
the  church  in  a  more  definite  and 
vocal  way.  I  have  a  suspicion  that  they 
themselves  feel  that  Christians  still 
think  that  creative  art  is,  somehow,  the 
work  of  the  devil.  It  could  be  the  mod¬ 
ern  image  of  God  in  what  Shakespeare 

called  "a  naughty  world.” 

*  *  * 

SEGREGATION 

It  is  an  ugly  word.  But  I  use  it  in 
a  special  context  for  the  moment. 
Christians  want  to  see  an  integrated 
world,  one  where  the  children  of  God 
can  find  a  way  forward  in  "together¬ 
ness”  which  is  born  of  the  Spirit  of 
God.  Yet  a  curious  thing  is  true  of 
many  church  organisations.  They  are 
segregated  organisations. 

I  mean  it  in  this  way.  We  have 
groups  for  children,  for  teenagers,  for 
men  and  for  women.  Clubs  for  the 
elderly,  and  clubs  for  the  Young 
Wives.”  At  least  that’s  how  it  is  here 
in  Britain. 

Perhaps  this  is  something  that  needs 
watching.  The  Gospel  is  about  the 
whole  man,  and  whole  woman  living 
the  whole  life.  And  in  a  family.  The 
family  of  God.  Is  there  not  a  danger 
in  the  segregation  we  practice,  when 
the  family,  which  lives  together,  sep¬ 
arates  as  soon  as  it  reaches  the  church 
door? 

*  *  * 

MAN  OF  DEEDS 

Next  year’s  President  of  the  British 
Conference,  Dr.  Irvonwy  Morgan,  who 
is  the  Secretary  of  London  Mission 
Committee,  is  an  ex-Rugger  player  of 
some  repute.  He  will  be  welcomed  into 
this  high  office  not  only  for  his  Welsh 
gift  of  oratory  —  he  tells  a  story  better 
than  most  —  but  for  the  way  he  has 
tackled  the  complicated  problems  of 
London  during  his  term  of  office.  It 
is  early  to  note  his  forthcoming  year 
(it  begins  in  July),  but  he  will  be  a 
man  to  watch  on  the  British  Meth¬ 
odist  scene. 

f 
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A  MODERN  PARABLE 

Once  upon  a  time  there  was  a  good 
man  who  had  been  a  member  of  his 
church  for  a  number  of  years.  Church 
membership,  he  always  said,  was  the 
right  thing  to  do.  He  often  told  friends 
that  if  they  would  join  the  church  they 
could  get  a  lot  of  good  business  from 
their  fellow-members.  Having  ones 
name  on  the  roll,  he  reasoned  would 
also  give  him  a  good  chance  of  being 
invited  to  join  the  country  club. 

This  fellow  was  pretty  liberal  in 
his  church  giving,  too.  He  "donated 
regularly  to  the  church  budget  and 
put  a  quarter  in  the  collection  plate 
every  time  it  was  passed.  After  all, 
since  he  drove  a  big,  expensive  car, 
he  could  hardly  do  any  less. 

This  man  never  read  his  Sunday 


by  Charles  A.  Stuck/Lay  Evangelist 

School  lesson,  but  really  he  did  not 
need  to  study  it.  The  teacher,  an  humb  e 
fellow,  knew  more  about  the  Bible 
than  this  business  man  would  ever 
know,  so  what  was  the  use  of  him 
trying  to  spend  any  time  with  all  those 
old  kings  and  prophets?  After  all,  the 
stock  market  page  was  a  lot  more  in¬ 
teresting  reading. 

One  day  the  preacher  announced 
that  he  wanted  some  volunteers  to  visit 
in  the  homes  of  non-Christians  and  in¬ 
vite  them  to  join  the  church  fellowship. 
He  even  asked  this  business  man  to 
be  one  of  the  volunteers.  That  was 
when  he  blew  his  lid.  He  didn  t  want 
any  part  of  the  idea. 

"How  come  we  have  to  go  out  and 
beg  those  fellows  to  come  to  our 
church?”  he  asked.  "They  know  where 
it  is  They  know  when  we  have  ser¬ 
vices.  Let  them  read  the  bulletin  board 


and  see  for  themselves.  I’m  not  inter¬ 
ested  in  this  kind  of  work.” 

The  next  morning,  as  he  was  eating 
breakfast,  there  was  a  noise  on  the 
back  porch. 

"Let  old  Rover  in,  Son.  He’s  scratch¬ 
ing  at  the  door.”  The  oldest  boy  went 
to  the  door,  opened  it,  and  in  jumped 
the  family  beagle,  wagging  his  tail  un¬ 
til  it  shook  his  whole  body.  Then  Rov¬ 
er  did  something  unusual.  He  walked 
over  to  the  business  man,  looked  up 
at  him  in  admiration,  and  said, 

"You  see,  Boss.  There  was  plenty  of 
prospect  for  food  inside  your  house, 
but  I  had  to  scratch  on  the  door  before 
I  could  get  in  and  eat.  Doors  just  don't 
open  until  you  knock  on  em. 

The  business  man  was  astounded  to 
hear  a  dog  talking,  but  he  was  dum- 
founded  to  hear  such  sound  advice 
from  such  a  dumb  animal. 
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J.  B.  Phillips,  RING  OF  TRUTH, 
$2.95,  Macmillian,  125  pp. 

The  publication  of  a  new  book  by 
Dr.  J.  B.  Phillips  is  always  news.  In 
this  small  book  we  have  a  reply  to  some 
of  the  current  skepticism  concerning 
the  authenticity  and  nature  of  New 
Testament  records — the  questions  which 
so  often  center  around  the  one  ques¬ 
tion,  "How  can  we  be  sure  that  Jesus 
says  what  the  pages  of  the  New  Testa¬ 
ment  give  him  credit  for  saying?” 

The  purpose  of  the  book  is  summed 
up  by  Dr.  Phillips  in  these  words:  "I 
do  not  write  for  scholars;  they  can  look 
after  themselves.  For  twenty-five  years 
I  have  written  for  the  ordinary  man 
who  is  no  theologian.  Alas,  today,  he 
frequently  gets  the  impression  that  the 
New  Testament  is  no  longer  historical¬ 
ly  reliable.  ...  I  say  quite  bluntly  that 
some  of  the  intellectuals  (by  no  means 
all,  thank  God!)  who  write  so  cleverly 
and  devastatingly  about  the  Christian 
faith  appear  to  have  no  personal  knowl¬ 
edge  of  the  living  God.  For  they  lack 
awe,  they  lack  humility,  and  they  lack 
the  responsibility  which  every  Chris¬ 
tian  owes  to  his  weaker  brother.” 

As  a  translator  of  more  than  25  years 
experience,  Dr.  Phillips  has  lived  very 
close  to  the  documents  under  consider¬ 
ation, and  has  gained  unusual  knowledge 
of  the  life  and  talk  of  New  Testament 
times.  This  experience  serves  him  well 
as  he  replies  to  those  who  casually  sug¬ 
gest  that  maybe  the  words  in  the  Red 
Letter  Bible  are  not  the  exact  words 
of  Jesus. 


M.  Basilea  Schlink,  AND  NONE 
WOULD  BELIEVE  IT,  $1.95,  Zonder- 
van,  111  pp. 

This  book  is  the  translation  by  M.  D. 
Rogers  and  Larry  Christenson  of  "an 
answer  to  the  new  morality”  by  the 
founder  and  director  of  the  Order  of 
the  Sisters  of  Mary  in  Germany.  She 
holds  the  Ph.  D.  degree  from  the  Uni¬ 
versity  of  Hamburg  and  is  the  author 
of  more  than  50  books  and  articles, 
as  well  as  hundreds  of  hymns,  poems 
and  meditations. 

The  translators  in  their  foreword 
said:  "Morther  Basilea  sounds  a  call  for 
this  hour  of  human  history.  It  is  rooted 
in  her  own  clearly-defined  faith.  The 
frank  manner  in  which  she  expresses 
her  faith  may  be  strange  to  some.  But 
should  this  not  rather  be  a  cause  for 
rejoicing?  Doesn’t  our  age  cry  out  for 
just  this:  a  well-considered  word  which 
takes  its  stand  on  the  firm  rock  of 
faith.” 

In  her  first  chapter  the  writer  speaks 
of  "Moral  Landslide-How  Could  Things 
Reach  This  Stage?”  Here  she  deals  very 
specifically  with  the  evidences  in  drama, 
literature  and  the  movies  of  what  one 
has  called  "the  new  immorality.”  Her 
chapters  are  well  planned  and  well  writ¬ 
ten,  dealing  point  by  point  with  the 
case  made  by  the  champions  of  the 
"new  morality.” 

This  book  should  have  wide  reading 
and  deserves  to  be  on  your  shelf  be¬ 
side  "Situation  Ethics,”  if  you  have 
bought  and  read  that. 


Guest  editorial  - 

THE  PARAGOULD  (Ark.)  DAILY  PRESS 
Wednesday,  Feb.  22,  1967 

A  newspaper  has  a  responsibility  for  others  where  public  problems  are 
concerned.  And,  one  of  the  public’s  biggest  problems  today  is  alcohol. 

Extolling  public  responsibility  without  doing  comething  to  help  is  like 
James’  illustration  of  saying  to  the  poor,  "Be  warmed  and  filled,  with¬ 
out  attempting  to  provide  food  and  clothing. 

For  some  time  now,  I  have  been  concerned  about  the  continuing  re¬ 
ports  of  teenage  drinking — not  only  in  Paragould  but  all  over  the  area. 
I  have  attempted,  through  a  meeting  with  county  liquor  dealers  to  make 
them  aware  of  their  responsibilities  in  selling  to  minors.  Still,  the  reports 
continue  to  come  in  of  youngsters — some  even  of  junior  high  school  age — 
appearing  in  public  intoxicated. 

When  I  purchased  The  Daily  Press  nearly  eight  years  ago,  the  paper’s 
listing  in  Editor  &  Publisher,  Ayer’s  Periodicals,  and  Standard  Rates  & 
Data  stated,  "Accepts  liquor  advertising.”  And,  this  has  been  the  case  until 
today. 

As  of  today,  The  Daily  Press  has  advised  it’s  national  advertising 
representatives,  Editor  &  Publisher,  etc.  that  The  Daily  Press  no  longer 
accepts  liquor  advertising! 

I  have  been  brought  up  in  the  business  of  newspapering  to  See  that 
you  advertisers  get  results."  And,  I  have  been  proud  that  such  has  been  the 
case. 

But,  this  is  also  one  of  the  reasons  that  I  have  decided  that  The  Daily 
Press  can  no  longer  accept  liquor  or  beer  advertising. 

There  are  other  reasons,  too,  to  be  sure.  One  is  that  the  carrying  of 
liquor  and  beer  advertising  in  my  newspaper  in  not  compatible  with  my 
assignment  as  a  Sunday  School  teacher  at  the  First  Methodist  Church  and 
as  a  lay  speaker  for  the  church. 

It  is  not  compatible  with  being  a  father  of  five  fine  children,  whom 
I  hope  and  pray  will  never  be  victimized  by  John  Barleycorn. 

Billy  Graham  tell  us:  "Most  Americans  are  indifferent  concerning  the 
problem  of  excessive  drinking.  They  hark  back  to  the  days  when  people 
cried,  'Prohibition  causes  drinking!’  But  they  do  not  seem  to  be  aware 
that  legalized  liquor  has  brought  even  more  drinking.  The  simple  truth 
is — man  is  the  same  under  either  system,  and  if  we  don't  find  something 
to  fill  his  empty  heart,  he  will  stuff  his  stomach  with  artifical  stimulants.” 

I  sincerely  hope,  that  in  the  days  ahead,  The  Daily  Press  can  be  a 
force  to  help  man  find  something  to  fill  his  empty  heart.  And,  to  this 
end,  The  Daily  Press  will  not  encourage  the  liquor  traffic  —  even  in 
moderation. 

-FRED  WULFEKUHLER 


FLORIDA  EUB’S  VOTE 
AFFIRMATIVELY 

NEW  YORK — Strong  support  of  the 
plan  of  union  of  The  Methodist  Chufch 
and  The  Evangelical  United  Brethren 
Church  was  given  Feb.  16  by  the  EUB 
Florida  Conference — first  of  the  32  re¬ 
gional  conferences  of  that  denomina¬ 
tion  to1  vote  on  ratifying  the  EUB- 
Methodist  union.  The  vote  was  26  for 
union,  two  against  and  one  abstaining. 

Bishop  J.  Gordon  Howard  of  Pitts¬ 
burgh,  Pa.,  head  of  the  EUB  East  Cen¬ 
tral  Area,  presided  at  the  Florida  Con¬ 
ference,  which  met  at  the  First  EUB 
Church  in  Tampa. 

Union  of  the  two  denominations  was 
voted  Nov.  11  in  Chicago  at  simultane¬ 
ous  meetings  of  their  respective  Gen¬ 
eral  Conferences.  The  proposition  is 
now  being  voted  upon  by  the  annual 
(regional)  conferences  of  each  denom¬ 
ination.  Two-thirds  of  the  aggregate 
vote  in  each  denomination  is  necessary 
to  ratify  the  plan  of  union. 

If  the  necessary  approval  is  given  in 
the  annual  conferences,  the  union  of 
the  two  churches  will  formally  occur 
at  a  Uniting  Conference  in  Dallas,  Tex¬ 
as,  April  21-May  4,  1968.  Name  of  the 
new  denomination  will  be  the  United 
Methodist  Church. 

The  first  Methodist  annual  confer¬ 
ences  in  the  U.  S.  to  vote  on  union  will 
be  Wyoming  (cq)  Conference,  meet¬ 
ing  May  3-7,  in  Kingston,  Pa.,  with 
Bishop  Fred  P.  Corson  of  PEiladelphia 
presiding,  and  the  Central  Jurisdiction’s 
Georgia  Conference,  in  session  also  May 


3-7,  in  Savannah,  Ga.,  with  Bishop 
Charles  F.  Golden  of  Nashville,  head 
of  the  Nashville-Carolina  Area  in 
charge. 

t 

METHODISTS  NAMED  TO 
TWO  KEY  NCC  POSTS 
NEW  YORK  —  Staff  executives  of 
two  Methodist  general  boards  have  been 


named  to  head  key  committees  of  the 
National  Council  of  Churches. 

Dr.  Gene  Carter,  director  of  field 
contacts  and  research  for  the  Television, 
Radio  and  Film  Commission,  will  head 
the  Broadcasting  and  Film  Commission 
for  the  1966-69  triennium.  Dr.  Tracey 
K.  Jones,  Jr.,  associate  general  secre¬ 
tary  of  the  Board  of  Missions’  World 


P.J.  Zondervan,  president,  Zondervan  Publishing  House,  and  Floyd  W. 
Thatcher,  vice  president,  publications,  examine  the  first  proofs  of  THE 
NEW  TESTAMENT  FROM  26  TRANSLATIONS,  which  will  soon  be  off 
the  presses  of  the  Grand  Rapids,  Mich.  firm. 


Division,  will  serve  as  chairman  of  the 
advisory  committee  on  peace,  succeeding 
Dr.  Arthur  S.  Flemming,  himself  a 
prominent  Methodist  layman,  who  is 
now  president  of  the  National  Council 
of  Churches. 

t 

MISSIONARY’S  WIDOW 
DIES  IN  WEST  VIRGINIA 

Mrs.  Daisy  Engle  Bush,  widow  of  the 
Rev.  Charles  C.  Bush,  a  missionary  in 
Africa,  died  recently  at  her  home  in 
Charlestown,  West  Virginia. 

Mr.  and  Mrs.  Bush  served  in  Wem- 
bo  Nyama,  an  isolated  section  of  the 
Belgian  Congo,  from  1914  to  1926, 
when  ill  health  forced  them  to  return 
to  the  United  States.  Mr.  Bush,  a  mem¬ 
ber  of  the  Virginia  Conference,  was  a 
delegate  to  General  Conference  of  the 
Methodist  Episcopal  Church,  South,  in 
1926.  Mrs.  Bush,  who  was  a  school 
teacher  before  her  marriage,  aided  her 
husband  in  translating  parts  of  the 
Scripture  and  hymns  during  their  years 
in  Africa. 

t 

The  Methodist  Church  ranked  38th 
in  the  nation  in  1965  in  per-member 
contributions  for  all  purposes  with  a 
figure  of  $59-09,  according  to  records 
compiled  by  the  National  Council  of 
Churches.  The  Free  Methodist  Church 
was  first  with  a  per-member  contribu¬ 
tion  of  $358.17.  The  Evangelical  Unit¬ 
ed  Brethren  Church  was  31st  with  a 
figure  of  $76.34. 
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The  Rev.  Robert  Rogers, 
new  youth  director,  Ray- 
ville  Methodist  Church,  con¬ 
fers  with  Ann  McConnel, 
MYF  president.  Mr.  Rogers, 
native  of  Laurel,  Miss.,  re¬ 
ceived  his  B.D.  degree  from 
Union  Theological  Seminary 
last  year.  Mrs.  Rogers  is 
the  former  Carolyn  Caldwell 
of  Shreveport.  They  have  3 
sons. 


Centenary 
honor  roll 

Centenary  College  students  who  ex¬ 
celled  in  their  classwork  for  the  fall 
semester  were  congratulated  today  by 
Thad  N.  Marsh,  Dean  of  the  College. 
Dr.  Marsh,  in  releasing  the  names  of 
73  students  on  the  Honor  Roll,  said  all 
had  done  outstanding  work  in  their 
classes  and  congratulated  each  on  their 
achievement. 

Eleven  of  the  students  made  a  4.0 
"straight  A”  average  and  the  rest  post¬ 
ed  a  3.5  or  better  mark  for  the  semester. 

The  eleven  students  with  a  4.0  aver¬ 
age  were:  David  Richard  Carroll, 
Shreveport;  Gaylon  Louis  Daigle,  Bos¬ 
sier  City,  Karen  Donata  Everett,  Jack- 
son,  Miss.;  Robert  Perry  Fisher,  Shreve¬ 
port;  Louis  Matthews  Hewitt,  Shreve¬ 
port;  Troy  Kenneth  Holamon,  Forrest 
City,  Ark.;  Ruth  Marie  Junkin,  N.  Lit¬ 
tle  Rock,  Ark.;  Polly  Page,  Shreveport; 
Nancy  Jeane  Rosson,  Shreveport;  Rich¬ 
ard  Elwin  Walton,  Rayville;  Richard 
Stephen  Williams,  Shreveport. 

Others  on  the  honor  roll  were; 
Betty  Sims  Gilmer,  Mansfield;  Barbara 
Ann  Miller,  Shreveport;  Ann  Bullock 
Beaird,  Shreveport;  Frances  Patton  Big- 
gerstaff,  Bossier  Sity;  Patricia  Ann  Bur- 
nap,  Dallas,  Tex.;  David  F.  Hinton, 
Minden;  Marie  Ann  Morgan,  Bossier 
City;  Nancy  Ann  Rogers,  Lincoln, 
Neb.;  John  Robert  Scalf,  Shreveport; 
Paul  Douglas  Skipworth,  Shreveport; 
Jefferson  D.  Stewart,  Little  Rock,  Ark. 

Mary  Camile  Traweek,  Baton  Rouge; 
Mary  Whitsitt  Waller,  Shreveport; 
Jennie  Lee  Wilson,  No.  Little  Rock; 
Laurie  Weir  Wilson,  Shreveport;  Mar¬ 
tha  Frances  Alford,  Linden,  Tex.;  Carol 
Ann  Goolsby,  Ruston;  Thomas  J.  Hick¬ 
man,  Shreveport;  Gloria  Thacker  Lee, 
Shreveport;  Sandra  Ann  McGuire,  Rus¬ 
ton;  Suzanne  Pharis,  Shreveport;  Nita 
Ann  Richardson,  Grand  Cand;  Eliza¬ 
beth  Lynn  Robbins,  Hot  Springs,  Ark.; 
Leo  Joe  Tunks,  Shreveport;  Ann  Arne 
Vaughan,  Greenwood;  Mary  Linda 
Woods,  Minden; 

Deloris  Ida  Carter,  Little  Rock,  Ark.; 
Ruth  Catherine  Estes,  Shreveport;  Wil¬ 
liam  Martin  Finnin,  Jr.,  Dubach;  Nich¬ 
olas  Fiore,  Jr.,  Shreveport;  John  Edwin 
Goodwin,  Houston,  Tex.;  Richard  Bond 
Grisham,  Dallas,  Tex.;  Sherry  E.  Leop¬ 
ard,  Shreveport;  Margaret  Lynn  Levi- 
say.  New  Iberia;  Julia  Claire  Nance, 
Shreveport; 

James  Wendall  Robinson,  Shreve¬ 
port;  John  Douglas  Stowe,  Lake 
Charles;  Martha  West,  Little  Rock, 
Ark.;  Charles  D.  Williams,  Monroe; 
Patricia  Lee  Andrews,  Little  Rock, 
Ark.;  Maureen  E.  Buckley,  Dallas,  Tex.; 
Joseph  Frank  Carlisle,  Shreveport, 


Homecoming 
at  Centenary 
attracts  many 

Some  700  graduates  and  former  stu¬ 
dents  of  Centenary  relived  their  college 
days  last  weekend  during  the  Annual 
Homecoming  celebration  on  the  campus 
of  the  Shreveport  Methodist  College. 

Jack  Williamson,  president  of  the 
Alumni  Association  and  Bob  Durand, 
director  of  Alumni  Affairs  for  the 
school  said  they  were  well  pleased  with 
the  turnout  for  this  year’s  gathering 
of  former  Centenarians.  The  575  per¬ 
sons  who  turned  out  for  the  Homecom¬ 
ing  banquet  at  the  Shreveport  Conven¬ 
tion  Center  was  the  largest  homecom¬ 
ing  gathering  in  history. 

The  festivities  opened  Friday  with 
the  crowning  of  the  Homecoming 
Queen,  Susan  Sigler,  the  daughter  of 
Coach  Orvis  Sigler,  prior  to  the  "old- 
timers"  basketball  game  and  the  home¬ 
coming  game  between  the  Centenary 
Gentlemen  and  Southern  Mississippi.  A 
post  game  reception  with  student  en¬ 
tertainment  was  held  in  the  Natural 
Gas  Building  at  the  State  Fair  Grounds 
following  the  contest. 

The  classes  of  1942  and  1957  held 
special  reunions  following  chapel  and 
a  picnic  Saturday  morning.  Dr.  Jack  S. 
Wilkes,  president  of  Centenary  deliv¬ 
ered  his  annual  "State  of  the  College” 
address  to  the  alums  at  the  chapel  ses¬ 
sion,  while  Williamson  reported  on 
alumni  progress  during  his  year  as, 
president. 

At  the  Homecoming  banquet  on  Sat¬ 
urday  night,  Dr.  Wilkes  presented  the 
second  annual  Alumni  Hall  of  Fame 
award  to  George  William  James  of  Rus¬ 
ton.  He  was  the  second  recipient  of 
this  award  which  was  inaugurated  last 


James  Weldon  Chewning,  Shreveport; 
Bill  Leonard  Critcher,  Houston,  Tex.; 
Lydia  Marie  Gill,  Shreveport;  Dennis 
Ralph  Herrington,  Shreveport;  Janis  L. 
Jinks,  Shreveport;  Suzanne  C.  Keller, 
Monroe;  Richard  Paul  Klein,  Shreve¬ 
port;  Catherine  Larmoyeux,  Shreve¬ 
port;  Rita  J.  Longina,  Georgetown, 
Tex.;  Robert  Keith  Morris,  Lake 
Charles;  Judith  Lee  Pate,  Shreveport; 
Lynda  Lou  Reeves,  Shreveport;  Peggy 
Simpson,  Shreveport;  Mary  Kappen 
Singleton,  Shreveport;  Sara  Smith,  Dal¬ 
las,  Tex.;  Paula  Chalyne  Stahls,  Shreve¬ 
port;  Dudley  Andrew  Talbot,  Shreve¬ 
port;  Ellen  Victory,  Shreveport;  Lise 
White,  Houston,  Tex.;  Jacquelin  A. 
Worley,  Shreveport. 


Wesley  Foundation 
at  Polytech  hears 
Methodist  leaders 

The  Wesley  Foundation  at  Louisiana 
Polytechnic  Institute,  Ruston,  had  Mrs. 
Glenn  Laskey,  Ruston,  and  Dr.  Henry 
A.  Rickey,  Ruston  District  Superintend- 
end,  as  guest  speakers  for  Thursday 
Vespers,  February  16.  They  spoke  re¬ 
garding  the  meeting  of  the  World 
Council  of  Methodism  which  they  at¬ 
tended  in  London,  England,  each  pre¬ 
senting  a  particular  phase  of  the  meet¬ 
ing.  Mrs.  Laskey  is  the  national  presi¬ 
dent  of  the  Woman’s  Society  of  Chris- 
tion  Service.  Miss  Milou  Hammet, 
Shreveport,  is  the  Thursday  Vesper 
Chairman.  The  Reverend  William  M. 
Stokes,  Jr.  is  the  campus  minister  at  the 
Tech  Wesley  Foundation. 

t 

WASHINGTON,  D.  C.— Grants  by 
the  National  Science  Foundation  to  en¬ 
able  full-time  graduate  study  by  more 
than  5,000  students  in  1967-68  have 
been  made  to  206  schools,  including 
nine  Methodist-related.  They  are  Uni¬ 
versity  of  the  Pacific,  University  of 
Denver,  American  University,  Emory 
University,  Northwestern  University, 
Boston  University,  Syracuse  University, 
Duke  University,  Southern  Methodist 
University. 

t 

year  when  Paul  Brown  was  named  the 
first  member  of  the  honorary  group. 
In  making  the  presentation,  Dr.  Wilkes 
lauded  James  for  his  outstanding  inter¬ 
est  in  the  youth  of  the  state. 

At  the  same  time,  Dr.  Webb  Pome¬ 
roy,  head  of  the  Religion  Department 
at  Centenary  was  honored  as  "Teacher 
of  the  Year,”  also  an  annual  award 
made  by  the  Alumni  Association.  The 
Rev.  Oscar  Cloyd,  in  presenting  the 
honor  to  Dr.  Pomeroy,  cited  his  many 
contributions  made  to  Centenary  since 
joining  the  faculty  in  1953. 

Robert  Lynn  Horne,  a  Byrd  High 
School  Senior,  was  named  as  the  win¬ 
ner  of  the  annual  Alumni  Scholarship. 

t 


Syvell  Alston  Burke,  Jr.,  (Buddy) 
Springhill  high  school  senior  and 
athlete,  made  known  to  the  Springhill 
Methodist  Church  congregation,  Feb¬ 
ruary  19th,  his  call  to  Christian  ser¬ 
vice.  He  plans  to  enter  the  field  of 
Religious  Education  upon  completion 
of  education  requirements.  Buddy  is 
currently  chairman  of  the  Christian 
Outreach  Program  area  of  MYF  in  his 
home  church.  He  is  President  and  a 
charter  member  of  the  Fellowship  of 
Christian  Athletes  in  Springhill  High 
School.  He  is  an  honor  student  and 
plans  to  attend  Louisiana  Tech  on  a 
full  athletic  scholarship  next  Fall. 
The  Rev.  Loyd  E.  Williams  is  his 
pastor. 


Methodists  in  both  Norway  and  Swe¬ 
den  have  opened  new  youth  centers.  In 
Norway,  the  center  is  above  the  Artie 
Circle.  The  center  serving  Swedish 
youth  is  at  Ekebo  on  the  west  coast  of 
Sweden. 

WASHINGTON,  D.  C.— Five  Method¬ 
ist-related  schools  will  participate  in 
grants  from  the  National  Science  Foun¬ 
dation  to  enable  research  studies  by  the 
nation’s  outstanding  undergraduate 
science  students.  The  schools  are  Bos¬ 
ton  University,  Albion  College  (Michi¬ 
gan),  Nebraska  Wesleyan  University, 
Drew  University  and  Oklahoma  City 
University. 
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Tommy  Dunbar  (above  right),  deliv¬ 
ered  his  first  sermon  at  First  Metho¬ 
dist  Church,  Pineville— on  Sunday 
evening  January  1st,  as  a  part  of  the 
Methodist  Student  observance.  He  is 
shown  with  his  pastor,  the  Rev.  Earl 
B.  Emmerich. 


Methodist  Navajo 
student  excels 

A  senior  at  the  Navajo  Methodist 
Mission  in  Farmington,  N.M.,  has  made 
what  officials  believe  is  the  highest 
grade  ever  scored  in  tests  for  Navajo 
Tribal  Scholarships. 

Everett  Charles  Ross,  who  has  attend¬ 
ed  the  Mission  all  through  his  school 
career,  is  on  the  first  team  in  football, 
basketball  and  track.  He  is  active  in 
Boy  Scout  work  and  last  year  attended 
New  Mexico  Boys’  State.  These  exper¬ 
iences,  he  said,  "have  given  me  a  sense 
of  responsibility  to  God  and  to  the 
people  of  the  world.”  The  scholarship 
winner  is  a  member  of  the  Methodist 
Church  and  president  of  the  Methodist 
Youth  Fellowship.  He  hopes  to  become 
an  electrical  engineer. 

"I  have  been  fortunate  to  have  been 
confronted  with  many  opportunities,” 
he  said.  "I  have  learned  to  appreciate 
life  and  will  try  my  best  to  make  a 
contribution  to  civilization.” 

The  school  at  Farmington,  which  is 
administered  by  the  National  Division 
of  the  Board  of  Missions,  has  about 
200  students,  studying  in  the  sixth 
grade  through  high  school. 


SCOUTS  HONORED 

NEW  YORK— Four  Methodist  and 
an  Evangelical  United  Brethren  were 
among  13  Boy  Scouts  and  Explorers 
who  shared  in  the  annual  Report  to 
the  Nation  here  and  in  Washington, 
D.  C.,  during  Boy  Scout  Week,  Feb¬ 
ruary  6-13. 

President  Johnson  received  the  group 
at  the  White  House  and  they  met  with 
other  government  leaders.  In  New  York 
they  had  a  conference  with  United  Na¬ 
tions  Secretary-General  U  Thant,  among 
other  events.  Included  among  the  13 
are  Craig  H.  Brown,  Gouvemeur,  N. 
Y.,  Lawrence  E.  Hosack,  Norwalk, 
Conn.,  and  William  Schreie’r,  Prairie 
Village,  Kans.,  of  The  Methodist 
Church;  Ronald  Warrior,  Chicago,  Ill., 


Choirs  may  apply 
to  appear  at  UC 

DALLAS,  Texas — An  invitation  has 
been  extended  to  local  church  and  in¬ 
stitutional  choirs  of  The  Methodist 
Church  and  the  Evangelical  United 
Brethren  Church  to  apply  for  participa¬ 
tion  is  the  proposed  Uniting  Confer¬ 
ence  for  the  two  denominations  to  be 
held  here  April  21-May  4,  1968. 

The  Invitation  was  issued  here  Feb¬ 
ruary  22  as  the  Methodist  Commission 
on  Entertainment  and  Program  of  the 
1968  General  Confeernce  met  to  work 
on  details  for  the  proposed  Uniting 
Conference,  or  for  the  regular  Meth¬ 
odist  General  Conference  if  the  union 
is  not  ratified  by  voting  new  in  prog¬ 
ress  in  annual  conferences  of  the  two 
denominations. 

Choirs  interested  in  applying  to  par¬ 
ticipate  in  the  historic  conference  are 
requested  to  send  an  audition  tape  and 
program  to  the  Rev.  Carlton  R.  Young 
at  Southern  Methodist  University’s 
Perkins  School  of  Theology  here.  Mr. 
Young  is  director  of  music  for  the  1968 
sessions. 

The  choirs  chosen  to  take  part  will 
be  responsible  for  their  own  expenses  to 
and  from  Dallas  and  while  at  the  con¬ 
ference,  Mr.  Young  said.  The  exact 
number  of  choirs  to  be  chosen  and  the 
way  in  which  they  will  participate  will 
be  announced  later. 

t 

Methodist  -EUB 
executives  ask 
restructuring 

CHICAGO  (M.I.) — Redesigning  the 
structure  of  the  proposed  United  Meth¬ 
odist  Church  by  next  year  is  called  for 
in  a  resolution  adopted  here  Jan.  31 
by  top  executives  of  the  two  denomina¬ 
tions  that  are  moving  toward  union — 
The  Methodist  Church  and  The  Evan¬ 
gelical  United  Brethren  Church. 

In  a  statement  addressed  to  the  Joint 
Commissions  on  Union  of  the  two 
church  bodies,  the  executives  urged  that 
a  committee  be  named  "to  develop  suc¬ 
cinct  statements  on  mission  (purpose) 
of  The  United  Methodist  Church  and 
to  draft  a  plan  of  restructure  to  enable 
the  church  to  accomplish  this  mission.” 

Approval  of  a  constitution  and  plan 
of  union  of  the  two  denominations  was 
voted  at  simultaneous  General  Confer¬ 
ences  of  the  two  churches  in  Chicago, 
Nov.  11.  Currently  annual  (regional) 
conferences  of  the  two  denominations 
are  voting  on  ratification  of  that  plan. 


of  the  Christian  Methodist  Episcopal 
Church;  and  Edward  A.  Pease  of  Terre 
Flaute,  Ind.,  of  the  Evangelical  United 
Brethren  Church. 

t 

THE  LECOMPTF.  WOMAN’S  SOCIE¬ 
TY  of  Christian  Service  met  February 
14th.  Mrs.  B.  E.  Thibodeaux,  Alexan¬ 
dria  District  President,  and  a  member 
of  St.  Paul’s  Church  in  Alexandria,  'was 
guest  speaker.  Mrs.  Thibodeaux  spoke 
on  Buddhism,  and  showed  slides  of 
some  Buddhist  temples  in  Thailand. 


Centenary  Homecoming 


President  Jack  Wilkes  crown 
Homecoming  Queen  Susan 
Sigler. 


George  William  James,  left, 
of  Ruston  was  inducted  into 
the  Centenary  College  Alum¬ 
ni  Hall  of  Fame  by  Presi¬ 
dent  Wilkes. 


Dr.  W.  Darrell  Overdyke,  center,  was 
named  “favorite  teacher"  by  the  re¬ 
union  of  the  class  of  ’42.  With  him 
are  two  of  his  pupils  Camp  Flournoy 
and  Carolyn  Wilhite. 


Zeta  Tau  Alpha  sorority  won  the  cam¬ 
pus  decoration  contest  with  this 
entry. 
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On  Sunday,  March  5,  more  than  38,000  Methodist  churches  will  join  with  30  other 
Protestant  denominations  in  observing  the  One  Great  Hour  of  Sharing.  In  this 
single  gesture  of  Christian  compassion,  churchmen  are  given  the  opportunity 
of  supporting  world  relief  programs.  Contributions  made  by  Methodists  will 
go  to  programs  designated  by  our  denomination. 

One  half  of  the  offering  goes  to  support  the  work  done  through  the  Methodist 
Committee  for  Overseas  Relief.  Vietnam  has  been  for  more  than  twenty  years 
suffering  the  toll  inflicted  by  war.  MCOR,  much  concerned  for  the  welfare  of 
the  civilian  population,  has  teams  of  workers  in  Vietnam.  Immediate  relief 
includes  food,  clothing,  temporary  shelter,  medical  assistance  and  supplies. 

In  cooperation  with  other  denominations,  resettlement  projects  are  helping 
to  provide  new  homes  for  the  nearly  one  million  Vietnamese  refugees,  some  of 
whom  have  been  driven  from  their  land  as  many  as  three  times  by  the  war. 

MCOR,  the  emergency  relief  arm  of  The  Methodist  Church,  is  helping  to  meet 
emergency  situations  in  many  other  countries  around  the  world.  Relief  supplies 
and  a  disaster  team  were  sent  to  Haiti  after  Hurricane  Inez  last  fall.  MCOR 
help  also  went  to  victims  of  an  earthquake  in  Turkey  and  a  typhoon  in  the 
Pacific  basin. 

In  addition  to  relief  work,  the  One  Great  Hour  of  Sharing  supports  the  Crusade 
Scholarship  program.  In  the  21  years  of  their  existence,  the  Crusade  Scholar¬ 
ships  have  provided  post-graduate  training  for  1,392  persons. 

Currently  71  students  are  in  school  in  this  and  in  nine  other  countries  being 
trained  in  a  variety  of  specialized  fields.  The  major  support  for  this  program 
comes  from  the  One  Great  Hour  of  Sharing  offering. 

Over  the  past  21  years  Crusade  Scholars  have  completed  their  studies  and  re¬ 
turned  to  serve  in  positions  of  leadership  in  their  homelands.  This  Methodist- 
sponsored  program  has  helped  in  many  emerging  nations  to  provide  Christian 
leadership  in  church  and  secular  fields. 

A  portion  of  the  One  Great  Hour  of  Sharing  offering  is  used  to  provide  service¬ 
men's  centers  for  United  States  Military  personnel  in  Korea,  Japan,  Okinawa, 
and  Hong  Kong. 

A  sum  of  $75,000  of  the  One  Great  Hour  of  Sharing  offering  is  for  church  exten¬ 
sion  among  mission  fields  in  the  U.S.A.  This  year  Sand  Lake  Church  in  Anchorage, 
Alaska,  will  be  helped  to  purchase  a  site,  as  will  Trinity  Church  on  Oahu  Island, 
Hawaii.  The  El  Messias  Church  in  San  Antonio,  Texas,  will  receive  funds  to 
establish  an  outpost  church  and  church  school  in  a  section  of  that  city  where 
the  people  are  predominately  Spanish  speaking. 

Your  gifts  to  these  ministries  will  make  this  truly  one  great  hour.  Through 
your  participation  in  the  One  Great  Hour  of  Sharing  offering  you  can  help  do 
so  much  that  needs  desperately  to  be  done. 


the  man  alone  who  is  striving  to  im¬ 
prove  his  ability  to  care  for  himself 
and  his  family,”  Mr.  MacCracken  said. 

But  the  church  in  addition  "must 
be  alert  to  a  new  technology  which 
makes  possible  assistance  that  was  im¬ 
possible  a  decade  ago,”  he  said.  He  in¬ 
cluded  in  this  category  nutrition,  fam¬ 
ily  planning,  public  health  and  housing 
construction. 

"A  penny  a  day  can  keep  a  child 
alive  anywhere  in  the  world  where 
Church  World  Service  works,”  said  Mr. 
MacCracken. 

"We  now  have  the  technology  and 
the  means  of  transportation  to  provide 
all  the  vitamins  and  proteins  a  human 
being  needs  for  this  sum.  But  we  don’t 
have  enough  pennies.  Three  dollars  will 
keep  a  child  alive  for  a  year.  But  we 
don't  have  enough  dollars. 


^  He  is  a 
refugee. 

There 
are 
more 
than  a 
mil¬ 
lion 
in 

Viet¬ 
nam. 


He  needs  bread— 
and  rice, 
and  milk, 
and  vegetables. 


(MCOR  Photo) 


NEW  YORK,  N.Y. — U.S.  Protestant 
churches  will  seek  to  raise  nearly  $18 
and  a  half  million  dollars  through  their 
18th  annual  One  Great  Hour  of  Shar¬ 
ing  appeal  for  funds  to  support  their 
programs  of  aid  to  the  needy  overseas. 

A  goal  of  $18,420,000  was  announced 
by  James  MacCracken,  executive  direc¬ 
tor  of  Church  World  Service,  which 
sponsors  the  appeal  on  behalf  of  par; 
ticipating  Protestant  and  Eastern  Orth¬ 
odox  denominations.  Observed  annual¬ 
ly  on  the  fourth  Sunday  of  Lent,  One 
Great  Hour  of  Sharing  will  be  marked 
by  more  than  94,000  individual  con¬ 
gregations  throughout  the  nation  on 
March  5. 

"The  church  must  be  present  after 
massive  catastrophes  and  disasters;  must 
feed  the  starving;  must  be  concerned 
with  the  refugee;  and  must  stand  with 


"No  logic  will  convince  the  hungry 
that  there  is  any  rational  excuse  for 
the  supersonically  increasing  gap  be¬ 
tween  the  have  and  have-not  peoples 
and  nations.” 

One  of  the  most  important  tasks  of 
the  church,  Mr.  MacCracken  said,  is  to 
grapple  with  "the  causes  of  poverty 
and  famine  and  premature  death,  and 
not  be  satisfied  with  distributing 
’handouts’  which  many  who  receive 
them  feel  are  less  than  scraps  from 
bountifully  laden  tables.” 

Mr.  MacCracken  said  "Christians  are 
concerned  over  what  happens  in  their 
world,”  citing  the  "overwhelming  re¬ 
sponse”  when  Church  World  Service 
appealed  for  volunteers  for  Vietnam 
Christian  Service,  cooperative  Protestant 
effort  to  aid  war  refugees  in  South 
Vietnam. 

"And  when  Haiti  was  shattered  by 
Hurricane  Inez,  the  problem  was  not 
to  find  volunteers  prepared  to  leave 
their  work  to  help  rebuild  homes  and 
hospitals,  but  to  send  those  needed  in 
small  enough  numbers  not  to  over¬ 
whelm  the  Haitians,”  he  said. 

Mr.  MacCracken  concluded  that  "One 
Great  Hour  of  Sharing  means  many 
things.  It  means  food,  clothing,  vitamin 
pills,  medicines.  It  means  using  new 
techniques,  such  as  plastic  houses  to 
shelter  those  made  homeless.  Or  it  may 
mean  expediting  a  supply  of  blankets 
to  some  small  airport  where  they  are 
desperately  needed  for  clothing  and 
shelter  in  an  emergency. 

"But  it  also  means  the  personal  sacri¬ 
fice  of  those  who  go  abroad  to  the 
ends  of  the  earth  to  serve  others." 

Funds  realized  through  One  Great 
Hour  of  Sharing  will  go  toward  sup¬ 
port  of  individual  denominational  pro¬ 
grams  of  assistance,  as  well  as  joint 
projects  of  aid  carried  on  through 
Church  World  Service,  in  Asia,  Africa, 
Latin  America,  the  Middle  East  and 
limited  areas  of  Europe. 

Communions  working  together  to  aid 
the  needy  overseas  in  programs  sup¬ 
ported  by  the  One  Great  Hour  of  Shar¬ 
ing  include: 

African  Methodist  Episcopal  Church; 
African  Methodist  Episcopal  Zion 
Church;  American  Baptist  Convention; 
The  American  Lutheran  Church;  Chris¬ 
tian  Churches  (Disciples  of  Christ); 
Christian  Methodist  Episcopal  Church. 

Church  of  the  Brethren;  Church  of 
God  (Anderson,  Indiana);  Churches  of 
God  in  North  America;  Community 
Churches;  Cumberland  Presbyterian 
Church;  Congregational  Churches;  The 
Episcopal  Church;  Evangelical  Congre¬ 
gational  Church. 

Evangelical  United  Brethren  Church; 
Friends  United  Meeting;  Greek  Orth¬ 
odox  Archdiocese  of  North  and  South 
America;  Hungarian  Reformed  Church 
in  America;  Lutheran  Church  in  Amer¬ 
ica;  Lutheran  Church — Missouri  Synod. 

The  Methodist  Church;  Moravian 
Church  in  America;  National  Baptist 
Convention  of  America;  National  Bap¬ 
tist  Convention,  U.S. A.,  Inc.;  Philadel¬ 
phia  Yearly  Meeting  of  the  Religious 
Society  of  Friends;  Presbyterian  Church 
in  the  U.S.;  Reformed  Church  in  Amer¬ 
ica;  Russian  Orthodox  Greek  Catholic 
Church  of  America. 

Seventh-day  Adventists;  Seventh  Day 
Baptist  Churches;  United  Church  of 
Canada;  United  Church  of  Christ;  The 
United  Presbyterian  Church  in  the 
U.S.A. 
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Thomas  W.  McCall 

Thomas  W.  McCall,  82,  Grand  Che¬ 
nier,  La.,  passed  away  January  3,  after 
several  weeks  of  illness.  Funeral  ser¬ 
vices  were  held  in  the  Grand  Chenier 
Methodist  Church,  with  the  Rev.  R. 
M.  Bentley  officiating. 

Surviving  are  his  wife,  Mrs.  Marie 
Portall  McCall;  a  son,  Lynn  McCall, 
Grand  Chenier;  three  daughters,  Mrs. 
J.  B.  Jones  Jr.,  Sybil  McCall  and  Mrs. 
Conway  LeBleu,  all  of  Cameron;  a  sis¬ 
ter,  Mrs.  G.  B.  Meaux,  Bridge  City, 
Tex.;  a  brother,  Carl  McCall,  Grand 
Chenier,  and  eight  grandchildren. 

Mr.  McCall  was  a  life-long  resident 
of  Grand  Chenier,  and  member  of 
the  Methodist  Church;  his  father  was 
one  of  the  founders.  He  was  the  adult 
Sunday  School  class  teacher  for  many 
years,  a  charter  member  of  the  Cameron 
Lions  Club,  and  was  well  known 
throughout  the  parish  and  the  state 
for  his  work  in  the  field  of  education. 

For  38  years,  Mr.  Cameron  was  Su¬ 
perintendent  of  the  Cameron  Parish 
School  System.  He  encouraged  many 
young  persons  to  further  their  educa¬ 
tion,  and  will  be  remembered  for  his 
emphasis  on  high  ideals  and  the  better 
things  in  life.  He  gained  the  respect 
of  everyone  and  the  love  of  children; 
he  left  the  world  better  then  he  found 
it. 


r 


J.  W.  Doxey 

Joe  W.  Doxey,  74,  Grand  Chenier, 
prominent  Cameron  Parish  business  and 
civic  leader,  died  December  2,  after 
a  lengthy  illness. 

Mr.  Doxey,  was  a  lifelong  member 
of  the  Grand  Chenier  Methodist 
Church.  He  served  as  secretary  of  the 
Cameron  Parish  Police  Jury  for  42 
years.  Included  in  his  civic  activities 
were:  membership  in  Public  Affairs  Re¬ 
search  Council,  Jeff  Davis  Electric  Coop 
board,  charter  member  of  Cameron 
Lions  Club,  and  the  Masonic  Lodge. 

He  was  instrumental  in  getting  the 
menhaden  and  oil  industries  located  in 
Cameron.  He  served  on  the  board  of 
directors  for  Boys’  Village  in  Lake 
Charles,  of  which  he  was  one  of  the 
founders.  He  served  as  President  of 
the  Mermentau  Basin  Association,  Cam¬ 
eron  Parish  Development  Board,  and 
Louisiana  Wildlife  and  Fisheries  Com¬ 
mission. 

Mr.  Doxey  was  the  first  recipient  of 
the  V.F.W.  Citizenship  award,  for  out¬ 
standing  public  service. 

Mr.  Joe  was  a  man  the  residents  of 
Cameron  Parish  will  not  soon  forget. 
They  know  his  life  of  devoted  and 
dedicated  leadership  placed  them  in 
the  midstream  of  Louisiana  progress. 
He  will  be  fondly  remembered  as  "Cam¬ 
eron's  One-Man  Chamber  of  Com¬ 
merce.” 

Funeral  services  were  held  in  Ham¬ 
mer  chapel  in  Lake  Charles.  Graveside 
Masonic  rites  were  in  Highlands  Mem¬ 
ory  Gardens,  conducted  by  Cameron 
Masonic  Lodge  439. 


BILL  PROBLEMS? 

PERHAPS  WE  CAN  HELP  YOU 


Bad  Credit* No  Problem «Not  a  Loan  Co. 

Send  your  name  and  address  for  FREE  application 
to  nearest  office  for  faster  service 

•  ATLANTIC  ASSOCIATES,  Dept.  99 

•  146  Westminster  St.,  Providence.  R.  I. 

•  3312  N.  Central  Ave  .  Phoenix,  Arizona  • 


Survivors  include  his  wife,  Mrs.  Dora 
O’Bryan  Doxey;  two  sons,  John  P.  Dox¬ 
ey,  Houston,  Texas,  and  J.  W.  Doxey, 
Cameron;  four  daughters,  Dorothy  Dox¬ 
ey,  Cameron,  Mrs.  J.  H.  Ricks,  Mans¬ 
field,  Mrs.  R.  B.  Baker,  Atlanta,  Ga., 
and  Mrs.  T.  R.  Shackelford,  Monroe; 
two  brothers;  R.  C.  Doxey,  Grand  Che¬ 
nier,  and  Rupert  Doxey,  Cameron;  a 
sister,  Mrs.  Edgar  Peveto,  Orange,  Tex., 
and  thirteen  grandchildren. 

t 

Roger  R.  Moery 

Roger  R.  Moery,  age  63,  Carlisle, 
Ark.,  rice  grower,  died  January  25th. 
Mr.  Moery  was  a  member  of  Carlisle 
Methodist  Church,  and  had  served  on 
the  Official  Board.  He  was  a  Mason 
and  a  member  of  Eastern  Star. 

He  is  survived  by  his  wife,  Mrs. 
Madge  Lemon  Moery;  a  son,  Robert; 
one  daughter,  Mrs.  Tom  Riley;  a  sis¬ 
ter,  Mrs.  Elsie  Powell,  Roseberg,  Ore¬ 
gon,  and  three  grandchildren. 

Mr.  Moery  was  always  to  be  found 
on  the  side  of  justice  and  equal  op¬ 
portunity  for  all  people.  The  Rev.  Kir- 
vin  A.  Hale  was  his  pastor. 

t 

G.  E.  Reutz 

Funeral  services  were  held  Wednes¬ 
day,  February  22,  in  Little  Rock  for 
the  Rev.  George  Edward  Reutz.  69, 


=  LIKE  SWEET  ONIONS? 

Z  NEW  BLUE  RIBBON  ASSORTMENT 

-  600  sweet  onion  plants  with  free 

Z  planting  guide  $3  postpaid  fresh 

-  from: 

E  TEXAS  ONION  PLANT  COMPANY 
2  "Home  of  the  Sweet  Onion" 

:  Farmersville,  Texas  75031 


retired  member  of  the  Little  Rock  An¬ 
nual  Conference  who  was  serving  as 
pastor  of  Mount  Pleasant  Methodist 
Church,  Little  Rock.  He  died  on  Feb¬ 
ruary  21  at  his  home. 

Services  were  conducted  by  the  Rev. 
Joe  R.  Philips,  Jr.,  Little  Rock  District 
Superintendent,  the  Rev.  Clint  Atchley 
and  the  Rev.  H.  O.  Bolin. 

He  had  been  a  member  of  the  Little 
Rock  Conference  for  42  years  and  his 
pastorates  included:  Whitehall,  Pine 
Bluff,  Gillett,  Hawley,  Capitol  View, 
Little  Rock,  Lonoke,  Gurdon,  Bauxite- 
Sardis,  Oaklawn,  Hot  Springs,  Waldo, 
Keo-Tomberlin,  St.  Charles,  Taylor, 
Thornton,  Mountain  View,  and  Amity- 
Womble. 

He  is  survived  by  his  wife,  Mrs. 
Willie  Canfield  Reutz;  two  sons,  Billy 
G.  Reutz  of  Glenview,  Ill.,  and  Harold 
F.  Reutz,  of  Evansville,  Ind.;  a  daugh¬ 
ter,  Mrs.  Mary  Reutz  Horton,  Little 
Rock;  two  brothers,  Edward  Reutz  of 
Mabelvale  and  Anderson  Reutz  of  Lit¬ 
tle  Rock;  a  sister,  Mrs.  Clara  Hender¬ 
son  of  North  Little  Rock;  and  six 
grandchildren. 


Presenting  the  voices  of  the  great  saints  of 
the  Christian  Church.  Gives  a  broader 
understanding  of  Christian  thinking 
through  the  centuries.  $1.00  per  copy, 
$10  per  dozen,  postpaid.  Order  from 
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Taka  the  world-famous,  radioactive  thermal  baths  of  Hot  Springs  with  new 
Whirlpool  in  the  Majestic  and  banish  all  your  aches  and  pains  due  to  tension 
and  fatigue  . . .  relieve  arthritis,  rheumatism  and  high  blood  pressure. 

Swim  in  our  beautiful,  temperature-controlled  pools  . . .  golf  at  our  nearby 
Country  Club.  Pishing  and  all  water  sports  at  Lakes  Ouachita,  Hamilton  and 
Catherine.  Recreational  Lodge  on  nearby  Lake  Hamilton  for  the 
exclusive  use  of  Majestic  guests. 
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•  ALMOND  COCOANUT 
•  ASSORTED  JELLIES 
•  MASON  MINTS 


How  accepting  a  free  box  of  Mason  Candy  netted 

Mrs.  Koubek's  Band  Parents  group  $1200  profit  in  just  seventeen  days! 


As  chairman  of  the  drive  to  raise  money 
for  needed  band  equipment,  Mrs.  Arthur 
Koubek  of  Lyons,  Illinois,  was  faced  with 
the  problem:  how  to  raise  funds  quickly, 
without  risk  or  investment.  She  found  the 
solution  in  the  Mason  representative’s  of¬ 
fer  of  a  free  box  of  candy.  When  the  Mason 
man  delivered  it,  he  explained  Mason's 
famous  protected  fund-raising  plan. 

Mason  supplies  your  group— complete¬ 
ly  without  risk  or  investment— a  choice 
of  beautifully  boxed,  top-quality  Mason 
Candies.  At  no  charge,  each  box  has  an 
attractively  printed  band,  bearing  your 
organization’s  name,  picture,  and  slogan. 
Mason  even  pre-pays  shipping  charges. 
Your  group  makes  a  big  NET  PROFIT  of 
66%%  (40C  on  every  dollar  box  that  costs 
you  only  60b)  and  you  pay  nothing  till 
after  your  drive  is  over.  Anything  remain¬ 
ing  unsold  can  be  returned  for  full  credit! 
No  risk,  no  investment  — you  pay  only  af¬ 
ter  you  have  collected  your  profit!  Many 


community,  school  and  religious  groups 
have  raised  from  $300  to  $2500  in  four 
to  twenty  days.  So  can  you. 

For  details  and  your  free  box  of  Mason 
Candy:  fill  in  coupon  below. 
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GENTLEMEN:  PLEASE  SENO  ME.  WITH.  ' 
OUT  OBLIGATION.  INFORMATION  ON  YOUR  I 
FUND  RAISING  PLAN.  j 

NAME _ AGE  (II  under  21), _  I 

ORGANIZATION _  • 

ADDRESS _ 


|  CITY _ STATE _  | 

j  HOW  MANY  MEMBERS _  I 

I  PHONE_ _ _ _ I 

J  MASON  CANOiES,  IWC..  MINEOLA,  N.v.  | 

l - 1 


MARCH  2,  1967 


PAGE  FIFTEEN 


Troop  15,  Noel  Memorial  Church,  Shreveport,  took 
part  in  the  February  12  Boy  Scout  observance. 
Jack  Richardson  (left),  received  the  Eagle  Scout 
award,  and  Mark  Greve  (right),  the  God  and  Country 
award.  Dr.  Sam  Nader,  pastor,  made  the  presenta¬ 
tions. 


Louisiana  State  Trooper  Sgt. 
Marlin  Connors  explains  to 
Olla  MYF  members  the  pro¬ 
blems  of  drinking  and  driv¬ 
ing.  The  display  of  pic¬ 
tures  and  bottles  is  from 
actual  highway  accidents. 
Mrs.  Joe  Walsh  is  MYF  coun¬ 
selor;  the  Rev.  Goerge 
Sherman  is  pastor. 


Louisiana  Methodist  high 
school  students  attending 
the  Centenary  College 
Junior-Senior  weekend  were 
breakfast  guests  at  Noel 
Memorial  Church,  Shreve¬ 
port.  At  right  is  shown  a 
cross-section  of  the  group. 


The  Men’s  Bible  Class  at 
Vivian  Methodist  Church 
sponsor  a  “ifish  fry". 
The  Rev.  Stone  W.  Caraway 
is  pastor. 


LEFT:  Elizabeth  Methodists  in  Alexandria  District  shown  at  regular  monthly 
Family  Night  Fellowship  Supper.  RIGHT:  A  group  of  children  at  Hopewell  Fel¬ 
lowship  Supper  where  films  pertaining  to  family  life  were  shown.  The  Rev.  D.  R. 
Deen  serves  the  Elizabeth-Hopewell  Charge. 


More  than  150  young  people  and  adults  from  Lake  Charles  District  met  at  First 
Methodist  Church,  Lake  Charles,  for  a  District  Rally,  February  17.  The  film, 
"Human  Relations"  provided  the  focus  for  the  evening.  Discussion  groups  were 
led  by  the  Rev.  Lawrence  Gilbert,  Lake  Arthur;  Miss  Norma  Garlington,  Milton 
Folkins,  Lake  Charles,  and  the  Rev.  William  D.  Peeples,  district  youth  director. 
The  Sacred  Dance  Choir  of  Henning  Memorial  in  Sulphur,  led  in  the  Witness  to  the 
Word  with  modern  dance  interpretations. 


The  above  scene  is  from  the  annual  Valentine  Banquet  at  North  Highlands  Metho¬ 
dist  Church.  The  court  elected  to  reign  (left  to  right):  Queen,  Kay  Sumrall;  King, 
Travis  Hailey;  Princes,  Rich  Hailey  and  Mitch  Timmons;  Princesses,  Kathy  Har¬ 
kins  and  Judy  Buckley. 
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Bishop  Richard  C.  Raines 

Bishop  R  aines  is 
Jones  Lecturer 

Bishop  Richard  C.  Raines,  resident 
bishop  of  the  Indiana  Area  of  The 
Methodist  Church,  will  deliver  the  C.  I. 
Jones  Memorial  Lectures  at  Rayne  Me¬ 
morial  Methodist  Church,  New  Orleans, 
Louisiana,  on  March  12-14,  1967. 

The  lectureship  was  established  in 
memory  of  Clarence  Ira  Jones  in  1948 
by  his  widow,  now  Mrs.  Charles  N. 
Cadwallader,  and  has  brought  many 
outstanding  lecturers  to  New  Orleans. 

Bishop  Raines  is  a  native  of  Inde¬ 
pendence,  Iowa.  He  was  elected  to  the 
episcopacy  in  1948  at  Indianapolis,  In¬ 
diana,  after  a  successful  pastorate  of 
eighteen  years  at  the  Hennepin  Avenue 
Methodist  Church  of  Minneapolis.  He 
was  assigned  to  the  Indiana  Area  with 
headquarters  in  Indianapolis  in  1948 
and  has  given  distinguished  and  val¬ 
uable  leadership  to  The  Methodist 
Church  as  one  of  its  outstanding  bish¬ 
ops  He  is  currently  serving  as  Pres¬ 
ident  of  the  Methodist  Council  of  Bish¬ 
ops.  He  has  served  as  President  of  the 
Board  of  Missions,  Chairman  of  the 
Division  of  World  Missions,  Chairman- 
of  the  Commission  on  Methodist  In¬ 
formation  and  Public  Relations,  Chair¬ 
man  of  the  Comnission  on  Structure  of 
Methodism  Overseas,  Director  of  the 
Fund  for  Theological  Education,  and 
many  other  responsible  positions  in  The 
Methodist  Church.  He  received  his  A.B. 
degree  from  Cornell  College  in  Iowa 
and  his  S.T.B.  degree  from  Boston'Uni- 
versity  School  of  Theology.  He  has  re¬ 
ceived  many  honorary  degrees  including 
the  Doctor  of  Divinity  degree  from 
Cornell  College  and  University  of 
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Alexandria  District  church 
object  of  latest  1000  Club  call 
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Society  meetings 
in  Lake  Charles 

Annual  meetings  for  Methodist  wom¬ 
en  of  Louisiana  begin  next  Tuesday, 
March  14  when  executive  officers  gath¬ 
er  for  preliminary  meetings  at  Lake 
Charles  First  Church. 

The  opening  session  for  Woman’s  So¬ 
ciety  representatives  will  be  Wednes¬ 
day  at  1:00  p.m.  (see  program,  page  9). 

Wesleyan  Service  Guild  general  ses¬ 
sions  will  convene  Saturday,  March  18 
at  1:00  p.m.,  preceded  by  committee 
meetings  Friday  night  and  Saturday 
morning.  (The  Guild  program  will  be 
printed  in  the  March  16  issue,  page  9.) 

Speakers  for  the  meetings  were  listed 
in  the  March  2  issue,  page  9,  but  addi¬ 
tional  information  about  them  is  print¬ 
ed  in  this  issue. 


Oak  Grove  Methodist  Church  at  Ef- 
fie,  in  the  Alexandria  District,  is  the 
object  of  the  third  call  of  the  Louisi¬ 
ana  Conference  1000  Club  for  this 
year.  The  date  of  the  call  is  March  15, 
according  to  Herbert  Moffatt,  Monroe, 
1000  Club  chairman  of  the  conference 
Board  of  Lay  Activities. 

Oak  Grove  joins  a  list  of  churches 
whose  plea  for  aid  the  Thousand  Club 

Maine,  the  Doctor  of  Sacred  Theology 
degree  from  Boston  University  School 
of  Theology,  the  Doctor  of  Laws  degree 
from  Illinois  Wesleyan  and  Yonsei  Uni¬ 
versity  at  Seoul,  Korea,  and  the  Doctor 
of  Letters  degree  from  Iowa  Wesleyan 
College.  He  has  been  acclaimed  as  one 
of  the  outstanding  preachers  in  Amer¬ 
ica. 

The  theme  of  the  lectures  is  "The 
Call  of  Christ”  and  the  topics  are  as 
follows: 

Sunday  at  10:50  a.m. — 

"Christ’s  Call  To  New  Life” 
Sunday  at  7:30  p.m. — 

"Christ’s  Call  To  New  Birth” 
Monday  at  10:30  a.m. — 

"Christ’s  Call  To  Prayer” 

Monday  at  7:30  p.m. — 

"Christ’s  Call  to  New  Joy” 
Tuesday  at  10:30  a.m. — 

"Christ’s  Call  To  Repsonsible  Life” 
Tuesday  at  7:30  p.m. — 

"Christ’s  Call  To  Fullness  of  Life" 

(Continued  on  page  13) 


has  answered.  The  first  this  conference 
year  was  Asbury  Church  in  the  Baton 
Rouge  District;  and  second  Trinity 
Church  at  Buras,  in  the  New  Orleans 
District. 

The  Thousand  Club  asks  only  that 
its  members  give  $10  per  call,  and  there 
are  only  three  calls  per  conference  year. 
The  designated  church  gets  $10,000. 

The  church  at  Effie  is  in  the  center 
of  a  rapidly  developing  area.  When  the 
need  for  a  Methodist  church  to  serve 
this  area  became  evident,  all  possible 
avenues  of  approach  were  investigated. 
Many  locations  where  a  new  church 
might  be  started  were  considered.  And 
attention  was  focused  on  the  Oak  Grove 


Methodist  Church  in  Effie.  This  church 
is  more  than  100  years  old,  having  been 
built  on  a  five-acre  site  on  or  before 
the  year  1849.  Over  the  years,  the 
church  has  produced  seven  ministers 
and  many  active  church  workers. 

A  $50  million  paper  mill  is  being 
constructed  in  this  area,  a  15-minute 
drive  from  the  church.  A  school  is  only 
a  short  distance  away,  and  there  is  land 
available  along  the  road  for  new  homes. 
Recent  draining  of  marshes  and  clear¬ 
ing  of  brush  and  timber  has  opened 
more  than  1,000  acres  of  good  farm¬ 
ing  land  to  soy  bean  cultivation. 

Other  churches  are  moving  into  the 
community  and  the  present  ones  are 
expanding.  An  influx  of  new  people  is 

( Continued  on  page  13) 


Youth  rally  will  be  feature 
of  conference  woman’s  meet 


Methodist  youth  of  the  Louisiana 
Conference  and  especially  the  Lake 
Charles  area  will  be  guests  at  the  an¬ 
nual  youth  rally  sponsored  by  the  Con¬ 
ference  Woman’s  Society  during  the 
annual  meeting  of  women  in  Lake 
Charles  next  week. 

The  youth  rally  is  scheduled  for  8 
p.m.  Thursday,  March  16,  in  University 
Church,  Lake  Churches. 

The  speakers  will  be  Mr.  and  Mrs. 


Larry  Pleimann,  lay  missionaries  to  the 
Congo,  now  of  Baton  Rouge  where  he 
is  studying  at  L.S.U.  (Read  about  them 
on  page  9,  this  issue.) 

Mrs.  John  Oldham,  secretary  of  mis¬ 
sionary  personnel  for  the  conference 
Woman’s  Society,  is  coordinator  for 
the  youth  rally. 

Host  pastor  at  University  Church  is 
the  Rev.  Merlin  W.  Merrill. 

t 


Centenary  meeting  where  officials  announced  $107,098  toward  $170,000  goal. 
President  Jack  $.  Wilkes  exoresses  appreciation  to  volunteer  workers. 


OUR  BISHOP’S  LETTER 


February  27,  1967 
Honolulu,  Hawaii 


Dear  Louisiana  Methodists: 

We  left  Seoul,  Korea  on  Sunday  afternoon,  changed  planes  in  Tokyo, 
leaving  there  at  9:30  p.m.  and,  crossing  the  international  date  line,  we  ar¬ 
rived  in  Honolulu  on  Sunday  morning  at  9  o’clock.  Thus  we  have  gained 
a  day!  Our  schedule  calls  for  us  to  be  in  New  Orleans  on  Friday  evening. 
It  will  be  good  to  be  home  again. 

We  are  looking  forward  to  the  C.  I.  Jones  Lectures  at  Rayne  Memorial 
Church  in  New  Orleans,  March  12-14.  Bishop  Richard  C.  Raines  will  speak 
twice  each  day,  Sunday,  Monday  and  Tuesday.  Bishop  Raines  is  an  eloquent 
and  dynamic  preacher.  We  hope  that  many  of  our  people  from  over  the 
entire  state  will  hear  him. 

Mrs.  Walton  and  I  enjoyed  our  visit  to  Korea.  The  Reverend  J.  W. 
(Pete)  Spitzkeit,  our  missionary  from  Louisiana,  met  us  when  we  reached 
Seoul  on  Wednesday,  February  22nd.  We  did  not  go  to  Taijon,  where  Pete 
is  stationed,  but  he  stayed  in  Seoul  to  be  with  us  until  Friday  evening. 

( Continued  on  page  4) 
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PESSIMISM— AN  UNCHRISTIAN 
ATTITUDE 

IT  SEEMS  to  us  that  just  about  the  most  in¬ 
appropriate  attitude  for  a  Christian  to  take 
this  close  to  Easter  is  that  of  pessimism  Oh, 
we  would  be  the  first  to  admit  that  there  is  plenty 
of  evidence  on  the  surface  that  today’s  Church 
is  not  as  bold  a  body  as  it  might  be.  There  is 
among  us  an  increasing  number  who  tell  us  that  we 
can’t  possibly  know  the  facts  of  life  and  still  have 
hope.  There’s  a  new  book  just  off  the  press  entitled 
“The  Church  Without  God,”  in  which  pity  is  ex¬ 
pressed  for  the  leadership  of  a  Church  that  is  so 
blind  as  to  ignore  the  death  of  God  and  still  be¬ 
lieves  it  can  move  ahead  as  His  witnesses. 

We  remember  that  this  was  the  attitude  of 
those  who  had  seen  only  the  first  act  of  the  Easter 
drama.  Peter  said,  after  the  crucifixion  of  his  Lord, 
“I  go  a  fishing.”  He  gave  up  the  ghost — but  some 
of  our  friends  seem  to  forget  that  it  was  for 
a  period  of  less  than  three  days.  The  play  ended 
in  a  flourish  of  hope  and  victory  and  joy.  Why 
can’t  our  friends  who  insist  on  being  pessimistic 
about  the  outlook  for  Christ’s  Church  at  least  give 
up  that  attitude  for  Lent! 

There  is  a  sense  in  which  pessimism  is  an 
egotistic  attitude.  It  says:  “I  can’t  do  it,”  or  “I 
can’t  see  the  answer.”  The  answer  to  this  is,  “Who 
ever  told  you  that  you  could?”  Where  did  you  get 
the  idea  that  you  are  supposed  to  have  all  the  an¬ 
swers,  especially  at  the  beginning  of  the  journey. 
In  John  Bunyan’s  masterpiece,  Pilgrim  often  ar¬ 
rived  at  the  state  of  pessimism — the  “slough  of 
despair”  seemed  to  be  his  natural  habitat.  At  the 
edge  of  the  slough,  at  the  bottom  of  the  mountain, 
on  the  shore  of  the  river  he  always  despaired  of 
his  own  ability  to  cross  or  to  climb.  Well,  no  one 
ever  told  him  that  he  would  be  expected  to  travel 
under  his  own  power.  There  was  always  a  higher 
power — not  to  lift  him  up  and  carry  him  across 

Words  That  Became  Worlds 


with  no  effort  on  his  own  part — but  to  give  him 
the  energy  and  the  courage  to  push  on. 

The  Israelites  or,  the  far  shore  of  the  Red  Sea 
despaired  of  their  ability  to  cross,  and  they  were 
right.  They  didn't  have  what  it  took.  When  John 
Wesley  returned  from  his  abortive  missionary  jour¬ 
ney  to  Georgia,  he  was  convinced  he  could  not 
experience  salvation.  And  he  was  absolutely  right, 
but  who  ever  expected  him,  or  anyone  else,  to  save 
himself.  This  whole  business  of  pessimism  is  a  mark 
of  egotism  and  we  should  be  done  with  it.  Chris¬ 
tians  are  a  people  of  hope.  The  word  “gospel” 
means  good  news,  but  it  seems  that  so  many  have 
forgotten  that. 

Then,  those  possessed  of  this  spirit  of  pessism- 
ism  seem  to  doubt  the  power  of  God  to  finish  what 
He  started.  Back  in  the  dark,  dim,  distant  past, 
the  Lord  God  molded  the  molten  mass  of  chaos 
into  a  world  and  when  He  was  finished  He  looked 
at  it  and  said  it  “was  very  good.”  Is  there  anywhere 
in  the  creation  story  a  note  of  pessimism.  The 
mighty  Creater  of  the  Earth,  and  Mars,  and  the 
Milky  Way  looked  at  it  all  and  approved  what 
He  saw.  He  knew  it  could  become  much  more 
than  it  was  then,  and  He  intends  to  stick  around 
until  it  does.  Don’t  you  think  we  ought  to  stick  it 
out  with  Him? 

It  seems  to  us  that  the  most  destructive  part 
of  this  attitude  among  churchmen  is  that  it  “blacks 
out”  all  the  words  of  hope  and  good  cheer  in  the 
Bible  and  in  the  world.  There  was  a  day  when  this 
spirit  of  pessimism  was  limited  to  .the  premillinar- 
ianists  who  just  could  not  wait  for  the  world  to 
become  its  worst.  That  was  when  they  expected  the 
Lord  to  come  again.  Now  that  attitude  has  been 
appropriated  by  groups  of  students  and  theologians 
who  a  generation  ago  would  not  have  been  caught 
within  a  thousand  miles  of  a  pre-millinarianist. 
Now,  at  least,  the  latter  does  maintain  one  ray  of 
hope — he  expects  the  Lord  to  come  again.  The 
prophets  of  pessimism  have  no  ray  of  hope — they 
expect  nothing  to  happen. 

The  pessimist  is  really  a  propagandist.  With 
a  dark  pencil  he  underlines  the  unpleasantries  and 
the  absence  of  idealism,  and  then  with  a  still  dark¬ 
er  crayon  he  black  out  all  that  is  bright,  and  love¬ 
ly,  and  hopeful  in  our  world — we  still  believe  this 
is  the  major  part  of  the  world.  However,  the  pessi¬ 
mist  is  a  poor  artist.  The  good  artist  has  always 
used  the  shadows  only  to  bring  out  the  high¬ 
lights.  No  artist  has  ever  succeeded  who  tried  to 
paint  all  of  life  in  the  shadows. 
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"THE  MIRACLE  WORKER” 

The  play  "The  Miracle  Worker”  is 
being  presented  at  Winfield  Method¬ 
ist  Church,  Little  Rock,  for  six  per¬ 
formances  —  three  last  week-end,  and 
three  additional  performances  on  March 
17,  18  and  19. 

This  you  will  recall  is  the  play  by 
William  Gibson  which  tells  the  story 
of  Annie  Sullivan  and  the  beginings 
of  her  miracle  of  teaching  with  Helen 
Keller.  It  is  superbly  written,  with  lines 
of  deep  significance  for  the  contem¬ 
porary  scene,  and  the  cast  assemblied 
and  directed  by  the  Rev.  James  Scudder 
gave  a  performance  that  was  in  keeping 
with  the  skill  of  the  playwright. 

Dianne DeVore  as  Annie  Sullivan  and 
Angie  Robinson  as  Helen  Keller  gave 
performances  that  merited  a  far  larger 
audience  than  they  attracted  during  the 
first  three-night  stand.  We  hope  our 
readers  will  take  use  seriously  when  we 
say  this  is  big-time  acting  and  far  out¬ 
distances  anything  we  have  previously 
seen  by  amateurs  on  a  church  stage. 

In  case  you  do  not  know  "The  Mir¬ 
acle  Worker,”  it  describes  those  first 
frustrating  weeks  when  Annie  Sullivan 
sought  some  means  of  communication 
with  the  child  Helen  Keller  who  was 
being  rendered  progressively  unteach- 
able  by  the  protective  pity  and  love  of 
her  household.  Not  only  does  the  story 
tell  of  the  quality  of  the  miracle  that 
Miss  Sullivan  was  eventually  to  bring 
to  pass  in  the  life  of  Helen  Keller,  but 
it  also  speaks  volumes  to  other  parents 
who  might  be  hindering  the  learning 
of  their  children  by  an  overprotective 
attitude. 

We  know  James  Scudder  well  enough 
to  know  that  he  would  resent  out  ap¬ 
pealing  to  you  to  see  this  play  on  the 
basis  that  his  efforts  and  those  of  his 
group  deserve  your  support.  There  are 
much  sounder  reasons  that  that  for 
urging  that  you  plan  to  see  "The  Mir¬ 
acle  Worker"  at  Winfield  Church  on 
March  17,  18  and  19.  If  a  Broadway 
company  were  presenting  this  play  at 
the  auditorium  you  would  fight  for 
tickets,  but  you  would  not  see  a  pres¬ 
entation  that  greatly  excels  this  one. 
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General  Commission 
on  Chaplains  to 
observe  50th  year 

WASHINGTON,  D.C.  —  A  half- 
century  of  Protestant  organization  for 
providing  military  chaplains  will  be  ob¬ 
served  April  23,  1967,  with  consider¬ 
able  Methodist  participation  expected. 

The  program  is  sponsored  by  the 
General  Commission  on  Chaplains  and 
Armed  Forces  Personnel,  which  works 
•'“tween  the  military  and  3 6  denomina¬ 
tions.  It  will  note  50  years  since  a 
central  Protestant  agency  for  this  pur¬ 
pose  was  established,  during  World 
War  I. 

Bishop  Dwight  E.  Loder  of  Michi¬ 
gan,  a  member  of  both  this  group  and 
the  Methodist  Commission  on  Chap¬ 
lains,  will  be  the  preacher  at  an  after¬ 
noon  service  in  Washington  Cathedral. 
Many  chaplains  will  march  in  the  pro¬ 
cessional. 

Bishop  Reuben  H.  Mueller,  Dayton, 
Ohio,  of  the  Evangelical  United  Breth¬ 
ren  Church,  will  lay  a  wreath  for  the 
commission  at  the  chaplains’  cenotaph 
in  Arlington  National  Cemetery. 

Other  events  will  include  an  all- 
services  dinner  addressed  by  Roman 
Catholic  Archbishop  Philip  M.  Hannan 
of  New  Orleans,  a  former  chaplain. 

t 

COUNCIL  FOR  RESPONSIBLE 
FIREARMS  POLICY 
WASHINGTON,  D.  C.  (MI)  —  A 
new  movement  to  secure  improved  fire¬ 
arms  controls  was  launched  here  Feb. 
24,  with  much  of  its  initial  stimulus 
provided  by  a  Methodist  minister. 

The  National  Council  for  a  Respon¬ 
sible  Firearms  Policy  elected  as  its  first 
secretary  the  Rev.  J.  Elliott  Corbett, 
director  of  Washington  study  programs 
for  the  Methodist  Board  of  Christian 
Social  Concerns,  after  he  led  in  arrang¬ 
ing  its  organization. 

President  of  the  group  is  James  V. 
Bennett,  retired  director  of  the  Federal 
Bureau  of  Prisons.  Directors  include 
three  Methodists — Bishop  John  Wesley 
Lord  of  Washington,  former  governor 
Millard  J.  Tawes  of  Maryland  and  Cor¬ 
bett — among  a  variety  of  representatives 
from  religion,  law,  politics,  education 
and  communication. 


Desegregation  next 
steps  under  study 

WASHINGTON,  D.  C.  —  The 
"next  steps”  of  desegregating  Method¬ 
ism  are  getting  serious  study  this  win¬ 
ter  at  all  levels  across  the  deep  South, 
according  to  reports. 

While  annual  conferences  are  at  sev¬ 
eral  varying  stages  on  the  road  to  in¬ 
tegration,  as  envisioned  by  the  Gen¬ 
eral  Conference,  the  process  is  volun¬ 
tary,  also  as  reiterated  by  the  1966 
special  session  of  General  Conference. 
The  church’s  plan  is  elimination  of  the 
all-Negro  Central  Jurisdiction  (CJ) ,  ex¬ 
pected  to  occur  by  mid-1968  or  earlier, 
and  then  mergers  of  annual  conferences 
in  a  "determination  to  do  everything 
possible”  to  eliminate  racially  structured 
units  by  mid-1972. 

Here  are  reports  of  some  recent  de¬ 
velopments: 

Bishop  Edgar  A.  Love,  presiding 
bishop  of  the  CJ’s  Atlantic  Coast  Area, 
ranging  from  Florida  to  Mississippi, 
has  had  meetings  with  the  bishops  of 
the  Southeastern  Jurisdiction,  led  by 
Bishop  James  W.  Henley  of  Florida, 
president  of  the  SEJ  college  of  bishops. 
These  were  planned  to  work  out  a  pro¬ 
gram  of  approach  in  solving  problems 
involved  in  transfer  of  Negro  confer¬ 
ences  into  Southeastern  Jurisdiction, 
there  to  merge  with  presently  white 
conferences,  seeking  to  develop  ’  the 
least  friction.” 

Reporting  that  "progress  is  being 
made  in  the  area  of  human  relations” 
in  the  Southeast,  Bishop  Love  former¬ 
ly  presided  over  the  Baltimore  Area 
and  led  in  its  transfer  from  CJ  into  the 
Northeastern  Jurisdiction  and  its  inte¬ 
gration. 

A  consultation  on  communication  be¬ 
tween  pastor  and  layman  that  could 
become  a  prototype  for  other  meetings 
will  be  held  at  the  Methodist  Theo¬ 
logical  School  in  Ohio,  Delaware, 
March  31-April  2  under  sponsorship 
of  divisions  of  the  General  Board  of 
Education  and  General  Board  of  Lay 
Activities,  in  cooperation  with  the  the¬ 
ological  school. 


Bishop  Benjamin  Guansing 


New  bishop  elected 
in  Philippines 

The  Rev.  Benjamin  Guansing,  pres¬ 
ident  of  Union  Theological  Seminary 
in  Dasmarinas,  Cavite,  the  Philippines 
(since  1951),  was  elected  bishop  of 
the  Philippines  Central  Conference  by 
an  overwhelming  majority  on  the  third 
ballot  at  sessions  held  in  Manila  Feb¬ 
ruary  17-19. 

The  new  bishop  was  one  of  the  evan¬ 
gelical  heroes  of  the  days  of  the  Jap¬ 
anese  occupation  of  the  Philippines. 
Born  in  the  Islands,  he  was  educated 
in  evangelical  schools  on  Luzon  and  at 
the  University  of  the  Philippines.  He 
came  to  the  United  States  and  was 
graduated  at  Union  Theological  Semi¬ 
nary,  New  York,  in  1941.  He  returned 
home  immediately  after  graduation  and 
was  on  Luzon  at  the  time  the  Japanese 
attacked  Pearl  Harbor  and  captured 
Manila. 

Bishop  Guansing  was  the  pastor  of 
the  large  Central  Student  Church  in 
Manila  during  the  war  years,  and  un¬ 
der  Japanese  occupancy,  he  continued 
to  hold  services  and  work  among  the 
students,  often  at  the  risk  of  his  life. 
When  Manila  was  bombed,  Central 
Student  Church  was  totally  destroyed, 
but  Mr.  Guansing  moved  his  congrega¬ 
tion  to  the  undamaged  Knox  Meth¬ 
odist  Church  in  another  section  of  the 
city  and  carried  on  from  that  center. 

Following  the  war.  Bishop  Guansing 
came  back  to  the  United  States  as  a 
Methodist  Crusade  Scholar  and  received 
a  master’s  degree  from  Teachers  Col¬ 
lege  at  Columbia  University,  New  York. 
He  holds  a  doctor’s  degree  in  educa¬ 
tion  from  Union  Theological  Seminary 
in  New  York  and  Teachers  College. 
An  honorary  doctor  of  divinity  degree 
was  conferred  on  Bishop  Guansing  in 
1958  by  Tokyo’s  Union  Theological 
Seminary. 

The  interdenominational  seminary  he 
heads  in  the  Philippines,  located  21 
miles  from  Manila,  was  founded  sixty 
years  ago  when  Methodists  and  Pres¬ 
byterians  united  their  two  training 
schools.  Other  participating  United 
States  churches  include  the  Christian 
Churches  (Disciples  of  Christ),  the 
Evangelical  United  Brethren,  the  Re¬ 
formed  Church  in  America  and  the 
United  Church  of  Christ  in  the  U.S.A. 

During  the  next  20  years  the  country 
is  estimated  to  need  at  least  1,250  Prot¬ 
estant  ministers. 


DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Mar.  12 — Sun.  Ephesians  2:11-22 


Mar.  13  . Colossians  1  :l-29 

Mar.  14 . Hebrews  2:1-18 

Mar.  15 .  Hebrews  9:1-28 

Mar.  16  . Jude  1-25 

Mar.  17  .  Revelation  5:1-14 

Mar.  18  .  Luke  19:1-28 


Mar.  19 — Sunday  ...  Luke  19:29-48 


Date  set  for  next 
Family  Life  meet 

CHICAGO,  Ill.  (MI)— The  Sixth 
National  Methodist  Conference  on 
Family  Life  will  be  held  at  the  Conrad 
Hilton  Hotel  here  in  the  autumn  of 
1970,  probably  in  mid-October. 

This  was  decided  here  February  20 
as  the  General  Committee  on  Family 
Life  of  the  denomination  met  to  re¬ 
view  the  1966  quadrennial  conference 
and  plan  for  the  future.  Exact  dates 
for  the  1970  conference  will  be  an¬ 
nounced  later. 

If  the  proposed  union  of  The  Meth¬ 
odist  Church  and  the  Evangelical 
United  Brethren  Church  is  ratified  in 
voting  now  in  progress  in  the  annual 
conferences  of  both  denominations,  the 
1970  conference  will  become  the  first 
of  its  kind  in  the  new  United  Meth¬ 
odist  Church. 

Science  conference 
for  clergymen 

OAK  RIDGE,  Tenn.  —  Clergymen 
who  wish  to  widen  and  deepen  their 
understanding  of  modern  research  and 
technology  are  being  invited  to  apply 
for  participation  in  an  unusual  two- 
week  conference  in  Oak  Ridge,  Tenn., 
July  31 -August  11. 

The  conference,  being  presented  by 
the  Special  Projects  Office  of  Oak 
Ridge  Associated  Universities  (ORAU), 
is  designed  to  provide  clergymen  with 
a  knowledge  of  the  nature,  scope  and 
trends  of  contemporary  science.  It  is 
sponsored  by  the  National  Science 
Foundation  and  the  Alfred  P.  Sloan 
Foundation,  and  will  be  given  in  co¬ 
operation  with  Oak  Ridge  National 
Laboratory  and  the  U.  S.  Atomic  Energy 
Commission’s  Division  of  Nuclear  Edu¬ 
cation  and  Training. 

Up  to  30  participants  representative 
of  the  religious  bodies  in  the  United 
States  will  be  selected.  The  majority  of 
the  participants  will  be  clergymen  ac¬ 
tively  engaged  in  pastoral  work.  A  lim¬ 
ited  number  of  teachers  from  univer¬ 
sities,  seminaries  and  theological 
schools  will  be  included. 

Participants  in  the  conference  will 
receive  stipends  to  cover  living  costs 
in  Oak  Ridge  and  as  a  partial  reim¬ 
bursement  for  traveling  expenses. 

The  conference  is  the  latest  in  a 
series  that  has  been  conducted  by 
ORAU,  both  in  Oak  Ridge  and  abroad, 
on  the  general  theme  of  "The  Impact 
of  Science  on  Society.”  Full  informa¬ 
tion  may  be  obtained  by  writing  the 
Special  Projects  Office,  Oak  Ridge  As¬ 
sociated  Universities,  P.  O.  Box  117. 
Oak  Ridge,  Tenn.  37830. 


This  seal  will  be  distribu¬ 
ted  by  the  National  Society 
for  Crippled  Children  and 
Adults  during  its  1967  East¬ 
er  Seal  Campaign,  Feb.  20- 
March  26.  Funds  raised 
support  treatment  and  other 
rehabilitation  services  for 
nearly  250,000  handicapped 
children  and  adults  in  the 
nation  (RNS  Photo) 
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OUR  BISHOP’S  LETTER  ( Continued  from  page  1 ) 

You  know  that  Miss  Carol  Wood!  from  DeRidder,  is  a  three-year  term 
missionary  to  Korea.  Some  of  you  alsmread  in  her  Christmas  letter  that  she 
had  been  in  the  hospital  as  the  result  of  some  back  trouble.  We  found  Carol 
back  in  the  hospital.  We  had  two  good  visits  with  her.  She  was  cheerful 
and  not  in  much  pain.  The  doctors  had  told  her- that  surgery  would  not  be 
necessary.  She  was  hoping  to  be  out  and  active  again  soon.  Both  Carol  and 
Pete  are  doing  outstanding  work  in  Korea  They  send  best  wishes  to  our 
Louisiana  people.  We  regret  that  we  did  not  get  to  see  Mrs.  Spitzkeit  and 
the  three  children. 

Our  contact  person  in  Korea  was  the  Reverend  Maud  K.  Jensen,  D.  D. 
Mrs.  Jensen  is  a  teacher  in  the  Theological  School  and  is  also  in  charge 
of  public  relations.  She  had  prepared'  a  most-  interesting  itinerary  for  us.. 
During  the  three  full  days  and  a  part  of  two  others,  we  visited  many  of 
the  Methodist  institutions  in  Seoul  and  had  the  privilege  of  meeting  our 
missionaries  and  a  number  of  prominent  Koreans.  On  Friday  Pete  Spitzkeit 
took  us  to  Panmunjon.  There  we  saw  Committees  of  the  United  Nations 
and  North  Korean  Communists  in  one  of  the  frequent  meetings  which  are 
held.  Arrangements  had  been  made  for  our  visit  and  we  saw  a  great  deal 
in  the  few  hours  that  we  were  there. 

The  Methodist  Church  in  Korea  is  quite  strong.  These  brief  statistics 
will  give  you  an  idea:  1261  Churches;  516  ministers,  members  of  an  Annual 
Conference;  173  ordained  men  on  trial  and  144  unordained  men  on  trial; 
three  annual  conferences;  36  districts;  and  a  membership,  of  full  and  con¬ 
stituent  members,  approximately  300,000.  Last  year  there  was  a  net  gain 
of  baptized  members  5%.  I  shall  have  to  tell  you  about  the  churches, 
schools,  etc.  when  we  get  home. 

The  Reverend  and  Mrs.  Ben  Youngblood  and  their  son,  Neal,  met 
us  yesterday  morning.  We  are  having  a  good  visit  with  them  while  we 
are  here. 

Sincerely, 


Construction  of  the  first 
unit  for  the  new  Francis  As- 
bury  Church  in  Baton  Rouge 
has  begun — following  the 
February  21  groundbreaking 
ceremony.  Officials  taking 
part  are  shown  at  right:  the 
Rev.  Dannie  Steere,  pastor; 
Dr.  Bentley  Sloane,  district 
superintendent;  Austin  Ar¬ 
nold,  Board  chairman;  Cleon 
Harris,  chairmanofTrustees, 
and  Bob  Gibson,  chairman 
of  Building  Committee. 


Alfred  Duplessis  (right) 
breaks  ground  for  the  new 
Meadows  Chapel  building  to 
be  constructed  in  Baton 
Rouge  District.  Looking  on 
(left  to  right):  the  Rev. 
C.  D.  Pinkard,  pastor,  and 
Dr.  Bentley  Sloane,  district 
superintendent.  This  is  the 
second  groundbreaking  on 
this  charge  this  conference 
year.  Faithful  Church  has 
completed  and  is  now  using 
a  new  education  building. 
Faithful,  New  River  and 
Meadows  Chapel  had  all  con¬ 
ference  and  District  claims 
paid  in  full  by  Christmas. 


The  Rev.  George  Pearce  Jr. 
officiates  at  opening  of  new 
education  building,  Pleas¬ 
ant  Hill  Methodist  Church  in 
Shreveport  District.  Beside 
him  is  the  Rev.  Rueben  Har¬ 
rell,  pastor.  The  60’  x  40’ 
building  containing  an  audi¬ 
torium,  pastor’s  study,  nurs¬ 
ery.  and  kitchen,  is  the  cul¬ 
mination  of  many  years  of 
work  and  prayer  on  the  part 
of  congregation  and  minis¬ 
ters. 


Lafayette  church 
announces  Spiritual 
Renewal  Mission 

First  Methodist  Church,  Lafayette, 
will  have  a  spiritual  Renewal  Mission 
March  12-16,  according  to  the  Rev. 
James  L.  Stovall,  pastor. 

Dr.  Max  W.  Woodward  of  London, 
England  will  be  the  guest  preacher.  Dr. 
Woodward  is  joint  Secretary  of  the 
World  Methodist 
Council.  He  was  pas¬ 
tor  of  the  famous 
Wesley  Chapel,  City 
Road,  London,  from 
1958-1964.  During 
the  war  he  was  a 
chaplain  in  the  Brit¬ 
ish  Royal  Navy,  and 
before  that  was  a  mis¬ 
sionary  in  Ceylon  for 

Dr.  Woodward  more  than  twelve 

years. 

Dr.  Woodward  was  an  exchange  pas¬ 
tor  to  the  University  Methodist  Church, 
Baton  Rouge,  in  1956.  He  is  a  repre¬ 
sentative  to  the  British  Council  of 
Churches  and  a  member  of  the  Board 
of  Managers  of  Methodist  Schools.  He 
is  the  author  of  One  at  London — story 
of  Wesley  Chapel. 

Mrs.  Fran  Shirley  will  lead  the  sing¬ 
ing  and  be  guest  soloist  at  the  Spirit¬ 
ual  Renewal  Mission.  Mrs.  Shirley  has 
appeared  as  soloist  of 
tne  Atlanta  Pops 
Orchestra  and  in  the 
Lake  Charles  Sym¬ 
phony.  She  has  two 
record  albums  "Fav¬ 
orite  Charles  Wesley 
Hymns”  and  "Favor¬ 
ite  Gospel  Hymns.” 
Mrs.  Shirley  is  the 
wife  of  the  Rev.  Fred 
Shirley,  pastor  of 
Methodist  Church  in  Opelousas. 

Dr.  Woodward  will  be  present  for 
the  8:30  and  11:00  a.m.  services  on 
March  12th,  and  evening  services,  Sun¬ 
day  through  Thursday,  at  7:30  p.m.  A 
youth  supper  will  be  held  a  6:00  p.m. 
on  Sunday.  A  ladies  luncheon  at  noon 
on  Tuesday  and  a  men’s  prayer  break¬ 
fast  Wednesday  at  6:15  a.m. 

We  do  not  measure  life  by  its  dura¬ 
tion;  we  measure  life  by  its  donation. — 
Albrecht 


“Great  Teachers- 
Scholars  Campaign 99 
report 

"The  search  for  the  good  life  is 
achieving  depth  at  Centenary  College,” 
Dean  Thad  Marsh  told  a  meeting  of 
the  volunteer  workers  for  the  Great 
Teachers-Scholars  Campaign. 

Speaking  at  the  regular  report  meet¬ 
ing  of  the  group,  Marsh  said,  "We  are 
trying  to  make  education  relevant  — 
something  the  students  have  been  cla¬ 
moring  for  a  long  time.”  "The  search 
for  the  good  life,  which  is  after  all 
one  of  the  principle  aims  of  education, 
is  now  achieving  depth  at  Centenary,” 
he  said  "because  of  the  efforts  of  those 
who  are  so  generously  supporting  the 
college  in  this  drive.” 

J.  Hugh  Watson,  General  Chairman 
of  this  year's  campaign  received  reports 
from  his  workers  totaling  $107,098,  at 
the  third  regular  report  meeting  of  the 
group.  This  represents  more  than  60 
percent  of  the  total  goal  of  $170,000. 
"It’s  a  good  report,”  said  Watson,  "but 
we  still  have  a  long  way  to  go.”  He 
urged  all  volunteers  to  call  on  their 
prospects  as  soon  as  possible  so  the 
campaign  can  end  on  schedule  March 
22. 

Russell  Barrow’s  Advance  Division 
reported  $96,323  still  short  of  the  an¬ 
nounced  goal  of  $120,000. 

The  Great  Teachers-Scholars  cam¬ 
paign  is  conducted  annually  to  supple¬ 
ment  teachers  salaries  and  to  provide 
for  scholarships  for  deserving  students. 
Through  Dean  Marsh,  college  officials 
expressed  their  sincere  thanks  to  all 
in  the  community  who  are  contributing 
to  this  effort  to  further  improve  the 
local  college. 


METHODIST  NEWS  IN  BRIEF 

Alaska  Methodist  University  has  re¬ 
ceived  a  $9,850  grant  from  the  Nation¬ 
al  Foundation  on  the  Arts  and  the 
Humanities  in  Washington,  D.  C.,  ear¬ 
marked  for  a  high-level  educational  con¬ 
ference  planned  this  year  on  the  occa¬ 
sion  of  the  centennial  of  the  Alaska 
purchase  by  the  United  States. 

— o — 

The  Methodist  Church  and  the  Evan¬ 
gelical  United  Brethren  Church  have 
announced  formation  of  a  new  church 
in  Pittsburgh,  Pa.,  sponsored  jointly  by 
the  two  denominations. 


Mrs.  Shirley 
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MISS  LOUISE  SHARP,  director  of  St. 
Mark’s  Community  Center  in  New  Or¬ 
leans,  will  be  guest  speaker  at  the 
family  night  supper  to  be  held  in  Rayne 
Memorial  Church  tomorrow  night 
(March  10).  The  Commisison  on  Chris¬ 
tian  Social  Concerns  is  sponsoring  the 
program.  The  Rev.  B.  A.  Galloway  is 
pastor. 

THE  REV.  HARVEY  WILLIAMSON, 
pastor  of  Ingleside  Church,  Baton 
Rouge,  was  guest  speaker  at  the  Baton 
Rouge  DMA  meeting  on  Wednesday, 
March  1.  Mr.  Williamson  showed  slides 
of  the  recent  trip  he  made  to  visit 
Methodist  work  in  Alaska. 

DR.  WEBB  D.  POMEROY,  head  of 
the  Department  of  Religion  at  Cen¬ 
tenary  College,  Shreveport,  led  the 
Methodist  Lay  School  of  Theology  held 
for  laymen  of  Lake  Charles  District, 
Feb.  26-28.  On  Sunday  morning  he 
occupied  the  pulpit  of  his  uncle,  Dr. 
George  W.  Pomeroy,  at  First  Meth¬ 
odist  Church,  Lake  Charles. 

CROWLEY  FIRST  CHURCH  members 
had  the  privilege  of  hearing  two  mem¬ 
bers  of  the  staff  of  the  Crowley  Mental 
Health  Center  at  two  services  on  Sun¬ 
day,  Feb.  26.  Dr.  H.  P.  Wyatt,  psy¬ 
chiatrist,  spoke  to  adults  at  the  10  a.m. 
hour  on  the  subject  of  mental  health, 
sponsored  by  the  Commission  on  Social 
Concerns,  Charles  Weaver,  chairman. 
Calvit  Bankston,  administrator  of  the 
Health  Center,  spoke  at  7  p.m.  on  the 
subject,  "Poverty,  a  Community  Prob¬ 
lem.”  The  Rev.  W.  D.  Boddie  is  pastor. 

THE  REV.  DON  BARNES  of  Dallas, 
Texas,  former  missionary  to  Chile  is 
speaking  tonight,  March  9,  in  the 
Plaquemine  Church  at  a  fellowship  sup¬ 
per.  His  visit  is  sponsored  by  the  Com¬ 
mission  on  Missions.  The  Rev.  Henry 
Bowden,  Jr.  is  pastor. 

DR.  J.  WOODROW  HEARN,  execu¬ 
tive  director  of  the  Fort  Worth  Area 
Council  of  Churches,  is  guest  minister 
for  the  Weekend  Preaching  Mission, 
March  10-12,  in  Grace  Church  at  Rus- 
ton,  where  the  Rev.  Wilson  L.  Watson 
is  pastor. 

SEVERAL  CARS  OF  HOUMA  First 
Church  members  visited  Temple  Sinai 
and  an  Orthodox  Jewish  Synagogue. 
Rabbi  Feibelman  was  host  and  conduct¬ 
ed  the  tour.  The  Rev.  Jerome  Cain  is 
the  pastor  of  Houma  First  Methodist. 

THE  REV.  FRED  SHIRLEY,  pastor  of 
the  Opelousas  Church,  will  preach  for 
Holy  Week  services  in  the  Abbeville 
Church,  of  which  the  Rev.  Tracy  R. 
Arnold  is  pastor. 

PINEVILLE  FIRST  CHURCH  mem¬ 
bers  heard  Alexandria  District  Super¬ 
intendent,  the  Rev.  John  F.  Kilpatrick 
on  Sunday  morning,  Feb.  19,  in  the 
absence  of  their  pastor,  the  Rev.  Earl 
Emmerich.  Mr.  and  Mr.  Emmerich  were 
in  Jackson,  Mississippi,  where  they  at¬ 
tended  a  dinner  at  which  his  brother, 
J.  Oliver  Emmerich,  was  given  a  Dis¬ 
tinguished  Citizen’s  Award. 


"What  CAN  WE  DO?”  was  the  topic 
of  discussion  for  the  final  session  of 
the  churchwide  study  in  New  Orleans 
First  Church,  Sunday  evening,  March 
5.  The  Rev.  Rupert  Coles,  coordinator 
of  the  Methodist  Inner  City  Parish, 
was  guest  speaker.  The  Rev.  Clyde  S. 
Clark  is  pastor. 

IN  MONROE,  SOUTHSIDE  Church’s 
Commission  on  Missions,  Jerry  Thomas, 
Chairman,  sponsored  the  study  held  in 
that  church.  Teachers  were  Mrs.  Frances 
Peterson  for  adults  and  youth,  Mrs. 
Chloe  Burgess  of  junior  children,  and 
Mrs.  Gwen  Vaughan  for  primary  chil¬ 
dren.  The  Rev.  Lea  Joyner  is  pastor. 

DR.  ED  GRANT,  was  guest  speaker  in 
Baton  Rouge  First  Church  for  the 
Tharseon  Class  Banquet  Thursday, 
March  2. 

JEFFERSON  CHURCH  OF  New  Or¬ 
leans  presented  a  special  program  con¬ 
cerning  “When  Death  Comes  to  Your 
Family”  at  the  Sunday  evening  hour, 
Feb.  26.  The  Rev.  A.  W.  Townsend 
presented  theChristian  concept  of  death 
and  the  funeral  service;  L.  A.  Muhleisen 
told  about  the  services  and  costs  of 
the  funeral  director;  George  Stringer, 
attorney,  described  the  settlement  of 
estates,  will,  etc.  The  Rev.  Donald  Hall 
is  the  pastor. 

THE  SENIOR  CHOIR  under  the  direc¬ 
tion  of  Mrs.  T.  M.  Ellis,  Jr.  will  pre¬ 
sent  John  Stainer’s  “The  Crucifixion” 
in  St.  Paul  Church,  New  Orleans,  on 
Palm  Sunday.  Mrs.  Robert  Fine  is 
church  organist.  The  Rev.  Albert  S. 
Hurley  is  pastor. 

SEVIER  MEMORIAL  CHURCH  of 
Ferriday  has  announced  the  Lay  Wit¬ 
ness  Mission  for  March  10,  11,  and 
12.  Prayer  time  and  witnessing  will  fol¬ 
low  a  fellowship  supper  on  Friday 
night.  The  Saturday  schedule  begins  at 
9  a.m.  with  prayer  time.  At  10  o’clock 
coffee  groups  will  meet  in  homes. 
Luncheons  will  be  held  for  men,  for 
women,  and  for  youths.  Teen-age  Wit¬ 
ness  Session  is  at  3  p.m.  Discussion 
groups  will  be  held  in  the  evening.  Wit¬ 
nesses  will  have  charge  of  Sunday  morn¬ 
ing  services.  The  Rev.  Jerry  A.  Means 
is  the  Ferriday  pastor. 

MUNHOLLAND  CHURCH  in  Met¬ 
airie  is  featuring  a  series  discussions 
concerning  the  Methodist  Church  in 
SocialThought  and  Action.  Subjects  are: 
Feb.  26,  Who  speaks  for  the  Church 
in  social  action?  March  5,  How  should 
the  church  relate  itself  to  government? 
March  12,  What  is  the  role  of  the 
Church  in  developing  social  values? 
The  Commission  on  Christian  Social 
Concerns  is  sponsoring  the  series.  The 
Rev.  A.  W.  Townsend,  Jr.  is  pastor. 

THE  FIRST  CHURCH  OF  JENNINGS 
held  a  successful  church-wide  four-ses¬ 
sion  study  on  Affluence  and  Poverty — 
Dilemma  for  Christians.  Leaders  were 
Mrs.  Jay  Smith,  elementary;  Mr.  and 
Mrs.  R.  L.  Poole,  junior;  Miss  San¬ 
dra  Fredericks  and  Mrs.  Charles  Mack, 
Jr.,  Senior  'Highs;  Mrs.  Eric  Smith, 
adults.  As  an  outgrowth  of  the  study 
a  voluntary  offering  was  made  to  be 
sent  to  the  Inner  City  Parish  in  New 
Orleans  and  the  Commission  on  Mis¬ 
sions  voted  to  devote  a  portion  of  their 


budget  to  the  same  cause.  Mrs.  Ed  An¬ 
drus  is  chairman  of  the  Commission  on 
Missions.  The  Rev.  Angus  Lee  Carruth 
is  the  pastor. 

THE  CHRISTIAN  AGNOSTIC  by  Les¬ 
lie  Weatherhead  was  the  subject  pre¬ 
sented  by  the  Rev.  Robert  Chrichlow 
for  members  of  the  Book  Review  and 
Discussion  Group  in  Broadmoor 
Church,  Shreveport,  on  Tuesday  eve¬ 
ning,  Feb.  28. 

AT  BUNKIE  the  Wesleyan  Service 
Guild  of  David  Haas  Memorial  Church 
had  as  guest  speaker  at  the  March  5 
supper  meeting  the  Rev.  and  Mrs. 
George  Dameron  of  Pineville.  The  Da- 
merons  showed  slides  and  talked  about 
the  World  Methodist  Conference  they 
attended  in  London.  The  Rev.  Eskel 
L.  Tatum  is  pastor. 

THE  NEW  ORLEANS  FEDERATION 
of  Churches  climaxed  a  week  of  special 
activities  with  the  annual  banquet  on 
Saturday  evening,  March  4.  Principal 
speaker  was  the  renowned  German  min¬ 
ister,  Dr.  Martin  Niemoeller,  who  was 
a  submarine  commander  in  World  War 
I,  was  ordained  a  minister  of  the  Evan¬ 
gelical  Church  and  was  imprisoned 
from  1937  to  1945  for  rebelling 
against  Hitler.  New  officers  of  the  Fed¬ 
eration  were  installed  by  Bishop  Aubrey 
G.  Walton.  The  Rev.  A.  W.  Townsend 
Jr.,  pastor  of  Munholland  Methodist 
Church,  is  the  new  president.  The  ban¬ 
quet  was  held  in  Trinity  Episcopal 
Church. 

THE  GRAYSON  CHURCH  held  a 
special  homecoming  service  on  Feb.  19. 
The  memorial  hymnals  were  presented 
to  the  church  by  the  Ivy  B.  Sorrells 
family  and  the  Walter  D.  Curtis  fam¬ 
ily.  They  were  dedicated  by  the  pas¬ 
tor,  the  Rev.  Cecil  C.  Mimms,  to  the 
memory  of  a  group  of  deceased  mem¬ 
bers. 

COLLINS  AND  ELLIS 

HONORED  AT  WINBOURNE 

In  a  special  “This  Is  Your  Life” 
program  Sunday  morning  Feb.  12  Mrs. 
Bates  Collins  and  Mr.  Joseph  H.  Ellis 
were  honored  as  outstanding  members 
of  Winbourne  Church,  Baton  Rouge. 
This  is  the  ninth  year  that  the  Wesley 
Sunday  School  class  has  honored  at 
least  two  outstanding  members  whose 
identity  is  unknown  until  the  Sunday 
School  hour.  The  honorees  are  present¬ 
ed  with  special  religious  publications 
bearing  inscriptions  of  their  names, 
which  books  are  ultimately  a  part  of 
the  Church  library. 

Mrs.  Collins,  a  member  of  the  church 
since  June,  1958,  has  been  outstanding 
as  director  of  Vacation  Bible  School 
for  many  years,  a  teacher  in  the  youth 
department,  has  been  active  in  various 
commissions  of  the  church,  and  is  at 
present  serving  her  second  consecutive 
term  as  president  of  the  Woman’s  So¬ 
ciety  of  Christian  Service  among  other 
offices  which  she  has  held  in  that 
group. 

Mr.  Ellis  has  been  a  member  of  Win- 
bourne  Methodist  since  November, 
1949,  and  has  been  most  active  in  ad¬ 
ministrative  affairs  of  the  church.  He 
is  past  chairman  of  the  Official  Board, 
past  president  and  program  chairman 
of  the  Methodist  Men’s  Club  as  well 
as  serving  in  other  capacities,  and  an 
active  member  of  the  Choir  and  the 
Men’s  Bible  class. 


The  Coushatta  study  of  "Affluence  and 
Poverty"  was  completed  Feb.  26.  Added 
interest  was  the  recognition  of  Mr.  and  Mrs. 
Terry  McPhearson  for  their  service  as  Sun¬ 
day  school  superintendent  and  teacher  in 
the  church  school.  Above  they  are  being 
presented  a  gift  from  the  .church  by  the  pas¬ 
tor,  the  Rev.  L.  G.  Wilson.  The  couple  is 
moving  to  Monroe. 

MRS.  GEORGE  W.  POMEROY  of 
Lake  Charles  was  the  concluding  speak¬ 
er  for  the  study  of  “Affluence  and 
Poverty”  in  Louisiana  Memorial 
Church,  Opelousas,  on  Sunday  night, 
Feb.  26.  The  Rev.  Fred  Shirley  is  pas¬ 
tor. 


Mr.  and  Mrs.  Bruchhaus 


BRUCHHAUS  HONORED 

The  congregation  of  the  Elton 
Church  honored  R.  W.  Bruchhaus,  one 
of  its  most  beloved  members,  Sunday 
night,  Feb.  26,  on  the  occasion  of  his 
72nd  birthday. 

The  festivities  .which  were  held  in 
the  fellowship  hall,  began  with  the 
entire  group  of  over  75  guests  singing 
“Happy  Birthday,”  followed  by  light¬ 
ing  of  the  candles  on  the  beautiful 
decorated  white  cake. 

A  nephew  of  the  honored  member, 
R.  W.  Tonn  who  serves  as  lay  speaker 
of  the  church,  expressed  words  of  trib¬ 
ute  for  the  entire  group.  He  spoke 
of  the  long  period  of  service  that  Mr. 
Bruchhaus  has  devoted  to  the  church, 
of  his  years  of  leadership  as  Sunday 
School  Superintendent,  and  of  the  im¬ 
portant  positions  that  he  has  held  on 
numerous  church  committees.  The  dis¬ 
tinguished  layman  has  served  many 
terms  on  the  official  board,  a  position 
he  still  holds.  Much  of  his  time  and 
efforts  are  still  spent  in  church  activ¬ 
ities. 

After  the  invocation  Mr.  Bruchhaus 
and  his  charming  wife,  Laura,  were  in¬ 
vited  to  serve  themselves  from  the  elab¬ 
orate  assortment  of  buffet  dishes  of 
meats,  vegetables,  salads  and  deserts. 
The  birthday  cake  was  cut  and  served 
to  everyone. 

A  devotional  program  by  M.  Y.  F. 
members  and  group  singing  brought 
the  evening  to  a  close. 
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The 

Sunday  School  Lesson 

By:  Alfred  A.  Knox 


LESSON  FOR  MARCH  19:  Love  Beyond  Measure 

SCRIPTURE  BACKGROUND:  Luke  22  and  23 

MEMORY  SELECTION:  For  this  reason  the  Fa¬ 
ther  loves  me,  because  I  laid  down  my  life, 
that  I  may  take  it  again.  No  one  takes  it  from 
me,  but  I  lay  it  down  of  my  own  accord. 
(John  10:17-18) 

AIM  OF  THE  LESSON:  To  remind  persons  that 
the  motivating  force  which  led  Jesus  to  the 
cross  was  love,  in  the  firm  conviction  that 
this  reminder  can  still  change  the  lives  of 
people. 

#  #  * 

Events  have  moved  rapidly  during  our  Lord’s 
last  week  in  Jerusalem,  and  in  today’s  lesson 
we  find  him  on  the  Mount  of  Olives  in  the  Gar¬ 
den  of  Gethsemane  as  he  faced  the  reality  of  the 
cross  in  what  someone  has  called  “the  prayer  of 
all  prayers.”  He  truly  agonized  in  this  prayer — 
it  is  not  a  figure  of  speech  when  we  are  told  that 
“His  sweat  became  like  great  drops  of  blood.” 

It  is  only  in  the  presence  of  such  a  love  as 
this  that  we  can  see  the  true  nature  of  sin — so 
essential  in  our  movement  away  from  evil.  We 
remember  something  Dr.  Franklin  N.  Parker  told 
us  in  class  at  seminary.  He  said  that  one  year 
during  Mardis  Gras  a  New  Orleans  friend  sug¬ 
gested  they  make  a  tour  of  the  “red  light  sec¬ 
tion  of  the  city.  He  decided  not  to  go  and  went 
to  his  parsonage  home  instead.  As  he  entered 
the  house  he  saw  his  mother  and  father  sitting 
in  front  of  the  fire  in  a  tableau  of  domestic  bliss. 
Dr.  Parker  said,  “Their  virtuous  love  that  eve¬ 
ning  made  me  realize  the  sin  of  the  red  light 
district  by  contrast  more  than  a  tour  of  the  dis¬ 
trict  would  have  done.”  It  is  truly  this  love  with¬ 
out  measure  that  we  see  in  Gethsemane.  We  read 
of  the  agony  but  it  is  love  we  see  in  the  tears 
and  the  drops  of  blood.  .  ,  , 

The  cup  that  was  to  be  our  Lord  s  mcludea 
this  agony  of  suffering  love.  Since  Jerusalem 
had  not  heeded  the  call  that  had  come  fro*11 
Jesus’  life,  it  would  now  hear  the  call  from  the 
cross.  “Jerusalem,  Jerusalem!  How  often  would 
I  have  gathered  your  children  together  as  a  hen 
gathers  her  brood  under  her  wings,  and  you  would 

not.”  (Luke  13:34) 

#  #  # 

GOD’S  LOVE  AT  WORK  IN  CHRIST 

The  first  great  truth  in  today’s  lesson  is  that 
this  was  divine  love  about  which  we  read.  This 
was  not  just  an  unusual  man  suffering  m  an 
unusual  fashion.  In  Christ’s  suffering  in  the  gar¬ 
den  and  on  the  cross  we  see  God  s  redeeming 
love  at  work.  The  simple  yet  profound  truth  is 
that  God  took  the  evil  of  mankind  seriously,  for¬ 
gave  and  won  the  ultimate  victory  over  it.  this 
is  the  good  news  we  have  to  tell  this  is  the 

8°Sllf'the  play  GREEN  PASTURES  there  is  a 
scene  in  which  De  Lawd  announces  to  the  angel 
Gabriel  that  all  other  plans  to  save  man  from 
sin  had  failed  and  it  was  necessary  for  Him  to 


go  himself  in  His  son.  Gabriel  asked:  “Is  dar  no 
other  way,  Lawd?”  And  De  Lawd  replied,  “No. 
No  other  way.” 

There  are  two  ways  to  think  of  the  Cruci¬ 
fixion.  One  is  to  remember  that  it  was  the  Ro¬ 
man  method  for  carrying  out  the  death  penalty 
for  a  capital  crime.  The  other  is  to  think  of  it  as 
the  time  and  place  when  God’s  love  went  all  the 
way  to  lift  men  from  sin  to  righteousness. 

“Love  so  amazing,  so  divine 

Demands  my  life,  my  love,  my  all.” 

#  *  * 

THE  NECESSITY  OF  THE  CROSS 

Perhaps  the  question  still  asked  by  most 
people  concerning  the  cross  is  “Was  it  really 
necessary?”  And  Christians  answer,  “If  it  were 
not  necessary,  it  was  the  maddest  moment  of  all 
history.” 

The  great  force  of  the  Cross  stands  out  in 
bold  relief  when  we  see  that  Jesus  made  the 
choice,  through  previous  decisions,  that  led  in¬ 
evitably  to  Golgotha.  We  can  find  no  redeeming 
power  here  if  we  think  of  him  as  some  kind  of 
puppet  making  moves  over  which  he  had  no 
control.  “He  steadfastly  set  his  face  to  go  to 
Jesusalem,”  though  nobody  knew  better  than 
he  did  what  awaited  him  there.  He  chose  the 
Cross  because  any  compromise  that  would  have 
led  down  some  other  road  along  the  way  would 
have  reflected  a  love  less  than  supreme  love. 

Dr.  Robert  J.  McCracken  has  said:  “He  died 
as  few  men  do — voluntarily.  ‘I  lay  down  my  life 
of  myself,’  he  once  said.  ‘No  one  taketh  it  away 
from  me.  I  have  power  to  lay  it  down  and  I  have 
power  to  take  it  again.’  It  is  no  exaggeration 
to  say  that  Jesus  saw  everything  in  his  own  life, 
yes,  and  everything  in  the  life  of  the  world,  every¬ 
thing  in  history,  leading  up  to  and  culminating 
in  his  death.” 

#  #  * 

ETERNAL  LIFE  THROUGH  LOVE 

Jesus’  ministry  of  love — his  practice  of  the 
presence  of  love — continued  until  his  last  mo¬ 
ment  of  breath  on  the  cross.  Dr.  Charles  Laymon 
has  pointed  out:  “He  even  forgave  those  who 
were  crucifying  him,  and  he  promised  eternal 
life  to  the  thief  who  asked  to  be  remembered. 
“Father,  forgive  them  for  they  know  not  what 
they  do.”  “Truly,  I  say  to  you,  today  you  will 
be  with  me  in  Paradise.”  (Luke  23:43)^  Dr. 
George  Buttrick  says  (Interpreter’s  Bible) :  “The 
penitent  criminal  is  promised  more  than  he  asked. 
His  felicity  will  not  be  postponed  until  Jesus 
inaugurates  his  kingdom.  It  will  begin  the  very 
same  day  in  heaven.” 

The  gift  of  eternal  love  that  comes  to  us 
through  this  love  and  its  sacrificial  act  has  been 
characterized  through  the  years  by  the  rather 
technical  word  “atonement.”  We  call  it  a  tech¬ 
nical  word  because  it  has  almost  passed  from 
our  religious  vocabularies,  and  yet  the  reality  for 
which  it  stands  is  still  the  most  basic  of  all  re¬ 
ligious  realities.  The  definition  of  this  word, 
however,  should  leap  right  out  to  us  from  the 


page.  Break  it  down  and  you  have  “at-one-ment.” 
It  speaks  of  our  being  at  one  with  God,  and  this 
is  the  path  that  leads  to  everlasting  life.  Jesus 
demonstrated  a  love  so  complete  that  we  can 
know  for  sure  that  God  loves  us.  The  Christian’s 
faith  in  the  atonement  involves  his  acknowledge¬ 
ment  of  a  two-fold  truth:  (1)  that  God  is  a  God 
of  love,  and  (2)  that  God  loves  each  of  us  as  an 
individual  person. 

Dr.  Lawrence  Sherwood  says,  “In  this  contra¬ 
diction  of  the  cross  we  see  the  power  of  the 
atonement.  God  loves  us  and  wants  to  redeem 
us.” 

*  *■  * 


HE  DID  NOT  CHOOSE  TO  SAVE  HIMSELF 

The  victory  of  Jesus  over  death  and  the  king¬ 
dom  of  evil  came  through  his  steadfast  determin¬ 
ation,  in  the  face  of  a  jeering  mob,  not  to  save 
himself.  It  must  have  been  a  real  temptation  as 
he  heard  the  shouts:  “Let  him  save  himself,  if 
he  is  the  Christ  of  God.”  (Luke  23:35)  The  sol¬ 
diers  took  up  the  chant,  and  then  one  of  the  male¬ 
factors  who  occupied  a  similar  cross,  “Are  you 
not  the  Christ?  Save  yourself  and  us.”  (Luke 
23:36-37). 

He  saves  us  because  he  chose  not  to  save 
himself.  Only  by  going  all  the  way  with  his  pur¬ 
pose — which  he  knew  by  now  to  be  also  the 
purpose  of  God — could  he  share  the  depth  of  de¬ 
pravity  of  the  human  situation  and  by  bearing 
it,  bear  also  the  full  measure  of  the  love  of  God. 
Thus  he  could  know  that  he  would  be  looked 
upon  by  all  the  succeeding  generations  and  that 
by  this  all  men  could,  if  they  would,  inherit 
eternal  life. 

Dr.  Sherwood  says:  “Only  by  suffering  the 
worst  that  evil  could  fling  at  him  could  he  prove 
that  evil  is  no  match  for  God’s  saving  power. 
Thus  he  won  his  sweeping  victory  over  the  whole 
kingdom  of  evil.” 

*  *  * 

THE  VICTORY  OF  THE  CROSS 

Paul  was  accused  of  being  “touched  in  the 
head”  when  he  went  around  the  Roman  world 
saying,  “God  forbid  that  I  should  glory,  save 
in  the  cross  of  our  Lord  Jesus  Christ,  by  whom 
the  world  is  crucified  unto  me,  and  I  unto  the 
world.”  (Gal.  6:14)  With  some  people  he  might 
just  as  well  have  been  going  around  saying,  “I 
glory  in  the  electric  chair,”  or  “I  boast  of  the 
gas  chamber.” 

Does  it  really  make  sense  to  say:  “The  world 
has  been  put  on  a  cross,  so  far  as  I  am  con¬ 
cerned;  and  I  am  glad  of  it;  I  have  been  nailed  to 
a  cross,  and  I  shout  for  joy  on  account  of  it.” 

Well,  Paul  was  not  feeble-minded  and  he 
was  not  insane.  He  was  a  man  who  knew  what 
the  cross  could  do.  His  life  had  been  transformed 
in  its  every  aspect;  he  had  experienced  the  atone¬ 
ment — he  had  experienced  the  victory  of  the 
cross.  Paul  was  a  great  theologian,  but  he  was 
not  being  at  all  profound  here — he  was  talking 
about  the  very  simple  fact  of  what  had  been 
done  for  him.  His  treatment  of  the  cross  is  an 
essay — or  rather  a  thunderous,  sweeping  drama 
— in  personal  history. 

The  cross,  we  are  told  by  a  pagan  world,  is 
a  cruel,  forbidding  thing.  But  when  looked  at 
through  seeing  eyes,  it  is  the  most  beautiful  and 
glorious  sight  in  the  world.  For  on  it,  hung  one 
to  whom  death  made  no  difference.  The  victory 
was  implicit  in  the  act — and  millions  since  that 
day  have  testified  to  the  validity  of  the  claim 
that  “this  is  the  victory  that  overcomes  the 
world.” 

t 

The  draft  law  on  religious  freedom  in  Spain  is 
encountering  serious  opposition  in  the  Spanish 
Council  of  Ministers,  according  to  well  informed 
sources,  RNS  reports.  Some  sources  say  the  con¬ 
troversy  may  lead  to  the  resignation  of  Foreign 
Secretary  Fernando  Maria  Castiella  y  Maiz,  for¬ 
mer  ambassador  to  the  Vatican  and  chief  pro¬ 
moter  of  the  new  law. 
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An  Episcopal  clergyman  noted  for  his  "off-beat”' 
ministry  told  the  recent  meeting  of  the  Division 
of  Christian  Education  of  the  National  Council  of 
Churches  in  Dallas  that  an  "underground  church” 
cutting  across  denominational  lines  and  ignoring 
structures  and  hierarchies  is  spreading  across 
the  country.  The  Rev.  Malcolm  Boyd  of  Wash¬ 
ington,  D.  C.  asserted  that  a  “nameless  revolu¬ 
tion”  is  taking  place  in  American  church  life, 
started  by  a  “tiny-committed  group  of  men  and 
women.” 

Boyd  said  the  movement  is  "forcing  changes 
on  the  church  from  the  middle  and  the  bot¬ 
tom  and  is  beginning  to  acquire  power.” 

He  also  said,  “They  ignore  official  struc¬ 
tures  and  hierarchies.  They  regard  Protes¬ 
tant-Catholic  reunion  as  having  already  tak¬ 
en  place.” 

Membership  in  the  Southern  Baptist  Convention 
reached  10,952,463  in  1966,  an  increase  of  179,- 
751  over  the  previous  year,  according  to  the  de¬ 
nomination’s  Sunday  School  Board  in  Nashville. 
The  board’s  research  and  statistics  department 
reported  that  the  SBC  now  has  33,949  affiliated 
local  churches,  a  gain  of  152. 

The  report  showed  that  while  church  mem¬ 
bership  rose  last  year,  there  was  an  enroll¬ 
ment  drop  in  nearly  all  SBC  organizations, 
except  in  church  choirs  and  other  music  pro¬ 
grams.  Sunday  School  enrollment  was  down 

55,953  to  7,603,685. 

Mrs.  Madelyn  Murray,  whose  legal  battles  were 
responsible  for  the  ban  on  prayer  and  Bible 
reading  in  the  public  schools,  has  lashed  out 
anew  at  the  tax-free  status  of  U.  S.  churches  and 
synagogues.  In  a  speech  at  Dartmouth  College 
she  declared  that  “people  who  believe  in  God 
are  insane.” 

In  one  of  her  observations  she  pointed  out 
that  the  controlling  stock  in  the  Union  Pa¬ 
cific  Railroad  is  owned  by  the  Mormon 
Church;  the  Bank  of  America  by  the  Jesuits; 
and  Phillips  Oil  Co.  by  the  Roman  Catholic 
Church.  She  asked:  “What  in  hell  does  this 
have  to  do  with  heaven?” 

A  noted  Lutheran  theologian  declared  in  Dallas 
recently  that  some  religious  educators  are  be¬ 
wildered  by  exponents  of  the  “new  theology”  and 
the  “new  morality”  who  “have  not  put  all  their 
cards  of  the  table.”  Dr.  Martin  E.  Marty  of  the 
University  of  Chicago  Divinity  School  told  the 
meeting  of  the  NCC  Division  of  Christian  Edu¬ 
cation  that  “we  have  to  face  the  fact  that  the 
new  moralist  and  the  new  theologian  have  given 
the  educator  little  to  work  with,  little  to  pick 
up,  few  clues  to  enlarge.” 

He  went  on  to  say,  “They  have  commitments 
based  on  tradition,  or  metaphysics,  or  reve¬ 
lation.  They  have  disguised  these  commit¬ 
ments,  but  they  have  not  gotten  rid  of  them. 
The  educator  must  force  the  new  moralist 
to  set  these  forth.” 

A  Seventh-day  Adventist  official  has  warned  that 
a  "credibility  gap”  exists  between  church  leaders 
and  parishioners  which  is  causing  “widespread 


mistrust  of  religion  today.”  This  gap,  said  Neal 
C.  Wilson  of  Washington,  D.  C.,  the  denomina¬ 
tion’s  North  American  president,  has  resulted 
from  “the  differences  between  what  preachers 
preach  and  the  way  they  live  their  lives.” 

Speaking  before  a  meeting  of  the  Adventist 

Pacific  Union  Conference,  Mr.  Wilson  as¬ 
serted  that  church  leaders  “must  not  drift 
with  surrounding  circumstances,  or  endorse 
questionable  moves  simply  because  it  is  the 
easy  way  out.” 

Secretary  of  Defense  McNamara  has  restored  a 
Presbyterian  Sunday  School  magazine  to  a  list 
of  recommended  publications  for  the  armed 
forces.  His  action  may  have  ended  a  budding  con¬ 
troversy.  Earlier,  the  Defense  Department  had 
cancelled  its  13,000  subscriptions  to  Venture 
magazine  because  of  an  “embarrassing”  poem  on 
Vietnam  which  appeared  in  the  February  issue. 


MIAMI  SPRINGS,  Fla.  —  Miami  Springs  Baptist 
church  has  been  called  the  "praying  hands"  church 
because  of  its  sweeping  roof  which  rises  85  feet. 
The  church  gets  its  upsweep  through  some  of  the 
largest  laminated  wood  arches  and  beams  ever  con¬ 
structed.  The  Rev.  Hankins  F.  Parker,  pastor,  de¬ 
scribes  the  structure  as  combining  Eastern  Orien¬ 
tal  and  Western  traditional  styling.  (RNS  Photo) 


The  Masons  and  Knights  of  Columbus,  after 
centuries  of  bitterness,  have  confirmed  at 
the  top  level  what  has  been  going  on  in¬ 
creasingly  at  the  local  level — cooperation  in 
programs  in  moral,  civic  and  social  actions 
fields.  The  pledge  of  cooperation  was  ex¬ 
changed  at  a  “summit  meeting”  recently  in 
New  York  marking  the  first  time  the  high 
officials  of  the  two  fraternal  groups  had  met 
to  explore  avenues  of  cooperation. 

Billy  James  Hargis,  ultra-conservative  clergyman 
who  directs  the  Christian  Crusade,  recently  dis¬ 
closed  that  he  was  the  writer  of  the  famed  Senate 
floor  speech  in  which  the  late  Sen.  Joseph  Mc¬ 


Carthy  attacked  the  late  Methodist  Bishop  G. 
Bromley  Oxnam.  In  an  article  in  the  Christian 
Herald,  he  revealed  that  “Sen.  McCarthy  brought 
me  to  Washington  where  I  wrote  the  famous 
speech  about  G.  Bromley  Oxnam  that  Sen.  Mc¬ 
Carthy  delivered  on  the  Senate  floor.” 

In  St.  Louis  it  has  been  revealed  that  the 
two  largest  Roman  Catholic  men’s  and  wom¬ 
en’s  organizations  of  that  archdiocese  will 
be  merged  into  a  single  service  organization. 
Father  Robert  F.  Kaletta,  moderator  of  both 
organizations,  made  the  announcement  at 
the  first  joint  convention  of  the  groups. 

The  United  Presbyterian  Church’s  Confession  of 
1967  has  been  approved  by  76,  and  rejected  by 
15,  of  the  91  presbyteries  known  to  have  voted 
so  far  around  the  country,  according  to  reports 
received  by  Religious  News  Service.  This  indi¬ 
cates  that  the  new  confession  apparently  is  being 
approved  by  a  ratio  of  five  to  one. 

The  diplomatic  consensus  at  United  Nations 
is  that  in  China  the  Red  Guards  are  making 
life  harder  than  ever  for  10  million  Chinese 
Muslims  and  the  Christians  that  remain 
there.  Diplomatic  travelers  say  that  the 
“Wall  posters,”  main  mass  communications 
media,  indicate  that  “with  the  growing  ram¬ 
page  of  ‘the  proletarian  cultural  revolution’ 
unleashed  by  Chairman  Mao  Tse-tung,  the 
facade  of  religious  tolerance  in  Communist 
China  has  crumbled.” 

Dr.  Albert  C.  Outler,  Perkins  School  of  Theology 
faculty  member,  recently  warned  Roman  Catho¬ 
lics  against  permitting  extremists  in  their  church 
to  spoil  the  reforms  begun  by  the  Vatican  Coun¬ 
cil.  Speaking  at  the  College  of  St.  Catherine  in 
St.  Paul,  Minn.,  Dr.  Outler  said  the  “twin  ene¬ 
mies  of  true  reform  are  ‘immobilism’  and  ‘re¬ 
bellion.’  ”  He  said,  “If  you  really  are  concerned 
for  the  cause  of  significant  renewal  in  the  Roman 
Catholic  Church — and  Christendom — you’ll  keep 
pressing  the  die-hards  to  loosen  their  death  grip 
and  the  rebels  to  ‘cool  it.’  ” 

Southern  Baptist  editors  and  executives  were 
urged  at  a  recent  joint  meeting  in  Mobile, 
Ala.  to  find  ways  in  which  denominational 
clergy  and  laity  can  cooperate  with  Roman 
Catholics  and  other  Christians  in  fostering 
the  ecumenical  movement.  Dr.  Duke  K.  Mc¬ 
Call,  president  of  Southern  Baptist  Semi¬ 
nary,  Louisville,  said:  “We  are  seeing  a  great 
tidal  wave  coming  into  our  church — a  new 
group  of  people  geared  to  the  idea  that 
Christian  unity  is  more  important  than  our 
differences.” 

A  new  stage  in  discussions  of  the  Joint  Working 
Group  of  the  World  Council  of  Churches  and  the 
Roman  Catholic  Church  was  reported  at  the  re¬ 
cent  semi-annual  meeting  of  the  WCC  Executive 
Committee  in  Windsor,  Eng.  The  group  is  charged 
with  exploring  the  possibilities  of  dialogue  and 
collaboration  between  the  two  bodies. 

Some  60  Roman  Catholic  editors  attending 
a  theology  seminar  in  Pittsburgh  heard  a 
Canadian  bishop  describe  the  Roman  Catho¬ 
lic  Church  in  America  as  being  “in  full  flood 
of  crisis.”  Bishop  G.  Emmett  Carter  of  Lon¬ 
don,  Ontario,  described  the  crisis  as  one  of 
faith  and  traced  it  to  the  loss  of  the  sense 
of  mystery  in  the  Church. 

The  Very  Rev.  Sir  George  F.  MacLeod,  founder 
of  the  famed  Iona  Community  off  northwest 
Scotland,  who  was  recently  named  a  life  peer 
by  Queen  Elizabeth,  has  announced  his  intention 
to  retire  as  Iona’s  leader,  a  post  he  has  held 
since  1938,  when  he  founded  it  as  a  close-knit 
island  fellowship  based  on  the  experience  of  a 
common  life,  the  sharing  of  a  common  purpose, 
and  a  common  rule  of  discipline. 
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Spring  Rally 
for  Monroe 
District  MYF 

The  Monroe  District  M.Y.F.  will 
hold  its  annual  Spring  Rally  March 
18th  at  Memorial  Methodist  Church  in 
Monroe,  from  9:30  a.m.  -  3:00  p.m. 
The  District  Council  has  planned  a 
full  schedule  of  events  for  the  day  with 
two  great  speakers,  great  displays,  and 
top  entertainment. 

We  are  honored  to  have  as  our  plat¬ 
form  speaker  the  Rev.  Oscar  E.  Cloyd 
who  is  presently  serving  Christ  Church 
in  Shreveport.  Mr.  Cloyd  will  speak 
on  the  Rally  theme,  "Live  Your  Faith 
Where  You  Are.” 

We  have  planned  a  NEW  and  spe¬ 
cial  attraction  which  we  are  entitling, 
"Windows.”  There  will  be  six  "Win¬ 
dows”  (display  rooms)  at  the  Rally. 
Each  of  the  five  Sub-Districts  will  have 
a  "Window”  which  will  give  a  picture 
of  the  outstanding  programs,  projects, 
and  activities  the  local  M.Y.F.  groups 
and  the  Sub-Districts  have  had  during 
the  past  year  or  have  planned  for  the 
near  future. 

The  District  will  have  the  sixth 
"Window”  which  will  contain  informa¬ 
tion  and  free  material  on  programs, 
MYFund  promotion,  and  special  acti¬ 
vities.  The  District  will  have  personnel 
available  to  talk  to  MYFers  on  District 
Camp,  Conference  Workshop,  Confer¬ 
ence  Assembly,  and  other  activities 
which  would  be  of  interest.  The  Dis¬ 
trict  plans  in  this  manner  to  provide 
an  opportunity  to  "share”  ideas  in  an 
atmosphere  which  will  encourage  the 
meeting  and  making  of  new  friends. 

The  District  will  elect  new  officers 
at  the  Rally,  and  the  Rev.  Ed.  R.  Haug, 
Monroe  district  superintendent,  will  in¬ 
stall  them  during  a  special  installation 
service.  Mike  Lord,  a  member  of  the 
Broadmoor  High  School  State  Triple-A 
football  team  and  a  great  leader  in  the 
MYF,  will  be  the  Youth  speaker  fol¬ 
lowing  the  installation  service. 

We  will  have  as  special  guests:  mem¬ 
bers  of  the  State  MYF  Council;  the 
Rev.  J.  C.  Skinner  who  is  the  Executive 
Secretary  of  Christian  Education;  sev¬ 
eral  District  Directors  of  Youth  Work; 
outstanding  leaders  in  the  MYF  across 
the  state;  and 

YOU! 

— Don  Ross, 

District  President 

t 


“Evangelism — Theology  and  Meth¬ 
ods"  was  the  theme  for  the  February 
28th  Baton  Rouge  District  Preach¬ 
ers’  Retreat  at  Camp  Istrouma.  Pic¬ 
tured  above  (right):  Dr.  Bentley 
Sloane,  district  superintendent;  the 
Rev.  Cleburne  Quaid,  the  Rev.  Barry 
Bailey,  and  the  Rev.  Carey  Martin — 
discussion  leaders.  Below  right:  a 
group  of  the  42  preachers  who  attend¬ 
ed  the  retreat. 


Claiborne  Church  WSG  members  who 
served  the  MYF  sweetheart  banquet  are  pic¬ 
tured  at  the  serving  window:  Mrs.  Oma 
Fleming,  Mrs.  George  Daniels,  Mrs.  David 
Bryan,  Mrs.  Van  Westbrook,  Mrs.  Jim  Hines, 
and  Mrs.  Jerry  Hammons. 


Camps  and 

Conferences 

consultation 

The  Rev.  Robert  P.  Davis,  Director 
of  the  Department  of  Camps  and  Con¬ 
ferences  for  the  Presbyterian  Church, 
U.  S.  Richmond,  Virginia,  will  direct 
a  southern  Regional  Interdenominational 
Consultation  on  Camps  and  Conferences 
to  be  sponsored  by  the  Louisiana  State 
Council  of  Churches,  March  13-14,  on 
the  Mississippi  Gulf  Coast. 

The  conference  will  be  held  at  Gulf- 
side  Assembly  in  Waveland,  Mississippi. 

Other  national  denominational  lead¬ 
ers  who  will  be  teaching  in  the  con¬ 
ference  include:  Miss  Ruth  Emory  of 
the  Board  of  Christian  Education  of 
the  Methodist  Church,  Nashville;  the 
Rev.  Ronald  K.  Johnson,  Associate  Edi¬ 
tor  for  children’s  publications  of  the 
Methodist  Church,  Nashville;  the  Rev. 
Ralph  McCaskill,  Director  of  Christian 
Education,  North  Alabama  Presbytery, 
Huntsville,  Alabama. 

Resource  persons  from  Louisiana  will 
include:  the  Rev.  Chuck  Book,  New 
Orleans,  Presbyterian;  the  Rev.  J.  D. 
Canfill,  Baton  Rouge,  Episcopal;  the 
Rev.  Rupert  Coles,  New  Orleans,  Meth¬ 
odist;  Miss  Geneva  Giese,  Baton  Rouge, 
Presbyterian;  and  the  Rev.  Ervin  Wat¬ 
son,  New  Orleans,  Christian  Church 
(Disciples  of  Christ). 

Sending  representatives  to  the  con¬ 
ference  will  be  state  councils  of 
churches  and  denominations  from  Ala¬ 
bama,  Arkansas,  Louisiana,  Mississippi, 
and  Tennessee.  There  will  also  be  rep¬ 
resentatives  from  the  Roman  Catholic 
Church  of  Louisiana. 

The  Rev.  Sam  J.  Allen,  executive  di¬ 
rector  of  the  Louisiana  State  Council  of 
Churches,  said  that  "the  Consultation 
will  bring  regional  denominational 
leaders  together  to  appraise  the  effec¬ 
tiveness  of  the  camp-conference  pro¬ 
gram  and  lay  the  groundwork  for  stra¬ 
tegic  moves  to  undergird  the  church’s 


CALENDAR 

LOUISIANA  CONFERENCE 
WOMAN’S  SOCIETY 
Lake  Charles,  First  Church 
March  15-17 

WESLEYAN  SERVICE  GUILD 
Lake  Charles,  First  Church 
March  17-19 

DISTRICT  WSCS  MEETINGS 
ALEXANDRIA,  Jonesville,  Mar.  30 
BATON  ROUGE,  Amite,  Mar.  30 
LAFAYETTE,  Asbury,  Apr.  12 
LAKE  CHARLES,  Univ  Church, 

Apr.  4 

MONROE,  Bastrop 
NEW  ORLEANS,  Carrollton,  Mar.  29 
RUSTON,  Lakeview,  Minden,  Mar.  29 
SHREVEPORT,  Lakeview,  Mar.  30 
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SEVERAL  WAYS  TO  PAY 
FOR  NEW  MATERIALS 

How  can  you  meet  the  cost  of  the 
new  adult  curriculum  materials  which 
will  begin  this  September?  Several  ways 
are  being  suggested: 

1.  Put  the  cost  of  these  new  mate¬ 
rials  in  your  unified  budget  for  the 
church  and  the  church  school.  After 
all,  if  the  church  school  is  the  church’s 
school  it  should  expect  and  anticipate 
and  receive  support  from  the  total  com¬ 
munity  of  faith  through  the  congre¬ 
gational  budget. 

2.  In  some  church  schools  each  adult 
class  assumes  the  responsibility  for  the 
cost  of  its  own  materials. 

3.  Ask  persons  to  buy  the  study  book 
and  pay  for  it  themselves,  then  buy  for 
the  church  library  and  pay  for  out  of 
the  church  school  treasury  or  the  church 
treasury  the  leadership  packet  and  sev¬ 
eral  copies  of  the  book  of  selected  read¬ 
ings  which  might  be  available  "on  loan” 
from  the  chufch  library.  The  study 
books  become  the  property  of  the  mem¬ 
bers  who  purchase  them. 

4.  Or,  you  might  buy  enough  copies 
for  12  to  18  persons  or  couples  in  the 
church  with  them  being  passed  on  to 
another  group  at  the  end  of  the  Fall 
Quarter.  This  plan  may  or  may  not 
have  much  to  commend  itself  to  you. 
It  might  save  money  and  it  might  mean 
that  your  church  would  have  a  group 
studying  different  units  as  the  year 
progresses.  It  is  hoped  that  eventually 
every  Methodist  adult  will  see  the  value 
of  this  new  foundation  studies  and 
choose  to  be  a  part  of  it. 


RECOMMENDATIONS  MADE 
Concerning  campus  ministry 

Nashville,  Tennessee — The  Method¬ 
ist  program  on  campuses  must  become 
recognized  as  "the  church  in  mission” 
and  must  be  part  of  the  ecumenical 
movement,  the  church’s  General  Board 
of  Education  agreed  in  adopting  a  spe¬ 
cial  study  committee  report. 

A  three-year  study  of  Wesley  Foun¬ 
dations,  the  Methodist  organization  on 
most  state  and  independent  college 
campuses,  turned  up  a  host  of  answers 
from  students,  ministers,  other  church 
leaders  and  educators  as  to  what  de¬ 
nominational  efforts  among  students  are 
and  ought  to  be. 

Several  specific  recommendations 
were  made  in  the  report,  which  was 
presented  to  the  board  in  its  annual 
meeting  here  January  3-5  by  Bishop 
James  K.  Mathews,  Boston,  Mass., 
chairman  of  the  committee.  The  re¬ 
search  was  directed  by  the  Rev.  Sam¬ 
uel  N.  Gibson,  now  of  Pittsburgh,  Pa. 

t 


Songs  from  an  album  recorded  the 
past  summer  by  the  Lake  Junaluska 
singers  will  be  broadcast  over  the  NBC 
radio  network  on  the  "Great  Choirs 
of  America”  program  through  Easter. 


The  Rev.  Nelson  Stants  of  Dayton, 
Ohio,  has  been  named  executive  di¬ 
rector  of  the  Department  of  Christian 
Stewardship  of  the  Evangelical  United 
Brethren  Church. 
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Woman’s  Page 


Mr.  and  Mrs.  Larry  Pleimann 


Mr.  and  Mrs.  Larry  Pleimann  were  lay  missionaries 
to  the  Congo  for  three  years  where  Larry’s  main  re¬ 
sponsibilities  were  architect-engineer  and  secondary 
school  teacher.  He  is  presently  working  towards  a 
master’s  degree  in  engineering  mechanics  at  Louisiana 
State  University,  in  preparation  for  a  Ph.D.  in  civil  en¬ 
gineering.  Sally  is  teaching  kindergarten  at  the  Univer¬ 
sity  Methodist  Church  Day  School.  The  Pleimanns  will 
carry  active  roles  in  the  program  for  both  the  Woman’s 
Society  and  the  Guild. 


The  hostess  group  prepares  for  Annual  Meeting  in  Lake 
Charles.  Mrs.  Howard  Carter,  General  Chairman,  Mrs. 
W.  W.  Paxton,  President,  and  Mrs.  Seaman  A.  Mayo, 
Co-Chairman. 


Miss  Louise  Sharp  Miss  Rosie  Ann  Cobb 

Miss  Louise  Sharp  came  to  St.  Mark’s  Community 
Center  on  March  1,  1966  as  executive  director.  She  has 
worked  in  the  field  of  Christian  education  for  many  years 
and  in  a  number  of  capacities  both  in  the  Louisiana  Con¬ 
ference  and  in  Mississippi,  her  home  state.  Louise  will 
present  the  work  at  St.  Mark’s  on  Thursday  morning. 


Miss  Rosie  Ann  Cobb,  a  deaconess  of  The  Methodist 
Church,  is  superintendent  of  Sager-Brown  School  at  Bald¬ 
win,  Louisiana.  The  Sager-Brown  program  is  unique  in 
Methodism,  and  the  school,  under  Miss  Cobb’s  able  leader¬ 
ship  has  developed  an  outstanding  service  to  the  com¬ 
munity.  Miss  Cobb  and  members  of  her  staff  will  be 
with  us  at  dinner  on  Wednesday  evening  and  will  present 
the  work  at  Sager-Brown  at  that  time. 


ANNUAL  MEETING  PROGRAM 

Woman's  Society  of  Christian 
Service 

Theme: 

“Total  Mission  to  a  Total  World” 


Wednesday,  March  15,  1967 
AFTERNOON  SESSION 
Hymn:  “God  of  Love  and  God  of  Power” 

Convening  of  the  Twenty-Seventh  Annual  Meeting  .  .  . 

Mrs.  C.  B.  McGowan 


_ Mrs.  Robert  Compton 

_  Mrs.  W.  W.  Paxton 


Scripture  and  Prayer  . . 

Welcome _ 

Presentation  of  Program _ Mrs.  Robert  Reich 

Business: 

Report  of  Recording  Secretary  .  .  .  Mrs.  Thomas  Hampton 
Recommendations  from  Executive  Committee 
Appointment  of  Committees 

Report  of  Committee  on  Constitution  and  By-Laws  .  .  . 

Mrs.  J.  H.  McSween 

Report  of  the  Treasurer  and  Recommendations  from  the 

Committee  on  Finance  _ _ Mrs.  Carl  Gallaher 

Report  of  the  District  Presidents _ Mrs.  George  Tignor 

President’s  Message _ Mrs.  C.  B.  McGowan 

Closing  Prayer 

6:00  Dinner  —  First  Methodist  Church 

Presiding _ Mrs.  L.  C.  Aycock 

Sager-Brown  School . . Miss  Rosie  Ann  Cobb  and 

staff 

EVENING  SESSION 


8:00 


Anthem 
Offering 
Address : 


Choir 


Drs.  Paul  and  Margaret  Brand 
Thursday,  March  16,  1967 
MORNING  SESSION 

Hymn 

Scripture  and  Prayer 
Business : 

Introduction  of  Conference  officers 
Balloting  —  nominees  for  membership,  Board  of 
Missions 

Presentation  of  work  of  Church  Women  United 

St.  Mark’s  Community  Center _ Miss  Louise  Sharp 

Pledge  Service _ _  Mrs.  Carl  Gallaher 

Noon  meditation _ Mrs.  G.  W.  Dameron 

Luncheon - First  Methodist  Church 

AFTERNOON  SESSION 
Dialogue  Discussion  Groups: 

Ecumenicity 

Place  of  the  Missionary  in  Emerging  Nations 
Youth  and  the  Christian  Mission 
Responsibility  of  the  Christian  Woman  in  Politics 
Talk-back  film 

Role  of  the  Laity  in  the  Church 
Visit  with  a  Missionary  Couple 
Sharing  Session 

6:00  Dinner.  First  Methodist  Church 

Presiding - Mrs.  C.  B.  McGowan 

Honoring  District  Officers 

EVENING  SESSION 

8:00  Anthem _ _ _ Choir 

Offering 

Address:  Mrs.  Glenn  E.  Laskey 
Friday,  March  17,  1967 
MORNING  SESSION 

Hymn 

Scripture  and  Prayer 
Business : 

Report  of  Committees 
Report  of  Registration 
Place  of  meeting,  1968 
Resolutions 

World  Missions - Mr.  Larry  Pleimann 

Rev.  Carlos  Welch 

Report  of  the  Wesleyan  Service  Guild — 

Miss  Mildred  Evans 

Meditation - Mrs.  G.  W.  Dameron 

Holy  Communion 

Benediction 

Adjournment 


DISTRICT  OFFICER’S  TRAINING 


and  District  Officers)  First  Methodist  Chu 
Pmeville,  May  18. 


A  SPECIAL  DAY  FOR  SELF  STUDY 


—  First  Metho¬ 
dist  Church,  Pineville,  May  19th.  For  Conference 
and  District  Presidents,  Vice  Presidents,  Secre¬ 
taries  of  Membership  Cultivation  and  Secretaries 
of  Spiritual  Life  Cultivation. 


The  Reverend  Carlos  A.  Welch  and  Mrs.  Welch 


Reverend  Carlos  A.  Welch  and  Mrs.  Welch,  teachers 
on  the  staff  of  Leonard  Theological  College,  Jabalpur, 
M.P.,  India,  are  presently  living  in  Houston  where  Rev¬ 
erend  Welch  is  enrolled  in  the  Institute  of  Religion  of  the 
Texas  Medical  Center.  Carlos  and  Sarojini  will  be  with 
us  throughout  Annual  Meeting  sharing  their  knowledge  of 
world  missions  in  a  number  of  capacities.  They  plan  to 
to  return  to  India  in  June,  1967. 


Drs.  Paul  and  Margaret  Brand 

Dr.  Paul  Brand,  son  of  missionaries  to  India,  served 
for  19  years  at  Christian  Medical  College  at  Vellore.  His 
specialty  is  surgery  and  research  in  the  prevention  and 
correction  of  leprosy  deformities,  especially  hand  re¬ 
construction.  He  is  currently  in  this  country  as  Chief  of 
Rehabilitation  Branch  of  the  U.  S.  Public  Health  Service 
Hospital,  Carville,  Louisiana,  and  clinical  professor  of 
Surgery  at  Louisiana  State  University.  His  wife,  Dr. 
Margaret  Brand,  has  worked  along  with  him  in  India, 
and  now  at  Carville.  Her  speciality  is  eye  surgery. 


Mrs.  Dameron  Mrs.  Charles  B.  McGowon  Mrs.  Laskey 


Mrs.  G.  W.  Dameron,  immediate  past  president  of  the 
Louisiana  Conference  Woman’s  Society  of  Christian  Ser¬ 
vice,  will  bring  the  noon-time  meditations  to  the  Annual 
Meeting  of  the  Woman’s  Society.  Mrs.  Dameron  was  a 
delegate  to  the  World  Methodist  Conference  in  London 
during  the  summer  of  1966.  She  will  speak  on  this  ex¬ 
perience  at  the  Annual  Meeting  of  the  Guild. 


Mrs.  Glenn  E.  Laskey,  President  of  the  Woman’s  Di¬ 
vision  of  the  Board  of  Missions  of  The  Methodist  Church, 
will  bring  a  major  address  to  the  Annual  Meetings  of 
both  the  Woman’s  Society  and  the  Wesleyan  Guild. 


MARCH  9,  1967 


PAGE  NINE 


On  a  Wide  Circuit 


Food  and  war 

by  W.  W.  Reid 

It  is,  indeed,  encouraging  to  note 
that — despite  wars  and  rumors  of  wars 
^the  nations  of  Asia  and  of  Africa 
are  attempting  to  organize  their  re¬ 
sources  to  give  their  people  more  food 
and  better  food.  And  they  are  con¬ 
cerned,  too,  with  the  meaning  of  "the 
population  explosion”  to  the  problem 
of  feeding  new  millions  of  people  from 
their  own  agricultural  lands — and  from 
fhe  fruits  of  their  industries  which  can 
be  used  to  import  food  products. 


Next  to  the  demand  of  men  for  a 
World — or  a  nation — living  in  a  peace, 
comes  the  demand  for  each  to  have 
a-  needed  share  in  the  food  the  Good 
Earth  does  and  can  produce'.  And,  par¬ 
adoxically,  there  is  a  close  relationship 
between  an  adequate  food  supply  and 
national  and  international  peace:  if  we 
do  not  have  or  secure  the  food  the  peo¬ 
ple  require,  sooner  or  later  they  will 
seek  it  by  revolt  against  their  own  gov¬ 
ernment,  or  invasion  of  an  area  that 
does  have  food. 

But  today  there  is  a  new  factor  in 
the  demand  for  land  and  food.  Says 
the  U.N.’s  undersecretary  for  economic 
and  social  affairs,  Dr.  Philippe  de 
Seynes:  "Today,  it  is  not  always  the 
peasants,  with  their  mute  or  outspoken 
revolts,  who  create  the  pressures  that 
can  lead  to  a  movement  of  reform.  It 
is  more  often,  perhaps,  the  urban  mas¬ 
ses  who  play  this  role,  with  their  un¬ 
controllable  growth,  with  their  result¬ 
ing  'populist'  movements,  and  with 
their  aspirations  towards  a  radical  trans¬ 
formation  of  society  and  of  the  state 
which  those  movements  engender.” 


This  whole  area  of  land  reform  and 
food  production  is  being  worked  at 
jointly  by  Christian  missionaries,  by 
governmental  agencies,  and  by  interna¬ 
tional  agencies  —  such  as  several  agen¬ 
cies  set  up  through  the  United  Nations. 
In  some  areas  these  same  general  agen¬ 
cies  are  also  engaged  in  measures  that 
it  is  hoped  will  eventually  help  control 
the  birthrate.  Despite  all  these  efforts, 
the  realization  of  the  goal  seems  far 
in  the  future. 


In  this  whole  area  experts  are  need¬ 
ed.  Many  of  these,  especially  experts 
who  can  reach  the  minds,  the  spirits, 
and  wills,  and  aspirations  of  men,  must 
be  furnished  by  the  churches.  Says  a 
recent  missionary  report:  "Those  who 
can  make  human  beings  feel  that  they 
need  not  be  despondent  but  can  find 
hope  in  the  future  may  be  supplied 
by  the  churches.  It  is  necessary  to  com¬ 
municate  hope  and  confidence  in 
change.  A  new  dimension  must  be  in¬ 
troduced,  a  sense  of  solidarity  of  man 
in  overcoming  his  plight,  not  by  char¬ 
ity,  nor  by  sharing,  but  by  helping  man 
help  himself.  The  church  must  find 
men  and  women  who  feel  this  is  im¬ 
portant  enough  to  identify  themselves 
in  'human  reclamation  with  a  peculiar 
kind  of  human  engineering.’  ” 


One  of  the  most  famous  imprints  in 
Britain  is  the  Penguin  Book  series.  It 
was  the  first  paperback  to  be  on  offer, 
before  World  War  II  when  the  price 
was  only  a  few  pennies.  The  Penguin 
paperback  is  now  the  source  of  reason¬ 
ably-priced  reading  which  carries  an 
enormous  variety  of  subjects. 

One  of  the  most  recent  publications 
in  this  field  is  "How  to  Drive  Safely” 
priced  at  five  shillings,  and  although, 
so  far  as  I  know  it  is  not  on  sale  in 
America,  no  doubt  it  could  be  obtained. 

I  want  to  mention  it  because  it  is  a 
sane,  clear,  expert  piece  of  work  on 
one  of  the  most  important  subjects  for 
modern  man  (and  woman)  in  Western 
Society.  Britain,  like  America  has  a 
death  and  injury  rate  on  the  roads 
which  is  not  less  appalling  because  it 
is  so  much  part  of  the  accepted  daily 
situation.  And  anything  which  will  help 
in  the  protection  of  life  in  this  way  is 
welcome. 

This  book  is  doubly  welcome  because 


"While  it  may  be  difficult  for  in¬ 
ternational  organizations  to  influence 
the  initiation  of  a  movement  con¬ 
demned  at  the  outset  to  failure  if  it 
does  not  stem  from  the  national  will, 
at  least  they  can  be  of  some  help  dur¬ 
ing  the  evolution  of  its  various  phases 
once  the  conditions  for  its  initiation  are 
met,  for  here  study,  analysis  and  the 
comparison  of  the  diverse  experience  of 
other  nations  can  play  a  decisive 
role.  .  .  . 

t 


Methodist  Recorder 

it  is  so  readable,  and  so  comprehensive. 
It  is  written  by  a  publisher,  John  Eldred 
Howard,  who  is  a  director  of  Cresset 
Press.  After  serving  in  military  intelli¬ 
gence  during  the  war,  he  entered  the 
world  of  publishing  and  he  also  spends 
time  on  historical  research.  His  "Letters 
and  Documents  of  Napoleon”  in  sev¬ 
eral  volumes  is  still  under  completion 

This  erudite  and  interesting  man  is, 
however,  also  a  practical  and  highly 
competent  motorist.  I  have  had  the 
pleasure  of  being  a  passenger  in  his 
superb  and  very  fast  car.  And  drivers 
are  notoriously  bad  passengers.  John 
Howard  is  the  kind  of  driver  who 
makes  other  drivers  feel  that  the  hand 
on  the  wheel  is  that  of  a  master. 

Out  of  a  lifetime  of  experience  of 
motoring,  he  has  produced  a  book  on 
driving  that  looks  to  me  as  though  it 
will  become  a  classic,  and  deservedly 
so. 

There  is  not  a  sententious  note  in  it, 
yet  those  who  like  to  put  on  their 
theologically-coloured  spectacles  would 
not  find  it  hard  to  discover  a  the¬ 
ology  of  man  and  community  in  it. 

It  is  a  book  with  added  interest, 
because  John  Howard’s  wife,  who  is 
well  known  both  here  and  in  America 
as  Marghanita  Laski,  author  and  jour¬ 
nalist  and  broadcaster,  has  written  an 
Appendix  on  the  role  of  the  navigator. 
It  is  the  perfect  accompaniement  to 
the  major  part  of  the  book — incisive 
hints  on  how  to  be  the  perfect  front- 
seat  companion.  I  select  one  short  sent¬ 
ence  from  this,  and  a  longer  section 


from  the  main  part  of  the  book  to  show 
what  a  splendid  production  it  is. 

"The  first  qualification  for  naviga¬ 
tion  is  to  be  able  to  read  in  a  moving 
car.  A  person  whose  eyes  or  stomach  are 
not  up  to  this  .  .  .  cannot  act  as  a 
navigator.  He  must  try  to  reconcile 
himself  to  being  an  occasionally  helpful 
or  at  any  rate  a  not  unhelpful  pas¬ 
senger. 

And,  on  fast  driving  by  Mr.  Howard: 
"What  constitutes  fast  driving  depends 
on  the  driver.  One  may  have  an  oc¬ 
casional  spree  at  60  m.p.h  another  may 
go  as  often  at  120  m.p.h.;  both  are  driv¬ 
ing  fast.  Both,  before  they  do  so,  much 
ask  themselves  the  following  questions. 

1.  Is  the  intended  speed  within  my 
capacity? 

2.  Am  I  completely  fit  to  drive  at  it? 

3.  Is  it  within  the  safe  capacity  of 
the  car? 

4.  Am  I  certain  that  there  is  no  de¬ 
fect  of  any  kind  in  the  car? 

5.  Are  the  tyres  sound  and  at  the 
right  pressure? 

6.  Are  the  road  layout  and  surface 
completely  suitable? 

7.  Is  the  visibility  in  every  way  com¬ 
pletely  adequate? 

8.  Is  the  weather  entirely  satisfac¬ 
tory? 

9.  Is  the  traffic  density  undoubtedly 
low  enough? 

10.  Have  I  any  doubts  of  any  other 
kind  ? 

"If,  but  only  if,  the  answers  to  all 
these  questions  are  favourable,  is  it 
safe  to  drive  fast.” 

It  is  the  kind  of  book  I  would  want 
to  give  every  son  and  daughter  who 
is  learning  to  drive,  with  an  extra  copy 
for  Father! 

t 

One  never  sees  the  rays  of  the  sun 
as  they  come  toward  the  earth,  until 
they  are  reflected.  We  see  Christ  as 
He  is  reflected  in  someone  who  has 
centered  his  life  in  Christ. — Albrecht 


A  Jlcuftncut'l  'IVtinedA 

by  Charles  A.  Stuck/Lay  Evangelist 


COMFORTABLE  CHURCHES 

A  successful  young  business  man  in 
a  great  city  once  took  me  to  see  the 
elegant  church  that  he  attended.  Deep 
carpets  lined  the  aisles.  Beautiful  art 
windows  filtered  the  afternoon  sunlight 
into  a  melody  of  soft  shades  that  ca¬ 
ressed  the  stately  pews  with  all  colors 
of  the  rainbow.  As  I  stood  in  awe  at 
the  total  loveliness  of  this  sanctuary 
my  friend  broke  the  spell  with  his 
proud  words — 

"Yes,  Charlie.  We  have  a  nice  com¬ 
fortable  church  here.” 

Suddenly  the  dim-lighted  beauty  be¬ 
came  unfriendly.  The  pews  stood  at 
attention  like  a  company  of  soldiers. 
The  deep  carpets  glared  back  at  me. 
What  sort  of  comfort  did  he  have 


in  mind?  Was  physical  comfort  the 
only  appeal  of  this  beautiful  meeting 
place  ? 

Comfort  is  a  precious  quality  to  every 
human.  An  adult  needs  to  be  comforted 
when  he  has  been  buffeted  about  by 
the  pressures  and  the  prejudices  of  the 
world.  Parents  comfort  small  children 
who  have  been  injured  by  their  play¬ 
mates,  whether  it  was  intended  or  not. 
Friends  make  their  most  helpful  con¬ 
tribution  to  friends  when  they  comfort 
each  other  in  times  of  sorrow  and  dis¬ 
appointment. 

There  are  several  sorts  of  comfort. 
The  spiritual  comfort  mentioned  above 
is  a  vital  necessity  to  human  personal¬ 
ity.  Physical  comfort  is  needful  when 
one  has  been  exposed  to  the  bitter  cold 
of  winter  and  is  chilled  to  the  bone. 
Mental  comfort  warms  one’s  heart  when 


he  has  successfully  completed  an  im¬ 
portant  experiment  in  science  or  has 
received  a  flattering  promotion  in  his 
business. 

But  the  basic  fact  of  comfort  is  that 
it  always  points  inward.  Spiritual  com¬ 
fort  comes  to  me.  Physical  comfort 
warms  my  body.  Mental  comfort  gives 
me  a  sense  of  success.  And  in  this 
very  fact  lies  one  of  the  great  tempta¬ 
tions  in  life.  Accepting  comfort  in  any 
field  of  human  endeavor  brings  with 
it  an  urge  to  sit  down,  to  rest.  It  en¬ 
tices  us  to  cease  much  of  our  growth 
in  the  field  where  the  comfort  exists. 

Can  a  "comfortable"  church  be  an 
evangelistic  church?  Can  a  comfortable 
Christian  really  make  his  witness  felt 
in  the  lives  of  others?  After  all,  is 
it  a  source  of  pride  to  say  that  our 
church  is  "comfortable”? 
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NEW  DAY  CURRICULUM 

April,  Nineteen  Sixty -seven 
May  not  bring  us  nearer  heaven. 

But  at  least  we'll  have  a  chance  to  have  our  say; 

About  the  work  that's  done  in  Nashville 
And  the  extent  to  which  our  cash -will 
Help  make  the  Gospel  relevant  in  our  day. 

Great  thought  and  meditation 
'S  gone  into  preparation 

Of  Foundation  Studies  in  the  Christian  Faith. 

The  series  begins  lext  September 
Each  quarter,  a  new  book  remember? 

Through  six -only  one  for  seventh  and  eighth. 

A  man  named  Harold  Minor 
Has  been  the  chief  designer 

Of  Unit:  "Preparation  for  the  New  Day".  ! 

With  able  assistance  from  Harold  Fair 

Counsel  of  Seminars  here  and  there 

"A  class  may  see  its  reason  for  being",  they  say. 

As  for  answers,  I  have  none 
To  just  how  it  can  be  done, 

But  I  know  when  body,  mind  and  heart  are  still; 

Persons  mindful  of  the  other's  need 

Promptings  of  the  Holy  Spirit  't  heed 

Will  discern  beyond  their  own,  the  Father's  will. 

So  don't  wait  until  next  Fall 
To  decide  what  you'll  "play  ball". 

But  start  working  toward  that  April  date  right  now. 
Adult  leaders  should  get  together 
Regardless  of  the  kind  of  weather, 

To  plan  for  the  Unit  Study,  and  say,  "Here’s  How"! 

-copied  -  j 
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California  Group  Opposes  Union 
LOS  ANGELES,  Calif. —  An  effort 
has  been  launched  by  a  group  of  min¬ 
isters  of  the  Southern  California-  Ari- 
zonia  Conference  of  The  Methodist 
Church  to  defeat  the  proposed  Method¬ 
ist-Evangelical  United  Brethren  union. 
It  is  being  matched  by  an  expression 
of  equal  concern  by  others  in  the  con¬ 
ference  who  believe  the  two  denomina¬ 
tions  should  join  together  to  become 
The  United  Methodist  Church. 

Opponents  of  the  union  in  Southern 
California  and  Arizona  are  seeking  to 
influence  the  votes  in  other  annual  con¬ 
ferences.  Local  proponents  are  confin¬ 
ing  their  appeal  to  their  own  confer¬ 
ence  because  many  of  them  believe  it 
is  beyond  the  province  of  members  of 
one  annual  conference  to  seek  to  influ¬ 
ence  votes  in  another.  The  issue  of 
racial  integration  is  paramount  in  the 
oppoistion  of  66  ministers  who  recent¬ 
ly  issued  a  "Statement  of  Concern.” 


God  helps  those  who  help  others. 


The  Rev.  J.  Elliott  Corbett,  director 
of  Washington  study  programs  for  the 
Board  of  Christian  Social  Concerns, 
provided  much  of  the  initial  stimulus 
for  a  new  movement  to  secure  greater 
firearms  controls.  Several  other  Meth¬ 
odists  are  active  in  the  group  which 
calls  itself  the  National  Council  for 
a  Responsible  Firearms  Policy. 

— o — 

Dr.  John  R.  Bouldin,  superintendent 
of  the  Illinois  Conference  of  the  Evan¬ 
gelical  United  Brethren  Church,  has 
developed  an  order  of  worship  expected 
to  be  used  in  many  of  his  denomina¬ 
tion’s  annual  conferences  as  they  pre¬ 
pare  to  vote  on  the  proposed  union 
with  The  Methodist  Church. 

Both  houses  of  the  U.  S.  Congress 
now  have  Methodists  elected  as  chap¬ 
lains.  Dr.  Edward  G.  Latch,  pastor  of 
Metropolitan  Memorial  Methodist 
Church  in  Washington,  D.  C.,  has  been 
elected  chaplain  of  the  House  of  Rep¬ 
resentatives  after  serving  in  1966  as 
acting  chaplain.  Chaplain  of  the  Sen- 
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John  L.  McKenzie,  DICTIONARY 
OF  THE  BIBLE,  $5.95  (paperback 
edition),  Bruce  Publishing  Co.,  954  pp^. 

The  arrival  of  this  paper-back  edi¬ 
tion  of  Father  Bruce's  fine  Bible  Dic¬ 
tionary  should  be  good  neks.  We  have 
spot-checked  a  number  of  articles  and 
find  a  rare  combination  of  scholarship- 
and  readibility.  There  is  a  seven  page 
article  on  the  Dead  Sea  Scrolls  that 
compares  favorably  with  the  best  ar¬ 
ticles  we  have  read  on  this  important 
subject.  Likewise,  we  read  the  article 
on  the  Kingdom  and  God  and  recom¬ 
mend  it  highly.  For  all  who  feel  they 
cannot  afford  a  more  expensive  Bible- 
dictionary  this  one  is  recommended. 
We  truly  expect  to  wear  it  out. 
t 

JamesKclso,  ARCHAEOLOGY 
AND  OUR  OLD  TESTAMENT  CON¬ 
TEMPORARIES,  $4.95.  Zondervan, 

192  pp. 

We  have  never  been  attracted  to 
books  on  archaeology — in  fact,  we  have 
always  been  a  little  unhappy  when 
they  arrived  for  review.  However,  this? 
one  Dr.  James  Kelso,  a  past  moderator 
of  the  United  Presbyterian  Church  is 
one  of  those  rare  books  with  the  ability- 


ate  is  Dr.  Frederick  Brown  Harris  who 
has  served  all  but  two  years  since  1942. 
He  is  a  former  pastor  of  Foundry 
Methodist  Church  in  Washington. 


to  make  a  dead  subject  come  alive.  He 
truly  possesses  the  ability  to  make  the 
characters  of  the  Old  Testament  be¬ 
come  your  contemporaries. 

He  writes  of  "the  stories  behind  the 
headlines”  in  the  Bible,  and  helps  the 
reader  to  see  Biblical  archaeology  as  an 
open  door  to  breath-taking  adventure. 
The  illustrations  are  excellent  and  are- 
blended  well  into  the  text. 

t 

MCOR  Aids  Victims 

Grants  totaling  $4,000  have  been 
provided  by  the  Methodist  Committee  for 
Overseas  Relief  to  aid  flood  victims  in 
Italy  and  people  made  homeless  by  an 
earthquake  in  Peru. 

A  grant  of  $2,000  has  been  sent  to 
Florence,  Italy,  to  help  restore  the 
Methodist  Church  there  and  to  get  its 
members  back  on  their  feet.  Another 
$2,000  grant  was  sent  by  MCOR  to  Lima, 
Peru,  for  ministry  to  the  victims  of  the 
earthquake.  Reports  from  the  area  indi¬ 
cate  that  some  100  people  were  killed 
and  many  homes  destroyed. 

Continuing  its  part  in  the  fight 
against  famine  in  India,  MCOR  also  has 
decided  to  buy  two  additional  well-drill¬ 
ing  rigs  to  be  shipped  to  India  to  help 
provide  water  for  potentially  fertile  but 
arid  land. 
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The  February  20-22  Youth 
Leadership  Workshop  at 
Minden  First  Methodist 
Church  attracted  about  30 
persons  nightly.  The  Rev. 
August  Aamodt  (left  front), 
minister  to  youth,  First 
Methodist,  Shreveport,  was 
resource  person  for  the  ser¬ 
ies.  Churches  represented 
included  Minden  First,  Lake- 
view,  Springhill  and  Pine 
Grove.  The  Rev.  Edward 
R.  Thomas  is  pastor  at  Min¬ 
den  First  Church. 


Denomination 


A  Report 

from  New  Orleans 

Inner-City  Parish 

by  Rupert  D.  Coles 

Several  issues  ago  I  told  you  about 
our  interracial  dialogue  groups.  At  that 
time  this  project  had  just  been  started. 
At  this  writing  we  have  completed  our 
fourth  meeting;  I’d  like  you  to  know 
about  progress  since  our  beginning. 

Since  our  first  meeting  in  which 
thirteen  persons  attended,  attendance 
has  increased  steadily.  At  our  last 
monthly  meeting,  our  fourth,  some 
forty-three  persons  were  in  attendance. 
They  were  divided  into  four  smaller 
groups  for  dialogue.  At  this  meeting 
Six  persons  of  difference  races  served 
as  resource  persons  on  a  panel.  The 
six,  four  Negro  and  two  white 
(including  one  Jewess),  told  of  their 
knowledge  of  racial  discrimination  from 
personal  experience. 

Our  society  must  find  an  answer  to 
its  racial  discrimination,  distrust,  and 
uneasiness.  Our  church,  which  should 
be  a  leader  in  working  for  opportun¬ 
ities  for  all  and  the  redemption  of  the 
individual,  must  overcome  its  reluct¬ 
ance  to  become  involved  in  the  plight 
of  the  underprivileged,  other  than  on 
the  study  level  or  financial  contributory 
level. 

In  particular  the  Inner  City  church 
much  learn  to  minister  to  its  neighbor¬ 
hood.  This  is  the  purpose  and  func¬ 
tion  of  any  local  church.  Its  fulfillment 
is  to  be  found  in  its  service  to  those 
around  it.  Of  course,  various  persons 
would  have  different  suggestions  as  to 


1000  Club 

(Continued  from  page  1) 

expected.  The  new  paper  mill  will 
draw  labor  from  a  radius  of  35  miles, 
and  many  of  the  families  who  will  work 
at  the  mill  will  buy  small  tracts  of 
land  and  build  their  homes  near  the 
mill. 

The  church  building  at  Oak  Grove 
has  deteriorated,  and  is  in  very  bad 
condition.  The  congregation  is  small, 
but  it  had  raised  $6,000  to  build  a  new 
church.  With  Thousand  Club  help,  the 
situation  can  be  changed  and  the  church 
and  its  people  can  meet  the  challenge, 
seize  the  opportunity,  and  serve  the 
spiritual  needs  of  this  vast  "new”  area. 

t 

The  basic  wages  of  sin  is  death, 
with  sorrow  and  remorse  thrown  in  as 
extra  benefits. 


the  nature  of  this  service.  But  the  point 
that  the  church  must  serve  its  neigh¬ 
borhood  is  hardly  debateable. 

Three  of  the  four  Inner  City  church¬ 
es  are  located  in  neighborhoods  com¬ 
prised  of  more  than  fifty  percent  Ne¬ 
gro.  As  a  rule  the  Negro  families  in 
these  areas  are  among  the  most  needy, 
often  financially,  usually  culturally  and 
socially.  Disregarding  the  matter  of  pub¬ 
lic  worship,  for  in  many  ways  the  Ne¬ 
gro  and  white  have  less  common  un¬ 
derstanding  at  this  point  than  at  any 
other,  there  are  several  ways  in  which 
the  Inner  City  church  can  minister  to 
its  integrated  neighborhood. 

First,  it  can  take  a  lead  in  the  mat¬ 
ter  of  tutoring  for  backward  children. 
There  are  a  number  of  people  willing 
and  able  to  lend  their  talents  in  helping 
these  children.  Organization  is  needed, 
which  the  church  can  supply. 

Second,  steps  need  to  be  taken  to 
bring  Negroes  and  whites  to  a  place  of 
acceptance  in  the  neighborhood.  God 
did  not  create  His  people  to  be  es¬ 
tranged.  It  is  bad  enough  that  nations 
should  not  understand  one  another;  it 
is  unthinkable  that  people  who  live 
next  door  to  one  another  should  be 
strangers.  Dialogue  groups  within  the 
neighborhood  could  be  used  to  good 
purpose. 

Third,  the  child  who  lives  in  the 
Inner  City  is  normally  short  of  many 
things  .  .  .  recreational  areas,  cultural 
opportunities,  always  money,  even  a 
complete  home  is  a  luxury  to  many 
children. 

The  Inner  City  church  can,  and  must, 
take  a  lead  in  meeting  these  and  other 
needs  in  the  lives  of  its  neighborhood 
.  .  .  regardless  of  the  race  of  the  per¬ 
son  who  answers  the  doorbell. 


BISHOP  RAINES 

(Continued  from  page  1) 

Special  music  will  be  furnished  by 
the  choirs  of  the  Methodist  Churches 
of  New  Orleans  and  all  the  churches 
of  the  New  Orleans  District  under  the 
leadership  of  Bishop  Aubrey  G.  Walton 
and  Dr.  Carl  F.  Lueg  are  cooperating 
in  a  co-sponsorship  of  these  1967  lect¬ 
ures.  Special  committees  and  areas  of 
responsibility  have  been  assigned  as 
follows: 

The  Steering  Committee — 

Dr.  B.  A.  Galloway 
Radio  and  Television — 

Reverend  Clyde  Clark 

Music — Reverend  A.W.  Townsend 

Ministers’  Luncheon — 

Reverend  Luther  Booth 
District  Participation — 

Dr.  Carl  F.  Lueg 
Attendance — Dr.  J.  T.  Harris 
The  Methodists  of  Louisiana  are  in¬ 
vited  to  attend  these  lectures. 


experiences 
membership  decline 

EVANSTON,  Ill.  —  Membership  in 
The  Methodist  Church  in  the  United 
States  is  now  an  official  10,318,910, 
according  to  figures  released  here  Feb¬ 
ruary  23  by  the  denomination’s  statist¬ 
ical  office. 

The  new  figure,  presenting  the  1965- 
66  fiscal  year,  is  a  decrease  of  12,664 
from  the  total  of  a  year  ago,  the  first 
time  in  many  years  that  a  net  gain 
has  not  been  recorded. 

In  addition  to  the  10,318,910  full 
members,  there  are  1,926,968  prepara¬ 
tory  members  (baptized  children)  on 
the  rolls  of  the  38,071  local  churches. 
The  number  of  preparatory  members 
is  an  increase  of  95,230  from  a  year 
ago. 

Other  statistical  information  released 
by  Dr.  Don  A.  Cooke,  gen¬ 
eral  secretary  of  the  denomination’s 
Council  on  World  Service  and  Finance, 
includes: 

Church  school  members — 6,705,727, 
a  decrease  of  196,711; 

Average  attendance  at  Sunday  morn¬ 
ing  workship — 3,934,421,  an  increase  of 
57,151; 

New  churches  organized — 77,  a  de¬ 
crease  of  23; 

Ordained  ministers — 29,287,  an  in¬ 
crease  of  306; 

Members  received  on  profession  of 
faith — 279,995,  a  decrease  of  19,331. 

The  complete  statistical  review  of 
The  Methodist  Church  will  be  pub¬ 
lished  this  spring  in  the  General  Min¬ 
utes  complied  in  the  Council  on  World 
Service  and  Finance’s  department  of 
statistics  headed  by  the  Rev.  Dr.  Roy 
A.  Sturm. 
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WASHINGTON,  D  C.  —  "Grave 
concern"  over  infiltration  of  the  Na¬ 
tional  Student  Association  by  the  Cen¬ 
tral  Intelligence  Agency  was  expressed 
here  by  nine  staff  members  of  The 
Methodist  Church’s  Board  of  Christian 
Social  Concerns  and  Board  of  Educa¬ 
tion.  Their  statement  said  the  CIA  "has 
exceeded  the  bounds  of  propriety  in 
attempting,  through  clandestine  fund¬ 
ing,  to  affect  leadership  and  policies 
of  an  otherwise  private  and  independ¬ 
ent  national  organization.” 
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Two  district  retreat 
at  Camp  Istrouma 

The  emphasis  will  be  on  youth  —  as 
future  church  leaders — when  the  Meth¬ 
odist  laymen  of  the  New  Orleans  and 
Baton  Rouge  districts  hold  their  sixth 
annual  retreat  March  11  and  12. 

The  two-day  session  will  be  at  Camp 
Istrouma  near  Baton  Rouge,  beginning 
with  registration  at  2  p.m. 

The  main  speakers  will  be  Dudley 
Snow,  a  Shreveport  insurance  man,  and 
Dr.  Keith  Mason  of  Shreveport.  Snow 
is  Shreveport  District  lay  leader,  assist¬ 
ant  chairman  of  the  Conference  Board 
of  Lay  Activities,  a  member  of  the  Jur¬ 
isdictional  Board  of  Lay  Activities, 
chairman  of  the  Official  Board  of  his 
church,  and  a  Sunday  School  teacher. 
Dr.  Mason  is  a  reserve  lay  delegate  to 
the  Jurisdictional  Conference,  member 
of  the  Commission  on  Interjurisdic- 
tional  Relations,  delegate  to  the  Loui¬ 
siana  Council  of  Churches  and  of  the 
General  Assembly  of  the  National 
Council  of  Churches,  and  member  of 
the  board  of  the  Methodist  Children’s 
Home  at  Ruston. 

.Snow  will  speak  at  the  worship  ser¬ 
vice  at  7  p.m.  Saturday  and  at  10:30 
a.m.  Sunday.  Dr.  Mason  will  lead  a 
discussion  group  on  the  merger  of  the 
Methodist  and  Evangelical  United  Bre¬ 
thren  churches  and  the  elimination  of 
the  Central  (Negro)  Jurisdiction. 

Also  leading  discussion  groups  will 
be  Jerry  Frampton  and  Brian  Sorrells, 
on  youth  and  the  church;  Jim  Forsythe 
and  Truman  Ward  of  New  Orleans  on 
"The  Ministry  of  the  Rejected;”  and 
Mai  Fyfe  and  Jim  Bolton  of  Metairie 
on  "Methodist  Men:  a  New  Look.” 

Cecil  Bland  of  Shreveport,  associate 
director  of  the  Area  Council  in  charge 
of  lay  activities,  will  speak  at  the  open¬ 
ing  session  on  "Company  of  the  Com¬ 
mitted.” 

Also  on  the  program  will  be  the  two 
district  lay  leaders,  O.  W.  Marrs  of 
Baton  Rouge  and  Roy  Simon  of  New 
Orleans.  The  two  district  superinten¬ 
dents,  Dr.  Bentley  Sloane  of  Baton 
Rouge  and  Dr.  Carl  Lueg  of  New  Or¬ 
leans,  will  conduct  the  communion  ser¬ 
vice  at  7  a.m.  Sunday.  Lester  Duncan 
of  Bogalusa  will  preside  at  this  service 
and  C.  B.  Sledge  of  Hammond  will 
have  the  devotion  at  the  opening  ses¬ 
sion  Saturday  afternoon. 

Developing  the  emphasis  on  youth, 
each  layman  is  asked  to  bring  to  the 
retreat  as  his  guest  one  boy  of  high 
school  age. 


Sam  Steele  Sub-district  of¬ 
ficers  (Alexandria  District) 
at  Sweetheart  Banquet  in 
Winnfield  Methodist  Church. 
Left  to  right:  top — Ann  Al¬ 
len,  president;  the  counse¬ 
lor;  front — Linda  Nugent, 
vice-president;  Nina  French, 
publicity  chairman;  Julie 
Thompson,  secretary-treas¬ 
urer. 
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Seminary  role 
in  Continuing 
Education  explored 

Education  of  ministers  should  not 
end  at  their  seminary  commencement  or 
ordination  service. 

This  principle  has  long  been  known 
but  often  overlooked  in  the  pressure  of 
parish  duties  and  denominational  de¬ 
mands. 

To  explore  the  seminary’s  role  in 
continuing  education,  The  Methodist 
Church's  Department  of  Ministerial  Ed¬ 
ucation  convened  a  national  consulta¬ 
tion  in  Kansas  City,  Mo.,  Feb.  24-26. 
Quite  appropriately,  the  consultation 
was  held  in  the  new  Center  for  Re¬ 
newal  at  Saint  Paul  School  of  Theology, 
Methodist. 

Twenty-one  representatives  from  11 
Methodist  seminaries  and  one  Evangel¬ 
ical  United  Brethren  theological  school 
spent  the  week-end  in  intensive  study 
of  the  common  problem — how  to  in¬ 
culcate  in  ministers  a  life-long  sense  of 
the  need  of  continuing  education  and 
how  to  make  such  an  educational  proc¬ 
ess  more  palatable  and  effective. 

They  came  up  with  no  pat  answers, 
but  an  observer  at  the  meeting  came 
away  with  the  conviction  that  every 
participant  in  the  consultation  intend¬ 
ed  to  go  back  to  his  campus  and  help 
his  theological  faculty  colleagues  to 
share  in  planning  for  better  use  of 
emerging  new  patterns  of  continuing 
education. 

Traditionally,  The  Methodist  Church 
has  provided  such  aids  as  pastors’  sum¬ 
mer  schools  and  convocations  to  help 
her  clergy  continue  their  education  be¬ 
yond  ordination.  But  supplementing 
these  time-honored  methods,  new  forms 
of  continuing  education  are  emerging 
and  are  making  a  difference  in  the  lives 
of  hard-pressed  pastors. 

These  newer  methods  move  in  both 
directions — the  return  of  ministers  to 
do  in-residence  study  at  the  seminary 
and  off-campus  extension  projects  with 
teams  of  professors  "taking  the  semi¬ 
nary”  to  men  in  the  field.  These  include 
clinics,  workshops,  seminars,  and  other 
programs  of  advanced  professional 
studies. 

Dr.  Connolly  C.  Gamble,  Jr.,  of 
Union  Theological  Seminary,  Rich¬ 
mond,  Va.,  called  for  all  clergymen  to 
develop  well-defined  study  programs 
and  not  merely  occasional  educational 
contacts. 
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WASHINGTON,  D.  C.  —  Some 
1,000  laymen  from  nine  denominations 
are  expected  to  participate  March  18 
in  the  first  city-wide  conference  for 
Christian  laymen  to  discuss  the  Consul¬ 
tation  on  Church  Union.  The  invita¬ 
tional  session  at  Washington  Cathe¬ 
dral  (Episcopal)  will  consider  the  mer¬ 
its  of  religious  unity  in  general,  as 
well  as  the  Consultation’s  proposed 
plan.  Methodist  representative  on  the 
committee  planning  the  conference  is 
Dr.  Lyle  W.  Ashby,  education  execu¬ 
tive,  former  member  of  the  Methodist 
Television,  Radio  and  Film  Commis¬ 
sion  and  member  of  Metropolitan  Me¬ 
morial  Methodist  Church. 


Youth  leaders  for  the  February  24- 
25  City-Wide  Youth  Revival  in  Baton 
Rouge  included:  (Seated)  Lucy  Mc¬ 
Cord,  general  chairman;  (Standing) 
Tom  Lancaster  and  David  Nesser, 
publicity  chairmen. 


LAY  SPEAKING  SCHOOL 

A  training  school  for  lay  speakers 
of  the  Alexandria  District  will  be  held 
at  First  Church,  Natchitoches,  for  six 
Tuesdays  beginning  March  7  at  7:00 
p.m.  The  school  will  run  through  April 
18,  with  March  21  being  skipped,  since 
it  will  be  during  Holy  Week. 

The  instructor  for  the  course  will 
be  Dr.  Charles  E.  Palmer,  professor  of 
special  education  at  Northwestern  State 
College  in  Natchitoches.  He  is  national¬ 
ly  known  as  an  author  and  lecturer  and 
holds  four  degrees,  including  the  Bache¬ 
lor  of  Divinity. 

Men  and  women  who  want  to  quali¬ 
fy  as  lay  speakers,  or  who  have  already 
qualified,  are  urged  to  attend  this 
school.  It  also  will  furnish  the  needed 
training  for  those  who  wish  to  have 
their  lay  speakers  certificates  renewed. 

The  registration  fee  will  be  $6  and 
should  be  sent  to  Earl  Breedlove,  Route 
2,  Box  358,  Natchitoches.  Each  person 
enrolled  will  be  required  to  read  four 
books,  two  of  which  should  be  read 
before  the  first  session. 
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WASHINGTON,  D.  C.— Grants  by 
the  National  Science  Foundation  to  en¬ 
able  full-time  graduate  study  by  more 
than  5,000  students  in  1967-68  have 
been  made  to  206  schools,  including 
nine  Methodist-related.  They  are  Uni¬ 
versity  of  the  Pacific,  University  of 
Denver,  American  University,  Emory 
University,  Northwestern  University, 
Boston  University,  Syracuse  University, 
Duke  University,  Southern  Methodist 
University. 
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LITERATURE  EDITOR  NAMED 
NEW  YORK— Dr.  Blaise  Levai,  De- 
marest,  N.  J.,  a  former  editor  for  the 
American  Bible  Society,  has  joined  the 
staff  of  the  Joint  Commission  on  Ed¬ 
ucation  and  Cultivation  of  the  Method¬ 
ist  Board  of  Missions  as  an  editor  of 
literature. 

Since  I960  Dr.  Levai  has  served  on 
the  staff  of  the  American  Bible  So¬ 
ciety  in  New  York  City.  He  was  man- 
aging  editor  of  the  ABS  Record  and  in 
1965  was  appointed  church  relations 
secretary.  Dr.  Levai  spent  nearly  15 
years  in  Vellore,  South  India. 


A  group  of  young  people  from  First  and  Winbourne  Methodist  Churches  in  Baton 
Rouge  who  distributed  posters  advertising  the  Youth  Revival.  300  young  peo¬ 
ple  attended  the  first  evening.  Over  150  young  people  from  thirteen  Methodist 
churches  participated  in  the  Saturday  program,  in  addition  to  guests  from  Bap¬ 
tist,  Episcopal,  Presbyterian,  and  Jewish  congregations.  The  Rev.  Augie 
Aamodt,  minister  to  youth  at  First  Methodist  Church,  Shreveport,  was  the 
speaker. 


J.  W.  BOYDS  HONORED 

Members  of  the  Columbia  and  Heb¬ 
ert  Churches  honored  their  pastor  and 
his  wife,  the  Rev.  and  Mrs.  J.  W.  Boyd, 
on  their  silver  wedding  anniversary 
with  a  reception  in  the  social  room 
of  the  Columbia  Church  on  Wednes¬ 
day  night,  Feb.  8. 

Guests  were  received  by  the  couple 
and  their  daughter,  Janis  Boyd,  and 
their  son,  Billy  Boyd. 

An  engraved  silver  tray  from  mem¬ 
bers  of  the  twochurcheswas  presented 
to  the  honorees.  Background  music  was 
played  by  Annette  Warner,  who  also 
accompanied  Mrs.  Martha  Simons  in  a 
solo.  Elaborate  decorations  and  refresh¬ 
ments  were  in  keeping  with  the  theme. 


The  Rev.  and  Mrs.  J.  W.  Boyd  were 
presented  a  silver  tray  by  members  of  the 
Columbia  and  Hebert  Churches  on  their 
silver  wedding  anniversary. 


This  scene  is  from  the  Ely  si  an  Field 
WSCS  annual  "Red  Scissors  Luncheon." 
Coupons  collected  at  this  luncheon  are  sent 
to  St.  Mark’s  Community  Center  in  New  Or¬ 


leans  where  the  financial  proceeds  are  used 
to  finance  their  summer  day  camp  activities. 
Mrs.  Julius  Corkern,  secretary  of  supply 
work,  planned  the  luncheon. 
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This  refugee  family  needs  your  help 


Doctor  attending  child 


— MCOR  Photo 


They  live  in  Vietnam. 

The  father  is  fighting  in  the  war. 

They  were  driven  from  their 
home. 

They  are  only  a  small  part  of 
more  than  a  million  refugees  in 
Vietnam. 

There  is  only  one  doctor  for 
every  70,000  people  in  Vietnam. 
Most  are  away  at  war. 

The  Methodist  Committee  for 
Overseas  Relief  (MCOR)  is  help¬ 
ing  by  sending  doctors,  nurses, 
and  medicines. 


Starting  outpost  schools  is  one  of 
the  thrusts  of  the  church  extension 
phase  of  The  Methodist  Church’s  1964- 
68  Quadrennial  Program,  "One  Wit¬ 
ness  in  One  VCorld.  Through  the  lead¬ 
ership  of  the  Division  of  the  Local 
Church  of  the  Methodist  Board  of  Ed¬ 
ucation,  outpost  church  schools  have 
been  started  in  America  in  such  unlike¬ 
ly  places  as  nursing  homes,  fire  sta¬ 
tions  and  converted  school  buses. 

Evidence  that  Methodists  overseas 
also  are  taking  seriously  the  extension 
of  the  church  through  establishing  out¬ 
posts  church  schools  comes  from  Rho¬ 
desia.  The  Rev.  Milton  Kalso  (Amer¬ 
ican  home:  Mount  Vernon,  Wash.), 
Methodist  missionary,  tells  of  the 
church  school  outreach  program  around 
the  Nyadiri  Methodist  Center: 

“Every  Sunday  some  of  the  students 
in  Nyadiri’s  teacher-training  school  tell 
the  story  of  Jesus  to  children  in  this 
vicinity.  Actually,  this  is  called  the 
Nyadiri  June  Sunday  School  Extension 


More  people  are  needed — doctors, 
nurses,  social  workers,  agricul¬ 
tural  workers,  home  economists, 
others.  Maybe  you  can  go  for  one 
year.  Or  two. 

Money  is  also  needed.  You  can 
help  this  family  rebuild  its  life. 

Send  your  gifts  designated 
MCOR-Vietnam  to  your  Confer¬ 
ence  Treasurer. 

Send  inquiries  about  service  in 
Vietnam  to 

The  Methodist  Committee 
for  Overseas  Relief 
475  Riverside  Drive  — 

Room  406 

New  York,  New  York  10027 


Program.  Student  teachers  hold  Sun¬ 
day  school  classes  at  15  different  sta¬ 
tions — some  of  them  on,  or  within 
walking  distance  of,  the  mission  center, 
but  some  are  as  far  as  eight  miles  away 
and  are  reached  by  bicycle.  Classes  are 
held  for  three  different  age  groups  at 
each  station. 

"The  program  was  started  in  1957 
by  a  missionary,  but  now  it  is  operated 
by  an  African  teacher,  Mr.  Stowell 
Ndoro.  Perhaps  it  should  be  explained 
that  the  term,  'station,'  in  this  case 
merely  means  a  meeting  place  under 
or  near  some  trees  in  the  open  air, 
for  this  is  where  most  of  the  classes 
are  held.  I  have  visited  these  stations 
with  Mr.  Ndoro,  and  am  convinced 
that  this  is  one  of  the  most  significant 
activities  going  on  at  our  mission  cen- 
ter.  Not  only  does  it  provide  good 
training  for  students  and  a  good  op¬ 
portunity  for  them  to  witness  to  their 
faith  in  Christ;  it  also  enables  many 
children  to  hear  the  Gospel. 


Healing  on  wheels 

by  Lenna  Belle  Robinson 

(Editor’s  Note:  This  glimpse  of  a 
mobile  clinic  at  work  in  the  rural 
areas  of  Korea  is  written  by  a 
Methodist  missionary  nurse  and 
laboratory  technologist.  Miss  Rob¬ 
inson  has  served  in  Korea  since 
1963.  Her  American  home  is  Ken¬ 
edy,  Texas.) 


My  pet  project  since  January  1966 
is  the  mobile  clinic.  Come,  join  our 
Inchon  Christian  Mobile  Clinic  and  ride 
with  us  along  the  highways  of  Korea 
on  a  beautiful  summer  day.  We  will 
enjoy  the  scenes  along  the  way:  the 
mountains  I  so  dearly  love  towering 
into  the  blue  sky  overhead;  the  sun- 
splashed,  picturesque,  thatched  roofs 
tucked  away  in  the  valleys;  along  the 
mountainside  huge  giant  steps  green 
with  vegetables,  and  in  the  valleys  a 
crazy,  patchwork  quilt  of  green  rice 
paddies. 

We  climb  a  small  road  that  looks 
no  bigger  than  a  footpath  to  a  lovely 
church  and  heartbreak.  We  have  seen 
4,810  patients  in  only  six  months.  Most 
are  undernourished;  some  have  measles 
complicated  by  pneumonia.  A  small  boy 
is  so  swollen  with  edema  that  he  can¬ 
not  open  his  eyes.  A  young  mother 
has  cancer  of  the  breast  and  tubercu- 


They  live  in  Vietnam. 

Their  father  was  killed  in  the 
war. 

They  are  only  three  of  more 
than  a  million  refugees  in  Viet¬ 
nam. 

The  Methodist  Committee  for 
Overseas  Relief  (MCOR)  is  help-, 
ing  by  sending  food,  clothing, 
medicine,  but  most  of  all,  people. 

People  are  needed.  People  who 
will  help  refugees  learn  how  to 
plant  seeds,  bake  bread,  and  plan 
for  tomorrow. 


losis.  A  four-year-old  baby  has  tuber¬ 
culosis  of  the  pelvis.  A  young  girl  has 
tuberculosis  of  the  spine.  A  14-year- 
old  boy  has  osteomyelitis  of  the  ankle. 
A  young  girl  with  a  harelip.  There  are 
so  much  tuberculosis,  colds  and  body 
sores. 

We  asked  the  people  why  they  did 
not  come  to  the  hospital  sooner;  the 
answer  was  lack  of  money.  But  you, 
our  Christian  friends  in  America, 
helped  with  your  money.  You  gave  a 
new  life  to  the  young  girl  with  the 
harelip;  you  saved  the  leg  of  the  young 
boy,  and  helped  many  others.  But  it’s 
too  late  for  the  baby  with  T.B.  of 
the  hip.  He  has  had  it  for  three  years 
and  not  much  more  can  be  done  now; 
but  we  will  do  what  we  can. 

We  need  more  mobile  health  units 
to  find  the  ones  who  will  not  come  to 
the  hospital.  One  of  the  pastors  said 
he  had  three  converts  after  our  trip. 
I  took  to  the  hospital  a  young  girl 
who  had  part  of  her  nose  destroyed  by 
a  bombing  in  Korea  during  the  war.  It 
was  a  miracle  she  wasn't  killed.  The 
doctor  said  he  could  give  her  a  nose 
with  surgery,  and  she  is  so  happy. 

We  need  more  workers  and  mobile 
units  to  help  these  people.  When  we 
travel  the  highways  seeing  God’s  beau¬ 
ty,  we  can  say,  "I  know  why  I  am 
living — for  fellowship,  for  service  and 
for  God.” 

t 


People  —  Agricultural  workers, 
home  economists,  doctors,  nurses, 
social  workers.  Maybe  you  can 
go  for  one  year.  Or  two. 

Money  is  also  needed.  If  you  can’t 
go,  your  money  will  help  send 
someone  else. 

Send  your  gifts  designated 
MCOR-Vietnam  to  your  Confer¬ 
ence  Treasurer. 

Send  inquiries  about  service  to 
Vietnam  to 

The  Methodist  Committee 
for  Overseas  Relief 
475  Riverside  Drive  — 
Room  406 

New  York,  New  York  10027 
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Dr.  S.  W.  Williams 

Dr.  Samuel  W.  Williams,  Batesville, 
Ark.  professor  of  mathematics  at  Ark¬ 
ansas  College  for  39  years  before  his 
retirement  in  1963,  died  February  14 
at  the  age  of  88. 

A  native  of  Owensboro,  Ky.,  Dr. 
Williams  attended  Vanderbilt  Univer¬ 
sity  and  George  Peabody  College.  He 
was  educated  as  an  engineer  but  turned 
to  teaching  because  of  the  depression 
and  the  lack  of  demand  for  engineers. 

He  first  taught  school  at  Reelfoot 
Lake,  Tenn.  in  1902,  and  later  at  Mc- 
Ferrin  School  for  Boys  at  Martin,  Tenn. 
He  also  taught  at  Gallatin  and  Spring- 
field,  Tenn. 

At  Arkansas  College  he  also  taught 
Greek  and  served  as  acting  president 
on  two  occasions.  He  was  dean  for  17 
years.  He  was  a  member  of  First  Meth¬ 
odist  Church,  Batesville,  and  served  as 
a  member  of  the  Official  Board. 

He  was  a  charter  member  of  the 
Batesville  Kiwanis  Club  and  in  1957 
received  the  Kiwanis  Citizenship 
Award.  He  had  been  a  member  of  the 
Quinq  Club  for  more  than  50  years 
since  his  graduation  from  Vanderbilt. 

Last  year  the  gymnasium  at  Arkansas 
College  was  named  Williams  Gym  in 
his  honor. 

Funeral  services  were  conducted  at 
First  Church,  Batesville,  with  the  Rev. 
Warren  D.  Golden  officiating. 

Survivors  include  his  wife,  Mrs. 
Maude  Simpson  Williams,  one  son,  Dr. 
Franklin  Williams  of  Batesville;  a  sis¬ 
ter,  Mrs.  George  Brown  of  Gallatin, 
Tenn.,  and  two  grandsons. 
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Mrs.  C.  E.  Gray 

Mrs.  Olive  Mabel  Gray,  widow  of 
the  late  Rev.  Charles  Edgar  Gray,  died 
January  13  in  a  Fort  Smith  hospital. 
Mrs.  Gray  was  born  the  daughter  of 
Mr.  and  Mrs.  Alfred  M.  Forbus,  Ozark, 
in  1877.  In  1898  she  was  married  to 
C.  E.  Gray. 


Mr.  Gray  was  admitted  on  trial  to 
the  North  Arkansas  Conference  in  the 
fall  of  1907  and  received  his  Deacons 
Orders  in  1910  and  his  Elders  Orders 
in  1914. 

At  the  time  of  her  death  Mrs.  Gray 
was  living  with  her  daughter,  Mrs. 
Earl  W.  (Myrtle)  Bond,  Charleston, 
Ark.  Other  survivors  include:  one  sis¬ 
ter,  Mrs.  Laura  Cline,  Ocean  Park, 
Calif.,  six  grandchildren  and  nine  great- 
children. 

Mrs.  Gray  began  her  faithful  years 
as  a  parsonage  companion  when  Mr. 
Gray  was  assigned  to  his  first  pastorate 
in  London,  Ark.  Then  followed  pastor¬ 
ates  at  Ola,  Mulberry,  Charleston, 
Swifton,  Pocahontas,  Rector,  Holly 
Grove,  Harrisburg,  Lepanto,  Imboden, 
Marshall,  Quitman,  Marmaduke  and 
Stanford.  After  45  years  in  the  itiner¬ 
ate  ministry  they  retired  to  Rector  in 
1953.  Following  her  husband’s  death 
in  1956,  Mrs.  Gray  moved  to  Charles¬ 
ton  where  she  remained  active  in  the 
First  Methodist  Church  until  the  time 
of  her  death. 

Funeral  services  were  conducted  at 
Charleston  with  the  Rev.  Frank  Clem¬ 
mons,  pastor,  the  Rev.  Howard  Wil¬ 
liams,  district  superintendent,  and  the 
Rev.  Douglas  Cheatam,  pastor  of  the 
First  Baptist  Church,  officiating.  Burial 
service  was  at  Woodlawn  Heights  Cem¬ 
etery,  Rector,  with  Rev.  Wesley  Stall- 
cup  officiating. 
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Mrs.  John  Womack 

Mrs.  Sallie  Elizabeth  Womack  was 
born  at  Mineral  Springs,  Ark.,  Dec.  13. 
1874,  and  died  Feb.  14th. 

While  still  a  small  girl  she  moved 
with  her  parents  to  Centerton,  where 
she  married  John  A.  Womack  in  1903. 
When  her  husband  retired  from  the 
active  ministry  in  1950  they  moved  to 
Jonesboro  where  they  attended  Hunt¬ 
ington  Avenue  Methodist  Church  until 
Mr.  Womack’s  death  in  1956.  Since 
that  time  she  had  lived  in  Little  Rock 
with  a  son  and  family. 

Mrs.  Womack  served  with  her  hus¬ 
band  in  the  following  churches  in  the 
North  Arkansas  Conference:  Leslie, 
Harrison,  Russellville,  Forest  City,  Cen¬ 
tral  Church  in  Fayetteville,  Fayetteville 


Little  Rock’s  Favorite  Eating  Place 
"QUALITY  FOOD  AT  POPULAR  PRICES" 

Stop  in  and  enjoy  our  ex¬ 
cellent  variety  of  delicious 
foods  —  at  reasonable 
prices. 

LIDO 

CAFETERIA 

Little  Rock,  Arkansas 
615  MAIN  STREET 
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Town  House  Motel  and  Restaurant 


Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 


District,  Rogers,  Dardanelle,  First 
Church  in  Van  Buren,  and  Marked 
Tree. 

She  loved  people  and  made  a  multi¬ 
tude  of  friends  throughout  the  con¬ 
ference.  To  her  family  she  left  a  heri¬ 
tage  of  Christian  motherhood.  To  those 
whom  she  and  her  husband  ministered, 
she  was  a  faithful  friend  and  a  trusted 
counselor. 

Dr.  R.  E.  L.  Bearden  officiated  at 
the  funeral  service  in  Huntington  Ave¬ 
nue  Methodist  Church,  Jonesboro. 

Survivors  include:  three  sons,  the 
Rev.  Charles  P.  Womack,  Elizabeth 
City;  John  G.  Womack,  Little  Rock; 
Joe  C.  Womack,  Van  Buren;  four 
grandsons,  and  two  great-granddaug- 
ters. 
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James  Ira  Jones, 

Retired  Missionary  Dies 

The  Rev.  James  Ira  Jones,  a  retired 
missionary  who  served  for  10  years  in 
Japan,  died  recently  at  his  home  in 
Lima,  Ohio,  at  the  age  of  81. 

Appointed  to  Japan  in  1909  and  sta¬ 
tioned  at  Maebara,  Fukuoka,  Mr.  Jones 
worked  among  villagers,  organizing 
groups  of  Christians  and  holding  ser¬ 
vices  in  a  rented  building. 

Mr.  Jones  returned  to  the  United 
States  in  1919  because  of  ill  health  and 
was  later  appointed  to  the  Methodist 
church  in  Sheridan,  Ind.  There,  with 
500  members  who  faced  a  $30,000  debt, 
he  organized  a  group  of  tithers,  and 
later  a  Sheridan  Memorial  Church  was 
built  at  Maebara,  at  the  place  where 
Mr.  Jones  began  his  work  in  the  mis¬ 
sion  field.  A  few  years  later,  two  mis¬ 


sionaries  were  sent  to  Japan  from  the 
Indian  church. 

•Born  in  Brooks,  Ga.,  Mr.  Jones  joined 
the  Methodist  Episcopal  Church  at  10. 
He  received  his  Bachelor  of  Arts  de¬ 
gree  from  Asbury  College,  Wilmore, 
Ky.,  and  his  Master’s  degree  from  Ohio 
Wesleyan  University.  He  did  evangel¬ 
istic  work  at  the  Inman  Circuit  in 
Georgia  and  taught  at  Woodbury  and 
Brooks  public  schools.  He  is  survived  by 
his  wife  and  two  children. 

DR.  LESLIE  E.  COOKE 

Dr.  Leslie  E.  Cooke,  58,  associate 
general  secretary  of  the  World  Coun¬ 
cil  of  Churches,  died  February  22,  at 
Neurological  Institute  of  the  Columbia- 
Presbyterian  Medical  Center  here,  of 
complications  following  surgery  for  a 
brain  tumor  last  fall. 

A  British  subject,  Dr.  Cooke,  directed 
the  World  Council's  largest  operation, 
the  Division  of  Inter-Church  Aid,  Ref¬ 
ugee  and  World  Service,  from  its  head¬ 
quarters  in  Geneva,  Switzerland.  He 
was  stricken  in  New  York  during  his 
annual  fall  meeting  here  to  discuss  the 
assistance  of  U.S.  churches  to  relief 
work  around  the  world.  He  entered 
Neurological  Institute  October  28,  and 
underwent  brain  surgery  in  early  No¬ 
vember.  Additional  surgery  was  per¬ 
formed  in  January  to  alleviate  compli¬ 
cations  from  which  he  did  not  recover. 

Dr.  Cooke  is  survived  by  his  widow, 
the  former  Gladys  Evelyn  Burrows,  and 
a  brother  Robert.  Simultaneous  memor¬ 
ial  services  will  be  held  in  New  York 
and  Geneva  on  March  1. 


LIKE  SWEET  ONIONS? 

NEW  BLUE  RIBBON  ASSORTMENT 
600  sweet  onion  plants  with  free 
planting  guide  $3  postpaid  fresh 
from: 

TEXAS  ONION  PLANT  COMPANY 
"Home  of  the  Sweet  Onion” 
Farmersvi lie,  Texas  75031 


SC  p t  person.  2  la  a  room  provide* 
twia-bodded  room  at  0-75  par  day. 
par  penoa;  4  Thermal  lath*  for  $I3.SS 
a  ad  SI. TO  for  mite.— *42  (Sia?le  *55) 

Take  the  world-famous,  radioactive  thermal  baths  of  Hot  Springs  with  new 
Whirlpool  in  the  Majestic  and  banish  all  your  aches  and  pains  due  to  tension 
and  fatigue  . . .  relieve  arthritis,  rheumatism  and  high  blood  pressure. 

Swim  in  our  beautiful,  temperature-controlled  pools  . . .  golf  at  our  nearby 
Country  Club.  Fishing  and  all  water  sports  at  lakes  Ouachita,  Hamilton  and 
Catherine.  Recreational  Lodge  on  nearby  Lake  Hamilton  for  the 
exclusive  use  of  Majestic  guests.  _  -  ^ 

Our  own  Social  Hostess.  ™“  “  * 
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The  Rev.  John  Kilpatrick,  Al¬ 
exandria  District  superinten¬ 
dent,  presented  the  program  at 
Vidalia  Methodist  Church  re¬ 
cently  when  the  Methodist 
Men's  Club  entertained  at  "La¬ 
dies’  Night."  Herbert  DePriest 
(right)  is  president  of  the  club; 
the  Rev.  William  0.  Simmons 
is  pastor. 


God  and  Country  awards  were 
presented  at  Shreveport's 
Broadmoor  Methodist  Church 
February  26th.  Recipients 
were:  (left  to  right)  Lee  Maur- 
oner,  Martin  Sidney  Young,  and 
James  Richard  Cash.  Raymon 
Owens,  executive  Scout  direc¬ 
tor  and  the  Rev.  Robert  B. 
Crichlow,  pastor,  shared  in  the 
presentation  ceremony. 


Memorial  Hall,  First  Methodist  Church,  Crowley,  took  on 
the  appearance  of  a  French  Cafe  recently  when  the  Adult 
Church  School  classes  met  for  a  covered  dish  supper. 
Decorating  committee  at  top  includes:  Mrs.  Fred  Miller, 
Mrs.  Blanchard  Johnson,  Mrs.  George  Hoffpauir,  Mrs.  Stan¬ 
ley  Hoffpauir,  Mrs.  Renus  Hebert  and  Frank  Morgan.  The 
Rev.  W.  D.  Boddie  is  pastor. 


Claiborne  Methodist  Church  was 
the  scene  for  an  annual  Valen¬ 
tine  Sweetheart  Banquet.  Pam 
Wilkinson  and  Mike  Fleming 
are  seated  beside  Queen  Dean- 
ie  Hargrove  and  King  David 
Shiel.  The  Rev.  E.  W.  Sandel 
is  pastor. 


Fellowship  Methodist  Church,  Hineston,  entertained  its  new  members  with  a 
fellowship  supper  recently.  The  above  picture  shows  those  honored.  The  Rev. 
Ed  0.  Pickens  is  pastor  of  the  Glenmora-Forest  Hill-Fellowship  Charge. 


1966  and  '67  Queens  and  Princesses  are  shown  at  annual  Youth  Valentine  Ban¬ 
quet  in  Trinity  Methodist  Church,  Alexandria.  They  are  left  to  right:  Katherine 
Shirley,  '66  senior  high  Queen;  Linda  Hines,  '67  Queen;  Candy  Converse,  '67 
junior  high  Princess;  Susan  Converse,  '66  Princess.  The  Rev.  Byrl  Moreland 
is  pastor;  Eddie  Dezendorf  is  youth  director. 
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Mt.  Sequoyah 
summer  schedule 
announced 
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OKLAHOMA  '  CITY,  Okla.  —  A 
workshop  April  10-15  on  The  Method¬ 
ist  Church’s  ministry  in  relation  to 
leisure  time  will  open  the  1967  season 
at  the  South  Central  Jurisdiction’s 
Western  Methodist  Assembly  on  Mt. 
Sequoyah  at  Fayetteville,  Ark. 

According  to  a  schedule  released 
here  by  Dr.  Virgil  D.  Morris,  jurisdic¬ 
tion  executive  secretary,  the  Mt.  Se¬ 
quoyah  season  will  continue  through 
late  August  with  a  total  of  16  different 
events. 

"This  summer’s  projects  at  Mt.  Se¬ 
quoyah  provide  the  most  exciting  and 
comprehensive  program  of  leadership 
training  to  be  provided  the  South  Cen¬ 
tral  Jurisdiction  since  I  have  been  the 
executive  secretary,”  Dr.  Morris  said, 
"and  I  am  expecting  our  largest  at¬ 
tendance  ever.” 

Visitors  to  the  grounds  this  year  will 
find  that  the  auditorium  has  been  com¬ 
pletely  enclosed  and  air-conditioned  and 
two  class  rooms  have  been  added.  Other 
improvements  include  air-conditioning 
of  several  other  buildings. 

The  1967  Willson  Lectures  will  be 
given  during  the  Christian  social  con¬ 
cerns  briefing  conference  July  21-23  by 
Dr.  Paul  Deats,  Jr.,  of  Boston  Univer¬ 
sity  School  of  Theology  on  the  theme 
"Mission  and  Ministry  in  a  Revolution¬ 
ary  World.” 

The  workshop  on  leisure  opening 
the  season  is  sponsored  by  jurisdictional 
and  annual  conference  boards  of  edu¬ 
cation  in  the  south  central  region  in 
cooperation  with  the  Division  of  the 
Local  Church  of  the  General  Board  of 
Education.  It  i^  designed  to  stimulate 
interest  and  insight  into  the  use  of 
leisure  and  recreation  as  a  means  of 
growth  and  to  give  practical  guidance 
and  training  to  local  church  leaders 
in  the  field  of  fellowship  and  recrea¬ 
tion. 

A  lay  activities  workshop  July  1-3 
will  emphasize  both  spiritual  renewal 
and  lay  involvement  in  the  specific  con¬ 
cerns  of  the  South  Central  Jurisdiction, 
Dr.  Morris  said.  Leaders  will  include 
Bishop  Paul  E.  Martin,  Houston,  Tex¬ 
as,  R.  H.  (Red)  Bond,  Dyersburg, 
Tenn.,  Dr.  Alsie  H.  Carleton,  Dallas, 
Texas,  and  Dr.  Morris. 

A  seminar  on  developing  leaders  for 
the  church’s  ministry  during  the  next 
ten  years  will  be  featured  during  the 
second  week  of  the  leadership  training 
school  July  17-21.  Dr.  Morris  says  this 


DALLAS  —  Dr.  Carl  E.  Keightley, 
Dallas,  editor  of  The  Texas  Methodist, 
will  be  named  director  of  communica¬ 
tions  of  the  General  Board  of  Evan¬ 
gelism  of  The  Methodist  Church,  ef¬ 
fective  June  1. 

This  announcement  was  made  March 
10  by  Methodist 
Bishop  W.  Kenneth 
Pope,  Dallas,  who 
said  he  would  make 
the  appointment  of 
Dr.  Keightley  at 
the  May  session  of 
the  North  Texas 
Methodist  Annual 
Conference. 

Bishop  Pope  said 
the  appointment  is 
being  made  at  the  request  of  Dr.  Ker- 
mit  Long,  general  secretary  of  the  Gen¬ 
eral  Board  o  fEvangelism,  which  has 
its  headquarters  in  Nashville,  Tenn. 

In  his  new  position  in  Nashville, 
Dr.  Keightley  will  be  developing  a  new 
Board  of  Evangelism  department 
charged  with  in-the-church  and  outside* 
the-church  communications  through 
both  printed  and  electronic  media. 

In  announcing  Dr.  Keightley  s  leav¬ 
ing,  Bishop  Pope  praised  him  for  his 
"outstanding  service  in  every  way.” 

Dr.  Keightley  has  been  editor  of  The 


Texas  Methodist  since  1959.  While 
editing  the  paper,  he  also  has  served 
as  a  Methodist  Information  representa¬ 
tive.  Currently  he  is  national  president 
of  the  Methodist  Press  Association. 

Dr.  Keightley  will  continue  to  be  a 
member  of  the  North  Texas  Confer¬ 
ence,  in  which  he  has  held  membership 
since  1948  when  he  became  associate 
pastor  of  Highland  Park  Methodist 
Church,  Dallas. 

Previously  he  had  been  a  teacher  of 
New  Testament  at  Hendrix  College, 
Conway,  Ark.,  and  minister  to  students 
at  First  Methodist  Church  there. 


Dr.  Keightley’s  other  Texas  appoint¬ 
ments  included  being  pastor  of  Uni¬ 
versity  (formerly  Grace)  Methodist 
Church,  Wichita  Falls,  and  First  Meth¬ 
odist  Church,  Irving,  where  he  served 
before  being  named  editor  of  The 
Texas  Methodist. 

He  has  a  bachelor  of  arts  degree 
from  Hendrix  College,  bachelor  of  di¬ 
vinity  from  Garrett  Biblical  Institute 
(now  Garrett  Theological  Seminary), 
and  master  of  arts  from  Northwestern 
University.  In  1961,  Texas  Wesleyan 
College  awarded  him  an  honorary  doc¬ 
tor  of  divinity  degree. 

Dr.  and  Mrs.  Keightley  have  two 
daughters. 


More  than  450  persons  attended  the 
annual  banquet  of  the  Greater  New 
Orleans  Federation  of  Churches  and 
hear  Dr.  Martin  Niemoeller,  outstand¬ 
ing  German  Protestant  leader  and  one 
of  the  vice  presidents  of  the  World 
Council  of  Churches.  Dr.  Niemoeller 
spoke  on  "The  Future  of  the  Church 
in  a  Divided  Germany”  at  the  meeting 
which  was  held  at  Trinity  Episcopal 
Church  on  March  4. 

Mayor  Schiro  presented  Dr.  Niemoel¬ 
ler  with  honorary  citizenship  and  the 
key  to  the  City  of  New  Orleans. 

Bishop  AubreygG.g'^alJjpn)  installed 
the  officers  of  the  feemration  for  the 
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F.  Bowen,  presi^,^t*36bCMi?th  Wom¬ 
en  United,  second  vice  president;  the 
Rev.  Don  Alverson,  Napoleon  Avenue 
Methodist,  and  the  Rev.  Bobby  Wayne 
Cook,  Jefferson  Christian,  third  vice 
presidents;  Milton  H.  Van  Manen, 
treasurer;  and  Elmer  D.  Flanders  ancf 
M.  Hepburn  Many,  chancellors. 
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Chaplain  from 
Louisiana  honored 


(Continued  on  page  4) 
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March  11,  1967 

Dear  Louisiana  Methodists: 

Mrs .  Walton  and  I  are  glad  to  be  home.  It  has  required  a  little  time,  but  we 
are  back  on  schedule  now.  Yesterday  and  last  evening  I  attended  five  meetings 
at  First  Church,  Alexandria.  At  9  a. m.  the  Program  Committee  of  the  Area 
Council  met.  From  ten  o'clock  until  noon  we  were  in  a  meeting  of  the  Executive 
Committee  of  the  Council .  The  Area  Council  convened  in  a  session  at  the  lunch 
hour  which  lasted  until  5  p.m.  From  five  until  eight  o’clock,  with  time  out  for 
dinner,  the  Agenda  Committee  of  the  Annual  Conference  was  in  a  meeting.  From 
eight  until  ten  o'clock  the  Cabinet  was  in  session.  A  full  day  but  a  very  produc¬ 
tive  one.  It  appears  that  the  work  of  the  church  in  the  Louisiana  Conference  is 
moving  forward  in  a  fine  manner.  Reports  from  all  areas  of  the  program  are 
encouraging. 

Next  week  promises  to  be  a  busy  and  interesting  one .  We  will  be  attending 
the  Jones  Lectures  at  Rayne  Memorial  Church  with  Bishop  Richard  C.  Raines  as 
speaker  on  Sunday,  Monday  and  Tuesday.  The  annual  meeting  of  the  Television, 
Radio  and  Film  Commission  of  The  Methodist  Church  will  be  in  session  in  New 
Orleans  on  Wednesday  and  Thursday.  The  Board  of  Trustees  of  Dillard  Univer¬ 
sity  will  meet  on  Friday  and  Saturday.  On  Sunday  evening,  March  19,  lam  sche¬ 
duled  to  show  pictures  of  our  recent  trip  to  India  at  Ingleside  Church  in  Baton 
Rouge .  I  am  looking  forward  to  all  eight  days . 

Mrs  .  Walton  and  I  regret  very  much  that  we  must  miss  the  annual  meeting  of 
the  Conference  Woman’s  Society  of  Christian  Service  which  will  be  held  in  Lake 


(Continued  on  page  4) 


The  Rev.  Thomas  M.  Babington  III, 
Protestant  Chaplain  of  the  Veterans 
Administration  Hospital  in  Brooklyn, 
New  York,  has  received  certification  as 
a  "Professional  Hospital  Chaplain”  by 
the  American  Protestant  Hospital  As¬ 
sociation. 

Mr.  Babington,  an  ordained  Elder  in 
full  connection  in  the  Louisiana  Con¬ 
ference  of  the  Methodist  Church,  served 
in  the  United  States  Coast  Guard  dur¬ 
ing  the  Korean  War.  In  1956,  he  re¬ 
ceived  the  B.S.  degree  with  honors  from 
the  University  of  Southern  Miss.,  and 
in  August,  1959  the  B.D.  degree  with 
honors  from  Southern  Methodist  Uni¬ 
versity. 

In  September  of  the  same  year,  Mr. 
Babington  was  appointed  Wesley  Foun¬ 
dation  director  and  Methodist  Chaplain 
at  Louisiana  State  University;  in  June 
of  1961,  he  was  assigned  the  task  of 
starting  a  new  Methodist  Church  (later 
named  ..-St.  John’s)  in  Baton  Rouge,  La. 

From  June  1,  1965  through  Septem¬ 
ber!  30,  1966,  Mr.  Babington  was  in 
training  as  a  Chaplain  Resident  at  the 
Hartford.  Hosptal,  Hartford,  Conn. 
.  (Continued  on  page  4) 
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TRIUMPHANT  OVER  WHAT? 

THE  TRIUMPHAL  march  of  Jesus  into  the 
city  of  Jerusalem  represented  the  climactic 
ending  to  a  journey  full  of  meaning,  and  yet 
it  seems  difficult  for  us  to  discover  just  where  the 
triumph  lay.  Those  who  were  closest  to  him  con¬ 
tinued  to  be  baffled  by  his  insistence  that  he  must 
die,  and  yet  as  they  moved  along  with  him  in  this 
conviction  they  witnessed  the  transformation  that 
could  only  have  come  from  the  sense  of  a  great 
victory.  For  us  the  palms  do  not  seem  a  symbol  of 
very  much  that  was  meaningful,  and  yet  we  still 
feel  we  should  wave  them  symbolically  since  they 
meant  something  to  our  Lord. 

Even  the  humble  donkey  on  which  the  Master 
road  achieved  a  kind  of  immortality.  G.  K.  Ches¬ 
terton,  the  great  British  man  of  letters,  wrote  a 
poem  about  this  animal.  In  it  we  find  these  words: 
“Fools!  For  I  also  had  my  hour; 

One  far  fierce  hour  and  sweet; 

There  was  a  shout  about  my  ears, 

And  palms  before  my  feet.” 

However,  the  question  persists.  Over  what  was 
Jesus  triumphant?  It  was  not  over  Judaism — nor 
over  Rome — nor  over  selfish  men  like  Judas.  It 
seems  we  will  have  to  say  that  the  triumph  was 
three-fold: 


First,  he  won  a  victory  over  the  temptation  not 
to  go  to  Jerusalem.  We  sometimes  forget  this 
aspect  of  the  whole  experience,  but  let  us  not  be 
deceived.  Jesus  did  not  make  up  his  mind  to  take 
this  fateful  journey  without  a  struggle.  We  can¬ 
not  restrict  the  temptation  experience  of  our  Lord 
to  that  brief  forty  days  in  the  wilderness  just  after 
his  baptism.  If  we  are  to  affirm  that  he  was  not 
a  puppet  moving  in  answer  to  strings  pulled  by 
his  heavenly  father — and  we  must  take  this  posi¬ 
tion  if  his  agony  in  Gethsemane  and  elsewhere  is 
to  appear  real — then  we  must  see  with  what  great 
deliberation  he  faced  this  road. 

Dr.  Andrew  Sledd,  one  of  the  great  New  Testa- 
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'CAST  TWV  BURDEN 
UPON  THE  LORD,  AND 
HE  SHALL  SUSTAIN 


It  Makes  A  Big  Difference 


ment  scholars  who  taught  so  long  at  Candler 
School  of  Theology,  said:  “Jesus  passed  through 
the  greatest  crisis  of  his  life  when  he  decided  to 
carry  his  message  to  Jerusalem  regardless  of  the 
consequences.”  He  knew  there  were  men  there 
who  sought  his  life — that  there  were  posters  on 
the  walls  saying  “Thirty  pieces  of  silver  for  the 
Galilean.”  He  saw  clearly  that  his  spiritual  mes¬ 
sage  ran  counter  to  the  grain  of  the  entrenched 
religious  interests,  and  that  the  spiritual  leaders 
would  break  hiih  rather  than  be  broken  by  his 
attitudes  toward  orthodoxy. 

Then,  we  must  see  all  that  was  involved  in  his 
victory  over  the  temptation  to  become  a  king. 
Caught  up  in  the  crowd  of  pilgrims  on  their  way  to 
the  Passover,  it  took  only  a  rumor  that  he  was  the 
Messiah  to  light  a  fire  that  burned  fiercely  in  the 
hearts  of  those  who  dreamed  without  ceasing  of 
the  revenge  and  retribution  that  could  only  come 
to  them  through  the  enthroning  of  their  awaited 

Now,  we  cannot  take  that  temptation  lightly. 
There  must  have  be  en  propagandists  among  the 
multitude  who  talked  to  him  with  smoothe  tongues 
of  what  it  would  mean  for  the  people  if  he  would 
only  ascend  the  throne.  Yet,  in  the  midst  of  all 
this  pressure  he  had  the  consciousness  of  one  who 
marched  with  sealed  orders.  And  all  the  while  we 
must  confess  that  the  decision  was  in  Jesus’  own 
hands — or  else  the  triumph  is  a  hollow  one. 

Finally,  there  was  the  triumph  over  his  ene¬ 
mies.  This  is  the  kind  of  victory,  you  know,  that 
doesn’t  always  reveal  itself  in  the  obvious.  For 
those  who  walked  about  the  foot  of  Golgotha  with 
a  proud  swagger  saying,  “We’ve  put  an  end  to 
this  pretender,”  it  would  have  been  madness  to 
hear  one  tell  them  that  they  had  lost.  And  yet 
they  had— and  before  long  they  knew  that.  Al¬ 
though  surrounded  by  no  marching  legions,  his 
entrance  into  Jerusalem  was  the  beginning  of  the 
end  for  his  enemies — and  sill  the  time  they  thought 
they  were  winning. 

Dr.  Kenneth  Scott  Latourette  has  said:  “How 
maddening  to  both  the  Pharisees  and  the  Saducees 
was  Jesus’  attitude  of  authority.  He  would  not 
submit  himself  to  be  controlled  by  them,  but  chal¬ 
lenged  them,  and  for  a  time  appeared  to  have  pop¬ 
ular  support.”  Even  when  the  allusion  of  popular 
support  was  gone,  they  still  knew  a  sense  of  defeat 
and  a  doubt  about  just  what  had  hit  them. 

In  Shaw’s  SAINT  JOAN,  after  the  Chaplain 
of  Stombumber  claimed  to  have  been  saved  after 
seeing  Joan  suffer,  the  Bishop  of  Beauvois  asked 
him  this  strange  question,  which  we  might  assume 
is  directed  also  to  us  today:  “Must  then  a  Christ 
suffer  in  torment  in  every  age  to  save  those  who 
have  no  imagination?” 


the 

Editor's 
Comer 

RANDOM  THOUGHTS  FROM 
THE  EYE  OF  A  WHIRLWIND 

RANDOM  THOUGHTS:  the  dis¬ 
turbance  across  the  state  of  Arkansas 
the  week-end  of  March  5  following 
the  passage  of  a  "casino  gambling  bill” 
by  the  Arkansas  Legislature  can  only 
be  compared  to  a  whirlwind  .  .  .  some¬ 
where  the  "good  book”  says  that  the 
man  that  sows  the  wind  shall  "reap 
the  whirlwind.” 

Some  members  of  the  Legislature 
were  amazed  at  the  reaction.  Senator 
Q.  Byrum  Hurst  was  quoted  as  saying: 
"There  is  great  pressure  on  the  gov¬ 
ernor.  I  can’t  understand  where  it  is 
coming  from.”  Representative  Bethell 
said  he  knew  where  it  came  from  — 
Las  Vegas  .  .  .  We  just  wondered,  as 
we  watched  the  people  who  braved  a 
snowstorm  to  come  to  the  Capitol  on 
Monday  to  appeal  for  the  governor's 
veto,  how  much  each  preacher,  each 
church  lay  leader  and  chairman  of  the 
Boards  of  Deacons  received  from  Last 
Vegas  for  the  trip. 

To  us  the  only  thing  about  Senate 
Bill  391  that  made  any  sense  at  all 
was  the  name  given  the  group  of  per¬ 
sons  who  would  choose  the  four  favor¬ 
ed  spots  in  Hot  Springs  and  "control" 
the  gambling  there  —  they  were  to 
be  called  the  Crime  Commission. 

What  no  one  seems  to  have  even 
mentioned  in  public  is  the  fabulous 
power  that  would  have  been  placed  by 
this  bill  in  the  hands  of  the  Crime  Com¬ 
mission.  They  would  have  had  the  re¬ 
sponsibility  of  choosing  four  clubs  (out 
of  dozens  of  applications  we  feel  sure 
they  would  have  received)  to  receive 
the  favored  permission  for  casino 
gambling.  We  feel  it  would  be  a  con¬ 
servative  estimate  to  say  that  each  of 
the  four  clubs  could  gross  one  million 
dollars  a  month.  What  a  temptation 
to  put  in  the  hands  of  such  a  group 
.  .  .  and  we  assume,  from  what  we  have 
read  of  the  bill,  that  this  same  group 
would  have  such  a  power  to  hold  over 
these  four  clubs  that  there  would  al¬ 
ways  be  "negotiations”  underway  for 
the  revocation  of  one  permit  or  the 
granting  of  another.  It  would  be  a 
crime  to  put  such  power  in  the  hands 
of  any  group  of  human  beings. 
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Evangelism  team 
to  assist  among 
West  Coast  youth 

NASHVILLE,  Tenn.  —  Three  staff 
members  of  the  Methodist  General 
Board  of  Evangelism  here  will  be  in 
California  during  Holy  Week  to  assist 
California  Methodists  in  ministering  to 
youth  and  students  vacationing  at  beach 
resorts. 

The  Rev.  Joe  Hale  and  the  Rev. 
George  "Chuck”  Hunter  of  the  board  s 
Department  of  Evangelists  will  be  at 
Palm  Springs,  Calif,  March  19-23. 

The  Rev.  William  "Bill”  Peckham, 
the  board's  director  of  youth  and  stu¬ 
dent  evangelism,  will  be  at  San  Diego 
March  19-26. 

Staff  members  of  the  General  Board 
of  Evangelism  have  provided  leadership 
for  a  ministry  to  students  at  Daytona 
Beach,  Fla.,  during  Holy  Week  the  last 
four  years.  They  will  not  this  year, 
but  two  of  them  will  be  observing  activ¬ 
ities  at  several  East  Coast  resorts  with 
the  thought  of  planning  some  projects 
for  the  future.  The  two  are  the  Rev.  Ed 
Beck,  director  of  the  Department  of 
Evangelists,  and  the  Rev.  George  Morris 
also  of  that  department. 

In  Palm  Springs,  Calif.,  Mr.  Hale 
and  Mr.  Hunter  will  work  under  the 
leadership  of  the  Board  of  Evangelism 
of  the  Southern  California-Arizona  Con¬ 
ference  of  The  Methodist  Church.  They 
will  serve  with  a  group  of  about  20 
youth  and  six  adults  in  an  experimental 
program  of  "personal  confrontation  and 
dialogue  on  purposeful  meaning  in 
life.” 

One  of  the  specific  requests  of  the 
Palm  Springs  police  department,  it  was 
reported,  is  that  Mr.  Hale  and  Mr. 
Hunter  De  on  call  with  other  adults 
and  youth  in  counseling  those  released 
from  jail  each  morning. 

Mr.  Peckham,  in  San  Diego,  will  be 
the  guest  director  for  an  experimental 
beach  ministry.  Sponsored  by  the  San 
Diego  District  Methodist  Youth  Fel¬ 
lowship,  this  project  will  seek,  Mr. 
Peckham  said,  "to  establish  lines  of 
communication  and  witness  to  the  thou¬ 
sands  of  high  school  and  college  age 
surfers.” 

Thirty-two  young  people  from  the 
San  Diego  District  have  been  selected 
to  be  a  part  of  this  witness  team,  he 
said. 

He  related  further  that  the  witness 
team  will  spend  each  morning  in  train¬ 
ing  workshops  on  "the  meaning,  mes¬ 
sage,  and  methodology  of  contemporary 
evangelism."  In  the  afternoons,  the 
members  will  be  on  the  beaches  with 
the  other  young  people.  At  night,  they 
will  operate  a  coffee  house  to  which 
the  surfers  will  be  invited.  In  addition 
to  refreshments  and  "no  holds  barred” 
conversations,  the  film  "Parable”  will 
be  shown  twice  nightly. 

Supervisor  of  the  San  Diego  project 
will  be  the  Rev.  Noel  Davis,  associate 
pastor  of  Pacific  Beach  Methodist 
Church,  San  Diego. 

t 

The  test  of  a  good  church  bulletin, 
like  a  restaurant’s  menu,  is  whether  or 
not  the  establishment  can  deliver  what 
is  listed  in  the  contents. 


FORT  WORTH,  Texas  —  An  ecumenical  leadership  school  was  conducted  by 
these  churchmen  under  sponsorship  of  the  Fort  Worth  Area  Council  of  Churches. 
Seated  are:  Dr.  J.  Woodrow  Hearn,  the  Council’s  executive  director  (left);  and 
Dr.  E.  Dale  Dunlap  of  the  St.  Paul  School  of  Theology  (Methodist),  Kansas 
City,  Mo.,  who  served  as  chief  resource  person  for  the  leadership  program. 
Standing:  the  Rev.  Robert  L.  Robertson  of  Davis  Memorial  Methodist  church, 
Fort  Worth,  the  school's  dean  (left);  and  Charles  Hamilton,  the  church  coun¬ 
cil’s  radio-TV  director.  On  table  is  phonograph  used  to  present  folk  and  other 
music  and  monologues  for  discussion.  The  school  had  an  enrollment  of  1,000 
and  included  closed  circuit  TV  lectures  by  Dr.  Dunlap.  (RNS  Photo) 


National  Stewardship 
Seminar  held 


National 

Ecumenical 

Conference 

NEW  YORK— Leaders  of  17  church 
bodies  throughout  America,  including 
The  Methodist  Church,  have  put  many 
of  the  finishing  touches  on  plans  for  a 
national  ecumenical  conference  to  be 
held  in  Columbus,  Ohio,  September  5-8, 

The  National  Consultation  on  the 
Church  in  Community  Life,  as  it  will  be 
called,  will  meet  on  the  Ohio  State 
University  campus.  It  will  be  the  first 
conference  of  its  kind  in  America,  as 
it  will  bring  together  2,500  to  3,000 
clergy  and  lay  leaders,  Roman  Catholic 
and  Protestant,  from  non-metropolitan 
areas  of  the  50  states.  Interdenomina¬ 
tional  town-and-country  conferences 
have  been  held  in  the  past,  but,  leaders 
of  the  National  Consultation  point  out, 
never  on  as  broadly  an  ecumenical 
basis  as  this.  The  Consultation  will  be 
the  successor  to  several  denominational 
town-and-country  conferences,  includ¬ 
ing  Methodist. 

Aside  from  the  ecumenical  aspect,  an¬ 
other  new  feature  of  the  National  Con¬ 
sultation  will  be  large-scale  attendance 
by  "decision-makers”  in  rural  areas  and 
small  communities.  Consultation  plan¬ 
ners  say  these  will  include  regional 
church  executives,  pastors,  county  agri¬ 
cultural  extension  agents,  farm  organ¬ 
ization  leaders,  school  officials,  univer¬ 
sity  agricultural  professors,  county  and 
municipal  officials,  and  other  leading 
laymen.  Theme  of  the  consultation  will 
be  "Responding  to  God  in  Unity  and 
Community.” 

t 

Mission  study  classes  that  end  in 
study  are  like  a  general  invitation  to 
dinner  that  never  mentions  time  and 
place.  They  need  to  get  specific. 


CHICAGO,  Ill. — Christian  steward¬ 
ship  is  faith  in  action. 

With  this  definition  before  them  in 
the  opening  session,  and  development 
of  a  Methodist  foundation  statement  on 
stewardship  as  their  goal,  more  than 
200  denominational  officials,  pastors 
and  laymen  —  and  representatives  of 
half  a  dozen  other  churches — dug  in 
here  March  3  for  a  National  Steward¬ 
ship  Seminar  directed  by  the  Methodist 
General  Board  of  Lay  Activities  and  its 
Section  of  Stewardship  and  Finance  un¬ 
der  the  leadership  of  Dr.  Edwin  A. 
Briggs. 

When  they  adjourned  three  days  lat¬ 
er,  the  seminar  participants  had  heard 
12  hours  of  lectures  by  seminary  pro¬ 
fessors  and  an  address  by  a  National 
Council  of  Churches  official,  had  spent 
six  hours  in  small  group  discussion  of 
the  lectures,  and  shared  in  a  concluding 
three  hour  colloquy  involving  profess¬ 
ors  and  discussion  group  leaders. 

Dean  Robert  C.  Cushman  of  Duke 
University  Divinity  School  in  Durham, 
N.  C.,  set  the  stage  for  the  seminar  with 
a  paper  on  "What  a  Stewardship?” 

Christian  stewarding  is  not  "simply 
to  be  identified  with  tithing  or  with 
sundry  methods  of  church  finance” 
and  it  is  not  a  "program  for  oiling  the 
institutional  church,”  Dr.  Cushman  as¬ 
serted. 

"We  cannot,”  he  declared,  "truly 
propose  the  meaning  of  Christian 
stewardship  unless  we  see  that  it  is 
always  an  intersection  of  the  ministry 
of  Christ  with  the  mandates  of  the 
present  social  situation.” 

The  next  two  lectures — by  Dr.  James 
W.  May  of  Candler  School  of  The¬ 
ology,  Atlanta,  Ga.,  and  Dr.  Frederick 
A.  Norwood  of  Garrett  Theological 
Seminary,  Evanston,  Ill. — were  centered 
on  a  historical  review  of  stewardship 
in  the  life  of  the  Christian  church. 


DAILY  BIBLE  READING 

Below  is 

a  schedule  for  the 

Daily  Bible  Reading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as 

a  regular  guide  for 

use  in  your  homes. 

March  19  - 

Sim.  .  Luke  19:29-48 

March  20  . 

.  Luke  20:1-47 

March  21 

Luke  21:1-28 

March  22 

.  Luke  22:1-13 

March  23 

Luke  22:14-53 

March  24 

.  Luke  23:1-38 

March  25 

Luke  23:39-56 

March  2G  - 

Sun.  Luke  24:1-35 

M  rs.  Schisler  retires 
after  26  years 

NASHVILLE,  Tenn.  —  Mrs.  John 
Q.  Schisler  (formerly  Miss  Freddie 
Henry),  retired  Feb.  28  after  26  years 
of  service  with  the  Methodist  General 
Board  of  Education  and  a  predecessor 
board  here. 

For  the  last  12  years  she  has  been 
with  the  Editorial  Division  of  the  Board 
of  Education  as  an  editor  of  church 
school  publications. 

"Mrs.  Schisler  has  influenced  millions 
of  readers,  having  edited  117  issues  of 
the  quarterly  Epworth  Notes  of  which 
ten  million  copies  were  circulated — not 
to  mention  a  similar  number  of  Bible 
Lessons  for  Adults  and  Bible  Teacher 
for  Adult,”  said  Dr.  Horace  R.  Weaver, 
editor  of  adult  publications. 

Mrs.  Schisler  was  honored  at  the 
Board  of  Education  annual  meeting 
here  in  January. 

She  was  further  honored  when  the 
editors  of  the  Department  of  Adult 
Publications  presented  her  with  three 
scholarships  which  they  had  created  in- 
her  honor,  through  the  Board  of  Mis¬ 
sions  of  The  Methodist  Church,  to  be 
used  in  Cambine,  Mozambique,  in  Afri¬ 
ca.  In  1952-53,  she  was  selected  as  the 
representative  of  the  Joint  Committee 
on  Religious  Education  in  Foreign 
Fields  (now  the  Interboard  Committee 
on  Christian  Education)  to  spend  nine 
months  there,  working  with  missionar¬ 
ies  and  Africans  in  strengthening  and 
developing  plans  for  the  Christian  edu¬ 
cation  program  in  that  country. 

In  addition  to  the  26  years  with  the 
board,  she  was  fourteen  years  professor 
of  religious  education  at  Scarritt  Col¬ 
lege  here.  Before  coming  to  work  in 
Nashville,  she  served  as  a  conference 
director  of  children’s  work  in  South 
Carolina. 

A  native  of  South  Carolina,  Mrs. 
Schisler  holds  the  A.  B.  degree  from 
Columbia  College  in  that  state,  and  the 
M.  A.  degree  from  Northwestern  Uni¬ 
versity,  Evanston,  Ill.  She  has  also 
served  as  visiting  professor  at  the  Union 
Theological  Seminary  in  New  York. 

She  and  her  husband,  Dr.  John  Q. 
Schisler,  retired  general  secretary  of  the 
Division  of  the  Local  Church  of  the 
Board  of  Education,  will  continue  to 
reside  in  Nashville. 


Biblical  and  theological  foundations 
of  stewardship  were  provided  by  Dr. 
Everett  Tilson  of  Methodist  Theological 
School  in  Ohio,  Dr.  William  R.  Farm¬ 
er  of  Southern  Methodist  University’s 
Perkins  School  of  Theology,  Dr.  James 
H.  Pyke  of  Wesley  Theological  Semi¬ 
nary,  and  Dr.  S.  Paul  Schilling  of  Bos¬ 
ton  University  School  of  Theology. 
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Dr.  Alfred  A.  Knox,  editor 
of  the  Arkansas  Methodist, 
visits  with  J.  Q.  Mehaffy, 
editor  of  the  Texarkana 
Gazette  at  the  recent 
meeting  of  the  Arkansas 
Louisiana  Methodist 
Commission  in  Texarkana. 


OUR  BISHOP’S  LETTER  (Continued  from  page  1) 

Charles  on  Wednesday,  Thursday  and  Friday  of  next  week.  This  is  the  regular 
time  for  the  annual  meeting  of  T  RAF  CO.  This  date  was  set  prior  to  the  sche¬ 
duling  of  the  meeting  in  Lake  Charles  and  it  has  not  been  possible  to  change  it. 
Since  I  am  president  of  TRAFCO  I  must  be  here  in  New  Orleans  for  the  meeting. 
We  will  miss  being  with  the  ladies.  I  believe  that  this  is  only  the  second  annual 
meeting  of  the  WSCS  that  we  have  missed  since  coming  to  Louisiana.  We  will  be 
thinking  of  the  meeting  in  Lake  Charles .  We  know  that  it  will  be  a  profitable  one. 
Our  best  wishes  also  for  a  good  meeting  of  the  Conference  Wesleyan  Service 
Guild  in  Lake  Charles  on  Saturday  and  Sunday,  March  18  and  19. 

We  are  moving  toward  Palm  Sunday,  Holy  Week,  and  Easter  Sunday.  This  is 
a  fruitful  time  of  the  year  for  the  Christian  Church .  We  pray  for  rich  and  mean¬ 
ingful  spiritual  experiences  for  both  ministers  and  members  of  our  churches . 
Especially  do  we  pray  that  God  will  bless  the  children  who  are  received  into  full 
membership  during  these  days . 

Again  Mrs .  Walton  and  I  want  you  to  know  that  we  appreciate  the  many  ways 
in  which  you  remembered  us  while  we  were  on  our  recent  trip.  We  are  looking 
forward  to  seeing  all  of  you. 

Sincerely, 

S. 


Alexandria  First 
plans  annual  art 
festival 

First  Methodist  Church,  Alexandria, 
is  making  plans  for  a  First  Annual  Art 
Festival.  Under  the  leadership  of  Dr. 
Ben  Oliphant,  pastor,  the  plans  include 
total  community  participation.  Efforts 
are  being  made  to  secure  entries  from 
artists  throughout  the  state. 

A  $200  purchase  prize  will  be  award¬ 
ed  to  the  painting  chosen  to  hang  in 
the  new  church  building,  now  under 
construction.  There  will  also  be  cash 
awards  of  $50  for  second  prize,  $25 
for  third  prize,  and  $25  for  fourth 
prize.  These  awards  will  be  for  paint¬ 
ings,  however,  there  will  be  sculpture 
and  ceramic  works  on  exhibition. 

The  festival  will  open  Friday  eve¬ 
ning,  April  21st  with  a  reception,  and 
will  continue  through  April  24th.  There 
will  be  a  Sunday  concert  at  the  church, 
3:00  p.m.,  featuring  Helen  Deville, 
organist,  and  Owen  Brown,  baritone. 

Artists,  professional  and  amateur, 
may  submit  paintings  on  any  theme. 
The  deadline  for  receiving  paintings 
will  be  Friday,  April  14,  5:00  p.m. — for 
colored  slides,  March  31,  5:00  p.m. 
Further  information,  and  entry  cards 
are  available  from  Mrs.  Winston  De¬ 
ville,  First  Methodist  Church,  630  Jack- 
son  St.,  Alexandria,  La.  71301. 
t 

Mt.  Sequoyah 

(Continued  from  page  1) 
is  "an  exciting  departure  from  regular 
programming  and  holds  great  poten¬ 
tial." 

During  the  period  of  July  21-23  the 
hospitals  and  homes  workshop  will  pro¬ 
vide  training  for  children's  homes  house 
parents,  directors  of  homes  for  the  ag¬ 
ing  and  district  directors  of  hospitals 
and  homes,  and  the  Christian  social 
concerns  conference  will  feature  the  re¬ 
sponsibility  of  the  local  church  in  Chris¬ 
tian  social  concerns.  In  connection  with 
the  briefing  conference  there  will  be 
an  afternoon  seminar  July  23  for  judges 
with  Judge  Keith  J.  Leenhouts  of  Royal 
Oak,  Mich.,  as  a  resource  leader.  Bish¬ 
op  Paul  V.  Galloway  of  Little  Rock, 
Ark.,  will  lead  a  joint  closing  service 
for  the  two  meetings. 

Keynote  speaker  for  the  conference 
on  evangelism  July  24-27  will  be  Dr. 
Kermit  Long,  Nashville,  Tenn.,  general 
secretary  of  the  General  Board  of  Evan¬ 
gelism.  Bishop  W.  McFerrin  Stowe  of 
Topeka,  Kans.,  will  be  the  conference 
preacher. 

The  missions  conference  July  31-Au- 
gust  3  will  provide  for  the  first  time 
full  accreditation  for  teachers  of  annual 
church-wide  mission  courses  on  "Christ 
and  the  Faiths  of  Men,”  "Ecumenism,’’ 
and  "Japan.’.'  The  famed  concert  artist 
Marian  Downs  will  provide  special 
music  and  lead  congregational  singing 
during  the  missions  conference. 

Four  week-end  projects  specially  for 
local  church  leaders  will  include  the 
church  school  administrators  conference 
July  7-9,  the  Christian  social  concerns 
conference  July  21-23,  the  evangelism 
workshop  July  28-30  and  the  missions 
workshop  August  4-6. 

The  complete  schedule  for  the  sum¬ 
mer  includes: 

APRIL — Workshop  on  leisure,  April 
10-15. 


MAY — Jurisdiction  Woman's  Society 
of  Christian  Service,  May  5-7. 

JUNE  —  Interdenominational  South¬ 
west  Conference  on  the  Christian 
World  Mission,  June  17-23;  Wesleyan 
Service  Guild,  June  23-25;  Woman’s 
Society  regional  school  of  mission,  June 
26-30. 

JULY — Lay  activities  workshop,  July 

I- 3;  church  school  administrators  con¬ 
ference,  July  7-9;  laboratory  school,  July 
9-21;  leadership  school,  July  10-21;  hos¬ 
pitals  and  home  workshop,  Christian 
social  concerns  conference,  Willson 
Lectures,  July  21-23;  evangelism  con¬ 
ference,  July  24-27;  evangelism  work¬ 
shop  for  laymen,  July  28-30;  Mission¬ 
ary  conference,  July  31-August  3. 

AUGUST  —  Missions  workshop  for 
laymen,  August  4-6;  Methodist  Youth 
Fellowship  regional  conference,  August 

II- 18. 

t 

METHODIST  PROJECT  WILL 

MARK  ALASKA  ANNIVERSARY 

ANCHORAGE  (RNS) — A  Method¬ 
ist  university  here  will  be  the  host  to 
a  high-level  educational  conference  de¬ 
signed  as  part  of  the  centennial  of  the 
U.S.  purchase  of  Alaska. 

Alaska  Methodist  University  recently 
was  granted  $9,850  by  the  National 
Foundation  on  the  Arts  and  the  Hu¬ 
manities,  Washington,  D.C.  for  the  con¬ 
ference.  The  university  is  supported  by 
the  National  Division  of  the  Method¬ 
ist  Board  of  Missions. 

Thus  far,  the  mission  board  has  con¬ 
tributed  more  than  $7  million  to  the 
university,  equal  to  the  sum  which  the 
U.S.  paid  for  Alaska  in  1867. 


Babington 

(Continued  from  page  1) 

During  this  same  period,  he  served  as 
a  part-time  Protestant  Chaplain  at  the 
Veterans  Administration  Hospital  in 
Newington,  Conn.  In  October,  1966,  he 
assumed  his  present  duties  as  the  Prot¬ 
estant  Chaplain  of  the  Brooklyn  Veter¬ 
ans  Administration  Hospital. 

Mr.  Babington  is  married  to  the 
former  Sybil  Blankinship  of  Warren, 
Ark.,  a  1956  graduate  of  Hendrix  Col¬ 
lege.  They  are  presently  residing  with 
their  two  children  at  188-45  H  71st 
Crescent,  Flushing,  New  York  11365. 
t 

METHODIST  CONGREGATION 
FINANCES  CATHOLIC 
FOUNDATION  FOR  POOR 

CLEVELAND  (RNS)— A  Methodist 
congregation  from  a  Cleveland  suburb 
is  helping  a  Roman  Catholic  secular 
institute  to  establish  a  foundation  in 
Hough’s  Negro  area. 

Some  10  members  of  the  Oblate  Mis¬ 
sionaries  of  Mary  Immaculate  will  move 
into  a  home  purchased  with  funds  sup¬ 
plied  by  the  Methodist  church  to  Trin¬ 
itarian  Mission  Father  Albert  Koklow- 
sky,  who  has  worked  several  years  in 
the  impoverished  Hough  area. 

Father  Albert  said  the  Methodist  con¬ 
gregation  had  asked  to  remain  un¬ 
identified  for  the  time  being. 

The  Oblate  missionaries  are  young 
women  who  are  predominantly  teach¬ 
ers  or  secretarial  workers.  They  spend 
all  their  free  time  working  in  poverty 
and  live  under  social  vows  of  poverty, 
chastity  and  obedience. 


Building  plans 
at  Mansfield 

The  congregation  of  First  Methodist 
Church,  Mansfield,  in  a  called  Church 
Conference  recently,  voted  to  undertake 
a  program  of  extensive  repair  and  re¬ 
decoration  of  their  building. 

A  building  committee  composed  of 
Harvey  Samuels,  Sr.,  P.  E.  Dixon  and 
Jerry  Segura  had  been  at  work  for 
almost  two  years  in  the  study  and 
planning  necessary  for  the  project 
which  will  cost  about  $40,000. 

Mr.  Segura  presented  the  report  to 
the  conference  in  written  form  so  that 
each  could  visualize  the  scope  of  the 
plan. 

Basically  the  project  will  include  the 
following:  removal,  repair  and  reno¬ 
vation  of  the  stained  glass  windows 
and  the  millwork  around  door  and 
window  entrances,  complete  re-roofing 
of  the  entire  structure,  including  sheet¬ 
ing  of  gabled  sections  of  roof  to  en¬ 
hance  insulating  qualities;  sand-blasting 
and  waterproofing  of  walls;  painting  of 
the  entire  interior  of  the  building;  in¬ 
stallation  of  tile  floors  and  acoustical 
ceilings  in  all  rooms;  and  the  installa¬ 
tion  of  carpeting  in  the  large  fellow¬ 
ship  area. 

It  is  hoped  that  work  can  begin 
soon.  The  congregation  hopes  that  this 
work  will  preserve  the  beautiful  struc¬ 
ture  and  make  its  appearance  more 
pleasing. 

t 

METHODIST  STUDENTS  PLAN 
SOCIAL  SERVICE  PROJECTS 

NEW  YORK  (RNS)  —  Methodist 
college  students  will  join  again  this 
Summer  in  a  wide  spectrum  of  social 
service  projects  throughout  the  nation. 

Several  projects  are  selected  each  year 
for  special  support  by  the  National 
Council  of  the  Methodist  Student 
Movement  (MSM),  and  the  Method¬ 
ist  Boards  of  Missions,  Education  and 
Christian  Social  Concerns. 

Describing  the  project  objectives,  the 
Methodist  Student  Movement  reports, 
"A  Band-Aid  does  not  help  much  when 
the  problem  is  cancer.  Hopefully,  Stu¬ 
dent  Service  Projects  are  not  mere 
’Band-Aids’  plastered  over  symptoms  of 
grave  ills  in  society.” 

"Organized  as  small  communities  of 
worship,  study  and  action,’’  the  MSM 
reports,  "these  student  project  groups 
attempt  a  vital  thrust  into  the  structures 
of  concrete  situations.  Their  calling  — 
to  learn  from  involvement,  to  change 
what  can  and  needs  to  be  changed,  and 
to  live  God’s  love  on  a  people-with- 
people  basis.” 

Typical  of  the  student  projects  this 
year  will  be  Cuban  refugee  work  in 
Miami,  Fla.  A  heavy  inflow  of  Cuban 
refugees  has  added  to  the  economic 
burdens  of  the  local  low-income  Negro 
in  metropolitan  Miami. 

A  regular,  year-around  program  is 
being  conducted  by  the  Miami  Coun¬ 
cil  of  Churches  including  tutoring,  pri¬ 
mary  reading,  Project  Head  Start,  re¬ 
settling  of  families  and  housing. 

Methodist  students  will  work  in  many 
of  the  aspects  of  this  program.  They 
will  live  with  families  in  inner-city 
Miami.  Volunteers  will  meet  as  a  group 
for  study  and  evaluation  but  work  in¬ 
dividually  or  in  pairs. 

In  another  project  in  St.  Louis,  the 
students  will  work  on  inner-city  social 
problems 
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The  Jonesboro  Church  had  these  Ruston  Methodists,  who  recently  visited  Bolivia, 
as  guest  speakers  at  the  Feb.  study.  Looking  over  the  exhibit  which  they  brought  back 
with  them  are,  from  left:  Bob  Holliday  IV,  Rebecca  Walker,  Mrs.  R.  M.  Steere,  and  Prof. 
R.  M.  Steere.  Mrs.  R.  L.  Plummer  is  chairman  of  the  Commission  on  Missions,  spon¬ 
soring  the  study.  The  Rev.  G.  E.  Blakely  is  pastor  of  the  Jonesboro  Church. 


DR.  ROY  BAGLEY  will  preach  for 
revival  services  at  North  Baton  Rouge 
Church,  April  2-7. 
Dr.  Bagley,  a  native 
of  Crossett,  Ark., 
has  served  leading 
pastorates  in  the 
North  Arkansas 
and  Little  Rock 
Conferences,  and 
served  two  six-year 
terms  as  district  su¬ 
perintendent,  o  n 
the  Fayetteville  and 
Hope  Districts  in  Arkansas.  He  is 
presently  pastor  of  Bethany  Methodist 
Church  in  Houston,  Texas.  The  sing¬ 
ing  will  be  led  by  Kayo  Blackmon, 
church  choir  director.  Instrumental  in 
these  plans  are  the  Commission  on 
Membership  &  Evangelism, O.W.Marrs, 
chairman;  the  Commission  on  Worship, 
Mrs.  Bernice  Thompson, chairman;  and 
the  Commission  on  Stewardship  &  Fi¬ 
nance,  W.  E.  Hutzler,  chairman.  The 
Rev.  Beverly  E.  Bond  is  pastor. 

SOUTHSIDE  CHURCH,  Monroe,  will 
have  a  layman’s  revival  during  Hojy 
Week.  Lay  speakers  will  be  Joe  Solo¬ 
mon,  W.  G.  Davis  and  Pete  Medak. 
The  minister,  the  Rev.  Lea  Joyner,  will 
close  the  series  with  the  Good  Friday 
service.  It  is  sponsored  by  the  Com¬ 
mission  on  Evangelism,  Charles  Pepper, 
chairman. 

THE  ADULT  CHOIR  of  University 
Church,  Lake  Charles,  will  present  the 
cantata  "On  the  Passion  of  Christ,’’ 
at  the  morning  worship  hour  on  Palm 
Sunday.  Soloists  will  be  Mrs.  Howard 
Nelson,  Jack  Nelson  and  James  La- 
Boeuf.  The  pastor  is  the  Rev.  Merlin 
W.  Merrill. 

DR.  JOE  QUILLIAN,  dean  of  Perkins 
School  of  Theology,  SMU,  gave  two 
lectures,  March  3  and  4,  at  First 
Church,  Alexandria,  and  preached  at 
both  morning  worship  services  on 
March  5.  The  subject  of  his  lectures 
was  "Renewal  of  Your  Faith.”  The  pas¬ 
tor  is  Dr.  Ben  R.  Oliphant. 

AURORA  METHODIST  CHURCH, 
New  Orleans,  will  sponsor  a  festival 
of  music  and  art  during  Holy  Week 
in  connection  with  the  art  department 
of  Xavier  University.  There  will  be  a 
display  of  contemporary  Christian  art 
which  will  be  for  sale.  The  high  point 
of  the  festival  will  be  a  program  of 
music  and  art  on  Palm  Sunday  even¬ 
ing.  The  adult  choir  will  present  "The 
Promise,”  an  Easter  cantata  by  Benja¬ 
min  Dunford.  The  pastor  is  the  Rev. 
Ray  Branton. 

A  FIELD  TRIP  to  Methodist  points  of 
interest  in  Ruston  was  taken  by  the 
membership  training  class  of  Wisner 
Methodist  Church,  Saturday,  March  11. 
They  visited  the  Children’s  Home,  re¬ 
tired  Ministers’  homes,  the  Wesley 
Foundation  at  Louisiana  Tech,  and  also 
stopped  to  see  Monroe  District  Super¬ 
intendent,  the  Rev.  E.  W.  Haug.  The 
Wisner  pastor  is  Dr.  John  R.  Johns. 


MRS.  W.  A.  HASKELL  has  been  em¬ 
ployed  as  administrative  assistant  to  the 
pastor  at  Asbury  Church  in  Lafayette. 
She  will  be  directly  responsible  for 
the  educational  and  financial  facets  of 
the  church  program.  Mrs.  Haskell  has 
a  degree  in  business  from  the  Univer¬ 
sity  of  Texas,  and  two  years  experience 
directly  related  to  the  church  in  Lake 
Charles.  The  Rev.  George  W.  Ross  is 
pastor. 

THE  VIVIAN  CHURCH  will  have 
Holy  Week  services  March  22,  23,  and 
24  at  7:30  p.m.  each  evening.  The  Rev. 
Ralph  Cain,  pastor  of  Mangum  Me¬ 
morial  Church,  Shreveport,  will  be  the 
guest  minister.  His  subjects  will  be 
the  Methodist  view  of  the  three  basic 
tenets  of  Christian  faith:  1.  We  Be¬ 
lieve  in  God.  2.  We  Believe  in  Jesus 
Christ.  3.  We  Believe  in  the  Holy 
Spirit.  The  Rev.  Stone  Caraway  is  pas¬ 
tor  of  the  host  church. 

THE  HAMMOND  INTER-CHURCH 
Lenten  Study  will  have  a  panel  discus¬ 
sion  aimed  toward  positive  action  at 
the  concluding  session  of  the  four- 
week  study  next  Sunday  night,  March 
19.  Meeting  in  Grace  Episcopal  Parish 
Hall,  the  panel  will  be  comprised  of 
Mrs.  Harold  Forbes,  Paul  Gaston,  Dr. 
Gerald  Gehringer,  Wiley  Sharp,  Leon¬ 
ard  Yokum,  and  will  be  moderated  by 
Thomas  Matheny.  The  First  Methodist 
pastor  is  the  Rev.  Alfred  M.  Brown. 

THE  REV.  HARVEY  WILLIAMSON 
is  conducting  revival  services  at  the 
Blackwater  Church  this  week  through 
March  18.  Ralph  Newell  is  leading 
song  services.  Mr.  Williamson  is  pas¬ 
tor  of  Ingleside  Church  in  Baton 
Rouge.  The  Blackwater  pastor  is  the 
Rev.  Hugh  L.  Baker,  Jr. 

FIRST  METHODIST  of  Welsh  will 
join  with  First  Presbyterian  in  the  latt.er 
church  for  Holy  Week  Services.  The 
Rev.  Oakley  Lee,  Methodist  pastor,  will 
bring  the  evening  messages.  Bible  study 
at  9  a.m.  will  be  led  by  the  Rev.  J. 
Palachek. 

BARBARA  CAIN,  daughter  of  the  Rev. 
and  Mrs.  Jerome  Cain  of  Houma  First 
Church,  has  entered  St.  Paul  School  of 
Theology,  Methodist,  Kansas  City,  Mo., 
to  begin  work  on  a  Master’s  degree  in 
Religious  Education. 


THE  REV.  D.  B.  BODDIE  of  Jena 
has  asked  us  to  announce  that  he  has 
free  for  the  asking  copies  of  the  Loui¬ 
siana  Conference  Journal  for  the  years 
1922,  1940,  1942,  1943,  1947,  1951, 
1952,  1954,  1955,  1957,  1958,  1959 
and  I960.  His  address  is  P.  O.  Box 
712,  Jena. 

TWO  HUNDRED  new  Methodist 
Hymnals  were  dedicated  by  First  Meth¬ 
odist  Church,  Jennings,  February  26. 
All  of  the  music  used  in  the  service 
was  from  the  new  hymnal.  The  pastor, 
the  Rev.  Angus  Lee  Carruth,  led  in  the 
litany  of  dedication. 

MRS.  GARLAND  DEAN  of  DeQuincy 
attended  a  four-day  meeting  on  mission 
studies,  missionary  education  and  ecu¬ 
menical  affairs  held  March  7-10  in 
Cincinnati,  O.  She  attended  in  her  ca¬ 
pacity  as  secretary  of  missionary  edu¬ 
cation  and  service  of  the  conference 
Woman’s  Society.  She  is  the  wife  of 
the  pastor  of  First  Church,  DeQuincy. 

THE  REV.  CAREY  MARTIN  of  Kent¬ 
wood  Methodist  Church  will  be  the 
guest  preacher  for  Holy  Week  Ser¬ 
vices  at  First  Church,  Ponchatoula, 
where  the  Rev.  Jack  Winegeart  is  the 
pastor. 

THE  REV.  DOUGLAS  McGuire,  pas¬ 
tor  of  Trinity  Church,  Ruston,  will  be 
the  preacher  for  Holy  Week  services 
at  First  Church,  Plaquemine,  March 
19-22.  The  pastor  is  the  Rev.  Henry 
Bowdon,  Jr. 

THE  REV.  C.  ED  Henkel  is  leading 
the  study  on  "Christian  Being  and  Do¬ 
ing”  at  Harmony  Grove  Methodist 
Church.  The  study  will  be  held  in  four 
sessions. 

"THE  MESSAGE,”  parish  paper  of  St. 
Mark's  Church,  Monroe,  recently  hon¬ 
ored  Joe  Lane,  Jr.,  a  graduating  senior 
at  North  Louisiana  State  College  who 
serves  as  chairman  of  the  commission 
on  education .  Lane,  cadet  commander 
of  the  ROTC  brigade,  is  majoring  in 
business  administration.  He  serves  as 
youth  division  superintendent  and  has 
a  number  of  other  responsible  positions 
in  the  Monroe  church.  The  pastor  is 
the  Rev.  James  O.  Evans. 


CHATMAN  METHODIST  MEN 
heard  the  Rev.  J.  B.  McCann,  pastor  of 
the  Oak  Ridge  Church,  Monroe  Dis¬ 
trict,  at  the  Feb.  16  meeting.  The  Rev. 
Calvin  O.  Lapuyade  is  the  Chatham 
pastor. 

THE  McGUIRE  CHURCH,  West  Mon¬ 
roe,  concluded  its  five-week  study  of 
"Affluence  and  Poverty”  on  Sunday 
evening,  March  5.  Leaders  were  Mrs. 
Don  Wineinger,  Mrs.  J.  O.  Young,  Joe 
Wollam,  Mrs.  Donald  Elliott  and  Mrs. 
Norma  Williamson.  Special  features 
were:  a  skit,  "Two  in  a  Trap”  pre¬ 
sented  by  Mrs.  Pauline  Halbert  and 
Mrs.  Tommy  Cosby;  guest  speaker  Dr. 
W.  E.  Trice  of  University  Park  Meth¬ 
odist  Church,  Dallas,  who  showed  slides 
he  and  Bj.shop  Aubrey  Walton  had 
made.  Mrs.  Donald  Elliott  is  chairman 
of  the  Missions  Commission.  The  Rev. 
Alvin  Smith  is  pastor. 

HARMONY  CHAPEL  members  heard 
a  deputation  team  from  the  Wesley 
Foundation  of  Louisiana  Tech,  Ruston, 
at  Sunday  morning  services,  March  5. 
The  Rev.  S.  Ed.  Henkel,  pastor  of  Har¬ 
mony  Chapel,  Lisbon  and  Arizona 
Churches,  brought  the  devotionals  over 
Radio  Station  KRUS  each  morning, 
Feb.  26-March  3. 

THE  WESLEY  CHURCH  MYF  of 
Shreveport  recently  saw  the  movie  "For 
Better  or  For  Worse,”  made  by  TRAF- 
CO  in  Nashville.  The  Wesley  young 
people  were  included  in  the  making 
of  the  film.  Their  pastor  is  the  Rev. 
Edgar  C.  Dufresne. 

THE  LENTEN  SERIES  at  Broad¬ 
moor  Church  in  Baton  Rouge  will  feat¬ 
ure  the  Chance! Choir  presenting  the 
Easter  portion  of  Handel’s  "The  Mes¬ 
siah”  Sunday  evening,  March  19. 

DR.  VIRGINIA  CARLTON  spoke  and 
showed  slides  about  her  recent  trip  to 
Russia  at  the  family  night  supper  in 
Lecompte  Church  on  Tuesday,  March 
7.  The  Rev.  Robert  I.  Galatas  is  the 
pastor. 

THE  REV.  DONALD  BARNES,  while 
touring  the  state  speaking  for  the 
Board  of  Missions,  will  speak  in  his 
"home  church,”  First  Methodist,  West 
Monroe  on  Palm  Sunday,  March  19, 
at  the  8:40  a.m.  service.  Mr.  Barnes 
has  been  serving  as  a  missionary  in 
Chile.  The  Chancel  Choir,  under  the 
direction  of  Henry  Camp  will  present 
an  Easter  cantata  at  the  evening  hour. 
The  Rev.  Kenneth  G.  McDowell  is  the 
pastor. 


The  Rev.  Dr.  Gordon  Pratt  Baker, 
pastor  of  Francis  Asbury  Methodist 
Church  in  Washington,  D.  C.,  has  been 
elected  to  the  Board  of  Governors  of 
the  International  Platform  Association, 
an  organization  devoted  to  bettering 
the  quality  of  American  speaking,  par¬ 
ticularly  as  it  relates  to  school  assembly 
programs. 


An  anonymous  Methodist  congrega¬ 
tion  from  a  Cleveland,  Ohio  suburb  is 
helping  a  Roman  Catholic  secular  in¬ 
stitute  to  establish  a  foundation  in  a 
Negro  area  of  the  city. 
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The 

Sunday  School  Lesson 

By:  Alfred  A.  Knox 


NOTICE 

All  of  the  Methodist  literature  for  April 
provides  a  sampling  of  the  new  Adult  ma¬ 
terials.  We  urge  all  our  classes  and  their 
leaders  to  give  this  new  curriculum  a  try. 
We  will  continue  our  regular  series  because 
of  the  large  number  of  shut-ins  that  look  tq 
the  paper  for  this  lesson  each  week. 


LESSON  FOR  MARCH  26:  Proclaiming  tho 
Resurrection 

BACKGROUND  SCRIPTURE:  Luke  24 

MEMORY  SELECTION :  Repentance  and  forgive¬ 
ness  of  sins  should  be  preached  in  his  name 
to  all  nations,  beginning  from  Jerusalem. 
(Luke  24:47) 

AIM  OF  THE  LESSON:  To  help  adults  gain  a 
new  understanding  of  the  meaning  of  the 
Resurrection  in  order  that  they  might  wit¬ 
ness  to  it  i n  their  daily  lives. 

*  #  * 


The  Gospel  of  Luke  has  often  been  referred 
to  as  the  most  beautiful  book  ever  written,  and 
it  has  no  more  beautiful  section  than  that 
which  tells  the  story  of  the  first  Easter.  The  one 
thing  that  we  should  learn  from  the  reading 
of  this  story  is  that  everyone  who  has  ever 
grasped  the  reality  of  the  Resurrection  has  felt 
a  great  compulsion  to  tell  someone  about  it.  This 
was  all  that  preaching  was  in  the  first  centuries 
—  proclaiming  the  Easter  story. 

We  have  often  pointed  out  that  the  gospel 
writers  made  different  emphases  in  their  books. 
This  is  illustrated  in  the  accounts  of  the  Resur¬ 
rection.  Take,  for  example,  the  descriptions  given 
of  the  interior  of  the  tomb  when  the  women 
looked  in  on  that  first  Easter  morning.  Mark 
says  that  there  was  a  young  man  dressed  in 
white  seated  in  the  tomb  (Mark  16:5).  Luke 
says  there  were  two  men  (24:4).  Matthew  re¬ 
ports  that  an  angel  appeared  to  the  women  (28: 
2-7),  and  John  says  that  two  angels  were  sitting 
where  Jesus’  body  had  lain.  These  differences 
are  of  no  great  importance  —  they  illustrate 
the  fact  that  a  great  deal  of  time  had  elapsed 
between  the  event  and  the  times  when  the  gospel 
writers  recorded  it. 

We  shall  deal  today  with  two  episodes  re¬ 
lated  to  the  Resurrection.  The  first  the  visit  of 
the  women  to  the  tomb,  and  the  other  the  ap¬ 
pearance  of  the  risen  Lord  to  two  travelers  on 
the  road  to  Emmaus.  In  each  we  shall  find  an 
emphasis  that  has  great  meaning  for  us  today  — 
something  that  should  inspire  us  to  proclaim 
the  Resurrection. 


THE  WOMEN  AT  THE  TOMB 

Luke  tells  us  that  “on  the  first  day  of  the 
week,  at  early  dawn,  they  went  to  the  tomb, 
taking  the  spices  which  they  had  prepared.” 
(24:1)  According  to  the  previous  chapter,  there 
had  been  no  time  before  the  start  of  the  Sabbath 
to  properly  prepare  the  body  of  Jesus  for  burial. 
Now  that  the  Sabbath  was  concluded,  a  group 
of  women,  all  very  dear  to  Jesus,  came  to  the 
tomb  to  perform  this  ministry  of  love.  Luke 
identifies  the  women  in  the  group  as  “the  women 
who  had  come  with  him  from  Galilee.  One  of 
those  positively  identified  is  Mary  Magdalene 
whose  life  had  been  completely  changed  by  an 
act  of  spiritual  healing  described  in  Luke  8:2. 

At  the  tomb  the  women  received  a  tremen¬ 
dous  shock  when  they  saw  that  the  flat  stone 
covering  the  door  had  been  rolled  away.  They  had 
discussed  among  themselves,  as  they  journeyed 
toward  the  garden  and  the  tomb,  the  problem 
of  getting  the  stone  away  from  the  door,  but 
they  were  totally  unprepared  for  what  they 
found.  After  the  initial  surprise,  they  gained 
courage  enough  to  look  inside.  They  were  totally 
unprepared  for  what  they  saw.  The  body  of 
Jesus  was  gone,  and  two  heavenly  messengers 
were  there  to  make  the  first  announcement  of 
the  Resurrection.  Would  you  have  believed  it  if 
you  had  been  with  the  party  of  women? 

The  emotion  which  sent  them  running  from 
the  tomb  was  fear,  but  this  quickly  turned  into 
uncontrolled  joy.  On  the  way  back  to  Jerusalem 
they  met  some  of  the  disciples,  and  when  they 
told  them  of  their  discovery,  the  disciples  could 
not  comprehend  it.  In  years  to  come  it  would  be 
the  disciples  who  were  officially  credited  with 
first  viewing  the  empty  tomb,  but  we  should 
not  take  the  credit  from  the  women  who  were 
there  before  them. 

•  •  * 

MARY  AND  THE  RISEN  LORD 

Dr.  Arthur  John  Gossip,  in  his  exposition  of 
the  gospel  of  John  in  The  Interpreters  Bible, 
makes  three  observations  of  significance  con¬ 
cerning  the  experience  of  Mary  in  the  garden 
near  the  tomb.  First  he  says  she  was  not  able 
to  find  Jesus  because  she  was  looking  for  a 
dead  Christ,  and  he  was  alive.  There  are  many 
people  today  who  are  not  really  ready  to  come 
face-to-face  with  a  living  Lord.  Dr.  Gossip  says, 
“The  Christ  they  know  lived  in  Palestine  nine¬ 
teen  hundred  years  ago.”  They  have  neither  had 
nor  do  they  desire  the  experience  of  walking  with 
him  day  by  day. 

In  the  second  place,  Mary  did  not  discover 
Christ,  but  he  came  to  her.  This  is  really  the 
whole  point  of  the  gospel  —  and  of  the  Resur¬ 
rection  —  that  God  came  seeking  us.  He  still 
comes  on  this  mission  even  when  we  are  im¬ 
pudently  and  deliberately  rebellious  and  deter¬ 
mined  to  follow  our  own  unworthy  ways. 

Third,  although  Mary  was  seeking  him  with 
her  whole  being,  she  did  not  recognize  him 
when  she  saw  him.  This  was  not  altogether  her 
own  fault,  because  there  seem  to  be  plenty  of 
indications  that  the  appearance  of  the  risen  Lord 
differed  greatly  from  the  Jesus  she  had  known. 
This  was  also  demonstrated  in  the  story  of  the 
travelers  on  the  road  to  Emmaus.  How  often 
God  has  come  close  to  us  and  we  have  not  even 
recognized  him. 


THE  CRUCIALITY  OF  THE  RESURRECTION 

Easter  has  little  meaning  for  us  unless  we 
see  the  Resurrection  as  that  event  in  Christian 
history  which  has  no  equal  and  no  parallel.  It 
was  not  just  another  event  in  a  series  of  events 
—  it  was  the  event.  There  are  a  number  of 
things  we  might  say  in  support  of  this  position, 
but  Dr.  Merrill  R.  Abbey  has  said  it  so  well  that 
we  would  like  to  reflect  what  he  said. 

First,  the  calendar  was  changed  from  B.C. 
to  A.D.  by  the  Resurrection.  There  had  been 
other  religious  martyrs,  but  none  has  been  of 
such  stature  that  he  became  the  “continental 
divide”  of  history.  Secondly,  this  event  produced 
the  New  Testament.  Men  who  had  shown  no 
previous  literary  aptitude  suddenly  discovered 
a  compulsion  to  write  down  the  account  of  their 
various  experiences  with  this  risen  Christ.  What 
they  wrote  remains  today  at  the  heart  of  the 
greatest  book  of  all  time. 

Then  we  must  see  that  the  church  resulted 
from  this  experience.  Frail,  weak,  sinful  human 
beings  took  up  “the  march  of  the  disciples,”  and 
have  now  pushed  into  every  corner  of  the  earth 
with  the  church  which  proclaims  the  reality  of 
the  living  Lord.  Finally,  lives  were  changed  by 
the  Resurrection.  Peter  was  among  the  first,  but 
millions  have  followed  after  him,  to  discover  that 
one  who  gets  close  to  the  risen  Christ  cannot 

remain  weak  and  inadequate. 

*  •  * 

PAUL’S  INTERPRETATION  OF  THE 
RESURRECTION 

We  find  it  difficult  chronologically  to  recall 
that  the  first  writings  about  the  Resurrection 
to  become  a  part  of  the  New  Testament  were 
written  by  Paul  in  First  Corinthians,  dated  at 
least  ten  years  before  Mark,  the  earliest  gospel. 
Let  us  take  a  look  at  his  interpretations  of  this 
great  event. 

First,  Paul  points  out  that  the  death,  and 
Resurrection  were  “in  accordance  with  the  Scrip¬ 
tures.”  (I  Cor.  15:3-4)  He  was  saying  that  these 
events  were  essential  parts  of  God’s  unfolding 
revelation  of  His  love  and  His  power.  Then,  Paul 
confesses  that  it  was  the  experience  of  the  risen 
Christ  that  awakened  in  him  a  deep  sense  of 
sin  for  his  persecution  of  the  church.  Finally,  he 
says  that  the  fact  of  the  Resurrection  is  the 
foundation  for  our  faith.  Recall  how  he  said  it: 
“If  Christ  has  not  been  raised,  your  faith  is  futile 
and  you  are  still  in  your  sins.”  (I  Cor.  15:17) 

Dr.  Aubrey  Alsobrook  says  it  this  way:  “The 
Resurrection  proclaims  that  death  and  the  powers 
of  evil  are  defeated.  Paul  concluded  his  discus¬ 
sion  by  declaring,  ‘Thanks  be  to  God,  who  gives 
us  the  victory  through  our  Lord  Jesus  Christ.’ 
(verse  57)  ” 

*  *  • 

THE  MEANING  OF  THE  RESURRECTION 

Hundreds  of  thousands  of  books  have  been 
published  in  which  millions  of  words  have  been 
used  to  give  an  interpretation  of  the  meaning 
of  the  Resurrection.  Karl  Barth  has  reminded 
us  of  something  that  should  cause  the  prophets 
of  despair  in  our  time  to  take  a  second  look. 
He  says  “those  who  tend  to  despair  of  the  church 
because  of  her  failures  might  well  remember 
the  words  of  Calvin:  ‘Although  the  church  is 
at  the  present  time  hardly  to  be  distinguished 
from  a  dead  or  at  best  a  sick  man,  there  is  no 
reason  for  despair,  for  the  Lord  raises  up  his 
own  suddenly,  as  he  waked  the  dead  from  the 
grave.’  ”  (And  Calvin  was  writing  in  the  16th 
Century.) 

We  remind  you  of  something  we  said  earlier 
—  those  who  have  experienced  the  reality  of 
the  Resurrection  have  been  compelled  to  tell 
others  about  it.  In  our  day,  we  are  called  to  bear 
witness  to  this  greatest  of  all  truths  —  the  re¬ 
ality  that  is  the  “good  news”  of  the  gospel. 

Life  and  its  problems  are  constantly  chang¬ 
ing,  but  Christians  still  have  an  opportunity  — 1 
yea,  an  obligation  —  to  proclaim  the  Resurrec¬ 
tion  in  every  changing  situation.  This  is  our  task. 
This  is  our  joy. 
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A  religious  event  of  unusual  significance  was  the 
recent  joint  prayer  meeting  of  Catholics  and 
Jews  in  the  Church  of  Santa  Rita  in  Madrid, 
Spain.  The  ceremony  was  held  under  the  sponsor¬ 
ship  of  Madrid’s  five-year-old  Society  of  Jewish- 
Christian  Friendship.  Prayers  and  Bible  texts 
common  to  both  faiths  were  used.  The  service 
was  so  significant  because  of  the  long-standing 
official  opposition  to  the  Jewish  faith  by  the 
Spanish  government,  dating  back  to  1492  when 
all  the  Jews  were  expelled  from  the  country. 

A  number  of  prominent  Catholic  clergymen 
participated  in  the  prayer  service.  Max 
Mazin,  president  of  Madrid’s  Jewish  com¬ 
munity,  stressing  the  significance  of  the 
event,  paid  tribute  to  the  late  Pope  John 
XXIII,  “who,”  he  said,  “will  pass  into  his¬ 
tory  as  a  good  man,  generous,  inspired,  and 
providential.” 

In  an  unaccustomed  role  of  defender  of  religion, 
the  Soviet  Union  has  gone  out  of  its  way  to  tell 
the  outside  world  that  it  highly  disapproves  of 
the  current  excesses  against  religion  by  the  Chi¬ 
nese  Communists.  In  a  Moscow  radio  broadcast 
in  Arabic,  beamed  to  the  Middle  East  but  not 
to  domestic  Moslem  audiences  in  the  USSR, 
the  Soviet  editors  spoke  of  “savage  massacres” 
and  “violations  of  sanctity  of  temple.” 

The  broadcast  then  told  its  Middle  East 
listeners  that  this  was  not  the  first  time  such 
an  accusation  had  been  leveled  against  Red 
China,  reminding  them  that  they  had  pre¬ 
viously  spoken  out  against  similar  attacks 
on  Catholic  monks  in  South  China  mona¬ 
steries. 

In  a  related  vein  ,a  news  dispatch  from  Tirana, 
Albania,  says  that  Enver  Hoxha,  first  secretary 
of  the  Communist  Party  in  that  country,  has 
promised  “a  long  struggle  against  religion,  but 
one  which  will  not  be  offensive  to  the  people.” 
(We  conclude  that  he  means  it  will  not  be  of¬ 
fensive  to  people  that  are  already  non-religious 
in  their  thinking.) 

Hoxha’s  statement  said,  “Now  we  will  re¬ 
move  our  religious  robes  and  work  like 
other  citizens.  We  will  do  out  best  to  see 
that  all  religious  institutions  are  handed 
over  to  the  people  for  economic,  social  and 
cultural  purposes.”  “But,”  he  repeats,  “this 
will  not  be  offensive  to  the  people.” 

A  comprehensive  study  of  the  treatment  of  re¬ 
ligious  groups  in  social  studies  textbooks  used 
in  public  schools  was  proposed  in  a  recent  work¬ 
shop  held  under  the  auspices  of  the  National 
Education  Association.  It  was  suggested  that  such 
a  study  be  made  under  a  grant  to  the  National 
Council  for  Social  Studies  in  Washington  with 
“the  assistance  of  consultants  from  agencies  out¬ 
side  Council  membership.” 

The  Canadian  Jewish  Congress  has  said  that 
national  laws  that  generally  recognize  adul¬ 
tery  as  the  sole  ground  for  divorce  are  com¬ 
pletely  inadequate.  The  statement  was  made 
in  a  brief  presented  by  the  joint  Senate- 
House  of  Commons  committee  on  divorce. 


WORLD  OF  RELIGIOF^r 

A vby  the  Editor 

Critics  of  authority  in  the  Roman  Catholic 
Church  have  been  condemned  as  “modern  Neros 
who  fiddle  while  Rome  burns.”  Archbishop  John 
A.  Murphy  of  Cardiff,  Wales,  in  a  hard-hitting 
pastoral  letter,  said  there  has  been  criticism  of 
of  the  church  in  every  generation,  but  it  has 
now  taken  a  new  and  dangerous  twist.  He  said, 
“Today’s  attacks  are  not  just  on  those  in  author¬ 
ity  but  on  authority  itself,  and  there  is  a  smell 
of  anarchy  about  it.” 

Archbishop  Murphy  continued,  “This  new 
crusade  against  authority  is  led  by  a  mitred 
army  of  columnists,  pundits,  playwrights, 
producers  and  interviewers  who  have  set 
themselves  up  apart  from  their  fellows  as 
keepers  of  the  public  conscience.  To  this 
particular  group  everyone  who  exercises  au¬ 
thority  is  a  sadist,  a  masochist,  an  inquisi¬ 
tor,  or  any  other  of  the  ‘hurraih’  words  in 
common  coinage.” 


FLAGSTAFF,  Ariz.  —  This  striking  snow  scene  of 
the  Crucifixion,  entitled  "The  Soldiers  Cast  Lots,” 
was  made  by  students  on  the  campus  of  Northern 
Arizona  University  in  Flagstaff,  Ariz.  Student 
groups  created  21  snow  sculptures  in  competing  for 
prizes  which  are  awarded  annually.  (RNS  Photo) 


Women  packed  the  galleries  when  the  Church 
Assembly — the  “parliament”  of  the  Church  of 
England — staged  a  lively  debate  during  its  Spring 
session  on  the  role  of  women  in  holy  orders. 
Most  went  away  expressing  disappointment  when 
the  Assembly  not  only  revealed  itself  divided 
on  the  issue  of  ordaining  women,  but  took  no 
positive  action. 

Dr.  Paul  M.  Stevens,  director  of  the  Southern 
Baptist  Radio  and  Television  Commission, 
recently  found  himself  in  the  role  of  uphold¬ 
ing  a  Roman  Catholic.  The  circumstances 
came  about  when  a  reporter  noted  that  the 
script  writer  for  the  $700,000  series  of  three 
films  produced  by  the  Baptism  commission 
is  a  Catholic  —  Philip  Scharper.  Mr.  Brown 
said,  “Philip  Scharper  was  recommended  to 
us  by  NBC  in  1958  and  since  we  began  work¬ 
ing  with  him  at  that  time  we  have  become 
thoroughly  convinced  he  is  spiritually  quali¬ 
fied.” 


For  the  first  time  since  it  was  founded  in  1950, 
the  National  Council  of  Churches  was  forced  to 
adjourn  a  meeting  of  its  policy-making  General 
Board  because  it  lacked  a  quorum  of  voting 
delegates  to  act  on  remaining  business.  The  four- 
day  meeting  in  snow-covered  Chicago  was  ad¬ 
journed  by  Dr.  Arthur  S.  Fleming,  president  of 
the  NCC,  after  he  announced  that  only  50  board 
members  were  present,  39  short  of  the  89  re¬ 
quired  to  constitute  a  quorum. 

“A  Man  for  All  Seasons,”  the  critically  ac¬ 
claimed  film  which  has  been  showing  before 
standing-room-only  audiences,  has  received 
another  accolade.  The  Broadcasting  and  Film 
Commission  (BFC)  of  the  National  Council 
of  Churches  and  the  National  Catholic  Of¬ 
fice  for  Motion  Pictures  (NCOMP)  present¬ 
ed  their  first  joint  award  to  the  film  at  a 
recent  reception  in  New  York. 


Father  Neil  G.  McCluskey,  a  visiting  professor- 
of  education  at  the  University  of  Notre  Dame, 
has  affirmed  that  academic  freedom  is  a  supreme 
right  of  the  theologian,  and  the  local  bishop  has 
no  justification  for  interfering  with  the  academic 
activities  of  a  Roman  Catholic  university’s  the¬ 
ology  department.  Speaking  to  an  audience  in 
Dayton,  O.,  he  said,  “The  Catholic  university 
must  arm  its  professors  of  theology  with  the 
same  academic  freedom  that  is  accorded  its  his¬ 
torians,  physicists  and  sociologists.” 

Two  participants  in  Ohio  Wesleyan  Univer¬ 
sity’s  Merrick  Lecture  series  were  awarded 
honorary  degrees  by  the  school  at  Delaware, 

O.  They  were  Dr.  Albert  C.  Outler  of  Perkins 
School  of  Theology,  and  Dr.  Harvey  G.  Cox 
Jr.,  associate  professor  of  church  and  society- 
at  Harvard  University  Divinity  School,  both 
of  whom  received  the  degree  of  doctor  of 
humane  letters. 


A  salary  schedule  for  Roman  Catholic  priests  in 
New  Hampshire  has  abolished  the  traditional 
stipend.  Bishop  Ernest  J.  Primeau  of  Manchester 
has  established  set  compensations  for  priests 
ranging  from  $225  to  $350  monthly.  Pastors  will 
receive  the  larger  amount  and  their  assistants 
the  smaller.  In  the  past,  New  Hampshire  priests 
received  from  $75  to  $115  a  month  depending 
on  the  number  of  years  they  had  been  ordained. 

The  Christian  Methodist  Episcopal  Church*, 
a  500,000-member  denomination,  has  be¬ 
come  the  tenth  church  to  join  the  Consulta¬ 
tion  on  Church  Union  (COCU).  Dr.  David 
Colwell,  chairman  of  COCU  and  pastor  of 
First  Congregational  Church,  Washington, 

D.  C.,  announced  that  a  delegation  from  the 
CME  Church  would  participate  in  the  next 
meeting  at  Episcopal  Theological  School, 
Cambridge,  Mass.,  May  1-4. 


Episcopal  Bishop  Jonathan  G.  Sherman  of  Long 
Island  has  condemned  all  forms  of  gambling  as 
a  means  of  raising  church  funds  in  his  diocese. 
He  called  on  denominational  clergy  and  churches 
in  Nassau  and  Suffolk  counties  and  in  Brooklyn 
and  Queens  to  “eliminate  gambling  and  gambling 
devices  from  future  fund-raising  activities.” 

Presiding  Bishop  John  E.  Hines  of  the  Epis¬ 
copal  Church  has  appointed  a  committee 
headed  by  Bishop  Charles  F.  Hall  of  New 
Hampshire  to  study  improved  methods  of 
placement  of  clergy  and  other  professional 
personnel  in  the  church.  Among  other  sub¬ 
jects,  the  committee  will  consider  the  bish¬ 
op’s  function  in  deployment  of  clergy  and 
will  give  special  attention  to  the  effective 
placement  of  parish  clergy  and  the  authority 
involved  in  the  removal  of  clergy. 
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Mrs.  Floyd  Kimball  and  Mrs. 
Dexter  Brown  of  the  Vinton 
Methodist  Church  were  re¬ 
sponsible  for  the  fine  show¬ 
ing  of  their  church  in  the 
Louisiana  Methodist  sub¬ 
scription  drive.  Mrs.  Brown 
has  directed  the  campaign 
in  the  Vinton  Church  for  the 
past  five  years,  each  year 
the  church  has  gone  over  its 
quota.  This  year  they  al¬ 
most  doubled  their  quota. 
The  Rev.  James  M.  Poole  is 
pastor. 


A  Report 
from  New  Orleans 
Inner-City  Parish 

by  Rupert  D.  Coles 

This  article  is  being  written  during 
a  break  in  the  midst  of  our  convocation 
of  boards  in  Alexandria,  February  24- 
25.  As  boards  have  met  and  planned 
programs,  hearing  reports  and  recom¬ 
mendations  from  sub-committees,  the 
movement  seems  to  be  toward  reassess¬ 
ment  of  traditional  value  to  find  mean¬ 
ing  for  today.  We  speak  of  the  New 
Day  in  Christian  education,  camp  lead¬ 
ers  stress  the  necessity  of  finding  suit¬ 
able  activity  to  meet  the  needs  to  "mod¬ 
ern"  youth,  all  programs  in  every  de¬ 
partment  must  be  constantly  re-eval¬ 
uated  to  make  them  relevant.  For  the 
church  stands  in  danger  of  losing  its 
audience  with  the  world,  simply  be¬ 
cause  it  is  not  alert  to  the  world’s 
needs  and  the  world’s  ways. 

One  of  the  greatest  changes  the 
church  has  made  is  its  approach  to- 
evangelism.  Heretofore,  the  church  has 
conducted  its  evangelism  through  re¬ 
vivals,  radio  broadcasts,  or  visitation.. 
The  purpose  of  such  evangelism  is  to 
bring  people  into  the  fellowship  of  the 
church. 

Recently  the  church  has  adopted  both 
a  different  strategy  and  a  different 
purpose  in  its  evangelism.  Though 
bringing  persons  into  its  fellowship  may 
be  necessary  to  accomplish  its  ultimate 
purpose,  the  church  has  come  to  feel 
that  more  immediate  needs  of  man  may 
be  met  outside  this  fellowship.  Instead 
of  seeking  its  own  increase  as  its  ulti¬ 
mate  purpose,  the  church  has  come  to 
rea Jize  that  the  redemption  of  man  is 
its  true  mission. 

Different  techniques  have  been  em¬ 
ployed  by  the  church  to  fulfill  this 
mission.  It  may  seem  strange  to  assign 
a  professional  athlete  to  witness  to  the 
younger  generation  at  the  beach,  but 
this  is  what  is  happening.  It  isn’t  con¬ 
ventional  to  become  part  of  a  social 
club  in  order  that  religious  dialogue 
may  take  place,  but  this  is  being  done. 
Many  people  do  not  have  the  back¬ 
ground  to  understand  the  message  of 
religious  drama,  but  many  do  and  are 
receiving  insight  into  the  Christian 
faith  through  this  media. 

Helping  a  child  with  his  schoolwork 
hardly  seems  like  evangelism,  but  this 
is  a  very  tangible  way  of  demonstrating 
one's  concern  for  the  welfare  of  an¬ 
other  human  being.  The  same  applies 
to  employment  securement,  vocational 
training,  sewing  instruction  or  consum¬ 
er  education.  Many  are  the  ways  being 
tried  by  the  church  to  communicate 
the  love  of  God. 

The  church  is  learning  that  if  it  is 
to  save  its  life  it  must  be  willing  to 
risk  losing  it. 

t 

The  Rev.  Dr.  Earl  E.  Harper,  71, 
former  president  of  Methodist-related 
Evansville  and  Simpson  Colleges  and 
retired  director  of  the  school  of  fine 
arts  at  the  State  University  of  Iowa, 
died  March  1  in  St.  Petersburg,  Fla., 
after  collasping  at  the  end  of  a  hymn 
festival  service  he  was  leading.  Dr.  Har¬ 
per  was  chairman  of  the  executive  com¬ 
mittee  of  the  committee  which  guided 
revision  of  the  Methodist  hymnal. 


HOW  WILL  THE 
"NEW  DAY”  COME? 

The  following  statement  was  on  the- 
cover  of  the  February  issue  of  THE 
CHURCH  SCHOOL.  Because  of  its, 
prominent  location,  probably  many  per¬ 
sons  overlooked  it. 

The  New  Day  in  Christian  Educa¬ 
tion  is  essential  for  the  whole  church, 
but  it  cannot  come  through  promotion 
or  exhortation,  through  new  rules  or 
new  materials,  or  through  clever  or 
grandiose  programs.  It  will  come,  rath¬ 
er,  in  our  new  answer  to  Christ’s  call 
to  faith  and  through  our  courage  and 
skill  and  imagination  and  love  as  we 
play  our  part  in  helping  the  church 
change. 

t 

INTERNATIONAL  LESSONS 
WILL  CONTINUE 

Contrary  to  the  widespread  rumor 
that  the  International  Lesson  Series  will 
be  discontinued  when  the  new  adult 
materials  (FOUNDATION  STUDIES 
IN  CHRISTIAN  FAITH)  is  available, 
the  INTERNATIONAL  LESSON  SER¬ 
IES  WILL  BE  CONTINUED. 

This  rumor  probably  started  when 
the  announcement  was  made  of  the  dis¬ 
continuance  of  ADULT  STUDENT, 
but  WESLEY  QUARTERLY  (which  is 
used  by  most  classes  that  use  the  In¬ 
ternation  Lesson  Series)  will  be  con¬ 
tinued.  Teachers’  helps  will  be  carried 
in  ADULT  TEACHER. 

THE  INTERNATIONAL  LESSON 
ANNUAL  will  also  be  continued, 
t 


SCHEDULE  FOR 
NEW  ADULT  CURRICULUM 

(1)  Order  cards  for  Adult  Advance 
Kits  ($3.75  each)  in  mailings  to  litera¬ 
ture  secretaries,  church  school  superin¬ 
tendents,  pastors,  and  commissions  on 
education  chairmen  in  BOTH  the 
March-April-May  (mailed  about  Jan- 
uady  1,  1967)  and  June-July-August 
(mailed  about  April  1,  1967),  1967 
literature  renewal  and  FORECAST 
mailings. 

(2)  Shipment  of  Advance  Kits  from 
Cokesbury  will  begin  on  June  1,  1967. 

(3)  PREPARING  FOR  A  NEW 
DAY  unit  for  study  in  April  will  be  in 
adult  church  school  publications  or  can 
be  ordered  from  Cokesbury  as  a  separ¬ 
ate  booklet  (15c  each). 

(4)  Quantity  orders  for  material  will 
be  placed  by  local  churches  on  the 
REGULAR  fall  quarter  (September- 
October-November,  1967)  curriculum 
order  blank.  This  order  blank,  contain¬ 
ing  materials  for  children,  youth  and 
adults,  will  be  mailed,  with  FORECAST 
to  literature  secretaries  about  July  1, 
1967. 

(5)  Shipment  of  all  fall  quarter  ma¬ 
terials,  including  the  new  adult  mate¬ 
rials,  will  begin  about  July  20,  1967. 
Orders  will  be  filled  in  the  approximate 
sequence  in  which  they  have  been  re¬ 
ceived. 

(6)  First  use  of  new  materials  by 
Methodist  church  schools  first  Sunday 
in  September,  1967. 


HAVE  YOU  SENT 
CHRISTIAN  EDUCATION 
OFFERING? 

Have  you  sent  your  offering  for 
Ihristian  Education  Sunday  (formerly 
Church  School  Rally  Day)  to  the  Con- 
erence  Treasurer?  If  not,  please  send 
it  as  soon  as  possible.  OUR  LEADER¬ 
SHIP  TRAINING  PROGRAM  DE¬ 
PENDS  ON  THIS  OFFERING.  The 
goal  is  .06  per  enrolled  member  of 
the  church  school. 

t 

U.S.  INFORMATION  AGENCY 
NAMES  METHODIST  ADVISOR 

WASHINGTON,  D.C. — A  Washing¬ 
ton  Methodist  minister  has  been  ap¬ 
pointed  one  of  three  religious  advisers 
to  the  U.S.  Information  Agency,  which 
tells  the  nation’s  policies  and  life  to 
other  nations. 

The  Rev.  Edward  G.  Carroll,  super¬ 
intendent  of  Washington  Northwest 
District  in  Baltimore  Conference,  will 
serve  on  the  panel  along  with  Rabbi 
Richard  G.  Hirsch,  director  of  the  Re¬ 
ligious  Action  Center,  Union  of  Amer¬ 
ican  Hebrew  Congregations,  and  the  Rt. 
Rev.  Msgr.  George  G.  Higgins,  director 
of  the  Social  Action  Department,  U.S. 
Catholic  Conference.  All  are  from 
Washington.  Their  first  meeting  was 
March  8. 

This  is  the  first  time  USIA  has  had 
an  interfaith  panel,  though  it  has  had 
religious  advisers  since  its  inception,  ac¬ 
cording  to  a  spokesman.  The  panel  will 
serve  as  consultants  "to  assure  that  the 
agency’s  handling  of  religious  matters 
serves  the  best  interests  of  the  nation 
and  its  diversity  of  faiths.” 

The  spokesman  pointed  out  that  one 
mission  of  USIA  is  to  "delineate  the 
aspects  of  American  life  which  make 
our  policies  and  objectives  more  un¬ 
derstandable  to  people  of  other  coun¬ 
tries.”  Viewing  religion  as  an  important 
part  of  American  Life  but  in  the  context 
of  the  whole  rather  than  as  separate 
and  distinct,  the  agency  considers  the 
vitality  of  religion  as  exhibited  "not 
merely  in  gatherings  for  worship  but 
in  moral,  social,  economic  and  political 
Conduct.” 

t 


Union  of  the  Nebraska  Annual  Con¬ 
ferences  of  the  Methodist  and  Evan¬ 
gelical  United  Brethren  Churches  as 
early  as  June  of  1968  has  been  pre¬ 
dicted  by  Methodist  Bishop  Kenneth 
W.  Copeland  of  Lincoln,  Nebr.,  and 
EUB  Bishop  Paul  W.  Milhouse  of  Kan¬ 
sas  City,  Mo.,  provided  that  union  of 
the  denominations  nationally  is  rati¬ 
fied  by  annual  conferences  now  voting 
on  the  question. 

t 

What  is  believed  to  be  the  largest 
religious  gathering  ever  held  in  Tonga 
took  place  this  winter  when  14,000 
people  gathered  for  the  closing  meet¬ 
ing  of  a  mission  led  by  the  noted  Aus¬ 
tralian  evangelist,  the  Rev.  Dr.  Alan 
Walker. 

f 

The  Rev.  Theodore  Mcllvenna  has 
resigned  his  position  as  director  of 
project  development  of  the  interdenom¬ 
inational  National  Youth  Adult  Proj¬ 
ect  to  return  to  the  Methodist-related 
Glide  Urban  Center  in  San  Francisco, 
Calif. 


t 


Dr.  Charles  E.  Palmer,  (second  from  right,  back  row)  professor  of  Special 
Education  at  NSC,  was  the  director  of  the  training  school  for  Lay  Lead¬ 
ers  at  Pineville  First  Methodist  Church  recently.  The  Rev.  Earl  Emmer¬ 
ich  is  pastor. 
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Sixteenth  Annual  Meeting 
Wesleyan  Service  Guild 

March  17-19,  1967 

PROGRAM 


THEME:  “Total  Mission  To  A  Total  World” 
FRIDAY.  MARCH  17,  1967 

6:00  P.M.  Registration  -  Lobby.  Charleston  Hotel 

8:00  P.M.  Conference  Guild 

Committee  Meeting - Charleston  Hotel 

SATURDAY,  MARCH  18.  1967 

8:00  A.M.  Conference  Guild 

Committee  Breakfast _ Charleston  Hotel 

9:00  A.M.  Registration  . . . Lobby,  Charleston  Hotel 

10:00  A.M.  District  Secretaries’ 

Meeting _ ,  .  .  Charleston  Hotel 

12:00  Noon  Registration, 

Continued  _  First  Methodist  Church 

AFTERNOON  SESSION 
SANCTUARY,  FIRST  METHODIST  CHURCH 


1:00  P.M.  Organ  Prelude _ _ _  Mr.  Don  Allured 

Theme  Hymn  “We’ve  A  Story  To  Tell  To 
Nations” 

(The  Methodist  Hymnal  No.  501  (old)  or 
No.  410  (new) 

Convening  of  the  Fifteenth 

Annual  Meeting _  Miss  Mildred  Evans 

Prayer - Mrs.  Milton  C.  Baldridge 

Meditation  “What  Talents  I  Possess  "..-Mrs.  W.  W.  Paxton 

Holy  Communion _ . _ Rev.  G.  W.  Pomeroy 

Welcome _  Mrs.  Robert  McCall 

Order  of  Business: 

Presentation  of  Program _ Miss  Grace  Lawson 

Report  of  Recording  Secretary _ Miss  Marie  White 

Appointment  of  Committees 
Report  on  “Christian  Service 

Times" - Miss  Mariynn  Carter 

Report  on  World  Methodist 

Conference _ Mrs.  G.  W.  Dameron 

Address  -  Mrs.  Glenn  E.  Laskey 

Announcements 

Solo 

Pledge  Service _ Mrs.  Carl  A.  Gallaher 

3:00  P.M.  Fellowship  Hour  _  Fellowship  Hall 

First  Methodist  Church 
EVENING  SESSION 


7:00  P.M.  Dinner 

Cafeteria . .  LaGrange  Senior  High  School 

•  Presiding _ _ Mrs.  Clayton  G.  Mainous 

Invocation  _  Mrs.  Frank  Bryan 

Introductions 
Special  Music 

Address  "Discovering  New  Dimensions” 

Mr.  Larry  Pleimann 

Benediction 


SUNDAY.  MARCH  19.  1967 
7:00  A.M.  Breakfast 

Fellowship  Hall _ First  Methodist  Church 

Presiding - Mrs.  Milton  C.  Baldridge 

Invocation _ _ _ Mrs.  Jean  Gilmore 

Meditation  “Total  Mission  To 

A  Total  World" _ Mrs.  Larry  Pleimann 

Prayer - Mrs.  Gay  Richardson 

8:30  A.M.  Order  of  Business: 

Committee  Reports 
Election  of  Delegates 


BASTROP  GUILD 
ENTERTAINED  CHOIR 

Recently  the  Wesleyan  Service  Guild 
of  First  Methodist  Church  of  Bastrop 
entertained  the  members  of  the  adult 
choir  and  their  guests  at  a  dinner  meet¬ 
ing  in  the  Fellowship  Hall  of  the 
church.  Sixty-one  persons  were  present. 
At  the  meeting  tne  Wesleyan  Service 
Guild  presented  a  Life  Membership  pin 
to  Mrs.  Jack  Warren  who  has  served 
as  church  secretary  for  the  past  sixteen 
years. 


At  Bastrop,  Mrs.  J.  B.  Spier,  choir  di¬ 
rector,  places  a  WSG  Life  Membership  pin 
on  Mrs.  Jack  Warren,  church  secretary  for 
16  years,  while  Mrs.  Thomas  Guthrie,  Sr., 
WSG  president,  observes. 


MISS  MILDRED  EVANS  will  preside  at  the  Wesleyan  Service  Guild  meeting.  MISS 
GRACE  LAWSON  is  program  chairman  for  the  annual  Guild  meeting.  MRS.  ROBERT 
REICH  is  program  chairman  for  the  Conference  Woman’s  Society.  MRS.  W.  W.  PAXTON 
is  president  of  the  Lake  Charles  First  Church  host-Woman's  Society.  DR.  G.  W.  POM¬ 
EROY  is  host  pastor. 


Evans 


Lawson 


Reich 


P  axton 


Pomeroy 


RUSTON  DISTRICT 
SPRING  MEETING 

The  Annual  meeting  of  the  Ruston 
District  of  the  Woman’s  Society  of 
Christian  Service  will  be  held  Wednes¬ 
day,  March  29th  at  Lakeview  Church, 
Minden. 

The  speaker  for  the  meeting  is  Mrs. 
G.  W.  Dameron,  immediate  past  pres¬ 
ident  of  the  Louis¬ 
iana  Conference  of 
the  Woman’s  Socie¬ 
ty.  Mrs.  Dameron,  a 
native  of  Louisiana 
and  pastor’s  wife, 
has  been  closely  as¬ 
sociated  with  the 
work  of  the  Wom¬ 
an’s  Society  in  all 
phases  on  a  district, 
State,  and  jurisdictional  level.  She  has 
been  a  delegate  to  the  General  Confer¬ 
ence  and  at  present  is  serving  as  chair¬ 
man  of  the  Conference  committee  on 
Mission  Studies  as  well  as  the  Historian 
for  the  Woman’s  Society.  She  was  a 
delegate  to  the  World  Methodist  Con¬ 
ference  in  London  this  past  year,  and 
her  wide  experience  and  variety  of  ac¬ 
tivities  well  prepare  her  as  a  speaker  on 

Christian  Unity  —  Purpose  and 
Promise.” 

Mrs.  Wm.  Manning  of  Ruston,  Mrs. 
Weidman  Watson  of  Homer,  Mrs.  J. 
D.  Cardwell  of  Simsboro,  Mrs.  R.  J. 
McGehee  of  Downsville,  and  Mrs. 
George  Tigner  of  Homer,  Ruston  Dis¬ 
trict  president,  have  served  as  program 
committee  for  this  event. 

Registration  will  begin  at  9:15  and 
the  program  at  10:00.  Adjournment  is 
Scheduled  for  12:15,  and  lunch  will  be 
served  by  the  Lakeview  Society  for 
$1.00.  A  nursery  will  be  provided. 


First  Methodist  Church,  Lake  Charles, 
where  both  annual  meetings  for  women 
will  be  held  this  week. 

NEW  SOCIETY  AT  PIONEER 

The  Monroe  District,  Woman’s  So¬ 
ciety  of  Christian  Service,  is  proud  to 
announce  the  formation  of  a  new  so¬ 
ciety  at  Pioneer,  La.,  on  February  21st. 

The  new  officers  are  Mrs.  Murry 
Crowe,  President;  Mrs.  Florence  Mc- 
Koin,  Vice-President;  Mrs.  C.  W. 
Traweek,  recording  secretary;  Mrs.  Ottis 
Coody,  Treasurer;  Missionary  education 
and  service  secretary,  Mrs.  Roy  Coody. 

District  officers  assisting  and  meeting 
with  the  members  of  Pioneer  were  Mrs. 
Don  Wineinger,  District  President, 
Mrs.  Lucille  Goodwin,  membership  and 
cultivation  secretary;  Mrs.  J.  Herbert 
Walker,  spiritual  life  secretary;  Mrs. 
W.  R.  Olsen,  recording  secretary  and 
Mrs.  L.  W.  Baker,  Zone  Leader  of 
Zone  IV. 

t 


There  is  no  circumstance  which 
comes  to  us  in  life  that  God  has  not 
known. — Albrecht 

t 

MELVILLE  WORLD  DAY 
OF  PRAYER 

The  Woman’s  Society  of  Christian 
Service  of  the  Melville  Methodist 
Church  observed  the  World  Day  of 
Prayer  under  the  leadership  of  Mrs.  H. 
Mack  Zerangue,  the  Spiritual  Life  Sec¬ 
retary.  The  attendance  was  very  good, 
members  of  the  Melville  and  Palmetto 
churches  attending. 

Rev.  Stephen  Wendt  is  the  pastor  of 
the  Melville-Palmetto  Charge. 


CALENDAR 

LOUISIANA  CONFERENCE 
WOMAN’S  SOCIETY 
Lake  Charles,  First  Church 
March  15-17 

WESLEYAN  SERVICE  GUILD 
Lake  Charles,  First  Church 
March  17-19 

DISTRICT  WSCS  MEETINGS 
ALEXANDRIA,  Jonesville,  Mar.  30 
BATON  ROUGE,  Amite,  Mar.  30 
LAFAYETTE,  Asbury,  Apr.  12 
LAKE  CHARLES,  Univ  Church, 

Apr.  4 

MONROE,  Bastrop 
NEW  ORLEANS,  Carrollton,  Mar.  29 
RUSTON,  Lakeview,  Minden,  Mar.  29 
SHREVEPORT,  Lakeview,  Mar.  30 
t 


CHURCH  WOMEN 
UNITED  TO  MEET 

The  annual  assembly  of  the  Church 
Women  United  of  Louisiana  will  be 
held  in  New  Orleans  on  March  30 
and  31  at  the  Salvation  Army  Citadel. 

The  theme  of  this  21st  annual  meet¬ 
ing  is  ’’Laity  in  Missions  .  .  .  Christian 
Community  Action. 

t 

MONROE  DISTRICT 
EXECUTIVE  BOARD 

The  Executive  Board  of  Monroe  Dis¬ 
trict,  Woman’s  Society  of  Christian  Ser¬ 
vice,  met  in  the  home  of  Mrs.  E.  R. 
Haug,  Monroe.  Mrs.  Don  Wineinger, 
President,  presided. 

Rev.  Edward  Haug,  Districst  Supt., 
opened  the  meeting  with  prayer  and 
Mrs.  J.  Herbert  Walker  gave  the  De¬ 
votional. 

Mrs.  W.  W.  Halbert  was  elected  cam¬ 
pus  ministry  secretary.  Mrs.  Jack  Gol- 
son,  program  chairman,  reported  the 
spring  District  meeting  would  be  held 
in  Bastrop,  March  30,  with  Mrs.  Robert 
M.  Bingham  of  the  Louisiana  Confer¬ 
ence  as  the  principal  speaker.  Mrs. 
Thos.  Guthrie,  Jr.,  reported  one  youth 
from  Bastrop,  Monroe  District,  was 
in  the  Mission  Tour  last  summer. 

A  wedding  gift  from  the  district  had 
been  sent  to  the  former  Miss  Nell  Coul¬ 
ter,  of  LaVerne,  California.  She  was 
commissioned  a  deaconess  in  January  of 
this  year  and  works  at  the  David  and 
Margaret  Home  for  Children  in  La¬ 
Verne. 

The  Zone  leaders  announced  the 
spring  zone  meetings  as  follows:  Zone 
I,  April  20th,  at  St.  Andrew’s;  Zone  II, 
April  27th,  at  Bonita;  Zone  III,  May 
4th,  at  Grayson;  Zone  IV,  May  11th, 
at  Tallulah;  and  Zone  V,  May  18th, 
place  to  be  announced. 

At  adjournment  of  the  meeting,  a 
covered  dish  luncheon  was  served  by 
the  hostess,  Mrs.  Haug. 

District  officers  and  secretaries  pres¬ 
ent  were  Mrs.  Don  Wineinger,  Pres¬ 
ident,  Mrs.  H.  B.  Wiggers,  Sr.,  Mrs. 
W.  R.  Olsen,  Mrs.  J.  W.  Boyd,  Mrs. 
W.  W.  Halbert,  Mrs.  Jack  B.  Golson, 
Mrs.  Lucille  Goodwin,  Mrs.  Thos. 
Guthrie,  Jr.,  Mrs.  E.  R.  Haug,  Mrs. 
Ferrell  Earl,  Mrs.  J.  Herbert  Walker, 
Mrs.  Fred  Flurry,  Mrs.  Kenneth  Mason, 
Mrs.  L.  W.  Baker,  and  Rev.  E.  R.  Haug, 
District  Supt. 


•  On  a  Wide  Circuit 
Thomas  Tiplady: 

Pioneer 

Prophet 

Poet 

by  W.  W.  Reid 

The  Rev.  Thomas  Tiplady,  one  of 
England’s  most  beloved  social-pioneer¬ 
ing  clergymen,  and  a  hymn-writer  who 
spoke  "to  the  needs  and  aspirations  of 
the  common  man,”  died  in  London  on 
January  7,  1967 — six  days  after  his 
85th  birthday.  The  story  of  the  famed 
Lambeth  Mission  of  the  Methodist 
Church  in  London  is  largely  the  story 
of  Thomas  Tiplady,  the  pioneer  and 
prophet.  And  his  more  than  200  hymns 
have  enriched  hymnals  in  every  English- 
speaking  corner  of  the  world. 

Thomas  Tiplady  was  born  January 
1,  1882,  at  Gayle,  Wensleydale,  Yorks. 
His  education  was  in  the  elementary 
and  technical  schools  of  his  native  com¬ 
munity,  and  then  at  Theological  Col¬ 
lege,  Richmond.  Ordained  a  minister 
of  the  Methodist  Church,  he  served  cir¬ 
cuits  to  the  beginning  of  World  War 
I.  His  service  as  chaplain  in  the  war 
sharpened  his  social  consciousness, 
brought  to  the  fore  his  deep  concern 
for  people,  and  made  him  a  vigorous 
champion  of  the  cause  of  peace.  One 
who  was  with  him  records:  "On  the 
field  of  battle  in  Flanders  as  a  chaplain 
Mr.  Tiplady  won  the  affection  of  his- 
men  by  his  sacrificial  care  and  concern 
which  halted  at  no  danger.” 

After  the  war — in  1919 — Chaplain 
Tiplady  made  his  first  visit  to  the  Unit¬ 
ed  States  on  invitation  of  the  Centenary 
Movement  of  the  Methodist  Episcopal 
Church.  He  travelled  across  the  country, 
speaking  everywhere  for  peace,  for 
goodwill  to  all  peoples,  and  for  spe¬ 
cific  missionary  causes. 

In  1922,  Mr.  Tiplady  was  appointed 
superintendent  and  minister  of  the  Lam¬ 
beth  Mission  in  one  of  London’s  slum 
areas.  In  those  post-war  days  the  area 
had  many  unemployed  people,  and  hun¬ 
ger,  poverty,  and  deprivation  abound¬ 
ed.  And  a  new  generation  was  growing 
up  almost  wholly  unrelated  to  the  near- 
empty  churches.  Mr.  Tiplady  found  "an 
empty  chapel.”  He  sought  some  way  to 
"take  the  church  to  the  people,  or  bring 
the  people  to  the  church.” 

With  the  encouragement  of  Joseph 
Rank,  then  pioneering  in  motion  pic¬ 
tures,  he  put  on  lantern  slides  (and 
later  motion  pictures)  and  people  be¬ 
gan  to  come.  As  the  Methodist  Record¬ 
er  tells:  "The  story  of  the  Cinema  Mis¬ 
sion  (1928-45)  was  an  epic  probably 
unparalleled  in  church  history  of  a  man 
who  transformed  his  chapel  into  a  cine¬ 
ma  and  shouted  over  the  gap  that  sep¬ 
arated  Church  and  people — 'Come  all 
ye  people  of  Lambeth  and  we  will  speak 
together  in  each  other's  language  the 
good  things  of  life  which  are  the  good 
things  of  God.’ 

It  was  the  need  of  the  "Cinema 
Church”  that  brought  forth  the  Muse 
in  Thomas  Tiplady.  At  first  he  had  put 
on  slides  the  ancient  prayers  and  the 
classic  hymns  of  the  churches — "but  the 
people  did  not  know  them  or  under¬ 
stand  their  theological  language.”  So  he 
decided  to  write  some  himself  —  re¬ 
newing  a  small  interest  he  had  devel¬ 
oped  in  childhood:  a  penny  book  of 


British 

scene 


by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 
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The  problems  of  modern  internation¬ 
al  society,  illustrated  by  the  plight  of 
the  refugee,  the  victim  of  modern  war¬ 
fare,  the  hard-core  problem  of  the  "old” 
refugee  who  has  not  been  rehabilitated, 
and  who  probably  never  will,  are  nevef 
far  from  the  surface  of  the  apparently 
content  and  affluent  West.  The  need 
for  a  world  at  peace  is  allied  verv 
closely  to  the  need  for  relief  of  sucrl 
people,  and  the  two  things  really  be¬ 
long  together. 

These  are  not  new  problems  in  them¬ 
selves — they  are  as  old  as  time.  The 
flight  of  the  children  of  Israel,  in  mod¬ 
ern  terms  would  be  seen  as  a  long¬ 
term  refugee  problem,  and  their  event¬ 
ual  settlement  in  the  land  of  Canaan 
would  be  described  as  rehabilitation. 

What  is  new  is  that  such  questions 
are  being  faced  in  a  world  of  rapid 
change  and  technological  revolution. 
And  in  this  world  we  are  faced  by  a 
strange  paradox.  It  is  that,  at  once,  we 
are  technically  so  proficient  that  there 
is  plenty  of  potential  for  solving  any 
problem,  and  yet  we  are  strangely  im¬ 
potent  to  apply  the  solutions.  This  is 


not  only  because  there  is  not  sufficient 
moral  initiative  to  solve  the  problems 
of  mankind.  It  is  because  the  very  ad¬ 
vances  we  have  made  have  produced  a 
world  of  complexity  in  which  tensions 
are  very  often  increased  rather  than 
decreased  by  technological  advance. 

At  last  year’s  World  Council  of 
Churches  Conference  on  Church  and 
Society  a  warning  was  uttered  against 
what  it  called  "ill-founded  Messianic 
hopes  of  what  scientific  technology  can 
do.”  The  power  that  man  possesses  to 
alter  and  change  his  nature  and  cultural 
environment  is  a  power  to  build  and 
liberate  but  it  is  also  a  power  to  en¬ 
slave  and  destroy.  The  moral  imperative 
which  alone  can  order  properly  the 
effective  choices  made  by  modern  man 
must  be  realised.  And  this  is  the  basic 
theological  task  of  the  Church. 

It  is  to  seek  and  express  faithfully 
the  meaning  of  the  revelation  of  God 
in  our  time,  and  to  examine  in  rela¬ 
tionship  with  other  disciplines  of 
thought  the  new  social  experience  that 
Christians  share  with  all  men. 

It  is  here  that  well-meant  sermons 


some  of  Robert  Burns’  poems  had  in¬ 
spired  him  to  write  some  of  his  own. 
And  now  he  wrote  to  meet  the  needs 
of  his  people  in  a  language  they  could 
understand. 

It  has  quite  often  taken  the  British 
a  long  time  to  recognize  their  own 
literary  wealth,  and  this  seems  true  in 
the  case  of  Thomas  Tiplady.  British 
Methodism  —  adhering  desperately  to 


the  hymns  of  the  Wesleys  (despite  their 
outmoded  theological  language  and  con¬ 
cepts) — has  failed  to  include  Tiplady 
in  its  official  hymnals.  But  other 
churches  in  Scotland,  Ireland,  Canada, 
Austrialia,  the  United  States  and  else¬ 
where  have  used  some  of  his  best  to 
their  great  advantage.  The  years  may 
help  British  Methodism  recognize  its 
own  son. 


are  not  enough.  Here  in  Britain,  some 
of  us  are  exploring  the  possibilities  of 
"teach-ins”  and  seminars  which  make 
the  fullest  possible  use  of  expert  lay¬ 
men  in  various  fields  of  knowledge, 
so  that  these  major  questions  can  not 
only  be  aired,  but  faced  in  some  prac¬ 
tical  fashion. 

I  have  already  referred  to  the  Old 
Testament  story  of  the  children  of  Is¬ 
rael  in  the  wilderness.  Unless  the  church 
is  going  to  find  itself  in  a  special  kind 
of  religious  wilderness  in  these  swift- 
moving  days,  it  needs  to  remember 
that  the  dominant  note  of  the  Old 
Testament  prophets  was  that  God  was 
at  work  in  His  world — and  we  had  bet¬ 
ter  learn  how  to  join  in  with  what 
He  is  doing — or  find  ourselves  useless 
to  Him. 

REPARTEE 

I  have  just  returned  from  Belfast  in 
Northern  Ireland,  where  I  was  priv¬ 
ileged  to  share  as  the  guest  speaker  in 
the  Anniversary  celebrations  of  the  Bel¬ 
fast  Mission,  the  great  city  project  for 
Methodism  with  its  many-sided  social 
work,  and  its  great  evangelical  enter¬ 
prise.  All  good  Irishmen  are  getting 
ready  for  St.  Patrick’s  Day.  A  story 
I  heard  there  might  amuse  those  of 
you  who  may  have  affinities  with  the 
f'Ould”  Country. 

An  Irishman  who  was  notorious  for 
being  incapable  of  giving  a  straight 
"Yes”  or  "No”  in  answer  to  a  ques¬ 
tion  was  showing  a  visitor  around.  He 
evaded  a  straight  answer  to  question 
after  question. 

At  last  they  found  themselves  fac¬ 
ing  the  Post  Office.  All  Post  Offices  in 
Ireland  are  painted  green,  and  the  sign 
was  very  prominent. 

Said  the  visitor:  "Is  that  a  Post  Of¬ 
fice,  then,  Pat?” 

"Sure"  replied  Pat  "and  is  it  a  stamp 
you’d  be  wanting?” 

LAST  WORD 

When  you  have  half  an  hour  to  spare, 
try  to  avoid  spending  it  with  someone 
who  hasn't. 


JESUS  THE  FAILURE 

The  early  morning  sun  dissolved  the 
spring  mists  that  had  imprisoned  the 
bare  Judean  hills  and  valleys.  Then 
it  climbed  the  dismal  walls  and  crawled 
slowly  into  the  dark  corners  of  Jerus¬ 
alem’s  narrow,  tortuous  streets,  making 
weird  shadows  on  the  ancient  stones 
that  had  echoed  the  laughter  and  mis¬ 
eries  of  the  Jewish  people  for  centuries. 

The  sunlight  drenched  the  walls  of 
the  governor’s  palace,  then  flooded  onto 
the  pavement  where  trials  were  often 
heard.  Pontius  Pilate  had  been  asked 
to  judge  the  case  of  Jesus  the  Christ. 
Bleary-eyed  and  half  angry  at  being 
disturbed  this  early,  he  was  in  no  mood 
to  deal  kindly  with  anyone,  especially 
a  Jew. 


Jlci4f4na*ir±  WitneAA 


by  Charles  A.  Stuck/Lay  Evangelist 


Still  he  almost  felt  pity  for  this  lone 
defendant  whose  robe  was  soiled,  His 
hair  tousled  and  His  cheeks  showing 
bruises.  Besides,  there  was  a  queer  look 
of  serenity  on  this  Jew's  face  that  dis¬ 
turbed  the  governor.  Even  when  sur¬ 
rounded  by  a  screaming  mob,  this  man 
did  not  appear  afraid. 

There  was  a  quick,  sketchy  trial,  dis¬ 
turbed  often  by  a  bedlam  of  conflict¬ 
ing  testimony.  The  crowd  asked  for, 
even  demanded  crucifixion,  the  crudest 
form  of  Roman  punishment.  So  Pilate, 
anxious  to  settle  the  case,  decreed  that 
Jesus  would  be  nailed  to  a  cross  until 
He  was  dead.  There  was  scourging,  a 
short  agonizing  journey  to  Golgotha, 
then  the  sentence  was  carried  out.  There 
He  hung,  limp  and  groaning,  His  eyes 
unshaded  from  the  glaring,  mid-morn¬ 
ing  sun. 

This  was  the  moment  of  glory  for 


the  church  leaders.  They  shouted  glee¬ 
fully  to  each  other, 

"Aha!  Look!” 

"He  saved  others.  Let  Him  try  to 
save  Himself!”  Scribes  wagged  their 
heads  in  disdain.  Sadducees  suddenly 
broke  tradition  and  bowed  low  to  Phari¬ 
sees,  who  returned  the  hollow  courtesy. 
The  "imposter”  was  dying.  His  cult  had 
failed.  Now  the  church  could  return 
to  its  comfortable  orthodoxy. 

Jesus  was  a  complete  failure  by  man's 
standards.  But  God  has  far  different 
dimensions  of  value.  Jesus  could  have 
lived  another  fifty  years  and  healed 
thousands.  The  crowds  would  have 
named  Him  the  Healer  of  Nazareth. 
But  He  willingly  gave  His  life  on  a 
cross  and  thereby  offered  salvation 
to  the  world.  And  of  course  that  in¬ 
cludes  you  and  me. 

HALLELUJAH!  AMEN! 
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‘Wkesie  tk&ie  a  cviCl 


by  Robert  Paul  Ward 
Pastor,  First  Church,  Adrian,  Michigan 

Where  there’s  a  will  there’s  a  legal 
way  provided  for  the  disposal  of 
your  estate  according  to  your 
wishes.  Christian;  stewardship  re¬ 
quires  a  careful  handling  of  one’s 
earthly  possessions. 

I  have  just  read  a  beautiful  affirma¬ 
tion  of  faith.  It  is  not  a  creed  written 
by  scholars.  It  is  The  Last  Will  and 
Testament  of  Charles  Wolfe,  of  blessed 
memory  to  Michigan  Methodists. 

For  forty-five  years  he  served  as  a 
Methodist  minister  in  Montana  and 
Michigan.  He  is  probably  best  remem¬ 
bered  for  his  thirteen-years  pastorate 
at  First  Church,  Bay  City,  and  his  six- 
year  term  as  superintendent  of  the  Mar¬ 
quette  District. 

Following  Mrs.  Wolfe’s  death  in 
1964  Charles  rewrote  his  will  which  was 
probated  after  his  own  death  last  April. 
In  it  he  makes  provisions  for  several  of 
his  relatives  and  friends.  He  leaves  an 
amount  for  the  retired  ministers  of 
the  Montana  Conference  and  $15,000 
to  Drew  University  for  its  Scholarship 
fund  and  $15,000  to  Adrian  College 
for  scholarships  for  preministerial  stu¬ 
dents.  And  so  in  his  final  act  of  stew¬ 
ardship  Charles  Wolfe  reaffirmed  his 
faith  in  his  family  and  friends,  in  high¬ 
er  education  and  the  Christian  minisr 
try. 

What  have  we  affirmed  in  our  wills? 
Some  of  us  haven’t  affirmed  anything 
because  we  have  failed  to  write  our 
wills.  We  keep  putting  it  off  with  the 
excuse  "I  own  so  little  I  don’t  need  a 
will”  or  "if  anything  happens  to  me, 
my  family  will  know  what  to  do.”  Such 
persons  fail  to  realize  that  the  less  we 
have  the  more  careful  we  should  be 
not  to  waste  it  and  that  unless  a  per¬ 
son  leaves  a  will  his  family  has  no 
authority  to  do  anything  with  his  pos¬ 
sessions.  On  such  occasions  only  the 
state  has  authority  and  it  applies  a 
formula  that  is  the  same  in  all  cases 
without  respect  for  the  needs  of  the 
family  or  the  orally  expressed  wishes 
of  the  deceased. 

The  word  of  the  Lord  for  every  man 
and  woman  who  reads  this  is:  write 
your  will  now  with  the  help  of  a  law¬ 
yer.  The  do-it-yourself  school  may  of¬ 
fer  many  worthy  courses  but  in  home¬ 
made  wills  the  writer  always  fails. 
Thousands  of  families  are  suffering  fi¬ 
nancial  hardships  because  a  loved  one 
failed  to  receive  proper  legal  assistance 
in  writing  his  will. 

A  Christian  should  not  only  write 
his  will  legally  he  should  write  it  rev¬ 
erently.  Whenever  Franz  Joseph  Haydn 
sat  down  to  compose  he  always  put 
on  his  most  beautiful  garments  and  wig. 
If  he  was  working  on  some  supreme¬ 
ly  important  score  he  also  wore  the 
ring  given  to  him  by  the  King  of  Prus¬ 
sia.  For  Haydn  was  a  religious  man  and 
he  regarded  his  musical  talent  as  a 
treasure  entrusted  to  him  by  God.  In 
recognition  of  his  stewardship  each  of 
his  scores  was  headed  "In  the  Name 
of  God”  and  closed  with  the  words 
"To  the  Glory  of  God.” 


In  the  Name  of  the  Lord  pick  up 
your  pen  and  write  asking  God  to  help 
you  make  your  will  an  illustration  of 
Christian  stewardship.  For  most  of  us 
this  means  that  our  family  should  be 
considered  first.  If  we  are  to  love  our 
neighbors,  we  should  provide  for  the 
comfort  and  security  of  our  nearest 
neighbors,  our  own  families.  There  are 
many  people,  however,  who  have  no 
close  relatives  and  others  whose  fam¬ 
ilies  are  not  in  need  of  further  financial 
support.  When  this  is  true  a  Christian 
steward  leaves  his  possessions  to  worthy 
benevolent  institutions.  Any  and  all 
money  that  is  left  to  such  an  institu¬ 
tion  goes  directly  to  it  without  any 
taxes  being  deducted. 

A  few  weeks  ago  a  lady  in  Palmyra 
died  leaving  about  $35,000  each  to  five 
benevolent  institutions  in  Lenawee 
County — the  County  Youth  Home,  the 
Y.M.C.A.,  the  Goodwill  Industries,  the 
Salvation  Army  and  her  local  church. 
She  could  have  signed  her  will  "per¬ 
petually  yours”  because  as  long  as  these 
institutions  exist  she  will  be  serving  in 
the  name  of  Christ. 

If  as  a  Christian  you  include  be¬ 
nevolences  in  your  will,  do  not  attach 
too  many  provisions  to  your  gifts  and 
do  not  spread  your  benevolences  too 
thin. 

A  few  years  ago  a  lady  named  Miss 
Emmeline  Pye  died  in  Werbergh,  Eng¬ 
land,  at  the  age  of  95.  She  left  $270,000 
but  spread  it  out  so  widely  that  the 
largest  single  gift  was  $2700  to  a  hos¬ 
pital.  She  left  every  child  in  town  7 
cents.  The  children  who  lived  nearer 
to  her  got  90  cents  each.  Every  mail¬ 
man  in  town  received  $15  and  the  mem¬ 
bers  of  all  the  church  choirs  got  from 
$1.50  to  $2.80.  Her  friends  said  that 
as  she  looked  out  her  window  on  Hoo 
St  Miss  Emmeline  could  hardy  wait  to 
die  thinking  how  much  fun  it  would 
be  whenever  everyone  in  town  received 
a  part  of  her  estate. 

Contrast  that  will  with  another  writ¬ 
ten  about  the  same  time  by  a  93-year- 
old  lady,  Miss  Minnie  Hernigh  of  Car¬ 
lisle,  Pennsylvania.  She  was  one  of  the 
first  telephone  operators  in  Carlisle  — 
always  quiet  and  unobtrusive  although 
a  few  persons  could  see  that  she  cer- 
taintly  believed  in  missions.  When  she 
became  ill,  they  scolded  her  because 
she  wasn’t  eating  enough.  But  she  said 
that  dollar  by  dollar  she  had  managed 
to  save  a  $40,000  estate  and  at  93  had 
no  intention  of  seeing  it  go  down.  She 
died  a  few  days  before  Christmas,  1956. 
Having  no  family  she  left  her  estate 
simply  and  sensibly  as  follows:  1/5  to 
the  United  Lutheran  Church  for  work 
among  schools  and  Hospitals  in  India 
and  Africa,  1/15  to  the  Y.M.C.A.  in 
Carlisle,  1/15  to  the  Lutheran  Seminary 
in  Gettysburg,  1/15  to  the  First  Evan¬ 
gelical  Lutheran  Church,  Carlisle,  and 
the  remainder  in  a  trust  fund  the  in¬ 
come  which  will  go  to  her  own  church. 
Margaret  Applegarth,  writing  of  this 
will,  said  that  it  was  appropriate  for 
her  to  die  at  Christmas  time  for  she 
had  faithfully  followed  a  star  for  90 
years  in  order  to  leave  treasures  of  new 
gold,  frankincense  and  myrrh. 


Hiley  Ward,  DOCUMENTS  OF 
DIALOGUE,  $8.95,  Prentice-Hall,  Inc. 
525  pp. 

The  religion  editor  of  The  Detroit 
Free  Press  has  done  an  outstanding  job 
in  providing  a  reference  book  for  those 
interested  in  the  Protestant-Roman 
Catholic  dialogue.  Mr.  Ward  is  a  grad¬ 
uate  of  Berkeley  Baptist  Divinity 
School,  McCormick  Theological  Sem¬ 
inary,  and  has  done  additional  work 
at  a  number  of  other  outstanding 
schools. 

He  reported  from  Rome  all  four 
sessions  of  the  Vatican  Council.  He 
has  provided  in  this  book  a  rich  col¬ 
lection  of  the  kind  of  documents  that 
highlight  the  history  of  the  Church  in 
the  past  decade.  Not  only  does  it  pro¬ 
vide  a  wide  cross-section  of  these  doc¬ 
uments,  but  is  one  of  the  most  readable 
of  the  books  we  have  read  in  this 
field. 

The  quotes  from  each  document  are 
preceded  by  historical  material  con¬ 
cerning  the  meeting  from  which  the 
statement  or  report  came  and  validates 
the  right  of  the  particular  group  to 
speak  on  the  subject. 

We  must  give  this  book  a  superior 
rating  in  the  field  of  ecumenism  and 
dialogue. 


Addison  H.  Leitch,  A  LAYMAN’S 
GUIDE  TO  PRESBYTERIAN  BE¬ 
LIEFS,  $1.95,  Zondervan,  158  pp. 

This  book  is  especially  significant 
right  at  this  time  because  of  the  recent 
controversies  concerning  the  adoption 
of  a  new  Presbyterian  Confession  of 
Faith.  The  author  is  a  Ph.  D  —  profes¬ 
sor  of  philosophy  and  religion  at  Tar- 
kio  College,  Tarkio,  Mo. 

He  gives  here  a  concise,  well-out¬ 
lined  and  organized  discussion  of  the 
basic  beliefs  of  the  Presbyterians,  in¬ 
cluding  a  discussion  of  the  meaning  and 
implications  of  the  Confession  of  1967. 
— O— 

Mack  R.  Douglas,  HOW  TO  MAKE 
A  HABIT  OF  SUCCEEDING,  $4.95, 
Zondervan,  249  pp. 

This  is  a  book  in  the  vein  of  Dale 
Carnegie’s  philosophy,  since  the  author 
is  a  graduate  of  Carnegie’s  Speech  and 
Sales  Course,  and  is  himself  a  pro¬ 
fessional  speaker  in  the  field.  In  addi¬ 
tion,  he  is  the  pastor  of  First  Baptist 
Church,  Pompano  Beach,  Fla. 

The  chapters  are  very  brief,  and  each 
does  contain  some  guidance  for  the 
conquest  of  doubts  and  fears,  with  some 
references  to  Christian  motivations  — 
but  not  very  much.  Not  recommended 
unless  you  want  a  revised  edition  of 
Dale  Carnegie. 


Episcopal  journal  devaluates  COCV 


The  current  issue  of  the  American 
Church  News,  monthly  newspaper  of 
the  American  Church  Union  and  the 
Episcopal  Church’s  periodical  with  the 
largest  circulation  among  unofficial 
monthlies,  carries  an  evaluation  of  the 
C.O.C.U.  Principles  for  Unity  (Consul¬ 
tation  On  Christian  Unity)  in  response 
to  requests  for  such  study. 

The  evaluation,  based  on  the  findings 
of  some  thirty  priests,  finds  the  plan 
for  unity  seriously  lacking  and  unac¬ 
ceptable  for  Episcopalians.  It  rejects  the 
C.O.C.U.  claim  to  the  effect  that  the 
resultant  super-Protestant  Church 
would  be  "truly  Catholic"  on  the  basis 
that  the  "Principles”  are  in  fact  an  al¬ 
most  complete  departure  from  Catholic 
and  Orthodox  Fundamentals. 

The  study  points  out  that  the  result¬ 
ing  Protestant  body  could  scarcely  be 
"truly  Evangelical”  because,  lacking 


One  further  word  must  be  added. 
The  way  you  dispose  of  your  property 
matters  little  if  you  have  not  committed 
your  life  to  Christ.  He  wants  you,  not 
just  your  possessions.  Patrick  Henry  un¬ 
derstood  this  and  ended  his  will  with 
the  words  "I  have  now  disposed  of 
all  my  property  to  my  family.  There 
is  one  thing  more  I  wish  I  could  give 
them  and  that  is  the  Christian  religion. 
If  they  had  that  and  I  had  not  given 
them  one  shilling,  they  would  have 
been  rich  and  if  they  had  not  that  and 
I  had  given  them  all  the  world,  they 
would  be  poor.” 

May  God’s  will  be  done  through 
yours. 


firm  standards  of  belief,  it  would  not 
be  likely  to  be  effective  for  conver¬ 
sions.  The  C.O.C.U.  claim  that  it  will 
roduce  a  Church  "truly  Reformed”  is 
eld  to  be  unlikely  in  the  face  of  the 
compromising  and  rejection  of  the  ma¬ 
jority  of  Anglican  doctrines;  the  An¬ 
glican  Communion  and  the  Episcopal 
Church  being  already  a  "Reformed 
Catholic  Church.” 

The  Church  Union  article  warns  that 
the  present  activity  of  the  National 
Council  of  Churches  in  publicizing  end¬ 
less  statements  without  adequate  par¬ 
ticipation  of  its  constituents  in  their 
phrasing  and  the  almost  complete  re¬ 
jection  of  claims  as  to  the  true  nature 
of  the  Episcopal  Church,  give  fair 
warning  or  what  the  resultant  C.O.C.U. 
super-Protestant  body  will  be  under 
leadership  which  will  very  likely  be 
much  the  same  as  the  present  N.C.C.C. 

The  Church  Union’s  statement  em¬ 
phasizes  that  critical  comments  on  C.¬ 
O.C.U.  in  no  way  indicate  opposition 
to  the  ideal  of  total  Christian  unity 
involving  Roman  Catholics  and  the  Or¬ 
thodox  Churches  as  well  as  Protestant 
bodies  and  Episcopalians.  C.O.C.U.  it 
is  felt  would  only  result  in  an  unwieldy 
body,  —  "basically  denominational 
Protestant;  Congregational  in  polity 
and  parochialism  and  hardly  Evange¬ 
listic  with  its  lack  of  firm  and  settled 
standards  of  belief.” 

t 

God  can  make  a  new  person  out  of 
a  badly  used  life,  but  only  with  that 
person’s  consent  and  cooperation. 
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Bishop  Walton  is  shown  speaking  at 
a  tea  given  at  Leonard  Theological 
College.  At  Mrs.  Walton’s  left  is 
Dr.  J.  Radha  Krishan,  president  of 
the  college. 


A  Pictorial  Report  from  India 

by  Bishop  Aubrey  G.  Walton 


Faculty  and  student  body  of  Leonard 
Theological  College  after  Bishop 
Walton  had  been  their  chapel  speaker. 


Bishop  Walton,  front  row  center,  with  Bishop  and  Mrs.  A.  J.  Shaw  of  the 
Bombay  Area,  Dr.  R.  D.  Joshi,  executive  secretary  of  Christian  Educa¬ 
tion  for  The  Methodist  Church  in  India,  and  the  12  district  superinten¬ 
dents  of  the  Bombay  Area. 


LOWER  LEFT:  Bishop  and  Mrs.  Walton  with 
the  congregation  of  St.  Paul  Church,  Bidar, 
after  the  worship  service  on  February  5:  LOW¬ 
ER  CENTER:  Members  of  the  congregation 
of  St.  Paul  Church  during  the  service;  LOW¬ 
ER  RIGHT:  Bishop  Walton  speaking  to  the 
district  superintendents  of  the  Bombay  Area. 


At  the  laying  of  the  cornerstone  for 
David  Seamands  Hall,  St.  Paul  Meth¬ 
odist  Church,  Bidar. 


News  from  USL 
Wesley  Foundation 

The  Wesley  Foundation  at  the  Uni¬ 
versity  of  Southwestern  Louisiana  took 
a  deputation  team  to  the  Port  Barre- 
Krotz  Springs  charge  on  Sunday,  Feb. 
26,  and  led  a  song  service. 

Soloists  were  Tommy  Patton,  who 
sang  "The  Lord’s  Prayer”  and  "Fill 
My  Cup,  Lord,”  and  Dennis  Witcher 
who  sang  some  religious  folk  melodies. 
Other  students  who  participated  were 
Miss  Jean  Ellington,  Rayville;  Claudia 
Ramke,  Orange,  Texas;  Allen  deWolf, 
Lake  Charles,  and  Karli  Dillemuth,  Bat¬ 
on  Rouge.  The  Rev.  Wayne  R.  Smith 
is  campus  minister. 

The  Wesley  Foundation  at  USL  has 
begun  a  new  program  of  Christian  ser¬ 
vice.  College  students  are  tutoring  high 
school  students  from  Northside  and  La¬ 
fayette  High  School  for  several  hours 
each  week.  At  present,  about  sixteen 
high  school  students  are  involved  and 
five  college  tutors. 

t 

A  series  has  begun  on  Thursday  night 
entitled  "Modern  Rivals  to  the  Chris¬ 
tian  Faith.”  Speakers  participating  in 


the  series  are  the  Rev.  William  Frier¬ 
son  of  the  First  Presbyterian  Church  in 
Lafayette,  Jeff  Booth  of  the  Political 
Science  Department  of  the  university, 
and  Dr.  Alice  Maccia  of  the  Philosophy 
Department.  Topics  of  discussion  are: 
Secularism,  Communism,  Americanism, 
and  Nihilism. 

t 

Some  thirty-five  students  from,  the 
Student  Center  took  part  in  a  week¬ 
end  of  camping  March  11  and  12,  at 
Lake  Valentine,  near  Alexandria. 

t 

MOTHER  OF  YEAR  COMMITTEE 

Mrs.  S.  W.  Plauche  of  Lake  Charles, 
has  asked  us  to  carry  the  following 
announcement: 

The  State  officers  of  the  American 
Mothers  Committee,  Inc.  are  asking  all 
organizations  in  the  state  to  assist  in 
nominating  the  Louisiana  State  Mother 
for  1967.  The  nominees  can  be  spon¬ 
sored  by  any  club,  church  organization 
or  group  of  individuals.  The  selection 
will  be  determined  by  a  committee  of 
judges  by  April  1,  1967. 

If  your  organization  would  like  to 
nominate  a  worthy  mother,  please  write 
Mrs.  S.  W.  Plauche,  state  chairman, 
120  South  Ryan,  Lake  Charles,  or  Mrs. 
J.  W.  Allen,  state  secretary-treasurer, 
3501  Kingston,  Lake  Charles,  and  the 
necessary  forms  will  be  forwarded  to 
you  immediately. 


EARN  5^%* 

while  you  are  helping 

BUILD  CHURCHES 


Every  Methodist  investor  should  consider 
carefully  The  Methodist  Investment  Fund. 
It  offers  you  this  unique  combination  of 
advantages: 

1.  Earn  a  good  return,  (currently 
5  %  %  )* 

2.  Protect  your  principal  ($2,500,000 
reserve). 

3.  Help  build  Methodist  churches. 
(Mortgage  loans  granted  over  400 
of  our  new  or  growing  churches.) 


Over  1,400  investors  include  Methodist 
individuals,  churches,  conferences, 
boards  and  agencies,  colleges,  hospitals 
and  homes. 

•  Assets  over  $16,000,000 

•  A  World  Service  Agency 

•  Send  coupon  for  full  Information 


H.  Conwell  Snoke,  Executive  Secretary 
The  Methodist  Investment  Fund 
1701  Arch  Street 
Philadelphia,  Pa.  19103 

Please  send  me  a  copy  of  your  brochure  L— 1, 
titled  "Reap  Extra  Dividends.” 

Name 

Address 


City 


State 


Zip  code 
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Easter  offering 
vital  to  Home 

The  Louisiana  Methodist  Children’s  Home  is 
one  of  the  very  few  Methodist  child  care  agencies 
which  operates  WITHOUT  any  kind  of  quota 
or  assessment  on  the  churches,  and  WITHOUT 
any  financial  support  from  government.  Now  we 
seek  to  carry  out  a  building  program  without 
any  financial  assessment  or  campaign  in  the 
churches. 

How  Can  We  Do  It? 

Because:  We  believe  in  Methodists 

Because:  Methodists  believe  in  us. 

We  believe  that  every  Methodist  pastor  and 
the  working  force  of  every  Methodist  Church 
will  get  behind  the  Easter  offerings.  Every 
church  member  needs  to  be  reached  in  behalf 
of  the  Home.  We  believe  they  will  be  reached. 

We  Do  Need  Help. 

The  calendar  year,  1966,  showed  an  operating 
deficit  of  $17,157.86.  IF  we  are  to  meet  rising 
operating  costs,  and  IF  we  are  to  build  buildings 
without  a  campaign  in  the  churches,  we  must 
wipe  out  that  deficit.  Only  you,  our  Methodist 
friends  in  Louisiana,  can  do  the  job.  We  believe 
you  will  do  it. 

t 

Dr.  Rickey  Shows  Slides 

Dr.  Henry  Rickey,  Superintendent  of  the  Rus¬ 
ton  District,  showed  slides  of  the  Holy  Land 
at  chapel  services  of  the  Home.  His  pictures  and 
commentary  were  deeply  appreciated. 

Change  Activity  Directors 

Mr.  Ralph  Cooper  served  the  Home  as  actvi- 
ty  director  for  five  years,  on  leave  from  the 
YMCA.  He  assumed  new  duties  as  Director  of  the 
YMCA,  Athens,  Ga.,  on  March  first.  The  Rever¬ 
end  Lloyd  Holt,  of  Amarillo,  Tex.,  moved  in  on 
March  first  to  take  over  the  position. 

New  Caseworker  Added 

Mrs.  John  Frazier,  a  graduate  of  Ruston  High 
School  and  of  Louisiana  Tech,  was  added  to  the 
casework  staff  of  the  Home  on  March  first.  Mrs. 
Frazier  will  attend  the  Graduate  School  of  Social 
Work  at  LSU  next  winter. 

t 

MORAL  AND  CIVIC  FOUNDATION  SPEAKER 

Mrs.  Harold  Hine,  from  the  staff  of  the  Loui¬ 
siana  Moral  and  Civic  Foundation,  was  a  recent 
speaker  at  chapel  services  of  the  Home.  Mrs. 
Hine  held  the  attention  of  the  group  and  made 
a  real  impression.  In  the  past  year  and  a  half 
the  Home  has  been  fortunate  to  have  the  Rev. 
Mark  Lower,  the  Rev.  Charles  Flurry,  and  Mrs. 
Hine  of  the  Moral  and  Civic  Foundation  as  chap¬ 
el  speakers. 

t 

CHOIR  PARTICIPATION 

During  Trinity’s  recent  revival  the  Junior 
High  girl’s  choir  sang  one  night.  Over  half  of 
the  choir  members  were  girls  from  the  Home. 

t 

Quotable  Comment: 

From  an  MYF  Sponsor:  The  kids  from  the 
Home  are  really  sharp  in  our  MYF  discussions. 

From  a  teacher  of  a  high  school  Sunday 
School  Class:  I  really  appreciate  the  behavior  of 
the  boys  and  girls  from  the  Home.  I  wouldn’t 
trade  them  as  a  group  for  the  other  members 
of  the  class. 

Editor’s  Note:  Of  course  we  get  other  kinds 
of  comment,  and  expect  to,  with  this  big  a 
“family.” 


Building  progress 
is  slow 

Wet  weather  may  help  farmers  but  it  does 
not  help  builders.  Footings  and  fundation  walls 
are  in.  Below  ground  plumbing  is  installed.  The 
concrete  floor  slab  is  poured.  A  great  deal  of 
the  building  material  is,  literally,  on  the  ground, 
awaiting  dry  weather. 

It  had  been  hoped  that  the  building  would  be 
completed,  furnished,  and  occupied  by  June  first. 
The  building  it  will  replace,  shown  in  the  back¬ 
ground  of  this  picture,  is  over  forty  years  old 
and  has  housed  many  hundreds  of  boys.  In  bad 
shape  structurally,  constant  repair  and  redecor¬ 
ation  is  required,  and  still  we  have  an  old 
building. 
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Preparing  the 
cottage  garden 

“Learn  to  do  it  for  yourself,”  might  be  called 
a  byword  at  the  Methodist  Children’s  Heme. 
Cottage  gardens  are  a  part  of  this  over  all  pre¬ 
gram  of  learning,  just  one  of  the  ways  by  which 
young  people  may  prove  to  themselves  their  own 
worth  and  ability.  Each  cottage  has  its  own 
kitchen  and  dining  room.  Older  cottages  operate 
on  a  self  managed  food  program,  learning  by 
experience  how  to  budget  and  buy.  Each  cottage 
that  wishes  may  have  its  own  cottage  garden. 

Shown  is  one  of  the  teen  age  boys  preparing 
to  disk  the  cottage  garden,  under  adult  super¬ 
vision. 
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TJtetK&Ual  Okc& 


Names  of  persons  honored  in  February  1967  by  me¬ 
morial  gifts,  together  with  the  names  of  the  donors,  are 
listed  as  follows: 

MRS.  HOLLIS  DALY 
by  Mr.  J.  B.  McCann,  Oak  Ridge,  La. 

DR.  F.  C.  WREN 

by  Mr.  &  Mrs.  John  T.  Bundrick,  Shreveport,  La. 
by  Mr.  &  Mrs.  C.  H.  Tait,  W.  Monroe,  La. 
by  Sue  Stinson,  Jonesboro,  La . 

W.  L.  HUTCHINSON 
by  Sue  Stinson,  Jonesboro,  La . 
by  Mr.  &  Mrs.  C.  H.  Tait,  W.  Monroe,  La. 

EDWIN  F.  GULLATT,  JR. 

by  Mr.  &Mrs.  Curtis  F.  Menefee,  Shreveport,  La. 
DREW  MOSS 

by  Billy  and  Evelyn  James,  Ruston,  La. 

MRS.  DIXIE  BAKER 
by  Mrs.  A.  S.  J.  Neill,  Springhill,  La. 

MRS.  R.  O.  GIFFORD 
by  Mrs.  A.  S.  J.  Neill,  Springhill,  La. 

MRS.  MAMIE  CAUSEY  CALHOUN 
by  Mrs  .  A.  S.  J .  Neill,  Springhill,  La. 

MRS.  JOHN  SCHOLARS 
by  Mrs .  A.  S .  J.  Neill,  Springhill,  La. 

MISS  BESSIE  DOSS 

by  Mrs.  A.  S.  J.  Neill,  Springhill,  La. 

DR.  FLOYD  CARR  WREN 
by  Mrs.  Fred  Calloway,  Tulsa,  Okla. 

ARMITAGE  INFANT 

by  John  and  Sarah  Jane  McAdams,  Mer  Rouge.  La. 
REV.  LEE  R.  SPARKS 
by  Lois  S.  Evans,  Starks,  La. 

D.  F.  MOSS,  SR. 

by  Mr.  &  Mrs  .  J  .  S.  Norris,  Jr.,  Franklin,  La. 
CLARENCE  B.  LOUT 
by  Congregation  of  First  Methodist  Church, 

Zwolle,  La. 

MRS.  FLORENCE  DREHER 
by  Mrs.  D.  R.  Harp,  Bonita,  La. 
by  Mrs.  D.  C.  Bowers,  Cleveland,  Miss, 
by  Mrs.  J.  R.  Marsalis,  Yazoo  Citv.  Miss. 

D.  F.  MOSS,  SR. 

by  Mr .  &  Mrs .  M.  E.  Higginbotham,  Jr.,  Ruston.  La. 
MISS  ALMA  BURK 

by  Mrs.  G.  E.  Laskey,  Ruston,  La, 

WISE  JOHNSON 

by  Mr.  &  Mrs.  M.  C.  Shaffer.  Gibeland,  La. 
by  Oak  Grove  Methodist  Church,  Gibeland,  La. 

E.  C.  FLEMING 

by  Gabriel  and  Sam  J .  Brown,  Campti,  La . 

MRS.  C.  C.  DETHLOFF 

by  Mr.  &  Mrs.  Ryan  Horton,  Sr.,  Natchitoches,  La. 
by  Mr.  &  Mrs .  T.  L.  Miller,  Natchitoches,  La. 
by  Mrs.  Cary  Johnson,  Natchitoches,  La. 

JOSEPH  T.  TUCKER 

by  Dental  Staff  &  Medical  Officers  of  Altus  AF  Base, 
Oklahoma 


MRS.  JULIA  PARSONS 
by  Mrs.  E.  R.  Burr,  Vivian,  La. 

B.E.  SIMPSON 

by  Mr.  &  Mrs.  Foster  Philyaw,  Greenwood,  La. 
MRS.  LAVONIA  NOLAN 
by  Mrs.  Roy  C.  Windsor,  Sr.,  Mer  Rouge,  La. 

A.  C.  DYKES,  JR. 

by  Mr.  &  Mrs .  Carlton  White,  Farmerville,  La. 
by  Mr.  Ik  Mrs.  Fred  White,  Farmerville,  La. 

MRS.  J.  H.  BLACKWELL 
by  Mr.  &  Mrs .  Carlton  White,  Farmerville,  La. 
by  Mr.  &Mrs.  Fred  White,  Farmerville,  La. 

DR.  M.  W.  LAURENCE,  SR. 
by  Mr.  &Mrs.  Carlton  White,  Farmerville,  La. 
by  Mr.  &Mrs.  Fred  White,  Farmerville,  La. 

EDWIN  F.  GULLATT,  JR. 

by  Joe  R.  Bobbin,  Coushatta,  La. 

DREW  F.  MOSS,  SR. 
by  Mr.  C.  E.  Shepard.  Oak  Ridge,  La. 
by  Mr.  &  Mrs.  J.  S.  Baw,  III,  Oak  Ridge,  La. 

R.  K.  McGEB 

by  Hattie  Chance,  Clinton,  Clinton,  La. 

J.  A.  BOYETT 

by  Methodist  Men's  Club,  Vivian,  La. 

MRS.  J.  A.  BUCK  LEW 
by  Mr.  &  Mrs.  E.  Wilson,  Vivian,  La. 

MRS.  MARTHA  RUTLEDGE 
by  Mt.  Vernon  Ladies  Sunday  School  Class 
MRS  .  ANNIE  MONCR1EF 
by  Mr.  &  Mrs.  M.  C.  Shaffer,  Gibsland,  La. 
by  Oak  Grove  Methodist  Church,  Gibsland,  La. 

MISS  ALMA  BURK 
by  Mary  Hopkins ,  Marion,  La . 
by  Marion  Methodist  Church,  Marion,  La. 

REV.  EVAN  WILLIAMS 

by  Evergreen  Methodist  Friends,  Evergreen,  La. 
MRS .  ALMA  BRITT 

by  Mrs.  N.  D.  Huie,  Jr.,  Corpus  Qiristi,  Texas 
GROVER  C.  HARVILL 

by  Mr.  &  Mrs.  Hugh  F.  Oglesby,  Newellton,  La. 
by  Mattie  Bell  Edwards,  Newellton,  La. 

MRS.  BONNIE  FLY  SHARP 
by  Mr.  &  Mrs.  W.  R.  Chadick,  Moorings  port.  La. 
MRS.  E.  L.  HOUSTON 

by  Mr.  &  Mrs.  W.  R.  Chadick,  Moorings  port.  La. 
ROBERT  CARL  STRAYHAN 
by  Miss  Maggie  and  John  Pitts,  Belcher,  La. 

L.  P.  FRYE 

by  Mr.  &  Mrs.  John  W.  Wood,  Maplewood,  La. 

D.  R.  HAYES 

by  Mr.  &  Mrs .  John  W .  Wood,  Maplewood,  La. 
HOWARD  D.  RODDY 
by  Kathryn  D.  Roddy,  Clinton,  La. 

MISS  MARGE  PARROTT 

by  First  Methodist  Church  Congregation,  Zwolle,  La, 
THOMAS  LOWE 

by  Mr.  &  Mrs.  J.  P.  Comalander,  Shreveport,  La. 
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South  Sea  Island  women 
learn  new  skills 


Congregation  worshipping  at  Osago  church,  Osago,  Japan 


OctifrovU  C*t  tyafrCM, 


Women  of  the  romantic  but  culture- 
lagging  South  Sea  Islands  may  not  use 
the  same  weapons  today  as  did  our 
own  early  women  suffragists,  but  they 
are  definitely  on  the  march,  demanding 
the  education,  the  training  and  the  vote 
that  will  launch  them  belatedly  into 
the  20th  Century. 

Increasingly,  women  of  the  South 
Pacific  Islands  want  to  scrap  their  prim¬ 
itive  grass  shacks  and  housekeeping 
methods  handed  down  by  countless  gen¬ 
erations  of  island  forbears.  They  are 
eagerly  absorbing  modern  skills  in  child 
care,  cooking,  hygiene,  sewing,  nutri¬ 
tion  and  citizenship.  At  election  time 
in  some  islands,  they  have  set  up  booths 
to  register  their  sisters  and  laggard 
males  so  they  can  vote  and  carry  out 
their  duties  as  new  citizens.  They  aren’t 
pressing — yet — to  hold  office,  but  this 
may  be  just  around  the  corner.  These 
women  are  taking  enormous  strides  to¬ 
ward  responsible  citizenship  roles. 

Such  is  the  report  of  the  first  Wom¬ 
en’s  Interests  Officer  of  the  South  Pa¬ 
cific  Commission  as  she  spoke  to  115 
representatives  from  three  sponsoring 
organizations  who  gathered  to  honor 
her  recently  at  a  luncheon  held  at  the 
Church  Center  for  the  United  Nations. 

Miss  Marjorie  Stewart  has  spent  the 
last  seven  years  in  the  South  Pacific. 
She  was  recruited  and  supported  for 
the  first  two  years  by  Church  Women 
United  of  the  National  Council  of 
Churches.  Later  she  came  to  the  staff 
of  the  South  Pacific  Commission,  which 
serves  the  trust  territories  of  six  gov¬ 
ernments  —  Australia,  New  Zealand,'' 
United  States,  France,  United  Kingdom 
and  Western  Samoa.  In  that  vast  ocean 
area,  Miss  Stewart  was  made  responsi¬ 
ble  for  helping  women  to  prepare  them¬ 
selves  to  participate  fully  in  community 
and  public  life.  She  has  traveled  in 
hedge-hopping  planes,  by  copra  freight¬ 
er,  by  outrigger  canoe. 

In  1963,  the  year  when  Miss  Stewart 
opened  the  first  course  in  community 
work  in  Suva,  she  and  a  Fijian  govern¬ 
ment  representative  took  to  the  hustings 


by  Geraldine  Sartain 

as  a  team,  presenting  in  distant  villages 
by  means  of  a  flannelgraph  demon¬ 
stration  how  the  new  constitution, 
which  had  just  been  won  by  the  Fijians, 
worked. 

In  1966,  when  Fiji  gained  a  still  more 
advanced  constitution  guaranteeing  un¬ 
iversal  suffrage,  she  helped  the  women 
form  a  Standing  Committee  of  the  Con¬ 
stitution  on  Women’s  Affairs  that  car¬ 
ried  out  the  registration  of  voters. 

In  a  recent  project  entitled  "The 
Child  in  the  Family,"  Miss  Stewart’s 
Suva  Center  students  brought  women 
together  in  many  villages  to  be  taught 
modern  methods  of  feeding"  and  rear¬ 
ing  their  babies. 

A  crowning  gain  on  this  march  of 
women  toward  knowledge  and  advance¬ 
ment  was  achieved  when  a  demand  was 
voiced  by  the  churches  for  youth  lead¬ 
ership  training.  A  four  week’s  course 
was  held  and  for  the  first  time  men 
came  to  attend,  40  of  them  coming  for 
extension  work  in  agriculture. 

Women  began  learning  home  skills 
first — cooking,  sanitation,  child-rearing 
- — as  well  as  the  social  and  economic 
factors  affecting  family  and  community 
life,  health,  food  production  and  thrift. 
They  passed  on  their  new  knowledge 
by  setting  up  clubs  and  small  groups 
throughout  the  Pacific.  There  are  liter¬ 
ally  hundreds  of  these  clubs  now  func¬ 
tioning. 

But  the  men,  so  far,  were  little 
touched  by  the  ferment  among  their 
women,  beyond  accepting  tolerantly  the 
fruits  of  the  new  homemaking  skills. 
Now  they  are  to  become  a  part  of  the 
whole  endeavor,  says  Miss  Stewart. 

Miss  Stewart’s  successor  in  the  South 
Pacific  Commission  work,  is  to  be  a 
man — Edward  Clunies-Ross,  from  the 
Community  Development  Clearing 
House  of  the  University  of  London. 

Miss  Stewart  feels  that  this  appoint¬ 
ment  is  a  significant  breakthrough.  "It 
is  absolutely  imperative  that  island  men, 
as  well  as  women,  be  trained  for  mod¬ 
ern  living,”  she  says. 

t 


by  Marjorie  Martin 

(Editor’s  Note:  In  this  article,  a 
Methodist  missionary  tells  about  the 
faithful  little  groups  of  Christians 
she  works  with  in  villages  and  small 
towns  in  southwestern  Japan.  Miss 
Martin,  whose  American  home  is 
Joplin,  Mo.,  has  served  in  Japan  for 
three  years.) 

It  seems  impossible  that  I’ve  lived 
more  than  a  year  in  Toyooka,  but  it’s 
true.  Although  I’d  like  to  write  a  glow¬ 
ing  account  of  the  deepening  and 
growth  of  Christianity  in  this  area,  I 
cannot.  We  still  have  ten  churches  and 
preaching  points — during  the  next  year 
I’ll  be  able  to  compare  what’s  happen¬ 
ing  now  with  last  year’s  experiences. 
Suffice  it  to  say,  I  am  impressed  with 
the  earnest  and  sincere  way  the  church 
members — and  seekers — carry  on  their 
work. 

I’d  like  to  tell  about  some  of  the 
smaller  churches  I  work  in.  In  Takeno, 
a  small  fishing  village  about  20  min¬ 
utes  by  local  train  from  Toyooka,  a 
group  of  women  meet  each  Sunday  eve¬ 
ning  in  the  home  of  one  of  the  mem¬ 
bers.  There’s  no  church  building  in 
Takeno.  The  minister  from  the  Kino- 
saki  church  worships  with  them  each 
Sunday  and  serves  them  when  they  need 
him. 

Once  I  went  with  him  and  read  one 
of  my  talks  which  he  had  translated 
into  Japanese.  It  was  a  cold,  rainy 
night,  and  we  were  rather  wet  when 
we  arrived  at  the  home  after  walking 
20  minutes  from  the  station.  One  by 
one  the  women  arrived,  and  they  too 
were  a  bit  cold  and  wet.  However,  as 
we  sat  on  cushions  on  the  floor  in  a 
small  room,  our  clothes  soon  dried 
from  the  heat  of  the  kerosene  stove, 
and  we  warmed  up  as  we  sang  hymns 
and  worshipped  God  in  other  ways. 

I  now  go  to  another  "house  church” 
once  a  month.  This  group  meets  in  the 
home  of  a  Christian  schoolteacher  in 
Takeda,  which  is  a  bit  more  than  one 
hour  from  Toyooka  by  local  train.  Al¬ 
though  Mrs.  Nitta’s  husband  is  not 
Christian,  he  doesn’t  object  to  having 
Christian  meetings  in  tjieir  home  twice 
a  week.  On  Monday  evening,  the  min¬ 
ister  from  Asago  Church  worships  with 


the  group,  and  on  Friday  evening  he 
meets  with  the  young  people.  One 
Friday  each  month,  I  meet  him  and  we 
go  to  the  home. 

After  a  short  worship  service  in  Ja¬ 
panese,  we  sing  a  hymn  in  English  and 
have  a  session  of  English  Bible  study. 
The  group  has  junior  as  well  as  senior 
high  students,  so  their  exposure  to  Eng¬ 
lish  is  quite  varied.  However,  this  group 
is  most  enthusiastic  about  "practicing” 
English.  We  have  fun  trying  to  learn 
how  to  make  the  queer  sounds  which 
we  Americans  use  in  our  language! 

One  Saturday  each  month,  I  go  to 
the  Asago  church  after  teaching  the 
conversation  class  at  Toyooka  church. 
Since  the  young  people’s  group  at  Asa¬ 
go  meets  from  8:00  to  9:30  p.m.,  I 
spend  the  night  with  the  minister  and 
his  family.  The  church  and  parsonage 
were  built  for  a  single  minister,  so 
there’s  only  one  small  room  besides 
the  comparatively  small  sanctuary. 
There  are  also  a  tiny  kitchen  and  batli 
next  to  the  living  room.  The  minis¬ 
ter’s  wife,  two  teen-age  children  and 
I  sleep  on  the  floor  of  the  sanctuary, 
while  he  sleeps  in  the  "living”  room. 
Sunday  morning  we  pick  up  the  beds, 
and  the  daughter  cleans  the  sanctuary 
(sweeps  and  scrubs  by  hand  as  there’s 
no  vacuum  cleaner)  before  breakfast. 
The  minister’s  wife  always  prepares  a 
tasty  Japanese  breakfast  which  I  enjoy 
very  much. 

Twenty  to  30  children  attend  Sunday 
school  in  the  sanctuary,  and  after  they 
go  home,  15  or  more  adults  gather 
for  morning  worship.  Of  course,  all 
sit  on  the  floor — except  me!  The  min¬ 
ister  has  a  chair  which  he  insists  that 
I  use — I  must  admit  it’s  easier  for  me 
to  rise  for  a  hymn  when  I’m  on  a  chair 
than  when  I’m  flat  on  the  floor! 

At  11:30  a.m.  I  must  leave  Asago 
church  in  order  to  catch  the  train  to 
Ikuno.  Ikuno  church  is  tiny  but  has  a 
lively  Sunday  school.  There’s  no  reg¬ 
ular  minister,  so  different  ones  in  the 
area  help  from  time  to  time.  The  young 
woman  who  used  to  help  in  the  Sunday 
school  and  with  the  English  class  is 
now  back  in  the  hospital  with  tuber¬ 
culosis.  We  pray  for  her  recovery.  Eight 
to  ten  junior  or  senior  high  girls  usual¬ 
ly  attend  the  English  Bible  class  which 
meets  once  a  month  at  Ikuno  church. 
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Mrs.  Floyd  Boyce 

Mrs.  Leila  (Floyd)  Boyce,  oldest 
member  of  the  Lockesburg,  Ark.  Meth¬ 
odist  church,  also  with  the  longest 
record  of  membership  and  service,  died 
at  a  Mena,  Arkansas  hospital  Jan  31, 
1967,  according  to  church  records  that 
were  researched  by  her  Pastor,  the  Rev. 
J.  R.  Callicott. 

She  was  born  at  Lockesburg  Nov.  24, 
1880.  At  an  early  age  she  was  left  an 
orphan,  and  was  reared  by  her  grand¬ 
mother,  "Aunt  Kit"  Locks,  widely 
known  pioneer  citizen  of  the  old  Sevier 
county  seat  town,  and  still  remembered 
by  many  older  settlers  as  a  "pillar”  of 
the  church. 

Her  ideals  and  principles  were  in¬ 
stilled  in  the  heart  of  her  grand-daugh¬ 
ter,  "Leila",  who  joined  the  Lockes¬ 
burg  church  at  the  age  of  11,  in  1891. 
Thus  began  a  career  of  loyalty  and 
devotion  to  her  church  that  lasted  for 
75  years  until  her  death  at  the  age  of 
86. 

According  to  Mr.  Callicot,  she  served 
in  every  position,  that  a  woman  mem¬ 
ber  could  hold  in  the  church  at  various 
times  during  this  long  period.  She 
loved  the  old  church  songs,  and  never 
missed  an  opportunity  to  join  in  the 
singing,  or  to  serve  in  the  choir,  or 
to  play  the  organ. 

The  pastors  who  came  on  the  circuit 
always  knew  that  they  were  welcome 
in  her  fathers  home,  and  later  her  and 
her  husband’s  home.  Among  the  former 
pastors  of  her  church  that  she  fre¬ 
quently  remembered,  were  ', Brother” 
Simpson,  Brother  Rogers,  Brother 
Christie,  Brother  Gatlin,  and  Brother 
Harvey.  The  present  pastor,  Brother 
Callicot,  was  one  of  her  favored  ones. 

Before  the  time  of  electricity  in  her 
church,  while  she  was  still  a  young 
girl,  she  saw  that  the  lamps  were  filled, 
that  the  song  books  and  fans  were  in 
place,  and  that  everything  was  ready 
for  the  communion  service.  "Miss 
Leila”  loved  her  friends  and  neighbors 
and  her  church.  She  also  had  a  parti¬ 
cular  fondness  for  children  while  she 
served  many  years  as  sponsor  for  the 
Junior  Missionary  Society. 

She  was  married  to  Albert  Boyce,  at 
Lockesburg,  April  27,  1907.  He  pre¬ 
ceded  her  in  death  in  March  1950.  Sur¬ 
vivors  are  two  daughters,  Mrs.  Eugene 
Stevenson,  of  Cove,  Ark,  and  Mrs.  R.  E. 


Steel,  of  Mena,  Ark.  Two  grand-chil¬ 
dren,  Ed  Stevenson,  and  Mrs.  Joe  Har- 
degfee,  Mena,  Ark.  and  one  brother, 
C.  R.  Lambright,  De  Queen,  Ark. 

Quoting  from  a  letter  written  not 
long  ago  from  an  old  friend  to  Mrs. 
Boyce,  Brother  Callicot  said,  "You  are 
a  good  Christian  woman,  you  love  ev¬ 
erybody,  and  you  love  and  serve  your 
church.  "What  could  be  a  more  fitting 
tribute  than  these  words  from  this 
humble  woman.”  The  funeral  service 
was  conducted  in  the  Lockesburg 
Methodist  church  Feb.  2,  1967  by  the 
pastor,  the  Rev.  J.  R.  Callicot.  He  was 
assisted  by  the  Rev.  Alma  Dooley. 
Burial  was  at  Bellville  Cemetery,  near 
Lockesburg. 


Mrs.  Marian  Fiske 

Mrs.  Marian  V.  Fiske,  a  missionary 
educator  and  administrator  in  Central 
America  for  25  years  died  recently  at 
her  home  in  Alhambra,  Calif.  She  was 
72. 

Mrs.  Fiske  first  went  to  Central 
America  in  1917  as  a  civilian  kinder¬ 
garten  teacher  in  Panama  City.  She 
returned  to  the  States  in  1919  where 
she  was  commissioned  a  missionary  of 
The  Methodist  Church  and  married  the 
Rev.  Louis  M.  Fiske,  a  contract  teacher 
in  Panama,  one  year  later. 

From  1945  until  her  retirement  in 
1959,  she  was  the  assistant  director  of 
the  PanAmerican  Institute,  the  leading 
educational  institution  of  The  Meth¬ 
odist  Church  in  that  country,  and  the 
principal  of  the  primary  school  con¬ 
nected  with  the  Institute.  Prior  to  this 
both  she  and  her  husanbd  were  respon¬ 
sible  for  organizing  schools  first  in 
Panama  and  later  in  Costa  Rica. 

The  Fiskes  returned  to  the  United 
States  in  1932  where  they  remained  for 
14  years.  In  1946  they  sailed  for  the 
last  time  to  Panama  where  they  con¬ 
tinued  as  teachers  and  administrators 
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at  the  Institute.  In  1959  they  returned 
to  the  United  States  on  leave  of  ab¬ 
sence. 

Mrs.  Fiske  was  born  in  Cleveland, 
Ohio  and  joined  the  Methodist  Epis¬ 
copal  Church  there  in  1903.  She  at¬ 
tended  San  Jose  State  College  and  grad- 
from  that  college  in  1917  with  a  kin¬ 
dergarten  teaching  certificate  for  Cal¬ 
ifornia. 

She  is  survived  by  her  husband  and 
three  children. 

t 

Rev.  Perry  Hanson 

The  Rev.  Perry  O.  Hanson,  91,  a 
missionary  of  The  Methodist  Church 
in  China  for  more  than  40  years,  and 
one  of  the  last  missionaries  to  leave 
that  country,  died  recently  in  Iola,  Kan¬ 
sas. 

Mr.  Hanson  had  served  in  China,  in 
the  Shantung  Province,  from  1903  until 
he  left  China  in  December,  1951.  He 
had  been  detained  by  the  Communists 
as  a  spy  for  15  months  after  applying 
for  an  exit  permit.  During  that  period, 
his  first  wife,  Mrs.  Ruth  Ewing  Han¬ 
son,  died  in  Tsingtao,  Shantung,  China. 

In  1952,  Mr.  Hanson  married  Miss 
Irene  Forsythe,  who  had  served  in 


China  for  26  years  under  the  Presby¬ 
terian  Board  of  Foreign  Missions.  Miss 
Forsythe  had  been  hounded  as  an  "arch 
spy”  during  the  hate  America  cam¬ 
paign  in  the  summer  of  1951  and  was 
held  for  several  months  before  being 
deported. 

Since  his  retirement,  Mr.  Hanson  has 
spent  much  of  his  time  speaking  at 
churches,  clubs  and  schools  throughout 
the  United  States,  interpreting  the  situ¬ 
ation  in  China. 

f 

In  all  the  trials,  all  the  troubles,  all 
the  sorrows,  all  the  stresses,  all  the 
joys,  in  everything  that  comes  to  us  in 
life,  we  are  expected  to  test  our  lives 
by  Jesus  Christ. — Albrecht 
t 

Our  children  are  not  ours.  They  are 
only  lent  to  us,  and  we  need  to  feel 
we  have  had  some  part  in  making 
them  children  of  God  under  His  Fath¬ 
erhood. — Albrecht 


CHUrCH  SCHOOL  KITS 

Plan  now  for  a  better  vacation  church  school  by  ordering  Cokesbury’s 
new  VCS  kits  for  1 967.  There  are  three  kits  containing  samples  of  all 
the  materials  needed  to  plan  an  effective  vacation  church  school.  Kit  #  1 
contains  all  basic  printed  materials  available.  Kit  #2  is  complete  in  that 
it  contains  all  items  being  offered.  Kit  #3  consists  of  the  VCS  preferred 
filmstrips.  Each  kit  is  reduced  by  approximately  ten  per  cent  from  its 
actual  value.  You’ll  need  to  select  your  VCS  materials  soon,  so  take  ad¬ 
vantage  of  these  time  and  money-saving  items  now. 

See  your  Literature  Secretary,  Church  School 
Superintendent,  or  Pastor. 


order  from:  Regional  Service  Center 
1910  Main  Street 
Dallas,  Texas  75221 
shop  in  person:  Dallas  &  Kansas  City 
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Lakeview  Methodist  Church,  Minden,  has  initiated  a  program  emphasizing 
the  recruitment  of  volunteer  service  for  the  church.  Every  member  was 
given  an  opportunity  to  evaluate  his  talent  and  turn  in  a  form  indicating 
what  he  could  do  for  the  church.  These  records  were  transposed  to  a 
computer  card  which  can  easily  determine  the  type  of  service  needed 
The  Rev.  W.  0.  Lynch,  Jr.  calls  it  the  “poor  man’s  computer."  Above 
LEFT:  Mrs.  Hearschel  Teague  and  Mrs.  Perry  Lee  Sanders  ar*  shown 
working  on  the  monthly  church  paper.  At  RIGHT:  Misses  Delores  Chit¬ 
wood  and  Claudia  Wilson  staple,  fold,  and  address  the  papers  for  mail- 


Climaxing  the  First  Methodist  Church,  Houma,  celebration  of  Boy  Scout 
Week,  was  the  presentation  of  the  God  and  Country  medal  to  Life  Scout 
James  Lewis  Pretzer.  Shown  during  the  ceremony  are  (left  to  right): 
Scoutmaster  Bob  Haynie,  Dwayne  Pretzer,  James  Pretzer,  Mrs.  Pretzer 
and  the  Rev.  A.  Jerome  Cain,  pastor  of  First  Methodist  Church. 


Members  of  the  Vinton  Methodist  MYF  who  helped  place  markers  in  the 
new  Methodist  Hymnals.  Left  to  right:  Scott  Baldwin,  Brenda  Cour- 
ville,  Dexter  Brown,  Jim  Poole,  Mary  Baldwin,  the  Rev.  James  Poole 
pastor,  Cynthia  Granger  and  Ricky  Watson. 


Family  Night 
Pot  Luck  at 
St.  Luke 

Methodist  Church, 
Vinton  during 
period  of 
informal 
entertainment. 

The  Rev. 

Wm.  D.  Peeples 
is  pastor. 


Dr.  Robert  E.  Goodrich,  Jr.,  First 
Church,  Dallas,  Texas,  was  guest 
evangelist  at  a  recent  revival  at 
First  Methodist  Church,  Natchi¬ 
toches.  "Four  Days  for  God"  was 
the  theme.  Dr.  Goodrich  is  shown 
here  with  Mrs.  Goodrich  (on  his  left) 
at  a  Young  In  Heart  Club  dinner.  Dr. 
Jolly  Harper  is  pastor  of  First 
Church. 


Sweetheart  Cathy  Thibodeaux  and 
Beau  Neil  Smith  were  chosen  by 
fellow  MYFers  at  the  Lake  Arthur 
First  Methodist  Church  Valentine 
Party.  The  Rev.  Lawrence  Gilbert 
is  the  pastor. 


Margaret  Napier 
(second  from 
left)  was 
selected  by 
Aubrey  G.  Walton 
Sub-District 
MYF  as 
Sweetheart  of 
the  Year  at 
Zwolle 

Methodist  Church. 
Other  churches 
represented— 
Many,  Pelican, 
Pleasant  Hill. 


Three  members  of  Boy  Scout  Troop  60,  First  Methodist  Church,  Natchitoches,  received  Eagle  Awards  atmorn- 
ing  Worship  on  February  19th.  Left  to  right,  in  front  row:  Scoutmaster  Dorwayne  Glover,  Mr.  and  Mrs.  Her- 
schel  Sandefur,  John  Sandefur,  Lyle  Christensen,  Mrs.  Raymond  Christensen,  Doug  Tarver,  Mrs.  Lee  Tarver, 
and  Tommy  Morrell,  Assistant  Scoutmaster.  Back  row:  Raymond  Christensen,  Dr.  Jolly  Harper,  pastor,  and 
Lee  Tarver. 
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TRAFCO  meets  in  New  Orleans 


The  Board  of  Managers  of  the  gen¬ 
eral  Television,  Radio  and  Film  Com¬ 
mission  of  The  Methodist  Church, 
meeting  March  15  and  16  in  New  Or¬ 
leans,  spent  most  of  their  meeting  time 
in  hearing  a  report  of  a  study  by  the 
head  of  a  firm  of  "efficiency  experts” 
in  Pittsburgh,  Pa.,  and  then  took  ac¬ 
tion  projecting  some  exciting  new  pro¬ 
grams  into  the  immediate  future. 

Bishop  Aubrey  G.  Walton  of  the 
Louisiana  Area  is  the  president  of  the 
board,  and  J.  C.  Love,  Jr.  of  Ruston, 
and  Dr.  Carl  T.  Wethers,  superintend- 
of  the  Baton  Rouge  District  of  the 
Central  Jurisdiction  are  members. 

Bishop  Walton  was  the  speaker  for 
a  luncheon  on-  March  16  to  which  a 
number  of  Louisiana  church  leaders, 
including  the  Louisiana  Conference 
TRAFCO,  had  been  invited.  He  said 
in  his  message,  "Many  of  our  problems, 
even  in  contemporary  theology,  are 
problems  of  communication.  We  often 
hear  that  the  gospel  is  not  relevant 
for  our  times,  but  this  is  not  so.  The 
gospel  may  not  be  effectively  commu¬ 
nicated  but  it  is  as  relevant  as  it  has 
always  been.” 

Three  half-day  sessions  of  the  meet¬ 
ing  were  devoted  to  th,e  material  pre¬ 
sented  by  Edward  J.  Green,  president 
of  Edward  J.  Green  Associates,  Inc.  of 
Pittsburgh,  Pa.  Many  members  of  the 
board  expressed  the  hope  that  the  ma¬ 
terial  presented  could  be  made  available 
to  other  agencies  of  the  church  now 
giving  serious  consideration  to  the  prob¬ 
lem  of  restructuring. 

Programming  budgets  approved  at 
the  meeting  indicated  that  greater  at¬ 
tention  will  be  given  in  the  near  future 
to  special  programs  planned  for  net¬ 
work  television,  including  "specials”  on 
pertinent  themes.  Also  approved  was 
a  "Television  Evaluation  Month”  w'hich 
would  enlist  thousands  of  Methodist 
families  who  would  be  asked  to  view 
regular  commercial  network  and  local 
programming  and  make  evaluations  of 
them. 

Dr.  Harry  Spencer,  general  secretary 
of  TRAFCO,  in  his  annual  report  said: 


"TRAFCO  must  assume  its  responsibil¬ 
ity  in  helping  to  develop  the  emerging 
patterns  of  Christian  communication.  It 
is  not  enough  merely  to  provide  audio¬ 
visuals  or  broadcast  programs.  Because 
TRAFCO  is  involved  in  communicating 
the  Christian  faith,  it  is  involved  in 
re-thinking  of  the  church’s  beliefs,  goals 
and  methods.” 

t 

Concerning  your  church,  are  only 
those  sermons  "good"  which  reinforce 
your  own  thinking,  or  are  you  glad 
when  your  minister  offers  you  new  in¬ 
sight  and  a  point  of  view  which  col¬ 
lides  with  your  established  convictions? 
— Kohn 


Leaders  of  the  annual  meeting  of  the  Television,  Radio  and  Film  Commis¬ 
sion  are  shown  between  meetingsat  the  Monteleone  Hotel,  New  Orleans, 
last  week.  They  are:  Edward  J.  Green  of  Pittsburgh,  Pa.,  who  presents  a 
report  of  findings  on  the  operation  of  the  commission:  J.  C.  Love,  Jr.,  Rus¬ 
ton  layman  who  is  a  member  of  the  commission;  Bishop  Aubrey  G.  Walton, 
president  of  the  Board  of  Managers;  and  Harry  Spencer,  general  secretary. 


Children’s  Home  challenge  to 
Louisiana  Methodists  at  Easter 


The  Rev.  Harry  Ezell,  superintendent 
of  the  Methodist  Children’s  Home, 
Ruston,  has  indicated  that  the  Easter, 
1967  offering  for  the  Home  is  one  of 
the  most  crucial  in  many  years  because 
of  the  expanding  program  and  the  con¬ 
struction  now  under  way.  He  and  all 
the  members  of  the  board  are  confi¬ 
dent  that  the  churches  of  Louisiana  will 
face  this  challenge  on  next  Sunday  with 
the  largest  Easter  offering  ever. 

The  calendar  year,  1966,  showed  an 
operating  deficit  of  $17,157,  and  it 
will  be  important  for  increased  giving 
of  Louisiana  Methodists  to  wipe  out 
that  deficit  if  the  program  is  to  be 
maintained  and  construction  is  to 
move  ahead. 

It  had  been  hoped  that  the  new 
building  could  be  completed,  furnished 
and  occupied  by  June  1.  It  is  replacing 
a  residence  building  that  has  been  used 
for  more  than  40  years.  Unfavorable 
weather  conditions  will  probably  delay 
that  schedule. 


Every  Methodist  pastor  and  every 
Methodist  church  in  the  Louisiana  An¬ 
nual  Conference  will  surely  respond  to 
this  challenge  next  Sunday  in  the  true 
spirit  of  Easter. 


CHURCH  WOMEN  UNITED 
OF  LOUISIANA 
March  30-31 
Salvation  Army  Citadel, 
New  Orleans 


Occi  t  better 


March  18,  1967 

Dear  Louisiana  Methodists: 

Next  Sunday  is  Easter.  On  that  day  we  declare  anew  our  faith  in  the  living 
Christ.  He  is  the  Christ  who  died  for  us.  Before  the  resurrection  was  the 
cross  .  On  Friday  Jesus  was  crucified  and  buried.  On  the  first  day  of  the  week 
he  rose  from  the  dead.  The  Easter  faith  gives  meaning  to  the  cross .  Without 
the  resurrection  the  cross  signifies  death  and  darkness .  In  the  light  of  Easter 
the  cross  is  seen  by  us  as  a  part  of  the  plan  and  purpose  of  God  for  our  salvation 
and  for  our  external  fellowship  with  him .  The  Easter  faith  is  the  proclamation 
of  the  victory  of  Christ.  He  who  was  dead  is  alive  forevermore! 

Yes,  we  believe  in  a  living  Christ.  Because  we  believe  in  him  we  have  his 
promise  that  we  shall  live  with  him .  It  is  true  that  we  must  die  -  but  our  faith 

(Continued  on  page  4) 


HOPE  SEES  A  STAR 

WE  OFTEN  get  to  feeling  sorry  for  ourselves 
and  think  that  we  are  the  only  ones  who 
have  ever  known  discouragement  or  disap¬ 
pointment.  Yet,  in  our  lowest  moments,  we  have 
only  moved  into  the  twilight  of  despair  as  com¬ 
pared  with  the  deep  darkness  of  despair  felt  by  the 
disciples  and  friends  of  Jesus  who  saw  all  their 
world  collapsing  at  the  time  of  his  death.  In  a 
film  based  on  the  first  Easter  one  of  the  disciples 
is  pictured  as  he  listens  to  Jesus  saying,  “It  is 
finished,”  and  the  disciple  echoes,  “All  is  truly 
finished.” 


The  message  of  Easter  is  that  when  the  night 
is  darkest  the  stars  shine  brightest.  Hope  did  see  a 
star  on  Easter  and  all  the  world  was  changed. 
Easter  doesn’t  really  happen  to  us  until  it  makes 
a  difference — until  it  turns  our  night  into  day.  Un¬ 
til  a  few  years  ago  it  was  traditional  for  one  Chris¬ 
tian,  meeting  another  on  Easter,  to  say,  “Christ  is 
Risen,”  and  the  expected  reply  from  the  second 
person  was  “He  is  risen  indeed!”  Unless  we  can 
say  that  ourselves  it  is  almost  impossible  to  keep 
Easter. 

Dr.  Rollin  Walker,  who  gained  great  spiritual 
stature  as  professor  of  Bible  at  Ohio  Wesleyan  Uni¬ 
versity,  once  said:  “Of  all  things,  one  of  the  most 
illogical  is  to  profess  to  believe  in  the  resurrection 
and  ascension  of  Jesus  Christ  and  not  to  have  it 
make  a  difference  in  our  lives,  in  our  thinking,  in 
our  emotional  moods,  and  a  difference  in  our  words 
and  deeds.  But  also  there  is  a  tragic  tendency  to 
accept  the  doctrine  which  Easter  celebrates  be¬ 
cause  it  came  down  to  us  as  one  of  our  inherited 
traditions,  and  yet  not  to  act  and  live  under  its 
recreating  power.” 

We  are  so  prone  to  become  impatient  when 
we  cannot  see  everything  at  once.  Often  one  can 
stand  on  the  heights  of  San  Francisco  and  see 
the  great  Golden  Gate  Bridge  and  notice  that  the 
fog  has  obscured  both  ends  where  the  giant  cables 


Appreciation  Knows  No  Season 


'HE  HA'S  FORGIVEN  VOU  ALL  YOUK  SINS:  CHRIST  HAS 
UTTERLY  WIPED  OUT  THE  DAMNING  EVIDENCE  OF 
BROKEN  LAWS  AND  COMMANDMENTS  WHICH  AL¬ 
WAYS  HUNG  OVER  OUR  HEADS,  AND  HAS  COM¬ 
PLETELY  ANNULLED  IT  BY  NAILING  IT  OVER  HIS 


are  anchored  to  the  rocks.  Just  because  you  can’t 
see  the  ends  of  the  cable  does  not  lead  you  to 
assume  that  the  anchorage  is  gone.  Seeing  the 
greatness  of  the  central  arch  we  know  that  it  must 
be  anchored  in  the  rock.  So  in  life  we  can  only 
see  a  part  of  the  span  between  birth  and  death, 
but  from  that  we  can  conclude  that  the  anchors 
are  there  and  holding  fast. 

The  disciples  reflected  their  despair  as  the 
dawn  of  the  first  day  of  the  week  came.  They 
said,  “We  trusted  that  this  had  been  he  who  should 
have  red  eemed  Israel.”  Now  they  concluded  their 
hopes  had  been  false — this  was  their  mood.  Their 
Messiah — their  king — had  ended  not  on  a  throne, 
but  on  a  cross.  So  here  they  were — the  bedraggled 
survivors  of  a  broken  cause.  “Oh  well,”  they  said, 
“we  will  know  better  than  to  trust  in  the  next 
dreamer.”  Peter  said,  “I  go  a-fishing.”  They  all 
prepared  to  return  to  the  old  tasks,  sadder  but 
wiser  men. 

“The  trouble  with  the  friends  of  Jesus,”  said 
Ernest  Marshall  Howse,  “was  that  they  were  liv¬ 
ing  on  the  wrong  side  of  Easter,  where  not  only 
Christ,  but  Christ’s  cause  had  died  on  Golgotha 
and  gone  with  him  to  the  grave.  There  was  no 
one  who  did  not  believe  that  death  and  the  grave 
marked  the  end.  Even  the  faithful  women  on  the 
Easter  mom  went  not  to  meet  their  master,  but 
to  embalm  his  body.  The  disciples  were  men  of 
despair,  of  shame,  of  fear;  the  despair  of  men  who 
had  lived  in  the  light  of  a  great  dream  and  seen 
it  pitilessly  destroyed;  the  shame  of  men  who  had 
not  redeemed  death  even  by  their  own  dignity — 
who  being  men  had  not  played  the  man;  the  fear 
of  men  who  not  only  had  abandoned  their  master 
to  death,  but  who  knew  that  it  might  be  their 
turn  next.  When  the  disciples  gathered  together 
— it  says  in  the  record,  ‘the  doors  were  shut  for 
fear.’  ” 

Against  this  somber  background,  the  Resurrec¬ 
tion  stood  forth  in  all  the  glory  of  an  Alpine  sun¬ 
rise.  The  news  spread  like  wildfire  through  Jeru¬ 
salem.  Early  on  Easter,  before  daybreak  a  little 
group  of  women  set  out  for  Joseph’s  garden,  where 
the  lonely  stars  shone  down  on  the  rocky  tomb. 
There  the  wonderful  discovery  was  made.  The 
stone  had  been  rolled  away  from  the  tomb  and 
God’s  radiant  messenger  announced  that  Christ 
was  risen  from  the  dead. 

In  some  ways  every  day  has  been  made  to 
seem  like  the  day  of  crucifixion — many  of  the  great 
dreams  of  men  seemed  crushed  to  earth.  Many  of 
the  facts  of  life  face  us  with  relentless  despair. 
Yet,  in  the  midst  of  it  all,  if  we  believe  in  Easter 
at  all,  we  must  believe  that  it  brings  bright  stars 
to  our  dark  night — that  our  hope  can  see  a  star. 


"A  FIXED  DATE  FOR  EASTER?” 

The  question  of  setting  a  fixed  date 
for  Easter  keeps  coming  out  in  one  sec¬ 
tion  of  the  church  after  another.  A 
recent  news  story  says  that  the  matter 
which  had  been  before  the  British  Par¬ 
liament  for  consideration  will  be  post¬ 
poned  until  after  the  World  Council  of 
Churches’  Fourth  Assembly  in  1968  in 
Uppsala,  Sweden. 

Interestingly  enough,  the  Pariament 
passed  an  Easter  Act  in  1928  in  which 
it  was  recommended  that  Easter  fall 
always  on  the  first  Sunday  after  the 
second  Saturday  in  April.  Several  Brit¬ 
ish  churches,  including  the  Church  of 
England  and  the  Methodist  Church  took 
action  approving  the  idea,  but  for  some 
reason  or  other  no  final  action  was 
taken  on  the  matter. 

A  fixed  date  for  Easter  was  endorsed 
by  the  Second  Vatican  Council  in  1963, 
provided  that  "those  whom  it  may  con¬ 
cern,  especially  the  brethren  who  are 
not  in  communion  with  the  Apostolic 
See,  give  their  consent.”  Since  the  de¬ 
tails  were  not  spelled  out  and  the  tech¬ 
nique  for  communicating  with  "the 
brethren  not  in  communion  with  the 
Holy  See”  was  not  established,  we  have 
a  feeling  that  this  action  will  go  the 
way  of  the  Pariamentary  Act  of  1928. 

Since  the  First  Council  of  Nicaea  in 
325,  Catholics — and  later  most  Prot¬ 
estants — have  observed  Easter  according 
to  the  Gregorian  Calendar  on  the  first 
Sunday  after  the  first  full  moon  after 
March  21.  This  means  that  in  practice 
Easter  can  fall  anywhere  between  March 
23  and  April  25.  It  came  on  March  24 
in  1940  and  April  25  in  1943 — with 
many  attendant  adjustments  needed  in 
regards  to  the  church’s  life  and  pro¬ 
gram. 

It  would  seem  to  us  that  the  time 
has  come  for  serious  attention  to  be 
given  by  the  World  Council  of  Church¬ 
es — to  whom  the  British  Parliament 
and  the  Vatican  apparently  intend  to 
look  for  leadership — to  the  task  of  ar¬ 
riving  at  a  fixed  date  for  Easter.  The 
only  ones  that  this  could  possibly  in¬ 
convenience  are  those  who  have  already 
published  a  calendar  of  the  dates  for 
Easter  for  the  next  50  years. 
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Conference  on 

“Educating 

for  Ecumenism 99 

CINCINNATI,  Ohio  —  The  move¬ 
ment  toward  Christian  unity  is  a  tide 
of  "renewal  and  reform”  and  church¬ 
men  who  ignore  it  risk  consigning 
themselves  "to  the  mudflats  when  the 
tides  recede  again,”  more  than  300 
Methodist  annual  conference  leaders 
were  told  here  March  9-10. 

"The  ecumenical  movement  in  our 
country  has  been  so  successful  that  it 
has  changed  a  whole  aspect  of  our  na¬ 
tional  life,”  Dr.  Gregory  Baum,  O.S.A., 
asserted  in  the  opening  address  to  the 
churchmen  gathered  for  a  conference  on 
"Educating  for  Ecumenism.”  Dr.  Baum, 
from  the  Center  for  Ecumenical  Studies 
at  St.  Michael's  College  in  Toronto, 
Canada,  was  one  of  the  principal  speak¬ 
ers  at  the  conference  held  in  connec¬ 
tion  with  the  beginning  of  The  Meth¬ 
odist  Church’s  two-year  study  of  Chris¬ 
tian  unity. 

Featured  during  the  conference  was 
a  review  of  what  is  happening  on  the 
scene  in  the  ecumenical  field — particu¬ 
larly  where  Roman  Catholic  and  Prot¬ 
estant  relations  are  involved,  an  explor¬ 
ation  of  activity  in  this  country  with 
emphasis  on  the  ten-denomination  Con- 
sulation  on  Church  Union  (COCU), 
and  examples  of  what  local  churches 
and  individuals  can  do  to  be  involved. 

"At  the  Vatican  Council,”  said  Dr. 
Baum,  "the  Roman  Catholic  Church 
joined  the  ecumenical  movement  for 
Christian  unity  which  was  started  by 
the  Protestant  church.”  He  added,  how- 

eV?.r: 

While  the  conciliar  document  is 
very  strong,  it  would  be  idealistic  to 
suppose  that  all  Roman  Catholics  have 
already  assimilated  the  new  spirit.  What 
is  needed  is  education,  experience,  con¬ 
version.  The  churches  will  have  to  die 
a  little  .  .  .  and  learn  to  place  Jesus 
Christ  and  his  concerns  above  their 
own  institutional  preoccupation.” 

Dr.  Baum  was  critical  of  some  actions 
of  the  Vatican  since  the  council  and 
said  that  "difficulties  within  the  Roman 
Catholic  Church,  especially  at  the  Vati¬ 
can,  in  translating  these  teachings  into 
reality"  creates  "the  immanent  danger 
that  our  young  people  will  lose  their 
enthusiasm  for  Christian  life  in  the 
church.” 

Methodist  particpation  in  COCU  was 
reviewed  in  an  address  by  Dr.  Nor¬ 
man  L.  Trott,  Washington,  D.  C.,  pres¬ 
ident  of  Wesley  Theological  Seminary 
and  a  member  of  the  Methodist  team 
to .  the  consultation,  and  a  panel  of 
three  representatives  from  other  de¬ 
nominations. 

"The  new  church  envisaged  by  the 
consultation  is  likely  to  become  a  real¬ 
ity,”  Dr.  Trott  said,  "and  Methodists 
might  as  well  get  ready  for  it — unless 
we  wish  to  stand  against  the  currents 
and  the  tides  of  our  time.” 

Joining  Dr.  Trott  in  the  discussion 
of  COCU  were  Dr.  George  G.  Beazley, 
Indianapolis,  Ind.,  chief  ecumenical  of¬ 
ficer  of  the  Christian  Church  (Dis¬ 
ciples  of  Christ),  Dr.  Albert  T.  Mol- 
legen,  Alexandria,  Va.,  professor  at 
Episcopal  Theological  Seminary,  and 
Mrs.  E.  Harris  Harbison,  Princeton,  N. 
J.,  associate  editor  of  Presbyterian  Life 
and  a  Ruling  Elder  of  the  United  Pres¬ 
byterian  Church,  U.S.A. 

Dr.  Beazley  said  that  "the  whole 
shape  of  American  Protestantism  is  be- 


Preparing  to  dig  into  a  tenth  birthday  cake  for  THE  METHO¬ 
DIST  STORY  are,  from  left,  Dr.  Howard  Greenwalt,  publisher; 
Edwin  H.  Maynard,  editor;  Mrs.  Octawie  Tah,  long-time  staff 
member;  and  Darrell  R.  Sbamblin,  associate  editor.  (Ml  Photo 
by  W.  B.  Nickerson) 
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EVANSTON,  Ill.  (MI)— One  of  the 
most  widely-circulated  Protestant  relig¬ 
ious  periodicals  in  the  United  States 
is  marking  its  tenth  anniversary  this 
March. 

It  was  in  March,  1957,  that  the  first 
issue  of  THE  METHODIST  STORY 
was  released  from  its  offices  here  as 
the  official  program  journal  of  the 
Methodist  Church.  Since  that  time, 
more  than  5,000  pages  of  information 
have  been  printed  for  pastors  and  other 
key  leaders  in  Methodism’s  39,000  local 
churches. 

"Our  major  accomplishment  has  been 

ing  changed  by  the  consultation;”  Dr. 
Mollegen  suggested  that  "at  the  root  of 
our  ecumenical  efforts  is  an  attempt  to 
see  what  God  is  doing  in  our  time;” 
and  Harbison  expressed  hope  that  the 
plan  would  be  widely  discussed  among 
laymen  of  the  participating  denomina¬ 
tions. 

A  period  of  table  discussions  pro¬ 
duced  a  number  of  suggestions  for  ac¬ 
tivities,  including  dialogues,  pulpit  ex¬ 
changes,  shared  use  of  facilities,  and, 
in  one  case,  a  festival  involving  Roman 
Catholic,  Lutheran  and  Methodist 
Churches  in  the  same  city  all  bearing 
the  name  of  St.  Paul. 

A  moving  closing  "service  of  celebra¬ 
tion”  was  led  by  Dr.  Gerald  L.  Clap- 
saddle,  a  member  of  the  coordinating 
committee  from  the  Board  of  Missions, 
and  featured  music  by  a  triple  quartet 
from  the  Roman  Catholic  Purcell  High 
School  in  Cincinnati. 

The  conference  was  sponsored  by  the 
agencies  guiding  the  two-year  study — 
the  Commission  on  Ecumenical  Affairs, 
the  General  Board  of  Education,  the 
General  Board  of  Lay  Activities  and 
the  Board  of  Missions  through  its 
Woman  s  Division  and  Joint  Commis¬ 
sion  on  Education  and  Cultivation.  Dr. 
Robert  W.  Huston,  general  secretary  of 
the  Commission  on  Ecumenical  Affairs, 
was  coordinating  committee  chairman. 


in  providing  a  resource  for  the  work 
of  the  local  church,”  said  Edwin  H. 
Maynard,  editor,  as  he  reviewed  the 
past  decade.  "We've  seen  our  role  not 
as  program  coordination,  but  as  the 
presenting  of  material  from  our  gen¬ 
eral  boards  and  agencies  in  a  correlated 
manner  and  I  think  we  have  made  a 
substantial  contribution  to  the  unity  of 
program  development  at  the  local 
level.” 

Comments  from  pastors  and  laymen 
bear  out  this  belief,  according  to  a 
statement  in  the  tenth  anniversary  is¬ 
sue  from  Dr.  Howard  Greenwalt,  gen¬ 
eral  secretary  of  the  Commission  on 
Promotion  and  Cultivation  and  pub¬ 
lisher  of  THE  METHODIST  STORY. 

"In  meeting  after  meeting  and  letter 
after  letter  our  editors  have  received 
praise  for  the  work  of  bringing  to¬ 
gether  the  directives  and  helps  of  the 
agencies,”  Dr.  Greenwalt  said.  "Pas¬ 
tor  after  pastor  has  expressed  sincere 
appreciation  for  having  the  program  of 
The  Methodist  Church  encompassed  in 
the  covers  of  one  magazine.” 

Current  circulation  of  the  magazine 
is  about  285,000  copies  each  month. 
These  go  to  each  local  church’s  pastor, 
lay  leader,  church  school  superintend¬ 
ent,  director  of  Christian  education, 
chairmen  of  commissions  on  education, 
membership  and  evangelism,  missions’ 
stewardship  and  finance,  Christian  so¬ 
cial  concerns,  and  worship,  and  the 
chairmen  of  committees  on  Christian 
vocations  and  hospitals  and  homes.  The 
magazine  is  available  on  the  individual 
subscription  basis,  also. 

One  of  the  things  our  editorial  staff 
has  pushed  has  been  the  program  plan¬ 
ning  conference  in  the  local  church 
and  we’ve  tried  to  give  examples  of 
how  churches  can  make  use  of  avail¬ 
able  resources,”  Mr.  Maynard  said. 

'  One  of  the  most  popular  issues  each 
year  is  the  annual  program  planning 
number,  issued  in  May.” 


DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

March  26 — Sun.  _  Luke  24:1-35 

March  27  .  Acts  2:14-36 

March  28  .  Acts  3:1-26 

March  29  .  Acts  10:34-48 

March  30  .  Acts  17:1-15 

March  31  . _...  Acts  26:1-23 

April  1 — Sun. .  Deut.  6:1-25 


Te  xas  Methodist 
weekly  suffers 
heavy  damage 

The  composing  plant  of  The  Texas 
Methodist,  located  at  Irving,  Tex.,  was 
destroyed  by  an  early  morning  fire  on 
March  7,  yet  like  true  journalists  the 
staff  recovered  from  the  initial  shock 
and  published  the  week’s  editions  of 
the  paper  only  about  24  hours  late. 

Although  the  frame  building  was 
75%  destroyed  by  the  fire  and  more 
than  $25,000  of  composing  machines 
were  lost,  many  valuable  records,  and 
the  more  than  60,000  Addressograph 
plates  were  saved. 

The  editor.  Dr.  Carl  Keightley, 
whose  decision  to  join  the  staff  of  the 
Board  of  Evangelism  had  been  an¬ 
nounced  just  a  few  days  before  the  fire, 
said  he  would  adjust  his  plans  to  meet 
the  needs  of  the  paper. 

Keightley  said,  "My  decision  to 
leave  at  this  time  is  in  great  part  due 
to  the  stability  the  paper  has  achieved 
during  the  past  two  years.  I  would 
want  nothing  to  stand  in  the  way  of 
continuous  progress  and  will  do  what¬ 
ever  is  needed  over  the  coming  months 
for  the  good  of  The  Texas  Methodist, 
t 

GEORGIA  METHODISTS 
WILL  ERECT 
WESLEY  STATUE 

SAVANNAH,  Ga. — Georgia  Meth¬ 
odists  will  erect  a  $50,000  statue”  of 
John  Wesley,  founder  of  Methodism,  in 
this  port  city  where  he  served  as  a  mis¬ 
sionary  in  1736. 

The  Wesley  monument  will  be  the 
first  to  be  erected  in  a  Savannah  city 
square  in  nearly  60  years.  It  will  be 
the  first  to  honor  a  religious  leader. 

A  33-year-old  Wesley  will  grace  the 
square  rather  than  the  traditional  "old¬ 
er  Wesley”  known  by  most  Methodists. 
This  was  Wesley's  age  when  he  lived 
in  Savannah.  A  rare  print  of  John  Wes¬ 
ley  in  his  30’s  secured  in  London  last 
summer  by  Methodist  Bishop  John 
Owen  Smith,  Atlanta,  will  be  used  as 
a  model. 

The  bronze  likeness  of  Wesley, 
mounted  on  a  granite  pedestal  and  base, 
will  be  erected  in  Reynolds  Square  just 
off  Bay  Street  in  downtown  Savannah. 
It  was  here  that  Wesley  had  his  home 
and  garden  when  he  lived  in  Savannah 
in  1936  and  1937.  At  the  time  he  was 
a  missionary  to  the  Georgia  colony 
from  the  Church  of  England. 

Popularity  of  this  issue  is  emphasized 
by  Darrell  R.  Shamblin,  associate  editor, 
who,  along  with  Mr.  Maynard,  has 
been  with  the  magazine  since  its  in¬ 
ception. 

( Continued  on  page  15) 
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Centenary 
campaign 
progress  report 


J.  Hugh  Watson,  president  of  the 
First  National  Bank  of  Shreveport 
and  chairman  of  the  Great  Teachers- 
Scholars  Campaign  for  Centenary 
College  reports  gifts  to  date  in  the 
amount  of  $118,773.  This  represents 
about  70  percent  of  the  $170,000 goal. 


Training  School 
First  Church ,  Monroe 

The  Commission  on  Education  of 
First  Church,  Monroe,  sponsored  a 
teacher  training  class  to  meet  the  needs 
of  those  who  want  to  teach  but  feel 
they  need  more  training.  It  also  served 
to  help  them  become  more  familiar 
with  the  literature  and  general  phi¬ 
losophy  of  the  Church  School. 

Under  the  leadership  of  Mrs.  J.  N. 
Riddle,  teacher  training  and  recruit¬ 
ment  chairman  the  following  program 
was  used: 

Feb.  19:  Introduction  of  the  text, 
"Foundations  of  Christian  Teaching,” 
led  by  Mrs.  Riddle;  Feb.  26:  The  role 
of  the  commission  on  education,  its 
function  and  place  in  the  Church 
School,  led  by  Dr.  Woodrow  Flanary; 
and  the  Church  School,  led  by  L.  H. 
Leverett,  Church  School  superintendent. 

March  5:  The  divisions  of  the 
Church  School  —  function,  curriculum 
and  literature:  Pre-school,  Mrs.  Pat 
Siudy;  elementary,  Mrs.  Z.  J.  Byrd; 
youth,  Mrs.  D.  V.  Loftin;  adult,  W.  P. 
Callahan,  Jr.;  March  12:  Techniques 
and  resources  of  teaching,  Mrs.  G.  E. 
Boggs,  evaluation,  Mrs.  Riddle. 


During  a  session  of  the  general  TRAFCO  meeting  in  New  Orleans  last 
week  (I.  to  r.)  Mrs.  Joyce  Arnold,  administrative  assistant  to  the  general 
secretary;  Dr.  Harry  Spencer,  general  secretary;  Bishop  Walton,  president 
of  the  commission;  and  J.  C.  Love,  Jr.,  acting  secretary. 


OUR  BISHOP’S  LETTER 


(Continued  from  page  1) 


reaches  out  beyond  the  grave  to  an  eternal  fellowship  with  him  who  is  the  Lord 
of  life.  And  the  Easter  faith  overcomes  our  fear  and  gives  to  us  also  victory 
over  death . 

To  be  sure  our  belief  in  the  resurrection  is  an  act  of  faith,  but  it  has  to  do 
with  our  experience  of  Christ.  It  is  a  faith  in  God  who  was  revealed  in  Jesus 
Christ.  I  can  find  nothing  wrong  with  the  inner  hunger  of  a  man's  heart  for 
continued  existence  beyond  this  physical  life  with  the  God  whom  he  has  come  to 
know  through  Jesus  Christ,  whom  to  know  is  life  eternal. 

On  Easter  then  may  we  declare  our  faith.  But  more  than  that  may  we  experi¬ 
ence  in  our  hearts  the  presence  of  the  Risen  Christ! 

Sincerely  yours, 

§.  LoatArU 


Humility  is  the  attitude  that  befits 
>us  all  in  a  world  of  wonders  too  big 
for  us — humility,  and  tolerance,  too. 
Humility,  because  no  one  of  us  can  see 
and  understand  everything. — Kohn 


t 

Good  character  is  little  more  than  a 
system  of  well-established  good  habits. 
— Harold  E.  Kohn 


Pictured  at  the  recent  meeting  of  the  Louisiana  Area  Council  in  Alexan¬ 
dria  were  Bishop  Walton  and  Dr.  Jack  S.  Wilkes,  president  of  Centenary 
College  and  president  of  the  Council. 


SUMMER  MISSIONS  CONFERENCES 

Southwest  Conference  on  the  Christian  World  Mission,  June  17-23 
at  Mt.  Sequoyah,  Fayetteville,  Ark.  Contact:  Rev.  Walter  B.  Price,  Box 
839,  Jefferson  City,  Mo.  65101. 

Rocky  Mountain  Conference  on  the  Christian  World  Mission,  June 

19- 23  at  Estes  Park,  Colo.  Contact:  ReV.  Francis  Hauseman,  525  Harrison, 
Loveland,  Colo.  80537. 

Prairie  International  Missionary  Conference,  June  26-29  at  Jamestown 
College,  Jamestown,  N.  D.  Contact:  Rev.  Richard  Thompson,  302-2nd 
Ave.,  S.E.  Jamestown,  N.D.  58401. 

Silver  Bay  Conference  on  the  Christian  World  Mission,  July  5-12  at 
Silver  Bay,  N.Y.  Contact:  Dr.  J.  Allan  Ranck,  Miss  Joyce  Clark,  Room 
772,  475  Riverside  Drive,  New  York,  N.Y.  10027. 

Northfield  Conference  on  the  Christian  World  Mission,  July  16-22  at 
E.  Northfield,  Mass.  Contact:  Rev.  Donald  L.  Ellis,  88  Tremont  St.,  Room 
500,  Boston,  Mass.  02108. 

Hawaii  Conference  on  Missions,  July  20-23  at  Seabury  Hall,  Makawao, 
Maui,  Hawaii.  Contact:  Hawaii  Conference  on  Missions,  Hawaii  Council 
of  Churches,  Box  337,  Honolulu,  Hawaii  96809. 

Southeastern  Jurisdictional  Missionary  Conference  (Methodist),  July 

20- 26,  Mission  and  Youth  Conference  at  Lake  Junaluska,  N.C.  Contact: 
(Dr.  Edward  L.  Tullis)  Mrs.  Jeanne  Page,  404  Walco  Building,  Atlanta, 
Ga.  30303. 

Ecumenical  Mission  Conference,  July  21-26  at  California  Western 
University,  San  Diego,  Calif.  Contact:  Miss  Janet  Verkuyl,  83  McAllister 
St.,  San  Francisco,  Calif.  94102. 

Ecumenical  Mission  Conference,  July  28-Aug.  2  at  Asilomar,  Pacific 
Grove,  Calif.  Contact:  Miss  Janet  Verkuyl,  83  McAllister  St.,  San  Francisco, 
Calif.  94102. 

South  Central  Jurisdictional  Missionary  Conference  (Methodist),  July 
31-Aug.  3,  Mission  and  Youth  Conference  at  Mt.  Sequoyah,  Fayetteville, 
Ark.  Contact:  Dr.  Virgil  D.  Morris,  201-203  Bixler  Building,  2400  N.W. 
23rd  St.,  Oklahoma  City,  Okla.  73107. 

Midwest  Conference  on  the  Christian  World  Mission,  Aug.  7-11  at 
Northwestern  University,  Evanston,  Ill.  Contact:  Mrs.  Charles  McDonald, 
2736  Hartzell,  Evanston,  Ill.  60201. 

Chautauqua  Conference  on  the  Christian  World  Mission,  Aug.  20-25 
at  Chautauqua,  N.Y.  Contact:  Miss  Dorothy  N.  Frederick,  Box  145,  Chau¬ 
tauqua,  N.Y.  14722. 

Northwest  International  Mission  Conference,  Aug.  26-30  at  University 
of  British  Columbia,  Vancouver,  B.C.  Contacts:  USA— Mrs.  Nevitt  B  Smith 
P.  O.  Box  23325,  Tigard,  Oreg.  97223.  CANADA— Rev.  Iran  Dingwall! 
7249  Cypress  St.,  Vancouver,  B.C.  Canada. 

t 

MISSIONS  WORKSHOPS 

Workshop  for  Chairmen  of  Commission  in  Missions,  Southeastern 
Jurisdiction,  July  21-23,  Lake  Junaluska,  N.C.  Contact:  (Dr.  Edward  L 
Tullis)  Mrs.  Jeanne  Page,  404  Walco  Building,  Atlanta,  Ga.  30303. 

Workshop  for  Chairmen  of  Commission  on  Missions,  South  Cen¬ 
tral  Jurisdiction,  Aug.  4-6,  Mt.  Sequoyah,  Fayetteville,  Ark.  Contact:  Dr 
Virgil  D.  Morris,  201-203  Bixler  Building,  2400  N.W.  23rd  St.  Oklahoma 
City,  Okla.  73107. 
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GOOD  FRIDAY  SPEAKERS  in  Na¬ 
poleon  Avenue  Church,  New  Orleans, 
will  be  Dr.  Alex  Hunter,  Dr.  James 
Harris  ,the  Rev.  Herbert  Polinard,  the 
Rev.  C.  E.  Bordelon,  Dr.  G.  Avery  Lee, 
the  Rev.  Martin  Kniker,  and  the  Rev. 
George  H.  Wilson.  The  Rev.  Don  AI- 
verson  is  pastor. 

BETHEL  METHODIST  CHURCH, 
seven  miles  out  of  Logansport  in  the 
Shreveport  District,  has  planned  spe¬ 
cial  Easter  services.  They  will  begin 
Thursday,  March  23,  continuing 
through  Sunday  night,  and  will  include 
sunrise  services  Easter.  The  Rev.  Clifton 
M.  Bailey,  pastor,  will  preach  each  night 
at  7:30  o’clock. 

WESLEY  CHURCH,  DeRIDDER, 
Methodist  Men  enjoyed  fellowship  and 
a  steak  dinner  prepared  by  members 
at  the  regular  meeting,  March  9-  The 
group  voted  to  sponsor  a  church-wide 
clean-up  campaign  for  church  grounds 
and  buildings  for  Saturday,  March  18. 
A  free  transportation  service  for  those 
lacking  any  to  attend  church  school 
and  church  services  was  put  into  effect, 
the  men  alternately  donating  their  ser¬ 
vices  and  cars  to  this  project.  The  mat¬ 
ter  of  the  group  sponsoring  a  Scout 
troop  was  discussed,  the  decision  being 
deferred  until  the  April  13  meeting. 
The  Rev.  Arby  W.  Coody  is  pastor. 

MRS.  WARREN  L.  CONSTANT  di¬ 
rects  the  choirs  bringing  special  Easter 
music  in  the  David  Haas  Memorial 
Church  at  Bunkie.  The  Chancel  Choir 
will  have  specials  on  Maundy  Thursday 
and  Good  Friday  and  Easter  morning. 
The  Children’s  Choir  will  present  a  can¬ 
tata  on  Easter  night  at  7  p.m.  The  Rev. 
Eskel  Tatum  is  pastor. 

ST.  MARK’S  CHURCH  in  Monroe  had 
as  guest  speaker  Feb.  26  Mrs.  E.  H. 
Williamson,  a  retired  welfare  worker 
and  a  member  of  First  Methodist 
Church  in  Monroe.  The  pastor,  the 
Rev.  James  O.  Evans,  led  a  discussion 
following  her  message. 

THE  WISNER  CHURCH  selected  W. 
H.  Roach  as  general  chairman  of  the 
EMV  program.  Committee  chairmen 
are  Walter  Roach,  Walter  Knotts,  Billy 
Shipp,  Cecil  Prower,  Kenneth  Miller, 
Mrs.  W.  D.  Goodman,  and  Mrs.  Billy 
Shipp.  Dr.  John  R.  Johns  is  pastor. 

JAMES  S.  WADE  is  general  chairman 
of  the  financial  crusade  in  the  Aurora 
Church.  Serving  with  him  will  be  Ran¬ 
dall  L.  Elkins,  Charles  W.  Blackburn, 
A.  M.  Wilkins,  Tom  Gaines,  Charles 
Neilsen,  Jr.,  and  Mrs.  E.  R.  Goodson. 
The  Rev.  L.  Ray  Branton  is  pastor. 


THE  SUMMER  GROVE  CHURCH, 
Shreveport,  will  begin  the  spring  re¬ 
vival  on  Easter  evening,  March  26,  and 
continue  through  March  30.  Dr.  Sam 
Nader,  pastor  of  Noel  Memorial 
Church,  Shreveport,  will  be  guest  min¬ 
ister.  The  Rev.  James  L.  Adams  is 
pastor. 


HOLY  WEEK  SERVICES  in  Lake 
Charles’  First  Church  are  being  con¬ 
ducted  by  the  Rev.  Clarence  P.  Folkins, 
superintendent  of  the  Kansas  City  South 
District.  Mr.  Folkins  is  the  father  of 
Milton  Folkins,  youth  director  at  First 
Church,  of  which  Dr.  George  Pome¬ 
roy  is  the  pastor. 

ST.  MARK’S  COMMUNITY  Center 
Annual  Fair  will  be  held  Friday,  March 
31,  5  to  9  p.m.  Proceeds  will  be  used 
for  operating  St.  Mark’s  Community 
Center  Camp. 

DR.  CARLTON  YOUNG,  who  teach¬ 
es  at  Perkins  School  of  Theology,  SMU, 
and  is  the  editor  of  the  new  Method¬ 
ist  hymnal,  led  a  service  on  the  new 
hymnal  at  Lake  Charles,  March  5,  in 
First  Church.  Participating  choirs  were 
from  University  Methodist  and  Hen¬ 
ning  Memorial. 

THE  RAYNE  MEMORIAL  Single' 
Adu't  Fellowship,  New  Orleans,  had  as 
guest  speaker  on  March  5  Dr.  William 
Garmon,  professor  of  Social  Ethics, 
Baptist  Theological  Seminary.  His  sub¬ 
ject  was  "The  New  Morality.” 

"A  METHODIST  LOOKS  AT  ALCO¬ 
HOL”  was  the  topic  of  a  panel  dis¬ 
cussion  in  Reily  University  Church,  Bat¬ 
on  Rouge,  March  12,  moderated  by  Dr. 
Leon  Standifer.  Panelists  were  Dr. 
Ralph  Mason  Dreger,  Alvin  Seals,  and 
Rabbi  Marvin  Reznikoff.  They  Reily 
Memorial  pastor  is  the  Rev.  Jack  Cooke. 

DR.  HENRY  A.  RICKEY,  Ruston  Dis¬ 
trict  superintendent,  is  preaching  dur¬ 
ing  Holy  Week  in  the  First  Church 
at  Pineville,  where  the  Rev.  E  .B.  Em¬ 
merich  is  pastor. 


RADIO  STATION  KUZN,  MONROE, 
is  broadcasting  the  Sunday  morning 
services  during  March  from  First  Meth¬ 
odist  Church,  West  Monroe.  The  Rev. 
Kenneth  G.  McDowell  is  pastor. 

THE  FIFTH  INTERRACIA  L  Dialogue 
vroup  meeting  at  New  Orleans  will  be 
held  March  30  in  Philips  Memorial 
Methodist  Church,  3236  Burdette  St. 
The  nature  of  Christian  love  will  be 
topic,  using  Bibles  and  specifically  I 
Corinthians  13. 

SLIDELL’S  COMBINED  CHOIRS  pre¬ 
sented  an  Easter  cantata  on  Palm  Sun¬ 
day.  Choir  directors  are  Frank  Harris, 
Jr.  and  Francis  Madison,  youth  and 
adult,  respectively.  E.  Jack  Gay  and 
Mrs.  Audrey  Schneider  are  organists. 
The  Rev.  Kirby  A.  Vining  is  pastor. 

NORMA  GARLINGTON,  deaconess, 
has  been  added  to  the  staff  of  First 
Church,  Alexandria,  as  director  of 
Christian  Education.  Miss  Garlington 
has  a  B.S.  degree  from  McNeese  State 
College,  and  received  her  M.A.  in  Chris¬ 
tian  Education  from  Scarritt  College. 
She  has  served  as  director  of  Christian 
education  at  Crowley,  St.  Paul’s  in  Mon¬ 
roe,  First  Church  in  Lake  Charles,  and 
in  1965  served  on  the  staff  of  the  Re¬ 
ligious  Center  at  United  Nations,  N.Y. 
Miss  Garlington  was  honored  at  a  re¬ 
ception  March  5  by  members  and  pas¬ 
tors,  Dr.  Ben  Oliphint,  and  the  Rev. 
Karl  Perego,  associate. 

MRS.  CASTON  HEBERT  of  Kaplan 
presented  a  program  of  slides  of  her 
recent  trip  to  the  Holy  Land  for  mem¬ 
bers  of  the  Abbeville  Woman’s  So¬ 
ciety,  March  7.  The  Rev.  Tracy  R. 
Arnold  is  the  Abbeville  pastor. 


NATCHITOCHES  FIRST  CHURCH 
Chancel  Choir  presented  Bach’s  "Christ 
Lay  in  Bonds  of  Death”  on  Palm  Sun¬ 
day  night.  Soloists  were  Leona  Piper, 
Margaret  Fleming,  Annette  Hill,  Burt 
Boone,  and  Dr.  Every  Philip.  A  string 
quartet  comprised  of  John  M  altese, 
Nancy  Frost,  Marcia  Kite,  and  Flor¬ 
ence  Gilbert,  accompanied.  Dr.  Jolly  Bi 
Harper  is  pastor. 


THE  REV.  TERREL  LOWE,  pastor  of 
the  Cotton  Valley  Church,  conducted 
a  training  course  on  the  new  adult 
literature  at  the  Ringgold  Church,  Feb. 
27-Mar.  2.  Joining  the  Ringgold  mem¬ 
bers  in  attending  were  representatives 
from  the  Heflin-Brushwood  Charge  and 
from  Castor,  including  the  Rev.  How¬ 
ard  Staples,  pastor  of  the  Castor 
Church.  The  Ringgold  pastor  is  the 
Rev.  R.  Roy  Grant. 


Spring  hat  sales  were  held  at  Lakeview  Church,  Minden,  and  at  Elizabeth  Sullivan 
Memorial  Church,  Bogalusa. 


THE  SPRINGHILL  SANCTUARY 
Choir  presented  the  Easter  cantata,  "No 
Greater  Love”  on  Sunday  evening, 
March  19.  Mrs.  Larry  Weber  is  choir 
director;  organists  are  Mrs.  D.  L.  Booth 
and  Miss  Janice  Parker.  The  Rev.  Loyd 
E.  Williams  is  pastor. 

DR.  LUMAN  DOUGLAS,  executive  di¬ 
rector  of  the  Area  Council,  was  the 
guest  speaker  for  the  officers  and  teach¬ 
ers  appreciation  banquet  in  the  Broad¬ 
moor  Church  at  Baton  Rouge,  March 
9.  Broadmoor  Church,  of  which  the 
Rev.  Barry  Bailey  is  pastor,  has  over 
170  workers  in  the  church  school. 

A  RED  LETTER  SUNDAY  in  Mun- 
holland  Church,  Metairie,  was  Feb.  26 
when  the  Rev.  A.  W.  Townsend,  Jr. 
received  the  1000th  member  into  that 
church  under  his  ministry.  The  first 
member,  Mrs.  Sidney  Russell,  and  the 
1000th  member,  Mrs.  John  Fred  Smith 
who  came  from  First  Methodist  Hon¬ 
olulu,  Hawaii,  were  presented  corsages 
by  membership  secretary,  Mrs.  Persis 
Barber.  At  the  close  of  the  service  Mrs. 
Earl  Walker  presented  herself  to  be 
received  by  baptism  and  profession  of 
faith,  and  Mr.  and  Mrs.  Peter  Rich* 
ardson  transferred  their  letters  from 
Union  Church  of  Tripoli,  Libya. 

TECH  DEPUTATIOIN  TEAM 
AT  HARMONY  CHAPEL 
A  deputation  team  from  the  Wesley 
Foundation  of  Louisiana  Tech  conduct¬ 
ed  the  morning  worship  services  of  the 
Harmony  Chapel  -  Lisbon  -  Arizona 
Charge  on  March  5th.  Mike  Collins  of 
Lisbon,  a  chemical  engineering  student 
presided;  Judy  Greer  of  Minden,  an 
English  major,  gave  a  personal  testi¬ 
mony  on  what  Wesley  Foundation 
meant  to  her;  Sharon  Bassett  of  Bos¬ 
sier  City,  a  student  in  elementary  edu¬ 
cation,  served  as  pianist;  Sarah  Lee 
Howell  of  Oakdale,  a  student  in  ele¬ 
mentary  education,  sang  "Wayfaring 
Stranger"  as  a  solo,  and  Dan  Allen  of 
Shreveport,  a  pre-ministerial  student  de¬ 
livered  the  message.  The  Rev.  C.  Ed. 
Henkel  is  the  pastor  of  the  Harmony 
Chapel  charge. 


Mrs.  Harold  Hine  of  the  Louisiana 
Moral  and  Civic  Foundation  was  guest 
speaker  at  the  March  meeting  of  the  Elton 
Woman's  Society.  Guests  at  the  luncheon 
included  Mrs.  Bert  Hine,  mother  of  the  late 
Rev.  Harold  Hine,  and  Mrs.  Charles  Lyons 
sister  of  Rev.  Hine,  both  of  Lake  Charles, 
also  Mrs.  George  Walton,  a  close  friend. 


Mrs.  Margery  Nell  Mason,  president  of 
the  Beouf  Prairie  Woman’s  Society,  pres¬ 
ents  Mrs.  Ollie  Woolridge  with  a  Life  Mem¬ 
bership  Pin  for  her  faithful  service. 
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The 

Sunday  School  Lesson 

By:  Alfred  A.  Knox 


NOTICE 

All  of  the  Methodist  literature  for  April 
provides  a  sampling  of  the  new  Adult  ma¬ 
terials.  We  urge  all  our  classes  and  their 
leaders  to  give  this  new  curriculum  a  try. 
We  will  continue  our  regular  series  because 
of  the  large  number  of  shut-ins  that  look  tq 
the  paper  for  this  lesson  each  week. 


LESSON  FOR  APRIL  2:  You  Shall  Be  My  Wit¬ 
ness 

BACKGROUND  SCRIPTURE:  Acts  1 

MEMORY  SELECTION:  You  shall  receive  power 
when  the  Holy  Spirit  has  come  upon  you; 
and  you  shall  be  my  witnesses  in  Jerusalem 
and  in  all  Judea  and  Samaria  and  to  the  end 
of  the  earth.  (Acts  1:8) 

AIM  OF  THE  LESSON:  To  give  an  introduc¬ 
tion  to  a  six-months’  study  ot  the  Book  of 
Acts,  and  to  help  us  all  recognize  the  sig¬ 
nificance  of  Jesus’  promise  of  the  Holy  Spirit. 
•  •  • 

We  begin  a  new  study  today  that  will  last 
for  six  months.  This  is  a  consideration  of  the 
Book  of  Acts,  divided  into  two  parts — the  first 
will  center  around  the  person  and  works  of 
Peter,  and  the  second  will  be  concerned  with 
the  work  of  Paul.  The  primary  purpose  of  such 
an  extended  study  of  the  acts  of  the  first  dis¬ 
ciples  is  to  help  us  become  more  concerned  with 
the  acts  of  our  own  discipleship. 

In  a  real  sense  we  are  merely  continuing  our 
study  of  the  Gospel  of  Luke,  because  the  Book 
of  Acts  has  the  same  author  as  the  gospel  — 
Luke  the  physician,  a  companion  of  the  apostle 
Paul.  A  minister  announced  to  his  congregation 
that  he  would  preach  one  Sunday  on  the  25th 
chapter  of  Luke,  and  some  of  them  were  disap¬ 
pointed  when  he  preached  from  the  first  chapter 
of  Acts.  They  did  not  realize  that  Luke  has 
only  24  chapters  and  this  was  the  preacher’s 
manner  of  pointing  out  that  both  had  the  same 
author. 

Dr.  Edward  P.  Blair  says,  “The  Book  of  Acts 
is  one  of  the  most  important  historical  works  ever 
written.  Without  it  we  should  know  little  about 
the  rise  and  spread  of  one  of  history’s  greatest 
forces.”  Someone  else  has  said:  “If  the  curtain 
had  been  drawn  upon  the  crucifixion  of  Jesus 
and  lifted  again  only  after  the  death  of  Paul, 
we  never  could  have  understood  how  the  Chris¬ 
tian  faith  had  burst  its  Jewish  bonds  and  taken 
its  flight  over  all  the  Mediterranean  lands  and 
established  itself  as  the  inevitable  conqueror  of 

all  the  modern  world.” 

*  *  # 

INTRODUCTION  TO  ACTS 

There  are  a  number  of  reasons  why  we 
should  see  the  Third  Gospel  and  Acts  as  a  lit¬ 
erary  unit.  This  one  writer  has  left  his  hall¬ 
mark  on  a  body  of  materials  that  cover  the  pe¬ 


riod  from  before  the  birth  of  Christ  until  the 
close  of  the  missionary  ministry  of  Paul. 

Dr.  G.  H.  C.  MacGregor,  in  his  introduction 
to  Acts  in  The  Interpreters’  Bible  says: 

“It  might  well  be  claimed  for  Luke  that  he  is 
the  most  important  of  all  the  New  Testament 
writers.  His  two-volume  work,  most  convenient¬ 
ly  known  as  Luke-Acts,  is  the  longest  contribu¬ 
tion  made  by  any  one  author.  It  comprises  rath¬ 
er  more  than  one-quarter  of  the  entire  New  Test¬ 
ament,  and  exceeds  in  bulk  both  the  Pauline 
corpus  of  thirteen  letters  and  the  five  writings — 
Gospel,  epistles,  and  Revelation  —  traditionally 
ascribed  to  John.” 

We  mus*  face  the  fact  that  without  the 
book  of  Acts,  we  would  have  no  parallel  narra¬ 
tive  of  the  beginnings  of  Christianity.  True,  we 
would  piece  together  certain  bits  of  informa¬ 
tion  from  reading  Paul’s  letters.  However,  many 
of  Paul’s  references  would  be  most  obscure  with¬ 
out  the  light  thrown  on  them  by  Acts.  Dr.  Mac¬ 
Gregor  says,  “Luke’s  continuous  narrative  pro¬ 
vides  the  indispensible  framework  wherein  Paul’s 
passing  allusions  fall  into  their  true  perspective.” 

Another  scholar,  Dr.  H.  J.  Cadbury,  has  put 
it  this  way:  “The  Book  of  Acts  is  the  keynote 
linking  the  two  major  portions  of  the  New  Testa¬ 
ment,  the  ‘Gospel’  and  the  ‘Apostle,’  as  the  early 
Christians  called  them  .  .  .  the  only  bridge  we 
have  across  the  seemingly  impassable  gulf  that 
separates  Jesus  from  Paul,  Christ  from  Chris¬ 
tianity,  the  gospel  of  Jesus  from  the  gospel  about 
Jesus.” 

One  more  thing  should  be  mentioned  out  of 
very  contemporary  studies  of  Luke-Acts.  In  the 
excellent  volume  Studies  in  Luke-Acts  recently 
published  by  Abingdon,  we  find  the  point  that 
until  1950  Luke  was  regarded  almost  altogether 
as  an  historian,  but  that  in  the  period  since 
then,  “Luke  appeared  no  longer  as  a  somewhat 
shadowy  figure  who  assembled  stray  pieces  of 
more  or  less  reliable  information,  but  as  a  the¬ 
ologian  of  no  mean  stature  who  very  conscious¬ 
ly  and  deliberately  planned  and  executed  his 
work.  .  .  .  Luke  was  not  primarily  a  historian 
who  wanted  to  give  a  record  of  the  past  for  its 
own  sake,  but  a  theologian  who,  by  way  of 
historical  writing,  wanted  to  serve  the  church  of 
his  own  day.” 

*  #  * 

“HE  PRESENTED  HIMSELF  ALIVE  BY 
MANY  PROOFS” 

One  of  the  first  great  affirmations  of  Acts 
is  found  in  1:3  where  we  are  told  “To  them  he 
presented  himself  alive  after  his  passion  by  many 
proofs,  appearing  to  them  for  forty  days  and 
speaking  of  the  kingdom  of  God.” 

We  should  note  that  this  is  the  only  reference 
to  the  length  of  time  between  the  Resurrection 
and  the  Ascension.  Paul  makes  a  list  of  the  post- 
Resurrection  appearances  of  the  Lord  in  I  Corin¬ 
thians  15:5-7,  and  a  list  is  also  found  in  the  last 
chapter  of  the  gospel  of  John.  However,  in  neither 
instance  is  there  an  indication  of  the  interval 
between  the  appearances  or  the  period  covered  by 
them. 

Luke  seems  to  be  saying  that  Jesus  made 
these  visits  following  the  Resurrection  for  the 
purpose  of  giving  additional  training  an<j  of¬ 


fering  additional  instruction  to  his  witnesses 
whom  he  had  left  behind  with  such  great  re¬ 
sponsibility.  He  also  included  the  phrase  “with 
many  proofs”  because  of  the  widespread  doubts 
that  existed  throughout  the  world  both  concern¬ 
ing  the  Resurrection  and  the  reappearing  of 


“LORD  WILL  YOU  AT  THIS  TIME  RESTORE 
THE  KINGDOM?” 

Verse  6  in  our  lesson  today  says,  “Lord,  will 
you  at  this  time  restore  the  kingdom  to  Israel?” 
In  spite  of  all  that  Jesus  had  said  on  this  sub¬ 
ject,  the  disciples  still  hoped  for  the  Messiah  who' 
would  re-establish  the  kingdom  of  Israel.  His 
death  had  seemed  to  be  the  end  of  that  hope,  and 
then  came  the  Resurrection  and  the  hope  revived 
stronger  than  ever.  It  was  only  natural  that  these 
people  who  had  held  to  this  dream  for  such  a 
long  time  should  believe  that  the  Resurrection 
was  introducing  that  period. 

Jesus  did  not  answer  their  question.  Instead 
he  said,  “It  is  not  for  you  to  know  the  times 
or  the  seasons,  which  the  Father  hath  put  in 
his  own  power.”  (1:7)  He  preferred  to  shift  the 
emphasis  from  speculation  about  the  future  to 
demonstration  in  the  present.  Dr.  Theodore  P. 
Ferris  points  out  in  The  Interpreters’  Bible  that: 
“When  times  are  hard,  it  is  always  a  temptation 
to  some  people  to  dream  about  the  future,  and 
to  project  into  the  future  all  the  things  they 
long  for,  yet  lack  in  the  present.” 

Jesus  was  primarily  concerned  with  other 
things.  He  was  saying  to  his  followers:  “Be  wit¬ 
nesses  unto  me.  Begin  now.  Let  the  world  see 
a  demonstration  of  what  the  power  of  God  can 
do  when  it  works  through  the  followship  of  those 
Who  trust  in  Him.” 

•  #  9 

A  PROMISE  OF  POWER 

Today’s  memory  verse  is  the  key  to  the  whole 
lesson.  “You  shall  receive  power  when  the  Holy 
Spirit  has  come  upon  you.”  (1:8)  This  is  an  es¬ 
sential  part  of  witnessing  in  the  present — this 
possession  of  a  power  adequate  to  the  task.  Jesus’ 
disciples  knew  they  were  sadly  lacking  in  the 
many  qualities  needed  for  such  a  mission.  He  as¬ 
sured  them  that  God  would  supply  all  that  was 
necessary  to  propel  witnesses  in  a  great  new  era. 

Members  of  the  early  church  were  like  many 
of  their  successors — they  were  anxious  to  see  the 
Kingdom  come  suddenly.  Even  Paul  wrote  with 
the  conviction  that  “the  last  days”  would  come 
during  the  lifetime  of  many  of  his  contemporar¬ 
ies,  and  people  since  his  time  have  had  a  strange 
method  of  up-dating  his  words.  Many  preachers 
have  spent  the  major  part  of  their  careers  trying 
to  read  these  “signs  of  the  times.”  Jesus  said 
to  his  listeners  and  he  says  to  us:  “Don’t  be 
impatient.  Wait  for  the  power,  and  you  can  do 
anything.  Without  it  you  can  do  nothing.  This 
is  more  important  than  knowing  the  times  and 
the  seasons.” 

#  *  # 

THE  ASCENSION 

Verse  9  says,  “As  they  were  looking  on,  he 
was  lifted  up,  and  a  cloud  took  him  out  of  their 
sight.”  It  may  be  hard  for  us  to  fully  compre¬ 
hend  the  final  departure  of  our  Lord  from  the 
earth  “on  a  cloud,”  or  those  words  of  the  men 
in  white  robes  that  “This  Jesus,  who  was  taken 
up  from  you  into  heaven,  will  come  in  the  same 
way  as  you  saw  him  go  into  heaven.” 

Obscure  as  it  may  seem  to  us,  the  language 
used  here  by  Luke  was  in  good  Biblical  tradition. 
Daniel  spoke  of  one  like  a  Son  of  man  “who 
came  with  the  clouds  of  heaven.  (Dan.  7:13). 
Several  times  in  the  Old  Testament  the  incom¬ 
prehensibleness  of  God  is  represented  by  the 
cloud  that  hides  him  from  view.  Now  Jesus  is 
being  received  into  the  cloud  of  divine  glory. 
Dr.  Rhoda  C.  Edmeston  says,  “In  a  sense,  the 
Ascension  serves  as  a  punctuation  mark  denoting 
the  end  of  Christ’s  post-Resurrection  appearances 
to  his  followers.  It  also  opened  the  way  for  the 
experience  of  fellowship  with  Jesus  in  spirit  after 
the  physical  experiences.” 

MARCH  23,  1967 


PAGE  SIX 


news  and  views 


OF  THE  WORLD  OF  RELIGION 


»0I^ 

fby  th 


the  Editor 


The  admission  of  all  baptized  Christians  to  cele¬ 
brations  of  Holy  Communion  in  Episcopal  church¬ 
es  has  been  recommended  by  a  report  of  that 
denomination’s  joint  Commission  on  Ecumenical 
Relations.  The  report,  to  be  submitted  to  the 
House  of  Bishops  when  it  meets  during  the 
Church’s  General  Convention  in  Seattle  next  Sep¬ 
tember,  states  that  no  “rubrical  or  canonical 
changes”  would  be  required  to  institute  the  policy 
of  open  communion  in  Episcopal  Churches. 

It  will  be  quite  interesting  to  watch  the  ac¬ 
tion  of  this  report  as  it  goes  to  the  bishops 
and  the  convention  of  the  Episcopal  Church. 

If  no  “rubrical  or  canonical  changes”  would 
be  required  to  institute  open  communion, 
then  it  must  be  that  some  clerical  changes 
are  indicated. 


A  controversial  bill  to  liberalize  New  York  State’s 
abortion  law  apparently  has  died  in  committee 
by  a  substantial  vote.  Thomas  V.  LaFauci,  chair¬ 
man  of  the  Assembly  Codes  Committee,  said  tho 
abortion  reform  bill  would  stand  very  little 
chance  of  being  reintroduced. 

This  proposed  legislation  has  produced  as 
much  fiery  difference  of  opinion  and  vocal 
expression  by  the  churches  as  anything  re¬ 
cently  before  the  New  York  Legislature. 
Three  heated  public  hearings  were  held,  two 
in  Albany  and  one  in  New  York  in  which 
Roman  Catholic,  Jewish  and  Protestant 
spokesmen  voiced  their  views. 


Concern  for  what  the  postman  thinks  may  have 
a  real  bearing  on  the  editorial  policy  of  an  out¬ 
standing  religious  periodical.  The  Living  Church, 
an  independent  Episcopal  weekly  magazine,  is 
worried  about  the  impression  some  of  its  head¬ 
lines  may  be  making  on  the  men  who  deliver 
the  mail.  Several  readers  have  expressed  the 
opinion  that  this  may  result  in  a  bad  image  for 
the  church. 

Three  headlines  which  recently  appeared  in 
large  type  on  the  magazine’s  cover  were: 
“Treating  Alcoholic  Clergy,”  “Ministry  to 
the  Homosexual,”  and  “One  Roman  Catholic 
Says:  My  Church  is  wrong  about  abortion.” 


The  former  Archbishop  of  Canterbury,  Lord  Fish¬ 
er  of  Lambeth,  has  affirmed  that  church  unity 
is  something  that  already  exists  and  “it  is  as 
wrong  to  speak  of  negotiations  for  unity  as  it 
would  be  to  speak  of  negotiations  for  love.”  How¬ 
ever,  the  prelate  also  said  negotiations  for  inter¬ 
communion  and  full  communion  “must  accept 
the  existence  of  “separate  autonomous  churches 
into  which  from  the  beginning  baptized  Chris¬ 
tians,  members  of  the  one  church,  have  been 
divided.” 

We  wonder  how  some  of  our  British  Meth¬ 
odist  friends,  who  are  often  treated  as  “sec¬ 
ond  class  clergy,”  will  react  to  this  affirma¬ 
tion  that  “church  unity  is  something  that 
already  exists.” 


An  American  Baptist  Convention  official  has  de¬ 
fended  the  U.S.  military  effort  in  Vietnam  and 
said  it  is  vital  for  the  U.S.  to  “take  as  firm  a 
stand  against  communism  in  Asia  as  it  does  in 
Europe.”  The  Rev.  C.  Allen,  editor  of  The  Cru¬ 
sader,  ABC  monthly  magazine,  told  the  206th 
annual  meeting  of  the  Philadelphia  Baptist  As¬ 
sociation  that  “We  will  have  to  keep  fighting  to 
convince  theVietcong  that  they  have  more  to 
gain  at  the  conference  table  than  they  do  on 
the  battlefield.” 

Three  Roman  Catholic  priests  recently  an¬ 
nounced  their  resignations  from  the  San 
Francisco  Olympic  Club  because  of  its  racial 
segregation  policies.  The  three,  Father  Eu¬ 
gene  J.  Boyle,  Msgr.  Thomas  Bowe,  and 
Msgr.  Donnell  Walsh,  made  their  decision 
after  the  private  club  reaffirmed  its  century- 
old  “whites  only”  membership  restriction. 


VALLEY  FORGE,  Pa.  —  The  Rev.  Peter  N.  Knost 
of  First  Congregational  church,  Los  Angeles  (left), 
received  the  Freedoms  Foundation’s  top  sermon 
award  at  its  annual  George  Washington  celebrations 
in  Valley  Forge,  Pa.  Congratulating  him  is  Dr. 
Kenneth  D.  Wells,  the  foundation's  president.  Mr. 
Knost  was  given  an  encased  George  Washington 
Honor  Medal  and  $500.  His  sermon,  taken  from  He¬ 
brews  11:34,  was  entitled,  "Where  Are  You,  Ameri¬ 
ca?”  (RNS  Photo) 

Tension  between  Spanish  Catholic  bishops  and 
Catholic  Action  lay  leaders  has  increased  with 
the  dismissal  of  the  entire  editorial  staff  of  Signo, 
a  publication  of  the  major  Catholic  Action  Youth 
Organization.  The  ousters,  reportedly  made  be¬ 
cause  of  “political  activity, ’’came  on  the  heels  of 
a  week-long  meeting  of  the  Spanish  Hierarchy 
which  discussed  guidelines  for  future  activities 
of  Catholic  Action. 

Patricia  May  Groff,  25,  of  Pawtucket,  R.I., 
who  launched  a  missionary  career  in  a  chil¬ 
dren’s  school  in  Indonesia  only  in  January, 
was  found  slain  by  an  intruder  in  the  mis¬ 
sion  compound  at  Bandung,  Java.  Her  death 
was  reported  by  the  international  headquar¬ 
ters  of  the  Christian  and  Missionary  Alliance. 


Representatives  of  10  Protestant  denominations 
and  of  ’  councils  of  churches  in  the  New  York 
metropolitan  area  have  formed  a  Regional  Church 
Plan  Commission  that  hopes  to  influence  the 
future  plans  of  churches  in  31  counties  in  New 
York,  New  Jersey  and  Connecticut.  “Minimal 
hopes”  for  the  new  agency  were  stated  by  the 
commission’s  newly-elected  president,  Dr.  Duane 
L.  Day,  as  he  said,  “That  we  might  learn  to  plan 
more  effectively  for  the  ministries  which  we 
mount;  that  we  might  begin  the  important  proc¬ 
ess  of  communication  .  .  .;  and  that  we  might 
discover  some  areas  in  which  we  can  jointly 
administer  our  mission  in  this  part  of  God’s 
world.” 

The  Christian  Century  said  in  a  recent  edi¬ 
torial  that  Archbishop  John  P.  Cody  appar¬ 
ently  has  disowned  the  Catholic  Interracial 
Council  of  Chicago.  The  paper  said  that  the 
archbishop  did  not  attend  or  send  a  repre¬ 
sentative  to  the  council’s  annual  John  F. 
Kennedy  Award  dinner  in  January,  and 
that  the  archdiocesan  newspaper,  complete¬ 
ly  ignored  the  event. 

A  Roman  Catholic  priest  who  is  an  official  of 
the  National  Council  of  Churches  was  recently 
refused  permission  by  local  Catholic  authorities 
in  Detroit  to  participate  in  a  service  in  a  Meth¬ 
odist  Church  there.  As  a  result  of  the  decision  by 
the  chancery  office  of  the  Archdiocese  of  De¬ 
troit,  Father  David  Bowman  had  to  address  the 
Protestant  Noon  Lenten  service  in.  the  second- 
floor  assembly  room  of  the  educational  building 
of  Central  Methodist  Church. 

A  new  Passion  Play  which  was  conceived 
and  produced  against  a  background  of  re¬ 
ligious  controversy  is  being  performed  in 
Manchester,  Eng.  after  a  premiere  which  pro¬ 
duced  more  bouquets  than  brickbats.  The  play 
is  billed  as  a  “German  Passion  Play,”  and 
its  cast  includes  players  from  Oberammergau 
and  Thiersee  in  Austria.  A  Jewish  periodical 
observed,  “While  it  is  not  in  the  spirit  of 
post-Vatican  II  ...  I  entertain  no  fears  that 
such  a  Passion  Play  performance  will  under¬ 
mine  Jewish-Christian  relations  in  this 
country.” 

Martin  E.  Bratcher,  general  manager  of  John 
Knox  Press,  publishing  house  of  the  Presbyterian 
Church  in  the  U.S.,  was  elected  president  of  the 
Church-Owned  Publishers’  Association  at  its  re¬ 
cent  meeting  in  Chicago.  He  succeeds  Leonard  E. 
Wedell  of  the  Southern  Baptist  Sunday  School 
Board. 

Women  students  at  Duke  University  have 
elected  a  Negro  girl  as  their  May  Queen 
this  year.  She  is  Wilhelmina  (Mimi)  Reuben 
of  Sumter,  S.  C.,  a  senior  who  was  elected 
in  a  campus-wide  election. 

Methodist  Bishop  Ralph  Taylor  Alton  of  Wis¬ 
consin  said  in  a  recent  communication  to  more 
than  300  denominational  clergymen  that  the  spir¬ 
it  of  ecumenism  should  not  compromise  the  tra¬ 
ditional  Protestant  stand  against  public  support 
for  church-related  schools.  His  statement  referred 
to  a  state-wide  referendum  set  April  4  on  a 
proposed  constitutional  amendment  to  allow  use 
of  tax  funds  to  transport  parochial  school  pupils. 

Japan’s  largest  Protestant  denomination,  the 
United  Church  of  Christ  (Kyodan),  has 
adopted  a  statement  publicly  confessing  the 
Church’s  guilt  and  complicity  in  World  War 
II.  The  declaration,  adopted  by  the  denom¬ 
ination’s  executive  council  recently,  ac¬ 
knowledged  that  the  Japanese  Church  active¬ 
ly  cooperated  in  the  war,  failing  thereby  to 
uphold  the  purity  of  the  faith.  It  also  noted 
that  after  the  war  was  over,  the  Church  took 
no  position  on  the  question  of  war  responsi¬ 
bility. 
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•  On  a  Wide  Circuit 


Hope  in  the 

younger  churches? 

by  W.  W.  Reid 

In  lands  where  the  Christian  church 
is  not  as  "old,”  as  institutionalized,  as 
ingrown  and  as  deep-rooted  in  tradi¬ 
tions  and  habituated  routines  as  it  is 
in  Europe  and  in  America,  there  seems 
to  be  an  adventuresome  spirit — or  a 
daring — new  to  the  church — and  hold¬ 
ing  hope  for  the  church.  In  these  "new 
churches,”  the  "faith  of  the  fathers” 
is  not  always  to  be  expressed  in  cen¬ 
turies-old  idioms,  nor  lived  and  en¬ 
acted  in  ways  and  in  channels  treasured 
without  understanding. 

Some  of  the  best  "re-thinking”  of  the 
faith,  the  most  meaningful  applications 
of  the  Gospel  to  the  social  scene,  the 
most  creative  ways  of  translating  the 
Gospel  into  life,  and  of  spreading  it 
into  new  areas  and  situations,  are  com¬ 
ing  out  of  India,  Malaysia,  and  Africa. 
Here — for  example  —  "the  ecumenical 
movement”  is  finding  favor  because 
there  is  not  the  long  history  and  stub¬ 
born  pride — and  perhaps  proprietorship 
— that  characterize  denominationalism. 
Indeed,  we  are  nearer  ecumenicity  and 
union  in  the  "overseas  churches”  than 
among  their  American  "parents.” 

A  recent  religious  "newsletter,”  from 
the  Australian  News  and  Information 
Bureau,  gives  some  glimpses  of  new 
ideas  and  new  methods  that  illustrate 
my  point  and  that  might  well  be  pon¬ 
dered  in  many  American  situations: 

"Ted  Noffs,  minister  of  the  Way- 
side  Chapel,  Kings  Cross,  Sydney,  has 
urged  'that  the  world  must  write  the 
program  of  the  Church,  rather  than 
the  Church  write  the  program  of  the 
world.’  Unique  needs  of  different  com¬ 
munities  must  shape  the  course  of  the 
church’s  ministry.  So  the  doors  of  Way- 
side  Chapel  have  been  opened  to  let 
people  of  the  most  cosmopolitan  com¬ 
munity  in  Australia  come  through. 
They  have  come  in  large  numbers  to  the 
coffee  bar,  the  reading  room,  the  the¬ 
atre,  and  the  fellowship  centre;  and 
many  of  them  have  discovered  a  warmth 
of  friendship  which  has  been  a  deep  an¬ 
swer  to  much  human  need. 

"An  extension  of  this  principle  of 
allowing  the  world  to  write  the  pro¬ 
gram  of  the  church  is  receiving  wider 
expression  by  people  who  have  been 
influenced  by  the  Wayside  Chapel. 

"At  Balmain,  Sydney,  at  10:30  a.m. 
a  beautiful  century-old  building  became 
the  'Westside  Centre’,”  designed  to 
meet  the  needs  of  old  people  during 
the  day  and  great  numbers  of  young 
people  at  night.  At  Bankstown  aero¬ 
drome,  an  aeroplane  was  dedicated  for 
use  by  the  Far  West  Methodist  Mis¬ 
sion.  At  Inalia,  a  housing  commission 
developmental  suburb  of  Brisbane,  a 
community  house  modelled  on  the  prin¬ 
ciples  of  Wayside  was  opened.  Instead 
of  a  traditional  church  building  open 
on  Sundays  and  occasionally  through 
the  week,  the  community  house  will 
have  a  seven-days-a-week  program. 
Brian  Whitelock,  the  young  minister 
in  charge,  served  at  Wayside  and  now 
argues  that  the  Church  must  be  in¬ 
volved  in  the  daily  needs  of  the  people 
it  serves.  In  George  Street,  Sydney,  the 
headquarters  of  the  Foundation  for 
Aboriginal  Affairs  was  opened.  It  will 
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by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 


By  the  time  you  are  reading  this, 
all  our  minds  will  be  on  the  great  cen¬ 
tral  fact  of  the  Christian  faith — the 
Resurrection  of  Jesus  Christ  from  the 
dead.  Here  is  the  heart  of  all  that  we 
believe,  and  it  has  special  relevance 
at  a  time  when  there  seems  to  be  no 
resting-place  for  the  serious-minded 
Christian. 

But  we  are  not  invited  to  look  at 
our  faith  as  a  means  of  rest — at  least 
not  in  the  usual  sense  of  the  word.  We 
are  too  prone  to  "seek  the  living  among 
the  dead”  and  too  often  we  forget 
that  Christ  is,  as  He  always  was,  ahead 
of  His  disciples. 

There  is  a  kind  of  divine  restless¬ 
ness  about  Him,  and  about  any  vital 
experience  of  Him  in  these  days.  Al¬ 
ways  He  obeyed  the  imperative  to  go 
on.  "I  must  needs  .  .  he  kept  say¬ 
ing  to  his  friends,  and  sometimes  we 
have  a  picture  of  the  disciples  tiredly 
trailing  behind  Him,  almost  unable  and 
sometimes  unwilling  to  keep  up  with 
Him. 


These  thoughts  are  prompted,  not 
only  by  the  great  Festival  of  Holy 
Week  and  Easter,  but  by  the  fact  that 
we  are  facing  great  movements — move¬ 
ments,  as  I  believe,  of  the  Holy  Spirit. 

The  living  Christ  will  not  let  us  rest. 
Often  we  do  not  recognise  what  He 
is  doing,  or  even  that  He  is  at  work, 
and  we  watch  what  happens  without 
watching  Him.  And  this  is  particularly 
true  in  the  life  of  the  Church. 

I  mentioned  last  week  that  I  had 
been  In  Belfast,  and  these  days  have 
been  days  of  travelling  for  me.  I  have 
been  preaching  in  the  great  northern 
industrial  city  of  Manchester  as  well, 
and  then  in  a  dormitory  and  suburban 
seaside  centre  in  Lancashire.  And  on 
Palm  Sunday  I  am  in  the  famous  Lon¬ 
don  City  Temple  pulpit. 

All  this  means  that,  over  a  period  of 
a  month  or  so,  I  have  had  the  chance 
to  talk  with  a  number  of  people  over 
a  wide  area  of  Britain. 

What  is  the  mood?  It  would  be  too 
easy  to  think  from  some  of  the  writing 


serve  the  great  numbers  of  aboriginal 
people  migrating  to  Sydney.  The  first 
office  of  the  foundation  was  set  up 
in  the  Wayside  Chapel.  In  Woolloo- 
mooloo  in  Sydney’s  'Old  Town,’  lo¬ 
cated  humbly  in  an  old  building  at  only 
a  fraction  of  the  cost  of  a  new  church 
structure,  the  chapel,  opened  on  the 
same  day  as  the  above  mentioned  vent¬ 
ures,  calls  for  less  emphasis  upon  ornate 
buildings  and  more  on  involvement  in 
the  midst  of  human  need.  Again,  its 
program  will  be  a  seven-days-a-week 
affair.  So  the  basic  idea  of  Wayside  is 
continually  finding  wider  expres¬ 
sion.  .  .  . 

"The  traditional  organization  of 


Methodist  Sunday  schools  throughout 
Australia,  with  classes  of  six  or  seven 
pupils  under  one  teacher,  is  expected 
to  give  way  to  team  teaching  with 
groups  of  15  to  30  children  being  led 
by  a  number  of  teachers.  At  the  re¬ 
cent  Methodist  Conference  in  Queens¬ 
land,  the  Rev.  David  Merritt,  of  the 
Joint  Board  of  Christian  Education 
(Presbyterian,  Methodist  and  Congre¬ 
gational),  outlined  the  new  curriculum 
which  will  be  introduced  in  1970  and 
which  is  being  specially  designed  for' 
team  teaching.  It  envisages  an  entirely 
new  set  of  material  for  all  Sunday 
schools  of  the  three  denominations 
throughout  Australia  and  New  Zealand. 


which  must  reach  you  in  America,  that 
Britain  is  going  through  a  great  de¬ 
pression  spiritually.  It  is  true,  of  course, 
that  the  institutional  church  really  has 
its  back  to  the  wall  in  many  places. 
It  is  true  that  church  attendances  are 
not  what  they  were  (though  I  suspect 
that  in  looking  back,  people  often  use 
their  rose-coloured  spectacles). 

But  it  is  also  true  that  there  are  new 
hopes  stirring.  Religion  is  news.  Not 
so  long  ago,  the  Sunday  Times,  an 
influential  newspaper,  claimed  that  of  * 
all  subjects,  religion  brought  most  let¬ 
ters  to  the  Editor.  There  is  free-ranging 
discussion  about  theology  even  in  glossy 
women’s  magazines.  Men  and  women 
are  asking  questions,  and  although  very 
many  of  them  are  not  by  any  means 
ready  to  come  into  the  worship  of 
church  as  yet,  they  provide  a  very  great 
opportunity  for  alert  Christians  to  wit¬ 
ness  to  their  faith. 

There  are  signs  that  the  Christian 
church  in  this  country  is  at  last  flexing 
its  muscles  again.  And  I,  for  one,  am 
optimistic. 

All  this  has  a  special  meaning  for 
you  in  America.  For  the  first  time  we 
hear  reports  that  American  church 
membership  is  falling  behind  the  in¬ 
crease  in  population.  Maybe  the  winds 
are  going  to  blow  chill  in  your  in¬ 
stitutional  situation.  But  if  this  hap¬ 
pens,  it  could  be  a  challenge  which 
could  re-invigorate  the  church. 

So  I  come  back  to  Theme  Number 
One  in  our  minds.  I  want  to  wish  you 
a  happy  Easter.  But  I  do  not  want 
to  forget  that  there  is  no  Easter  with¬ 
out  a  Cross.  It  may  be  that  we,  in  the 
Western  world,  have  to  learn  all  over 
again,  the  meaning  of  the  Gospel.  It  is 
a  Gospel  of  the  Cross,  and  without 
that  Cross,  Easter  is  just  a  sentimental 
secular  holiday.  And  it  is  easy  enough 
to  sing  about  the  Cross,  even  to  pray 
and  preach  about  the  Cross.  But  to  bear 
it,  to  learn  the  meaning  of  rejection, 
and  to  find  that  it  is  in  the  gross  dark¬ 
ness  that  the  cry  of  victory  is  most 
plainly  heard — these  are  the  deep  in¬ 
sights  of  Easter  which  God  is  teaching 
us,  whether  we  want  to  learn  them  or 
not 
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THE  MESSAGE  OF 
THE  RESURRECTION 

The  morning  sun  peered  over  the 
Judean  hills,  then  rested  for  a  few  min¬ 
utes  on  the  ancient  walls  of  Jerusalem. 
The  roving  merchants  prodded  and 
cursed  their  overloaded  little  donkeys 
into  action.  The  historic  city  blinked 
its  eyes,  stretched  its  arms,  and  began 
another  day. 

In  the  temple  the  Scribes  and  Phari¬ 
sees  greeted  each  other  with  the  time- 
honored  word,  "Peace.”  Then  they  con¬ 
gratulated  each  other  solemnly  on  the 
events  of  the  two  preceding  days.  That 
imposter  who  called  Himself  the  Son 
of  man,”  was  dead.  His  followers  were 
scattered.  The  matter  was  closed,  as 
far  as  they  were  concerned. 

But  the  matter  was  not  closed  by  any 
means.  In  fact,  it  was  barely  opened. 
Jesus,  the  wandering  healer  and  teller 


by  Charles  A.  Stuck/Lay  Evangelist 


of  parables,  had  suddenly  become 
known  to  many  as  Jesus  the  Christ, 
the  begotten  Son  of  God,  whose  death 
had  been  only  an  unfinished  chapter 
in  the  wonderful  story  of  God’s  great, 
forgiving  love. 

If  there  had  been  no  human  over¬ 
tones  in  the  story  of  the  Resurrection, 
it  probably  would  have  been  a  minor 
incident  in  the  long  list  of  miracles 
recorded  in  the  Bible.  But  that  was  not 
God’s  intention  when  He  sent  His  only 
Son  to  suffer,  die,  and  rise  from  the 
dead.  For  out  of  this  story  we  can 
grasp  at  least  two  dynamic  truths. 

The  Resurrection  in  the  first  place 
brought  assurance  to  the  disciples.  Mary 
of  Magdela,  one  of  the  humblest  of 
them,  burst  breathlessly  into  the  sad 
group  of  apostles  that  first  Easter  morn¬ 
ing  with  the  unbelievable  news  that 


she  and  some  other  women  had  seen 
Him  alive.  And  the  apostles,  not  believ¬ 
ing  at  first,  very  soon  found  that  Mary 
was  right.  He  was  alive!  They  began 
to  speak  of  it  with  confidence.  Chris¬ 
tians  immediately  began  to  greet  each 
other  with  the  words, 

"HE  IS  RISEN!” 

The  Resurrection  also  brought  a  com¬ 
mand.  Jesus  said  to  Mary,  "Go  and  tell 
my  brothers  that  I  am  going  to  my 
Father.” 

He  said  to  Peter,  the  wavering  apos¬ 
tle,  "Take  care  of  my  sheep  .  .  .  Fol¬ 
low  me.” 

And  finally  He  told  His  followers, 
"Go  and  make  disciples  of  all  nations,’* 

The  Resurrection  speaks  to  us  today, 
just  as  it  did  to  His  followers  many 
centuries  ago.  It  repeats  Jesus’  words, 

"Believe  .  .  .  and  tell.” 
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an  Easter  meditation 


tKCfAtexy  ^  delay  bccnvaa 


by 

Chad  Walsh* 


An  ordinary  automobile  accident  and 
Easter  morning  do  not  appear  to  have 
much  in  common.  But  ever  since  I  was 
involved  in  my  first  and  so  far  only 
accident,  I  find  that  when  I  think  of 
it,  my  mind  soon  moves  by  some  strange 
logic  to  Easter. 

The  accident  was  a  few  summers  ago 
when  my  wife,  our  daughter  Alison, 
and  I  were  traveling  through  a  small 
village  in  upstate  New  York.  It  was 
a  pleasant,  drowsy  sort  of  day;  we  had 
eaten  lunch  and  were  headed  north  for 
our  summer  place  in  Vermont.  Eva  was 
at  the  wheel;  I  was  half  dozing  beside 
her;  Alison  was  asleep  in  the  back  seat. 
The  pit  of  the  station  wagon  was  piled 
up  with  our  summer  equipment,  topped 
by  Alison’s  guitar  which  she  had  re¬ 
cently  learned  to  play. 

All  at  once  —  the  memory  is  very 
confused  and  blurred  —  a  flatnosed 
monster  came  roaring  through  the  stop 
sign  to  our  left  and  smashed  into  the 
left  side  of  our  hood.  My  memory 
abruptly  ends  at  this  point  and  re¬ 
sumes  with  me  alone  in  the  front  seat. 

I  learned  later  that  Eva  had  leaped  from 
the  car  to  shout  "Stop  that  man!”  and 
Alison  had  waked  up,  shaken  the  frag¬ 
ments  of  guitar  from  her  hair,  and  got 
out  of  the  crumpled  car.  Some  local 
people  took  her  away  and  tried  to  calm 
her  down.  All  this  must  have  happened 
in  a  few  seconds.  Meanwhile,  I  re¬ 
gained  consciousness,  and  noticed  that 
my  shirt  was  half  gray,  half  red,  and 
the  red  part  was  spreading.  Somehow 
this  seemed  of  no  great  importance. 
Eva  returned  to  the  car,  apparently  un¬ 
hurt,  and  was  startled  to  see  that  I 
was  bleeding  badly.  I  asked  where  Al¬ 
ison  was.  She  explained  that  some  peo¬ 
ple  were  looking  after  her.  Half  a  doz¬ 


en  times,  I  suppose,  before  I  was  taken 
to  the  hospital,  I  asked  after  her.  Dimly 
as  my  mind  was  functioning,  I  still 
knew  that  if  she  had  been  killed,  Eva 
obviously  could  not  say  so;  there  was 
therefore  no  way  for  me  to  know 
whether  she  was  telling  the  truth. 

The  noise  of  the  accident  had  at¬ 
tracted  a  little  knot  of  people.  A  man 
leaned  through  the  door  and  shouted, 
"Would  you  like  some  brandy?”  This 
seemed  an  extraordinarily  courteous 
gesture  to  me.  With  a  formality  that 
rarely  comes  to  my  lips,  I  replied,  "That 
would  be  very  kind  of  you,  sir.”  And 
soon  the  stretcher  bearers  were  there, 
and  I  was  being  taken  into  the  am¬ 
bulance  and  to  the  hospital.  There  I 
lay  on  the  operating  table,  and  as  the 
needle  flashed  that  would  end  all 
thoughts  for  a  while,  my  final  thought 
was  of  Alison  and  I  remember  saying 
to  myself,  "I  must  go  into  the  darkness 
without  knowing.” 

It  sounds  rather  pretentious  and  silly 
in  the  narrating.  But  for  reasons  that 
half  elude  me,  the  whole  memory  of 
that  accident  has  a  quality  of  revela¬ 
tion  about  it.  For  one  thing,  I  had 
always  considered  myself  something  of 
a  coward.  When  I  was  at  a  point  when, 
for  all  I  knew  then,  I  had  real  reason 
to  fear  for  my  life,  I  found  that  was 
the  least  of  my  anxieties.  And  I  had 
often  ironically  told  myself  that  in  a 
time  of  great  crisis  I  would  probably 
try  to  rescue  my  manuscripts  first  and 
then  worry  about  my  family’s  safety. 
Again,  in  the  show-down,  it  was  not 
so.  I  completely  forgot  that  I  am  a 
writer.  I  remembered  only  that  I  am  a 
husband  and  father.  In  short,  I  seemed 
to  have  behaved  considerably  better 


W.  A.  Criswell  —  THE  HOLY 
SPIRIT  IN  TODAY’S  WORLD,  $2.95, 
Zohdervan,  1 966,  193  pages. 

This  book  by  Dr.  Criswell,  who  is 
pastor  of  the  First  Baptist  Church  in 
Dallas,  is  composed  of  28  chapters  on 
ithe  Holy  Spirit.  Each  chapter  is  a 
synopsis  or  summary  of  the  main  points 
and  content  of  sermons  preached  by  Dr. 
Criswell  in  a  series  on  "The  Holy 
Spirit.” 

He  uses  scripture  passages  from  the 
New  Testament  and  even  though  his 
conclusions  are  not  always  the  same  as 
mine,  he  tries  honestly  to  face  the  ques¬ 
tions  asked  about  the  Holy  Spirit  and 
gives  an  answer.  He  does  not  just  evade 
or  avoid  the  issues.  Some  chapters  are 
unusually  good. 

He  clarifies  in  his  chapter  "The  Pen¬ 
tecostal  Difference”  the  difference  in 
the  work  of  the  Holy  Spirit  before  the 
ascension  and  afterward.  A  chapter  on 
"The  Holy  Spirit — A  Power  Or  A  Per¬ 
son?”  was  built  upon  the  theme — "In 
the  Holy  Scriptures  the  Holy  Spirit  is 
always  a  persoq  .and  never  an  imper- 
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sonal  power.” 

He  examines  the  emblems  of  the  Holy 
Spirit  in  the  New  Testament:  dove, 
breath  of  God,  fire,  seal  of  promise  and 
others.  Dr.  Criswell  under  the  chapters 
on  the  "Gifts  Of  the  Spirit”  deals  with 
the  gifts  of  healing  and  of  tongue 
speaking.  In  the  first,  he  is  quite  clear 
in  pointing  out  his  disagreement  with 
the  "professional  faith  healers”  —  and 
does  not  accept  illness  as  a  sign  of  dis¬ 
obedience  to  God. 

In  several  places  I  wanted  to  add  a 
hearty  "Methodist  Amen.”  Dr.  Criswell 
points  out  in  relation  to  tongue  speak¬ 
ing  that  every  other  gift  of  the  Spirit 
can  be  found  in  our  Lord  Jesus — but 
not  this  one.  "Nor  can  I  imagine,” 
he  further  says,  "in  my  wildest  imagina¬ 
tion,  the  blessed  Savior  speaking  in 
unknown  tongues.  It  does  not  fit.  It 
does  not  become  Him.  He  never  did  it. 
Never.” 

I  would  love  to  see  some  Methodist 
deal  with  this  phenomenon  of  the  Holy 
Spirit  in  such  detail  and  spirit.  It  would 
be  helpful  . for  us. 

;.r,  -^-Edward  .-B,  Hollenbeck, 
rtaib  sf’i  diiiw 


than  I  had  any  right  to  expect  of  my¬ 
self. 

This  makes  me  wonder  how  many 
layers  there  are  to  a  human  being.  The 
upper  layer  of  full  consciousness  makes 
it  possible  for  us  to  think  rational 
thoughts,  to  plan  Utopias,  to  scheme, 
to  win  friends  and  influence  people 
by  deliberate  strategies.  But  below  that 
level  is  the  great  darkness  of  the  un¬ 
conscious,  filled  with  images  of  both 
beauty  and  terror;  the  source  of  night¬ 
mares  as  well  as  the  haunting  dreams 
and  intimations  of  beauty  that  the  arts 
embody.  It  is  the  teeming  jungle,  pow¬ 
erful  both  for  creation  and  destruction, 
that  Freud  and  Jung  explored.  But 
what  if  there  is  a  still  deeper  layer? 

The  skeptic  in  me  smiles  at  this 
point.  Perhaps  the  serenity  I  experi¬ 
enced  was  nothing  more  than  the  eu¬ 
phoria  of  the  steer  who  is  stunned  by 
a  heavy  blow  before  being  led  to  the 
slaughter.  Perhaps  ...  I  cannot  prove 
the  opposite.  But  neither  can  I  shake 
off  the  memory,  and  the  lingering  sus¬ 
picion  that  at  the  core  of  a  human 
being  there  is  something  better  than  he 
ordinarily  experiences — and  that  this 
inner  citadel  may  be  the  point  where  he 
meets  God,  and  puts  aside  the  masks 
of  mere  reason,  social  custom,  and  the 
teeming  jungle. 

At  the  heart  of  the  universe,  what 
is  there?  Emptiness?  Matter  in  motion, 
moving  according  to  precise  mathema¬ 
tical  and  physical  laws?  An  expression¬ 
less  face?  A  snarling  face?  A  face  smil¬ 
ing  with  recognition? 

I  think  the  answer  has  been  given. 
That  face  at  the  heart  of  the  universe 
has  been  seen:  first  with  physical  eyes, 
and  now  with  the  eyes  of  faith.  When 
Christ  appeared  to  His  disciples  on 
Easter  morning,  it  was  not  simply  a 
revelation  that  God  held  power  over 
sin  and  death.  As  good  Jews  they  had 
always  known  that. 

It  was  more.  It  was  the  af¬ 
firmation  of  all  the  vague  but  haunt¬ 
ing  and  persistent  intuitions  that 
mankind  has  known.  It  was  the  visible 
sign  that  beyond  the  apparent  imper¬ 
sonality  of  the  universe  going  about  its 
mechanical  routine,  there  is  personal 
meaning;  that  beyond  the  agonies  and 
cruelties  and  frustrations  of  human 
lives,  there  is  a  dimension  in  which 
tears  cease  and  the  holiness  of  laughter 
begins;  that  in  each  man  there  is  that 

Eoint  where,  however  faintly  at  times, 
e  rears  a  voice  that  is  more  than  hu¬ 
man,  and  feels  a  call  to  a  love  that  rus¬ 
tles  in  human  streets  and  moves  the  sun 
and  the  other  stars. 

I  believe  that  what  I  experienced  at 
the  time  of  the  accident  was  real,  be¬ 
cause  Christ  rose  from  the  dead  and 
confirmed  all  such  moments. 

But  how  can  we  believe  He  rose? 
The  witnesses  are  long  since  dead.  They 
cannot  be  cross-examined.  We  can  say 
only,  what  historical  record  there  is 
proclaims  the  fact,  and  there  is  no  his¬ 
torical  record  that  would  provide  an 
adequate  alternative  explanation.  But 
this  does  not  answer  the  question.  What 
we  are  really  asking  is,  "Is  this  the 
kind  of  thing  that  could  happen?”  Or 
perhaps  that  is  the  wrong  way  to  put 
it.  What  God  wants  to  happen,  can 
happen.  But  would  He  will  it? 

And  thus  one  comes  full  circle.  What 
kind  of  a  God  is  God?  The  event  of 
Easter  tells  us  what  sort  of  God  He  is. 
The  risen  Christ  is  the  exclamation 
point  affirming  the  fleeting  moments 


From  the  report  of  a  firm  of  busi¬ 
ness  consultants  concerning  the  admin¬ 
istrative  procedures  of  the  Middlesex 
Presbytery  of  the  United  Church  of 
Canada:  "It  appears  to  have  an  intro¬ 
spective,  horse-and-buggy,  prohibition¬ 
ist  attitude  which  is  out  of  step  with 
the  present-day  concerns  of  the  major¬ 
ity  of  its  members.” 

Father  Robert  J.  Thorsen,  chaplain 
at  Mercy  Hospital  and  Mercy-crest 
Home,  Springfield,  O.,  speaking  at 
Jonesboro,  Ark.  Saint  Bernard’s  Hos¬ 
pital  on  the  need  for  a  permanent  Prot¬ 
estant  chaplain  at  the  hospital:  ”  ’Con¬ 
vert  them’  was  often  the  theme  rather 
than  'cure  them,’  and  just  about  every¬ 
body  tried  to  get  into  the  act.” 

Dr.  Jessee  H.  Ziegler,  executive  di¬ 
rector  of  the  American  Association  of 
Theological  Schools,  speaking  in  In¬ 
dianapolis,  Ind.  on  the  need  for  the- 
clustering  of  seminaries  in  urban  area> 
centers  and  the  education  of  ministers, 
in  uniting  church  bodies:  "The  semi¬ 
nary  must  be  open  and  listen  and  must 
respond  to  the  call  to  Christian  unity. 
It  must  radically  restructure  its  curri¬ 
culum  to  take  the  best  of  the  clinical 
and  go  beyond  it  to  the  fullest  use? 
of  the  wisdom  of  all  disciplines  in  be-. 

half  of  ministry  to  the  world.” 

««  »» 

Rabbi  Arthur  Gilbert,  director  of  re¬ 
ligious  curriculum  research  for  the  Anti- 
Defamation  League,  speaking  to  the 
annual  meeting  of  the  Association  of 
Southern  Baptist  Professors  of  Religion 
concerning  the  needs  for  Southern  Bap- 
tist-Jewish  dialogue:  "There  is  an  est¬ 
rangement  between  us  that  can  be  ex¬ 
plained,  but  ought  to  be  overcome, 
because  the  heritage  of  faith  we  share- 
together  is  enormous;  and  our  sense  of 
brotherhood  ought  to  be  deep  and 
profound.” 


when,  in  the  midst  of  danger  and  con¬ 
fusion,  we  discover  an  inner  silence  and 
a  quiet  voice  that  seem  to  come  both 
from  our  depths  and  from  light-years 
away. 

Good  Friday  tells  us  what  we 
need  to  know  about  the  cruelty  and 
horror  of  which  human  beings  are  ca¬ 
pable.  Easter  is  the  pledge  that  beyond 
all  we  can  do  in  fear  and  hatred,  there 
is  God,  and  that  He  has  planted  beach¬ 
heads  of  His  presence  deep  in  us,  where 
we  cannot  escape  His  love. 

He  is  risen!  And  whatever  is  deep¬ 
est  and  truest  in  us  is  gaily  summoned 
to  rise  with  Him. 

♦Chad  Walsh,  author  of  this  moving 
Easter  meditation,  is  chairman  of  the 
Department  of  English  at  Beloit  Col¬ 
lege,  an  ordained  clergyman  of  the  Epis¬ 
copal  Church,  a  distinguished  poet.  He 
is  the  author  of  the  widely  acclaimed, 
"Campus  Gods  on  Trial.”  Space  will 
not  permit  enumeration  of  the  many 
credits  to  his  name. 
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COMMENT 


REPORT  OF  THE  TREASURER 
LOUISIANA  CONFERENCE  WOMAN’S  SOCIETY 
OF  CHRISTIAN  SERVICE 

The  first  three  quarters’  financial  statement  has  just  been  compiled 
for  the  Woman’s  Society  and  the  Wesleyan  Service  Guild.  You  are  to  be 
complimented  on  the  gifts  you  have  made. 

The  report  tells  us  that  we  have  not  paid  as  much  on  our  Pledge 
to  Missions  as  we  did  the  first  three  quarters  last  year.  What  does  that 
say  to  us?  It  tells  us  that  each  society  and  guild  should: 

1.  Pay  its  pledge  in  full. 

2.  All  extra  gifts  should  be  applied  on  pledge. 

3.  Continue  to  encourage  the  giving  of  special  memberships,  in  our 
gifts  and  remembrance  gifts. 

4.  Be  sure  that  the  money  from  "My  World  Banks”  and/or  "Special 
Mission  Banks”  is  included  in  your  fourth  quarter’s  report. 

I  know  that  you  will  do  everything  you  can  to  help  your  district 
meet  its  pledge  to  the  conference. 

— Mrs.  Carl  Gallaher 
Conference  Treasurer 

t 


The  Shreveport  First  Church  Woman’s  Society  honored  new  members  and  pro¬ 
spective  members  at  a  coffee  in  Couch  Parlor  of  the  church  on  Feb.  14,  under 
the  supervision  of  Mrs.  Joe  J.  Mickle,  president,  and  Mrs.  Jean  L.  Whisler 
membership  chairman.  Pictured  nearest  the  table  are  from  left.  Mrs.  P.  M. 
Caraway,  Sr.,  who  poured,  Mrs.  Mickle,  Mrs.  Henry  C.  Blount,  Jr.,  Mrs.  Whis- 
ler,  and  Mrs.  Wilbert  0.  Crain,  who  was  in  charge  of  decorations. 


Mrs.  N.  E.  Joyner  was  given  a  party 
on  her  91st  birthday  by  members  of 
her  circle  in  First  Church,  Minden. 
Pictured  with  her  is  her  daughter, 
Miss  Anna  Joyner. 


MINISTER’S  WIDOW  HONORED 
ON  91st  BIRTHDAY 

Mrs.  N.  E.  Joyner,  the  oldest  active 
member  of  Minden  First  Church  Wom¬ 
an's  Society,  was  honored  on  her  91st 
birthday,  Thursday,  March  2,  at  a  par¬ 
ty  in  the  home  of  Mrs.  J.  B.  Leftwich. 

Mrs.  Joyner’s  late  husband  was  a 
Methodist  minister  and  served  as  a 
missionary  in  Mexico  before  return¬ 
ing  to  the  United  States  and  joining 
the  Louisiana  Conference.  In  1897  Mrs. 
Joyner  went  as  a  bride  to  Mexico.  Three 
of  the  couple's  six  children  were  born 
there.  After  Mr.  Joyner’s  retirement  the 
couple  moved  to  Minden  where  he  had 
previously  served  as  pastor  of  First 
Church.  Mr.  Joyner  died  in  1959,  and 
Mrs.  Joyner  continues  to  make  her 
home  in  Minden  with  her  daughter, 
Miss  Anna  Joyner. 


Young  folk  at  Oak  Grove  First  Methodist  Church  are  shown  as  they  entertained 
a  deputation  team  of  students  from  the  Wesley  Foundation  at  Northeast  Louisi¬ 
ana  College,  Monroe.  The  Rev.  Charles  S.  Walker  is  pastor  at  Oak  Grove. 


Mrs.  Guy  Hicks,  2nd  from  right,  was  guest  speaker  when  the  Woman’s  Society 
of  First  Church,  Minden,  honored  new  members  at  the  March  7  luncheon  meet¬ 
ing.  Pictured  with  her  are  Mrs.  C.  0.  Holland,  left,  president,  Mrs.  Cecil 
Lowe,  vice  president,  and  Mrs.  N.  W.  Nelson,  right,  who  introduced  Mrs.  Hicks. 


ECUMENICAL  SERVICES 
IN  HAMMOND 

The  Hammond  Clergymen’s  Associa¬ 
tion  is  conducting  Holy  Week  noon 
services  each  day  except  Saturday  in 
the  St.  Paul’s  Lutheran  Student  Cen¬ 
ter  on  the  campus  of  Southeastern  Lou¬ 
isiana  College.  Worship  leaders  are: 
Mon. — the  Rev.  Dwayne  Hcyer  of  St. 
Paul’s  Lutheran;  Tues. — the  Rev.  Al¬ 
fred  Brown  of  First  Methodist;  Wed. — 
the  Rev.  Roy  Bascom  of  Grace  Epis¬ 
copal;  Thurs. — Father  Ed  Conley  of 
Holy  Ghost  Catholic;  Fri. — the  Rev. 
Steve  Martin  of  First  Presbyterian. 

On  Palm  Sunday  the  various  com¬ 
munions  concluded  their  study  of  Af¬ 
fluence  and  Poverty."  Tom  Matheny, 
Methodist  layman,  moderated  the  fol¬ 
lowing  panelists:  Wiley  Sharp,  Mrs.  H. 
T.  Forbes,  Dr.  Gerald  Gehringer,  Paul 
Gaston,  and  Leonard  Yokum.  Their 
subject  was  "Our  Local  Poverty  Prob¬ 
lems  and  What  We  as  Churchmen  Can 
Do.” 

t 

A  long  and  contemplative  look  at 
the  stars  suggests  to  a  thoughful  per¬ 
son  the  need  of  shining  in  his  own 
place,  at  his  own  magnitude,  and  with 
his  own  hue. — Kohn 

t 

Miss  Centenary,  Cheryl  Maresh  (right), 
and  Mary  Frances  Backstrom  (center) 
present  their  collected  pledges  after 
participating  in  the  Great  Teachers- 
Scholars  fund-raising  campaign  along 
with  3  other  student  volunteers. 


At  left,  Cecil  Bland,  of  the  Area 
Office,  and  the  Rev.  E.  R.  Haug, 
Monroe  District  Superintendent,  were 
speakers  at  recent  joint  meeting  of 
Methodist  Men  of  the  Gilbert,  Boeuf 
Prairie  and  Wisner  churches.  The 
latter  group  hosted  the  meeting.  Jack 
McKee,  Gilbert,  is  shown  with  the 
speakers. 


CALENDAR 

CHURCH  WOMEN  UNITED 
OF  LOUISIANA 
March  30-31 
Salvation  Army  Citadel, 

New  Orleans 

DISTRICT  WSCS  MEETINGS 
ALEXANDRIA,  Jonesville,  Mar.  30 
BATON  ROUGE,  Amite,  Mar.  30 
LAFAYETTE,  Asbury,  Apr.  12 
LAKE  CHARLES,  Univ  Church, 

Apr.  4 

MONROE,  Bastrop 
NEW  ORLEANS,  Carrollton,  Mar.  29 
RUSTON,  Lakeview,  Minden,  Mar.  29 
SHREVEPORT,  Lakeview,  Mar.  30 
f 


Dr.  Henry  Rickey,  Ruston  District 
superintendent  with  the  Rev.  Richard 
R.  Meek,  pastor  at  Newellton  Union 
Church  (Methodist  and  Presbyterian) 
during  Lenten  revival. 
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A  Report 
from  New  Orleans 
Inner-City  Parish 

by  Rupert  D.  Coles 

The  mission  study  on  Affluence  and 
Poverty  has  been  completed  in  most 
churches.  Members  of  the  Inner  City 
staff  have  been  privileged  to  speak  to 
a  number  of  groups.  Several  things 
are  outstanding  about  these  studies,  as 
we  have  seen  them. 

First,  most  churches  are  trying  to 
find  some  way  of  becoming  involved 
with  the  problems  of  the  poor.  Virtual¬ 
ly  each  group  used  the  final  session 
in  some  form  of  planning  for  action. 

Second,  each  group  has  discovered 
that  it  is  not  easy  to  adopt  some  form 
of  action.  In  many  cases  the  real  prob¬ 
lems  of  the  poor  are  not  fully  under¬ 
stood.  In  other  cases,  even  though  the 
problems  might  be  seen,  the  solutions 
to  these  problems  are  not  evident.  In 
still  other  cases,  while  the  problems 
and  solutions  appear  clear  enough,  there 
is  simply  not  enough  manpower  and 
time  to  put  these  solutions  into  effect. 

It  may  be  that  the  frustration  exper¬ 
ienced  by  churches  in  implementing  a 
program  of  service  addressed  to  the 
problem  of  poverty  is  due  to  overam- 
i>ition.  So  often  we  try  to  cure  the 
world’s  problems  before  we  have 
learned  to  deal  with  the  abnormalities 
in  our  own  family.  Therefore,  more 
action  might  have  resulted  had  we  nar¬ 
rowed  our  field  of  concern  somewhat. 

There  are  certain  suggested  steps 
which  might  have  been  profitable  in 
leading  to  action.  They  might  be  out¬ 
lined  as  follows: 

1.  Study  the  problems  which  con¬ 
front  the  poor.  Included  in  this  study 
should  be  conversations  and  interviews 
with  local  persons  caught  in  the  web 
of  poverty. 

2.  Select  some  problem  which  con¬ 
cerns  a  definite  number  of  people.  This 
problem  might  be  that  of  school  drop¬ 
outs,  lack  of  recreation  facilities,  unem¬ 
ployment,  need  for  consumer  training, 
etc. 

3.  Visit  and  organize  the  people  in 
the  chosen  area  to  become  involved 
in  and  concerned  about  the  solution  to 
the  problem. 

4.  Dealing  with  each  problem  will 
require  certain  personnel  from  the 
church.  The  number  of  problems  which 
can  be  dealt  with  are  limited  only  by 
the  number  of  persons  to  give  leader¬ 
ship. 

Good  luck  to  churches  in  this  worth¬ 
while  undertaking. 


Dr.  Luman  E.  Douglas,  di¬ 
rector  of  the  Area  Office, 
was  speaker  at  an  Appre¬ 
ciation  Banquet  for  church 
school  workers,  Broadmoor 
Methodist  Church,  Baton 
Rouge.  Shown  beside  him 
at  speaker's  table  are  the 
pastor,  the  Rev.  Barry  Bail¬ 
ey  and  Mrs.  Bailey.  (Ml 
Photo) 


INTRODUCING  NEW 
LEADERSHIP  LIBRARY  FOR 
MISSION  EDUCATION  OF 
CHILDREN 

Leaders  in  Christian  Education ! 
These  four  basic  tools  are  yours — to 
help  you  develop  a  broad  program  of 
mission  education  for  children.  Buy  in 
one  convenient  package  at  a  saving  in 
price,  these  valuable  resources  that  your 
church  can  use  for  years  to  come. 
LEADERSHIP  LIBRARY— $10.95. 

The  publications  in  the  Leadership 
Library,  and  their  prices  if  purchased 
separately  include  these  essential  tools: 

GROWING  UP  IN  MISSION,  a 
leaders  handbook  on  the  education  of 
children  in  the  mission  of  the  church, 
by  Grace  Storm  Tower.  Presents  the 
basic  theology  and  philosophy  of  mis¬ 
sion  education  and  the  teaching-learn¬ 
ing  process.  Gives  aids  to  understand¬ 
ing:  age-group  growth  and  develop¬ 
ment,  the  what,  when,  and  how  of  mis¬ 
sion  education  in  nursery,  kindergarten, 
grades  1-2,  3-4,  5-6;  the  role  of  the 
family;  and  the  mission  imperative. 
PAPER  $2.75,  CLOTH  $3.95. 

HOW  JOHN  GROWS  UP  IN  MIS¬ 
SION.  A  filmstrip  to  help  leaders  and 
parents  become  more  aware  of  the  need 
for  and  nature  of  mission  education  in 
the  lives  of  children.  Various  methods 
are  detailed  by  which  children  may 
come  to  a  fuller  understanding  of  and 
a  desire  to  participate  in  the  Christian 
mission.  75  frames  color  recording 
$7.50. 

HELPING  YOUR  CHILD  GROW 
UP  IN  MISSION,  Juanita  P.  Shacklett 
Designed  to  help  parents  understand 
the  philosophy  behind  the  teaching¬ 
learning  experiences  of  their  children 
may  be  fostered  in  the  home — through 
games  and  play,  television  and  books, 
and  other  cultural  activities.  PAPER 
75c. 

HOW  TO  USE  YOUR  LEADER¬ 
SHIP  LIBRARY,  Explains  what  the 
"Leadership  Library”  has  been  de¬ 
signed  to  do  and  methods  for  achieving 
a  completely  integrated  use  of  the  four 
parts  of  the  library.  PAPER  50c. 

Ordef  from  Cokesbury. 

t 

Senior  highs  using  STUDIES  IN 
CHRISTIAN  LIVING  through  March, 
will  be  probing  the  theme  "The  Poor 
in  an  Age  of  Abundance.”  An  excellent 
free  resource  that  you  may  want  to 
place  in  the  hands  of  each  student  is 
SHARE,  the  Methodist  Youth  Fund 
Bulletin,  No.  4  for  1966.  The  entire 
bulletin  is  devoted  to  the  theme  of  "Af¬ 
fluence  and  Poverty”  as  it  relates  to 
the  Methodist  Youth  Fund.  Copies  may 
be  ordered  from  Methodist  Youth 
Fund,  P  O  Box  871,  Nashville,  Ten- 
nessee  37202. 


ATTENDANCE  AT 
CHURCH  SCHOOL 

A  major  concern  of  the  church  just 
now  is  the  cause  for  the  loss  in  church 
school  membership  and  attendance. 
Have  you  and  your  church  faced  these 
questions? 

1.  Is  each  teacher  and  leader  aware 
that  each  pupil  is  a  person,  a  child  of 
God,  not  just  a  class  member?  This 
means  that  interest  in  the  individual 
is  required  —  individual  follow-up  of 
absentees,  individual  understanding, 
and  individual  guidance. 

2.  Does  the  Commission  on  Educa¬ 
tion  realize  the  importance  of  home 
visitation  and  individual  help  for  par- 
rents  of  infants  and  young  children? 
The  plan  for  nursery  home  visitation  is 
one  of  the  most  effective  means  we 
have  of  reaching  and  holding  young 
families  in  church. 

3.  Does  each  teacher  and  leader  real¬ 
ize  the  tendency  of  pupils  to  compare 
what  happens  at  church  with  what  hap¬ 
pens  at  school  or  in  civic  activities? 
Pupils,  even  young  children,  are  aware 
of  their  need  to  work  together  in  reach¬ 
ing  families? 

5.  Does  your  Commission  on  Educa¬ 
tion  have  a  plan  for  keeping  up  with 
FAMILIES  ON  THE  MOVE? 


Children’s  Home 
Report 

(Continued  from  last  week) 


MRS.  KITTY  ANTHONY 
by  Mr.  &Mrs.  Dick  Miller,  Shreveport,  La. 

MRS.  J.  A.  BUCKLEW 

by  Mem’s  Bible  Class,  Vivian  Methodist  Church 
GEORGE  L.  HATFIELD 
by  Mr.  &Mrs.  James  R.  Lee,  Shreveport,  La. 

MRS.  ANNA  PULLEN 

by  Mrs.  K.  G.  Sockrider,  Lake  Charles,  La. 

HUGO  SCHROEDER 

by  Mrs.  K.  G.  Sockrider,  Lake  Charles,  La. 

E.  R. SCOTT 

by  Mrs.  K.  G.  Sockrider,  Lake  Charles,  La. 

MRS.  NORA  JOHNSON 

by  Mr.  &  Mrs .  Walter  W.  Tieje,  Sr.,  Elton,  La. 

G.  C.  HARVILL 

by  Ed  and  Dorothy  McDonald,  Newellton,  La . 
by  Mr.  &Mrs.  Edwin  Preis,  Newellton,  La. 

JOHN  FARRIS 

by  Mr.  &Mrs.  Charles  H.  Wilbanks,  Shreveport,  La. 
W.  E.  CHANCE 

by  Mr.  &  Mrs .  Charles  H.  Wilbanks,  Shreveport,  La. 
HOWARD  RATLIFF 

by  Mr.  &  Mrs .  Charles  H.  Wilbanks,  Shreveport,  La. 
MISS  BESSIE  DOSS 

by  Mrs.  Richard  T.  Treanor,  St.  Joseph,  La. 

MRS .  LOUISE  HIGGINBOTHAM 
by  Betty  Lou  and  Scotty  Robertson,  Ruston,  La. 

MRS.  MAUDE  WOODARD 
by  Mr.  &Mrs.  Worth  Jones,  Coushatta,  La. 

MRS.  EFFIE  NEW 

by  Mrs.  Roy  Windsor,  Mer  Rouge,  La. 

MRS.  RUTH  WILBANKS 
by  Mrs.  Roy  Windsor,  Mer  Rouge,  La. 

T.  F. JOHNSON 

by  H.  C.  Allgood  Family,  Lisbon,  La. 

J.  S.  McCONOTHY,  JR. 
by  Mr.  &  Mrs.  Tom  Pearce,  Belcher,  La. 


District  Workshops  -on  New 
Adult  Literature  were  held 
March  4,  at  St.  Luke's 
Methodist  Church,  New  Or¬ 
leans,  and  from  March  6-8, 
at  First  Methodist  Church, 
New  Orleans.  The  group 
shown  here  was  in  an  even¬ 
ing  session  at  First  Church. 
The  Rev.  Ronald  Ramke  is 
district  director  of  Adult 
Work. 


EARN  5i/2%* 

while  you  are  helping 

BUILD  CHURCHES 


Every  Methodist  investor  should  consider 
carefully  The  Methodist  Investment  Fund. 
It  offers  you  this  unique  combination  of 
advantages: 

1.  Earn  a  good  return,  (currently 
5 ’/,  %)* 

2.  Protect  your  principal  ($2,500,000 
reserve). 

3.  Help  build  Methodist  churches. 
(Mortgage  loans  granted  over  400 
of  our  new  or  growing  churches.) 


Over  1,400  investors  include  Methodist 
individuals,  churches,  conferences, 
boards  and  agencies,  colleges,  hospitals 
and  homes. 

•  Assets  over  $16,000,000 

•  A  World  Service  Agency 

•  Send  coupon  for  full  information 


H.  Conwell  Snoke,  Executive  Secretary 
The  Methodist  Investment  Fund 
1701  Arch  Street 
Philadelphia,  Pa.  19103 

Please  send  me  a  copy  of  your  brochure  L-2, 
titled  "Reap  Extra  Dividends." 


Name 

Address 


City 


State  Zip  code 
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Summer  Opportunities  for  Methodist  Students 


Methodist  students  will  join  hun¬ 
dreds  of  others  this  summer  in  a  va¬ 
riety  of  service  projects,  in  the  United 
States  and  overseas,  all  aimed  at  meet¬ 
ing  concrete  needs  in  widely  different 
areas. 

Projects  this  year  include  an  inner 
city  ministry  in  St.  Louis,  Mo.,  refugee 
work  in  Miami,  Fla.,  study  seminars  on 
urban  affairs  and  mental  health,  a  work¬ 
ing  seminar  aimed  at  developing  an 
international  community,  and  ecumen¬ 
ically  sponsored  work-studyseminar  in 
Detroit,  Mich.,  and  four-week  work 
projects  in  Europe,  Asia,  Africa,  Latin 
America. 

The  MSM  and  the  cooperating  staff 
of  the  three  general  boards  describe 
the  objectives  of  the  projects:  "A  band- 
aid  does  not  help  much  when  the  prob¬ 
lem  is  cancer.  Hopefully,  Student  Ser¬ 
vice  Projects  are  not  mere  "band-aids” 
plastered  over  symptoms  of  grave  ills 
in  society.  Organized  as  small  commu¬ 
nities  of  worship,  study  and  action, 
these  student  project  groups  attempt  a 
vital  thrust  into  the  structures  of  con¬ 
crete  situations.  Their  calliag — to  learn 
from  involvement,  to  change  what  can 
and  needs  to  be  changed,  Tand  to  live 
God’s  love  on  a  people-s&ith-people 
basis.” 

Students  who  apply  for  one  of  the 
projects  should  have  a  desire  to  deepen 
their  own  faith  and  witness  and  be  in¬ 
quiring  Christians  with  a  motivation 
to  serve.  Participants  are  expected  to 
pay  their  own  travel  expenses  to  and 
from  the  projects.  Room  and  board  are 
usually  provided  at  the  projects,  but 


a  small  activities  fee,  varying  from  proj-. 
ect  to  project,  is  charged. 

General  information  on  projects  is 
available  from  the  Office  of  Campus 
Ministry,  Methodist  Board  of  Missions, 
Room  1303,  475  Riverside  Drive,  New 
York,  N.Y.  10027. 

The  most  complete  listing  of  service 
projects,  of  all  types  and  in  all  places 
in  the  United  States  and  overseas,  spon¬ 
sored  by  both  churches  and  private 
agencies,  is  in  "Invest  Your  Self,”  avail¬ 
able  for  40  cents  from:  "Invest  Your 
Self,”  Commission  on  Ecumenical  Vol¬ 
untary  Service  Office  (CEVS),  Room 
825,475  Riverside  Drive,  New  York, 
N.Y.  10027.  In  CEVS,  Methodists  work 
with  other  denominations  in  thinking 
through  the  issues  related  to  service 
projects,  and  in  coordinating  and  shar¬ 
ing  the  projects  of  all  member  groups. 

CEVS  also  serves  as  the  US  agency 
for.  the  Ecumenical  Youth  Service  pro¬ 
gram  of  the  World  Council  of  Church¬ 
es.  Those  interested,  and  in  1966  The 
Methodist  Church  had  more  students 
and  leaders  participating  overseas  than 
any  other  group,  should  apply  by  April 
to  the  Commission  on  Ecumenical  Vol¬ 
untary  Service.  Information  on  1967 
ecumenical  projects  is  also  available 
from  the  Methodist  Office  of  Campus 
Ministry. 

A  description  of  a  few  of  the  proj¬ 
ects,  examples  of  the  type  of  oppor¬ 
tunities  for  student  service  this  summer 
follows: 

Inner  City  Ministry,  St.  Louis,  Mo.: 

The  Mid-City  Community  Congress 


(MCCC)  is  sponsored  by  Roman  Cath¬ 
olic  and  Protestant  churches  and  a 
neighborhood  business  association.  The 
MCCC  will  support  10-12  students  in 
a  summer  project  to  help  carry  on  the 
work  that  is  being  done  all  year  for 
social  change  in  St.  Louis.  The  students 
will  be  directly  responsible  to  the 
MCCC  and  will  work  in  such  areas  as 
community  organizing,  operational  re¬ 
search  and  interpretation  of  the  urban 
phenomenon  to  other  parts  of  the  St. 
Louis  metropolitan  area.  The  students 
will  be  non-salaried  but  will  be  provid¬ 
ed  room  and  board  in  a  corporate  liv¬ 
ing  situation  where  study  and  theolog¬ 
ical  reflection  upon  the  work  of  the 
church  in  mission  will  be  done  with  the 
help  of  films,  speakers,  and  other  re¬ 
sources,  under  the  leadership  of  a  resi¬ 
dent  director.  Dates:  June  18-August 
13. 

Refugee  Work,  Miami,  Fla.:  The 
great  influx  of  Cuban  refugees  has 
brought  new  problems  and  further  com¬ 
plicated  the  economic  situation  of  the 
resident  low-income  Negro  in  metro¬ 
politan  Miami.  The  Miami  Council  of 
Churches  has  an  on-going  program 
which  includes  tutoring,  Headstart, 
primary  reading,  playground  activities, 
housing  problems,  placement  of  fam¬ 
ilies  in  resettlement  areas  and  other 
tasks  of  a  useful  and  worthwhile  nature. 
A  team  of  six  to  eight  college  students 
is  sought  to  work  with  others  locally. 
These  volunteers  will  work  in  most 
aspects  of  the  program.  They  will  be 
assigned  in  pairs  to  live  with  families 


in  inner  Miami,  and  these  families  will 
maintain  them.  The  volunteers  will 
meet  as  a  group  for  study  and  evalua¬ 
tion,  and  will  be  assigned  to  work  in¬ 
dividually  or  in  pairs.  A  knowledge  of 
Spanish  will  be  helpful — and  those  with 
this  ability  will  have  priority  in  work¬ 
ing  in  the  Cuban  community.  Dates: 
June  20-August  25. 

Work-Study  Seminar  in  Mental 
Health:  Ten  to  12  students,  sophomores 
or  above,  preferably  psychology  majors, 
pre-theology  and  pre-medical  students, 
will  be  in  a  study-living  community, 
working  .as  psychiatric  aids,  holding 
seminars  with  hospital  staff  and  experts 
in  religion  and  health,  and  becoming 
involved  in  the  rapid  changes  taking 
place  in  the  care  of  the  mentally  ill. 
The  location  will  be  in  or  near  an 
urban  medical  complex.  Dates:  June- 
August. 

Examples  of  World  Council  of 
Churches  ecumenical  work  camps,  in¬ 
clude: 

Sweden:  On  camping  grounds  the 
participants  will  live  among  other  tour¬ 
ists  in  tents  and  organize  programs  for 
children,  sports  activities  and  evening 
discussions.  Dates:  July  3-25. 

Egypt:  At  a  centre  of  the  Coptic 
Orthodox  Church  participants  will  pave 
a  playground,  cultivate  a  garden  and 
paint  parts  of  a  library,  a  chapel  and 
a  meeting  hall.  Dates:  July  3-30. 

Okinawa:  Construction  work  in  an 
institute  for  mentally  retarded  children. 
Dates:  August  1-30. 


Indian  Methodists  active 
in  home  and  overseas  missions 


As  the  desire  grows  among  the  so- 
called  "younger  churches”  of  Asia,  Af¬ 
rica  and  Latin  America  to  become  mis¬ 
sionary-sending  as  well  as  missionary- 
receiving  churches,  the  Methodist 
Board  of  Missions  in  New  York  re¬ 
ceives  increasing  reports  of  mission  ac¬ 
tivity  among  the  younger  churches. 

The  latest  report  comes  from  India, 
where  the  Methodists  support  an  ex¬ 
panding  program  of  missionary  work 
both  in  India  and  overseas.  Indian 
Methodists  are  launching  their  own 
projects,  recruiting  their  own  mission¬ 
aries  and  financially  supporting  their 
mission  activity.  They,  together  with 
Methodists  in  the  Philippines  and  Ar¬ 
gentina,  are  among  the  most  active  mis¬ 
sionary  churches  related  to  American 
Methodism. 

At  present,  Indian  Methodists  are 
supporting  missionaries  or  mission  work 
in  Fiji,  Malaysia  (Sarawak),  Nepal  and 
the  Andaman  Islands.  They  are  plan¬ 
ning  to  start  work  in  Goa,  the  former 
Portuguese  colony  on  India’s  west  coast 
which  was  liberated  by  India  in  1964. 

In  Sarawak,  Malaysia,  the  Rev.  and 
Mrs.  Terence  Joseph  of  India  work 
with  missionaries  from  eight  other 
countries.  Mr.  Joseph  has  been  appoint¬ 
ed  district  superintendent  of  the  Sibu 
Methodist  District.  The  Josephs  have 
served  in  Sarawak  since  1958.  The 
Methodist  Church  in  India  supports 
them  completely. 


In  Nepal,  Indian  Methodists  are  sup¬ 
porting  the  work  of  the  United  Chris¬ 
tian  Mission,  which  is  one  of  the  most 
widely  ecumenical  mission  efforts  in 
the  world.  American  Methodists  also 
contribute  funds  and  personnel  to  the 
United  Christian  Mission. 

Though  there  are  at  present  no  In¬ 
dian  Methodist  missionaries  on  Fiji, 
there  is  interest  in  Fiji  in  the  Indian 
church.  In  the  Andaman  Islands  in  the 
Bay  of  Bengal,  Indian  Methodists  have 
long  supported  mission  work.  Today 
three  Indian  missionaries  engage  in  a 
variety  of  mission  tasks  in  the  islands. 

There  was  no  Methodist  and  little 
Protestant  work  in  the  Portuguese  en¬ 
clave  of  Goa  for  hundreds  of  years. 
Since  its  liberation  in  1964,  Protestant 
churches  have  been  given  opportunity 
to  open  work,  and  Indian  Methodists 
have  set  aside  funds  to  send  missionaries 
there.  Indian  leaders  are  currently  look¬ 
ing  for  the  right  couple. 

All  of  this  activity  is  in  addition 
to  the  regular  home  mission  work  of 
the  church  in  newly  developing  urban 
area,  in  villages  and  in  other  areas. 

Coordinating  and  seeking  support  for 
home  and  overseas  missionary  outreach 
is  the  Board  of  Missions  of  the  Meth¬ 
odist  Church  in  Southern  Asia.  The 
chairman,  Bishop  A.  J.  Shaw  of  the 
Bombay  Area,  said  recently:  "We  in 
India  are  growing  in  our  missionary 


activities.  We  have  received  freely  in 
missions  from  overseas;  we  also  believe 
in  giving  freely  and  sharing  our  bless¬ 
ings  with  other  people.  For  all  our 
missionary  work,  we  receive  nothing 
from  the  Board  of  Missions  in  New 
York,  nor  have  we  ever  asked  for  any 
money.  We  shall  never  ask  our  Amer¬ 
ican  Methodist  brethren  to  help  us  in 
the  missionary  work  which  is  truly  our 
own.” 

To  gain  support  in  funds  and  per¬ 
sonnel  for  mission  work,  Indian  Meth¬ 
odist  leaders  have  found  that  a  sound 
program  of  missionary  education  and 
cultivation  is  essential. 

The  Board  of  Missions  of  the  Meth¬ 
odist  Church  in  Southern  Asia  encour¬ 
ages  church  bodies  such  as  the  Quarter¬ 
ly  Conference,  the  Woman’s  Society  of 
Christian  Service,  Methodist  Men  and 
the  Methodist  Youth  Fellowship  to 
study  missions  and  to  support  them. 
The  second  Sunday  of  August  is  set 
aside  as  a  Special  Sunday  for  Missions 
in  all  Indian  Methodist  churches,  and 
the  Board  recommends  that  the  second 
week  of  August  be  Missionary  Emphasis 
Week  in  every  Congregation. 

Regular  support  for  missions  is  re¬ 
quested  from  each  annual  conference, 
and  support  is  received  from  the  All- 
Indian  Woman’s  Society  of  Christian 
Service.  Special  gifts  are  sought  from 
individuals  and  groups. 


Missions  conferences 

More  than  2,000  missions  leaders  in 
The  Methodist  Church  are  expected  to 
attend  15  conferences  and  workshops 
in  the  United  States  and  Canada  this 
summer,  on  the  Christian  World  Mis¬ 
sion. 

The  conferences,  as  in  the  past,  in¬ 
clude  both  interdenominational  and 
Methodist  gatherings.  They  are  spon¬ 
sored  by  the  Joint  Commission  on  Edu¬ 
cation  and  Cultivation  of  the  Board  of 
Missions,  in  cooperation  with  other 
Methodist  and  interdenominational 
groups. 

Methodists  will  be  studying  four 
themes  this  year;  Ecumenicity;  Christ 
and  the  Faiths  of  Men;  Japan;  and 
Man  and  Community.  Titles  of  study 
books  include  "That  the  World  May 
Believe”  (the  Methodist  mission  study 
book),  by  Dr.  Albert  C.  Outler;  "En¬ 
counter  of  the  Faiths,"  by  Dr.  George 
W.  Carpenter;  "The  Response  of  the 
Church  in  Changing  Japan,"  edited  by 
Charles  H.  Germany;  and  "Paths  to 
World  Order,”  edited  by  Dr.  Andrew 
Cordier  and  Dr.  Kenneth  Maxwell.  A 
special  coordinating  piece,  prepared  by 
John  D.  Humphrey  and  available  in  ear¬ 
ly  spring,  will  show  how  the  four 
studies  can  be  related,  with  the  major 
emphasis  upon  ecumenicity,  for  use  in 
local  churches. 

Persons  wanting  more  information 
about  the  summer  missionary  confer¬ 
ences  may  write  to:  Dr.  Harold  D.  Neel, 
Methodist  Board  of  Missions,  13th 
Floor,  475  Riverside  Drive,  New  York, 
N.Y.  10027. 


PAGE  FOURTEEN 


MARCH  23,  1967 


Methodist  Story 

( Continued,  from  page  3) 

"In  May  of  1966  we  received  9,000 
orders  for  a  total  of  49,231  extra  cop¬ 
ies,”  Mr.  Shamblin  said.  The  requests 
have  increased  every  year  and  our  stud¬ 
ies  indicate  that  this  is  one  of  the 
most  helpful  things  we  do.” 

According  to  the  editor,  one  of  the 
major  reasons  for  success  of  the  pub¬ 
lication  has  been  the  work  of  its  edi¬ 
torial  council,  made  up  of  representa¬ 
tives  of  the  various  boards  and  agen¬ 
cies  of  the  church.  This  group  meets 
annually  to  review  the  magazine  and 
help  plan  for  the  future. 

"While  publication  responsibility  has 
been  lodged  in  the  Commission  on  Pro¬ 
motion  and  Cultivation,  no  agency  has 
undertaken  to  make  it  a  tool  of  that 
agency,”  Mr.  Maynard  noted.  "We  have 
always  looked  at  it  as  an  instrument  of 
the  whole  church.” 

A  special  feature  of  the  tenth  anni¬ 
versary  issue  is  an  article  by  Alfred  P. 
Klausler,  executive  secretary  of  the  As¬ 
sociated  Church  Press  (ACP),  an  asso¬ 
ciation  of  170  religious  periodicals  in 
the  United  States  and  Canada. 

The  ACP  executive  concluded  his 
article  with  a  plea  for  experiment,  re¬ 
search,  development  and  growth  in  the 
church’s  use  of  communications  media. 
This  experimentation  and  research  is 
not  forgotten  as  the  STORY  staff  looks 
to  the  future. 

In  the  March  issue  a  section  is  print¬ 
ed  by  the  offset  process  instead  of  the 
traditional  letterpress,  looking  toward 
the  time  when  the  whole  magazine  may 
be  printed  in  this  method  by  the  Par¬ 
thenon  Press  division  of  The  Methodist 
Publishing  House.  Also  under  consider¬ 
ation  is  the  rapidly-developing  "cold 
type”  process. 

A  factor  of  major  importance  as  the 
STORY  plans  for  the  future  is  the 
pending  union  of  The  Methodist 
Church  and  the  Evangelical  United 
Brethren  Church.  At  present  there  is  in 
■  the  Evangelical  United  Brethren  Church 
a  publication  called  SPOTLIGHT 
which  has  a  function  similar  to  the 
STORY  and  present  legislative  pro¬ 
posals  for  the  pending  new  United 
Methodist  Church  provide  for  contin¬ 
uation  of  a  program  publication. 


Jtt  Mononam 


Glenn  G.  Martel 

Glenn  G.  Martel,  Columbia  County 
Historian,  and  recently  retired  Post¬ 
master,  died  early  in  March.  Even  as  he 
faced  a  fatal  illness  he  lived  as  if  he 
had  long  paths  to  walk  and  many  chores 
to  do  before  the  nightfall. 

History  books  of  Columbia  County, 
of  Magnolia,  and  of  Arkansas  have  re¬ 
corded  his  writings,  full  of  poignant 
memories  and  humor.  His  people  were 
early  settlers  and  he  was  out-spokenly 
proud  of  their  place  and  service  in  the 
community. 

There  is  probably  not  an  office  in 
the  First  Methodist  Church  which  Mr. 
Martel  has  not  filled  in  precocious  man¬ 
ner.  His  beautiful  voice,  his  exceptional 
comprehensive  mind,  his  cheerful  greet¬ 
ing  to  both  people  he  knew  and  to 
total  strangers  made  him  a  dependable 
and  popular  Postmaster.  (He  formerly 
was  a  professor  of  History  in  Southern 
State  College.  In  earlier  years,  Mr.  Mar¬ 
tel  was  a  Chatauqua  entertainer.  His 
wife,  Carrie  Collins  Martel,  and  two 
children,  Louise  Huddleston  of  Ven¬ 
tura,  Calif.,  and  Charles  Ray  of  Day- 
ton,  Ohio,  are  his  immediate  survivors. 
Two  sisters  and  two  brothers  also  sur¬ 
vive. 

t 

Mrs.  Henderson 

Mrs.  Daisy  Sanders  Henderson,  Mag¬ 
nolia,  Ark.,  died  in  February,  after  a 
lingering  illness.  Her  fortitude  and  her 
undespairing  faith  made  her  hospital 
room  a  hallowed  place  even  as  death 
hovered. 

As  a  regular  church  attendant,  with 
untiring  interest  and  zeal,  she  accepted 
her  Christian  duties.  Her  friends  at¬ 
test  to  her  popularity  in  her  place  of 
employment  and  the  lingering  of  her 
smile  will  remain  a  pleasant  memory 
for  those  who  saw  her  daily. 

Two  sons  survive  Mrs.  Henderson, 
Robert  of  Magnolia  and  Don  of  Day- 
ton,  Ohio.  Three  grandchildren,  one 
sister,  and  several  brothers  also  survive.. 


1954  DODGE  BUS  —  48  PASSENGER 
Price  —  $750 

Good  tires,  good  motor,  new  paint,  new  brakes.  A-l  shape. 
Used  by  church  for  tour  camps,  week-end  trips,  etc. 

May  be  seen  at  Missouri  and  Stonewall  Streets, 
Shreveport,  Louisiana. 

Phone  425-1541,  Area  Code  318 


For  Sale 


MA»€$[  23,  4967 


M  rs.  Lill  ie  Lewis 

Mrs.  Lillie  Doss  Lewis  was  born  in 
Atlanta,  Ark.,  and  lived  within  a  mile 
of  her  birth-place  all  of  her  83  years. 
When  she  was  only  18  years  old  she 
assumed  the  responsibility  of  rearing 
two  brothers  and  three  sisters,  when  the 
mother  of  the  family  died. 

From  early  childhood  her  life  was 
molded  by  the  influence  of  the  small 
Methodist  Church  in  the  community. 
Two  windows  in  the  attractive  little 
white  frame  building  represent  her  ear¬ 
ly  family  relatives  who  were  founders 
of  the  community.  With  her  family 
she  occupied  a  pew  every  time  the 
church  doors  opened. 

When  death  came,  Mrs.  Lewis  was 
visiting  in  the  home  of  her  daughter, 
Mrs.  Juanita  Rich,  Crossett.  Two 
sons  also  survive  here:  Captain  Francis 
Lewis,  Ringoes,  New  Jersey,  and  Wil- 
mer  Lewis  of  Magnolia;  two  sisters, 
Mrs.  Lonnie  Bloxon,  Magnolia,  and 
Miss  Irma  Doss,  Atlanta  and  two  broth¬ 
ers,  Davis  Doss,  Magnolia  and  Henry 
Doss  of  El  Dorado  survive. 

t 

Mrs.  John  Scholars 

Mrs.  Flora  Moore  Scholars, 90,  widow 
of  John  Scholars,  died  February  24  in 
St.  Francis  Hospital,  Monroe,  La.  after 
a  long  illness. 

Funeral  services  were  conducted  on 
February  25  by  the  Rev.  Fred  Flurry 
and  Dr.  Ben  Oliphant.  Burial  was  in 
Riverview  Cemetery. 

Mrs.  Scholars,  known  to  many 
friends  as  "Bun,”  was  organist  at  First 
Methodist  Church,  Monroe,  from  1927 
until  1951.  She  was  the  first  music 
teacher  in  the  Monroe  City  Schools 
and  taught  privately  until  1959. 

Until  failing  health  forced  her  re¬ 
tirement,  she  was  active  in  St.  Paul 
Methodist  Church,  Monroe,  of  which 
she  was  a  charter  member. 

She  is  survived  by  two  daughters: 
Mrs.  Jean  Boyce,  Monroe,  and  Mrs. 
Ed  Onelian,  New  Orleans;  two  sisters, 
Mrs.  Jamie  Hoag,  Houston,  Tex.,  and 
Mrs.  J.  H.  Kleinpeter,  Baltimore,  Md., 
two  brothers,  Hammond  Moore,  Irving, 
Tex.,  and  Bernard  Moore,  Ft.  Smith, 
Ark.,  and  several  grandchildren. 

t 


A  little  human  understanding,  com¬ 
passion,  and  kindness  utilized  daily  will 
grow.  Unuspd,  it  is  lost  until  not  a 
vestige  is  apparent  in  one’s  dealings 
with  his  fellows. — Kohn 

t 


L.  H.  Hutchins 

Lester  H.  Hutchins,  60,  a  retired  ru¬ 
ral  mail  carrier  of  Damascus  and  prom¬ 
inent  Methodist  layman  died  March  6, 
at  Veterans  Administration  Hospital  in 
Little  Rock,  where  he  had  been  a  pa¬ 
tient  11  weeks. 

He  was  born  .May  26,  1906,  at  Da¬ 
mascus,  a  son  of  Merle  and  Lou  Woody 
Hutchins,  and  he  spent  his  entire  life 
there. 

He  served  as  a  rural  carrier  more 
than  30  years  and  retired  from  the  posi¬ 
tion  Dec.  30. 

Mr.  Hutchins  was  a  member  of  the 
Official  Board  of  the  Damascus  Meth¬ 
odist  Church  and  he  held  numerous 
positions  in  his  home  church  and  Bates- 
ville  District.  He  was  a  lay  speaker 
for  several  years.  He  was  a  veteran  of 
World  War  II  and  a  Mason. 

Mr.  Hutchins  was  married  Aug.  6, 
1927,  to  the  former  Alma  Cossey  and 
she  survives. 

Also  surviving  are  a  son,  Lester 
Hutchins  Jr.,  of  Ann  Arbor,  Mich.;  a 
daughter,  Mrs.  Richard  C.  Nelsen  of 
Little  Rock;  two  brothers,  Clayton 
Hutchins  of  Amarillo,  Tex.,  and  Vernie 
Hutchins  of  North  Little  Rock;  five 
sisters,  Mrs.  Arkie  Tipton  of  Stewart, 
Okla.,  Mrs.  Ether  Ward  and  Mrs. 
Gladys  Martin,  both  of  Damascus,  Mrs. 
Ivy  Johnson  of  Bee  Branch  and  Mrs. 
Ester  Pike  of  Modesto,  Calif.,  and  three 
grandchildren. 

Officiating  at  funeral  services  at  Da¬ 
mascus  Methodist  Church  were  the  Rev. 
Earl  Hughes,  Heber  Springs,  the  Rev. 
Charles  Crossno,  Damascus,  and  the 
Rev.  Kenneth  Renfro,  Clinton. 

t 

Mrs.  D.  W.  Smith 

Mrs.  D.  W.  (Della)  Smith  died 
March  1st  in  a  DeRidder,  La.  hospital. 
Services  were  held  at  First  Methodist 
Church,  DeRidder,  where  she  had  been 
a  member  for  the  last  18  years. 

Prior  to  that  time  she  had  been  a 
charter  member  of  the  Merryville  Meth¬ 
odist  Church,  and  frequently  returned 
there  to  visit.  She  had  served  as  Pres¬ 
ident  of  the  W.S.C.S.,  as  Spiritual  Life 
chairman,  as  a  zone  leader,  and  worked 
with  the  young  people  of  her  church. 

Mrs.  Smith  will  be  remembered  as  a 
great  student  of  the  Bible,  and  as  one 
who  lived  according  to  its  precepts. 


ESCORTED  FOR  STUDENTS 

HOLY  LAND  T0DR8 
$777 

Three  full  weeks,  Jet,  all  meals.  Standard 
Hotels,  sightseeing  and  a  First  Class  cruise  on 
the  S.  S.  REGINA. 

1967-68  DEPARTURES  FROM  NEW  YORK:  May  I, 
22,  June  5,  19,*  July  3,*  17,  20,  31,  Aug.  14,* 
28,  Sept.  11,  25,  Oct  9. 

SAME  TOUR  DE  LUXE  $999  up 
Special  offer:  Earn  your  Free  Holy  Land  Tour 
For  information  and  descriptive  folders  write: 
WHOLESALE  TOURS  INTERNATIONAL 
(Specialists  in  Holy  Land  Travel) 

500  Fifth  Avenue,  N.  Y.,  N.  Y.  10036 
•Higher  airfares 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 

MR.  and  MRS.  8.  M.  STEEL,  Owners 
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Honored  guests  at  the  Thursday  evening  elaborate 
dinner  were  Mr.  and  Mrs.  Glenn  Laskey  of  Ruston  and 
Mrs.  C.  B.  McGowan,  right.  Mrs.  Laskey  gave  the  ad¬ 
dress  in  the  sanctuary  that  evening,  speaking  from  her 
viewpoint  as  president  of  the  Woman’s  Division,  de¬ 
scribing  the  new  trends,  relationships  and  potentials  for 
Methodist  women.  Mrs.  McGowan  presided  throughout  the 
3-day  meeting  of  the  Woman’s  Society. 

The  opening  session  of  the  Wesleyan  Service  Guild 
saw  Mss  Mildred  Evans  presiding.  In  background  are 
Miss  Maree  White,  center,  recording  secretary,  and  Mrs. 
M.  C.  Baldridge,  Chm.  spiritual  life,  who  led  the  opening 
prayer. 


Larry  Pleimann,  lay  missionary  to 
the  Congo  spoke  about  the  role  of  the  laity 
in  the  church.  He  and  Mrs.  Pleimann  were 
speakers  for  both  the  Woman’s  Society  and 
the  Guild  sessions,  and  also  were  featured 
speakers  at  the  Youth  Rally  in  University 
Church  on  Thursday  night. 

Mrs.  John  Howe  Jr.,  left,  introduced 
Ms.  Larry  (Sally)  Pleimann,  who  described 
the  place  of  the  missionary  in  emerging 
nations. 


"Corsages  for  Missions”  were  fea¬ 
tured  by  both  women’s  groups,  and  mon¬ 
ey  received  from  them  was  to  be  applied 
on  pledge  to  missions.  Mrs.  Rosa  Mc¬ 
Cullough  of  DeRidder,  is  pictured  pin¬ 
ning  one  on  Lake  Charles  district  Guild 
secretary,  Mrs.  S.  W.  Spell. 


The  Guild  pledge  to  missions  was 
made  in  a  worshipful  service  led  by 
Mrs.  Carl  Gallaher,  conf.  treasurer. 
Participants  were  district  presidents, 
and  soloist  Lamar  Robertson.  As  pled¬ 
ges  were  made  the  world  map  in  the 
background  lit  up  with  tiny  lights  spot¬ 
ted  at  mission  stations  around  the  world. 


Missionaries  Welch  and  Pleimann  had 
a  talk-back  session  with  the  ladies  fol¬ 
lowing  their  Friday  morning  presentation. 

The  Welch’s  "international  projects” 
were  presented  to  the  delegates. 


Conference  Guild  officers  pictured  are  from  left,  front  row:  Miss  Mildred 
Evans,  presiding  secretary;  Miss  Maree  White,  recording  secretary;  Mrs.  Carl 
Gallaher,  treasurer;  standing:  Miss  Arline  Tyler,  past  conference  secretary; 
Mrs.  M.  C.  Baldridge,  spiritual  life;  Miss  Grace  Lawson,  program  chm.  for  meet¬ 
ing;  Miss  Dorothy  Dunbar,  supply;  Mrs.  C.  G.  Mainous,  missionary  education; 
and  Miss  Elizabeth  Lowrey,  nominations. 


The  Rev.  and  Mrs.  Carlos  Welch,  missionaries  of  India,  were  prominently 
featured  on  the  program  of  the  Woman's  Society.  They  are  pictured  above  with 
Mrs.  Garland  Dean,  missionary  education  secretary,  who  introduced  them  for 
visit  with  a  small  discussion  group. 


The  Communion  Service  Friday  cli¬ 
maxed  three  days  of  inspiration. 


Between  sessions  there  was  always 
time  for  visiting  and  coffee,  -  dark  for 
those  with  stamina,  and  light  for  such  as 
we. 


PAGE  SIXTEEN 


MARCH  23,  1967 


LIBRARY 

CENTENARY  COLLEGE 
SHREVEPORT,  LA. 

NOT  TO  BE  TAKEN  OUT 


K>1U  VT  IHOd 


A3HHS 


s2sn°3 


dcoo  nd 


19th  YEAR 


THURSDAY.  MARCH  30,  1967 


NO.  13 


World  Understanding  Workshop 
in  Baton  Rouge  April  4—6 


This  picture  was  taken  during  the  March  12-14  C.  I.  Jones  Memorial 
Lecture  period  at  Rayne  Memorial  Methodist  Church,  New  Orleans. 
Front  row,  left  to  right:  Mr.  and  Mrs.  Charles  N.  Cadwallader,  donors 
of  the  lectures;  Bishop  Richard  C.  Raines  of  the  Indiana  Area,  lecturer 
for  the  series;  Bishop  Walton,  our  own  bishop.  Back  row:  Dr.  Carl 
Lueg,  Sr.,  district  superintendent,  and  the  Rev.  B.  A.  Galloway,  Rayne 
Memorial  pastor. 


Baton  Rouge  is  one  of  12  cities  that 
will  be  host  to  world  understanding 
workshops.  Sponsored  by  the  Woman’s 
Division  of  the  Methodist  Board  of 
Missions,  the  workshop  will  be  held  in 
William  B.  Reily  University  Metho¬ 
dist  Church  next  week,  April  4-6. 

Termed  “hub-city”  workshops,  the 
three-day  meetings  are  designed  as  a 
followup  of  a  month  long  travel-study 
project  held  in  Africa  in  August  ana 
September,  1966,  when  14  American 
women  traveled  in  Rhodesia,  the  Con¬ 
go  and  North  Africa,  then  came  to¬ 
gether  with  16  African  women  at  the 
Mindolo  Ecumenical  Center  near  Kit- 
we,  Zambia,  for  10  days  of  study, 
looking  at  the  education  of  women, 
the  place  of  African  youth,  community 
development,  Christian  faith  and  the 
task  of  the  church. 

Leaders  slated  for  the  Baton  Rouge 
meetings  are  Miss  Thelma  Stevens  of 
New  York,  Mrs.  W.  B.  Landrum  of 
Atlanta,  Mrs.  Joe  Maw  of  Jackson, 
Mississippi,  and  Larry  Pleimann  of 
Baton  Rouge.  The  latter  two  have 
served  as  missionaries  in  Africa. 

According  to  Miss  Thelma  Stevens, 


assistant  secretary  of  the  Division’s 
Section  of  Christian  Social  Relations, 

(Continued  on  page  12) 

A  new  look 

Your  METHODIST  comes  to 
you  this  week  with  a  “new  look.” 

It  is  our  feeling  that  the  new  type 
face  and  the  new  style  of  head¬ 
lines  and  captions  will  make  your 
paper  more  readable.  This  is  the 
sole  purpose  for  redesigning  a 
paper  from  time  to  time.  We  will 
be  interested  in  having  your  re¬ 
actions,  after  you  have  given  it 
careful  consideration. 

The  headlines  are  in  the  “Uni- 
vers”  series  just  developed  by  the 
Varityper  Corporation  and  the 
body  type  for  the  paper  is  10 
point  Times  Roman. _ 

Church  women 
United  in  session 

The  annual  state  meeting  of  Church 
Women  United  is  in  session  today  and 
Friday  (March  30  &  31).  Meetings 
are  being  held  in  the  new  Salvation 


Army  Headquarters,  4526  Claiborne 
Ave.,  New  Orleans. 

Mrs.  E.  N.  Jackson  of  Monroe  is 
presiding  over  business.  The  program, 
under  planning  of  Mrs.  J.  E.  Manis, 
vice  president^nd  her  committee  fea¬ 
tures  the  theme  “Laity  in  Missions  — 
Christian  Community  Action”. 

Reports  were  to  be  given  by  the 
Rev.  Sam  Allen  for  the  State  Council 
of  Churches,  and  by  the  Rev.  Paul 
Wilson  for  the  Migrant  Ministry. 

Other  features  include:  the  “Panel 
of  American  Women”;  a  drama  direct¬ 
ed  by  Mrs.  Owen  Burley;  five  interest 
groups;  an  international  student  dinner 
arranged  by  Mrs.  George  W.  Pomeroy. 
The  Rev.  Spencer  Wren  is  the  Thurs¬ 
day  evening  speaker  on  “Christiaii 
Community  Action.” 

Methodist  Home 
Hospital  directors 
to  meet 

The  Board  of  Directors  of  the  Meth¬ 
odist  Home  Hospital  will  meet  in  New 
Orleans  Thursday,  April  6. 

The  Rev.  Jack  H.  Midyett  is  super¬ 
intendent  of  the  Home  Hospital,  which 
is  a  maternity  hospital  for  unwed 
mothers,  a  child  caring  institution,  and 
an  adoption  agency.  It  is  licensed  by 
the  Louisiana  State  Department  t  of 
Public  Welfare. 

Members  of  the  board  are  Dr.  Lu- 
man  E.  Douglas  of  Shreveport;  Dr.  J 
Henry  Bowdon  of  Lafayette;  Haynes 
L.  Harkey  of  Monroe;  Dr.  C.  P.  Lips¬ 


ANNOUNCEMENT 

By  action  taken  at  a  meeting 
in  Alexandria  on  March  10, 
1967,  the  Bishop  and  the  Cab¬ 
inet  have  agreed  to  relieve  the 
Rev.  Karl  David  Wood,  Sr.,  from 
the  St.  Bernard  Charge,  New  Or¬ 
leans  District,  effective  April  1, 
1967,  until  annual  conference. 
Mr.  Wood  is  accepting  a  position 
as  Guidance  Councilor  in  the  Job 
Corps  program  at  the  Brecken- 
ridge  Center  in  Morganfield,. 
Kentucky.  At  annual  conterence 
he  will  ask  for  sabbatical  leave 
in  order  to  carry  on  this  relation¬ 
ship  for  a  year. 

Bishop  Aubrey  G.  Walton  an¬ 
nounces  the  transfer  into  the 
Louisiana  Annual  Conference, 
effective  April  1,  1967,  of  the 
Rev.  George  Dupree  York,  Elder 
in  Full  Connection,  from  the 
Denver  Area,  Montana  Confer¬ 
ence,  and  the  appointment  of 
Mr.  York,  effective  April  1, 
1967,  to  the  St.  Bernard  Charge, 
New  Orleans  District. 


comb  of  Ponchatoula;  Dr.  G.  W.  Pom¬ 
eroy  of  Lake  Charles;  Dr.  Virgil  D. 
Morris  of  Oklahoma  City;  J.  C.  Love, 
Jr.,  of  Ruston;  Dr.  Dana  Dawson,  Jr., 
of  Baton  Rouge;  Dr.  Jolly  B.  Harper 
of  Natchitoches;  and  Dr.  B.  A.  Gallo¬ 
way,  A.  J.  Ganier  Taylor  Caffery, 
the  Rev.  James  T.  Harris  and  the  Rev. 
W.  F.  Mayo  of  New  Orleans. 

Lunch  will  be  served  at  1 1  a.m.  and 
the  business  session  will  follow. 


OUR  BISHOP'S  LETTER 

New  Orleans,  Louisiana 
March  24,  1967 

Dear  Louisiana  Methodists: 

For  the  next  several  weeks  I  want  to  share  with  you  some  firsthand 
information  about  areas  of  pressing  need  in  Methodist  centers  of  work  in 
India.  This  week  I  want  to  tell  you  about  the  Mill  Area  Church  in 
Ahmedabad. 

On  Sunday  morning,  January  15,  I  preached  in  this  church  to  a  con¬ 
gregation  of  approximately  one  thousand  persons.  Only  about  four  hundred 
could  get  into  the  house.  One  side  of  the  building  was  open  and  a  great 
crowd  of  people  sat  on  the  ground  where  they  could  hear  and  see  to  some 
extent.  It  was  an  inspiring  occasion,  and  a  clear  evidence  of  the  need 
of  a  new  church  building  at  this  place. 

There  has  been  a  congregation  worshiping  in  this  area  for  some 
thirty  years.  The  church  began  with  a  membership  of  one  hundred.  The 
growth  has  been  gradual  until  recently.  Within  the  past  few  years  new 
industries  have  been  opening  up  in  this  section  of  the  city,  and  the  growth 
in  recent  months  has  been  rapid.  Today  there  is  a  membership  of  eighteen 
hundred  persons. 

Since  the  beginning  of  this  church  there  has  been  no  adequate  build¬ 
ing.  The  congregation  first  worshiped  in  the  open  space  and  then  in  a 
small  rented  house.  Most  of  the  members  work  in  the  mills  and  factories 
and  they  have  a  small  income.  However,  they  wanted  a  sanctuary  and 
about  ten  years  ago  they  bought  an  adequate  plot  of  land.  Then  they 
began  a  campaign  to  raise  funds  for  the  new  building.  It  is  estimated  that 
the  cost  of  the  building  will  be  $20,000.  The  goal  of  the  congregation  is 
to  raise  $5,000  and  they  are  well  on  their  way  to  securing  this  amount. 
But  this,  of  course,  is  only  one-fourth  of  the  amount  they  must  have  to 
erect  the  building. 

The  pastor  of  the  Mill  Area  church  is  a  young,  dedicated,  and  en- 

(Continued  on  page  4) 


Qditoidall 

GIVE  THE  NEW  DAY  A  CHANCE 


ADULT  CHURCH  SCHOOL  classes  are  being 
introduced  during  the  month  of  April  to  a 
sample  series  of  the  new  adult  curriculum 
about  which  we  have  heard  for  such  a  long  time.  It 
may  be  that  the  boldest  step  in  the  whole  program 
is  this  of  interjecting  a  unit  of  five  lessons  several 
months  before  the  new  materials  are  to  be  pub¬ 
lished.  There  are  dangers  and  strong  points  about 
the  invitation  to  use  this  “sample  course,”  and  we 
think  that  these  should  be  faced  in  all  honesty.  The 
main  thing  is — we  should  give  “the  new  day”  a 
chance. 

One  of  the  major  dangers  involved  in  introduc¬ 
ing  the  materials  in  this  manner  is  that  the  teacher 
who  taught  the  International  Lesson  by  the  lecture 
method  last  Sunday  will  more  than  likely  try  to 
teach  the  sample  lesson  next  Sunday  in  the  same 
manner  and  either  find  it  difficult  to  teach  or  con¬ 
clude  that  there  really  isn’t  anything  so  different 
about  it.  Either  conclusion  could  raise  serious  prob¬ 
lems  in  the  Church  school  because  initial  orders 
must  be  placed  in  a  few  weeks.  There  are  serious 
problems  involved  in  undertaking  to  shift  the  aver¬ 
age  adult  class  from  a  lecture  session  to  a  discus¬ 
sion  session.  These  are  related  not  only  to  the  sub¬ 
ject  matter  but  also  to  the  personality  of  the 
teacher. 

Another  danger  in  this  early  introduction 
involves  that  “extra  session”  that  is  being  en¬ 
couraged  in  the  use  of  these  new  materials.  It  may 
be  possible  to  project  such  plans  into  the  fall 
when  the  regular  curriculum  materials  will  be 
permanently  changed.  Perhaps  the  ideal  plan  to 
follow  would  be  for  your  class  to  plan  one  extra 
discussion  period  in  someone’s  home  near  the  end 
of  the  month  of  April  in  which  you  not  only  con¬ 
tinue  some  of  the  discussions  you  have  started, 
but  in  which  you  also  seek  to  make  a  fair  evalua¬ 
tion  of  the  new  style  of  curriculum  resources. 
The  main  value  in  the  approach  of  the  whole 


Let's  Untie  His  Arms  ! 


new  project  is  that  the  production  of  new  mate- 
ials  will  serve  as  a  dramatic  device  for  helping 
classes  and  teachers  reevaluate  their  own  teaching 
and  learning  processes.  It  will  be  so  much  easier 
for  an  adult  class  to  announce  that  they  follow 
an  entirely  new  method  of  class  participation  be¬ 
cause  there  are  new  materials  that  call  for  it  than 
for  them  to  undertake  such  a  change  if  the  old 
type  of  materials  were  to  continue. 

Dr.  Horace  R.  Weaver,  writing  in  the  current 
issue  of  FORECAST,  says:  “Rapid  changes  — 
scientific,  technological,  social,  and  cultural — are 
taking  place  all  about  us  and  affecting  our  lives. 
Structure  and  methods  that  were  acceptable  and 
useable  ten  to  thirty  years  ago  have  suddenly  be¬ 
come  obsolete.  Modem  man  faces  many  perplex¬ 
ities  and  anxieties  as  he  tries  to  adjust  to  the 
rapid  changes.  As  we  think  about  the  kind  of 
world  we  live  in,  what  kind  of  chinch  is  required 
to  act  for  God  in  this  world?  How  can  the  church 
become  and  remain  a  divine-human  community? 
How  can  the  church  effectively  minister  to  the 
problems  facing  our  world?  These  questions  are 
raised  and  dealt  with  in  the  first  session. 

“Session  two  discusses  the  differences  between 
the  ways  children  and  youth  leam  and  the  way 
adults  leam ,  an  adult  brings  to  every  learning  sit¬ 
uation  a  quality  denied  to  children  and  youth — 
his  experience.  .  .  .  The  third  session  discusses  the 
faith  we  have  to  share  as  well  as  how  members 
within  a  group  can  share  the  faith  with  each 
other.  .  .  .  The  fourth  session  considers  how  the 
church  is  different  from  other  human  communities, 
and  also  discusses  the  factors  that  affect  the  at¬ 
mosphere  of  learning:  the  learner,  the  leader,  and 
the  study  materials.  The  purpose  of  the  fifth  ses¬ 
sion  is  to  help  persons  gain  a  clear  understanding 
of  why  we  need  new  curriculum  materials  and  how 
these  materials  may  help.” 

As  we  consider  some  of  the  objections  and  con¬ 
fusions  that  may  result  from  the  attempts  to  in¬ 
troduce  this  “new  day,”  we  are  reminded  of  a 
sermon  illustration  once  used  by  Dr.  Harry  Emer¬ 
son  Fosdick.  Two  French  mountain  climbers  were 
forced  to  camp  out  one  night  on  a  narrow  ledge 
in  the  Pyranees  mountains.  Early  the  next  morn¬ 
ing  while  it  was  still  dark  one  of  the  climbers  was 
awakened  by  a  fierce  storm.  He  immediately  shook 
his  companion  awake  and  said,  “Wake  up,  it’s  the 
end  of  the  world.”  The  companion — a  more  ex¬ 
perienced  mountain  climber — replied  “That’s  not 
the  end  of  the  world.  That’s  just  the  way  the 
dawn  comes  in  the  Pyranees.”  The  storms  that 
we  may  see  in  the  next  few  months  may  just  be 
seen  as  the  way  “the  dawn  comes  for  the  new  day 
in  Christian  education.” 


the 

Editor's 
Comer 

AN  ILL  CHOSEN  MEDIUM  OF 
COMMUNICATION 

There  seems  to  be  an  increasing 
number  of  church  personalities  who 
have  “bought  the  line”  that  an  effective 
means  of  communicating  with  “the 
world”  is  PLAYBOY  magazine.  Bish¬ 
op  James  A.  Pike,  who  it  seems  to  us 
makes  a  habit  of  speaking  at  the  wrong 
time  through  the  wrong  medium,  re¬ 
cently  added  himself  to  a  long  line  of 
American  churchmen  calling  for  tax 
levies  on  the  property  and  income  of 
churches. 

We  will  discuss  at  a  later  date  what 
we  consider  to  be  the  strong  and  weak 
points  of  this  tax  position.  Just  now 
we  would  like  to  dedicate  these  few 
lines  to  expressing  our  displeasure  at 
the  “displaced  bishop’s”  choice  of 
media. 

Whatever  one  may  say  about  the 
journalistic,  hedonistic  and  economic 
growth  that  this  slick-paper  “peep 
show”  magazine  has  made,  it  still 
seems  to  us  that  any  Christian  mes¬ 
sage  that  must  be  communicated  in 
such  close  proximity  to  the  almost-life- 
size-double-page-spread  of  the  nude 
female  anatomy  would  better  be  left 
uncommunicated. 

Oh,  we  know,  that  there  is  an  in¬ 
creasing  PLAYBOY  cult  even  among 
the  editors  of  general  publications  of 
The  Methodist  Churrch,  but  just  be¬ 
cause  they  find  it  interesting  to  read 
their  religious  articles  in  the  atmos¬ 
phere  of  Mr.  Hefner’s  “bunnies”  does 
not  in  any  sense  alter  the  situation. 
The  philosophy  which  contends  that 
this  is  a  sound  method  of  communicate 
ing  with  that  segment  of  our  popula¬ 
tion  called  “the  world”  simply  does 
not  hold  up  when  subjected  to  any 
careful  reevaluation. 

Many  of  the  things  that  have  been 
done  by  Bishop  1  ike  have  caused  us 
to  give  thanks  that  he  was  not  a  Meth¬ 
odist  bishop,  but  we  believe  that  this 
latest  indiscretion  of  choosing  the  col¬ 
umns  of  PLAYBOY  to  make  his  case 
for  the  taxation  of  church  property 
constitutes  a  new  low.  It  could  be  that 
as  we  grow  older  we  might  become  a 
regular  reader  of  PLAYBOY,  but  if 
and  when  we  do  it  will  not  be  to  read 
religious  articles. 
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Argentine  Theologian 
Visiting  Professor 
at  Union 


— RNS  Photo 


NEW  YORK  —  Dr.  Jose  Miguez- 
Bonino,  president  of  Union  Theolog¬ 
ical  Seminary,  Buenos  Aires,  Argen¬ 
tina,  was  named  Henry  W.  Luce  visit¬ 
ing  Professor  of  World  Christianity  at 
Union  Theological  Seminary  in  New 
York.  He  will  be  at  the  seminary  for 
the  1967-68  academic  year,  succeed¬ 
ing  M.  M.  Thomas,  a  layman  of  the 
Mar  Thoma  Syrian  Church  in  India. 
Dr.  Miguez-Bonino,  a  Methodist  cler¬ 
gyman,  received  a  Doctor  of  Theology 
degree  from  Union  in  New  York  in 
1960;  his  thesis  dealt  with  recent  de¬ 
velopments  in  Roman  Catholic  the¬ 
ology.  He  was  a  member  of  the  faith 
and  order  committee  at  the  World 
Council  of  Churches’  Third  Assembly 
in  1961  and  a  Methodist  observer  at 
the  Second  Vatican  Council, 
t 

Expanded  services 
planned  for 
chaplaincy 

WASHINGTON,  D.C.  —  As  the 
ranks  of  Methodist  chaplains  contin¬ 
ued  to  climb  due  to  fighting  in  Viet¬ 
nam,  the  church's  support  agency  en¬ 
dorsed  added  men  and  planned  to  ex¬ 
pand  its  services  to  chaplains. 

Meeting  here  March  9,  the  Methodist 
Commission  on  Chaplains  boosted  its 
budget  for  the  year  1967-68  to  $247,- 
000,  compared  to  $220,627  set  for  the 
current  year.  Major  elements  in  the  in¬ 
crease  are  a  fourth  staff  member  to  be 
added  later  this  year,  an  increase  in 
chaplains’  pension  rates  and  the  need 
to  make  more  religious  publications 
available  to  the  chapels. 

In  a  report  on  his  January  visit  to 
Vietnam,  Bishop  W.  Angie  Smith  of 
Oklahoma  City,  commission  chairman, 
praised  the  soldiers,  chaplains  and  com¬ 
manders  there  for  their  liberal  giving 
to  people’s  needs,  for  their  morale  and 
morality  and  for  their  lack  of  hatred. 
He  said:  "It's  a  strange  war.  We  can 
be  proud  of  the  fact  we’re  there,  wheth¬ 
er  we  ought  to  be  or  not." 

Forty-three  men  were  endorsed  for 
the  chaplaincy,  most  of  them  for  active 
duty  with  the  armed  forces.  The  num¬ 
ber  of  Methodist  Chaplains  now  in 


NAFOMM  Biennial  Convocation 

August  9  —  16 


NASHVILLE,  Tenn  —  The  bienni¬ 
al  convocation  of  the  National  Fel¬ 
lowship  of  Methodist  Musicians,  will 
be  held  August  9-16  at  Oberlin  Col¬ 
lege,  Oberlin,  Ohio. 

Methodist  Bishop  W.  McFerrin 
Stowe,  Topeka,  Kan.,  will  lead  the 
periods  of  morning  worship  for  the 
group  on  the  theme  “Basic  Christian 
Beliefs.”  Bishop  Stowe  is  chairman 
of  the  Methodist  General  Board  of 
Education’s  Division  of  the  Local 
Church,  to  which  NaFOMM  is  ad¬ 
ministratively  related. 

Other  principal  speakers  and  lead¬ 
ers  for  the  convocation  include  Dr. 
Arthur  Poister,  internationally  known 
teacher  and  organist;  David  Strickler 
of  Albion  College,  Albion,  Michigan; 
and  Dr.  Daniel  Moe  of  the  University 
of  Iowa,  Iowa  City. 

Mr.  Strickler  will  lead  the  section 
dealing  with  smaller  works  of  easy 
to  medium  difficulty  including  cantati 
and  anthems,  and  Dr.  Moe  will  lead 
the  section  working  with  larger  works 
of  medium  to  difficult  ability.  This 
will  include  oratorio  and  other  sacred 
works,  some  with  instruments. 

Some  of  the  leaders  and  the  pro¬ 
gram  assignments  include: 

Music  in  Theology:  the  Rev.  Roy 
Reed,  Methodist  Theological  School, 
Delaware.  O. 

Creative  use  of  Handbells:  David 
Wehr,  First  Methodist  Church,  Boise, 
Ida. 

Music  in  Drama  and  Choral  Speech: 


Experiment  in 
Ecumenical  mission 

The  academic  community  in  the 
United  States  and  overseas  continues 
to  be  not  only  a  frontier  for  the 
church’s  mission  but  a  place  where 
new  forms  of  Christian  witness  and 
Christian  community  are  being  fash¬ 
ioned  out  of  experiments  in  mission. 

One  such  experiment  in  mission  and 
in  Protestant-Catholic-Orthodox  en¬ 
counter  is  a  new  ecumenical  center 
and  student  residence  in  the  city  of 


service  reached  719  as  of  Feb.  28,  a 
gain  of  five  from  last  September.  The 
entire  gain  was  in  military  chaplains, 
who  now  number  545,  the  largest  num¬ 
ber  since  World  War  II.  The  other 
174  are  assigned  to  medical,  penal  and 
other  institutions. 


the  Rev.  A.  Argyle  Knight,  Drama 
Resource  Leader,  Division  of  the  Local 
Church,  Nashville. 

The  Carl  Orff  Instruments  in  the 
Church:  John  Mullen,  Broad  Street 
Methodist  Church,  Kingsport,  Tenn. 

Music  and  Recreation:  Mary  Lib 
(Mrs.  Shirley)  Lowrey,  First  Meth¬ 
odist  Church,  Calera,  Ala. 

The  use  of  Autoharp:  Sue  (Mrs. 
Roy  E.)  Johnson,  White  Rock  Meth¬ 
odist  Church,  Dallas,  Tex. 

Orchestral  Instruments  in  the 
Church:  John  Dressier,  Peachtree  Road 
Methodist  Church,  Atlanta,  Ga. 

Music  and  Unconventional  Evange¬ 
lism:  the  Rev.  Joe  Hale,  General 
Board  of  Evangelism,  Nashville. 

Understanding  the  Structure  of  Wor¬ 
ship:  Dr.  William  F.  Dunkle,  Jr.,  sec¬ 
retary,  General  Commission  on  Wor¬ 
ship,  pastor,  Wilmette,  Ill. 

Creative  Movement:  Margaret  Fisk 
Taylor,  lecturer  and  teacher  of  creative 
movement,  Athens,  O. 

The  Recorder  in  the  Church:  Har¬ 
old  Peterson,  Oberlin  College,  Oberlin, 

What’s  New  in  Audiovisuals:  the 
Rev.  Thomas  Nankervis,  Editorial  Di¬ 
vision  of  the  General  Board  of  Edu¬ 
cation,  Nashville. 

Registrar  for  the  convocation  is 
Cecil  E.  Lapo,  P.  O.  Box  871,  Nash¬ 
ville  37202.  He  is  NaFOMM  execu¬ 
tive  secretary  and  director  of  the  min¬ 
istry  of  music,  Division  of  the  Local 
Church,  General  Board  of  Education. 


Cordoba,  Argentina.  There  the  Stu¬ 
dent  Christian  Movement  (SCM),  un¬ 
der  the  leadership  of  its  advisor,  the 
Rev.  Ray  DeHainaut,  has  established 
the  experimental  center  to  serve  as  a 
sounding  board  for  the  ecumenical 
concerns  of  Roman  Catholic,  Ortho¬ 
dox  and  Protestant  students. 

Mr.  DeHainaut,  a  Methodist  mis¬ 
sionary  whose  U.  S.  homes  are  South 
Charleston,  W.  Va.,  and  New  Bruns¬ 
wick,  N.  J.,  went  into  campus  ministry 
work  overseas  in  1962  out  of  a  back¬ 
ground  of  similar  work  in  the  U.S.  He 
was  director  of  the  Wesley  Founda¬ 
tion  at  Louisiana  State  University  in 
Baton  Rouge  for  four  years  and  was 
campus  minister  at  Rutgers  University 
in  New  Brunswick  for  three  years.  He 
is  a  graduate  of  the  University  of  West 
Virginia  in  Morgantown  (B.A.)  and 
Drew  University  Theological  Seminary 
in  Madison,  N.  J.  (B.D.). 

t 

NEW  YORK— This  three- 
man  National  Council  of 
Churches  team  left  New 
York  for  Vietnam  and  Ok¬ 
inawa  to  conduct  preach¬ 
ing  missions  for  U.  S. 
military  personnel  during 
the  Easter  season.  Left 
to  right:  Dr.  J.  Oscar 
Lee,  a  director  of  NCC’s 
Division  of  Christian  Life 
and  Mission;  Dr.  Edwin 
H.  Tuller,  NCC  first  vice- 
president  and  general 
secretary  of  American 
Baptist  Convention;  and 
Dr.  Fred  S.  Buschmeyer, 
secretary  of  United  Church 
of  Christ.  (RNS  Photo) 


DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

April  2 — Sunday . Deut.  30:1-20 

April  3  . Joshua  24:14-28 

April  4 . Ruth  1:1-18 

April  5  ..._ . I  Kings  18:21-39 

April  6 . _  Psalms  119:1-24 

April  7 . . ..  Psalms  119:25-48 

April  8  _ Isaiah  2:1-4 

April  9 — Sunday . Isaiah  6:1-8 


Art  editor 
for  motive 

NASHVILLE,  Tenn — Dennis  Akin, 
head  of  the  art  department  of  South¬ 
western  College,  Winfield,  Kan.,  will 
become  art  editor  of  motive  magazine 
here  July  1. 

The  magazine  is  published  for  the 
Methodist  Student  Movement  and  the 
ecumenical  University  Christian  Move¬ 
ment  by  the  Division 
of  Higher  Education 
of  the  Board  of  Edu¬ 
cation  of  The  Meth¬ 
odist  Church. 

Mr.  Akin  will  suc¬ 
ceed  Miss  Margaret 
Rigg,  who  served  as 
motive  art  editor  un¬ 
til  1965,  when  she 
joined  the  art  depart¬ 
ment  faculty  of  Flor¬ 
ida  Presbyterian  Col¬ 
lege  in  St.  Petersburg.  Since  that  time, 
the  design  of  motive  has  been  done 
by  an  advertising  agency. 

The  art  editor  of  motive  is  responsi¬ 
ble  for  the  design  of  the  magazine  and 
for  the  writing  and  editing  of  all  pub¬ 
lished  art  features. 

Mr.  Akin  has  been  head  of  the 
Southwestern  College  art  department 
since  1958. 

He  attended  the  Kansas  City  Art 
Institute  and  received  a  bachelor  of 
fine  arts  degree  from  the  University 
of  Kansas  and  master  of  fine  arts  from 
the  University  of  Colorado. 

t 

Hipps  accepts 
Vatican  invitation 

NASHVILLE,  Tenn. — The  Rev.  R. 
Harold  Hipps,  Nashville,  a  staff  mem¬ 
ber  of  the  Division  of  the  Local 
Church  of  the  General  Board  of  Edu¬ 
cation  of  The  Methodist  Church,  has 
accepted  an  invitation  from  the  Vati¬ 
can  to  attend  an  International  Con¬ 
gress  on  “Spiritual  Values  of  Tourism” 
to  be  held  April  18-21  at  the  Vatican 
in  Rome,  Italy. 

He  has  been  invited  to  serve  as  one 
of  seven  consultants  from  major  de¬ 
nominations  in  the  United  States. 

According  to  Mr.  Hipps,  “The  pri¬ 
mary  purpose  of  the  International 
Congress  will  be  to  stimulate  discus¬ 
sion  among  the  persons  directly  con¬ 
cerned  with  tourism  conceived  as  a 
means  of  cultural  enrichment  and 
social  education  and  as  a  factor  for 
peace  and  mutual  understanding 
among  the  people.  Leading  ecclesias¬ 
tical  and  lay  personalities  will  partici¬ 
pate  in  the  program.” 


Denni  s  Akin 
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WORKSHOP  FOR  CHILDREN'S  WORKERS 


"Air-age"  ministers 
tour  Barksdale  AFB 


Chaplain  Chester  W.  Ross 
escorts  the  Rev.  George 
Pearce,  Shreveport  dis¬ 
trict  superintendent,  and 
the  Rev.  Rueben  Harrell, 
recently  retired  from  the 
Air  Force--now  a  minister 
in  Shreveport  District- 
on  tour  of  Barksdale  AFB. 


The  seministers  inShreve- 
port  District  were  among 
those  who  toured  the  base. 
Left  to  right;  the  Rev. 
Art  Baker,  the  Rev.  George 
Harkins,  the  Rev.  L.  Gary 
Wilson,  the  Rev.  George 
Cunningham,  and  the  Rev. 
Ray  Spiller. 


EXPANDED  SERVICES  Council  of  Churches 
PLANNED  FOR  representative  will 

CHAPLAINCY  visit  penitentiary 


FOR:  Church  school  teachers — Nurserly  through  Elementary  6  and 
VACATION  CHURCH  SCHOOL  WORKERS 

EMPHASIS:  Better  ways  to  teach  the  children — APPROACH — METH¬ 
ODS  —  USING  THE  BIBLE  —  PROBLEMS  IN  THE  CLASS¬ 
ROOM,  etc. 

MATERIALS:  We  will  use  the  Methodist  series  of  the  1967  Vacation 
School  materials.  ORDER  YOUR  MATERIALS  NOW  !  !  (If  you 
do  not  get  your  materials  in  time  bring  the  1965  VCS  series  as  the 
material  is  similar.) 

FOR  SMALL  CHURCHES— OR  USING  THE  ASBURY  SERIES 
— These  may  choose  which  group  they  wish  to  enter,  for  example 
— El.  I — III  may  choose  either  El.  1-11  or  III-IV,  depending  on  the 
ages  of  most  ot  the  children  in  the  class.  It  has  been  suggestsed 
that  the  teachers  use  the  next  grade  for  the  most  satisfactory  results. 

ALSO:  There  will  be  on  display  the  Friendship  Press  Material  for  those 
who  do  not  wish  to  use  the  Methodist  series  (Wesley  or  Asbury) 

These  titles  are: 

Kindergarten:  THE  BIBLE  IS  FOR  ME 
Elementary  I- 11  and  III-IV:  OUR  BIBLE  HELPS  US 
Elementary  III-IV  and  El.  IV-V— LIGHT  FOR  THE  BIBLE 
Jr.  Highs— THE  BIBLE  IN  TODAY’S  WORLD. 

EXPERIENCED  AND  SUCCESSFUL  LEADERS:  These  leaders  of 
the  workshop  will  help  you  understand  the  materials  used,  and  will 
consider  the  total  lesson  including  the  Bible  material,  lesson  activities, 
teaching  techniques,  and  help  with  any  teaching  problems  you  might 
have.  The  leaders  are: 

KINDERGARTEN:  Mrs.  Kenneth — Beouf  Prairie 
ELEMENTARY  I-II — Mrs.  Kay  Nash,  Monroe 
ELEMENTARY  III-IV — Mrs.  Beverly  Yancy — Rayville 
ELEMENTARY  IV-V— Mrs.  G.  E.  Boggs— Monroe 
DIRECTORS  OF  VACATION  SCHOOL— Mrs.  L.  A.  Hunni- 
cutt — Monroe 


WASHINGTON,  D.C.  —  As  the 
ranks  of  Methodist  chaplains  contin¬ 
ued  to  climb  due  to  fighting  in  Viet¬ 
nam,  the  church’s  support  agency  en¬ 
dorsed  added  men  and  planned  to  ex¬ 
pand  its  services  to  chaplains. 

Meeting  here  March  9,  the  Method¬ 
ist  Commission  on  Chaplains  boosted 
its  budget  for  the  year  1967-68  to 
$247,000,  compared  to  $220,627  set 
for  the  current  year.  Major  elements 
in  the  increase  are  a  fourth  staff  mem¬ 
ber  to  be  added  later  this  year,  an 
increase  in  chaplains’  pension  rates  and 
the  need  to  make  more  religious  pub¬ 
lications  available  to  the  chapels. 

In  a  report  on  his  January  visit  to 
Vietnam,  Bishop  W.  Angie  Smith  of 
Oklahoma  City,  commission  chairman, 
praised  the  soldiers, chaplains  and  com¬ 
manders  there  for  their  liberal  giving 
to  people’s  needs,  for  their  morale  and 
morality  and  for  their  lack  of  hatred. 
He  said:  “It’s  a  strange  war.  We  can 
be  proud  of  the  fact  we’re  there, 
whether  we  ought  to  be  or  not.” 

Forty-three  men  were  endorsed  for 
the  chaplaincy,  most  of  them  for  active 
duty  with  the  armed  forces.  The  num¬ 
ber  of  Methodist  Chaplains  now  in 
service  reached  719  as  of  Feb.  28,  a 
gain  of  five  from  last  September.  The 
entire  gain  was  in  military  chaplains, 
who  now  number  545,  the  largest  num¬ 
ber  since  World  War  II.  The  other 
174  are  assigned  to  medical,  penal  and 
other  institutions. 


For  the  tired  and  alone 
For  the  child  without  a  home 
For  people  who  are  always  alone 
To  these  we  must  give 
a  portion  of  our  time 
To  love  and  to  share  as  one. 

In  order  to  share 
One  must  first  care. 


Representatives  from  the  Louisiana 
State  Council  of  Churches  will  visit  the 
Angola  State  Penitentiary  on  April  3 
as  part  of  its  project  on  crime  preven¬ 
tion  and  correctional  rehabilitation. 

The  Rev.  Sam  J.  Allen  executive  di¬ 
rector  of  the  State  Council  of  Church¬ 
es,  said  the  trip  to  the  state  peniten¬ 
tiary  grew  out  of  a  Consultation  on 
Crime  Prevention  and  Correctional  Re¬ 
habilitation  sponsored  by  the  Council 
last  October. 

State  officials  met  with  church  lead¬ 
ers  at  that  time  to  discuss  the  problems 
involved  in  rehabilitation  and  goals  for 
the  future  which  included  the  addition 
of  larger  facilities  and  more  profes¬ 
sional  staff  in  the  state’s  penal  and 
correctional  institutions. 

Mr.  Allen  stated  that  one  of  the 
goals  of  the  Louisiana  State  Council  of 
Churches  is  to  “awaken  the  interest 
and  concern  of  people  in  what  happens 
to  a  person  who  is  committed  to  a 
penal  or  correctional  institution  while 
he  is  there  and  after  he  returns  to  the 
community. 

The  Louisiana  State  Council  of 
Churches  is  composed  of  representa¬ 
tives  from  ten  Louisiana  communions 
and  works  for  ecumenism  and  co-op¬ 
eration  between  the  churches  in  Louis¬ 
iana. 

t 


Rabbi  Jack  J.  Herman  of  Commu¬ 
nity  Temple,  Cleveland  Heights,  O.,  in 
expressing  appreciation  for  the  facili¬ 
ties  of  Roman  Catholic  John  Carroll 
University  made  available  after  the  syn¬ 
agogue  was  destroyed  by  fire:  "Fire  not 
only  consumes,  it  also  welds.  This  ar¬ 
rangement  is  evincing  the  true  spirit  of 
interfaith  relations.” 


BRING  A  SACK  LUNCH 

PLACES  AND  TIMES  OF  SCHOOLS: 

Gilbert  April  11 — Tuesday — 9  a.m.  to  2  p.m. 

Bastrop  First  Church  Aprill2 — Wednesday — 9  a.m.  to  2  p.m. 

Monroe,  Memorial  Church  April  13 — Thursday — 9  a.m.  to  2  p.m. 

A  NURSERY  WILL  BE  PROVIDED  FOR  THOSE  ATTENDING 
THESE  WORKSHOPS — Bring  food  for  your  child. 

If  you  have  special  problems  or  methods  with  which  you  wish  help,  let 
us  know  what  they  are  so  we  can  prepare  for  them.  Write  me  at 
Gilbert  Methodist  Church. 

REMEMBER:  ORDER  YOUR  MATERIALS  NOW  SO  YOU  WILL 
HAVE  THEM  IN  TIME  FOR  THE  WORKSHOP. 

Sincerely, 

Mrs.  H.  B.  Crammer 


OUR  BISHOP'S  LETTER  (Continued  from  page  1) 

thusiastic  man.  He  is  the  Rev.  Samuel  L.  Gamadia.  Some  years  ago  at 
General  Conference  he  met  our  own  K.  K.  Carithers,  of  whom  he  is  very 
fond.  When  I  went  into  the  parsonage  I  found  the  picture  of  the  Rev.  and 
Mrs.  Carithers  in  the  living  room. 

The  city  of  Ahmedabad  is  one  of  the  largest  industrial  centers  of 
India  wtih  about  seventy-five  textile  mills.  It  has  a  population  of  approxi¬ 
mately  a  million  and  a  half.  The  possibilities  for  the  growth  of  Mill  Area 
Church  are  almost  unlimited,  but  for  this  to  be  realized  there  must  be  a 
new  building.  Of  course,  the  builder)  will  be  erected,  but  I  would  like 
very  much  for  the  Louisiana  AnnaRT Conference  to  have  a  large  part  in 
bringing  this  dream  to  realization.  When  I  was  there  on  January  15,  I 
left  $500,  which  had  been  placed  in  my  hands  by  Trinity  Church  in 
Ruston.  I  sincerely  hope  that  Trinity  Church  will  do  more,  and  that  other 
congregations  in  our  conference  will  respond  to  this  pressing  need  and 
help  us  to  provide  this  new  building  in  the  near  future. 

If  you  take  an  Advance  Special  for  this  purpose,  seend  your  gift  to 
Brother  Hearn  earmarked  for  the  Building  Fund  of  the  Mill  Area 
Church  in  Ahmedabad,  India,  Bishop  A.  J.  Shaw,  resident  bishop,  and 
the  Rev.  Samuel  L.  Gamadia,  pastor.  Please  send  me  a  copy  of  your 
letter  to  Brothher  Hearn  when  you  make  this  contribution  (whether  large 
or  small),  so  I  may  keep  informred  as  to  what  we  are  doing  in  making 
possible  the  new  sanctuary  for  the  Mill  Area  Church. 

Sincerely, 
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MRS.  GUY  HICKS  is  the  teacher  of 
the  new  Sunday  school  class  for  young 
married  couples  and  young  single  men 
and  women  of  Trinity  Church,  Ruston. 
The  Rev.  Douglas  L.  McGuire  is  the 
pastor. 

THE  REV.  ARTHUR  M.  BAKER, 
pastor  of  St.  Luke’s  Church,  Shreve¬ 
port,  was  guest  speaker  for  the  March 
20  meeting  of  Methodist  Men  of  First 
Church,  Minden.  Mr.  Baker  was  one 
of  24  men  who  under  the  direction  of 
the  General  Board  of  Evangelism  went 
as  an  evangelistic  team  to  the  Bahamas. 
The  Minden  pastor  is  the  Rev.  Edward 

R.  Thomas. 

ON  GOOD  FRIDAY,  the  adult  choir 
of  First  Church,  Alexandria,  sang  J. 
F.  Haydn’s  “Seven  Words  of  Christ”. 
Soloists  were  Janet  Hardy,  soprano; 
Mary  Lopez,  mezzo  soprano;  Bruce 
Kolb,  tenor;  and  Owen  Brown,  bari¬ 
tone.  Dr.  Ben  F.  Oliphint  is  the  pastor, 
and  gave  the  interspersing  readings. 
T.L. JOHNSTON,  layman  of  Grayson 
Methodist  Church,  led  the  study  this 
month  on  “Christian  Being  and  Do¬ 
ing”.  The  Rev.  Cecil  Mims  is  pastor 
of  the  Grayson  Church. 

MONTGOMERY  METHODISTS 
plan  a  revival  for  April  3-9.  The  Rev. 
Carey  Martin,  pastor  of  the  Kentwood 
Church,  Baton  Rouge  District,  will  be 
guest  evangelist.  Roy  Moore  will  lead 
the  singing.  The  Rev.  J  .  F.  Kellogg  is 
the  pastor.  Mrs.  Gladys  Scrugggs  is 
chairman  of  the  Commission  on  mem¬ 
bership  and  evangelism  making  the  ar¬ 
rangements. 

JUDGE  CUTRERE  of  the  Fourteenth 
Judicial  District,  and  a  devoted  Metho¬ 
dist  layman,  was  the  guest  speaker  for 
the  Lake  Arthur  Methodist  Youth  Fel- 
lowsmp  on  March  20.  A  student  of  the 
archaeology  of  the  Mediterranean  area. 
Judge  Cutrere  discussed  the  discover¬ 
ies  otBiblical  interest.  The  Rev.  Lawr¬ 
ence  Gilbert  is  the  Lake  Arthur  pastor. 

DR.  WEBB  POMEROY  of  Centenary 
College,  Shreveport,  conducted  a  three- 
day  Bible  study  of  St.  Paul’s  Church 
in  Monroe,  March  19,  20  and  21.  Dr. 
Pomeroy’s  topic  was  “The  Last  Days 
of  Christ  on  Earth.”  The  Rev.  Fred 

S.  Flurry  is  pastor  of  St.  Paul’s. 

TOE  CURTIS  PARK  Church  of  Bos¬ 
sier  City  held  a  revival  the  week  of 
March  12-17.  The  Rev.  Henry  Blount, 
associate  pastor  of  First  Church, 
Shreveport,  was  guest  minister  and 
Jerry  Ross  led  the  singing.  The  Rev. 
George  B.  Cunningham  is  the  pastor. 

THE  LISBON  WOMAN’S  Society  re¬ 
ports  the  following  officers  elected: 
president  and  secretary  of  missionary 
education— Mrs,  D.  O.  McDonald;  vice 
president,  treasurer,  and  sec.  of  pro¬ 
gram  materials  —  Mrs.  Phil  Collins; 
recording  secretary — Mrs.  W.  E.  Kill- 
gore;  campus  ministry  —  Mrs.  Dallas 
Mount;  Christian  social  relations  and 
supply  work — Mrs.  B.  W.  McDonald; 
membership  cultivation  —  Mrs.  Otis 
Welch;  spiritual  life  —  Mrs.  B.  H. 
Clements. 


THE  REV.  JAMES  L.  ADAMS,  pas¬ 
tor  of  the  Summer  Grove  Church  in 
Shreveport,  was  hospitalized  recently 
from  a  back  injury  and  whiplash 
caused  by  an  auto  accident.  The  Rev. 
P.  M.  Caraway  filled  his  pulpit  on 
Palm  Sunday  morning,  and  the  Rev. 
George  Pearce,  district  superintendent, 
preached  at  night. 

AN  EASTER  MUSICAL  was  pre¬ 
sented  by  four  choirs  of  First  Church, 
Bossier  City,  on  Palm  Sunday.  The 
Adult  Choir,  under  the  direction  of 
Dean  Clark,  accompanied  by  Cedric 
Smartt,  sang  numbers  depicting  the  last 
week  in  the  life  of  Jesus.  Readings 
were  given  by  young  people  giving  the 
Easter  message  from  scriptures.  The 
Youth  Choir,  directed  by  Douglas 
Peterson,  presented  an  anthem.  The 
Junior  and  Primary  Choirs  were  di¬ 
rected  and  accompanied  by  Tommy 
Peyton.  The  Rev.  William  P.  Fraser  is 
their  pastor. 

THE  RUSTON  CRUSADER  Sub- 
District  MYF  enjoyed  a  fellowship 
weekend  at  Farmerville,  March  4  and 
5.  Activities  included  an  inspirational 
talk  by  the  Rev.  Bob  Payton  on  “The 
Meaning  of  a  Teenage  Christian,”  a 
weiner  roast,  an  outing  on  the  lake, 
the  regular  Sunday  school  and  worship 
service,  plus  the  monthly  MYF  pro¬ 
gram. 

AT  RUSTON,  THE  GRACE  Church 
Commission  on  Missions,  Mrs.  Nettie 
Willingham,  chairman,  arranged  a  spe¬ 
cial  Easter  missions  program  which 
was  presented  Easter  night  by  a  group 
of  Shreveport  First  Church  MYFers, 
accompanied  by  the  Rev.  Henry 
Blount  associate  pastor.  The  Grace 
Church  pastor  is  the  Rev.  Wilson  L. 
Watson. 

THE  AURORA  CHURCH  of  New 
Orleans  sponsored  a  Festival  of  Chris¬ 
tian  Faith  and  The  Arts.  Beginning  on 
Palm  Sunday  works  of  art  on  Christian 
themes  were  displayed  in  the  sanctuary 
and  church  school  rooms.  Furnished 
in  cooperation  with  the  art  department 
of  Xavier  University,  they  were  con¬ 
temporary  in  style.  The  high  point  of 
the  festival  was  a  cantata  presented  by 
the  Adult  Choir,  followed  by  a  dis¬ 
cussion  of  the  art  display  with  Sister 
Mary  Lurenna  and  John  Scott  of  the 
art  department  at  Xavier  University. 
On  Monday  evening,  March  20,  the 
Woman’s  College  of  Georgia  A  Cap- 
pella  Choir,  of  Milledgeville,  Georgia, 
under  the  direction  of  Robert  F.  Wolf- 
ersteig,  presented  a  concert  in  the 
Aurora  sanctuary.  The  Rev.  L.  Ray 
Branton  is  pastor. 

CHAPLAIN  FELIX  WILLIAMS  of 
the  V.  A.  Hospital,  Alexandria,  was 
guest  speaker  at  the  March  27  meet¬ 
ing  of  Methodist  Men  of  Trinity 
Church,  Alexandria,  where  the  Rev. 
Byrl  Moreland  serves  as  pastor. 

THE  BROADMOOR  CHURCH’S 
congregational  dinner  will  be  held  in 
Shreveport  on  Thursday,  April  6,  in 
Bain  Hall  of  First  Methodist  Church. 
Jim  Wimberly,  chairman  of  the  Every 
Member  Visitation,  has  announced 
that  Bill  Mann  of  Dallas  and  Cecil  E. 
Ramey,  Jr.  of  Broadmoor  will  provide 
the  program  for  the  evening.  The  Rev. 
Robert  B.  Crichlow  is  the  pastor. 


Pictured  at  St.  Paul’s,  Monroe, 
are  the  Rev.  Fred  Flurry  (left),  pastor, 
the  Rev.  Rex  Squyres  (center)  of  Kind¬ 
er,  and  Dr.  Robert  Holt,  chairman  of 
the  Commission  on  Missions.  Mr. 
Squyres  was  speaker  and  discussion 
leader  at  the  fourth  session  of  the  mis¬ 
sions  study  of  "Poverty  and  Affluence.” 
He  spoke  concerning  his  work  as  co¬ 
ordinator  for  the  Methodist  Church  and 
the  program  of  Economic  Opportunity. 


At  the  recent  combined  Quarterly 
Conference  of  the  Pelican  and  Mitchell 
Churches,  Mark  Lee,  son  of  the  Rev. 
and  Mrs.  Terry  C.  Willis,  was  christ¬ 
ened  by  District  Superintendent  Goerge 
Pearce.  Jr.  (left).  Also  pictured  are 
Ricky  and  Gary  Willis. 


THE  HAMMOND  FIRST  Church 
MYF  joined  the  children’s  member¬ 
ship  class  on  a  field  trip  to  New  Or¬ 
leans,  March  18,  to  visit  St.  Mark’s 
Community  Center,  Jackson  Square 
Cathedral,  and  a  Jewish  synagogue. 
The  Rev.  Alfred  Mr.  Brown  is  their 
pastor. 


THE  FIRST  SESSION  of  the  study 
of  “Affluence  and  Poverty”  was  held 
in  Trinity  Church,  Ruston,  Monday 
afternoon,  March  27.  Members  of  all 
organizations  of  Trinity  and  Grace 
Churches  were  invited  to  it  and  the 
following  classes.  The  study  is  under 
the  direction  of  Mrs.  Guy  Hicks,  Mrs. 
Fay  Adams,  and  Mrs.  Archie  Craig. 
On  March  30,  Mrs.  Ed  Thomas  and 
a  group  from  Minden  were  scheduled 
to  present  the  play  “The  Invisible 


HAYNESVILLE  YOUTH  held  the 
annual  Good  Friday  retreat,  March  24. 
After  meeting  at  the  church  for  a  wor¬ 
ship  service,  the  group  hiked  to  Mid 
Valley  Club  House  for  lunch  and  rec¬ 
reation.  The  Rev.  A.  G.  Taylor  is  their 
pastor. 


THE  HOUMA  FIRST  Church  New 
Life  Mission  was  conducted  the  week 
of  March  12  under  the  leadership  of 
the  Rev.  Joe  Hale.  Special  services 
for  young  people  were  held  preceding 
the  evening  services.  The  Rev.  A. 
Jerome  Cain  is  pastor. 

ELYSIAN  FIELDS  CHURCH  will 
hold  a  series  of  revival  services  on  the 
nights  of  April  2,  3,  4  and  5.  Re¬ 
vival  will  be  sponsored  by  the 
church  Commission  on  Membership 
&  Evangelism,  Darrell  Miller,  chair¬ 
man.  The  Rev.  Kirby  Vining,  pastor 
of  the  First  Methodist  Church  of  Sli¬ 
dell,  will  be  featured  speaker;  the 
church  choir  directed  by  Albin  Crutch¬ 
field  will  provide  special  music  for 
each  night.  Theme  of  the  revival  will 
be  “Four  Nights  for  God”,  with  em¬ 
phasis  on  a  renewal  of  faith.  The  Com¬ 
mission  will  make  personal  contacts  in 
an  effort  to  have  every  member  of  the 
congregation  to  attend.  An  informal 
reception  will  follow  each  night’s 
service.  The  Rev.  Dan  W.  Tohline  is 
pastor. 

A  CONCERT  OF  MUSIC  appropri¬ 
ate  to  the  Easter  season  was  presented 
on  Palm  Sunday  evening  by  the  Chan¬ 
cel  Choir  of  Mangum  Memorial 
Church,  Shreveport,  under  the  direc¬ 
tion  of  Mrs.  L.  E.  Kneipp,  music  di¬ 
rector.  Soloists  during  the  program 
were  Mrs.  M.  S.  Akins,  Mrs.  Rita 
Vines,  and  Craig  Deck.  Mrs.  Sue 
Butchee  played  the  organ  and  the  con¬ 
cert  closed  with  a  solo  “I’d  like  to  Live 
Forever”  by  Mrs.  J.  E.  Orton.  The 
public  was  invited  to  share  this  musical 
program  of  songs  of  prayer,  praise  and 
rejoicing.  The  Rev.  W.  Ralph  Cain  is 
pastor  at  Mangum. 

LUTCHER  METHODIST  CHURCH 
held  a  pot-luck  supper  recently  to  kick¬ 
off  the  Every  Member  Visitation.  The 
teams  will  complete  their  visitation  by 
March  31.  April  2  will  be  Loyalty  Sun¬ 
day  with  a  service  of  spiritual  rededi¬ 
cation  and  presentation  of  pledges.  The 
pastor  is  the  Rev.  Jack  H.  Tinnin. 

BATON  ROUGE  DISTRICT  Method¬ 
ist  Youth  are  taking  a  mission  tour  of 
New  Orleans,  Dulac,  Houma,  and  La¬ 
fayette  this  weekend,  March  31  and 
April  1. 

THE  REV.  JACK  MIDYETT,  super¬ 
intendent  of  the  Methodist  Home  Hos¬ 
pital,  was  guest  preacher  for  Holy 
Week  Services  in  Jefferson  Church, 
New  Orleans,  where  the  Rev.  Donald 
J.  Hall  serves  as  pastor. 

“THREE  FACES  OF  EASTER”  was 
the  title  of  a  play  presented  in  Wil¬ 
liam  B.  Reily  Memorial  University 
Church,  Baton  Rouge,  by  the  Method¬ 
ist  Youth  Fellowship.  The  youth  group 
from  Trinity  Episcopal  Church  was  a 
guest.  The  Rev.  Jack  Cooke  is  pastor. 

MRS.  PAUL  HILDRETH  of  Shreve¬ 
port  reviewed  the  book  “The  Magic 
of  Believing”  by  Claude  Bristol,  at  the 
March  22  Church  Night  in  Baton 
Rouge’s  Broadmoor  Church.  Mrs.  Hil¬ 
dreth  is  a  popular  and  interesting  lect¬ 
urer  and  reviewer.  She  has  fifteen  book 
clubs  that  she  meets  with  each  month. 
The  Bristol  book  is  particularly  appro¬ 
priate  for  Holy  Week.  The  Rev.  Barry 
Bailey  is  the  Broadmoor  pastor. 
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The 

Sunday  School  Lesson 


By:  Alfred  A.  Knox 


NOTICE 

All  of  the  Methodist  literature  for  April 
provides  a  sampling  of  the  new  Adult  ma¬ 
terials.  We  urge  all  our  classes  and  their 
leaders  to  give  this  new  curriculum  a  try. 
We  will  continue  our  regular  series  because 
of  the  large  number  of  shut-ins  that  look  tq 
the  paper  for  this  lesson  each  week. 


LESSON  FOR  April  9:  Power  for  the  Task 

BACKGROUND  SCRIPTURE:  John  14:15-17, 
25-27;  16:5-11;  Acts  2:1-13;  Galatians  5:16-25. 

MEMORY  SELECTION:  The  Counselor,  the  Holy 
Spirit,  whom  the  Father  will  send  in  my  name, 
he  will  teach  you  all  things,  and  bring  to  your 
remembrance  all  that  I  have  said  to  you.  (John 
14:26) 

AIM  OF  THE  LESSON:  To  help  modern  Chris- 
tions  understand  the  importance  of  the  coming 
of  the  Holy  Spirit  in  the  life  of  the  early  church, 
and  to  cause  them  to  seek  for  that  same  power 
in  their  own  lives. 


Today’s  lesson  is  about  the  day  which  many 
Christians  regard  as  “the  birthday  of  the  Church” — 
that  time  when  the  Holy  Spirit  which  Jesus  had 
promised  came  in  an  unusual  fashion  upon  the  fol¬ 
lowers  who  were  waiting  in  Jerusalem.  This  was 
the  day  of  Pentecost — a  Hebrew  harvest  festival 
occasion,  on  which  it  was  said  of  the  disciples  that 
“they  were  all  together  in  one  place  .  .  .  and  they 
were  all  filled  with  the  Holy  Spirit.”  (Acts  2:  1 
and  4) 

Even  though  Christians  diffej  widely  in  their 
interpretation  of  Pentecost,  most  of  them  hold  in 
high  regard  this  impowering  of  a  group  of  uncer¬ 
tain  witnesses  so  that  they  immediately  went  forth 
to  win  the  world  for  Christ.  It  is  this  admission 
that  we  are  all  the  product  of  this  impowering  and 
motivating  force  that  really  binds  us  together  in 
the  universal  church.  This  dependence  on  the  Holy 
Spirit  was  spelled  out  at  the  organizing  assembly  of 
the  World  Council  of  Churches  in  Amsterdam  when 
the  following  words  became  a  part  of  what  we 
might  call  the  charter  of  that  ecumenical  body: 

“God  has  given  to  his  people  in  Jesus  Christ  a 
unity  which  is  his  creation  and  not  our  achievement. 
We  praise  and  thank  him  for  a  mighty  work  of  his 
Holy  Spirit,  by  which  we  have  been  drawn  together 
to  discover  that,  notwithstanding  our  divisions,  we 
are  one  in  Jesus  Christ.” 

Dr.  Rhoda  C.  Edmeston  has  put  the  importance 
of  this  even  this  way:  “It  has  been  said  that  this 
book  might  well  be  entitled  the  Acts  of  he  Holy 
Spirit,  rather  than  the  Acts  of  the  Apostles  because 
of  the  attention  given  to  the  work  of  the  Holy  spirit. 
According  to  Acts,  the  early  Christians  were  Spirit- 
directed  individuals  and  the  church  was  a  Spirit- 
guided  group.” 

*  *  ★ 

THE  EVENT  OF  PENTECOST 

Just  as  a  group  of  Jesus’  disciples  gathered  in 
the  Upper  Room  to  observe  the  traditional  Jewish 
observance  of  the  Passover  and  found  themselves 
a  part  of  a  drama  that  far  overshadowed  the  mean¬ 
ing  of  the  original  event,  so  another  group — no 
doubt  many  times  larger  than  the  first — were  gath¬ 


ered  for  the  traditional  religious  observance  of  Pen¬ 
tecost  and  became  a  part  of  still  another  earth- 
shaking  event. 

Pentecost  was  the  Greek  term  for  the  Jewish 
Feast  of  Weeks  because  it  fell  on  the  fiftieth  day  of 
the  traditional  cereal  harvest.  It  is  mentioned  sev¬ 
eral  times  in  the  Old  Testament  (Exodus  34:22; 
Numbers  28:26;  Deuteronomy  16:10  and  Exodus 
23:16).  The  feast  was  one  of  solemn  joy  and 
thanksgiving  to  God  for  his  protection  and  for  his 
having  enabled  the  people  to  successfully  complete 
the  harvest  begun  seven  weeks  before.  It  might  very 
well  be  compared  to  our  Thanksgiving  Day. 

It  was  while  they  were  still  together  for  this 
observance  that  one  of  the  most  unusual  events 
took  place.  Those  who  were  present  suddenly  be¬ 
came  aware  of  the  arrival  of  the  Holy  Spirit  in 
their  lives  with  a  most  unusual  physical  manifesta¬ 
tion — “And  suddenly  a  sound  came  from  heaven 
like  the  rush  of  a  mighty  wind,  and  it  filled  all  the 
house  where  they  were  sitting.  And  there  appeared 
to  them  tongues  as  of  fire,  distributed  and  resting 
on  each  one  of  them.”  (2:2  and  3) 

The  use  of  the  figures  of  “wind”  and  “fire”  in 
these  verses  describe  symbolically  the  form  in  which 
the  Spirit  came.  Many  times  in  the  past  these  same 
ideas  have  been  used  in  reference  to  the  presence 
of  God.  A  storm  wind  is  often  used  as  the  token  of 
God’s  unseen  power,  as  in  Hosea  13:15.  It  is  also 
related  to  the  revelation  of  God’s  presence  in  Eze¬ 
kiel  1:4.  Fire  is  used  in  Exodus  3:2  and  I  Chroni¬ 
cles  21:26  as  the  symbol  of  God’s  presence.  You 
will  also  remember  that  it  was  John  the  Baptist 
who  predicted  of  Jesus,  “He  will  baptize  you  with 
the  Holy  Spirit  and  with  fire.”  (Matthew  3:11) 

*  *  * 

WHAT  HAPPENED  WHEN  THE  SPIRIT  WAS 
EXPERIENCED? 

We  are  told  that  a  number  of  things  happened 
to  these  people  after  they  experienced  the  Holy 
Spirit.  The  immediate  result  was  that  they  “began 
to  speak  in  other  tongues,”  and  the  longer  range  re¬ 
sult  is  found  in  the  Book  of  Acts  and  in  the  history 
of  the  church. 

There  seems  to  be  no  doubt  that  immediately 
following  the  appearing  of  the  wind  and  the  fire 
the  persons  involved  broke  out  in  a  strange  mixture 
of  voices.  There  has  been  much  discussion  as  to 
whether  the  speaking  in  other  tongues  that  Luke 
mentions  was  conversation  in  foreign  languages,  or 
whether  this  was  ecstatic  speech  of  the  kind  dis¬ 
cussed  by  Paul  in  I  Corinthians  14.  The  weight  of 
scholarship  seems  to  be  on  the  side  of  the  position 
that  it  was  the  latter,  known  today  as  “glossalalia.” 

Dr.  Charles  M.  Laymon  says,  “Regardless  of 
what  was  the  case,  it  is  important  to  remember 
that  all  of  those  present  could  understand  each  other 
spiritually  even  though  they  might  not  be  under¬ 
standing  each  other’s  utterances.  There  was  a  basis 
here  for  spiritual  communication.” 

We  remind  you  that  others  do  point  to  the  ref¬ 
erence  later  in  the  chapter  that  the  persons  from 
foreign  lands  were  quoted  as  saying  they  each  heard 
the  experience  described  in  his  own  native  tongue. 
We  do  not  want  to  debate  this  issue,  but  we  should 
be  reminded  that  there  is  no  other  reference  in 
the  New  Testament  to  the  miraculous  ability  of 
the  disciples  to  speak  languages  other  than  their 
own,  and  that  Paul’s  later  discussion  of  the  sub¬ 
ject  is  unquestionably  referring  to  an  ecstatic  man¬ 
ner  of  speech. 

Dr.  Laymon  is  speaking  directly  to  the  main 


point  when  he  says:  “There  is  a  universal  language 
that  belongs  to  Pentecost,  too.  It  is  the  language 
of  the  power  and  presence  of  God  which  all  may 
know,  whether  they  speak  French,  German,  Greek, 
Hebrew,  English  or  any  other  language.  It  will  bind 
Christians  together  around  the  whole  world  because 
it  provides  the  only  true  basis  for  communication 
between  souls.” 

*  *  * 

WHY  DID  THE  SPIRIT  COME  THEN? 

A  pertinent  question  as  we  endeavor  to  make 
Pentecost  more  relevant  to  our  own  lives  is  “just 
why  did  the  Spirit  come  when  it  did?”  In  this  an¬ 
swer  to  this  question  we  may  find  the  key  that  will 
make  it  possible  for  the  same  power  to  come  and 
touch  our  lives.  One  hint  is  in  the  words  “they 
were  all  with  one  accord  in  one  place.”  We  remem¬ 
ber  hearing  a  Methodist  bishop  speaking  to  this 
point  and  he  suggested  that  the  word  “accord” 
could  mean  that  they  were  “in  tune” — that  they 
were  not  just  in  one  place  together,  but  they  were 
in  harmony. 

We  can  be  sure,  in  the  light  of  a  number  of 
other  things  he  said,  that  Jesus  did  not  mean  that 
the  Spirit  which  he  promised  to  send  as  “the  com¬ 
forter”  would  automatically  descend  on  the  fiftieth 
day  of  the  harvest  season.  He  surely  meant  that  they 
would  have  to  wait  for  the  gift  until  they  were 
ready  for  it,  and  this  happened  to  be  the  time  when 
they  reached  “one  accord.”  We  cannot  discount  the 
word  “readiness”  in  this  connection,  and  we  can¬ 
not  seriously  believe  that  we  can  beckon  the  Holy 
Spirit  at  will  like  the  genie  of  a  magic  lamp  just 
by  going  through  certain  motions  and  engaging  in 
certain  acts.  De  we  really  want  the  Spirit  to  come 
and  dwell  in  us,  as  we  often  sing  and  pray?  Then 
we  had  better  give  serious  consideration  to  “the 
law  of  readiness”  and  consider  well  what  changes 
would  make  it  possible  for  a  later  witness  to  say 
of  us  “they  were  all  in  one  accord.” 

*  *  * 

THE  DAWN  OF  A  NEW  AGE 

We  trace  the  beginning  of  the  Atomic  Age  to 
that  ominous  day  in  August,  1945  when  the  world 
first  heard  of  atomic  power  after  the  bomb  was 
dropped  on  Hiroshima.  The  dawn  of  the  real  power 
of  the  Christian  Church  is  dated  from  that  day  when 
it  came  in  just  as  dramatic  a  fashion  to  blast  old 
ideas  and  motivations  away  and  send  the  disciples 
out  with  the  power  needed  to  witness  for  Jesus 
“until  the  ends  of  the  earth.” 

Dr.  Elmer  G.  Homrighausen  has  said  of  the 
impowering  nature  of  the  Holy  Spirit:  “Divine  power 
is  much  like  electricity.  It  manifests  itself  in  many 
ways,  as  light,  heat,  and  energy.  But  electricity 
must  have  channels  that  conduct  the  current,  other¬ 
wise  it  is  stopped.  “It  must  have  ‘belief-ful  wires’ 
upon  which  to  transfer  itself.  So  it  is  with  God’s 
truth  and  purpose.  Whenever  people  conduct  in  a 
sense  of  humble  believing  the  truth  of  God  they 
may  notice  through  such  acknowledgment  a  re¬ 
newal  of  life  in  true  purposefulness.” 

The  famous  preacher,  Dr.  Henry  Ward  Beecher, 
once  said,  “I  should  as  soon  attempt  to  raise  flowers 
if  there  were  no  atmosphere,  or  produce  fruits  if 
there  were  neither  light  nor  heat,  as  to  regenerate 
men  if  I  did  not  believe  there  was  a  Holy  Spirit.” 

*  *  * 

THEY  HAD  ALL  THINGS  IN  COMMON 

As  we  have  indicated,  the  main  thing  that 
resulted  from  Pentecost  was  the  tremendous  wit¬ 
ness  that  Christians  made  through  all  the  later  cen¬ 
turies — the  “mighty  works  of  God”  through  the  hu¬ 
man  beings  he  empowered  on  that  occasion  and  the 
millions  of  other  occasions  when  the  Holy  Spirit 
has  just  as  really  come  down.  .  . 

One  of  the  reactions  of  these  early  spirit-filled 

witnesses  was  to  “have  all  things  in  common.”  This 
was  a  bold  experiment  which  apparently  did  not 
work,  but  it  revealed  the  conviction  thta  when  the 
Spirit  comes  in  to  dwell  it  affects  every  area  of  our 
living.  A  great  deal  is  being  written  today  sug¬ 
gesting  that  we  should  break  down  the  tradition 
divisions  we  have  held  between  the  “sacred”  and 
the  “secular.”  What  these  authors  are  trying  to  tell 
us  is  that  when  God  touches  our  lives  he  changes 
the  part  of  us  that  works  in  the  market  place  as 
well  as  the  part  which  worships  formally  in  the 
sanctuary. 
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The  immediate  disestablishment  and  disendowment 
of  the  Church  of  England  were  advocated  by  the 
National  Secular  Society  in  testimony  submitted  to 
the  Commission  on  Church  and  State.  The  com¬ 
mission  is  meeting  by  appointment  of  the  Arch¬ 
bishops  of  Canterbury  and  York.  It  is  taking  evi¬ 
dence  in  line  with  its  directive  to  “make  recom¬ 
mendations  as  to  the  modifications  in  the  constitu¬ 
tional  relationship  between  Church  and  state  which 
are  desirable  and  practicable.” 

Looks  like  church  editors  might  need  to  get 
out  their  dictionaries  and  brush  up  on  the 
spelling  of  that  great  English  word  “antktb- 
cstablishmentarianism.” 

A  145-count  indictment  has  been  returned  by  a 
New  York  grand  jury  against  a  Bronx  clergyman 
who  was  charged  with  stealing  and  attempting  to 
steal  anti-poverty  funds.  The  Rev.  Willie  M.  John¬ 
son,  Jr.,  37,  identified  as  pastor  of  three  churches, 
was  paroled  pending  a  hearing  on  charges  that  he 
stole  $7,760  and  tried  to  steal  $15,199  in  funds 
designed  to  fight  poverty.  In  addition  to  drawing 
$200  per  week,  Johnson  was  serving  as  a  civu 
defense  inspector  at  $7,100  a  year. 

Looks  like  this  was  one  man  who  took  serious¬ 
ly  the  OEO  guidelines  that  persons  should  he 
involved  in  the  program  from  the  poverty 
group. 

Dr.  Martin  Niemoeller,  noted  German  church  leader 
and  one  of  the  six  presidents  of  the  World  Council 
of  Churches,  has  affirmed  that  North  Vietnam  will 
never  sit  down  at  the  negotiation  table  with  Ameri¬ 
cans.  Reporting  on  an  interview  with  Ho  Chi  Minh 
in  January,  Dr.  Nieoeller  says  that  he  felt  there 
will  be  peace  when  either  America  wants  peace  or 
when  the  last  Vietnamese  is  killed. 

It  is  difficult  to  believe  that  Dr.  Niemoeller 
took  exactly  the  position  described  in  this  newt 
dispatch.  We  have  not  previously  heard  this 
“until  the  last  Vietnamese  is  killed”  position 
advanced  by  any  of  die  informal  messengers 
who  have  been  calling  on  Ho  Chi  Minh. 

It  was  announced  in  Chicago  that  another  booking 
has  been  received  by  a  musical  production  in  which 
the  featured  players  are  175  Roman  Catholic  nuns 
“Run  Forward,  Singing,”  a  musical  with  a  religion* 
theme  produced  by  the  Sisters  of  Mercy  played  in 
the  Masonic  lodge  hall  in  Davenport,  Iowa  on  SL 
Patrick’s  Day. 

Now  there  is  ecumenism!  Or  should  we  say 
that  this  is  “the  go-go  church”  in  action? 


A  new  and  revised  edition  of  the  Scofield  Reference 
Bible  has  been  published  by  the  Oxford  Univer¬ 
sity  Press.  The  basic  Biblical  text  of  the  popular 
study  Bible  remains  the  King  James  Version,  but 
obsolete  words  and  phrases  have  been  updated. 
Much  revision  has  taken  place  in  reference  and 
study  notes. 

When  you  start  updating  the  obsolete  words 
and  phrases  of  the  King  James  Version  you  are 
almost  in  the  position  of  the  man  who  told 
his  son  that  an  ax  had  been  in  the  family  for 
generations — but  that  it  had  had  three  new 
heads  and  five  new  handles. 


WORLD  OF  REMGKM^r 

A rby  the  Editor 

"Behold,  I  Make  All  Things  New”  is  the  title  of  a 
slim  volume  that  the  World  Council  of  Churches 
hopes  will  become  a  global  best  seller  within  the 
next  15  months.  The  40-page  study  booklet  was 
prepared  to  help  church  members  throughout  the 
world  achieve  a  deeper  understanding  of  the  issues 
that  will  come  before  the  WCCs  Fourth  Assembly 
jn  Uppsala,  Sweden  in  July,  1968. 

The  Rt.  Rev.  Crispus  Kiongo,  newly-elected 
moderator  of  the  Presbyterian  Church  of  Af¬ 
rica,  has  called  for  a  nationwide  campaign 
against  increasing  drinking,  gambling  and  gen¬ 
eral  immorality  in  Kenya.  Speaking  at  the 
church’s  fifth  general  assembly,  he  said  rt»a> 
the  Presbyterian  Church  was  grieved  at  reports 
that  legalized  gambling  casinos  will  be  estab¬ 
lished  in  several  cities. 


SPRINGFIELD,  Mo.  —  Assemblies  of  God  youth 
hold  a  parade  of  188  vehicles  in  Springfield,  Mo., 
to  dramatize  the  number  of  missionary  automo¬ 
biles  purchased  last  year  with  funds  raised  by 
the  young  people.  Vehicles  used  in  the  demon¬ 
stration  were  loaned  by  local  dealers  since  those 
bought  with  "Speed-the-Li ght”  funds  are  now 
serving  missionaries  around  the  world.  The 
non-kook,  non-rebel”  demonstration  was  also 
intended  to  show  what  youths  can  do  when  “mo¬ 
tivated  by  their  Christian  experience.”  (RNS 
Photo) 


A  series  of  four  weekly  colorcasts  on  NBC-TV  will 
explore  the  subject  of  “ecumenical  ferment”  and 
ehurch  mergers.  In  the  series,  “The  Church:  Yester¬ 
day,  Today  and  Tomorrow,”  subjects  will  cover 
the  Reformation  and  the  birth  of  Protestantism  to 
the  ecumenical  movement  and  denominational  mer¬ 
gers.  Part  of  the  “Frontiers  of  Faith”  series,  the 
programs  will  appear  on  April  2,  19,  16  and  23. 

Food  service  in  Roman  Catholic  institutions 
will  be  discussed  at  a  special  seminar  to  be' 
held  in  Chicago  during  the  1967  National  Res¬ 
taurant  Convention.  “The  Challenge  of  Tomor¬ 
row’s  Food  Service  Today”  will  be  presented 
by  the  Food  Research  Center  for  Catholic  In¬ 
stitutions,  North  Easton,  Mass. 


The  wealth  of  the  Roman  Catholic  Church  which 
has  been  a  favorite  target  of  anti-clerical  politician* 
in  Italy  for  years  is  again  in  the  news.  Current  dis¬ 
cussion  centers  around  a  1963  law  which  establishes 
a  withholding  tax  on  stocks  owned  by  foreigners. 
A  ruling  at  that  time  exempted  shares  owned  by 
the  Vatican  (which  is  of  course  a  foreign  govern¬ 
ment).  This  ruling  has  been  frequently  attacked 
and  is  again  being  called  “nothing  but  a  gift  of  the 
Christian  Democrat  party  to  the  Pope.” 

Roman  Catholic  bishop  to  preach  in  its  new 
church  has  led  to  a  demonstration  protest 
march  by  anti-Catholics  in  the  little  Sussex 
county  town  of  Storrington,  south  of  London. 
Focal  point  of  the  protest  was  Bishop  David 
J.  (  ashman  of  the  newly-created  Catholic  dio¬ 
cese  of  Arundel  and  Brighton,  who  was  invited 
to  preach  in  Storrington’s  newly-built  Meth¬ 
odist  Church,  in  a  reciprocal  gesture  of  unity, 
because  local  Methodists  took  part  in  a  ser¬ 
vice  in  the  Catholic  Church  last  year. 


A  Chicago  Lutheran  pastor  recently  said  in  Min¬ 
neapolis  that  church  publicists  should  help  church 
people  to  “bust  up”  some  of  the  images  they  have 
concerning  religion.  Dr.  A.  R.  Kretzmann,  a  clergy¬ 
man  of  the  Lutheran  Church-Missouri  Synod,  said 
some  Lutherans  “get  so  wrapped  up  in  the  Bible 
they  fail  to  emphasize  the  importance  of  the  living 
God.”  b 

Editors  of  The  Presbyterian  Outlook,  publica¬ 
tion  of  The  Presbyterian  Church,  U.  S.,  re¬ 
cently  took  issue  with  an  “open  Letter  to  the 
Church”  which  had  been  carried  as  an  adver¬ 
tisement  in  the  paper.  The  letter,  signed  by  22 
ministers  and  eight  laymen,  had  asserted  that 
the  Church  is  divided  into  two  groups  of 
^widely  divergent  views”  between  those  stress¬ 
ing  the  need  for  Christian  social  action  and 
those  who  hold  personal  religion  as  the  prime 
responsibility  of  the  church.  The  editorial 
claimed  that  the  ad  would  lead  to  further  di¬ 
visions  in  the  Church. 


For  the  first  time  in  its  history  a  unit  of  the  South¬ 
ern  Baptist  Convention  has  released  a  college  from 
Convention  control  to  permit  the  school  to  accept 
needed  federal  aid.  Kentucky  Southern  College  in 
Louisville  was  formally  released  from  convention 
ownership  by  the  executive  board  of  the  Kentucky 
Baptist  Convention.  The  meeting  was  highlighted 
by  heated  debate,  substitute  motions  and  parliamen¬ 
tary  tangles.  r 

One  of  the  nation’s  highest  military  honors 
served  as  a  birthday  present  for  a  Lutheran 
army  chaplain  wounded  in  Vietnam.  Chaplain 
Conrad  M.  Walker,  35,  an  American 
Lutheran  Church  clergyman,  who  served  with 
™e  173rd  Airborne  Brigade  in  the  recent  “Op¬ 
eration  Junction  City,”  received  the  Silver  Star 
for  gallantry  in  action  on  his  recent  35th 
birthday. 


For  the  first  time  the  Texas  Council  of  Churches 
sponsored  a  Service  of  Holy  Communion  and  Ecu¬ 
menical  Witness  in  connection  with  an  annual  as¬ 
sembly.  Held  in  St.  David’s  Episcopal  Church  in 
Austin,  the  service  was  attended  by  delegates  to  the 
14h  annual  meeting,  and  by  non-member  repre¬ 
sentatives,  including  Roman  Catholics  and  South¬ 
ern  Baptists  who  did  not  receive  communion. 

The  Minneapolis  Board  of  Education  has  voted 
to  eliminate  baccalaureate  or  other  religious 
services  in  the  city’s  public  schools.  The  de¬ 
cision  was  based  on  the  belief  that  “religious 
exercises  are  best  carried  on  in  places  of  wor¬ 
ship,”  but  religious  groups  represented  by  stu¬ 
dents  in  the  graduating  class  are  encouraged  to 
conduct  baccalaureate  services  in  their  own 
churches  or  synagogues.” 
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Children's  Day  May  7 

The  purpose  of  Children’s  Day  is  to 
bring  to  the  attention  of  the  congrega¬ 
tion  the  responsibility  they  have  for 
children: 

THE  FIRST  SUNDAY  OF  NA¬ 
TIONAL  FAMILY  WEEK,  (MAY 
7)  OR  SOME  OTHER  DAY  SE¬ 
LECTED  BY  THE  ANNUAL  CON¬ 
FERENCE,  MAY  BE  DESIG¬ 
NATED  AS  CHILDREN’S  DAY, 
FOR  THE  PURPOSE  OF  EMPHA¬ 
SIZING  THE  RESPONSIBILITY  OF 
THE  CHURCH  FOR  OUR  CHIL¬ 
DREN,  THE  SAME  TO  BE  OB¬ 
SERVED  WITHOUT  A  CHURCH¬ 
WIDE  OFFERING  ....  DISCIP¬ 
LINE  OF  THE  METHODIST 
CHURCH,  1964  par.  250.6. 

The  observance  of  Children’s  Day 
should  be  planned  to  meet  the  needs 
of  the  individual  church.  It  should 
highlight  the  plans  of  that  church  for 
its  children,  the  work  that  is  being 
done  with  children,  and  additional 
work  that  should  be  done.  The  pro¬ 
gram  for  Children’s  Day  should  be  a 
summary  of  work  already  completed 
rather  than  a  new  program  for  which 
the  children  must  be  trained.  It  is  rec¬ 
ommended  that  materials  be  chosen 
from  the  ongoing  curriculum  resources 
of  the  church.  Three  approaches  to  an 
observance  of  Children’s  Day  are  sug¬ 
gested: 


1.  AN  EMPHASIS  IN  THE  CON¬ 
GREGATIONAL  WORSHIP  SERV¬ 
ICE  WITH  A  SERMON  POINTING 
TO  THE  RESPONSIBILITY  OF 
THE  CHURCH  FOR  ITS  CHIL¬ 
DREN. 

The  pastor  may  wish  to  check  with 
the  committee  the  use  of  specific 
hymns  and  scripture  which  have  been 
used  by  the  children.  If  children  are 
to  participate  in  the  service,  the  teach¬ 
ers  of  the  particular  groups  should 
participate  in  the  planning.  Children’s 
choirs  may  be  present  to  lead  the  con¬ 
gregation  in  singing  hymns  which  have 
been  used  by  children  during  the  year. 
One  or  more  of  the  hymns  might  be 
sung  by  the  children’s  choir  as  a  spe¬ 
cial  number. 


2.  A  FESTIVAL  OF  MUSIC 
BASED  ON  THE  SONGS  AND 
HYMNS  APPEARING  IN  THE 
CURRICULUM  FOR  CHILDREN. 

A  music  festival  may  be  appropriate 
in  churches  which  provide  choirs  or 
music  interest  groups  for  the  children. 
Music  and  hymns  found  in  CHRIS¬ 
TIAN  STUDIES  FOR  METHODIST 
CHILDREN  may  be  used.  If  the  boys 
and  girls  have  had  opportunity  in  choir 
and  music  groups  to  learn  many  of  the 
songs  and  hymns  found  in  their  cur¬ 
riculum,  and  if  they  have  used  the 
same  music  in  their  Sunday  School 
sessions,  it  will  not  be  necessary  to 
have  special  practice  sessions.  They 
should  be  ready  with  a  minimum  of 
additional  work,  to  share  their  music 
with  their  parents  and  friends.  If  the 
festival  of  music  is  to  be  used,  the  di¬ 
rector  of  music  for  children  should  be 
a  member  of  the  planning  committee, 
A  festival  of  music  might  be  held  in 
the  late  afternoon  or  early  evening  of 
Children’s  Day.  It  might  be  the  pro¬ 
gram  for  the  Sunday  Evening  Fellow¬ 
ship  that  day. 


SHREVEPORT  DISTRICT 
CHILDREN’S  WORKERS 
TO  MEET 

Children’s  workers  in  the  Shreve¬ 
port  Division  will  participate  in  the 
Spring  Training  Program,  Wedesday 
April  5  at  Noel  Memorial  Methodist 
Church  in  Shreveport. 

This  year,  emphasis  is  on  art,  with 
Mrs.  Alton  Sartor  conducting  a  session 
on  interpretation  and  use  of  art  in 
Christian  education  for  children. 

Vacation  church  school  workers  will 
receive  courses  in  the  suggested  cur¬ 
riculum,  using  related  films  and  film 
strips. 

Two  sessions  for  children’s  workers 
will  be  held.  The  first  is  9:30  a.m.  until 
12:00  noon.  The  second  in  the  evening 
7:00  p.m.  to  9:30  p.m.  Staff  includes: 
Mrs.  Fred  Davis,  Mrs.  Loyce  Hurley, 
Mrs.  Jerry  Evans,  Mrs.  Sidney  Young, 
Mrs.  James  A.  Marsalis.  Mrs.  J.  A. 
Montgomery,  district  director  of  Chil¬ 
dren’s  Work,  is  in  charge. 


3.  A  PROGRAM  OF  SONGS, 
STORIES,  PRAYERS,  AND  POEMS 
WHICH  THE  CHILDREN  MAY 
SHARE  WITH  PARENTS  AND 
FRIENDS. 

The  program  of  songs,  stories,  pray¬ 
ers,  and  poems  should  center  around 
materials  in  the  curriculum  which  are 
designed  to  help  children  respond  to 
God.  This  might  be  part  of  the  con¬ 
gregational  worship  service,  the  Sun¬ 
day  Evening  Fellowship,  or  another 
social  time.  The  lead  teachers  of  each 
age  group  should  be  consulted  well  in 
advance  so  that  they  can  make  selec¬ 
tions  experiences  of  the  year. 

Regardless  of  the  type  of  observ¬ 
ance  chosen,  it  would  be  appropriate 
for  the  class  space  used  by  the  children 
to  be  set  up  for  an  open  house.  Par¬ 
ents  and  other  adults  may  be  invited 
to  visit  the  space  used  by  the  children 
at  the  time  when  the  public  observe 
ance  is  to  be  held  following  the  con¬ 
gregational  worship  service,  before  and 
after  the  festival  of  music,  or  before 
and  after  the  Sunday  Evening  Fellow¬ 
ship. 

Resources  the  boys  and  girls  have 
used  and  work  they  have  done  may  be 
on  display.  Recommended  books  for 
children  and  for  parents  and  teachers 
may  be  exhibited  either  in  the  space 
used  by  the  children,  in  the  foyer  of 
the  church,  or  in  the  church  library. 

Teachers  may  be  asked  to  be  pres¬ 
ent  as  hosts  and  hostesses  in  their  own 
rooms  or  space  at  the  time  when  guests 
are  visiting.  The  time  for  visiting  offers 
the  teacher  an  opportunity  to  interpret 
to  parents  and  other  adults  some  of 
the  plans  of  the  church  for  the  chil¬ 
dren. 

Light  refreshments  may  be  served  in 
the  church  parlor  or  fellowship  hall  at 
the  time  set  for  visiting. 

Make  your  Children’s  Day  Observ¬ 
ance  a  meaningful  time  for  parents, 
children  and  church  school  workers. 

Dr.  Webb  Pomeroy,  chairman  of 
the  Department  of  Religion,  Cen¬ 
tenary  College,  conducted  the 
first  two  sessions  of  the  Lay 
School  with  discussions  on  ‘  Lib¬ 
eralism”  and  “Fundamentalism. 

Left  to  right:  Mrs.  L.  T.  Luns¬ 
ford,  E.  A.  Holley,  Dr.  Pomeroy, 
an  d  Mrs.  Holley. 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

This  afternoon  the  Inner  City  Com¬ 
mittee  of  the  New  Orleans  Federation 
of  churches  held  its  monthly  meeting. 
This  is  an  ecumenical  group  composed 
of  representatives  of  the  Methodist, 
Episcopal,  Disciples  of  Christ,  Presby¬ 
terian,  and  Lutheran  churches.  Its 
purpose  is  to  explore  possibilities  of 
interdenominational  work  within  the 
Inner  City. 

Dr.  Dan  Thompson,  professor  of 
Sociology  at  Dillard  University,  spoke 
to  our  group.  He  outlined  some  prob¬ 
lems  which  poor  people  have  and  stat¬ 
ed  he  felt  church  people  should  feel 
a  greater  responsibility  toward  the  so¬ 
lution  of  these  problems.  His  opinion 
was  that  there  is  a  unique  contribution 
which  the  churches  need  to  make,  this 
being  the  spiritual  uplifting  of  man. 

Dr.  Thompson  was  firm  in  his  belief 
‘that  church  people  are  willing  to  be¬ 
come  involved  in  alleviating  the  needs 
of  others.  He  attributed  the  fact  of  low 
involvement  at  present  to  the  poor 
leadership  on  the  part  of  ministers. 
He  stated  ministers  should  have  great¬ 
er  faith  than  they  do  in  their  laymen. 

The  statement  that  church  members 
should  become  more  involved  in  the 
problems  of  the  poor  is  consistent  with 
the  teachings  of  Jesus.  He  himself  felt 
a  kinship  with  the  poor.  He  met  them 
on  their  own  grounds  and  visited  them 
in  their  homes.  He  sent  his  disciples 
to  visit  them.  Jesus  reached  out  to 
identify  himself  and  his  followers  with 
the  problems  of  others. 

The  difficulty  of  knowing  how  to  go 
about  helping  others  is  very  real.  Often 


help  is  offered  in  a  condescending  way, 
almost  as  one  throws  a  bone  to  a  dog. 
Sometimes  help  is  offered  critically,  as 
'if  the  one  in  need  is  a  fool  for  being 
in  this  situation.  Still  on  other 
occasions  help  is  offered  as  a  kind  of 
guilt  appeasement  on  the  part  of  the 
giver,  often  offered  self-righteously  and 
without  concern  or  compassion  for  the 
recipient. 

It  seems  to  me  it  is  hard  to  develop 
a  proper  attitude  toward  those  in  need 
without  being  personally  involved  in 
their  problems.  This  is  because  we 
are  apt  to  mis-judge  those  in  trouble 
unless  we  come  to  know  them  person¬ 
ally. 

Many  people  who  are  in  poverty  are 
there  simply  because  they  were  bom 
in  poor  families  and  have  not  found 
their  way  out.  Many  people  in  jail 
made  mistakes  no  less  grievous  (but 
of  a  different  nature)  than  those  of  us 
who  are  free.  Many  prostitutes  are  in 
that  position  because  they  found  affec¬ 
tion  for  the  first  time  in  their  lives  from 
a  man  who  later  hooked  them  on  nar¬ 
cotics  and  sold  them  into  white  slav¬ 
ery.  Many  homosexuals  have  emo¬ 
tional  instability  (which  they  have  not 
yet  treated  by  therapy)  dating' back  to 
an  abnormal  home. 

Most  people  who  cannot  get  along 
in  the  world  are  that  way  because 
they  have  never  had  a  real  chance  to 
leam  the  techniques  and  niceties  of 
"normal  living”.  They  have  known 
little  else  than  what  they  are. 

God  has,  I  think,  made  it  possible 
for  us  “normal  people”  to  help  the 
others.  He  has  called  us  into  the  fel¬ 
lowship  of  the  church  for  precisely 
this  purpose.  This  is  our  mission.  To 
become  complete  as  human  beings 
makes  no  sense  unless  we  are  willing 
to  use  our  completeness  in  helping 
others. 


WHY,  A  VACATION  CHURCH 
SCHOOL??? 

Who  can  think  of  a  better  teaching 
opportunity  than  two  or  three  hours  of 
teaching  and  learning  times,  several 
days  in  a  row? 

This  kind  of  experience  can  accom¬ 
plish  as  much  as  two  to  three  months 
of  Sunday  School  Class  periods.  The 
large  amount  of  uninterrupted  time, 
on  consecutive  days,  makes  the  sum¬ 
mer  vacation  church  school  about  the 
best  teaching  opportunity  the  church 
has  with  boys  and  girls. 

So,  rejoice  that  we  have  such  a  won¬ 
derful  experience  to  look  forward  to, 
and  make  your  plans  so  that  this  sum¬ 
mer’s  vacation  school  will  be  the  best 
you  have  ever  had!! 


The  Rev.  Robert  Ed  Taylor, 
(above  right),  chaplain  and  direc¬ 
tor  of  Church  Relations,  Cen¬ 
tenary  College,  led  the  conclud¬ 
ing  Sunday  evening  Lay  School  of 
Theology  session  at  Mangum 
Memori  al  Methodi  st  Church,  Shreve¬ 
port.  Here  he  discusses  a  point 
of  interest  with  L.  E.  Kneipp, 
concerning  the  session  on  "Exis- 
tenti  al  i  sm.  ” 
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Letter  from 
Williamses 

Caranavi,  Bolivia 

Dear  Friends. 

Today  we  start  painting!  We’ve  been 
putting  up  shelves,  repairing,  etc.,  to 
get  ready  and  have  two  rooms  ready 
to  paint.  It  will  be  good  to  have  these 
nice  clean  rooms  to  move  into. 

Your  letter  that  Trinity  is  setting 
aside  money  in  the  budget  to  send  fu¬ 
ture  workers  to  Bolivia  is  welcome 
news.  I  sincerely  believe  it  helps  the 
work  of  the  Church  and  all  people  in¬ 
volved.  We  are  all  eagerly  looking  for¬ 
ward  to  the  return  of  Sarah  and  Re¬ 
becca  next  summer  and  have  work  all 
lined  up  for  them  to  do.  Christy  re¬ 
cently  named  her  kitten  “Sarah”  (after 
the  real  Sarah)  and  this  is  liable  to 
lead  to  some  confusion  this  summer 
because  Sarah  (the  cat)  doesn’t  seem 
to  know  she  is  Sarah  and  this  often 
finds  Christy  going  through  the  house 
repeatedly  yelling  “Sarah!  Sarah!”  Tell 
Sarah  (the  girl)  she  had  better  bring 
some  tranquilizers. 

We  can’t  adequately  express  how  we 
felt  when  you  wrote  that  the  Church 
was  increasing  by  $1,000  the  amount 
it  was  sending  for  our  work  down 
here.  It  was  a  warm  feeling  of  thank¬ 
fulness  and  a  keener  realization  that 
you  at  home  were  so  willing  to  be  a 
part  of  our  work.  And  we  are  grateful 
that  you  offered  us  various  ways  of 
making  the  money  available.  We  can 
certainly  use  part  of  it  on  the  house — 
it  needs  much  work,  and  the  furniture 
is  very  scarce.  Another  project  we  have 
have  undertaken  is  the  partial  sup¬ 
port  of  a  teacher  in  the  local  Methodist 
school.  The  school  is  supported  by  the 
local  church  to  fill  a  temporary  need. 

I  would  like  to  add  that  the  parents 
are  paying  a  stiff  tuition  to  help  main¬ 
tain  the  school.  The  money  will  also 
b'e  used  to  mail  letters  back  home  — 
Jplia  just  bought  $30.00  worth  of 
stamps  to  answer  the  Christmas  letters. 


And  from  time  to  time  we  have  extra 
guests  and  the  food  budget  gets  out  of 
control  —  We  have  fed  more  than  65 
extra  meals  to  guests  during  the  short 
time  we  have  been  in  Caranavi.  We 
have  about  made  up  our  minds  to  buy 
a  tape  recorder,  so  some  of  the  money 
may  go  for  this. 

There  is  no  doubt  that  living  in  Car¬ 
anavi  (the  lowlands)  is  going  to  be 
much  more  relaxing  than  living  in  An- 
coraimes.  Julia,  especially,  has  noticed 
how  much  better  she  feels  —  and  the 
kids  certainly  enjoy  it.  Each  afternoon 
they  are  down  at  the  river  enjoying  a 
good  swim.  The  work,  too,  is  going  to 
be  something  quite  new.  Carl  is  work¬ 
ing  with  six  short-term  missionaries 
who  are  co-workers  with  Bolivians  out 
in  the  colonies  of  the  area.  They  are 
living  on  the  level  of  the  people  (which 
is  pretty  low),  feeling  the  needs  of  the 
community  and  trying  to  work  with 
them  in  solving  their  problems  within 
the  framework  of  Christian  principles. 
I  don’t  know  whether,  after  their  two 
years  of  service,  they  will  have  made 
much  headway  with  the  colonists  or 
not  —  but  one  thing  I’m  sure:  the 
young  people  involved  in  the  program 
are  going  to  be  changed  individuals! 

Julia  is  choir  director,  superintend¬ 
ent  of  the  Sunday  School,  and  Director 
of  Christian  Education  for  the  District. 
She  also  teaches  English  here  in  the 
Caranavi  school,  so  she  manages  to 
keep  busy.  Christy  and  Louis  go  to 
school  at  our  Methodist  School  each 
morning  and  really  enjoy  it.  They  have 
many  friends  here. 

A  man  here  is  setting  up  a  radio 
system  in  Caranavi  and  will  be  able 
to  talk  to  the  U.S.,  so  perhaps  we  can 
arrange  to  talk  to  our  families  in  Rus- 
ton  when  he  gets  it  finished! 

Love  to  all, 

Carl  and  Julia  Williams 

(Carl  and  Julia  Williams  are  mission¬ 
aries  to  Bolivia,  whose  work  is  sup¬ 
ported  by  Trinity  Methodist  Church  in 
Ruston) 


SUPPORT  YOUR 
LOUISIANA  MORAL 
AND  CIVIC  FOUNDATION,  INC. 

And  contribute  to 

The  moral  education  of  thousands  of  young  people  in  our  state. 

While  church  budgets  are  in  the  making,  now  is  the  time  to 
remember  the  Foundation  for  as  little  as  25tf  per  resident  church 
member.  Send  through  your  Conference  Treasurer,  designated  for  LMCF. 

For  further  information,  write  to: 

Mark  A.  Lower  Charles  Flurry 

EXECUTIVE  DIRECTOR  ASSOCIATE  DIRECTOR 

P.  0.  Box  2951  Baton  Rouge,  Louisiana  70821 


The  Rev.  and  Mrs.  Frank 
C.  Collins,  retired  from 
Methodist  ministry,  but 
active  at  Mangum  Metho- 
di  st  Church,  Shreveport, 
are  shown  with  copies  of 
the  new  pew  Bibles  re¬ 
cently  placed  alongside 
the  matching  new  Metho¬ 
dist  Hymnals.  This  pro¬ 
ject,  sponsored  by  the 
Commission  on  Worship, 
will  enable  the  congre¬ 
gation  to  follow  the  scrip¬ 
ture  lessons  as  they  are 
read  by  the  minister. 
Members  are  engaging  in 
more  private  Bible  study 
since  the  pew  Bibles 
were  provided. 


CALENDAR 

CHURCH  WOMEN  UNITED 
OF  LOUISIANA 
March  30-31 
Salvation  Army  Citadel, 

New  Orleans 

DISTRICT  WS CS  MEETINGS 
ALEXANDRIA,  Jonesville,  Mar.  30 
BATON  ROUGE,  Amite,  Mar.  30 
LAFAYETTE,  Asbury,  Apr.  12 
LAKE  CHARLES,  Univ  Church, 

Apr.  4 

MONROE,  Bastrop 
NEW  ORLEANS,  Carrollton,  Mar.  29 
RUSTON,  Lakeview,  Minden,  Mar.  29 
SHREVEPORT,  Lakeview,  Mar.  30 
t 


Our  days  are  identical  suitcases, 
all  the  same  size,  but  some  people  can 
pack  more  into  them  than  others. 


Tim  Lawson,  active  member  of  St. 
Matthews  Methodist  Church,  Met¬ 
airie,  was  recently  elected  "Mr. 
Sophomore”  by  the  student  body 
of  East  Jefferson  High  School. 
Tim,  son  of  the  Frank  Lawson’s 
is  a  leader  in  his  MYF  andSub- 
district  recreation  chairman. 
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by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The 


•  On  a  Wide  Circuit 

Tyranny  of  the 
previous  question 

by  W.  W.  Reid 

There  was  a  time  when  in  a  debat¬ 
ing  society  or  even  “deliberative”  as¬ 
sembly  one  employed  the  parliamen¬ 
tary  motion  “to  lay  on  the  table”  as  a 
device  to  shut  off  debate  and  kill  a  pro¬ 
posal  to  which  one  was  opposed.  If  the 
opponent  of  the  proposition  sensed 
that  the  reaction  of  “the  house”  upon 
hearing  of  the  matter  was  one  of  oppo¬ 
sition  (before  it  was  explained)  or  was 
one  of  failure  to  understand,  then  “I 
move  that  the  motion  be  laid  upon  the 
table”  could  often  be  quickly  voted. 

But  —  with  what  seemed  (to  me  at 
least)  as  amazing  suddenness  —  in  the 
rather  serious  days  before  and  after 
World  War  I,  men  realized  that  the 
motion  to  lay  on  the  table  was  (1) 
discourteous  to  the  person  whose  pro¬ 
posal  was  thus  being  shunted  aside, 
and  (2)  it  was  robbing  the  assembly 
of  their  right  to  hear  all  sides  of  the 
question  and  to  make  some  decisions 
for  themselves  “without  manipulation.” 

However,  the  manipulators  of  men’s 
votes  (if  not  of  their  minds)  did  not 
die  off.  There  came  into  use  more  and 
more  the  motion  for  the  previous  ques¬ 
tion.  It  was  a  little  less  speedy  than 
laying  on  the  table:  but  if  one  felt  that 
his  side  of  the  question  had  been  pretty 
well  presented,  and  that  further  debate 
might  give  advantage  to  the  other  side, 
then  it  became  strategic  to  “call  for  the 
previous  question.”  It  is  undebatable, 
cannot  be  amended,  and  must  be  put 
immediately.  Its  one  drawback  is  that 
it  requires  a  two-thirds  vote  of  the 
house.  If  this  is  secured  —  as  it  often 
can  be  because  of  the  speed  of  the 
procedure,  and  especially  when  the 
voters  are  tired — discussion  ends.  (It 
is  interesting  to  note  that,  because  of 
its  possible  misuse,  this  motion  is  not 
allowed  in  the  U.S.  Senate;  on  the 
other  hand,  it  can  be  voted  in  the  low¬ 
er  House  by  a  simple  majority.) 

I  personally  know  of  no  other  as¬ 
sembly  where  the  “call  for  the  previous 
question”  is  more  used  —  and,  I  fear, 
abused — than  in  the  General  Confer¬ 
ence  of  the  Methodist  Church.  It  may 
be  “common  usage”  in  some  other 
church  bodies,  but  I  have  not  heard 
of  it.  And  it  is  especially  unfortunate 
in  a  church  conclave— where  the  group 
is  seeking  truth,  wisdom,  and  guid¬ 
ance,  and  in  days  when  the  very  fate 
of  persons  and  of  nations  depends  on 
the  rectitude  of  men’s  decisions  and 
actions  —  unfortunate  to  have  reason¬ 
able  exchange  of  opinions  and  deci¬ 
sions  terminated  by  an  excited  shout 
of  “I  move  the  previous  question!” 
from  someone  whose  only  concern 
sometimes  seems  to  be  to  gain  acclaim 
by  stopping  further  consideration  of 
some  vital  issue. 

A  perusal  of  the  Daily  Christian 
Advocate  of  the  last  three  (or  more) 
General  Conferences  will  show  that  al¬ 
most  every  important  matter  has  come 
to  vote  by  a  call  “for  the  previous 
question.”  Of  course,  the  “caller”  will 
say  he  did  so  in  the  interest  of  con¬ 
serving  time,  or  because  the  matter 
had  been  discussed  enough  —  for  him, 
or  because  some  “order  of  the  day” 
(or  dinner)  was  overdue.  But  whatever 
the  reason,  the  majority  has  been 
robbed  of  adequate  pro  and  con  to 


The  gap  between  talking  about  the 
Gospel,  and  seeing  it  in  action  can  be 
described  in  a  number  of  ways.  One 
of  the  most  difficult  gaps  to  bridge  is 
that  which  lies  between  the  vitality  of 
the  Gospel  and  the  institutional  ex¬ 
pression  of  it. 

Maybe  it  was  this  which  was  at  the 
heart  of  some  criticisms  of  the  World 
Methodist  Council  when  it  met  in 
London  last  year.  There  were  some 
voices  which  were  loud  in  their  com¬ 
ments  on  the  apparent  ponderousness 
of  the  proceedings  in  Council.  Some 
cynics  were  not  so  slow  to  say  that 
what  was  happening  in  Church  House, 
Westminster,  was  a  non-event.  What 
would  come  of  it  all?  they  asked.  And, 
like  many  cynics  before  them,  they 
provided  their  own  answer.  And  their 
answer  was:  “Nothing”. 

But  when  revolutionary  ideas  have 


form  an  intelligent  opinion,  and  .the 
real  decision  and  action  become  the 
work  of  some  small  committee. 

There  is  little  doubt  but  that  the 
General  Conference  has  not  in  recent 
sessions  had  adequate  time  for  deliber¬ 
ation  on  all  the  very  important  matters 
of  church,  and  society,  and  faith  that 
come  before  it.  Of  course,  it  costs 
money  —  “good  money”  —  to  hold 
the  Conference  over  a  week  or  ten 
days  more  than  is  now  done  —  but  it 
may  be  worth  the  money  if  we  can 
have  wider  and  more  deliberate  dis¬ 
cussion  of  issues,  less  final  decision¬ 
making  by  committees  and  commis¬ 
sions,  and  less  rubber-stamping  of 


WHO  AM  I? 

After  writing  this  column  for  nearly 
13  years,  I  have  yielded  to  a  tempta¬ 
tion  to  tell  my  readers  more  about  my¬ 
self.  This  urgency  has  come  about  be¬ 
cause  of  some  correspondence  and 
many  conversations  that  I  have  had 
with  readers  in  several  states. 

First  of  all,  I  am  a  layman.  I  re¬ 
ceived  a  divine  call  over  ten  years  ago 
to  do  full-time  Christian  work,  and 
after  talking  often  with  the  Lord  about 
how  He  wants  me  to  serve,  I  am  still 
persuaded  that  He  wants  me  to  work 
as  an  ordinary  business  man  who 
moved  into  this  very  challenging  and 
rewarding  field. 

I  was  born  in  Jonesboro,  .Arkansas, 
where  I  have  lived  all  of  my  life  up 
to  now.  Descended  from  a  circuit-rid¬ 
ing  preacher  grandfather,  I  professed 
faith  in  Christ  at  the  age  of  nine  and 
joined  the  church  and  was  educated 
in  a  Methodist  college,  Hendrix.  I  be- 


Methodist  Recorder 

to  be  moulded  into  forms  which  will 
move  the  mountain  of  institutions,  we 
sometimes  need  to  take  a  longer  view 
than  can  possibly  be  had  at  the  time. 
And  in  close-up  from  the  Press  Gal¬ 
lery,  I  have  to  admit,  speaking  for  my¬ 
self,  that  it  was  very  hard  at  times  to 
see  what  could  be  the  fruitful  outcome 
of  it  all. 

But  I  have  chosen  to  go  back  to 
Westminster  1966,  this  week,  because 
something  has  happened  which  may 
prove  the  cynics  wrong. 

One  of  the  flash-points  of  the  Coun¬ 
cil  proceedings  later  came  to  be  known 
as  the  “Niles  Plan”  and  it  was  the  re¬ 
sult  of  some  hard  thinking  which  was 
done  by  Daniel  T.  Niles  of  Ceylon 
and  the  present  President  of  the  Meth¬ 
odist  Conference,  the  Rev.  Douglas  W. 
Thompson. 

But  even  the  “Niles  Plan”  said  the 


long,  and  confusing,  and  sometimes 
conflict-of-interest  reports,  and  more 
participation  by  the  men  and  women, 
lay  and  ministerial,  who  come  up  from 
the  grass  roots  “where  the  action  must 
take  place.” 

And  along  with  those  changes,  I  be¬ 
lieve  the  General  Conference  should 
join  the  U.S.  Senate  in  doing  away 
with  the  “call  for  the  previous  ques¬ 
tion” — burying  it  as  “bad  manners” 
beside  “lay  on  the  table” — or  at  least 
so  modifying  its  application  that  it  will 
not  become  the  plaything  of  a  few 
“smart  boys”  looking  for  a  laugh,  the 
applause  of  the  disinterested,  or  for 
early  recess. 


gan  teaching  church  school  classes  in 
1922  and  have  done  it  ever  since  ex¬ 
cept  when  I  was  called  upon  to  do 
something  else  in  the  church  on  Sun¬ 
day  morning. 

I  have  no  official  position  in  my 
conference — no  salary.  That  makes  it 
a  bit  difficult  at  times,  but  it  also 
gives  me  complete  freedom  on  the 
speaking  platform.  A  disgruntled  stew¬ 
ard  can’t  vote  to  cut  my  salary.  I 
haven’t  any! 

While  I  am  a  contributor  to  The 
Arkansas  Methodist  and  The  Louisi¬ 
ana  Methodist,  I  receive  no  remunera¬ 
tion  for  it.  And  the  same  article  ap¬ 
pears  in  both  papers  every  week.  The 
Editor  gives  me  complete  freedom, 
even  though  he  might  not  always  agree 
with  what  I  write. 

My  primary  interest  is  evangelism. 

I  have  had  the  holy  privilege  of  preach- 


id  jUcupnan' l  WUneM. 


by  Charles  A.  Stuck/Lay  Evangelist 


cynics,  would  be  lost  in  the  welter  of 
paper  and  reports,  and  would  slowly 
subside  beneath  the  weight  of  the  pro¬ 
ceedings  of  the  Council. 

How  wrong  they  were  is  shown  by 
the  results  of  the  Wisconsin  Consulta¬ 
tion  on  Methodist  Church  Overseas 
Structure  held  in  November  1966.  A 
Report  of  that  Consultation  has  only 
just  come  to  hand  in  this  country,  be¬ 
cause  two  of  our  Overseas  Depart¬ 
ment  were  there,  and  have  reported 
back.  They  are  the  Rev.  Donald  B. 
Childe,  and  Miss  Muriel  Stennett. 

In  effect,  the  recommendations  of 
this  Consultation  outline  a  new  and 
really  revolutionary  attitude  to  the 
American  Methodist  Church  in  its 
Overseas  structure.  The  paternalistic 
attitude  which  has  been  a  mark  of 
U.S.A.  attitudes  is  replaced  by  a  rec¬ 
ognition  of  the  necessity  of  regional 
autonomy,  and  there  is  in  the  Consul¬ 
tation’s  report,  strong  support  of  a  pol¬ 
icy  wherein  the  regional  church  will 
find  response  from  the  home  church, 
especially  in  aspects  of  life  where 
church  union  is  under  discussion. 

All  this  sprang  from  the  Niles  Plan 
idea.  Of  course  what  happened  at  Wis¬ 
consin  is  not  a  legislative  move.  All 
these  matters  have  to  come  before  the 
Commission  on  the  Structure  of  Meth¬ 
odism  Overseas,  and  then  it  must  win 
the  approval  of  the  General  Confer¬ 
ence  of  1968,  as  well  as  that  of  the 
Council  of  Bishops  in  the  U.S.A. 

But  the  point  is  that  a  quite  im¬ 
portant  step  has  been  taken  by  200 
representatives  of  the  Methodist  World 
Church  .  .  .  and  the  seminal  thinking 
was  done  at  the  World  Methodist 
Council. 

The  mills  of  the  institutional  may 
grind  slowly,  but  sometimes  more  is 
happening  than  easily  meets  the  eye. 
****** 

SAFETY  FIRST! 

“Believe  it  or  not”  Department.  A 
man  was  recently  charged  here  in 
Britain  for  “possessing  an  offensive 
weapon”.  It  was  a  crossbow!!  And  he 
made  it  from  a  “Do-it-yourself”  cross¬ 
bow  kit!  The  police  said  it  was  a  lethal 
weapon. 

A  member  of  the  firm  who  makes 
these  “do-it-yourself”  kits  for  cross¬ 
bows  was  interviewed,  and  said: 

“Of  course  the  crossbow  is  not  a 
toy.  It  is  a  lethal  weapon,  and  we 
never  sell  one  to  children  unless  they 
are  accompanied  by  an  adult”  (My 
italics). 


ing  to  and  working  with  eleven  differ¬ 
ent  races  around  the  world;  have 
worked  in  churches  of  less  than  50 
members  and  those  of  over  2000. 
Jesus  promised  that  He  would  be  pres¬ 
ent  when  “two  or  three”  worship  to¬ 
gether,  and  I  take  that  promise  as  I 
do  all  of  His  promises — literally. 

One  reader  accused  me  of  being  a 
member  of  the  “Ivory  Tower”  set.  If 
talking  in  jail  with  teen-age  prostitutes, 
or  kneeling  with  negro  girls  in  a  cor¬ 
rectional  school,  or  trying  to  be  pa¬ 
tient  with  an  alcoholic  after  ten  dis¬ 
couraging  years,  or  praying  with  con¬ 
victed  rapists  and  murderers  in  Death 
Row;  if  these  acts  make  me  a  member 
of  that  mysterious  body,  then  by  all 
means  call  me  an  “Ivory  Tower”  resi¬ 
dent. 

But  whether  you  do  or  don’t,  please 
pray  for  me. 
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quote 


"Christian  Unity  is 
for  carrying  out  mission" 


and  u n 


quote  99 


The  Rev.  Brian  Underwood,  York¬ 
shire  diocesan  youth  chaplain,  com¬ 
menting  on  a  series  of  Easter  youth 
pilgrimages  planned  to  protest  the  war 
in  Vietnam:  “Gradually  there  will  come 
out  of  this,  I  hope,  the  message  that 
the  Church,  particularly  at  Easter,  has 
something  to  say  worth  listening  to 
about  these  modem  problems.” 

it  »* 

Rabbi  Marc  H.  Tanenbaum,  direc¬ 
tor  of  the  Interreligious  Affairs  Depart¬ 
ment  of  the  American  Jewish  Com¬ 
mittee,  commenting  on  guidelines  re¬ 
cently  developed  for  Roman  Catholic- 
Jewish  dialogue:  “The  specific  repudi¬ 
ation  of  proselytizing  as  either  a  covert 
or  overt  objective  of  the  Jewish-Catho- 
lic  dialogue  is  a  highly  important  clari¬ 
fication  that  should  help  many  Jews  to 
overcome  their  caution  and  anxiety  as 

to  the  purpose  of  the  dialogue.” 

«  »> 

Roman  Catholic  Archbishop  Paul  J. 
Halliman  of  Atlanta,  commenting  on 
the  rapid  changes  being  made  in  the 
liturgy  and  music  of  the  church: 
“There  is  room  in  God’s  liturgical  cele¬ 
brations  for  many  mansions,  and  there 
may  be  room  for  pipe  organs;  others 
for  guitars.  None  of  them  will  have 
piped-in  Muzak.” 

tt  99 

Francis  X.  Gallagher,  spokesman 
for  the  Catholic  diocese  of  Baltimore, 
Wilmington  and  Washington,  oppos¬ 
ing  the  liberalization  of  abortion  laws 
by  the  Maryland  General  Assembly: 
“Maryland  already  is  considered  an 
‘abortion  mill,’  and  passing  this  new 
bill  would  constitute  a  blank  check  in 
the  hands  of  those  among  whom  dis¬ 
cretion  is  conferred.” 


A  statement  that  Christian  unity  is 
both  “an  urgent  divine  imperative”  and 
“the  most  hopeful  frontier  in  con¬ 
temporary  church  life”  is  the  keystone 
of  a  book  to  be  used  this  year  and 
next  in  a  nationwide  study  by  Metho¬ 
dists  on  ecumenism. 

However,  the  author,  who  is  theo¬ 
logian  and  ecumenist  Dr.  Albert  C. 
Outler,  says  unity  is  not  an  end  in  it¬ 
self  but  a  means  to  an  end — the  carry¬ 
ing  out  of  the  church’s  mission  in  the 
world. 

The  book,  That  The  World  May  Be¬ 
lieve,  will  be  the  primary  resource  in 
a  Methodist  study  in  1967  and  1968, 
to  be  sponsored  by  several  national 
Methodist  agencies.  The  book  was 
published  by  the  Methodist  Board  of 
Missions  in  1966.  Introduced  at  the 
national  Assembly  of  the  Woman’s 
Society  of  Christian  Service  and  Wes¬ 
leyan  Service  Guild  of  The  Methodist 
Church  in  Portland,  Oreg.,  last  May, 
its  largest  use  will  be  by  thousands  of 
local  church  study  groups  in  the  two- 
year  denominational  emphasis  on  ecu¬ 
menism. 

The  study  will  be  under  the  joint 
auspices  of  the  Methodist  Commission 
on  Ecumenical  Affairs  (Evanston,  Ill.), 
of  which  Dr.  Outler  is  a  vice-president; 
the  Methodist  Board  of  Education 
(Nashville,  Tenn.);  the  Methodist 
Board  of  Lay  Activities  (Evanston, 
Ill.) ;  and  the  Woman’s  Division  and 
the  Joint  Commission  on  Education 
and  Cultivation  of  the  Methodist 
Board  of  Missions  (New  York  City). 

Leaders  for  the  ecumenism  study 
were  trained  at  a  special  orientation 
conference  March  9-10  in  Cincinnati, 
Ohio. 

Dr.  Outler  is  professor  of  theology 
at  Southern  Methodist  University’s 
Perkins  School  of  Theology,  Dallas, 
Texas,  and  has  been  active  in  the  ecu¬ 
menical  movement  since  1937.  He  was 


J.  Kenneth  Shamblin,  LIFE 
COMES  AS  CHOICE,  $3.75,  Abing¬ 
don,  175  pp. 

Methodists  who  admire  J.  Kenneth 
Shamblin  and  his  method  of  preaching 
— especially  those  who  know  him  in 
Arkansas  and  Louisiana — have  wel¬ 
comed  in  the  past  few  weeks  the  ar¬ 
rival  of  his  first  book  of  sermons, 
published  by  Abingdon.  These  mes¬ 
sages  are  built  around  the  1965  Raney 
Lectures  at  Pulaski  Heights  Methodist 
Church,  Little  Rock. 

We  have  always  been  a  fan  of  Ken¬ 
neth’s  preaching  and  were  delighted  to 
find  that  his  sermons  “read”  as  well 
as  they  “listen.”  Very  few  books  of 
sermons  hold  you  like  an  exciting 
novel  causing  you  to  want  to  read 
them  from  cover  to  cover,  but  this 
was  the  reaction  we  had  to  “Life 
Comes  as  Choice.” 

With  his  wonderful  skill  in  the  use 
of  illustrations — there  must  be  from 
10  to  15  fresh  ones  from  contempo- 


one  of  the  Methodist  observers  at  the 
Second  Vatican  Council  and  was  a 
delegate  to  the  World  Council  of 
Churches  Assembly  at  New  Delhi  in 
1961. 

Admitting  that  he  is  “an  ardent  and 
unembarrassed  advocate  of  Christian 
unity,”  Dr.  Outler  says  in  his  book 
that  his  zeal  for  ecumenism  “has  little 
to  do  with  that  cozy  feeling  that  de¬ 
lights  in  ‘Christian  fellowship’  for  its 
own  sake.”  Instead,  ne  asserts,  the  only 
valid  warrant  for  such  obvious  risks 
and  difficulties  as  are  involved  in  the 
search  for  unity  is  “that  unity  is  in 
order  to  mission  —  united  witness  in 
the  world,  united  service  to  the  world.” 

Dr.  Outler  enters  disclaimers  to 
some  of  the  myths  about  Christian  un¬ 
ity,  defining  some  as  prejudices  and 
others  as  positive  challenges.  Also,  he 
suggests  ways  in  which  Christians  of 
varying  denominations  can  assist  the 
ecumenical  movement  in  their  local 
communities.  Of  the  last,  he  says: 

“The  greatest  challenge  and  oppor¬ 
tunity  before  us  in  ecumenism  is  to 
step  up  the  pace  of  encounterr  and 
study  in  as  many  local  situations  as 
possible,  and  everywhere  to  pass  from 
encounter  and  study  to  ecumenical 
action.” 

Of  one  myth  about  ecumenism.  Dr. 
Outler  says:  “The  prejudice  is  still 
abroad  that  unity  inevitably  means  the 
swallowing  of  the  scattered  fragments 
of  Christendom  by  the  ecumenical  lev¬ 
iathan  —  the  loss  of  identity  of  our 
several  traditions  in  one  bloated  super- 
church,  overburdened  by  bigness,  bus¬ 
tle,  bureaucrates  and  bishops! 

“It  is  axiomatic  in  modem  ecumen¬ 
ism  that  the  recomposition  of  unity 
aims  at  fullness  of  Christian  commun¬ 
ity,  and  this  can  scarcely  mean  a  single 
pattern  of  church  life  imposed  upon 
all.  The  Christian  family  is  incurably 
diverse.  Thus,  the  goal  of  true  ecumen¬ 
ism  is  unity-in-creative-diversity  and  a 
natural  diversity  that  lives  gracefully 
within  the  compass  of  authentic  unity.” 

The  author  asserts  that  spiritual  un¬ 
ity  and  even  cooperative  action  are  not 
enough  in  today’s  ecumenical  search. 


rary  life  and  literature,  as  well  as  from 
the  classics,  in  each  sermon  —  Dr. 
Shamblin  develops  here,  in  16  different 
areas,  the  principle  that  the  Christian 
life  deals  always  with  polarities  which 
force  choices  upon  us  continually. 

You  may  be  motivated  to  buy  this 
new  book  because  you  are  a  friend  of 
Kenneth  Shamblin,  but  once  you  have 
read  it  you  will  discover  far  more  sig¬ 
nificant  reasons  than  that  for  owning 
and  reading  it. 

t 

FOREVER  BEGINNING  —  1766- 
1966,  (Bicentennial  Historical  Papers) 
$2.50.  Association  of  Methodist  His¬ 
torical  Societies,  Lake  Junaluska, 
North  Carolina  28745.  262  pp.  (The 
book  has  been  prepared  by  offset 
process). 

Although  the  historical  papers  de¬ 
livered  at  the  Bicentennial  Celebration 
in  Baltimore  last  April  were  not  as 
spectacular  as  the  horseback  Circuit 
Riders,  they  drew  large  crowds  that 


surpassed  the  expectations  of  even  the 
General  Bicentennial  Committee.  More 
than  600  persons  indicated  interest  in 
obtaining  copies  of  the  papers,  and 
and  countless  letters  were  received  fol¬ 
lowing  the  Celebration  commending 
the  Committee  for  including  the  series 
of  papers  in  the  program. 

The  papers  covered  three  areas — 
Methodist  Personalities,  Methodist 
Doctrines,  and  Regional  and  General 
Methodism.  Topics  for  the  papers  in¬ 
cluded  “The  Genius  of  the  Methodist 
Itinerancy,”  by  Bishop  Gerald  Ken¬ 
nedy;  “Lay  Pioneers  of  American 
Methodism,”  by  Dr.  Frank  Baker; 
“Negro  Leaders  in  Early  American 
Methodism,”  by  Dr.  Grant  S.  Shockley; 
“Joshua  Soule — Methodist  Lawgiver,” 
by  Dr.  Albea  Godbold;  and  “Thomas 
Osmond  Summers,”  by  Dean  William 
R.  Cannon.  A  total  of  19  papers  pre¬ 
pared  by  as  many  Methodist  leaders 
cover  most  phases  and  many  of  the 
leaders  of  early  American  Methodism. 


Spiritual  fellowship,  he  acknowl¬ 
edges,  is  a  giant  step  beyond  the  old 
patterns  of  denominational  independ¬ 
ence,  “which  we  can  no  longer  defend. 
It  means  the  end  of  the  old  order  of 
spiritual  isolation.” 

However,  the  modes  of  spiritual  fel¬ 
lowship  thus  far  developed,  he  says, 
leave  the  old  order  of  visible  divisions 
open  and  glaringly  revealed  before 
the  eyes  of  the  world.  “Spiritual  unity,” 
he  explains,  “brings  excitement  and 
joy  to  the  Christians  involved,  but  it 
does  little  to  overcome  their  estrange¬ 
ment  in  matters  of  polity,  the  ministry 
and  the  sacraments.  The  world,  to 
which  we  are  sent  as  witnesses  of  the 
gospel  of  God,  will  scarcely  be  bowled 
over  by  our  intramural  festivities 
which  leave  us  still  divided  in  our  pul¬ 
pits,  at  our  baptismal  fonts  and  at  the 
Table  of  the  Lord.” 

Dr.  Outler  commends  Christian  co¬ 
operation  in  service  in  areas  of  need. 
He  says  that  “nothing  can  justify  a 
Christian  standing  aloof  from  his  fel¬ 
low  Christians  who  have  set  their 
hands  and  hearts  to  a  mission  of  serv¬ 
ice  in  loving  solidarity  with  othehr  hu¬ 
man  beings  in  their  pains  and  hungers 
and  desolations.” 

Yet  cooperation  in  service  is  not  a 
sufficient  for  Christian  unity,  he  con¬ 
tends.  A  working  consensus  in  prac¬ 
tical  Christian  service,  he  says,  will 
lead  eventually  to  the  doctrinal  ques¬ 
tions  of  the  nature  of  the  church  and 
of  the  sacramental  character  of  Chris¬ 
tian  love-in-action.  He  adds:  “Slowly 
but  with  a  massive  logic,  the  convic¬ 
tion  has  grown  that  the  eventual  goal 
of  Christian  ecumenism  has  to  be  the 
full,  free  communion  of  all  Christians, 
not  only  in  ‘the  unity  of  the  spirit’  and 
in  all  forms  of  cooperation,  but  also 
in  a  universal  community  of  member  - 
ship  and  ministry.” 

Obstacles  to  Christian  unity  come 
under  the  headings  of  prejudices  and 
challenges,  Dr.  Outler  says.  Under  the 
former,  he  lists:  1 — “Denominational 
narcissim  —  the  power  drive  to  eccle¬ 
siastical  clannishness,  reinforced  by 
pious  feelings”;  2  —  “The  powerful 
conviction  that  denominationalism  is 
God’s  providential  arrangement  for 
giving  his  churches  an  optimum  bal¬ 
ance  of  unity  and  freedom”;  3 — Anti- 
ecumenical  bigotry. 

Among  the  challenges,  as  distin- 
guishedfrom  the  prejudices,  listed  by 
Dr.  Outler  are  (1)  “ecumaniacs”  who 
extol  unity  for  its  own  sake,  who  de¬ 
mand  “instant  ecumenism”  and  who 
don’t  realize  that  “with  the  best  will 
in  the  world,  further  progress  toward 
unity  is  bound  to  be  uneven  and  that, 
without  great  patience  and  wisdom, 
ecumenical  zeal  can  do  more  harm 
than  good”;  (2)  honest  and  deep-root¬ 
ed  differences  among  Christians  desir¬ 
ing  unity  in  such  areas  as  authority  in 
the  church,  the  meaning  of  ministry 
and  membership,  and  the  structure  of 
the  church. 

Despite  obstacles  of  many  kinds 
however,  Christians  must  continue  to 
press  for  unity,  particularly  on  the 
local  level,  Dr.  Outler  urges  in  his 
book. 

(Continued  on  page  15} 
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Recent  Scenes 


at  Lake  Charles 


Guild  district  secretaries  are  pictured.  From  left,  front  row:  Elizabeth 
Lowrey  -  Shreveport;  Mrs.  Austin  Miller  -  Monroe;  Hermine  Tate  -  Lafayette; 
back  row:  Mrs.  Joe  Rountree  -  Baton  Rouge;  Mrs.  W.  L.  Beard  -  New  Orleans; 
Mrs.  R.  M.  Steere  -  Ruston;  Bessie  Rollo  -  Alexandria;  Mrs.  S.  W.  Spell  -  Lake 
Charles. 


At  the  Guild  annual  meeting  in 
Lake  Charles  Mrs.  R.  M.  Steere,  left, 
gave  a  report  on  her  work  camp  trip  to 
Bolivia,  Miss  Mildred  Evans,  center, 
presided,  and  Miss  Grace  Lawson  was 
program  chairman. 


Larry  and  Sally  Pleimann  were 
snapped  by  Guild  delegate  ThelmaLou- 
i  se  Jones  of  Pineville  following  their 
Saturday  night  appearcnce.  The  Plei- 
manns,  missionaries  to  the  Congo  now 
taking  advance  study  in  Baton  Rouge, 
were  featured  at  the  Youth  Rally,  the 
Woman’s  Society,  and  the  Guild  meet¬ 
ings. 


at  Sager-Brown  dedication 


Sager-Brown  dedication  pictures  are  by  John  Boagni,  Jr.  of  Opelousas. 
Pictured  are  Bishop  Noah  Moore  of  the  Central  Jurisdiction,  and  Dr.  Evelyn 
Berry,  executive  secretary,  educational  work.  National  Division  of  the  Metho¬ 
dist  Board  of  Missions.  Miss  Rosie  Ann  Cobb,  superintendent  of  Sager-Brown 
is  pictured  at  the  lecturn  on-stage.  Seated  in  background  are  Mrs.  Glenn  Las¬ 
key,  president  of  the  Woman’s  Division,  and  Dr.  Evelyn  Berry. 


A  few  of  the  Guild  hostesses  at  Lake  Charles  were,  from  left:  Ruby  Bar¬ 
nett,  Winnie  Gregory  (registration),  Velma  Thomas  (general  chairman),  Katella 
Russell,  Elsie  Rowland,  and  Ella  Trousdale. 


An  impressive  exhibit  was  the  dis¬ 
play  of  missionaries’  photographs 
attached  to  strings  locating  their  sta¬ 
tions  on  a  map. 


WORLD  UNDERSTANDING 


(Continued,  from  page  1) 

attendance  at  the  hub-city  workshop  is 
being  drawn  from  the  local  area.  How¬ 
ever,  she  said,  representatives  from 
“spin-off”  cities  in  the  surrounding 
areas  would  also  attend,  then  chair 
workshops  in  their  own  cities.  In  turn, 
other  workshops,  in  still  other  com¬ 
munities  would  follow.  About  120 
meetings  are  expected  as  a  result  of 
the  initial  12  workshops. 

Miss  Stevens  said  that  the  impact  of 
the  workshops  will  be  felt  in  several 
ways.  One  may  be  in  increased  giving, 
she  said,  as  a  result  of  increased 
knowledge  and  understanding. 

Workshops  have  already  been  held 
in  El  Paso,  Tex.,  Lincoln,  Nebr.,  Sac¬ 
ramento,  Calif.,  Baltimore,  Md.,  and 
Louisville,  Ky. 

The  workshops  will  help  point  out 
the  new  role  Africa  is  playing  in  the 
world  today,  with  special  emphasis  on 
the  role  of  women.  They  will  help 
American  women  understand  the  po¬ 
litical  events  in  Africa  and  what  Chris¬ 
tians  should  do  in  making  their  voices 
heard  in  Washington.  The  workshops 
are  also  designed  to  increase  under¬ 
standing  and  discussion  of  the  role  of 
the  church  in  Africa.  They  will  study 
the  needs  of  Africa,  for  developing 
funds  for  education,  especially  of 
women  and  girls. 

t 

REV.  DON  BARNES 
AT  WESLEY  CHAPEL 

Members  of  the  Woman’s;  Society  of 
Christian  Service  of  the  Wesley  Chapel 
Church  were  honored  Tues.  afternoon, 
March  14,  to  have  the  Rev.  Donald 
Barnes,  missionary  from  Chile  to  speak 


The  Guild  registration  table. 


INGLESIDE  GUILD 

The  theme  of  the  March  program 
of  the  Wesleyan  Service  Guild  of  In- 
gleside  Church  was  “Food  for  a  Jour¬ 
ney.”  Mrs.  Mary  S.  Faulkner,  program 
chairman,  outlined  the  Easter  story  and 
explained  the  Lord’s  last  supper  after 
which  the  group  attended  thecommu- 
nion  service  in  the  church  sanctuary. 

Mrs.  James  P.  Bright,  president, 
conducted  the  business  session,  and  an¬ 
nounced  that  the  Spring  Conference  of 
the  Baton  Rouge  District  Wesleyan 
Service  Guilds  would  be  held  on  April 
16  in  Bogalusa.  The  group  planned 
a  rummage  sale  to  be  held  at  1967 
North  Street  on  May  1. 

The  invocation  was  given  by  Mrs. 
C.  V.  Barnes,  and  Mrs.  L.  D.  Mitchell 
reported  on  the  annual  conference 
which  delegates  attended  in  Lake 
Charles  on  March  18  and  19. 

The  worship  center  was  designed 
by  Mrs.  W.  J.  Gussman,  and  Mrs. 
B.  W.  Causey  was  hostess  for  the  so¬ 
cial  hour. 


to  them  while  touring  the  state  speak¬ 
ing  for  the  Board  of  Missions.  Mr. 
Barnes  showed  slides  which  portrayed 
the  life  and  work  of  the  people  in 
Chile  which  was  most  inspirational. 
The  Rev.  Percy  Emanuel,  invited  guest 
from  the  Tangipahoa  Methodist 
Church,  led  the  group  in  the  opening 
prayer.  The  Rev.  Ellis  “Sonny”  Banks¬ 
ton,  guest  from  the  Concord  and  New 
Hope  Churches,  St.  Francisville,  led 
the  offertory  prayer.  Following  the 
service  the  ladies  of  the  Woman’s  So¬ 
ciety  invited  the  guests  into  the  fellow¬ 
ship  hall  where  lunch  was  served. 
Members  of  various  Methodist  and 
Baptist  Churches  in  the  district  were 
represented  at  this  meeting  with  a  large 
attendance.  The  Rev.  John  H.  Casey, 
pastor  of  the  Wesley  and  Greensburg 
Methodist  Church  es,vas  host  pastor. 
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A  glimpse  of  the  annual  meeting  of  women 


A  cross  section  of  Woman’s  So¬ 
ciety  delegates  in  Lake  Charles  First 
Church.  There  were  671  official  regis¬ 


trations  for  the  three-day  meeting, 
March  15-17.  The  Guild  had  over  200 
registrations,  and  there  were  many  vis¬ 
itors  at  all  sessions  who  did  not  regis¬ 
ter. 


District  WSCS  presidents  are,  from  left,  front  row:  Mrs.  Clifford  Ratliff  - 
Baton  Rouge;  Mrs.  Robert  Compton  -  Lake  Charles;  Mrs.  George  Tigner,  Jr.  - 
Rustonl  back  row:  Mrs.  T.  E.  Kirkpatrick  -  Shreveport;  Mrs.  Don  Wineinger - 
Monroe;  Mrs.  V.  W.  Cothren  -  New  Orleans;  Mrs.  George  Thomas  -  Lafayette; 
Mrs.  B.  E.  Thibodeaux  -  Alexandria. 


Mrs.  J.  B.  Mouton,  left,  vice  pres¬ 
ident,  is  pictured  with  Mrs.  John  Old¬ 
ham,  missionary  personal  secretary, 
who  arranged  the  Youth  Rally  Thursday 
night  in  University  Church. 


I  r/uo  I  p-  .  /-L  l  ru  •  special  music,  as  did  the  bell  choir. 
Lake  Lharles  First  Church  Choir,  n™  m,,  u  r  ,  p. 

di,=«,d  by  Don  Al lured,  p„S.„,.d  ^ 


At  the  post-executive  meeting,  4 
officers  who  breathe  sighs  of  satisfied 
relief  are,  from  left:  Program  Chair¬ 
man  Mrs.  Robert  Reich;  Mrs.  L.  C.  Av- 
cock,  supply;  recording  secretary  Mrs. 
T.  E.  Hampton,  and  Mrs.  Robert  Bing¬ 
ham,  campus  ministry. 


Ecumenical  harmony  had  newnotes 
this  year  as  evidenced  by  Jewish  and 
Roman  Catholic  representatives  on  a 
panel  moderated  by  Mrs.  J.  B.  Mouton, 
Sr.  Pictured  are,  from  left:  Mrs.  Shel¬ 
don  Rosenthal  of  the  Jewish  faith,  Mrs. 
Don  Sigur,  Roman  Catholic,  and  Mrs. 
Harry  Hollins,  Protestant,  who  de¬ 
scribed  the  N.C.C.,  W.C.C.,  and  COCU 
movements  toward  unity. 


After  dialogue-discussion  groups 
met  Thursday  afternoon,  reports  to  the 


Conference  treasurer  Mrs.  Carl 
general  assembly  were  given  by  each  Gallaher  of  New  Orleans,  and  district 
flrouP-  treasurer  Mrs.  Ed  Andrus  of  Jennings 

were  glad  that  the  love  offering  was 
directed  to  pledge  to  missions.  Offer¬ 
ings  and  mission  corsages  from  both 
the  Woman’s  Society  and  the  Guild 
meetings  helped  the  mission  cause  by 
nearly  $1,000. 


The  Rev.  Joseph  Thomas,  director 
of  Wesley  Foundation  at  McNeese  Col¬ 
lege,  stressed  the  involvement  of  youth 
in  Christian  mission. 


Attorney  Elayn  Hunt,  left,  of  Ba¬ 
ton  Rouge,  led  the  discussion  of  "The 
Christian  Women  in  Politics.”  Mrs. 
W.  B.  Gardner  of  Mooringsport  chaired 
the  group. 


Dr.  Luman  E.  Douglas,  director 
of  the  Area  Council,  spoke  to  the  con¬ 
ference  Woman’s  Society  executive 
committee  at  Oak  Park  Church  in  Lake 
Charles.  Here  he  is  pictured  with  Mrs. 
C.  B.  McGowan,  conference  president, 
at  the  dinner  in  Odr  Park  Church. 


Nominees  to  be  considered  for  the 
General  Board  of  Missions  are  Mrs. 
George  Dameron,  right,  Mrs.  L.  B.  Kil¬ 
patrick  (not  pictured),  Mrs.  Garland 
Dean,  center,  and  Mrs.  George  Thomas, 
alternate. 
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Board  seeks  Special-term  Missionaries 
for  Home  and  Overseas  Work  in  1967 


At  least  125  special-term  mission¬ 
aries  for  work  overseas  and  in  the 
United  States  are  being  sought  by  the 
Board  of  Missions  in  1967  to  fill  a 
variety  of  jobs. 

This  year,  for  the  first  time,  mar¬ 
ried  couples,  without  children,  are  be¬ 
ing  accepted  for  the  overseas  three- 
year  program  and  for  the  two-year 
term  within  the  United  States.  In  the 
past,  only  single  persons  have  quali¬ 
fied. 

Current  needs  include  a  chaplain  for 
the  College  of  West  Africa  in  Liberia, 
a  professor  of  physics  and  chemistry 
for  Hawabagh  Women’s  College  in 
Jabalpur,  India,  a  doctor  for  the  Phil¬ 
ippines,  teachers  for  Seoul  Foreign 
School  in  Korea. 

A  team  of  10  young  men  is  being 
sought  to  go  to  the  Congo  to  continue 
work  begun  there  in  1964.  Other  spe¬ 
cial-term  teams  have  been  recruited 
for  Bolivia  and  Brazil.  These  teams 
have  all  established  disciplines  of 
group  study,  worship  and  life,  and  are 
working  in  special  projects  with  work¬ 
ers  from  the  countries  involved. 

Other  countries  where  short-term 
missionaries  are  being  asked  to  serve 
include  Pakistan,  Malaysia,  Uruguay, 
Chile,  Sarawak. 

Within  the  United  States  there  are 
many  calls  for  group  workers  and  case 
workers  in  community  centers  in  inner 


As  automation,  population  growth 
and  other  factors  give  more  Americans 
an  increasing  amount  of  leisure  time, 
the  use  of  that  leisure  is  becoming  a 
misson  frontier  for  the  church  in  the 
last  third  of  the  Twentieth  century. 

Recreation  is  booming  as  a  way  for 
people  to  use  their  leisure  hours,  and 
in  several  places  in  the  nation,  the 
churches  are  experimenting  with  new 
forms  of  ministry  and  witness  to  reach 
leisure-time  Americans.  One  such 
place  is  the  lush  vacation-recreation 
region  on  the  Lake  of  the  Ozarks  in 
central  and  southern  Missouri. 

There  the  Missouri  Council  of 
churches,  the  Missouri  Area  of  the 
Methodist  Church  through  its  Area 
Commission  on  Church  and  Commun¬ 
ity  (supported  by  many  conference 
agencies),  and  the  National  Division 
of  the  Methodist  Board  of  Missions 
launched  last  summer  a  two-year  ex¬ 
perimental  project  in  leisure-time  mis¬ 
sion.  Its  purpose  was  to  provide  a 
ministry  to  the  thousands  of  tourists 
and  campers  who  each  summer  visit 
the  Bagnell  Dam  region  on  the  Lake 
of  the  Ozarks.  The  sponsors,  in  start¬ 
ing  their  project,  realized  that  many 
people  on  vacation  are  either  a  great 
distance  from  a  local  church,  do  not 
have  with  them  the  clothing  they  feel 
they  should  wear  to  a  formal  service, 
or  for  some  other  reason  do  not  find 


city  projects.  Others  needed  include 
houseparents,  recreation  directors, 
teachers,  nurses,  doctors,  pharmacists 
and  engineers. 

Applicants  must  be  between  21  and 
28  years  of  age,  a  college  graduate, 
and  in  good  health.  They  must  have 
the  ability  to  live  and  work  amid  ten¬ 
sions,  a  seeking  and  growing  faith, 
sensitivity  and  flexibility,  language  ap¬ 
titude,  and  a  willingness  to  accept  as¬ 
signments  in  accordance  with  pro¬ 
fessional  training. 

Special-term  workers  going  overseas 
have  a  basic  five-week  orientation  at 
the  Missionary  Orientation  Center, 
Stony  Point,  N.Y.  The  program  fea¬ 
tures  Bible  study,  theology,  inter-group 
relations,  area  orientation  and  involve¬ 
ment  in  secular  urban  society. 

A  five-week  program  for  U.S.-2’s  is 
held  at  Scarritt  College  in  Nashville, 
Tenn.  That  study  includes  an  increased 
concern  for  service  in  the  inner  city, 
along  with  basic  preparation  in  Bible, 
theology  and  mission,  work  in  com¬ 
munity  centers,  children’s  homes,  edu¬ 
cational  institutions,  and  in  town  and 
country  projects. 

During  1966  there  were  40  persons 
accepted  for  service  as  U.S.-2’s,  while 
44  were  accepted  for  work  overseas 
on  special-term  projects.  This  marked 
the  first  year  that  the  number  of  spe¬ 
cial-termers  accepted  was  larger  than 


by  Gil  S.  Joel 

Writer,  Methodist  Board  of  Missions 

their  way  to  regular  Sunday  worship 
in  a  traditional  church  building. 

The  summer  ministry  experiment, 
which  is  called  the  Lake  of  the  Ozarks 
Parish,  was  conceived  by  the  Rev. 
Melvin  West  who,  as  Area  Director 
of  Church  and  Community,  felt  that 
the  energy  and  money  of  the  churches 
in  the  resort  area  might  best  go  to  a 
special  ministry  for  tourists  rather  than 
to  the  building  of  another  local  church. 
It  was  Mr.  West’s  conviction  that 
worship  and  fellowship  are  basic  to 
the  Christian  faith,  and  that  people  on 
vacation  will  respond  to  spiritual  as 
well  as  physical  and  mental  recreation. 

Last  summer,  the  program  was  in¬ 
stituted  on  June  1  and  ran  through 
Labor  Day.  Six  regular  services,  all 
in  unconventional  settings,  were  sched¬ 
uled  for  each  week. 

On  Saturday  evenings  a  campfire 
service  and  on  Sunday  mornings  a 
shelter  house  service  were  held  in  the 
state  park.  Also  on  Sunday  mornings 
there  were  regular  services  of  worship 
and  inspiration  at  the  Gravois  Mills 
Drive-In  Theatre,  at  the  Holiday  Inn 
and  at  Millstone  Lodge.  On  Sunday 
evenings  a  vesper  cruise  service 
aboard  the  excursion  boat,  “Tom 
Sawyer,”  was  held.  In  addition,  the 
ministry  was  made  available  to,  and 
provided  chaplains  for,  daily  services 
at  the  John  Scout  Reservation,  the 


the  number  of  career  missionaries  and 
deaconesses. 

There  is  a  growing  ecumenical  as¬ 
pect  to  missionary  and  deaconess  re¬ 
cruitment,  according  to  Dr.  John  W. 
Johannaber,  executive  secretary  of  the 
Board’s  Joint  Committee  on  Mission¬ 
ary  Personnel.  Staff  members  from  the 
United  Presbyterian,  United  Church  of 
Christ  and  Methodist  boards  have' 
planned  recruitment  activities  together 
to  assure  broader  representation  and 
coverage  of  college  campuses  and  pro¬ 
fessional  associations.  Study  is  going 
on,  he  said,  of  the  possibilities  of  de¬ 
veloping  a  joint  missionary  personnel 
office,  which  might  include  use  of  elec¬ 
tronic  data-processing  in  recruitment 
and  selection  of  missionaries. 

Special-term  workers  will  serve  un¬ 
der  one  of  the  two  missionary  divisions 
of  the  Board.  The  U.S.-2’s  work  under 
the  National  Division,  which  is  re¬ 
sponsible  for  Methodist  home  missions 
and  church  extension  work  in  the 
United  States,  Puerto  Rico  and  the  Do¬ 
minican  Republic.  The  3’s  will  serve 
under  the  World  Division,  which  is 
responsible  for  all  overseas  mission 
work  of  The  Methodist  Church. 

Details  can  be  obtained  by  writing:: 
Office  of  Missionary  Personnel,  Room 
1373,  Board  of  Missions  of  The  Meth¬ 
odist  Church,  475  Riverside  Drive, 
New  York,  N.Y.  10027. 


Girl  Scout  Camp,  and  other  camp 
groups  in  the  area. 

As  a  result,  between  June  1  and 
Labor  Day  a  witness  for  Christ  was 
made  in  a  direct  way  to  16,723  indi¬ 
vidual  vacationers,  and  indirectly  to 
a  whole  community  of  business  people, 
resort  owners  and  their  employees. 

The  visible  “center”  of  the  summer 
ministry  was  the  Treasure  House,  lo¬ 
cated  adjacent  to  Bagnell  Dam.  A 
large  room  that  had  been  a  junk  room 
for  years  was  renovated  and  became 
a  place  of  beauty.  Under  the  direction 
of  Bill  Severson,  an  artist  from  St. 
Louis,  the  Treasure  House  became  an 
art  gallery,  displaying  some  of  the 
finest  Christian  art  from  across  the 
nation.  Sculpture,  paintings,  photo¬ 
graphs  and  other  art  objects  became 
the  center  of  interest  for  thousands 
who  stopped  in.  Good  religious  books 
and  jewelry  were  offered  for  sale. 

The  movie  “Parable,”  which  was 
shown  at  the  New  York  World’s  Fair 
in  1964  and  1965,  and  has  been  rather 
widely  used  by  the  churches  in  Mis¬ 
souri,  was  shown  at  the  Treasure 
House.  A  period  of  discussion  always 
followed  the  showings.  The  film  was 
also  shown  each  Saturday  night  in  the 
state  park,  and  was  shown  to  a  num¬ 
ber  of  special  groups  in  the  community 
or  at  various  camps.  Speaking  of  the 
film,  Mr.  West  says: 

“I  was  amazed  at  the  fine  response 
we  had  to  the  movie.  Those  of  both 
liberal  and  conservative  background 
were  able  to  find  meaning  for  them¬ 
selves  in  the  film.  The  film  was  ecu¬ 
menical.  After  a  showing  in  the  state 
park,  two  Roman  Catholic  ladies 
stopped  by  to  say,  ‘This  is  the  first 


time  we  have  ever  really  sat  down 
with  a  group  of  Protestants  and  talked 
about  the  Christian  faith.  It  was  a  won¬ 
derful  experience’.”  Plans  at  present 
are  to  use  another  film  next  year. 

Guest  preachers  of  several  denom¬ 
inations  were  brought  in  on  about  half 
the  weekends,  with  Mr.  West  preach¬ 
ing  from  three  to  five  times  each  Sun¬ 
day.  The  Rev.  John  Thomberry  had 
charge  of  the  services  at  Gravois  Mills 
Drive-In  Theatre,  and  involved  Bap¬ 
tist,  Lutheran  and  Methodist  pastors 
in  that  service. 

Laymen  from  the  Eldon  Methodist 
Church  took  turns  directing  worship 
services  in  the  state  park  and  at  Holi¬ 
day  Inn.  Laymen  and  a  lay  woman 
from  Lebanon,  Eldon  and  Harper 
Chapel  churches  provided  music,  as 
did  a  youth  choir  from  Peculiar.  Lay¬ 
men  and  lay  women  from  Harper 
Chapel  worked  in  the  Treasure  House. 

One  of  the  most  active  and  highly 
valued  members  of  the  summer  min¬ 
istry  staff  was  Miss  Beverly  Reddick, 
all  the  way  from  Canton,  N.Y.,  as  a 
special  summer  worker  supplied  by  the 
National  Division  (as  part  of  its  annual 
program  of  using  college  students  as 
special  summer  mission  workers  and 
interns),  She  plans  to  work  with  the 
program  again  this  summer. 

Although  the  summer  ministry  has 
been  conceived,  promoted  and  sup¬ 
ported  principally  by  The  Methodist 
Church,  Mr.  West  is  quick  to  point 
out  that  it  has  been  an  ecumenical 
work.  Coordination  of  this  program  is 
through  the  Leisure  Resort  Ministries 
Commission  of  the  Missouri  Council 
of  Churches.  Ministers  of  Lutheran, 
Baptist,  Christian,  Presbyterian  and 
Methodist  Churches  participate. 

In  summary,  Mr.  West  says  of  the 
ministry:  “The  Lake  of  the  Ozarks 
Parish  has  proven  itself  in  one  sum¬ 
mer  and  has  the  support  of  the  com¬ 
munity  and  the  local  churches.  Our 
experience  shows  that  many  needs  exist 
for  an  enlargement  of  the  ministry. 
The  church  that  speaks  so  often  of 
creation,  new  life  and  rebirth  must 
not  remain  silent  when  millions  of 
people  gather  together  during  a  sum¬ 
mer  literally  seeking  ‘re-creation.’  Per¬ 
sons  on  vacation  are  seeking  to  return 
home  new  persons.  It  is  the  mission  of 
the  church  to  be  in  their  midst  help¬ 
ing  them  achieve  this  goal. 

“This  ministry  must  be  offered  on 
an  ecumenical  foundation  for  an  ef¬ 
fective,  witness  has  been  laid.  The 
Methodist  Church  and  our  fellow 
churches  are  now  challenged  with  the 
task  of  building  on  this  foundation.” 


*  Experiment  in  mission 

Vacation  Leisure 
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CHRISTIAN  UNITY 

(Continued,  from  page  11) 

He  offers  practical  suggestions  for 
local  ecumenical  activities.  Among 
them  are  interdenominational  study  (of 
such  things  as  the  Second  Vatical 
Council  and  the  Consultation  on 
Church  Union),  joint  worship  (includ¬ 
ing  use  of  different  hymnbooks  and 
books  of  worship,  and  the  sharing  of 
liturgies  of  different  churches),  and 
“ecumenism  in  action”  through  coop¬ 
erative  effort  in  such  areas  as  mental 
health,  civil  rights,  the  inner  city  and 
labor-management  relations. 

Many  benefits  will  accrue  from  local 
ecumenical  efforts,  Dr.  Outler  says,  but 
one  of  the  most  important  will  be 
clergy  and  laity  registering  with  their 
denominational  officials  “intelligent, 
responsible  impatience  regarding  the 
denomination’s  participation  and  prog¬ 
ress  in  the  ecumenical  movement. 

t 

EXPERIMENTAL  SUMMER 
PROGRAM  IN  YOUTH 
EVANGELISM 

NASHVILLE,  Tenn. — Two  college 
students,  Marshall  Monthei  and  Bert 
Whittier  will  serve  as  Youth  Associ¬ 
ates  with  the  General  Board  of  Evan¬ 
gelism  of  The  Methodist  Church 
through  an  experimental  program  in 
youth  evangelism  to  be  inaugurated  by 
the  board  this  summer. 

Marshall  Monthei,  a  native  of  Al¬ 
toona,  Iowa,  and  a  sophomore  at  Iowa 
Wesleyan  College,  Mount  Pleasant, 
Iowa,  has  been  involved  in  the  minis¬ 
try  of  his  home  church  and  has  served 
as  both  a  sub-district  and  conference 
officer  of  the  MYF.  He  is  an  accom¬ 
plished  guitarist,  a  member  of  the  Na¬ 
tional  Fellowship  of  Methodist  Mu¬ 
sicians  and  is  especially  interested  in 
some  of  the  recent  experiments  in  us¬ 
ing  contemporary  music  in  the  worship 
of  the  Church. 

Bert  Whittier,  a  native  of  Melrose, 
Mass.,  and  a  sophomore  at  Boston 
University,  participated  in  an  ecumeni¬ 
cal  summer  youth  camp  in  New  Hamp¬ 
shire,  has  been  a  counselor  in  an  in¬ 
terracial  YMCA  camp  on  Cape  Cod, 
and  has  worked  in  IMPACT  missions 
in  Massachusetts  and  Michigan. 

These  Youth  Associates  will  be 
available  from  June  1  until  September 
1  to  work  with  conference,  district, 
and  sub-district  Methodist  Youth  Fel¬ 
lowship  councils  in  a  consultative  re¬ 
lationship.  They  will  assist  in  interpret¬ 
ing  the  meaning  of  evangelism  and 
new  trends  in  evangelism  within  the 
youth  ministry. 

The  honorarium  and  administrative 
expenses  of  the  youth  associates  will 
be  paid  by  the  General  Board  of  Evan¬ 
gelism.  Those  having  the  services  of 
one  of  these  young  men  will  provide 
the  living  expenses. 

Requests  for  the  Youth  Associates 
should  be  addressed  to  the  Rev.  Wil¬ 
liam  Peckham,  Director  of  Youth 
Evangelism,  General  Board  of  Evan¬ 
gelism,  1908  Grand  Avenue,  Nash¬ 
ville,  Tenn. — 37203. 


EVANGELICAL  SEMINARY 
ELECTS  NEW  DEAN 

The  Rev.  Justo  L.  Gonzalez  has 
been  elected  academic  dean  of  the 
Evangelical  Seminary  of  Puerto  Rico 
at  a  meeting  of  its  Board  of  Directors 
at  Rio  Piedras  in  February,  according 
to  Dr.  Raymond  L.  Strong,  president. 

A  Methodist,  Dr.  Gonzalez  has  been 
professor  of  historical  theology  at  the 
seminary  since  1961,  and  is  a  member 
of  the  Puerto  Rico  Provisional  Annual 
Conference. 

Dr.  Gonzalez  is  a  graduate  of  the 
Union  Theological  Seminary  in  Matan- 
zas,  Cuba.  He  holds  two  master’s  de¬ 
grees  and  a  doctorate  from  Yale  Uni¬ 
versity.  In  addition,  he  has  been  a  re¬ 
search  fellow  at  the  universities  of 
Strasburg,  France,  and  Basel,  Switzer¬ 
land.  Dr.  Gonzalez  has  served  two 
churches  in  Cuba,  is  a  member  of  the 
Faith  and  Order  Commission  of  the 
World  Council  of  Churches,  on  the 
Board  of  Directors  of  the  World  Chris¬ 
tian  Literature  Fund  and  is  president 
of  the  Caribbean  Commission  for 
Christian  Literature. 

The  Evangelical  Seminary  is  sup¬ 
ported  by  the  American  Baptist,  Chris¬ 
tian,  Evangelical  United  Brethren, 
Methodist,  United  Presbyterian 
Churches  and  the  United  Church  of 
Christ.  It  serves  churches  in  Puerto 
Rico  and  surrounding  areas  in  the 
Caribbean. 

Philippines  Central  Conference  Ends 
Session  in  Manila 

The  Philippines  Central  Conference 
has  decided  to  continue  study  until 
1968  of  a  report  on  the  structure  of 
The  Methodist  Church  overseas. 

The  report  had  grown  out  of  a  two- 
day  consultation  preceding  the  Central 
Conference  sessions,  and  led  by  Dr. 
Emerito  Nacpil,  a  professor  of  theol¬ 
ogy  at  Union  Theological  Seminary  in 
the  Philippines. 

There  was  “keen  interest  shown,  but 
for  many  the  issues  were  not  clear,”  so 
further  study  was  recommended. 

The  Conference  elected  the  Rev. 
Benjamin  Guansing,  president  of  Un¬ 
ion  Theological  Seminary,  as  Bishop 
by  an  overwhelming  majority  on  the 
third  ballot. 

More  than  350  persons  attended  a 
dinner  given  by  the  Methodist  Men  of 
the  Conference,  honoring  Bishop  and 
Mrs.  Guansing,  Bishop  Roy  H.  Short, 
representative  of  the  Council  of  Bish¬ 
ops;  Bishop  and  Mrs.  Jose  L.  Valen¬ 
cia;  Bishop  and  Mrs.  Shot  K.  Mondol; 
and  Mrs.  Olin  Troy,  Dr.  Charles  Ger¬ 
many  and  Dr.  and  Mrs.  Don  W.  Hol- 
ter  of  the  Board  of  Missions. 

Issues  raised  by  long  range  planning 
of  the  Board  of  Missions  were  dis¬ 
cussed  at  a  Partnership  in  Mission  con¬ 
sultation  following  the  Conference. 
They  centered  around  challenges  to 
the  church  in  the  Philippines,  ecu¬ 
menical  relations,  the  role  of  mission¬ 
aries  and  the  role  of  women,  the  place 
of  institutions  in  the  life  of  the  church, 
the  priorities  of  the  Methodist  Church 
in  the  Philippines. 
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Mrs.  J.  H.  Johnston  Sr. 

On  December  2,  1966,  death  came 
to  Mrs.  John  H.  Johnston,  Sr.,  at  Bap¬ 
tist  Hospital,  Memphis,  following  heart 
surgery.  Services  conducted  by  the 
Rev.  John  M.  McCormack,  First  Meth¬ 
odist  Church  of  Wynne. 

Mrs.  Johnston  is  survived  by  her 
husband,  John  H.  Johnston,  Sr.,  of 
Wynne;  one  son,  John  H.  Johnston, 
Jr.,  also  of  Wynne;  two  daughters, 
Mrs.  Richard  Todd  (Nina  Louise)  of 
Hendersonville.  N.  C.,  and  Mrs.  Frank 
Clarke  (Laura  Jean)  of  Atlanta, 
Georgia;  two  brothers,  Robert  Ellis  of 
Kansas  City  and  Claude  Ellis  of  Cali¬ 
fornia;  two  sisters,  Mrs.  Lloyd  Russell 
of  Piggott  and  Mrs.  Helen  Stokes  of 
Knoxville,  Tenn.;  seven  grandchildren, 
Richard  and  Carolyn  Todd,  Cynthia 
and  Alicia  Clarke,  and  Amelia,  Jenni¬ 
fer,  ana  Hank  Johnston,  as  well  as  a 
host  of  relatives  and  friends. 

Bom  at  Rector,  Arkansas,  Nina  N. 
Ellis  grew  up  in  the  environment  of  a 
Methodist  parsonage  having  gone  at 
at  the  age  of  three  to  live  with  her 
grandfather,  the  Rev.  H.  B.  Cox  who 
was  pastor  of  the  church  at  Marion  and 
a  member  of  the  old  White  River  Con¬ 
ference.  After  the  death  of  her  grand¬ 
father,  she  made  her  home  in  another 
Methodist  parsonage,  that  of  the  Rev. 
James  W.  Thomas  whose  wife  was  the 
former  Beatrice  Cox,  aunt  of  Mrs. 
Johnston’s. 

In  1916,  the  wedding  of  Nine  Ellis 
to  John  H.  Johnston,  Sr.  was  per¬ 
formed  by  the  Rev.  Thomas  at  the 
parsonage  at  Marked  Tree.  Prior  to 
moving  to  Wynne  in  1949,  Mr.  and 
Mrs.  Johnston  had  for  twenty-eight 
years  made  their  home  at  Kensett, 
where  they  were  active  members  of 
the  church  and  community. 

Nina  Johnston  had  made  her  com¬ 
mitment  to  the  church  as  a  child  and 
had  never  veered  from  it.  It  is  impossi¬ 
ble  to  name  all  the  positions  which  she 
held  in  church  work  during  her  life- 
time,  but  in  more  recent  years,  from 
1948  through  1957,  she  held  district 
offices  of  literature,  research  and  pro¬ 
motion  in  the  Searcy  District.  The  For¬ 
rest  City  District  Woman’s  Society 
elected  her  in  1957  to  the  office  of  pro¬ 
motion  secretary;  she  served  in  that 
capacity  until  she  became  the  district 
vice-president  in  1959. 


Dr.  F.C.  Wren 

Dr.  F.  C.  Wren,  87,  prominent  re¬ 
tired  dentist  and  civic  leader,  Winn- 
field,  died  February  9,  in  a  Winnfield 
hospital  following  an  apparent  heart 
attack. 

Funeral  services  were  held  in  the 
First  Methodist  Church,  Winnfield, 
with  the  Rev.  Richard  Walton,  pastor, 
officiating.  He  was  assisted  by  the 
Rev.  Fred  Flurry,  Sr.,  and  the  Rev. 
R.  H.  Staples,  former  pastors. 

A  native  of  Webster  Parish,  Dr. 
Wren  received  his  degree  in  dentistry 
from  Vanderbilt  University,  and  first 
located  in  Jonesboro,  where  he  served 
as  Mayor  while  also  practicing  den¬ 
tistry. 

He  came  to  Winnfield  in  1916  when 
he  became  a  part  of  the  religious  and 
civic  life  of  the  community  being  ac¬ 
tive  until  the  time  of  his  death.  Dr. 
Wren  was  well-known  among  mem¬ 
bers  of  the  Louisiana  Conference. 

He  practiced  dentistry  until  his  re¬ 
tirement  in  1945. 

Dr.  Wren  was  Winn  parish  regis¬ 
trar  of  voters  from  1940  to  1948,  and 
served  as  chairman  of  the  Red  Cross 
for  12  years.  He  was  also  active  in 
the  Salvation  Army  and  other  civic 
movements  and  was  honored  by  the 
Winnfield  Jaycees  and  Woodmen  of 
the  World  for  his  vigorous  activities 
as  a  senior  citizen. 

He  served  as  Sunday  School  super¬ 
intendent  at  First  Methodist  Church 
for  30  years  and  was  a  retired  steward 
of  the  church. 

A  Winnfield  newspaper  said  of  him: 
“Dr.  Wren’s  kindliness  to  all  men  was 
one  of  his  outstanding  traits  ...  his 
life  really  centered  around  his  church, 
to  which  he  gave  a  lifetime  of  service 
in  nearly  every  capacity  a  layman 
could  fill  .  .  .  Dr.  Wren  was  a  great 
and  good  man.” 

Survivors  include  his  wife,  Mrs. 
Leta  O.  Wren;  a  daughter,  Mrs.  Thom¬ 
as  (Margaret)  Harrel  of  Winnfield,  and 
two  grandsons. 


ESCORTED  FOR  STUDENTS 

HOLY  LAND  TOURS 
$777 

Three  full  weeks,  let,  ell  meals,  Stinkard 
Hotels,  sightseeing  and  a  First  Class  cruise  uu 
the  S.  S.  REGINA. 

1 967*61  DEPARTURES  FROM  NEW  YORK:  May  I, 
22,  June  5,  19,*  July  3,*  17,  20,  31,  Aug.  14,* 
28,  Sept  11,  25,  Oct  9. 

SAME  TOUR  DE  LUXE  5999  up 
Special  offer:  Ears  your  Free  Holy  Lank  Tour 
For  information  and  descriptive  folders  write: 
WHOLESALE  TOURS  INTERNATIONAL 
(Specialists  in  Holy  Land  Travel) 

500  Fifth  Avenue,  N.  Y.,  N.  Y.  1003C 
•Higher  airfares 


Kruger  Travel  Bureau,  Inc.  Little  Rock 

EUROPEAN  FESTIVAL  TOUR 

Sail  Over,  Fly  Home 

Holland  —  Germany  —  Austria  —  Italy 
France  —  England  —  Scotland 

Cost:  $1450 

July  16  —  August  29 

Tour  Leader  —  Robert  M.  McGill 
Hendrix  College 
Conway,  Arkansas 
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93  persons  from  the  Lofo  Terri  Sub-district  MYF,  in  Lafayette  District, 
met  at  Golden  Meadow  Methodist  Church,  Galliano,  March  11.  Sargent 
Williams  of  South  LaFourche  High  School  was  the  featured  speaker.  The 
next  meeting  will  be  held  at  Grand  Isle  Methodist  Church  April  15,  and 
the  Rev.  Robert  Eaker  will  speak  concerning  the  work  of  the  Methodist 
Church  among  Spanish  speaking  people  of  New  Orleans. 


Harold  and  Wayne  Evans,  sons 
of  the  Rev.  James  Evans  present¬ 
ed  the  program  at  Monroe  Sub¬ 
district,  at  Claibourne  Church. 
The  Rev.  E.  W.  Sandel  is  Clai- 
bou  rne  pastor. 


AT  LEFT:  Junior  class  of  Amite 
First  Methodist  Church  School 
presents  complete  Braille  New 
Testament  to  the  Parish  Library. 
Mrs.  John  Kilpatrick  and  Mrs. 
Fred  Carpenter  receive  the  gift 
bought  with  money  the  boys  and 
girls  saved  during  the  fall  sea¬ 
son,  under  leadership  of  their 
teachers,  the  L.  P.  Battes. 


Five  Laymen  from  Elizabeth  Sullivan  Memo¬ 
rial  Methodist  Church,  Bogalusa,  who  took  part 
in  a  visitation  evangelism  program  at  Kent¬ 
wood.  Left  to  right:  Charles  Watts,  who  heads 
the  visitation;  Earl  Crowe;  Lester  Duncan;  Ed¬ 
ward  Gatlin,  chairman  of  Commission  on  Mem¬ 
bership  and  Evangelism;  and  Fred  Lee. 


ABOVE:  Den  I  members  of  newly-organized 
Scout  Pack,  Jonesvi I le  Methodist  Church,  meet 
with  Den  Mother,  Mrs.  S.  B.  Dampier.  The 
Rev.  S.  B.  Dampier  is  pastor. 

In  preparation  for  the  March  20-25  revival,  Ol- 
la  Methodist  Church  members  met  for  a  fellow¬ 
ship  supper.  The  girls’  ensemble  pictured  Members  of  LakeviewMethodi  st  Church,  Shreve- 

here  entertained  with  popular  and  religious  port,  held  a  2-day  retrfeat,  March  10-11.  45 

music.  The  Rev,  George  Sherman  is  pastor.  members  attended  the  Friday  evening  session 

at  the  church.  About  25  members  gathered  for 
Saturday  sessions  at  Forbing  YMCA  Camp. 
The  day’s  agenda  included  breakfast,  devotional  period,  study  of  New 
Day  curriculum  under  leadership  of  E.  E.  Armstrong,  First  Methodi  st 
Church,  Shreveport,  and  group  planning.  The  Rev.  James  L.  Beaseley  is 
pastor.  Program  and  arrangements  were  under  direction  of  the  Ted  Pack- 
wood. 


Monroe  District  Superintendent 
and  Mrs.  Ed  Haug  and  Ruston 
District  Superintendent  and  Mrs. 
Henry  Rickey  are  shown  at  Clai¬ 
borne  Methodist  Church,  West 
Monroe,  where  Dr.  Rickey  showed 
his  Holy  Land  slides. 


W.  D.  Cotton, 
Rayvi  lie, 
speaking  to 
Tallulah 
Fanily  Night 
group, 
concerning 
the  church 
and  the  last 
General 
Conference. 


This  picture  shows  some  of  those  who  attended  the  Tallulch  Fanily  Night 
Supper.  The  Rev.  Clark  W.  Bell  is  pastor. 
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Louisiana  Conference 
Lay  Retreat 
July  29-30 

Ernie  Logan  of  Nashville.,  Tenn.,  a 
staff  member  of  the  Methodist  Board 
of  Evangelism,  will  be  the  speaker  for 
the  Louisiana  Conference  Lay  Retreat 
July  29-30  at  Centenary  College, 
Shreveport. 

Bishop  Aubrey  G.  Walton  has  been 
invited  to  speak  at  Sunday  morning 

services.  ,  . 

All  sessions  of  the 
11th  annual  retreat 


THE 
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-«•»  STS 
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ouisiana 


<I)erho5ist 


will  be  in  Brown 
Chapel  on  the  cam¬ 
pus.  Logan  will 
speak  at  7:45  p.m. 
Saturday  and  8:00 
a.m.  Sunday.  He  was 
the  speaker  last  Sep¬ 
tember  for  the  lay 
retreat  of  the  Shreve¬ 
port  and  Ruston  dis¬ 
tricts  at  Caney  Lake 

near  Minden. 

Lay  schools  of  theology  again  will 
be  the  main  interest  and  this  year  the 
number  of  courses  has  been  increased 
to  10.  Several  of  these  are  being  pre¬ 
pared  to  appeal  to  young  people,  and 
delegates  are  urged  to  bring  their  sons 
or  other  teen-age  boys  to  the  retreat. 

Registration  will  begin  at  12  noon 
Saturday.  Persons  attending  will  be 
housed  in  the  college  dormitories. 

Logan  is  the  national  director  of 
The  Twelve,  small  group  movement 

(Continued  on  page  13) 

Board  of  Lay 
Activities  meets 
Saturday,  April  15 
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LOOKING  OVER  PLANS  for  a  quarter  mi  1 1  ion  dollar  addition  to  the  Cent¬ 
enary  College  Cafeteria  are,  left  to  right:  B.  J.  Whittaker,  contractor: 
Aubrey  A.  McKelvy,  Jr.,  architect;  Dr.  Jack  S. Wilkes,  president  of  Cent¬ 
enary,  and  George  Nelson,  chairman  of  the  Board  of  Trustees. 


PASTORS  AND  CHURCHES 

The  World  Service  Commis¬ 
sion  of  the  Louisiana  Annual 
Conference  would  urge  all  pas¬ 
tors  and  churches  to  be  alert  to 
paying  in  full  all  conference  ask¬ 
ings  by  May  15th.  Conference 
and  benevolence  needs  may  be 
fully  met  if  each  Church  responds 
at  this  time. 

A  recommendation  will  be  pre¬ 
sented  to  the  Annual  Conference 
to  allow  a  $1,500  maximum  for 
the  Pastor’s  Expense  item,  rather 
than  the  previous  $1,200  maxi¬ 
mum,  with  the  stipulation  that  no 
salary  item  be  cut  at  such  a  time 
as  Pastor’s  expense  is  increased. 


Centenary  officials  sign 


Louisiana  Baptist 
pastor  to  head 
alcohol  council 


quarter— million  dollar  contract 


The  Louisiana  Methodist  Confer¬ 
ence  Board  of  Lay  Activities  will  hold 
its  annual  meeting  Saturday,  April  15, 
at  Horseshoe  Drive  Methodist  Church 
in  Alexandria. 

Speakers  will  include  the  Rev.  Rex 
Squyres  of  Kinder,  representing  the 
Town  and  Country  Commission;  the 
Rev.  James  Adams  of  Shreveport, 
chairman  of  the  Board  of  Pensions; 
Allan  Collette  of  Lake  Charles,  who 
will  report  for  the  Committee  on  Ecu¬ 
menical  Affairs;  Mai  Fyle  of  Metairie 
and  Bill  Ford  of  Lake  Charles,  re¬ 
porting  on  Methodist  Men;  Dudley 
Snow  of  Shreveport  and  V.  J.  French 
of  Jena,  representing  the  Committee 
on  Promotional  Activities. 

Also  reporting  will  be  the  confer¬ 
ence  lay  leader,  Tom  Matheny  of 
Hammond;  the  associate  director  of 
the  Area  Office,  Cecil  Bland  of 
Shreveport;  and  the  treasurer,  John 
Trotter  of  New  Iberia. 

The  1000  Club  committee  will  meet 
at  1:30  p.m.  and  the  committees  for 
Ecumenical  Affairs  and  Methodist 
Men  at  2.  The  board  will  begin  at  3. 

Dinner  will  be  served  at  6,  and  a 
filmstrip  presentation  by  the  confer¬ 
ence  Board  of  Christian  Social  Con¬ 
cerns  will  follow.  Dr.  Woodrow  Hearn, 
chairman  of  the  conference  board,  will 
attend  the  laymen’s  meeting  and  intro¬ 
duce  the  filmstrip. 

A  disunited  church  will  not  be  re¬ 
garded  as  the  hope  of  a  divided  world. 


A  quarter  million  dollar  contract  for 
expansion  and  improvement  of  the 
Centenary  College  Cafeteria  was  signed 
this  week,  according  to  an  announce¬ 
ment  by  George  D.  Nelson,  chairman 
of  the  Board  of  Trustees  and  Dr.  Jack 
S.  Wilkes,  president  of  the  college. 

The  new  improvements,  adding 
12,000  square  feet  to  the  present  facil¬ 
ity,  will  double  the  present  capacity  of 
the  college  cafeteria.  An  enlarged 
kitchen,  a  complete  new  serving  line, 
dining  space  for  300  more  students 
and  3  private  dining  rooms  are  among 
the  improvements  called  for  in  the  new 
building  program. 

The  contract  for  the  construction 
was  signed  with  B.  J.  Whittaker  of  the 
Whittaker  Construction  Company.  Au- 

Board  of  Social 
Concerns  approves 
resolution 

The  Louisiana  Conference  Board  of 
Christian  Social  Concerns  has  ap¬ 
proved  a  resolution  urging  that  the 
United  States  ratify  the  University 
Declaration  of  Human  Rights. 

The  board  action  was  taken  during 
the  Convocation  of  Boards  at  Alex¬ 
andria.  The  recommendation  came 

( Continued  on  page  12) 


brey  A.  McKelvy,  Jr.  is  the  architect 
for  the  project. 

The  work  is  expected  to  start  im- 


The  Rev.  Bill  E.  McCormack,  until 
recently  pastor  of  Westside  Baptist 
Church,  Shreveport,  La.,  has  been 
named  executive  director  of  the  Amer¬ 
ican  Council  on  Alcohol  Problems, 
Inc.,  national  body  which  coordinates 

(Continued  on  page  12) 
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OUR  BISHOP'S  LETTER 

News  Orleans,  Louisiana 
April  1,  1967 

Dear  Louisiana  Methodists: 

I  am  just  back  from  attending  the  spring  meeting  of  the  Council 
of  Bishops  at  Buffalo.  We  were  in  session  from  last  Monday  until  Thurs¬ 
day  evening.  I  went  to  Buffalo  on  Saturday  so  that  I  would  not  be  travel¬ 
ing  on  Easter  Day.  Last  Sunday  I  attended  Easter  services  at  Central 
Park  Methodist  Church  in  Buffalo,  Dr.  Charles  R.  Benton,  minister.  The 
sanctuary  is  beautiful  and  the  service  was  inspiring.  The  sun  shone  brightly 
that  day  and  the  temperature  range  was  comfortable.  I  am  of  the  opinion 
that  the  meeting  of  the  Council  of  Bishops  this  week  was  the  most  im¬ 
pressive  and  significant  one  that  we  have  had  since  I  have  been  a  member 
of  the  Council. 

Continuing  the  plan  begun  in  my  letter  of  last  week,  I  would  like 
to  give  to  you  another  story  of  urgent  and  great  importance  in  India 
at  the  present  moment.  I  am  referring  now  to  the  need  for  a  Union  Chris¬ 
tian  College  Hostel  in  Hyderabad,  Bishop  Gabriel  Sundaram,  resident 
bishop  of  the  Hyderabad  Area  gives  this  project  high  priority. 

's  the  only  city  of  its  size  in  India  which  does  not  have  a 
ChrisUan  college  Many  smaller  cities  have  Christian  colleges,  for  example. 
Allahabad  (two  colleges),  Lucknow  (two  colleges),  Indore,  Agra,  Nagpur, 
Mathura  and  Kanpur.  The  absence  of  a  Christian  college  in  Hyderabad 
is  a  great  barrier  to  the  training  of  Christian  leadership. 

At  the  same  time,  there  are  unique  facilities  in  Hyderabad  for  higher 
education.  In  the  Osmania  University,  training  is  given  in  Arts,  Science. 
Commerce,  Education,  Law,  Medicine,  Engineering,  etc.  There  are  also 

(Continued  on  page  4) 


Qditoiuad 

AN GLIC AN -METHODI ST  UNITY  REPORT 

he  Interim  Report  of  the  Anglican-Methodist 

Unity  Commission  has  now  been  published  and 
there  has  been  a  varied  set  of  reactions  from  the 
religious  press  of  Great  Britain.  The  RNS  story  on 
the  matter  says,  “Stormy  seas  still  lie  ahead  for 
Anglican  and  Methodist  negotiators  working  out  a 
plan  of  union  of  their  two  churches,  judging  from 
religious  press  reaction.” 

The  Methodist  Recorder  had  this  to  say  about 
the  25,000-word  report  which  contains  a  revised 
version  of  the  controversial  Service  of  Reconcilia¬ 
tion,  designed  to  meet  objections  among  members 
of  both  Churches  to  the  previous  for  integrating 
the  two  ministries:  “The  contents  of  the  Interim 
Statement  are  not  vague.  They  are  reassuring. 
They  will  need,  and  they  will  get,  detailed  scrutiny. 
But  our  own  immediate  reaction  is  that  the  State¬ 
ment  is  well  named  Toward  Reconciliation.” 

The  Church  Times,  leading  independent  Church 
of  England  newspaper,  was  not  satisfied,  however. 
It  said  bluntly  that  the  unanimity  characterizing 
the  proposals  of  the  negotiators  in  the  Interim  Re¬ 
port  does  not  represent  an  equally  solid  opinion 
throughout  the  two  Churches  and  that  there  are 
“rocks  in  plenty  ahead.” 

The  evangelical  Church  of  England  Newspaper 
was  even  more  forthright.  It  said  the  commission 
had  presented  a  new  church  unity  plan  at  the  price 
of  “theological  agnosticism.” 

Basically,  the  point  of  difference  still  remains 
in  the  philosophy  of  the  ministry  and  of  ordination. 
As  the  Church  Times  said:  “In  spite  of  all  that  the 
statement  argued  about  differences  within  the 
Church  of  England,  Anglicans  are  clearly  commit¬ 
ted  by  their  formularies  ...  to  a  view  of  the  priest¬ 
hood  which  is  poles  apart  from  the  official  Metho¬ 
dist  view  that ‘the  ordained  minister  does  not  pos¬ 
sess  any  priesthood  which  he  does  not  share  with 
the  whole  company  of  Christ’s  faithful  people.’  If 
views  so  different,  and  indeed  opposed,  are  to  be 


reconciled,  it  can  only  be  done  by  an  operation 
which  is  frankly  ambiguous.” 

This  periodical  felt  that  the  change  of  the  refer¬ 
ence  to  a  minister  as  a  “presbyter”  instead  of 
“priest”  would  do  little  to  allay  the  fears  of  the 
Anglicans  concerning  the  dilution  of  the  concept 
of  priesthood.  It  said:  “Anglican  fears  on  the  sub¬ 
ject  of  the  priesthood  are  hardly  likely  to  he  al¬ 
layed  by  the  suggested  change  in  words.  .  .  .  The 
change  looks  to  us  like  a  concession  to  Protestant 
dislike  of  what  Catholics  hold  very  dear.” 

Further  excerpts  from  the  interpretation  of  the 
Methodist  Recorder  on  the  report: 

“It  does  not  deal  with  all  the  many  problems 
remitted  by  the  (Methodist)  Conference  and  the 
(Anglican)  Convocations,  but  the  way  in  which 
big  doctrinal  issues  have  been  tatckled  and  the  fact 
that  the  statement  so  far  is  unanimous  gives  hope 
that  these  problems  can  be  resolved. 

“There  will  be  considerable  relief  that  the  im¬ 
portant  sections  on  “Scripture  and  Tradition,” 
‘Priesthood  and  Ministry’  and  ‘Sacrificial  Aspects 
of  Holy  Communion”  are  not  essays  in  compromise' 
formulae.  Areas  of  agreement  and  disagreement 
have  been  clearly  defined  and  fairly  stated.  The 
point  is  not  over-stressed,  but  careful  readers  will 
note  that  where  there  is  conflict  of  opinion  it  is 
found  in  both  churches. 

“Readers  who  compare  for  themselves  the  1963 
and  the  revised  Service  of  Reconciliation  will  ob¬ 
serve  the  important  and  welcome  changes  in  em¬ 
phasis  and  implication.  But  it  may  well  be  held 
that  the  most  conciliatory  step  taken  by  our  An¬ 
glican  friends  is  in  the  draft  Ordinal.  It  includes 
the  service  for  ‘the  ordination  of  presbyters,  also 
called  priests,’  in  which  every  reference  is  to  pres¬ 
byter.  .  .” 

“The  Interim  Statement  will  not  appease  those 
in  both  Churches  who  want  to  stay  as  they  are,  or 
those  Methodists  who  are  firmly  opposed  to  epis¬ 
copacy  in  British  Methodism.  But  the  clarity  of 
the  explanations,  the  recognition  that  some  of  the 
points  made  by  the  ‘dissentients  had  real  sub¬ 
stance,  and  the  evident  growth  in  mutual  under¬ 
standing  between  representatives  holding  different 
theological  opinions,  should  do  much  to  help  those 
who  in  1965  (when  the  Church  decided  to  go  for¬ 
ward  in  an  attempt  to  attain  union)  were  poised 
between  hope  and  fear.” 

Speaking  at  a  press  conference  at  which  the 
Interim  Report  was  introduced,  the  Anglican  Bish¬ 
op  of  London,  Dr.  Robert  Stopford,  who  shares  the 
chairmanship  of  the  Unity  Commission  with  the 
Methodists’  Dr.  Harold  Roberts,  said  he  believed 
the  first  stage  of  the  union  plan,  providing  for 
intercommunion  between  the  two  Churches,  could 
be  achieved  by  1970  and  that  there  might  be  full 
organic  union  10  years  later. 


TRUTH  IS  STRANGER  THAN 
FICTION 

Occasionally  one  has  experiences 
that  he  feels  he  should  not  repeat  to 
anyone  for  fear  the  description  will 
sound  too  fantastic  for  anyone  to  be¬ 
lieve.  Such  were  the  events  in  which 
this  writer  was  involved  on  Tuesday 
of  last  week. 

On  the  way  to  a  meeting  of  the 
Council  of  Secretaries  of  The  Metho¬ 
dist  Church,  we  spent  the  night  in 
Cincinnati,  O.  in  order  to  catch  an 
early  morning  flight  of  less  than  50 
miles  to  Dayton.  We  arose  early  to 
catch  a  7:00  a.m.  Lake  Central  flight 
which  was  to  arrive  in  Dayton  at  7:22 
a.m.  As  we  passed  the  expected  time 
of  arrival  the  pilot  announced  that  the 
fog  was  so  bad  we  could  not  land  in 
Dayton  and  that  we  would  have  to 
travel  to  Detroit,  Mich. 

Once  in  Detroit,  at  8:00  a.m.,  no 
one  really  seemed  to  care  whether  we 
ever  reached  our  destination.  We  were 
placed  on  an  8:45  flight  which  would 
have  reversed  our  course  to  Dayton, 
but  the  plane  coughed  asthmatically  a 
few  times  and  that  flight  was  cancelled. 
Most  of  the  group  were  being  rerouted 
by  Delta  to  Dayton  via  Chicago,  but 
the  seats  on  that  plane  were  all  taken 
before  we  arrived  at  the  counter. 

Then  it  seemed  that  the  best  ap¬ 
proach  was  to  take  an  9:30  flight  to 
Lima,  O.  and  rent  a  car  for  the  50- 
mile  trip  to  Dayton.  Just  before  we 
boarded  that  plane,  it  developed  a  gas 
leak  and  it  was  cancelled.  Then  at 
11:00  a.m.  we  finally  departed  from 
Detroit  on  a  plane  to  Columbus,  where 
we  planned  to  rent  a  car.  However, 
for  this  once,  luck  was  with  us  —  on 
arrival  in  Columbus  we  discovered  that 
a  plane  was  leaving  for  Dayton  in  a 
few  minutes.  S%,  we  finally  arrived  at 
our  destination  at  3:00  p.m.,  after 
riding  at  least  500  miles  on  our  $7.15 
fare  paid  originally  to  fly  to  Dayton 
from  Cincinnati. 
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Newly-elected  bis¬ 
hop  of  the  Korean  Metho¬ 
dist  Church,  the  Rev. 
Hong-Kyu  Pyen,  (center) 
was  installed  at  special 
services  (March  5)  in  the 
Chung  Dong  Methodist 
Church  in  Seoul.  With 
Bishop  Pyen  are  Roman 
Catholic  Bishop  Ki-Nam 
Ro,  (left)  and  Bishop  0. 
Eugene  Slater  (right)  of 
the  San  Antonio-North- 
west  Texas  Area.  (Board 
of  Missions  Photo) 


Koreans  elect  Bishop 

The  Rev.  Hong-Kyu  Pyen,  pastor  of 
South  Mountain  Methodist  Church 
(Nam  San  Church)  in  Seoul,  was  elect¬ 
ed  bishop  of  the  Korean  Methodist 
Church  (March  4)  at  a  special  session 
of  the  quadrennial  Korean  General 
Conference. 

The  special  session  of  the  General 
Conference  was  necessary  when  regu¬ 
lar  sessions  in  September  and  October, 
1966,  were  still  deadlocked  over  the 
election  of  a  bishop  after  111  ballots. 
Bishop  Pyen  was  elected  on  the  third 
ballot. 

In  other  action  the  General  Confer¬ 
ence  delegates  approved  changes  in  the 
Korean  Church’s  Discipline,  making  it 
possible  to  have  “one  or  more”  bish¬ 
ops. 

Pastoral  appointments  are  to  be 
made  for  four  years.  The  district  super¬ 
intendent,  however,  will  only  serve 
for  two  years,  and  will  be  elected  by 
the  lay  and  ministerial  members  of 


Annual  Conference  from  his  district. 

The  Korean  Church  has  been  auton¬ 
omous  since  1930.  The  church  is  affil¬ 
iated  with  American  Methodism  and 
receives  aid  through  the  Methodist 
Board  of  Missions  in  the  form  of  mis¬ 
sionaries  and  mission  funds.  It  is  one 
of  five  autonomous  Methodist  Church¬ 
es  to  which  American  Methodism  is 
related. 

Bishop  Pyen,  68,  attended  school  in 
Korea  and  China  and  studied  at  Ham¬ 
line  University  and  Drew  Theological 
Seminary  in  the  United  States.  He  was 
ordained  in  the  Newark  Conference 
in  1929.  Bishop  Pyen  served  as  pastor 
of  the  Korean  Methodist  Church  in 
Honolulu  in  1931-33.  He  has  been  a 
professor  at  the  Methodist  Theological 
Seminary  in  Seoul  and  has  served  for 
two  terms  as  president  of  the  seminary, 
from  1938-40  and  again  from  1946- 
49.  He  has  been  pastor  of  the  Nam 
San  Church  in  Seoul  since  1950. 


Council  of  Bishops 
meets  in  Buffalo 

More  than  3,000  persons  attended 
a  public  session  in  Kleinhans  Music 
Hall,  Buffalo,  N.Y.,  in  connection  with 
the  recent  meeting  of  the  Council  of 
Bishops  in  that  city.  Bishop  Richard 
C.  Raines  of  the  Indiana  Area,  presi¬ 
dent  of  the  Council,  was  the  speaker. 

Bishop  Raines  told  the  group  that 
since  much  of  the  world’s  current  un¬ 
rest  and  revolution  was  stimulated  by 
Christianity,  the  church  needs  to  be 
ready  to  obey  Christ’s  call  to  change. 

He  said  that  the  power  of  the 
church,  both  through  personal  char¬ 
acter  and  witness  and  through  group 
action,  should  not  be  denied  but  should 
be  used  “responsibly  for  the  purposes 
of  God.”  He  declared  also  that  con¬ 
version,  “new  birth,”  is  essential  to  the 
process  of  glowing  up,  for  “the  spirit¬ 
ually  immature  cannot  cope  with  to¬ 
day’s  world. 

t 

"Conversion"  theme 
of  WCC  meeting 

Conversion  will  be  the  central  theme 
of  the  annual  meeting  of  the  U.  S. 
Conference  for  the  World  Council  of 
Churches,  April  19-21,  at  The  Inn, 
Buck  Hill  Falls,  Pa. 

Dr.  D.  T.  Niles,  general  secretary 
of  the  East  Asia  Christian  Conference, 
will  deliver  the  opening  address,  “Con¬ 
version  and  the  Wholeness  of  Man.” 

Dr.  Ralph  M.  Holdeman,  associate 
director  of  Evangelism,  Department 
of  Church  Renewal,  National  Council 
of  Churches,  will  lead  the  section  call¬ 


ed  “Conversations  on  Conversion,” 
featuring  Dr.  Richard  Caemmerer,  pro¬ 
fessor  of  Homiletics  at  Concordia  Sem¬ 
inary,  St.  Louis,  Missouri;  and  Dr.  P. 
W.  S.  Schneirla,  pastor  of  St.  Mary’s 
Syrian  Antiochian  Church,  Brooklyn, 
New  York,  who  also  is  a  professor  at 
St.  Vladimir’s  Orthodox  Theological 
Seminary  at  Crestwood,  N.  Y.  Intro¬ 
ducing  this  section  will  be  the  Rev. 
William  A.  Norgren,  executive  direc¬ 
tor,  Department  of  Faith  and  Order, 
National  Council  of  Churches. 

The  three-day  meeting  will  begin  at 
8:30  p.m.  on  Wednesday,  April  19, 
with  opening  worship  by  Dr.  Margaret 
Shannon,  executive  director,  Church 
Women  United,  National  Council  of 
Churches.  It  will  conclude  at  noon  on 
Friday,  April  21,  after  a  panel  dis¬ 
cussion  on  the  U.S.  and  World  Eco¬ 
nomic  Development.  Dr.  Philip  A. 
Johnson  will  lead  the  panel  that  will 
explore  the  Christian  response  to  so¬ 
cial  needs  as  a  test  of  Christian  dis- 
cipleship  and,  therefore,  a  test  of  true 
conversion.  Dr.  Johnson  is  associate 
executive  secretary  of  the  World  Coun¬ 
cil  of  Churches  in  the  U.  S. 
t 

Dr.  Arthur  S.  Flemming,  prominent 
Methodist  layman  and  president  of  the 
National  Council  of  Churches,  has  re¬ 
ceived  a  National  Conference  of  Chris¬ 
tians  and  Jews  Brotherhood  Award  for 
“outstanding  leadership  in  promoting 
the  cause  of  goodwill,  justice  and 
standing  among  all  the  people  of  our 
nation,  thereby  fostering  amity,  justice 
and  cooperation  among  Protestants, 
Catholics*  and  Jews:” 


Methodists  make 


R.W.  Fair  Foundation 
gives  mission 
Board  $60,000 

A  gift  of  $60,000  from  the  R.  W. 
Fair  Foundation  was  presented  to  Dr. 
Ashton  Almand,  treasurer  of  the  World 
Division  of  the  Methodist  Board  of 
Missions  in  a  recent  meeting  at  the 
Marvin  Methodist  Church,  Tyler,  Tex., 
by  Mrs.  R.  W.  Fair. 

Mr.  Fair,  who  died  in  1965,  was  a 
member  of  Missions  from  1948  to 
1964,  and  this  current  gift  brings  to 
more  than  $630,000  the  amount  given 
for  two  causes  described  as  “especially 
close  to  his  heart”:  scholarships  to  train 
key  young  people  overseas,  and  assist¬ 
ance  with  vital  tasks  in  the  Rio  Grande 
Conference  among  Spanish-speaking 
people  in  the  Southwest. 

More  than  3,000  persons  have  been 
trained  in  dozens  of  institutions  around 
the  world  through  money  received 
from  Mr.  Fair  or  the  Foundation. 

The  Fair  Foundation  also  set  up  a 
special  committee  in  the  South  Central 
Jurisdiction  to  help  promote  and  inter¬ 
pret  the  work  of  the  Rio  Grande  Con¬ 
ference. 

t 

No  nation  is  stronger  than  the  bonds 
of  matrimony  that  undergird  its  family 
life. 


WASHINGTON,  D.C.  —  Five  churches  in  the  historic  "Foggy  Bottom"  area 
of  Washington,  D.C.,  held  an  ecumenical  service  for  the  Blessing  of  the 
Palms  at  Washington  Circle,  west  of  the  White  House.  The  ceremony  was 
one  of  several  marking  the  centennials  ofSt.  Stephen  Martyr  Roman  Cath¬ 
olic  church  and  St.  Mary’s  and  St.  Paul’s  Episcopal  churches.  Pastors 
and  parishioners  of  the  Union  Methodist  church  and  the  Community  of 
Christ  Lutheran  were  invited  and  participated  in  the  service.  Clergy, 
choirs  and  congregations  assembled  at  their  respective  churches  to  re¬ 
ceive  palms  and  walked  in  procession  to  the  site.  More  than  500  persons 
attended.  Here,  the  Rev.  James  Richards,  rector  of  St.  Paul's,  reads  the 
Gospel  of  the  Palms.  Clergy  and  choirs  of  the  participating  churches  sur¬ 
round  him  at  the  base  of  the  Clark  Mills  statue  of  George  Washington. 
(RNS  Photo) 


first  gifts 
to  EPEAA 

The  first  check  for  $46,000  to  the 
Ecumenical  Program  for  Emergency 
Action  in  Africa  (EPEAA),  has  been 
forwarded  to  Africa  through  the  World 
Council  of  Churches  by  the  Methodist 
Board  of  Missions. 

The  gift  represents  the  first  remit¬ 
tance  of  a  promised  total  of  $250,000, 
to  be  paid  equally  by  the  World  Di¬ 
vision  and  the  Woman’s  Division  of 
Christian  Service  over  a  five-year  per¬ 
iod.  The  Methodist  Committee  for 
Overseas  Relief  is  also  making  avail¬ 
able  $250,000  for  the  period  of  1965- 
1970,  with  $100,000  already  having 
been  paid. 

Included  in  the  amount  just  sent  by 
the  World  Division  is  $10,000  desig¬ 
nated  for  the  Universite  Libre  du  Con¬ 
go-  (FTee  University  of  the  Congo), 
which  opened  in  October,  1963,  in 
Kisangani,  with  40  students.  The  need 
in  the  early  years  of  the  university  is 
for  the  quick  acquisition  of  books  and 
scientific  equipment.  The  other  desig¬ 
nated  gift  is  $6,000  for  a  family  pro¬ 
gram  of  the  All  Africa  Conference  of 
Churches.  The  balance  of  $30,000  is 
for  administration  and  undesignated 
projects. 

At  a  meeting  early  this  year  in  Nair¬ 
obi,  Kenya,  of  the  committee  guiding 
EPEAA,  Dr.  Clinton  M.  Marsh,  direc¬ 
tor,  reported  that  nearly  $2,500,000 
has  been  made  available  by  churches 
and  government  agencies  from  around 
the  world,  including  Africa.  But,  he 
said,  at  the  end  of  the  program’s  first 
two  years,  the  figure  should  be  at  least 
$4,000,000  if  the  goal  is  to  be  reached 
by  1970. 

Dr.  Marsh  also  urged  agencies  to 
make  available  more  undesignated 
funds  so  EPEAA  could  discover  and 
meet  crucial  needs  with  quick  action. 
“It  was  built,”  he  said,  “upon  the  con¬ 
cept  of  a  program  directed  in  Africa 
by  Africans.” 


DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

April  9 — Sunday  Isaiah  6:1-8 


April  10  .  Isaiah  45:1-25 

April  11  . . Isaiah  55:1-13 

April  12  .  Jeremiah  29:1-14 

April  13  .  Ezekiel  33:1-16 

April  14  . Joel  2:12-32 

April  15  .  Matthew  22:1-22 


April  16 — Sunday  ..  Mark  1:14-28 
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CONFERENCE  AND  DISTRICT 
WORKSHOPS  AND  ASSEMBLIES 

April  21,  22 — Tri-District  Christian  Vocations  Conference  at  Caney  Lake 
June  5-16 — Youth  Mission  Tour  —  Mrs.  James  Oldham,  10465  Cedar- 
lane,  Baton  Rouge,  La.  70816  —  $90 
June  11-17 — Pre-College  Seminar,  Centenary  College 
June  12-16 — Youth  Moral  Concerns  Seminar,  First  Methodist  Church, 
Shreveport 

June  25-3U — MYF  Workshop  —  Camp  Istrouma,  Rev.  James  Evans, 
Dean  $24 

July  7-21 — Leadership  and  Laboratory  Schools  at  Mt.  Sequoyah — Regis¬ 
tration  fee  varies  —  write  Rev.  J.  C.  Skinner  for  information 
July  10-14 — MYF  Assembly,  Centenary  College — Rev.  Karl  Wood,  Dean 
$24  in  1966 

August  11-18 — MYF  Regional  at  Mt.  Sequoyah 

October  7,  8 — B.L.C.  Workshop,  Camp  Istrouma  —  Rev.  Kenneth  Nor¬ 
ton,  B.L.C.  Director  —  was  $5  in  1966 
October  20-22 — Conference  Recreation  Workshop  —  Istrouma  —  Rev. 

J.  C.  Skinner,  Registrar  —  $15 

ALEXANDRIA  DISTRICT 

June  5-9 — Tri-District  Senior  Camp  —  Rev.  Ben  Oliphint  —  $17 
June  13-15 — Tri-District  Older  Adult  Camp  —  Rev.  Jolly  Harper — $10 
June  26-30 — Alexandria  District  Junior  Camp  —  Rev.  Richard  Walton — 
$17 

July  17-22 — Junior  High  Camp  —  Rev.  Robert  Galatas  —  $17 

BATON  ROUGE 

June  19-23 — Junior  I  Camp — Rev.  Marvin  McFarland  —  Istrouma — $22 
July  10-14 — Junior  High  Camp — Rev.  Billl  Sirman — Istrouma — $22 
July  24-28 — Junior  Camp  II  —  Rev.  Carey  Martin  —  Istrouma — $22 

LAFAYETTE 

June  5-10 — South  Louisiana  Senior  Institute  —  Dr.  Ben  Oliphant  — 
Brewer  —  $15.50 

July  3-7 — Junior  Camp — Rev.  T.  R.  Bergeron,  Director  —  Camp  Brewer 
—$16.50 

June  12-15 — Older  Adult  Camp  —  Dr.  Jolly  Harper  —  Camp  Brewer — 
$8.50 

July  31-August  4 — Junior  High  Camp  —  Rev.  David  Strozier  —  Brewer 
—$16.50 

LAKE  CHARLES 

June  5-10 — South  Louisiana  Senior  Institute  —  Dr.  Ben  Oliphint  — 
Brewer — $18 

June  12-15 — Tri-District  Older  Adult  Camp — Dr.  Jolly  Harper — Brewer — 
$10 

June  19-24 — Junior  High  Camp  —  Rev.  Paul  Carroll  —  Brewer — $18 
July  10-14 — Junior  Camp  —  Rev.  James  Poole  —  Brewer  —  $18 

MONROE 

July  3-8 — Senior  High  Camp  —  Rev.  James  Evans — Caney  Lake — $20 
July  17-22 — Junior  High  Camp  —  Rev.  Jerry  Means — Caney  Lake — $20 
August  7-1 1 — Junior  Camp  —  Rev.  H.  B.  Crammer — Caney  Lake — $20 

NEW  ORLEANS 

June  12-16 — Junior  I  Camp  —  Rev.  Dan  Tohline  —  $22 

July  3.8 — Junior  High  Camp  —  Rev.  James  P.  Woodland  —  $22 

RUSTON 

June  6-9 — Older  Adult  Camp  —  Rev.  Dave  Felder 
June  9-16 — Senior  High  Camp — Mrs.  J.  H.  McNeil,  301  Lakeshore  Drive 
Minden,  Louisiana  —  $21 

July  10-14  —  Junior  I  Camp  —  Rev.  Dell  Durand,  Jr.  —  $17 
July  31-August  5 — Junior  High  Camp  —  Rev.  James  J.  Caraway — $17 
August  21-29 — Junior  II  Camp  —  Rev.  B.  L.  Terry  —  $17 

SHREVEPORT 

June  6-9 — Older  Adult  Camp  —  Rev.  Dave  Felder  —  Caney  —  $15 
June  26-30 — Junior  I  Camp  —  Rev.  Bob  Bengston  —  Caney  —  $17.50 
August  14-18 — Junior  II  Camp  —  Rev.  W.  E.  Noland  —  Caney — $17.50 
July  24-29 — Junior  High  Camp  —  Rev.  Stone  Caraway — Caney — $17.50 


REGARDING  ANNUAL 
CONFERENCE 

The  Rev.  Ralph  Cain,  secretary  of 
the  Louisiana  Annual  Conference,  has 
asked  us  to  print  the  following  infor¬ 
mation  relating  to  the  1967  session  of 
the  Conference: 

1.  TO  ALL  BOARDS,  COMMIS¬ 
SIONS  AND  OTHER  AGENCIES: 
Par.  4  of  the  report  of  the  commission 
on  World  Service  and  Finance,  page 
167  of  the  1966  Journal,  reads  in  part: 

“.  .  We  recommend  that  all  boards 
and  agencies  of  the  conference  write 
their  complete  reports  for  printing  in 


the  Pre-Conference  Report,  with  only 
a  brief  summary  to  be  provided  for 
printing  in  the  Journal.” 

(This  brief  summary  should  be 
typed  and  handed  to  the  conference 
secretary  at  the  time  of  the  report,  with 
two  copies  left  in  his  hands.) 

(Please  note  that  all  detailed  finan¬ 
cial  reports  are  to  be  omitted  from  the 
Journal.) 

2.  To  all  persons  connected  with 
the  planning  of  the  program  folder  for 
the  1967  conference  session:  Please 
have  all  names  of  speakers,  times  and 
places  of  banquets,  breakfasts  and 
other  meetings  in  the  hands  of  the 
conference  secretary  before  May  1. 


Four  participants  at  Lou¬ 
isiana  Methodist  Student 
Movement  Conference. 
Left  to  right:  the  Rev. 
Joe  Thomas,  McNeese 
State  College,  program 
chairman;  the  Rev.  Del- 
ton  Pickering,  Louisiana 
State  University,  state 
MSM  director;  at  Emory 
University,  principal 
speaker;  the  Rev.  Bob 
Tatum,  Northwestern 
State  College,  host  min- 
i  ster. 


OUR  BISHOP’S  LETTER  (Continued  rom  page  1) 

specialized  institutions  for  Fundamental  Physics,  Nutrition,  American  Lit¬ 
erature,  etc.  The  Andhra  Pradesh  Agricultural  University  has  colleges  of 
Agriculture,  Horticulture,  Home  Science,  Veterinary  Science,  and  Agri¬ 
cultural  Engineering. 

As  a  first  step,  we  have  a  small  hostel  in  the  property  owned  by 
the  Methodist  Missionary  Society  in  London  (now  the  Church  of  South 
India).  This  hostel  has  accommodation  only  for  thirty-four  students,  the 
majority  of  whom  are  Methodists.  The  honorary  warden  is  a  Methodist, 
son  of  a  District  Superintendent.  He  is  Controller  of  Examinations  of 
the  Osmania  University.  It  is  proposed  to  build  a  hostel  for  two  hundred 
students  of  all  denominations.  The  committee  is  requesting  the  former 
British  Methodist  Church  (now  the  Church  of  South  India,  Medak 
Diocese)  to  give  a  valuable  piece  of  land.  The  Baptist  Missions  has  some 
funds  which  may  be  available  for  a  project  approved  by  it.  The  Com¬ 
mittee  on  Coordination  of  the  Hyderabad  Annual  Conference  has  re¬ 
quested  a  grant  of  $80,000.00.  Owing  to  the  increase  in  prices,  it  is 
estimated  that  it  will  require  $100,000.00  to  complete  the  project.  Such 
a  Union  Hostel  will  serve  students  of  all  denominations  and  give  them 
higher  training.  This  is  a  real  ecumenical  undertaking.  Andhra  Pradesh 
State  has  a  large  number  of  Christians,  some  three  and  a  quarter  million 
— half  are  Roman  Catholic  and  half  are  Protestant. There  are  about  ten 
Christian  high  schools  in  Hyderabad  and  vicinity  which  will  use  the 
Christian  Hostel. 

Of  course,  I  realize  that  the  Louisiana  Annual  Conference  could  not 
supply  the  full  amount  needed  for  this  project.  However,  there  are  many 
churches,  and  groups  within  churches,  which  could  provide  an  Advance 
Special  for  this  Union  Christian  Hostel  in  Hyderabad.  Here,  Christian 
boys  coming  from  all  over  India  to  attend  school  in  this  city  could  have 
a  home  where,  in  fellowship  with  other  Christian  young  men  and  super¬ 
vised  by  Christian  leaders,  they  would  profit  from  such  an  experience, 
and  the  Methodist  Church  of  India .  would  be  greatly  strengthened. 
This  is  a  step  toward  a  Christian  college  in  Hyderabad.  It  is  my  hope 
that  Louisiana  Methodists  will  consider  this  matter  carefully  and  prayer¬ 
fully. 

j  If  you  take  an  Advance  Special  for  this  purpose,  send  your  gift  to 
j  Brother  Hearn  earmarked  for  The  Union  Christian  College  Hostel  in 
j  Hyderabad ,  India,  Bishop  Gabriel  Sundaram,  resident  bishop.  Please  send 
me  a  copy  of  your  letter  to  Brother  Hearn  when  you  make  your 
■  contribution. 

5  Sincerely, 

Aubrey  G.  Walton 

i  _ 


First  EUB  Conference 
Vote  on  Union  Favorable 

NEW  YORK  —  Strong  support  of  the 
plan  of  union  of  The  Methodist  Church 
and  The  Evangelical  United  Brethren 
Church  was  given  February  16  by  the 
EUB  Florida  Conference  —  first  of  the 
32  regional  conferences  of  that  denom¬ 
ination  to  vote  on  ratifying  the  pro¬ 
posed  union.  The  vote  was  26  for 
union,  two  against  and  one  abstaining. 

Union  of  the  two  denominations  was 
voted  November  11  in  Chicago  at  simul¬ 
taneous  meetings  of  their  respective 
General  Conferences.  The  proposition 
is  now  being  voted  upon  by  the  annual 
(regional)  conferences  of  each  denom¬ 
ination.  Two-thirds  of  the  aggregate 
vote  in  each  denomination  is  necessary 


PLEASE  NOTE! 

Due  to  the  fact  that  certain 
special  events  take  place  in  all 
local  churches  with  such  regular¬ 
ity  that  the  printing  of  pictures 
of  them  would  be  a  physical  im¬ 
possibility,  we  are  asking  that 
you  do  not  submit  pictures  to  us. 
The  two  categories  which  we 
have  presently  had  to  rule  out 
altogether  are  baptisms  and  re¬ 
ceptions  of  classes  into  church 
membership.  We  hope  you  will 
all  understand  our  position  in 
this  matter.  AAK 
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EWS 

and 

OTES 

THE  REV.  DOUGLAS  McGuire, 
pastor  of  Ruston’s  Trinity  Church,  will 
be  visiting  minister  during  the  April 
9-12  revival  at  the  Bethel  Church  in 
Baton  Rouge  District.  Bethel’s  pastor 
is  the  Rev.  Marvin  McFarland. 

DAVID  CLARENCE  LYNCH  was 
born  to  the  Rev.  and  Mrs.  W.  O. 
Lynch,  Jr.  on  March  23.  Mr.  Lynch 
is  pastor  of  Lakeview  Church  in  Min- 
den.  Other  children  are  Wes,  12  years 
of  age,  Libbi,  6  years,  and  Alicia,  4 
years. 

A  YOUTH  LED  inter-denominational 
revival  was  held  in  the  Vivian  Metho¬ 
dist  Church,  March  15-18.  These  serv¬ 
ices  were  planned  and  conducted  by 
the  youth  themselves.  There  were  over 
200  in  attendance  each  of  the  four 
nights.  The  Devotional  Group  from  the 
North  Caddo  High  School  was  the 
sponsor  of  these  services.  The  Rev. 
Stone  Caraway  is  pastor  of  the  Vivian 
Methodist  Church. 

MRS.  WILLIAM  D.  FORTNER  di¬ 
rected  the  Chancel  and  Youth  Choirs 
of  Broadmoor  Church,  Shreveport,  in 
the  presentation  of  Eric  Thiman’s  “The 
Last  Supper.”  Mrs.  A.  R.  Duncan  was 
organist.  After  two  years  as  director 
at  Broadmoor,  Mrs.  Fortner  is  mov¬ 
ing  from  the  community.  The  Rev. 
Robert  B.  Crichlow  is  pastor  at 
Broadmoor. 

THE  REV.  BOB  SHIRLEY,  pastor 
of  Belcher  and  Gilliam  Churches,  was 
featured  speaker  at  three  Holy  Week 
prayer  breakfasts  held  for  junior  high 
and  senior  high  youth  in  the  First 
Church  of  Bossier  City,  of  which  the 
Rev.  William  P.  Fraser  is  pastor. 

CURTIS  PARK  Methodist  Fellowship 
in  Bossier  City  sponsored  a  beauty 
pageant  with  members  of  Methodist 
Men’s  group  as  the  participants.  Eu¬ 
gene  (Eugenis)  Fitzgerald  and  George 
(Georgia)  Cunningham  were  runners- 
up  to  Terrell  (Terence)  Goodwin,  who 
walked  off  with  first  prize.  The  Rev. 
George  B.  Cunningham  is  pastor. 

IN  ALEXANDRIA  the  youth  of  Trin¬ 
ity  Church  held  an  overnight  planning 
retreat,  March  24-25.  Thirty  young 
people  and  their  counselors  went  to 
Stuart  Nursery  Lake  where  they  spent 
the  night  in  tents  and  planned  the  eve¬ 
ning  program  for  the  next  three 
months,  in  addition  to  enjoying  the 
out-of-doors.  The  Rev.  Byrl  More¬ 
land  is  their  pastor. 

MISS  LINDELL  CLOAR,  affiliated 
with  Operation  Upgrade  in  New  Or¬ 
leans,  spoke  at  the  first  session  of  the 
Jefferson  WSCS  study  of  “Affluence 
and  Poverty”  on  April  2. 

DR.  VIRGIL  ORR,  dean  of  Louisiana 
Tech  in  Ruston,  was  guest  speaker  at 
the  Methodist  Men’s  supper-meeting 
in  Delhi  Monday,  March  20.  Guests 
for  the  meeting  were  the  Presbyterian 
Men.  Jimmy  Hopson  is  president  of 
Methodist  Men  of  Delhi.  The  Rev.  Ted 
T.  Howes  is  pastor. 


SENIOR  CITIZENS  over  70  years  of 
age  were  honored  at  a  party  in  the 
Downsville  Church  last  week.  The  af¬ 
fair  was  sponsored  by  the  Commissions 
on  Social  Concerns  of  the  Bethel, 
Nebo,  and  Downsville  Churches,  of 
which  the  Rev.  Charles  H.  Giessen  is 
pastor. 

“THE  CHALLENGE  of  the  Cross” 
was  the  title  of  a  play  presented  at 
the  Pine  Grove  Church  in  its  Easter 
sunrise  service.  Members  of  Pine  Grove 
and  Evergreen  Churches,  Ruston  Dis¬ 
trict,  participated  under  the  direction 
of  Mrs.  Herman  Ward,  Mrs.  Wayne 
Craig  and  Mrs.  C.  D.  Sandidge.  The 
Rev.  John  Lee  is  pastor. 

La  GRANGE  MEMORIAL  Church  of 
Bayou  Blue  will  [have  its  annual  home¬ 
coming  on  Sunday  April  16.  The  Rev. 
Ira  Robinson  of  Colfax,  a  former  pas¬ 
tor,  will  be  guest  speaker.  The  Rev. 
Woodrow  W.  Bevill  is  presently  pastor 
of  the  La  Grange,  Houma  Heights, 
Dulac  Charge. 


MARGARET  WADE  CAMPBELL 
Day  was  observed  in  First  Church, 
Alexandria,  Sun¬ 
day,  April  2,  spon¬ 
sored  by  the  Com¬ 
mission  on  Mis¬ 
sions.  Miss  Camp¬ 
bell,  missionary  to 
Mexico,  is  a  native 
of  Alexandria  and 
is  supported  by  the 
congregation  o  f 
First  Church.  Dr. 
Ben  Oliphint  is  the 
pastor. 

THE  HAMMOND  FIRST  Church 
Commission  on  Worship  sponsored  the 
appearance  of  a  creative  movement 
class  of  Southeastern  Louisiana  Col¬ 
lege,  directed  by  Mrs.  Jane  Adams, 
presenting  “Holy  Week  Reflections.” 
This  ancient  art  form  revealed  through 
acted  out  but  unspoken  messages  some 
of  the  feelings  and  meaning  of  the 
Lord’s  passion  during  his  last  week  on 
earth.  The  Rev.  Alfred  M.  Brown  is 
the  Hammond  pastor. 


TWO  FORMER  ALEXANDRIA  par- 
sonettes  will  launch  the  study  of  “Af¬ 
fluence  and  Poverty”  in  the  Alexandria 
First  Church  next  Sunday  evening, 
April  9.  Mrs.  Guy  Hicks  and  Mrs. 
Otis  Spinks  both  of  Ruston  will  par¬ 
ticipate  in  the  program,  as  will  Dr. 
Guy  Hicks,  Mrs.  Cedric  Lowrey,  Mrs. 
H.  B.  Staples,  Mrs.  Charles  Prince  and 
Mrs.  John  Honeycutt.  Dr.  Ben  R. 
Oliphint  is  pastor. 


GRAND  ISLE  CHURCH 

TO  BE  DEDICATED  APRIL  9 

Bishop  Aubrey  G.  Walton  will  dedi¬ 
cate  the  new  education  building  of  the 
Grand  Isle  Church  on  Sunday  evening, 
April  9,  at  7:30  p.m.  The  new  struc¬ 
ture  was  built  to  replace  the  educa¬ 
tion  facilities  that  were  destroyed  by 
Hurricane  Betsy.  The  cost  of  over 
$15,000  as  paid  for  in  part  ($5,600) 
by  the  hurricane  relief  fund  of  The 
Methodist  Church.  Virgil  Garlington, 
William  McDonald,  Noble  Campbell, 
Mrs.  H.  B.  Taylor  and  others  have 
been  instrumental  in  the  building  pro¬ 
gram.  The  Rev.  Robert  R.  Miller  is 
pastor. 

IN  MONROE,  THE  LAYMEN’S  re¬ 
vival  was  held  three  nights  during  Holy 
Week.  Speakers  and  leaders  were: 
Tuesday — W.  G.  Davis,  speaker;  W. 
P.  Stewart,  Jr.  leader;  Wednesday — 
Joe  Solomon  and  Charles  Pepper; 
Thursday  —  Pete  Medak  and  Robert 
Newcomer.  The  pastor,  the  Rev.  Lea 
Joyner,  administered  Holy  Commun¬ 
ion  on  Friday. 

WILLIAM  HOUSE,  president  of 
Winnsboro  Methodist  Men,  was  guest 
speaker  at  the  March  30  combined 
meeting  of  the  men’s  groups  of  Wisner 
and  Gilbert  Churches.  The  supper¬ 
meeting  was  held  in  the  Gilbert 
Church.  The  Rev.  John  R.  Johns  is 
pastor. 

DR.  WEBB  D.  POMEROY,  professor 
of  Bible,  Centenary  College,  Shreve¬ 
port,  was  the  minister  for  Holy  Week 
observance  in  Trinity  Church  at  Buras. 
He  began  on  Wednesday  evening  and 
concluded  on  Saturday  evening.  Special 
services  for  young  people  were  held 
in  the  morning,  Bible  study  in  the 
afternoon,  and  worship  each  evening. 
The  Rev.  Fred  Mead  is  pastor  at 
Trinity. 

THE  METHODIST  HOME  HOS¬ 
PITAL  Auxiliary  met  Friday,  March 
24.  The  Rev.  Jack  Midyett,  superin¬ 
tendent  of  the  Home  Hospital,  was  the 
speaker.  Mrs.  John  Ford,  a  relief 
housemother  of  the  Methodist  Chil¬ 
dren’s  Home  at  Ruston,  showed  slides 
of  the  Children’s  Home.  Mrs.  Ford  is 
a  member  of  the  Jefferson  Church, 
New  Orleans,  where  the  Rev.  Donald 
Hall  is  minister. 

BEGINNING  SUNDAY,  APRIL  9, 
Dr.  Gaston  Foote,  pastor  of  Fort 
Worth’s  First  Methodist  Church,  will 
be  preaching  in  the  Baton  Rouge  First 
Church.  Bill  Mann,  song  evangelist 
of  Dallas,  will  join  Dr.  Foote  as  song 
leader.  Services  will  be  at  noon  and  at 
7:30  p.m.  The  Sunday  evening  service 
begins  at  7  o’clock.  Dr.  Dana  Dawson, 
Jr.  is  pastor. 

THE  ISTROUMA  PLAYERS  are 
working  on  the  play,  “Blythe  Spirit” 
to  present  in  that  church  soon.  Miss 
Billie  Floyd  is  directing  the  group. 
The  Rev.  Marvin  H.  Corley  is  pastor. 

GOLDEN  MEADOW  METHODIST 
Church  recently  purchased  a  bus  which 
will  be  used  to  transport  youth  and 
adult  groups  to  activities  in  the  com¬ 
munity  and  in  the  state.  Loyd  Moore, 
Horace  Herrin  and  the  Rev.  Robert 
Miller,  pastor,  served  as  the  committee 
in  the  purchase  of  the  bus. 


At  Newellton,  2  Boy  Scouts  of  Troop  51  recently  received  their  Eagle  bad¬ 
ges  at  the  Court  of  Honor  held  in  the  Union  Church  (Methodist  and  Presbyter¬ 
ian).  They  are  Roger  Dale  Eads,  left,  son  of  Mr.  and  Mrs.  James  Eads,  and 
Ricky  Foster,  son  of  Mr.  and  Mrs.  H.  L.  Foster,  and  grandson  of  the  Rev.  and 
Mrs.  Ira  L.  Yeager  of  Monroe.  The  Rev.  Richard  R.  Meek  is  their  pastor. 


The  Lacombe  Church  Junior  Choir  is  pictured  as  the  group  sang  for  the 
Easter  service.  The  choir  was  formed  last  year  and  is  under  the  direction  of 
Mrs.  Carol  Tibbetts,  with  Mrs.  Lois  Livingston  as  accompanist.  Mrs.  Marion 
Perkins  recently  promoted  the  making  of  robes  for  the  group. 

Below:  The  Lacombe  MYF  celebrated  the  Passover  Supper  in  traditional 
Jewish  manner.  Their  pastor,  the  Rev.  Henry  Ensenat  led  them  in  a  study  of 
different  religions  recently  and  conducted  the  Passover  meal. 
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Sunday  Sc/tA&l 

By:  Alfred  A.  Knox 

LESSON  FOR  APRIL  16:  "The  Call  to  Repentance" 


BACKGROUND  SCRIPTURE:  Acts  2:14-17 

MEMORY  SELECTION:  Repent,  and  be  baptized 
everyone  of  you  in  the  name  of  Jesus  Christ 
for  the  forgiveness  of  your  sins;  and  you  shall 
receive  the  gift  of  the  Holy  Spirit.  (Acts  2:38) 

AIM  OF  THE  LESSON:  To  emphasize  the  fact 
that  the  fust  great  evangelistic  sermon  of  the 
Christian  Church  accented  the  necessity  of  re¬ 
pentance;  to  underscore  the  fact  that  this 
should  still  be  the  great  message  of  the 
Church. 

*  #  # 

This  lesson  comes  immediately  following  that 
of  last  Sunday  in  time  sequence.  It  is  really  a 
study  of  the  great  sermon  Peter  preached  on  the 
Day  of  Pentecost  just  after  the  great  outpouring 
of  the  Holy  Spirit  about  which  we  studied  last 
week.  Some  have  called  this  sermon  the  first 
great  doctrinal  pronouncement  by  a  Christian 
preacher,  but  it  seems  to  us  that  it  is  more  aptly 
described  as  the  response  by  Peter  on  the  be¬ 
wilderment  of  those  who  had  witnessed  the  be¬ 
havior  of  Jesus’  followers.  Acts  2:12  says  that 
the  uninvolved  spectators  of  this  event  were 
“amazed  and  perplexed”  —  we  have  no  doubt 
that  they  were  —  and  Peter  felt  compelled  to 
speak.  And  my,  how  he  did  speak!  He  delivered 
one  of  the  most  dynamic  sermons  of  all  Chris¬ 
tian  history  with  the  most  spectacular  visible  re¬ 
sults  —  3000  persons  responded  to  his  invitation 
and  became  the  first  persons  converted  by  the 
joint  efforts  of  the  Holy  Spirit  and  the  preaching 
of  a  Christian  evangelist. 

Dr.  Theodore  P.  Ferris,  in  The  Interpreter’s 
Bible,  says:  “The  speeches  in  the  first  part  of 
Acts  may  not  be  verbatim  reports  of  what  actu¬ 
ally  was  said.  They  are  samples  of  the  kind  of 
things  that  were  said.  Peter’s  first  word  is  a  re¬ 
buke  to  the  cynic’s  interpretation  of  Pentecost.” 
Most  of  the  great  doctrinal  statements  of  the 
early  church  came  in  response  to  criticism  or 
false  doctrines.  In  this  case,  Peter  was  first  com¬ 
pelled  to  answer  the  charge  that  the  spirit-filled 
disciples  were  drunk. 

There  is  no  way  to  know  what  kind  of  church 
would  have  followed  the  experience  of  Pentecost 
if  Peter  had  not  spoken  as  he  did  at  this  time. 
Dr.  Charles  Laymon  says,  “Pentecost  as  a  high- 
tension  emotional  experience  might  have  come  to 
nothing  if  Peter  had  not  helped  the  people  to 
see  its  meaning.  He  stood  up  before  the  crowd 
who  had  claimed  the  Christians  were  drunk  and 
explained  what  had  happened  to  them.  They  were 
not  intoxicated  with  spirits,  he  said,  but  with  the 
Spirit. 

*  *  * 

THE  THEME  OF  PETER’S  SERMON 

Peter  indicated  on  this  important  occasion 
that  he  was  a  preacher  of  more  than  ordinary 
skill.  Preaching  to  a  multitude  of  people  with  a 
Jewish  religious  heritage,  he  took  his  text  from 
one  of  the  prophets,  Joel.  Acts  2:17-21  is  a  quo¬ 
tation  from  Joel  2:28-32.  It  says,  in  part,  “And 
in  the  last  days  it  shall  be,  God  declares,  that  I 


will  pour  out  my  Spirit  upon  all  flesh,  and  your 
sons  and  your  daughters  shall  prophesy,  and 
your  young  men  shall  see  visions.”  By  using  this 
prophetic  material  Peter  was  hoping  to  establish 
that  Jesus  the  crucified  and  risen  one  was  the 
Christ,  the  long-awaited  Messiah.  We  ought  not 
to  forget  that  this  was  the  basis  on  which  the 
Christian  church  was  launched  —  this  process  of 
convincing  great  numbers  of  devout  Jews  that 
the  Jesus  they  had  helped  to  crucify  was  the 
long-awaited  Messiah. 

Central  in  the  development  of  the  sermon 
was  the  conviction  that  it  is  God’s  purpose  to 
save  men  —  that  this  is  the  reason  the  Messiah 
came  and  gave  himself  on  the  cross.  Peter  be¬ 
lieved  that  this  had  been  God’s  purpose  from  the 
beginning,  and  it  was  this  conviction  that  carried 
over  into  the  hearts  of  his  listeners  with  such 
power  and  motivated  so  many  of  them  to  step 
forward  in  repentance  on  that  very  day.  Some¬ 
times  it  seems  that  spokesmen  for  God  in  our 
generation  are  trying  to  tone  down  both  the  em¬ 
phasis  on  this  purpose  of  God  and  the  belief  in 
the  reality  of  sin.  The  history  of  the  Church 
testified  that  when  either  or  both  of  these  truths 
have  ben  minimized  there  has  been  little  re¬ 
sponse  to  the  evangelistic  message  of  the  Church. 

The  Christian  cannot  afford  to  gloss  over  the 
awesome  fact  of  sin,  because  he  knows  that  it 
destroys  men.  The  great  novelists  and  dramatists 
have  not  been  easily  fooled.  What  really  great 
novel  or  play  do  we  have  that  does  not  have  sin 
at  its  center? 

*  *  * 

CHRIST  WAS  AT  THE  CENTER  OF 
THE  SERMON 

Dr.  G.  H.  C.  Macgregor  in  his  Biblical  inter¬ 
pretation  of  Acts  in  The  Interpreter’s  Bible  says 
that  in  this  sermon  “the  Christology  is  very  ele¬ 
mentary.”  He  seems  to  be  apologizing  for  this 
weakness  in  Peter,  but  we  are  inclined  to  shout 
“praise  the  Lord!”  One's  Christology  (view  of 
the  person  of  Christ)  does  not  have  to  be  complete 
to  be  effective.  It  may  be  a  skillful  intellectual 
exercise  for  the  seminary  classroom  to  deal  with 
all  the  involved  and  complicated  interpretations 
of  the  person  of  Christ  found  in  the  world’s  li¬ 
braries,  but  there  is  no  evidence  that  such  be¬ 
wildering  arguments  have  ever  been  effective  in 
bringing  men  one  by  one  to  Christ. 

When  Peter  proclaimed  that  it  had  been 
God’s  purpose  from  the  beginning  of  time  to  save 
men,  he  placed  Christ  in  the  center  of  that  pic¬ 
ture.  He  told  his  audience,  and  he  tells  us  across 
the  ages,  that  it  is  by  looking  toward  him  that 
we  are  moved  to  see  our  sinfulness  and  are  en¬ 
couraged  to  repent.  Peter  had  learned  this  in  a 
most  unusual  fashion.  Do  you  recall  his  reaction 
in  Luke  5:1-11  when,  after  bringing  in  a  great 
catch  of  fish  after  he  followed  Jesus’  directions, 
his  eyes  were  opened  to  the  true  nature  of  his 
Lord,  and  he  said,  “Depart  from  me,  for  I  am  a 
sinful  man,  O  Lord.”  The  Danish  theologian, 
Kierkegaard,  has  said  that  no  man  has  ever  really 
seen  the  nature  of  Christ  without  having  the  re¬ 
sponse  Peter  had  “depart  from  me,”  because  no 
man  deep  in  his  heart  really  wants  to  be  con¬ 
victed  of  sin. 


So  it  was  that  in  this  great  sermon  Peter 
held  up  Jesus  before  the  people.  He  emphasized 
the  fact  that  he  had  proved  who  he  was  by 
mighty  works,  that  he  had  been  crucified  and 
then  risen  from  the  dead.  In  Peter’s  mind  there 
was  no  doubt  that  God  had  “made  him  both 
Lord  and  Christ,  this  Jesus  whom  ye  crucified.” 
(verse  36) 

#  #  # 

THE  CALL  TO  REPENTANCE 

If  any  man  doubts  that  this  sermon  of  Peter 
was  an  effective  one,  let  him  read  verse  37:  “Now 
when  they  heard  this  they  were  cut  to  the  heart, 
and  said  to  Peter  and  the  rest  of  the  apostles, 
Brethren  what  shall  we  do?”  Now  this  is  the 
sort  of  response  that  every  preacher  covets,  but 
so  often  it  is  lacking.  So  often  there  is  no  re¬ 
sponse  at  all. 

When  Peter  replied  “Repent  and  be  baptized 
every  one  of  you  in  the  name  of  Jesus  Christ  for 
the  forgiveness  of  your  sins  (verse  38),  he  was 
in  a  sense  associated  himself  with  the  approach 
that  John  the  Baptist  had  made  in  his  preach¬ 
ing.  You  will  remember  that  John  had  preached 
to  a  similar  congregation — members  of  the  Jew¬ 
ish  religious  community — and  he,  too,  had  called 
them  to  repentance  and  baptism. 

True  repentance  involves  a  change  in  direc¬ 
tion  in  one’s  life,  a  turning  about  to  go  in  a  new 
way.  It  means  different  things  for  different  people 
because  of  their  present  direction.  For  these  peo¬ 
ple  it  means  a  change  from  the  rejection  of  Jesus 
as  Messiah  to  acceptance  of  him.  The  baptism 
which  was  to  follow  appeared  at  this  moment  of 
the  first  additions  to  the  new  Christian  church  as 
the  initiatory  rite  for  those  who  chose  to  follow 
Jesus. 

*  #  # 


PROMISE  OF  THE  GIFT  OF  THE  SPIRIT 

There  must  have  been  something  so  attrac¬ 
tive  about  the  spiritual  experience  of  the  first 
Pentecost  that  those  who  were  “outsiders”  that 
day  felt  they  would  do  almost  anything  to  be¬ 
come  a  part  of  the  privileged  “in”  group.  You 
will  notice  that  after  Peter  had  recited  what 
would  be  required  of  them  —  repentance  and 
baptism  —  that  he  promised  them  what  they 
would  get  out  of  it,  “and  you  shall  receive  the 
gift  of  the  Holy  Spirit.”  (v.  38)  When  Peter 
made  this  promise,  he  was  basing  it  on  the 
knowledge  of  what  had  happened  to  him. 

When  Columbus  looked  for  some  evidence  to 
take  back  to  Spain  of  the  discoveries  he  had 
made  in  the  new  world,  he  decided  that  the  su¬ 
preme  proof  would  be  the  new  kind  of  people 
he  had  seen  in  that  world  —  the  American  In¬ 
dians.  So  he  took  some  of  them  back  with  him 
to  the  court  of  King  Ferdinand  and  Queen  Isa¬ 
bella.  The  best  evidence  that  there  is  something 
to  this  new  world  about  which  Peter  preached 
is  a  new  kind  of  people.  This  is  what  happened 
at  Pentecost  when  men  turned  in  repentance  and 

faith  for  renewal  of  life. 

#  #  # 


“TO  ALL  WHO  ARE  FAR  OFF” 

There  is  an  expression  in  our  material  today 
that  seems  almost  foreign  to  the  spirit  of  Peter 
as  seen  in  the  rest  of  the  Book  of  Acts.  It  is 
the  39th  verse  where  he  says,  “For  the  promise 
is  to  you  and  your  children  and  to  all  that  are 
far  off.”  The  promise  that  Peter  held  out  to  his 
audience  was  not  limited  just  to  them.  In  most 
of  Acts  Peter  is  pictured  as  the  great  champion 
of  limiting  Christianity  only  to  Jews,  but  here 
he  seems  to  be  anticipating  the  spirit  of  Paul’s 
ministry. 

Peter  was  promising  his  hearers  the  gift  of 
eternal  life  if  they  met  the  conditions  of  repent¬ 
ance  and  baptism.  Likewise,  he  said,  those  in  all 
parts  of  the  world,  in  every  age  who  fulfill  the 
same  condition  shall  have  the  same  reward. 
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Canada  is  making  “blood  money”  out  of  the  Viet¬ 
namese  war,  a  United  Church  of  Canada  leader 
charged  recently.  The  Rev.  Ray  Hord  of  Toronto, 
secretary  of  the  United  Church  Board  of  Evangelism 
and  Social  Service,  reported  that  Canada  sells  arms 
and  materials  to  the  U.S.  for  use  in  Vietnam. 

He  said,  “We  are  making  blood  money  out  of 
this  war.  Our  hands  are  dirty  and  we  should  re¬ 
member  this  when  we  criticize  the  U.S.  govern¬ 
ment.” 

Adoption  of  Negro  infants  and  the  finding  of  homes 
for  some  90  to  100  homeless  children  is  the  aim 
of  a  concerted  effort  by  Atlanta,  Ga.  ministers. 
“Adoption  Sunday”  will  represent  a  cooperative 
effort  by  ministers  of  churches  in  Negro  communi¬ 
ties  and  seven  adoption  agencies. 

L.  Edwin  Wang,  executive  secretary  of  the 
Lutheran  Church  in  America’s  Board  of  Pen¬ 
sions,  has  been  named  acting  insurance  com¬ 
missioner  of  Minnesota  by  Gov.  Harold  Le- 
Vander,  a  LCA  layman.  He  was  given  tem¬ 
porary  leave  of  absence  from  his  church  post  to 
take  the  leadership  of  the  insurance  department 
which  has  been  rocked  by  scandal. 

A  door-to-door  gospel  campaign  for  American  ser¬ 
vicemen’s  families  in  Germany  will  be  conducted 
by  representatives  of  the  Church  of  Christ  in  June. 
The  Rev.  E.  J.  Dismuke  of  the  Church  of  Christ 
in  Lonoke,  Ark.,  will  head  the  evangelistic  mis¬ 
sion  of  ministers,  Harding  College  students  and 
church  members  from  several  Arkansas  cities. 

Dr.  Jose  Miguez-Bonino  of  Buenos  Aires,  not¬ 
ed  Argentine  Methodist  theologian,  author  and 
ecumenist,  has  been  named  Henry  W.  Luce 
Visiting  Professor  of  World  Christianity  at 
Union  Theological  Seminary  in  New  York  for 
the  1967-68  academic  year. 

The  Radio  and  Television  Commission  of  the 
Southern  Baptist  Convention  has  announced  that 
the  portrayal  of  Christ  in  their  nationwide  television 
presentation  “The  Vine,”  avoids  a  stereotype  pic- 
turization.  Dr.  Paul  M.  Stevens,  director  of  the 
unit  that  made  the  film  in  Jordan  and  Israel,  said 
“The  figure  of  Christ  is  young.  He  walks  with 
vigor,  and  indicates  that  Jesus  was  a  sturdy  individ¬ 
ual.” 


Richard  Cardinal  Cushing  of  Boston,  friend 
and  confidante  of  the  Kennedy  family,  recently 
told  newsmen  that  he  had  doubted  that  only 
one  person  carried  out  the  killing  of  Presi¬ 
dent  John  F.  Kennedy.  He  said,  “I  do  not  think 
the  Warren  report  is  completed.  There  are  por¬ 
tions  of  it  I  think  should  be  followed.” 


Testifying  before  a  House  committee  in  Washing¬ 
ton,  Dr.  Franklin  Clark  Fry,  president  of  the  Luth¬ 
eran  Church  in  America,  proposed  Social  Security 
legislation  which  would  “assure  much-needed  pro¬ 
tection  to  the  vast  majority  of  ministers.”  He  said 
the  Board  of  Pensions  of  his  denomination  supports 
automatic  Social  Security  coverage  for  ministers. 
He  said  that  under  the  voluntary  plan  only  about 
60%  of  younger  ministers  are  availing  themselves 
of  the  coverage. 


Rabbi  Israel  Margolies,  preaching  at  Beth  Am 
synagogue  in  New  York,  called  Rep.  Adam  Clay¬ 
ton  Powell  “arrogant  and  discredited,”  and  ar¬ 
gued  that  his  actions  would  do  a  great  deal  of 
harm  to  the  civil  rights  movement.  Claiming 
that  the  rights  movement  was  in  danger  of  “dis¬ 
tortion  and  usurpation”  by  Mr.  Powell  and  a  few 
“angry  young  men,”  the  rabbi  said,  “Despite  their 
efforts  to  disparage  and  disavow  the  help  of 
whites,  the  fact  remains  that  civil  rights  repre¬ 
sent  not  just  the  Negroes’  battle  and  they  alone 
can  never  achieve  victory.” 

A  United  Presbyterian  minister,  the  Rev. 
Carl  G.  Sinning,  has  been  appointed  to  a  six- 
year  term  on  the  Iowa  Liquor  Control  Com¬ 
mission.  Mr.  Sinning,  a  54-year-old  Republi¬ 
can  ,will  serve  a  six-year  term,  for  which 
he  will  be  paid  $10,000  per  year. 


A  minister  delivers  a  sermon  at  a  local  con¬ 
gregation  of  the  Reformed  Church  in  France, 
one  of  the  223  Protestant,  Anglican  and  Or¬ 
thodox  denominations  belonging  to  the  World 
Council  of  Churches.  (RNS  Photo) 


Dr.  Eugene  Carson  Blake,  general  secretary  of 
the  World  Council  of  Churches,  has  received 
the  highest  honor  Princeton  University  can  con¬ 
fer  on  an  alumnus,  the  Woodrow  Wilson  Award. 
Princeton  president  Dr.  Robert  F.  Goheen  pre¬ 
sented  the  award  to  Dr.  Blake  during  the  recent 
annual  meeting  of  the  Princeton  National  Alumni 
Association. 

Archbishop  Iakovos  said  recently  in  MHwatw 
kee  that  he  expected  the  Eastern  Orthodox 
Church  to  “reciprocate”  within  a  month  to  the 
Roman  Catholic  easing  of  rules  concerning 
Catholic-Orthodox  marriages.  At  a  press  con¬ 
ference,  the  Primate  of  the  Greek  Orthodox 
Archdiocese  of  North  and  South  America  also 
defended  the  U.  S.  stand  in  Vietnam  and  pre¬ 
dicted  another  meeting  soon  between  Pope 
Paul  and  Ecumenical  Patriarch  Athenagoras, 
spiritual  leader  of  Eastern  Orthodoxy. 


Dr.  W.  A.  Visser  ’t  Hooft,  the  former  general 
secretary  of  the  World  Council  of  Churches,  has 
been  made  an  honorary  citizen  of  both  the  City 
and  Canton  of  Geneva,  where  he  has  lived  and 
worked  for  the  past  23  years.  The  honor,  which 
carries  with  it  the  same  rights  as  naturalization, 
has  been  bestowed  on  only  one  other  foreigner 
in  the  last  50  years. 

In  New  York,  Father  John  Fahey  has  an¬ 
nounced  plans  to  conduct  a  show  business 
retreat  in  the  famed  Winter  Garden  Theater. 
Guest  speaker  will  be  Father  Thomas  Mur¬ 
phy,  assistant  at  St.  John  the  Martyr  Church. 
He  recently  completed  several  years’  work 
in  the  Bowery,  and  was  once  a  maritime  ship 
captain  and  maritime  lawyer  before  entering 
the  priesthood. 


A  “priceless”  collection  of  23  medieval  manu¬ 
scripts,  scheduled  for  auction  at  Sotheby’s  auc¬ 
tioneers  in  London,  has  been  returned  instead 
to  the  archives  of  St.  James  Armenian  Ortho¬ 
dox  Cathedral  in  Jerusalem.  The  name  of  the 
person  who  offered  the  manuscripts  for  sale  has 
not  been  disclosed. 

Southern  Baptist  leaders,  meeting  recently 
in  Atlanta,  were  urged  to  develop  a  theology 
of  leisure  to  guide  members  in  more  con¬ 
structive  use  of  leisure  time  and  to  expand 
Baptist  ministries  in  resort  areas.  The  two- 
day  conference  on  these  matters  was  the 
first  sponsored  by  the  convention’s  Rural- 
Urban  Missions  Department. 

Catholics  and  Episcopalians  of  White  Rock,  N.  M-, 
near  Los  Alamos,  are  exploring  the  possibility  of 
constructing  a  joint  church  building  for  use  by  both 
congregations.  The  joint  church  was  proposed  by 
Father  Robert  Dinegar  of  St.  Peter’s  Chapel  of 
Trinity-on-the-hill  Episcopal  Church,  and  leaders  of 
that  church  and  of  Immaculate  Heart  of  Mary 
Catholic  Church  are  studying  the  plan. 


William  Holub,  general  manager  of  America 
Press,  will  leave  that  post  at  the  end  of  June, 
Father  Thurston  N.  Davis,  president  of  the 
Jesuit  publishing  organization,  has  announced. 
Mr.  Holub,  who  has  held  the  post  seven  years 
and  is  currently  president  of  the  Catholic  Press 
Association,  said  he  would  announce  a  new  as¬ 
sociation  at  a  later  date. 


Franz  Cardinal  Koenig,  Archbishop  of  Vienna,  will 
institute  a  libel  suit  soon  against  the  Austrian  news¬ 
paper,  Salzburger  Volksblatt.  The  journal  recently 
published  an  article  charging  that  the  Austrian  pri¬ 
mate  was  a  Free  Mason,  and  holds  a  high  degree 
in  the  order. 


In  Moscow  debate  over  a  Russian-authored 
book  dealing  favorably  with  the  story  of 
Christ  has  been  reopened  as  the  book  went 
on  sale.  “The  Master  and  Margarita,”  by 
the  late  Mikhail  A.  Bulgakov,  banned  during 
the  Stalin  era,  has  been  hailed  by  critics  as 
one  of  the  greatest  masterpieces  of  the  So¬ 
viet  era. 


The  Evangelical  Church  in  Germany  (EKID),  long 
at  odds  with  the  East  German  government,  has 
expressed  its  willingness  to  resume  official  rela¬ 
tions  with  the  Soviet  Zone  administration  and  to 
negotiate  an  agreement  on  matters  of  “mutual  in¬ 
terest.”  This  was  revealed  by  Bishop  Kurt  Scharf, 
chairman  of  the  EKID  Council,  who  said,  how¬ 
ever,  that  so  far  East  Germany  has  “not  shown  any 
preparedness  in  that  direction.” 
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A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

In  a  previous  article  I  wrote  con¬ 
cerning  the  tutorial  program  on  Satur¬ 
day  morning  in  Second  Methodist 
Church.  Out  of  this  program  has  grown 
a  service  of  cultural  enrichment  in  the 
lives  of  these  children. 

One  of  the  ladies  involved  in  tutor¬ 
ing,  Mrs.  Max  Pleasant  (Mary  Lou)  of 
the  Lake  Vista  Methodist  Church,  saw 
another  need  in  the  lives  of  these  chil¬ 
dren  in  addition  to  their  need  for  tutor¬ 
ing.  This  was  a  need  for  exposure  to 
more  of  the  outside  world.  Their  world 
largely  was  one  of  home  and  school. 
Their  opportunity  for  experience 
which  children  normally  enjoy  was 
limited. 

So  Mary  Lou  began  to  take  some 
of  these  children  on  various  types  of 
field  trips.  Loaded  in  her  station  wagon 
each  Saturday  morning,  the  group  vis¬ 
ited  the  Audabon  park  zoo,  old  Span¬ 
ish  Fort,  City  Park  storyland,  Lake- 
front  picnic  area,  Wax  Museum  and 
other  points  of  interest.  Picnics,  kite 
flying,  even  driving  across  the  Missis¬ 
sippi  River  Bridge  have  been  activities, 
pursued  by  the  group. 

These  activities  offer  several  advan¬ 
tages  to  the  children.  First,  they  are 
exposed  to  many  experiences  which 
they  had  never  known  before.  Insig¬ 
nificant  experience,  it  might  seem,  but 
to  those  who  have  never  had  these 
privileges,  they  are  enriching.  And 
many  of  the  experiences  are  quite  ex¬ 
citing  as  such. 

Second,  these  times  together  assure 
the  children  that  they  are.  important 
to  someone.  They  are  not  neglected  at 
home,  although  in  some  cases  parental 
time  is  so  divided  that  the  child  may 
feel  the  need  for  more  individual  atten¬ 
tion.  But  on  Saturday  morning  they 
are  treated  to  experiences  by  a  lady 
who  is  giving  her  time  and  money  with 
absolutely  nothing  to  gain  in  return. 
This  is  the  type  of  concern  for  and  in¬ 
terest  in  others  which  brings  out  the 
best  in  the  receiver.  This  is  a  relation¬ 
ship  which  is  in  the  nature  of  Christian 
love. 

Children  who  attend  regularly  are 
Gayle  Tindale,  Jackie  Walker,  Bubba 
Walker,  Joyce  Snowden,  Cynthia 
Snowden,  Maurice  Snowden,  Julia 
Snowden  and  Leslie  Snowden, 
t 

SEMINAR  FOR 

EDUCATIONAL  ASSISTANTS 

To  those  churches  which  employ 
educational  assistants,  we  earnestly 
send  an  appeal  that  they  provide  for 
the  educational  assistant  to  attend  the 
second  annual  Seminar  for  Educational 
Assistants  to  be  held  at  Perkins  School 
of  Theology,  June  12-23,  1967. 

All  participants  who  successfully 
complete  the  course  requirements  will 
receive  one  unit  of  credit  on  the  four 
graduate  seminars  necessary  for  be¬ 
coming  an  “Educational  Associate.” 
Under  certain  conditions,  college  or 
graduate  credit  may  be  earned. 

For  further  information,  write  to  C. 
Wayne  Banks,  Perkins  School  of  The¬ 
ology,  Southern  Methodist  University, 
Dallas,  Texas  75222. 


Eloi  Primeaux,  a  layman,  brought 
the  Lake  Charles  District  preach¬ 
ers  up  to  date  on  their  district 
camp  at  the  March  27  preachers' 
meeting.  A  work  day,  with  preach¬ 
ers  and  laymen  participating,  is 
planned  al  the  new  camp  site.  Dr. 
Luman  E.  Douglas,  director  of  the 
Area  Office,  also  spoke  at  the 
meeting  at  University  Church, 
Lake  Charles. 


YOUTH  CURRICULUM 
DUE  SEPTEMBER,  1968 

With  the  dawning  of  a  New  Year 
(1967),  it  seems  quite  appropriate  that 
people  who  are  vitally  concerned  about 
Christian  nurture  give  some  serious 
thought  to  the  NEW  DAY  IN 
CHRISTIAN  EDUCATION.  The  new 
curriculum  for  youth  will  be  ready  for 
use,  SEPTEMBER,  1968.  Will  teach¬ 
ers  and  sponsors  of  youth  be  ready  for 
it? 

Recently  a  church  school  teacher  of 
youth  was  heard  to  remark:  “Oh,  I’m 
certainly  looking  forward  to  the  new 
youth  curriculum  materials!  I  can 
hardly  wait!”  If  all  we  do  is  “wait”  for 
the  new  study  materials,  there  will  be 
grave  expressions  of  disappointment 
and  disillusionment  in  September  of 
1968!  THE  TEACHER  OF  YOUTH 
CANNOT  AFFORD  TO  WAIT) 
There  is  much  to  do  to  prepare  one¬ 
self  as  a  teacher,  and  the  local  church 
for  making  the  most  effective  use  of 
new  curriculum. 

What  are  some  POSSIBLE  STEPS 
in  preparing  for  the  New  Day?  Here 
are  a  few:  (1)  Between  now  and  1968, 
avail  yourself  of  every  possible  train¬ 
ing  opportunity  —  Christian  Workers, 
Schools,  Observation  Schools,  and  Lab¬ 
oratory  Schools.  (2)  Read  and  study 
articles  in  WORKERS  WITH  YOUTH 
having  to  do  with  the  “New  Day,”  the¬ 
ology,  and  youth  ministries.  There  have 
been  several  excellent  articles  in 
WORKERS  WITH  YOUTH  this  past 
year  (see  especially  the  February, 
April,  September,  and  November  is¬ 
sues).  (3)  Begin  now  to  up-date  your 
personal  library  of  basic  books  for  the 
Church  School  teacher.  Write  to  J.  C. 
Skinner  at  Area  Council,  P.  O.  Box 
4325,  Shreveport,  Louisiana. 

The  best  curriculum  material  in  the 
world  is  not  good  enough  if  we  are 
not  growing  in  our  skills  and  under¬ 
standing  of  how  best  to  use  it.  Will 
you  be  ready  for  September,  1968? 
t 

ADULT  ADVANCE 
LEADERSHIP  KIT 

The  Adult  Advance  Leadership  Kit, 

containing  one  study  book  of  the  New 
Day  adult  literature,  one  book  of  se¬ 
lected  readings,  one  resource  packet, 
a  chart  of  materials  available  begin¬ 
ning  September  1967  and  illustrative 
folders  depicting  the  International  Les¬ 
son  Series  materials  to  be  available 
beginning  Fall  1967  can  be  ordered 
from  Cokesbury  now.  You  will  get  a 
“sneak  preview”  of  all  these  new  adult 
materials  in  the  Kit  that  will  be  mailed 
about  June  1  if  ordered  now. 

The  price  is  only  $3.75,  a  saving 
of  50c  of  each  Kit.  Take  advantage  of 
this  money-saving  introductory  offer 
and  order  a  Kit  for  each  of  your  adult 
classes,  now. 


Purposes 


— of  the  MYF  Workshop,  the  MYF 
Assembly,  and  the  B.L.C.  (Beyond 
the  Local  Church)  Workshop. 

The  MYF  Officer’s  Workshop 

— Is  a  training  opportunity  for  Senior 
High  MYF  Officers  and  Adult 
Counselors. 

— Is  an  opportunity  to  practice  the 
skills  needed  to  develop  understand¬ 
ing  of  the  MYF  and  how  its  “fellow¬ 
ship”  can  become  a  reality. 

— Acquaints  local  church  youth  offi¬ 
cers  with  the  local  MYF  Program 
and  teaches  them  how  to  do  the  job 
they  have  been  elected  to  do. 

— Explains  total  structure  of  the  MYF. 

— Provides  resource  persons  and  ma¬ 
terials  and  assists  in  program  plan¬ 
ning. 

— Provides  an  opportunity  for  the 
new  MY  Council  to  meet  with  the 
outgoing  one  and  to  form  the  budget 
for  the  year. 

— Discusses  the  “New  Day”  in  youth 
literature. 

The  MYF  Assembly 

— Is  held  at  Centenary  College. 

— Provides  for  a  larger  gathering  of 
youth. 

— Gives  the  individual  a  chance  to 
put  into  practice  his  own  Christian 
experience  and  insight  as  to  being  a 
part  of  a  Christian  community. 

— Provides  for  fellowship,  inspiration 
and  the  acquaintance  of  individuals 
of  different  churches. 

— Sends  resolutions  to  Annual  Confer¬ 
ence  if  needed  or  desired. 

— Special  concerns  of  the  Christian 
Faith  are  studied.  Of  the  many  pre¬ 
sented  several  can  be  chosen  to 
study. 

— Conference  youth  officers  are  in¬ 
stalled. 

— The  MYFund  is  thoroughly  ex¬ 
plained. 

— The  “New  Day”  in  youth  literature 
is  presented. 

B.  L.  C.  (Beyond  the  Local  Church) 

Workshop 

— Trains  officers  of  the  Sub-district, 
District  and  Conference  level  as  to 
their  duties.  The  meaning  of  “leader¬ 
ship”,  proper  experiences  in  leader¬ 
ship  and  the  place  of  youth  and 
adults  in  the  B.L.C.  situation  is  ade¬ 
quately  explored. 

— Presents  proper  motivation  for  learn¬ 
ing  and  growing  in  the  B.L.C. 

— Reports  are  made  to  all  present, 
since  this  is  the  last  of  the  summer 
workshops,  of  the  MYF  Workshop, 
the  Assembly,  the  Regional  at  Mt. 
Sequoyah  and  the  National.  A  time 
is  given  for  any  questions. 

— Presents  an  understanding  of 
“youth”  work  beyond  the  local 
church. 

— Presents  the  New  Day  in  youth  liter¬ 
ature. 


Foundation  Studies 
in  Christian  Faith 

New  Adult  Studies  Beginning  in 
September 

Four  relatively  impartial  persons 
who  have  read  the  material  that  will 
become  the  first  Study  Book,  MAN’S 
SEARCH  FOR  MEANINGFUL 
FAITH,  are  convinced  that  it  is  not 
only  the  best  adult  curriculum  material 
they  have  seen,  but  also  one  of  the 
best  books  they  have  ever  read! 

MAN’S  SEARCH  FOR  A  MEAN¬ 
INGFUL  FAITH  raises  and  explores 
vital  questions  that  are  in  the  minds 
of  the  average,  normal  man  or  woman, 
Pre-publication  opinions  that  this  ma¬ 
terial  is  written  primarily  for  the  young 
person,  for  the  “large  church”  mem¬ 
ber,  for  the  urban  dweller,  or  for  the 
very  highly  educated  will  prove  to  be 
without  validity  once  the  first  chapter 
of  the  first  book  is  read. 

MAN’S  SEARCH  FOR  A  MEAN¬ 
INGFUL  FAITH  is  written  for  the 
human  being.  It  is  written  for  the  indi¬ 
vidual  as  a  member  of  society.  It  is 
written  to  impress  upon  you  that  some 
of  the  vital  questions  you  have  con¬ 
templated  but  have  been  reluctant  to 
admit  vocally  are  normal,  rather  than 
abnormal  as  you  may  have  thought. 
Solutions  to  the  questions  are  dis¬ 
cussed  and  demonstrated;  the  value, 
the  hope  — the  MEANING  —  of  life 
are  projected  and  reinforced. 

The  companion  Book  of  Selected 
Readings  may  prove  to  be  not  so  op¬ 
tional  for  students  and  leaders  as  some 
persons  have  previously  thought.  Ref¬ 
erences  to  the  selected  reading  pas¬ 
sages  appear  frequently  through  the 
Study  Book.  Enough  information  is 
usually  given  in  the  Study  Book  to 
whet  your  appetite  to  want  to  read  the 
whole  selected  passage. 

MAN’S  SEARCH  FOR  A  MEAN¬ 
INGFUL  FAITH  is  solidly  biblically 
based.  As  you  read  you  will  want  to 
keep  your  Bible  close  by,  for  you 
probably  only  THOUGHT  you  knew 
all  there  was  to  know  about  the  story 
of  the  rich,  young  ruler  or  the  woman 
at  the  well. 

All  of  this  adds  up  to  the  fact  that 
this  study  speaks  to  me  and  my  life, 
as  it  will  to  you  and  your  life — vividly, 
dramatically  and  directly  —  whoever 
you  are  and  wherever  you  live. 

Let  us  not  overlook  the  value  of  the 
Resource  Packet  for  leaders.  This 
packet  will  be  the  answer  to  the  recent 
survey  that  clearly  demonstrates  that 
Methodist  adults  —  both  students  and 
teachers  want  more  and  better  re¬ 
sources. 

The  MAN’S  SEARCH  FOR  A 
MEANINGFUL  FAITH  packet  will 
be  filled  with  truly  useful,  interesting, 
and  directly  applicable  resources.  How 
applicable?  The  Study  Book  will  an¬ 
swer  that  question,  for  references 
therein  to  specific  packet  items  are 
prevalent.  This  will  prove  to  be  eveir 
more  effective  than  you  may  realize, 
for  remember  that  the  Study  Book  is 
used  by  BOTH  students  AND  leader, 
t 

The  biennial  convocation  of  the  Na¬ 
tional  Fellowship  of  Methodist  Musi¬ 
cians  will  be  held  August  9-16  at 
Oberlin  (Ohio)  College. 
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(The  following  excerpts  are  from  the  message  de¬ 
livered  by  Mrs.  C.  B.  McGowan,  president,  at  the 
Annual  Meeting  of  the  Louisiana  Conference  Wo¬ 
man’s  Society  in  Lake  Charles,  March  15.) 

LISTENING 

There  was  a  stillness  in  the  small  hours  of  the 
night.  All  was  quiet,  then  there  was  the  sound  of  a 
stealthy  step  upon  the  stair,  and  a  squeak  as  the 
broken  board  was  stepped  upon.  Each  person  in  the 
house  was  listening  —  they  were  acutely  aware  of 
the  sounds.  They  listened  with  fear,  with  curiosity, 
with  anticipation  and  with  hope  depending  upon  the 
person  listening  and  whom  they  thought  was  on  the 
stair.  One  person  did  not  awaken,  he  heard  no 
sound,  he  wasn’t  listening. 

We  are  much  like  these 
people  as  we  listen  to  the 
sounds  about  us.  On  our 
busy  super  highways  and 
on  small  roads,  traffic  lines 
are  well  marked.  The  air 
lanes  are  being  marked  for 
safety  as  more  and  more  jet 
and  single  engine  planes 
take  to  the  air.  With  the 
many  sounds  that  are  on 
the  ether  waves  and  only  a 
few  reaching  the  ear,  there 
Mn.  Charles  *.  McGowan  mUst  also  be  marked  chan¬ 
nels  through  which  sound  travels  with  only  those 
coming  into  one’s  consciousness  as  there  is  a  “Tun¬ 
ing  In”  on  the  part  of  the  listener. 

In  the  Miracle  of  Dialogue,  Ruel  Howe  tells  us 
that  the  responsibility  to  hear  and  listen  is  a  mutual 
one,  that  there  should  be  a  fellowship  of  hearers  as 
well  as  of  speakers.  He  says  that  the  art  of  dia¬ 
logue  is  one  by  which  a  person  makes  himself  aware 
of  others. 

In  a  book  entitled  Are  You  Listening  by  Ralph 
Nichols  and  Leonard  Stevens  was  given  the  results 
of  tests  made  of  the  listening  ability  of  several 
thousand  students  at  the  University  of  Minnesota 
and  of  hundreds  of  business  and  professional  people 
in  adult  education.  These  tests  clearly  showed  that 
immediately  after  the  average  person  has  listened  to 
some  one  talk,  he  remembers  only  about  half  of 
what  he  heard,  no  matter  how  carefully  he  thought 
he’d  been  listening.  After  two  (2)  months  only  about 
(25)  twenty  five  percent  will  be  remembered. 

The  results  of  a  study  by  Rankin,  an  educator, 
showed  that  we  use  almost  three  (3)  times  the 
amount  of  time  listening  as  reading.  Certainly  this 
indicates  that  people  need  to  be  trained  to  listen 

CLAMORING  VOICES  NEED  LISTENERS 

There  are  many  voices  coming  over  my  party 
line.  The  voices  of  the  world,  of  the  missionaries,  of 
high  school  youth,  of  college  students,  of  the  poverty 
stricken,  of  minority  groups,  of  the  aged,  of  the 
church  as  it  moves  toward  ecumenism,  and  of  the 
Woman’s  Society  and  Wesleyan  Service  Guild  as 
they  speak  through  their  purpose  and  programs. 
There  is  a  tremendous  bid  for  the  ear  of  each  per¬ 
son.  With  so  many  voices  clamoring  to  be  heard, 
the  one  who  is  listening  doesn’t  hear  many  of  them 
very  clearly.'  We  have  a  way  of  shutting  out  the 
voices  —  of  breaking  the  connection. 

In  this  day  and  age  we  have  become  very  eye 
oriented.  We  depend  upon  what  we  can  see  —  the 
TV  with  its  color  spectaculars,  the  Hollywood  ex¬ 
travaganzas  that  hold  us  spell  bound.  We  might 
say  that  the  Bible  is  ear  oriented.  It  was  through 
the  ear  that  the  great  men  of  the  Bible  got  their  call 
and  responded  to  it.  Abraham  was  listening  and 
responded  to  his  call.  Moses  went  out  for  forty  (40) 
years  in  the  wilderness  as  the  result  of  a  call.  Isaiah, 
Jeremiah,  Amos,  Hosea,  yes  —  Christ  too  received 
a  call  and  responded.  They  were  listening  —  they 
were  attuned  to  God’s  voice. 

I’ve  been  listening  to  many  things  this  year — to 
what  is  being  said  through  the  news  media,  through 
tensions,  through  actions,  through  facial  expressions. 
Will  you  listen  with  me  to  some  of  the  voices  that 
I’ve  heard? 

Perhaps  the  voice  that  has  come  through  to  me 
most  clearly  has  been  the  voices  of  the  women  of 


the  world  ...  not  always  their  voices  but  the  voices 
of  others  who  are  speaking  for  them.  Since  women 
in  the  United  States  received  the  right  to  vote,  they 
have  steadily  climbed  the  ladder  of  social,  political 
and  economic  equality.  It  is  interesting  to  read  of 
the  changes  that  have  been  made  in  the  status  of 
women.  We  hear  complaints  about  sex  discrimina¬ 
tion,  but  more  and  more  the  barrier  is  being  over¬ 
come. 

LISTEN  TO  WOMEN  OF 
EMERGING  NATIONS 

Perhaps  the  country  to  which  we  must  be  listen¬ 
ing  more  attentively  is  Africa  as  we  hear  of  the 
African  woman.  Dr.  Absolem  Villakazi  spoke  at  the 
recent  annual  meeting  of  the  Woman’s  Division  on 
the  opportunities  confronting  women  in  Africa.  He 
said  that  the  African  family  is  male  oriented  and 
that  women  were  subordinated  to  men.  Women  were 
put  in  a  disadvantageous  position  as  they  were  de¬ 
nied  an  education  under  colonial  rule.  Even  in  our 
mission  schools,  women  were  taught  only  the  things 
that  would  help  them  at  home.  Now,  this  is  chang¬ 
ing.  In  some  countries  in  Africa,  women  are  chal¬ 
lenging  men  in  positions  that  have  hitherto  been 
strongholds  for  the  men,  particularly  in  govern¬ 
mental  roles.  Another  change  for  women  in  Africa 
is  in  the  realm  of  expectation.  As  a  result  of  the 
British  leaving,  women  are  moving  into  the  positions 
formerly  held  by  the  British  colonials.  They  are  oc¬ 
cupying  the  homes  formerly  used  by  the  colonials. 
They  are  organizing  and  heading  businesses.  One 
interesting  comment  that  Dr.  Villakazi  made  was 
the  effect  that  this  freedom  might  have  on  the  women 
who  preferred  to  work  rather  than  to  marry.  In 
Africa  there  is  no  place  for  a  spinster.  The  men 
have  found  that  as  women  take  advantage  of  the 
freedom  they  have  gained,  they  are  losing  their 
charm.  But  women  in  Africa  are  making  great 
strides  and  in  the  right  direction. 

It  is  in  the  United  Nations  that  one  sees  the 
women  coming  into  their  own.  There  were  one  hun¬ 
dred  thirty-two  (132)  women  delegates  to  the  twenty- 
first  General  Assembly.  Ten  years  ago  there  were 
only  eighty  delegates  who  were  women.  It  is  gener¬ 
ally  recognized  that  these  women  won  their  U.  N. 
positions  because  of  their  competence,  in  spite  of 
their  sex. 

Dr.  Willa  Player,  president  of  Bennett  College 
for  ten  years,  who  now  holds  an  important  position 
with  the  H.  E.  W.  Department  in  Washington,  D. 
C.,  spoke  of  the  emerging  and  growing  interest  on 
the  part  of  women  in  education.  As  she  participated 
on  a  panel  at  the  meeting  of  the  division,  she  de¬ 
plored  the  fact  that  today  women  earn  only  about 
ten  percent  of  all  the  doctorates  given,  that  only 
eight  percent  of  the  women  holding  teaching  posi¬ 
tions  on  college  faculties  have  the  title  of  professor. 
Dr.  Player  said  that  of  the  seventy-nine  million  peo¬ 
ple  in  labor,  one  third  of  them  are  women.  We  have 
the  opportunities  and  the  resources  but  as  we  gain 
these,  our  desire  to  excel  seems  to  decrease  pro¬ 
portionately. 

As  women,  we  must  learn  to  listen  to  the  pauses 
in  conversations  —  to  listen  with  concern  to  prob¬ 
lems  that  are  demanding  attention,  to  cries  of  people 
who  want  dignity. 

LISTEN  TO  VOICE  FROM  CAMPUS 

Other  voices  that  are  clamoring  to  be  heard  are 
those  of  our  young  people  and  college  students.  At 
a  recent  convocation  on  campus  ministry,  I  listened 
to  many  things,  one  of  the  speakers  gave  some  start¬ 
ling  statistics  which  were  backed  up  by  surveys  made 
of  students.  He  said  that  there  exists  in  many  col¬ 
leges  today  an  army  of  petty  thieves.  He  said  that 
one  out  of  four  engage  in  petty  thievery. 

The  American  Council  on  Education  released 
figures  that  were  equally  startling.  One  educator  told 
of  surveys  made  on  206,865  current  freshmen  at 
251  colleges  and  universities.  These  figures  revealed 
that  more  than  twenty  percent  of  the  freshmen  ad¬ 
mitted  cheating  on  examinations.  Of  these  who  ad¬ 
mitted  cheating,  twenty-four  percent  were  men  and 
sixteen  percent  were  women.  I  must  admit  that  1 
was  horrified  when  I  heard  this  ...  but  equally  so 
when  I  heard  that  among  the  general  public  cheat¬ 
ing,  drinking,  stealing,  L.S.D.  and  sex  orgies  are  up 
ninety-three  percent. 


In  the  early  history  of  the  United  States,  we 
learned  that  the  scouts  who  cut  trails  through  the 
wilderness  and  who  led  wagon  trains  across  the 
country,  and  the  Indians  who  listened  with  their  ear 
to  the  ground,  could  tell  whether  or  not  it  was  one 
person  or  a  great  many  who  are  coming;  if  they 
were  coming  on  foot  or  on  horse  back;  if  they  were 
enemy  or  friend.  Surely  we  need  to  put  our  ears  to 
the  ground  and  listen  to  our  young  people. 

Mr.  W.  H.  Audon,  one  of  our  modem  poets 
has  described  the  twentieth  century  youth  in  vivid 
terms.  “To  be  young,”  he  says,  “means  to  be  on 
edge,  to  be  held  waiting  in  a  packed  lounge  for  a 
personal  call  from  long  distance  for  the  low  voice 
that  defines  one’s  future.”  Yes,  we  need  to  listen  to 
the  voice  of  the  young  people  as  they  speak  through 
many  mediums.  Do  you  hear  what  I  hear  in  some 
of  the  music  sung  by  the  young  people,  or  do  you 
get  so  involved  in  the  beat  that  you  don’t  listen  to 
what  is  being  said? 

We  are  aware  of  many  voices  calling  for  help. 
Some  of  these  cries  have  become  so  dramatic,  so 
visual,  that  we  have  listened,  but  not  responded. 
But  there  are  other  voices  crying  for  help,  cries  so 
weak  that  we  don’t  heed  them.  We  aren’t  listening 
for  fear  of  getting  involved. 

It  is  true  that  there  is  confusion  and  agitation 
on  the  college  campus,  but  there  are  many  young 
people,  a  great  percentage  of  those  in  college,  who 
are  doing  courageous  things  as  they  go  about  their 
studies,  many  who  give  outstanding  leadership  in 
Christian  activities  and  in  other  fields.  We  do  not 
hear  about  these.  We  haven’t  been  listening.  Nor 
have  we  been  listening  to  find  out  how  young  people 
really  feel  and  what  causes  them  to  act  as  they  do. 

LISTEN  FOR  VOICE  OF  GOD? 

What  would  your  reaction  be  if  you  heard  an 
announcer  say,  “The  next  voice  you  hear  will  be 
that  of  God”?  Would  you  listen  attentively  or  would1 
you  think  it  another  gimmick  to  get  your  attention? 

Most  of  us  are  too  sophisticated  today  to  expect 
a  voice  to  come  from  heaven  to  us.  We  might  say 
this  doesn’t  happen  anymore.  With  direct  dialing  on 
the  telephone,  we  hear  a  voice  of  a  friend  or  a 
member  of  the  family  way  across  the  continent, 
and  we  listen  with  interest  and  joy  to  what  they're 
saying.  Surely  God  continues  to  speak  to  us  but  we 
don’t  answer  the  telephone.  The  telephone  receiver 
has  been  off  the  hook.  We  are  not  giving  it  our  full 
attention.  We  need  to  put  our  receivers  back  on  the 
hook  and  atune  our  lives  to  God  so  that  we  will 
be  receptive  to  some  information,  to  some  voice 
from  heaven  that  says  something  to  us  beyond  what 
the  world  is  saying  to  us.  God  has  our  area  code  as 
well  as  our  personal  number,  sometimes  his  call 
never  gets  through.  He  gets  a  busy  signal,  a  D.  A, 
doesn’t  answer.  Think  about  people  of  whom  you’ve 
read  who  have  received  calls.  Jane  Adams,  Florence' 
Nightingale,  Martin  Luther,  John  Wesley,  David 
Livingston,  Albert  Schweitzer  and  hundreds  and  hun¬ 
dreds  more  who  had  a  call  because  they  were  listeri.- 
ing  when  it  came.  Some  of  us  may  sincerely  want  to 
hear  a  call  but  can’t  because  we  have  not  become 
sensitive  to  the  voice  of  God.  Some  of  us  listening 
to  Beethoven’s  Fifth  Symphony  would  say  that  it 
sounds  like  thunder  while  others  would  say  it  had 
the  sound  of  angels.  Just  as  we  have  to  learn  to 
understand  great  music,  so  we  have  to  grow  to 
understand  the  deep  things  of  God.  We  must  listen 
not  only  with  our  ears  and  minds,  but  with  our 
hearts.  The  heart  and  mind  must  keep  pace  with 
each  other  in  learning  about  life  and  our  world.  “To 
be  alive  today  is  to  be  waiting,  listening,  anxious 
to  find  the  meaning  of  life,  to  hear  God’s  voice  that 
we  may  know  how  we  may  be  used  to  carry  His 
‘total  mission  to  a  total  world’.” 

Are  we  listening  to  the  theme  “The  Total  Mis¬ 
sion  to  a  Total  World”  and  what  this  theme  im¬ 
plies?  It  means  that  it  is  God’s  mission  in  which 
we  have  been  given  a  part  to  see  that  it  reaches 
people  next  door  or  in  India  —  to  people  every¬ 
where  —  to  the  whole  world. 

We  as  members  of  the  Woman’s  Society  and 
Wesleyan  Service  Guild  have  a  part  in  making  possi¬ 
ble  the  carrying  of  this  total  mission  to  a  total  world. 
Let  us  be  listening  for  God’s  voice  to  speak  to  us, 
and  let  us  respond. 
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•  On  a  Wide  Circuit 

Image 

and  responsibility 
of  religious  man 

The  man  who  professes  to  be  a 
Christian  churchman  has  a  responsibil¬ 
ity  to  conduct  himself  as  such  before 
and  with  other  people,  and  to  keep  his 
“image”  as  such  so  true  to  other  men 
that  they  may  believe  and  follow  him, 
and  respect  his  beliefs. 

This,  in  essence  and  summary,  is  the 
“counsel”  given  to  young  men  who 
have  been  given  exemption  from  direct 
military  service  because  of  their  re¬ 
ligious  conscientious  objection  to  war. 
These  are  men  classified  I-W  for  non¬ 
military  service  to  the  nation.  The 
counsel  is  given  by  J.  Harold  Sherk, 
executive  secretary  of  the  National 
Service  Board  for  Religious  Objectors. 
And  because  the  counsel  is  so  appli¬ 
cable  (with  slight  changes  of  verbiage) 
to  every  professing  Christian  and  at  all 
times,  we  are  repeating  it  here.  Says 
Mr.  Sherk  (in  part): 

“Every  I-W  man  to  be  a  good  citi¬ 
zen.  .  .  .  I-W  men  are  civilians,  sub¬ 
ject  to  all  the  obligations  and  responsi¬ 
bilities  as  well  as  enjoying  all  the  privi¬ 
leges  of  civilian  life  as  compared  with 
those  in  military  service.  A  I-W  man 
is  expected  to  be  law  abiding,  thought¬ 
ful  of  the  rights  of  others,  respectful 
to  persons  in  authority,  and  concerned 
and  careful  about  his  own  image  as 
an  American,  whether  at  home  or 
abroad. 

“The  I-W  man  to  be  a  loyal  member 
of  his  church.  .  .  .  The  overwhelming 
majority  of  I-W  men  are  members  of 
some  church.  They  have  obtained  rec¬ 
ognition  of  their  convictions  in  part 
because  of  their  profession  as  religious 
people.  They  are  expected  to  live  that 
way.  So  a  man  who  belongs  to  a 
church  which  lifts  up  a  standard 
against  the  use  of  tobacco  is  expected 
to  observe  the  standards  of  the 
church.  The  man  who  professes  to  be 
religious  and  plays  fast  and  loose  with 
girls  dishonors  all  religion.  The  man 
who  professes  to  be  religious  and  sel¬ 
dom  shows  up  in  church  in'  the  geo¬ 
graphical  area  where  he  is  serving 
raises  question  marks  over  his  own 
profession  and — whether  he  likes  it  or 
not  —  over  the  cause  which  he  is  rep¬ 
resenting. 

“The  I-W  man  to  do  a  good  job. . . . 
A  ‘good  job’  means  service  that  is  satis¬ 
factory  to  his  employer,  courteous, 
efficient,  on  time,  full  time.  For  the 
vast  majority  of  I-W  men  whose  work 
is  in  some  institution  or  project  where 
they  are  directly  involved  in  service 
to  needy  people — sick,  aged,  orphaned, 
economically  deprived,  war  sufferers, 
etc.,  —  a  ‘good  job’  means  also  that 
kind  of  genuine  concern  for  people  in 
need  which  ministers  to  the  spirit  of 
man  as  well  as  to  his  most  obvious 
physical  needs. 

“The  I-W  man  to  be  a  consistent 
exemplar  of  his  professed  CO  convic¬ 
tions.  ...  So  he  doesn’t  drive  his 
car  like  a  bat  out  of  hell.  He  is  con¬ 
cerned  about  the  lives  of  others,  as 
well  as  his  own.  His  conviction  that 
he  must  ‘obey  God  rather  than  man’ 
has  expression  in  the  most  infinite 
variety  of  human  relationships  which 
all  of  us  encounter  in  daily  life. 

“The  I-W  man  to  inform  them  if 
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Vice-president  Hubert  Humphrey  in 
an  address  delivered  recently  at  Ful¬ 
ton,  Mo.,  pleading  for  strengthening 
of  the  North  Atlantic  alliance:  “This 
new  period,  if  we  do  not  lose  our  wits, 
or  our  nerve,  or  our  patience,  can  see 
the  replacement  of  the  iron  curtain  by 
the  open  door.” 

«  99 

Rep.  Adam  Clayton  Powell,  com¬ 
menting  on  the  recent  loss  of  his  seat 
in  Congress:  “Even  if  I’m  dead  —  as 
long  as  they  keep  me  propped  up  — 
I  will  be  elected  again.” 

U  99 

Father  Ronald  McLaughlin  of  Holy 
Rosary  Catholic  Church,  Lexington, 
N.  C.,  sending  word  to  Methodist 
leaders  that  his  congregation  was  pray¬ 
ing  for  the  success  of  the  state-wide 
“Venture  in  Faith”  evangelistic  pro¬ 


gram:  “I  told  them  I  hoped  when  I 
spoke  to  the  Methodist  ministers  I 
would  be  able  to  tell  them,  when  they 
got  into  their  pulpits,  to  be  assured 
our  people  were  on  their  knees  pray¬ 
ing  that  the  Lord  would  speak  to 
them  and  His  message  would  come 
across  loud  and  clear.” 

((  99 

Miss  Ollie  A.  Randall;  consultant  to 
the  Ford  Foundation  program  on  aging 
and  a  member  of  the  board  of  the 
National  Council  on  the  Aging,  speak¬ 
ing  to  the  National  Council  on  Chris¬ 
tian  Charities:  “The  need  to  be  treated 
as’  a  person  is  more  important  to  the 
aging  than  isolated  medical  care  or 
improved  income.” 

U  99 


East  German  newspaper  Neue  Zeit, 
organ  of  Soviet  Zone  Communist-dom¬ 
inated  Christian  Democratic  Union, 
commenting  on  rumors  that  the  Evan¬ 
gelical  Church  in  Germany  had  offered 
to  work  for  better  relations  between 
governments  of  East  and  West  Ger¬ 
many:  “As  is  well-known,  the  govern¬ 
ment  of  the  sovereign  German  Social¬ 
ist  State  does  not  need  a  recognition 
by,  nor  has  it  any  reason  to  conclude 
a  treaty  with  a  West  German  Church 
authority.  The  free  and  independent 


there  are  problems  that  require  atten¬ 
tion.  .  .  .  Problems  of  various  kinds 
can  arise,  whether  due  to  illness  or 
accident,  unforseeen  needs  at  home, 
difficulties  at  work,  etc.  During  the 
period  of  his  I-W  work  every  man  is 
responsible  to  the  State  Director  of  the 
state  in  which  his  work  project  is  lo¬ 
cated,  or  to  the  National  Director  if 
his  work  project  is  abroad.  .  .  . 

“The  I-W  man  to  keep  all  his  Selec¬ 
tive  Service  relationships  in  good  re¬ 
pair.  .  .  .  From  the  time  that  he  regis¬ 
ters  with  Selective  Service,  every  man 
is  under  a  continuing  obligation  to  re¬ 


port  to  his  local  board  regarding  any 
change  of  address  that  may  take 
place  ...  He  is  under  a  continuing 
obligation  to  inform  his  local  board 
regarding  any  change  which  may  take 
place  thereafter  in  his  occupation,  em¬ 
ployment,  marital  and  family  status, 
health,  student  status,  etc.  .  .  .  This 
obligation  is  not  suspended  while  he 
is  in  I-W  service  and  is  not  ended  after 
he  has  completed  I-W  service.” 

This,  translated  into  non-draft  terms, 
should  indeed,  become  part  of  the  code 
of  everyone  calling  himself  a  follower 
and  exponent  of  the  Christian  faith. 


/I  Jicufmaa'A  Ti/itneM 

by  Charles  A.  Stuck/Lay  Evangelist 


GOD  OF  THE  UNIVERSE 
(NOTE:  this  message  was  delivered 
recently  by  Thomas  R.  McKinnon,  a 
young  layman,  at  a  men’s  retreat  in 
the  deep  woods  of  southern  Arkansas. 
It  was  so  choice  that  I  borrowed  his 
manuscript  to  share  with  our  readers. 
CAS) 


What  is  meant  by  “God  of  the  Unir. 
verse”?  The  idea  of  a  physical  universe 
is  generally  accepted.  It  is  especially 
evident  in  a  setting  such  as  this. 

We  recognize  God  as  Sovereign  over 
the  earth,  the  oceans,  universe;  the 
physical  universe.  But  God  is  also 
ruler  of  the  human  universe;  the 
political,  social  and  economic  orders. 

From  time  to  time  man  has  attempt¬ 
ed  to  use  God  to  support  a  particular 
ideology.  Some  have  claimed  a  “di¬ 
vine”’  right  of  kings.  Some  dictators 
have  claimed  God  as  their  supporter. 
Even  democracy  often  tries  to  lay 


claim  to  God’s  priority.  Sometimes  we 
expect  God  to  uphold  slavery,  or  a 
segregated  social  pattern,  or  persecu¬ 
tion  of  the  Jews.  Socialism,  capitalism 
and  other  economic  systems  all  claim 
His  support. 

The  essence  of  the  Christian  religion 
is  not  political,  social,  or  economic. 
Christian  faith  rests  on  convictions 
about  God  and  man  and  their  relation-, 
ship.  Stated  simply,  man  is  a  creature 
of  God’s  love.  He  is  separated  from 
God  by  sin.  God  acts  to  cancel  sin  and 
to  bring  man  to  Him  through  the  life, 
death  and  resurrection  of  Christ.  If 
man  responds,  he  regains  sonship,  and 
lives  again  under  God’s  love. 

This  faith  has  ramifications  for  the 
whole  of  human  life,  not  a  commit¬ 
ment  to  any  particular  social,  political 
or  economic  order.  Certainly  some  po¬ 
litical  or  economic  systems  are  more 
compatible  with  Christian  faith  than 
others,  as  for  example,  a  system  recog- 


churches  in  the  German  Democratic 
Republic  (East  Germany)  and  our  state 
have  long  agreed  on  questions  which 
are  of  common  interest  to  state  and 
church  in  our  republic.” 

M  99 

t 

Methodist  News  in  Brief 

British  Methodist,  and  Church  of 
England  negotiators  have  reported  in 
a  25,000  word  interim  report  that  they 
are  “fully  convinced”  that  an  advance 
to  ultimate  union  is  warranted.  The 
commission  was  set  up  in  1965  to  de¬ 
termine  whether  union  is  possible. 

t 

Methodist  and  Evangelical  United 
Brethren  churches  in  North  and  South 
Dakota  will  join  this  October  in  spon¬ 
sorship  of  a  convocation  expected  to 
draw  from  virtually  every  part  of  the 
two  states. 

t 

Mrs.  F.  E.  McEachem,  Sr.,  of  Co¬ 
lumbia,  S.  C.,  has  been  named  that 
state’s  mother  of  the  year  for  1967. 
Mrs.  McEachem’s  six  children  include 
the  Rev.  Theodore  McEachem,  a  staff 
member  of  the  General  Board  of  Edu¬ 
cation. 

t 

Methodist-related  Lambuth  College 
in  Jackson,  Tenn.,  has  been  named 
beneficiary  of  an  estate  which  will 
approach  $1,000,000,  according  to 
President  James  S.  Wilder,  Jr.  The  gift 
represents  the  combined  estates  of  the 
late  Mrs.  Harvey  D.  Best  of  Miami, 
Fla.,  and  Jackson  and  her  niece,  the 
late  Mrs.  Mary  D.  Johnson, 
t 

Parishioners  of  Holy  Rosary  Roman 
Catholic  Church  in  Lexington,  N.  C., 
were  asked  by  their  pastor,  the  Rev. 
Ronald  McLaughlin,  to  pray  for  the 
success  of  the  recent  Methodist  Ven¬ 
ture  in  Faith  in  that  community. 

PLANE  TALK:  A  young  lady  on  one 
of  the  planes  on  which  we  traveled  this 
week  said:  “My  fiance  and  I  have  ar¬ 
rived  at  the  secret  of  a  happy  marriage. 
I’m  to  make  all  the  small  decisions, 
like  the  kind  of  house  we  buy,  and  the 
kind  of  car,  and  how  much  money  we 
save,  and  he’s  to  make  the  large  de¬ 
cisions  like  “Who’ll  be  the  next  Presi¬ 
dent?”  and  how  to  end  the  Vietnamese 
War. 

t 


nizing  equality  rather  than  rank,  or  the 
dignity  of  every  individual. 

The  Christian’s  commitment  is  not 
to  a  system  or  an  ideology.  God  is  the 
God  of  the  African  and  the  Asian  as 
well  as  the  American;  of  people  living 
under  communism  or  dictatorships  as 
well  as  democracy.  God’s  love  can  be 
accepted  or  rejected  by  men  whether 
they  call  His  name  Jehovah,  or  Allah, 
or  the  Great  Spirit.  God  is  ruler  of  the 
whole  natural  and  human  universe,  not 
just  the  20th  century  American,  Anglo- 
Saxon  Protestants,  Man  cannot  mold 
God  to  man’s  own  image.  God  will 
not  have  it. 

This  does  not  mean  that  we  should 
withdraw  from  political,  social  or  eco¬ 
nomic  life,  but  that  we  should  take 
part  in  trying  to  perfect  human  institu¬ 
tions.  We  must  broaden  our  horizons, 
become  tolerant  of  human  differences, 
and  most  important,  recognize  the  uni¬ 
versality  of  God. 
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Evangelical  United  Brethren  Church 


EDITORIAL  OPINION 

by  Curtis  A.  Chambers 


We  Are  Brethren! 


Decision  day  is  at  hand.  After  years  of 
discussion,  Evangelical  United  Brethren  must 
make  a  choice. 

Will  EUB’s  decide  to  retain  their  identity 
as  a  separate  denomination?  Or  will  they 
choose  to  unite  their  people,  their  faith  and 
practice,  their  institutions,  and  their  heritage 
and  mission  with  other  Christians  to  form 
the  United  Methodist  Church? 

The  General  Conferences  of  the  Evangeli¬ 
cal  United  Brethren  Church  and  the  Meth¬ 
odist  Church  have  approved  a  proposed 
Constitution  and  the  necessary  Enabling 
Legislation  to  bring  the  new  church  into 
being.  Now  the  ministerial  and  lay  members 
of  EUB  and  Methodist  annual  conferences, 
by  the  law  of  both  churches,  cast  their  bal¬ 
lots.  As  representatives  from  the  life  of  the 
church  in  communities  across  the  United 
States  and  Canada,  they  hold  the  destiny  of 
the  two  churches  in  their  hands. 

Every  member  of  the  thirty-two  annual 
conferences  in  the  Evangelical  United  Breth¬ 
ren  Church  has  the  right  to  vote  on  this 
issue.  To  bring  the  united  church  into  being 
in  April  of  1968,  two  thirds  of  the  aggregate 
total  number  of  votes  cast  must  be  affirma¬ 
tive.  Thus,  one  negative  vote  has  the  same 
weight  in  the  final  determination  as  do  two 
affirmative  votes.  All  but  three  of  the  annual 
conferences  will  meet  in  May  and  June  of 
this  year.  (Florida  has  already  voted  for 
union  by  a  26  to  2  margin.) 

The  next  three  months  will  tell  the  story. 

Rationale  for  Union 

From  the  vantage  point  of  this  writer,  an 
Evangelical  United  Brethren  decision  to  co¬ 
operate  in  the  formation  of  the  United 
Methodist  Church  at  this  moment  in  history 
is  highly  desirable.  EUB-Methodist  union 
makes  sense! 

Union  makes  sense  historically.  Our  church 
fathers,  such  as  Albright  and  Otterbein,  had 
close  Methodist  associations.  Through  many 
years  the  churches  have  repeatedly  reaf¬ 
firmed  their  common  historical  roots  through 
brotherly,  cooperative  relationships. 

Union  makes  sense  from  the  standpoint  of 
spiritual  renewal.  Both  denominations  have 
always  recognized  the  significance  of  per¬ 
sonal  Christian  experience.  Both  bodies  ex¬ 
press  deep  concern  for  renewal  in  the  life  of 
the  church  today.  If  these  two  Christian 
bodies  come  together  recognizing  that  they 
have  but  one  Lord,  one  faith,  and  one  mission 
for  their  united  church,  then  there  is  tre¬ 
mendous  potential  for  the  release  of  spiritual 
power  in  the  new  church  which  is  born. 

Union  makes  sense  practically.  Church 
order  is  much  the  same  in  the  two  denomina¬ 
tions.  Episcopal  supervision  and  appointment 
of  ministers  characterize  the  structure  of 
both  fellowships.  Annual  and  General  Con¬ 
ferences  are  composed  both  of  ministers  and 
laymen.  The  Disciplines  of  the  churches  are 
markedly  similar. 

Union  makes  sense  theologically.  In  assert¬ 
ing  the  freedom  of  man  as  well  as  the  sover¬ 
eignty  of  God,  EUB’s  and  Methodists  fre¬ 
quently  find  themselves  standing  side  by  side 
when  the  religious  community  joins  in  theo¬ 
logical  debate.  The  Wesleyan  tradition  is  an 
integral  part  of  EUB  heritage. 

Union  makes  sense  from  the  viewpoint  of 
social  concern.  Methodists  historically  have 
ably  demonstrated  their  concern  for  the  so¬ 
cial  order  and  for  individual  persons  affected 
by  social  forces.  EUB’s,  while  congenial  to 
this  approach  to  Christian  involvement  in 
society,  have  much  to  gain  in  sharing  this 
Methodist  emphasis. 

Union  makes  sense  in  light  of  the  con¬ 
temporary  scene.  The  revolutionary  world 
in  which  we  live  demands  that  the  church 


tool  up,  take  counsel  of  its  best  minds  and 
militantly  mobilize  its  resources  to  achieve 
its  mission  in  the  world  that  has  too  often 
“written  off”  the  church  as  an  irrelevant  in¬ 
stitution.  Highly  trained  people  are  needed 
to  help  the  church  bear  witness  through 
various  specialized  disciplines  and  ministries 
— modern  communications,  urban  life,  long- 
range  planning,  research.  By  uniting  forces 
the  new  church  can  better  minister  to  a 
world  of  tremendous  technological  develop¬ 
ment  and  rapid  social  change. 

Union  makes  sense  from  the  standpoint  of 
ministry.  In  nearly  300  communities  EUB 
and  Methodist  congregations  have  already 
yoked  or  united  in  order  to  secure  ade¬ 
quate  pastoral  leadership  and  to  carry  out 
their  mission  more  effectively.  Many  of  these 
are  rural  churches  which  would  be  without 
a  minister  except  for  these  arrangements. 

Union  makes  sense  ecumenically.  In  seek¬ 
ing  the  oneness  of  the  church,  similar  fami¬ 
lies  of  denominations  appropriately  may  con¬ 
sider  coming  together  as  a  first  step  toward 
further  realization  of  unity.  If  two  church 
bodies  as  similar  as  Methodists  and  Evangeli¬ 
cal  United  Brethren  cannot  get  together,  then 
the  Consultation  on  Church  Union  and  all 
other  unity  movements  would  seem  to  be  idle 
dreams.  We  must  recognize  that  failure  now 
to  achieve  EUB-Methodist  union,  while  not 
a  primary  motivation  in  consideration  of  the 
merits  of  that  union,  would  effectively  tar¬ 
nish  the  ecumenical  image  of  both  churches 
for  years  to  come. 

If  we  truly  believe  that  Christ  calls  his 
church  to  oneness,  we  need  to  ask  quite  seri¬ 
ously,  “How  does  God’s  call  to  the  unity  of 
his  people  affect  our  own  attitudes  toward 
the  union  presently  proposed?” 

What  Happened  at  Chicago? 

Interpretations  of  the  Chicago  General 
Conferences  quite  naturally  vary.  It  is  only 
honest  for  this  writer  to  reveal  his  own 
prejudices  as  well  as  to  witness  to  his  own 
experiences. 

I  am  convinced  that  honorable  men  and 
women  worked  hard  to  achieve  a  workable 
Plan  of  Union.  While  the  Plan  is  not  perfect 
(and  no  church  structure  is),  it  is  one  around 
which  the  United  Methodist  Church  can  ef¬ 
fectively  take  shape,  call  upon  its  resources 
for  mission,  and  carry  on  a  reconciling  min¬ 
istry. 

From  close  personal  scrutiny  of  persons 
and  situations,  I  cannot  believe  that  the  con¬ 
ferences  were  manipulated,  pushed  or  cajoled 
into  a  “party  line.”  I  do  not  think  it  naive  or 
superficially  pious  to  declare  that  decisions 
were  made  responsibly  and  in  a  sincere  atti¬ 
tude  of  prayerful  concern  that  the  will  of 
God  be  done. 

We  EUB’s  did  not  get  all  we  wished  in  the 
Plan  of  Union.  But  neither  did  the  Methodists. 

Perhaps  this  is  a  good  sign.  If  the  united 
churches  comes  into  being,  it  will  call  us  all 
to  rethink  our  structures.  It  will  jar  both 

EUB’s  and  Methodists  out  of  overly  familiar 
patterns  and  into  evaluating  how  well  we  are 
responding  to  the  claims  of  the  gospel  and 
our  world. 

EUB’s  unsuccessfully  requested  that  super¬ 
intendents  be  elected  and  that  life  tenure  of 
bishops  be  abandoned.  However,  in  practice 
EUB’s  nearly  always  have  reelected  their 
bishops.  The  Plan  of  Union  (1155)  calls  for  a 
review  of  the  character  and  administration  of 
each  bishop  at  the  end  of  each  quadrennium. 
EUB’s  have  had  no  such  practice  and  can 
profit  by  its  inclusion. 

Methodists  yielded  to  the  EUB  requests  to 
delete  the  permissive  legislation  on  the  name 
of  the  church.  They  also  agreed  to  remove 
the  provision  for  the  appointment  of  super¬ 


intendents  by  bishops — rather  than  their 
election  as  in  the  EUB  system — from  its  rela¬ 
tively  secure  constitutional  position.  It  still 
stands  in  Part  IV  of  the  proposed  Discipline, 
although  there  it  is  more  vulnerable  to 
change.  Methodists  pointed  out  that  the 
twelve-year  rule  gives  EUB  s  a  considerable 
period  of  time  to  adjust  to  this  practice.  In 
fact  the  twelve  years  in  which  EUB  confer¬ 
ences  may  retain  boundaries,  if  they  wish, 
can  itself  also  be  regarded  as  a  Methodist 
concession. 

Methodists  proposed  a  new  statement  on 
ecumenical  relations  to  the  Joint  Conference 
Committee.  While  EUB’s  felt  the  revised 
statement  had  much  to  commend  it,  the  new 
statement  omitted  reference  to  working  for 
unity  “through  councils  of  churches”  as 
well  as  continuing  world  relationships  with 
“united  churches”  overseas.  It  was  feared 
that  elimination  of  specific  commitment  to 
these  united  churches  might  be  construed  as 
a  reversal  of  long-standing  EUB  policy. 
Limited  time  unfortunately  prevented  any 
alternate  revision  and,  in  the  end,  the  Meth¬ 
odist  proposal  was  laid  aside  in  favor  of  the 
more  explicit  original  paragraph  on  “Ecu¬ 
menical  Relations”  (15). 

The  proposed  union  has  caused  a  great  deal 
of  Methodist  soul-searching  and  agonizing 
struggle.  It  brought  to  focus  the  perplexing 
problem  of  how  to  terminate  the  separate 

existence  of  the  Central  Jurisdiction  (Negro) 
and  Negro  annual  conferences.  With  solid 
EUB  support  a  strong  constitutional  state¬ 
ment  on  the  “Inclusiveness  of  the  Church” 
(14)  was  drafted  and  approved  by  both  con¬ 
ferences. 

In  the  Enabling  Legislation  another  state¬ 
ment  asserts  that  the  Methodist  General 
Conference  "unmistakably  expressed  its  de¬ 
termination  to  bring  about  not  only  the 
elimination  of  the  Central  Jurisdiction  but 
also  the  merger  of  the  separate  Negro  annual 
conferences  .  .  .  with  the  conferences  of  the 
regional  jurisdictions  and  the  elimination  of 
any  structural  organization  based  on  race.” 
A  date  not  later  than  mid-1972  was  set  for 
complete  fulfillment  of  that  objective. 

While  some  condemned  that  statement 
as  too  weak  or  too  strong,  too  voluntaristic 
or  too  mandatory,  most  of  the  delegates  of 
both  General  Conferences  endorsed  it  as  a 
realizable  goal  toward  which  they  would 
earnestly  strive. 

Recent  Developments 

Leaders  of  both  churches  clearly  realize 
that  the  real  decision  now  lies  with  the  lay¬ 
men  and  ministers  who  are  members  of  the 
annual  conferences.  Since  planning  of  church 
program  must  take  place  many  months,  and 
sometimes  years,  in  advance  of  its  imple¬ 
mentation,  a  double  burden  has  rested  upon 
our  church  leaders.  They  must  plan  to  move 
in  one  direction  in  event  of  union — in  an¬ 
other  direction  if  union  is  not  voted. 

Recognizing  this  situation,  Methodist  and 
EUB’s  in  various  areas  of  church  life  have 
met  for  consultation  and  sharing  of  ideas. 
A  committee  dealing  with  the  ministry,  com¬ 
posed  of  Methodists  and  EUB’s,  has  come  to 
a  happy  meeting  of  minds  relating  to  the  pro¬ 
visions  of  the  ministry  in  the  Proposed  Disci¬ 
pline. 

A  late  January  meeting  of  the  leading 
board  executives  of  the  two  denominations 
revealed  a  remarkable  openness  to  “redesign¬ 
ing  the  structure  for  the  United  Methodist 

Church.”  The  executives  requested  the  Joint 
Commission  on  Union  to  name  a  committee 
for  this  purpose  and  stated  that  1968  would 
be  the  best  time  for  such  restructuring. 

Critics  of  the  Plan  of  Union,  especially 
groups  emphasizing  the  need  for  renewal, 


have  felt  that  the  church’s  superstructure  is 
due  for  more  overhauling  than  has  been  evi¬ 
dent  in  the  Plan.  The  attitude  of  the  general 
secretaries  indicates  an  openness  to  move¬ 
ment  in  this  direction  if  the  church  so  de¬ 
sires. 

Some  EUB  and  Methodist  executives 
described  the  spirit  of  their  joint  meeting  as 
“exhilarating”  and  “inspiring.”  One  of  them 
stated,  “Here  is  a  group  of  dedicated  Chris¬ 
tian  men  who  are  willing  to  place  themselves, 
their  agencies,  and  their  positions  on  the  line 
and  to  sacrifice  them,  if  required,  in  order  to 
realize  the  mission  of  the  church  for  the  day 
in  which  we  live.” 

An  atmosphere  of  freedom  and  good  will 
characterized  the  first  full  session  of  the  Joint 
Commission  on  Union  since  the  November 
General  Conferences.  Meeting  in  early  Feb¬ 
ruary  under  the  co-chairmanship  of  Bishop 
Reuben  H.  Mueller  and  Bishop  Lloyd  C. 
Wicke,  the  commissioners  provided  for  four¬ 
teen  committees  to  care  for  such  matters  as 
further  recommendations  concerning  Part  IV 
of  the  Proposed  Discipline;  guidelines  for 
unification  of  boards  and  agencies,  annual 
conferences  and  local  churches;  housing  of 
agencies;  merging  of  general  board  staffs; 
budgets  and  finance;  and  quadrennial  pro¬ 
gram.  Personnel  for  the  committees  will  be 
named  in  the  near  future  and  will  begin  to 
function  if  annual  conferences  vote  for  the 
union  of  the  churches. 

A  resolution  proposed  by  the  Methodists  to 
utilize  the  Dayton  EUB  headquarters  build¬ 
ings  was  adopted  by  the  Joint  Commission. 
It  states:  “Resolved,  that  whatever  plan  is 
brought  to  the  Uniting  Conference  for  the 
establishment  and  location  of  boards  and 
agencies,  the  United  Methodist  Church  shall 
provide  for  ( 1 )  the  utilization  of  the  Dayton 
office  facilities  of  the  Evangelical  United 
Brethren  Church,  and  (2)  the  location  of 
the  headquarters  of  at  least  one  of  the  agen¬ 
cies  of  the  United  Methodist  Church  in  Day- 
ton.” 

Headquarters  for  Methodist  agencies  pres¬ 
ently  are  located  in  New  York,  Washington, 
D.C.,  Nashville,  Tennessee,  and  Evanston, 
Illinois.  Related  offices  are  in  several  other 
cities.  This  recent  action  assures  EUB’s  that 
Dayton  will  be  among  the  significant  centers 
of  influence  in  the  proposed  united  church. 

The  spirit  of  these  recent  meetings  seems 
to  be  a  continuation  of  the  joyful  atmosphere 
of  unity  which  so  fully  characterized  the 
joint  praise  and  fellowship  service  of  Meth¬ 
odists  and  Evangelical  United  Brethren  fol¬ 
lowing  the  affirmative  vote  of  their  General 
Conferences.  Is  it  not  fitting  that  celebration 
be  a  part  of  the  sense  of  oneness  achieved  by 
persons  in  these  two  fellowships?  If  our 
unity  is  in  response  to  Christ’s  command, 
why  shouldn’t  church  union  negotiations  be 
carried  forth  in  an  attitude  of  joy? 

The  Spirit  of  Continuing  Relationships 

Among  Methodists  and  EUB’s  who  have 
worked  together  over  the  past  few  months 
and  years,  something  significant  has  hap¬ 
pened.  Friendships  have  developed,  mutual 
respect  has  grown,  fellowship  has  deepened 
and  Christian  unity  has  come  alive  in  per¬ 
sonal  relationships  of  increasing  significance. 

Numbers  of  Methodists  and  Evangelical 
United  Brethren  have  said  to  each  other, 
“Whatever  the  vote  on  union,  let  us  continue 
our  contacts.  We  have  appreciated  working 
together,  getting  to  know  each  other  and 
sensing  our  oneness  in  Christ.” 

A  similar  sense  of  spiritual  unity  some 
200  years  ago  drew  Philip  William  Otterbein 
to  the  side  of  Martin  Boehm.  Warmly  clasp¬ 
ing  his  hand,  Otterbein  exclaimed,  “Wir  sind 
Briider!” 

An  affirmative  vote  of  EUB  annual  con¬ 
ferences  in  the  weeks  ahead  will  make  it 
possible  to  join  hands  and  minds  with  our 
fellow  Christians  of  the  Methodist  Church 
and  to  declare  with  new  and  continuing 
meaning,  “We  are  brethren!” 
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Louisiana  Conference  Calendar 


Shreveport  Church 
names  Miss  Locke 


Duke  announces 
Supply  Pastors' 


choir  director 


Miss  Norma  Jean  Locke  has  been 
named  choir  director  of  Broad¬ 
moor  Methodist  Church,  Shreve¬ 
port.  She  holds  B.  M.  and  M.  A. 
degrees  in  music  from  Cincinnati 
Conservatory  of  Music  and  diplo¬ 
mas  in  voice  and  piano  from  Ward- 
Belmont  Junior  College,  Nash¬ 
ville,  Tenn.  She  and  her  sister 
were  co-directors  of  the  Music 
Department  at  Greenbrier  Junior 
College  in  West  Va.  for  fiveyears. 

For  the  past  6'/2  years,  she  has 
been  Protestant  choir  director  at 
Barksdale  AFB  Chapel. 

NEW  SERIES 

A  new  series  has  been  started  for 
the  MSEF  program  at  Mangum  Me¬ 
morial,  Shreveport.  The  subject  of  this 
series  is  “The  Methodist  Oath.” 

The  speaker  for  the  first  session  on 
April  2  was  Mrs.  Ira  Flowers,  wife  of 
former  pastor  of  Mangum.  The  subject 
of  Mrs.  Flowers’  talk  was  “Supporting 
the  Methodist  Church  with  Prayer.” 
Also  apeparing  on  the  program  were 
Mrs.  Estelle  and  Mrs.  Edith  Ensmin- 
ger,  both  of  Monroe. 

Rev.  Flowers,  pastor  of  Memorial 
Methodist  Church,  Monroe,  preached 
at  the  evening  service. 

Continuing  this  series  on  April  9 
will  be  the  Rev.  Lonnie  Sibley,  pastor 
of  Caddo  Heights  Church,  Shreveport, 
speaking  on  the  subject  “Supporting 
the  Methodist  Church  with  our  Pres¬ 
ence.”  Rev.  Sibley  has  been  the  Dis¬ 
trict  Director  of  Evangelism  for  four 
years. 

On  April  16  Cecil  Bland  will  speak 
on  “Supporting  the  Methodist  Church 
with  our  Service.”  Mr.  Bland  is  Asso¬ 
ciate  Director  of  the  Methodist  Area 
Council  of  the  Louisiana  Conference^ 
The  concluding  speaker  in  this  ser¬ 
ies  will  be  the  Rev.  Robert  B.  C  rich- 
low,  pastor  of  Broadmoor  Methodist 
Church,  Shreveport,  who  will  speak  on 
“Supporting  the  Methodist  Church 
with  our  Gifts”  on  April  23. 

This  current  series  of  programs  will 
be  a  major  part  of  a  “Month  of  De¬ 
cision”  being  held  during  April  at 
Mangum,  and  will  lead  up  to  a  revival 
from  April  23-28  and  Loyalty  Sunday 
on  April  30. 


April  1 

I 
4 

4-6 

6 

9 

12 

10-15 

15 
15-19 

16 
16 
18 

18, 19 

22 

24,25 

30 

May  5 
5-7 
7 

7-14 

II 
14 

14 

15 

15 

16 

17 

18 
21 
21 
21 
22 


Deadline  for  Pre  -Conference  Reports  to  Area  Office 
Deadline  for  1000  Club  Applications 

District  Woman's  Society,  University  Church,  Lake  Charles 
World  Understanding  Workshop,  University  Church,  Baton  Rouge 
Methodist  Home  Hospital  Board  of  Directors,  New  Orleans 
Camping  Sunday 

District  Woman’s  Society,  Asbury  Church,  Lafayette 
Workshop  on  Church's  Ministry  in  Leisure,  Mt.  Sequoyah 
Conference  Board  of  Lay  Activities,  Alexandria 
MYF  Regional  Training,  Mt.  Sequoyah 
Ruston  District  Guild,  Jonesboro 

Presentation  of  1000  Club  Check,  Trinity  Church,  Buras 
Woman's  Society  Training  for  District  Officers,  Pineville 
Woman's  Society  Executive  Committee  Self-Study  Conference, 
Pineville 

Tri -District  Christian  Vocations  Retreat,  Caney  Lake 

Training  Conference  on  'Church  and  Aging,  '  Baton  Rouge 

Rural  Life  Sunday 

LAME,  First  Church,  Alexandria 

Jurisdiction  Woman's  Society,  Mt.  Sequoyah 

Children's  Day 

National  Family  Week 

Shreveport  District  Lay  Delegate  Training 

Mother's  Day 

Pentecost 

Local  Church  Reports  to  Conference  Treasurer 

Lafayette  District  Lay  Delegate  Training 

Alexandria  District  Lay  Delegate  Training 

Baton  Rouge -New  Orleans  District  Lay  Delegate  Training 

Lake  Charles  District  Lay  Delegate  Training 

Ministry  Sunday 

Aldersgate  Sunday 

Trinity  Sunday 

Monroe -Ruston  Districts  Lay  Delegate  Training 


HELP  requested!  !  !  alcohol  council 


ATMACDONNELL  CENTER 

John  L.  Howe,  Jr.,  director  of  Mac- 
Donnell  Methodist  Center,  Houma, 
has  asked  us  to  print  the  following 
information: 

A  challenging  opportunity  is  avail¬ 
able  for  a  single  woman  or  a  woman 
who  has  reared  her  family  and  wants 
to  be  a  worker  in  the  mission  field. 

MacDonnell  Methodist  Center  is  in 
need  of  houseparents.  The  lady  may 
be  between  the  ages  of  25  and  55, 
must  have  had  a  high  school  education 
or  its  equivalent,  must  be  in  excellent 
physical  health  and  be  emotionally 
mature  and  have  a  deep  concern  for 
the  special  needs  of  others. 

This  is  an  opportunity  for  the  non- 
skilled  worker  to  learn  a  challenging 
profession  —  one  that  is  personally 
rewarding. 

Supervision  and  counsel  are  avail¬ 
able  from  professional  casework  staff 
and  other  persons  experienced  in  the 
field  of  institutional  child-care. 

Salary  starts  at  $155  per  month  plus 
room  and  board.  Blue  Cross-Blue 
Shield  group  insurance  is  available  on 
a  matched  basis  as  well  as  complete 
coverage  by  Workmen’s  Compensation 
and  Social  Security. 

Anyone  interested  should  write  or 
'call  John  L.  Howe,  Jr.,  MacDonnell 
Methodist  Center,  1210  East  Main 
Street,  Houma,  La.,  70360;  phone  1- 
504-872-9536. 


The  earth’s  first  green  of  the  year 
teaches  hopes;  and  the  planting  of 
seeds  in  anticipation  of  harvest  ex¬ 
presses  faith. — Dycus 


(Continued,  from  page  1) 

the  work  of  state  temperance  and 
moral  and  civic  foundations.  In  this 
post  he  will  succeed  Dr.  Caradine 
Hooten,  Methodist  minister  who  head¬ 
ed  the  organization  until  his  death  in 
1966. 

A  native  of  Louisiana,  Mr.  McCor¬ 
mack  attended  Louisiana  State  Uni¬ 
versity  before  enlisting  in  the  U.  S. 
Navy  in  1946.  He  later  received  his 
B.A.  and  M.A.  degrees  at  Northwest¬ 
ern  Louisiana  State  College  and  re¬ 
ceived  his  theological  training  at 
Southern  Baptist  Theological  Seminary 
in  Louisville. 

Mr.  McCormack  was  appointed 
chairman  of  the  Louisiana  Commis¬ 
sion  on  Alcoholism  by  Governor  John 
J.  McKeithen.  He  serves  on  the  exe¬ 
cutive  committee  of  the  Louisiana 
Moral  and  Civic  Foundation  and  on 
the  executive  committee  of  the  Loui¬ 
siana  Baptist  Convention.  He  will  as¬ 
sume  his  new  duties  in  Washington 
on  May  2. 

He  came  to  Shreveport  as  pastor 
of  Westside  Baptist  Church  in  1959. 
He  also  serves  as  head  of  the  social 
science  department  of  Baptist  Chris¬ 
tian  College  in  Shreveport. 

The  American  Council  on  Alcohol 
Problems,  Inc.  has  40  state  inter- 
church  affiliates  which  seek  relevant 
solutions  to  the  problems  of  alcohol 
by  educational  and  legislative  means. 
Dating  back  to  1895,  it  coordinates 
the  work  of  the  state  affiliates  and 
keeps  them  informed  of  governmental 
legislation  and  regulations  dealing  with 
alcoholism,  alcohol  education,  high¬ 
way  safety  and  related  problems. 


Summer  School 

DURHAM,  N.C.— The  19th  annual 
session  of  the  summer  Supply  Pastors* 
School  at  Duke  University  will  be  held 
this  year  from  July  10  through  Aug.  4. 

The  Methodist-approved  school  will 
provide  four  weeks  of  in-service  train¬ 
ing  for  non-seminary  candidates  for 
the  ministry. 

Designed  for  ministers  who  are  re¬ 
quired  to  take  the  Methodist  Course 
of  Study,  the  course  is  sponsored  by 
the  Duke  Divinity  School,  the  annual 
Methodist  conferences  in  the  southeast* 
the  department  of  ministerial  educa¬ 
tion  of  the  board  of  education  of  The 
Methodist  Church,  and  the  Southeast¬ 
ern  Jurisdictional  Conference. 

According  to  Dean  O.  Kelly  Ingram, 
director  of  the  school,  the  course  is 
open  to  ministers  of  all  communions, 
but  is  chiefly  for  Methodist  supply 
pastors. 

It  will  provide  studies  for  the  license 
to  preach,  introductory  studies,  and 
studies  for  the  first,  second,  third  and 
fourth  years. 

This  summer,  two  courses  at  the  ad¬ 
vanced  level  for  ministers-on-trial  also 
will  be  offered. 

CENTENARY 

( Continued  from  page  1) 

mediately  and  present  plans  call  for 
the  project  to  be  completed  by  Sep¬ 
tember  of  this  year. 

The  new  serving  line  will  add  great¬ 
ly  to  the  flexibility  of  the  present  cafe¬ 
teria.  It  will  be  built  so  that  both  lines 
will  operate  independently  of  the  other 
with  one  or  both  being  placed  in  serv¬ 
ice  as  the  need  demands.  The  3  private 
dining  rooms  will  seat  30,  50,  and 
100  persons  respectively.  The  cafeteria 
will  remain  completely  air-conditioned. 

A  new  entrance  on  the  west  side 
will  feature  a  masonry  solar  screen, 
and  the  new  addition  will  blend  in  with 
the  architecture  of  the  present  struc¬ 
ture. 

SOCIAL  CONCERNS 

(Continued  from  page  1) 

from  the  board’s  Division  of  Human 
Relations  and  Economic  Affairs. 

The  Declaration  of  Human  Rights 
will  mark  its  20th  anniversary  on  De¬ 
cember  10,  1968  —  the  date  of  its 
adoption  by  the  U.  N.  Assembly.  Only 
12  of  the  116  member  states  of  the 
United  Nations  still  have  not  ratified 
it.  One  of  the  12  is  the  United  States. 

The  year  1968  has  been  designated 
as  Human  Rights  Year  by  the  United 
Nations. 

A  guide  for  the  study  of  the  func¬ 
tions  of  the  convenants  and  declara¬ 
tions  of  the  United  Nations  is  con¬ 
tained  in  the  book  “To  Covenant  or 
Not  to  Covenant,”  which  is  available 
from  the  Woman’s  Division  Literature 
Headquarters.  Articles  of  the  Declara¬ 
tion  have  appeared  and  will  continue 
to  appear  in  Methodist  publications 
such  as  the  Methodist  Woman,  Chris¬ 
tian  Advocate,  Concern  and  World 
Outlook. 

Additional  information  on  the  Dec¬ 
laration  will  be  compiled  by  Methodist 
Information  and  sources  for  study  list¬ 
ed  in  the  Louisiana  Methodist. 
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Trinity  Methodist  MYFers  in  Ruston  are  presently  working  on  a  project 
to  collect  S  &  H  Green  Stamps  or  money  to  buy  a  station  wagon  for  the 
Louisiana  Methodist  Children’s  Home.  The  Home  has  a  large  school 
bus,  but  this  does  not  meet  their  needs  adequately.  THE  GOAL  IS  1800 
Green  Stamp  Books — a  goal  they  hope  to  achieve  BY  MAY  1st!  They 
are  requesting  help  from  MYF  groups  all  over  the  state,  and  are  hoping 
many  local  MYF  groups  will  adopt  this  project.  Stamps  and  money  col¬ 
lected  for  this  purpose  should  be  mailed  to: 

Trinity  Methodist  MYF 

300  North  Vienna  St. 

Ruston,  La.  71270 


NATIONAL  FAMILY  WEEK 
May  7-14 

National  Family  Week  will  be  ob¬ 
served  this  year  May  7-14.  It  includes 
two  Sundays  and  special  activities 
should  be  planned  throughout  the 
week.  This  General  Conference  author¬ 
ized  observance  is  a  responsibility  of 


the  local  church’s  commission  on  edu¬ 
cation. 

This  special  week  of  emphasis  upon 
family  life  is  interdenominational  and 
interfaith,  each  group  observing  it  in 
their  own  way. 

(Complete  suggestions  as  to  this 
week  can  be  found  in  Church  School 
Magazine  for  March.) 


Robert  France, 
Official  Board  chair¬ 
man,  Iowa  Methodist 
Church,  presents 
a  plaque  to  Alvin 
Metzger  in  appre¬ 
ciation  for  his 
25  years  of 
service  as  church 
treasurer. 


LAY  RETREAT 

(Continued,  from  page  1) 

of  the  General  Board  of  Evangelism 
of  The  Methodist  Church. 

He  was  reared  in  Meno  and  Garber, 
Okla.  He  entered  the  University  of 
Oklahoma  in  1940  and  served  in  the 
U.  S.  Coast  Guard  from  1942  until 
1946.  Upon  discharge  he  signed  a  pro¬ 
fessional  baseball  contract  with  the 
Atlanta  Club  of  the  Southern  Associa¬ 
tion  and  played  with  Burlington,  N. 
C.,  Charleston,  S.  C.,  and  with  the 
Atlanta  Crackers.  He  was  drafted  by 
the  St.  Louis  Cardinals  and  played 
with  Columbus,  Ohio,  in  1949.  During 
his  tour  in  professional  baseball,  he 
held  off-season  positions  with  the  Air 
Force  as  an  artist-illustrator  and  pub¬ 
lications  writer. 

In  1949  he  joined  the  Boeing  Com¬ 
pany  in  Wichita,  Kans.  as  an  artist- 
writer  in  the  publications  department. 
While  working  for  Boeing,  he  entered 
night  school  at  Wichita  State  Univer¬ 
sity  and  graduated  in  1961  with  a 
bachelor  of  arts  degree  with  a  major 
in  journalism  and  advertising. 


Logan  left  Boeing  to  form  a  publi- 
cations-advertising  firm  specializing 
in  graphic,  commercial  and  technical 
publications,  and  advertising. 

In  1963  he  joined  the  staff  of  the 
Interboard  Council  of  the  Central 
Kansas  Conference  of  The  Methodist 
Church  as  a  field  representative  work¬ 
ing  with  laymen  and  pastors  in  the 
areas  of  stewardship,  evangelism,  and 
promotion-cultivation.  He  was  instru¬ 
mental  in  forming  groups  of  The 
Twelve  throughout  the  conference. 

During  the  1 1  years  he  was  a  mem¬ 
ber  of  the  University  Methodist  Church 
at  Wichita  he  held  many  positions  in 
the  local  church  —  chairman  of  the 
Official  Board,  youth  director,  Sunday 
School  teacher,  Scoutmaster,  a  mem¬ 
ber  of  the  Board  of  Trustees,  president 
of  Methodist  Men,  lay  speaker,  recrea¬ 
tion  director  and  chairman  of  recrea¬ 
tion  committee,  and  a  member  of 
Christian  Social  Concerns,  Evangelism, 
Education,  and  Stewardship  commis¬ 
sions. 

t 

Go  forth  under  the  open  sky  and 
list  to  nature’s  teaching. — William  Cul¬ 
len  Bryant. 


New  Orleans/Baton 


Rouge  Lay  Retreat 

LEFT:  Leaders  included:  Dud¬ 
ley  Snow,  Tom  Matheny,  Dr. 
Bentley  Sloane,  Walter  Harris 
and  0.  W.  "Red"  Marrs.  LOWER 
LEFT:  Young  men  present 
were:  Front:  Dave  Sheets, 

Paul  Hinkson,  Earl  Qjade,  Wal¬ 
ter  Parker,  Back:  Dennis  Fore¬ 
men,  Michael  Loir.d,  Mike  Bolton 
md  David  Dwight:  LOWER 
RIGHT:  Di scussion  leaders: 

Mai  Fyfe,  Jim  Forsythe,  Dr. 

J.  B.  Kelley,  Truman  Ward 
and  Jim  Bon  ton. 
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A.  M.  U.  biology  class 


A.M.U. 


continues 

to 

serve 


Today  the  favorite  sport  of  many 
many  churchmen  seems  to  be  castigat¬ 
ing,  criticizing  and,  in  the  main,  run¬ 
ning  down  the  Church  and  its  institu¬ 
tions.  “What  in  the  world  is  the  church 
doing?”,  or  “What  is  the  church  doing 
in  the  world?”  seems  to  be  the  basis 
for  their  criticism.  Now,  these  ques¬ 
tions  are  legitimate,  but  the  answers, 
too  many  times,  are  negative. 

It’s  getting  to  the  point  where  many 
people  question  whether  the  church  is 
really  doing  anything  very  significant 
in  this  old  world  of  ours.  Thus  it  seems 
to  me  that  we  should  let  Methodist 
people,  and  the  world  at  large,  know 
that  God  is  still  using  the  church  and 
its  institutions  as  a  means  of  carrying 
out  his  mission. 

Recently  I  had  the  good  fertune  to 
visit  one  of  our  newest  Methodist  edu¬ 
cational  institutions.  It  thrilled  me  and 


(957 


filled  me  with  enthusiasm  such  as  I 
have  not  known  for  many  years.  I  refer 
to  Alaska  Methodist  University  in  An¬ 
chorage,  Alaska.  Here  the  church  is 
serving  one  of  the  last  frontiers  of  con¬ 
tinental  United  States,  helping  to  guide, 
shape  and  train  the  leadership  and 
people  of  our  49th  state. 

A.  M.  U.  only  opened  its  doors  in 
September  of  1960,  through  the  spon¬ 
sorship  of  the  National  Division  of  the 
Board  of  Missions.  Yet  in  a  brief  span 
of  only  seven  years  it  has  provided 
Alaska  with  over  60  teachers  and  has 
given  basic  training  to  over  10  young 
men  who  are  entering  law.  The  Alas¬ 
kan  Centennial  report  to  President 
Johnson,  celebrating  the  100th  year  of 
the  purchase  of  Alaska,  said:  “The 
Private  University  in  the  state,  located 
at  Anchorage,  continues  to  evolve  into 
further  serving  the  need  of  Alaska.  In 
addition  to  its  Liberal  Arts  and  Hu¬ 
manities  emphasis,  the  university  has 
recently  established  a  college  of  busi¬ 
ness  and  economics,  and  may  next 
year  create  a  college  of  nursing.  Such 
growth,  while  not  directly  a  Govern¬ 
ment  concern,  is  indirectly  of  real  sig¬ 
nificance  in  aiding  the  longer  term 
goals  of  the  socio-economic  maturation 
of  Alaska  and  its  attendant  self-suf¬ 
ficiency.” 


by  richard  h.  gantz 

The  student  body,  which  started  with 
146,  has  risen  to  a  full-time  enrollment 
of  449,  which  with  other  students 
(part-time  and  extension  students  in¬ 
cluded)  gives  a  total  present  enroll¬ 
ment  of  848.  I  visited  with  quite  a  few 
of  the  students  and  found  them  to  be 
young  people  who  were  in  school  be¬ 
cause  they  knew  what  they  wanted, 
not  going  just  because  it  was  the  thing 
to  do.  I  found  the  student  body  to  in¬ 
clude  students  of  all  races  and  interde¬ 
nominational.  Eighty-five  per  cent  of 
the  students  came  from  the  Anchorage 
area,  (which  accounts  for  approxi¬ 
mately  half  the  population  of  Alaska), 
five  foreign  countries  and  15  of  the 
other  states. 

The  faculty  of  36  full-time  teachers 
and  19  part-time  were  outstanding. 
How  the  administration  could  assemble 
such  a  qualified  faculty  is  a  real  ques¬ 
tion.  The  only  answer  I  could  get  was 
that  A.  M.  U.  represents  a  challenge 
to  a  frontier  spirit,  the  opportunity  to 
help  in  the  building  of  a  new  state. 
But  to  me,  besides  the  faculty’s  educa¬ 
tional  background  and  proven  teaching 
ability  in  their  respective  fields,  the 
Christian  character  of  each  one  was 
the  church’s  “reason  for  being”  at 
A.  M.  U. 

The  campus  is  located  on  a  505- 


(Editor’s  Note:  Mr.  Gantz,  a  layman  from  Deland,  Illinois,  is  a  leading,  member 
of  the  National  Division  of  the  Methodist  Board  of  Missions.) 


A.  M.  U.  student 


Daniel  Alex,  an  Indian  student, 
works  on  the  A.  M.  U.  grounds 
to  earn  his  room  and  board 


acre  tract  between  downtown  Anchor-  ■ 
age  and  the  beautiful  Chugach  moun¬ 
tains.  Already,  fast-growing  Anchorage 
is  at  its  boundary. 

The  three  main  buildings  and  five 
duplex  faculty  houses  are  placed 
among  the  birch  and  pine,  which  is  in 
keeping  with  the  spirit  of  Alaska. 
Grant  Hall,  the  first  building  was  erect¬ 
ed  in  1960.  It  houses  all  classrooms, 
the  business  offices,  the  library  and  the 
auditorium.  Gould  Hall  is  the  men’s 
dormitory  and  houses  few  faculty  of¬ 
fices.  The  latest  addition,  the  Student 
Union  Complex,  houses  the  cafeteria,, 
the  book  store,  girl’s  dorms  and  some 
apartments  for  married  students  and 
faculty. 

They  are  all  beautiful  buildings,  but 
also  very  functional  and  well  built. 
During  the  1964  earthquake,  the  build¬ 
ings  withstood  this  with  as  little  dam¬ 
age  as  they  sustained  only  because 
the  ability  to  sustain  such  stress  was 
engineered  into  them.  They  have  been 
designed  so  that  interior  changes  to 
suit  growing  and  changing  demands  for 
their  use  can  be  accomplished  with 
very  little  expense. 

I  was  a  little  skeptical  about  the 
buildings  before  I  visited  there.  I 
thought  maybe,  from  seeing  their  pic¬ 
tures,  someone  went  pretty  plush  in 
their  building.  But,  as  in  the  Student 
Union  Complex  building,  for  example, 
the  walls  are  pre-stud  concrete  and 
glass.  The  walls  on  the  inside  are  plain 
concrete.  About  the  only  thing  needed 
in  the  future  might  be  to  sand-blast 
them.  I  feel  the  trustees  got  full  value 
in  their  construction. 

As  stated  above,  A.  M.  U.  was 
started  through  the  auspices  of  the  Na¬ 
tional  Division  of  the  Board  of  Mis¬ 
sions,  which  continues  to  give  support. 
A.  M.  U.  has  been  an  Advance  Special 
since  before  its  construction.  The  Gen¬ 
eral  Conferences  of  1960  and  1964 
lifted  up  A.  M.  U.  as  an  Advance 
Special  for  the  General  Church. 

The  people  of  Alaska,  who  before 
formation  of  A.  M.  U.  had  not  raised' 
over  $40,000  for  any  community  pro¬ 
ject,  gave  $750,000  toward  buildings. 
In  continuing  contributions  to  A.M.U., 

(Continued  on  page  15) 
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A.  M.  U. 

(Continued  from' page  14) 

they  last  year  gave  a  large  share  of 
the  $600,000  contributed  by  non- 
Methodist  sources.  The  board  of  trus¬ 
tees  believed  that  Methodists  would 
continue  for  several  years  to  give  gen¬ 
erously  to  A.  M.  U.  But,  we  Metho¬ 
dists  started  other  projects  and  have 
neglected,  to  some  extent,  the  needs  of 
A.  M.  U.  Thus,  the  university  looks 
to  the  church  for  increased  support 
through  Advance  giving. 

Most  foundations  (from  whom  sup¬ 
port  also  is  sought)  will  not  consider 
colleges  under  a  500  full-time  student 
enrollment,  nor  a  college  that  is  un¬ 
accredited.  Now,  however,  A.  M.  U.  is 
a  fully  accredited,  four-year  college, 
which  is  very  unusual  for  so  young  a 
school.  Full-time  enrollment  is  ap¬ 
proaching  the  500  level. 

The  Board  of  Missions  at  its  1967 
annual  meeting  in  Louisville,  Ky., 
January  17-21,  voted  to  extend  to 
A.  M.  U.  $200,000  per  year  for  the 
next  three  years  and  to  seek  $300,000 
additional  a  year  in  Advance  Specials. 
At  that  time,  the  Educational  Com¬ 
mittee  of  the  National  Division  will 
report  on  a  survey  of  A.  M.  U.,  to  be 
made  during  the  next  three  years,  as 
to  the  progress  and  needs  of  the  uni¬ 
versity;  and  what  will  be  the  future 
responsibility  of  the  National  Division. 

Until  A.  M.  U.’s  endowment  funds 
can  be  increased  substantially,  until 
there  is  a  larger  student  body  to  the 
point  where  income  from  tuition  fees 
will  be  felt,  the  churches  and  the  peo¬ 
ple  called  Methodists  should  keep  Ad¬ 
vance  support  for  A.  M.  U.  in  their 
budgets,  and  in  their  individual  finan¬ 
cial  support. 

Too  often  the  church  has  gotten 
there  “Too  little  and  too  late.”  I  hope 
this  will  not  happen  to  one  of  our 
church’s  most  effective  ministries, 
A.  M.  U. 

t 

Forthrightness  in  prayer  is  to  be  pre¬ 
ferred  over  beauty  of  language. — Chil«- 
cote 

I  DE  LUXE  TOUR 

HAWAII  and  Neighbor  Islands. 

— Leaving  April  25th 
— Very  Select  membership 
— Only  a  few  vacancies 
For  information  regarding 
reservations  contact: 

E.  M.  Patterson 
217  North  Palm 
Little  Rock,  Ark. 

Phone  M0  3—8 167 


BILL  PROBLEMS? 

PERHAPS  WE  CAN  HELP  YOU 


Bad  Credit  ■  No  Problem  ■  Not  a  Loan  Co. 

Send  your  name  and  addresa  for  fill  application 
to  nearest  office  for  faster  service 

*  ATLANTIC  ASSOCIATES,  Dept.  99 

•  146  Westminster  St.,  Providence.  R.  I. 

e  3312  N.  Central  Ave.,  Phoenix,  Arizona  • 
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O.  C.  Bailey 

Olin  C.  Bailey,  72,  prominent  in¬ 
dependent  oil  producer  of  El  Dorado, 
died  March  25.  He  had  been  chair¬ 
man  of  the  Arkansas  Oil  and  Gas 
Commission  since  its  formation  in 
1939. 

He  was  a  member  of  the  Official 
Board  of  First  Methodist  Church,  El 
Dorado  for  more  than  25  years,  and 
had  served  as  treasurer  of  the  church 
and  as  secretary  of  the  Official  Board. 

Last  December  the  Bailey’s  gave  a 
gift  of  $300,000  to  Hendrix  College  to 
be  used  for  the  school’s  new  under¬ 
ground  library.  The  Board  of  Trustees 
later  voted  to  name  the  new  library  in 
his  honor. 

He  was  a  native  of  Hempstead 
County  and  had  lived  in  El  Dorado 
since  1921.  He  and  his  wife,  the  form¬ 
er  Marjorie  Hedrick  of  Newport, 
Tenn.,  have  been  active  in  the  civic 
affairs  of  El  Dorado  for  many  years. 

Mr.  Bailey  had  been  in  the  oil  bus¬ 
iness  since  1923  and  had  served  twice 
on  the  Executive  Committee  of  the 
Independent  Petroleum  Association  of 
America.  He  had  represented  Arkan¬ 
sas  on  the  Interstate  Oil  Company 
Commission  since  1942. 

In  addition  to  his  wife,  he  is  sur¬ 
vived  by  two  sisters,  Mrs.  L.  A.  Har¬ 
vey  and  Mrs.  J.  J.  Schamer,  both  of 
Little  Rock. 

t 


Mrs.  Belle  C.  Dean 

Mrs.  Belle  Coulter  Dean,  83,  died 
March  10  at  the  Ola,  Ark.  Nursing 
Home.  She  was  a  native  of  Clay  Coun¬ 
ty,  Kans.,  and  was  the  widow  of  Her- 
mon  Dean,  former  schoolteacher  and 
member  of  First  Methodist  Church, 
Russellville,  Ark. 

She  was  a  past  president  of  the 
Woman’s  Society  of  the  Russellville 
Church,  and  was  active  in  the  Sunday 
School  program  of  that  church  for 
more  than  40  years.  She  served  as 
primary  superintendent  for  25  years. 
She  held  life  membership  in  the  Wom¬ 
an’s  Society  of  Christian  Service. 

She  formerly  taught  school  in  Stutt¬ 
gart,  Ark.,  and  had  been  very  active 
in  parent-teacher  work. 

She  was  a  daughter  of  the  late 
Samuel  John  and  Jano  Arnold  Richie 
Coulter.  Survivors  include  a  son,  Ed- 
wain  C.  Dean,  Sr.  of  Russellvdle;  a 
daughter,  Miss  Florence  Dean  of  Rus¬ 
sellville,  and  two  grandchildren,  Edwin 
Dean,  Jr.  of  Russellville,  and  Mrs. 
Agnes  Dean  Wayman  of  Fayetteville. 

Funeral  services  were  conducted  at 
First  Church,  Russellville,  March  11, 
by  the  Rev.  John  B.  Hays. 

t 

Mrs.  Bryan  Dorsett 

A  career  of  loyalty  and  devotion 
and  service,  not  only  to  her  church, 
but  to  mankind,  ended  for  our  dear 
friend  Mrs.  Bryan  Dorsett,  March  6th. 
But  her  part  in  making  this  world  of 
our’s  more  liveable  and  more  beautiful 
has  not  ended.  There  will  always  be 
a  place  in  the  hearts  of  countless 
friends  that  cannot  be  filled.  And 
memories  will  stay  with  us  of  the  trials, 
troubles  and  joys  she  shared  with 
others. 


LITTLE  ROCK  ANNUAL  CONFERENCE 

of  the  Methodist  Church 

MAY  22nd  thru  25th 


Special  Rates — $8  Single — $6  per  Person  (2  to  room) 

PLEASE  RESERVE 

Persons  Single  ^Persons  to  each  Room 

Will  arrive  May _ A.M. _ P.M.;  Will  depart  May _ A.M. _ P.M. 

Name  _  _ 

Address  _ _ 

City _ 

Remarks:  _  _  _ 

W.  L.  Wolfe,  Manager  •  Phone  NAtional  3—5511 
THE  MAJESTIC  HOTEL 
Hot  Springs  National  Park,  Arkansas 


At  West  Helena,  Ark.,  she  leaves 
her  husband,  Bryan,  and  at  Fort  Smith, 
a  sister,  Mrs.  Ann  Caldwell,  besides 
three  brothers:  John,  Ervin  and  Her¬ 
bert  Sellers. 

— A  Friend 
t 

There  is  no  great  preaching  with¬ 
out  shepherding. — Bishop  Matthew  W. 
Clair 

t 

The  hardest  thing  that  the  devil  has 
ever  had  to  do  in  this  world,  in  my 
opinion,  is  to  counterfeit  humility.  — 
Dwight  L.  Moody 

God 

Speaks 

Today 

With  each  new  step  forward  in  his 
search  for  knowledge,  man  discovers 
anew  God’s  presence  in  the  world 
and  the  wonders  of  His  universe.  God 
speaks  to  man  today.  His  presence 
surrounds  us  completely. 

God  speaks  through  men,  too,  who 
witness  to  His  presence  and  the 
glory  of  His  world.  Christians  around 
the  world  join  hands  and  hearts  in 
witnessing  through  The  Upper  Room. 
Each  year  the  meditations  in  the 
May-June  Number  are  written  entirely 
by  laymen  and  laywomen  from  many 
countries. 

You  will  enjoy  sharing  in  these 
devotions.  If  you  do  not  have  a 
standing  (bulk)  order  or  subscription 
to  The  Upper  Room,  be  sure  to  start 
with  this  Lay  Witness  number.  Ten 
or  more  copies  to  one  address,  10 
cents  per  copy,  postpaid.  Individual 
yearly  subscriptions,  $1.00. 

Remember  the  man  in  service  —  send 
him  The  Upper  Room 


Worlds  most  widely  used  daily  devotional  guide 
37  Languages  —  44  Editions 
1908  Grand  Ave.  Nashville,  Tenn.  37203 
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A  Wesleyan  Service  Guild  orga¬ 
nized  on  Tuesday  sent  six  dele¬ 
gates  on  Saturday  to  the  confer¬ 
ence  Guild  meeting  in  Lake 
Charles,  March  18.  Represent¬ 
ing  the  new  Guild  of  Claiborne 
Church,  West  Monroe,  were  Mrs. 
Gerald  Brown,  Mrs.  Van  West¬ 
brook,  Mrs.  James  Hines,  Mrs. 
George  Daniels,  Mrs.  Oma  Flem¬ 
ing,  and  Mrs.  David  Bryan. 


Miss  Delores  Fay  Chapman,  mem¬ 
ber  of  Little  Creek  Methodist 
Church,  was  elected  Farm  Bu¬ 
reau  Queen  of  Richland  Parish, 
recently  in  Rayville.  The  Rev. 
Sammy  Hargrove  is  pastor. 


*  *  * 


Dr.  Virgil  Morris,  executive  sec¬ 
retary  of  the  South  Central  Jur¬ 
isdiction,  spoke  before  the  First 
Methodist  Church  congregation 
at  Pineville  recently.  The  Rev. 
Earl  Emmerich  is  pastor. 


ABOVE:  The  Rev.  Wilson  Wat¬ 
son,  pastor  of  Grace  Church  in 
Ruston,  recognizes  A.  R.  Walker 
for  having  served  as  Church 
School  superintendent  for  six 
years.  Seated  are  Charles  Kil¬ 
gore,  now  serving  as  superin¬ 
tendent,  and  Mrs.  Kilgore.  BE¬ 
LOW:  Pastor  Watson  recognizes 
C.  E.  Kees  for  his  years  of  ser¬ 
vice  as  Chairman  of  the  Build¬ 
ing  and  Grounds  Committee  dur¬ 
ing  the  same  Appreciation  Dinner. 


*  *  * 


Mrs.  Roane  E.  Hathorn 
pins  God  and  Country 
Award  on  son  Steven  as 
Mr.  Hathorn  and  pastor 
Earl  Emmerich  look  on 
during  recent  service  at 
Pineville  First  Methodi  st 
Church. 


*  *  * 


Morningside  Methodist  Church  School  teachers  of  Elementary  5th  and  6th 
grades  in  Shreveport,  treated  these  pupils  to  a  picnic  in  Ford  Park  on 
Cross  Lake,  following  Palm  Sunday  morning  worship.  The  Rev.  M.  David 
Felder  is  pastor. 
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LIBRARY 

CENTENARY  COLLEGE 
SHREVEPORT,  LA. 

>TT 


Centenary  College  faculty  and  choir  members  gather  for  April  4th  Found¬ 
ers  Day  Convocation. 

Dr.  Tate  upholds  academic  freedom 
at  Centenary  Founders  Convocation 


Dr.  Willis  M.  Tate,  the  president 
of  Southern  Methodist  University  de¬ 
fended  academic  freedom  at  Amer¬ 
ica’s  colleges  as  “at  the  heart  of  the 
life  of  any  college  community.” 

Dr.  Tate  was  the  principal  speaker 
at  a  Founders  Day  Convocation  honor¬ 
ing  the  142nd  Anniversary  of  Cen¬ 
tenary  College.  The  Board  of  Trustees, 
the  faculty  and  the  college  administra¬ 
tion  headed  by  Dr.  Jack  S.  Wilkes, 
president,  marched  in  an  academic  pa¬ 
rade  to  the  amphitheatre  for  the  morn¬ 
ing  Convocation. 

Dr.  Tate  pointed  out  that  a  college 
is  not  a  school  for  juveniles^  “A  uni¬ 
versity  is  in  the  business  of  adult  edu¬ 
cation,”  he  said,  “and  we  cannot  shield 
or  protect  students  from  controversy 
or  the  facts  of  life,  for  they  are  living 
in  a  grown-up  world.”  We  must  not 
be  afraid  of  their  being  exposed  to 
different  ideas.  Fart  of  the  young  adults 
process  of  maturing  and  learning  to 
thing  for  himself  is  the  grappling  with 
all  ideas.” 

He  said  the  idea  of  academic  free¬ 
dom  is  not  new  but  has  been  used 
by  colleges  and  univeristies  since  the 
beginning  of  their  existence,  and  it  has 
produced  the  most  stalwart  leadership 
in  our  American  life. 


Dr.  Tate  compared  academic  free¬ 
dom  to  the  free  enterprise  system 
and  said  “because,  through  competi¬ 
tion,  the  shoddy,  the  inept  and  the  out¬ 
moded  is  exposed  and  replaced.  This 

(Continued  on  page  4) 

Trinity  to  receive 
1000— Club  check 

Representatives  of  the  1000  Club  of 
the  Board  of  Lay  Activities  of  the 
Louisiana  Annual  Conference  will  par¬ 
ticipate  in  the  morning  worship  ser¬ 
vice  at  Trinity  Methodist  Church,  Bur- 
as,  Sunday,  April  16.  They  will  pre¬ 
sent  a  check  for  $10,000  -as  the  re¬ 
sult  of  the  recent  “call”  of  that  organ¬ 
ization. 

The  church  was  so  seriously  dam¬ 
aged  by  Hurricane  Betsy  in  September, 
1965,  that  the  decision  was  made  to 
make  it  the  target  for  a  1000-Club 
call  to  supplement  funds  made  avail¬ 
able  by  the  Hurricane  Betsy  Emer¬ 
gency  Fund  raised  across  Methodism. 

Trinity  Church  was  chartered  in  July 
1951  and  reported  a  membership  last 
year  of  289  members.  The  pastor  is 
the  Rev.  Fred  Mead. 


OUR  BISHOP'S  LETTER 


New  Orleans,  Louisiana 
April  8,  1967 

Dear  Louisiana  Methodists: 

On  Sunday  morning,  February  5,  I  preached  at  St.  Paul  Methodist 
Church  in  Bidar,  India.  After  the  worship  service  in  the  sanctuary  I  was 
privileged  to  participate  in  the  laying  of  the  cornerstone  for  the  David 
Seamands  Hall  at  the  Norman  Fendrick  High  School,  which  is  a  Meth¬ 
odist  institution. 

This  school  was  started  by  Miss  Norma  Fendrich,  a  Methodist  mis¬ 
sionary,  on  March  18,  1908.  At  first  it  was  a  school  for  girls  but  in 

(Continued  on  page  4) 
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New  editor 
for  Upper  Room 

SEATTLE,  Wash. — The  new  editor 
for  The  Upper  Room  will  be  Dr.  Wil¬ 
son  O.  Weldon, Greensboro,  N.C.,  pas¬ 
tor.  He  was  selected  here  April  5  by 
the  Methodist  Board  of  Evangelism 
to  succeed  Dr.  J.  Manning  Potts. 

The  change  will  be  effective  May 
1,  when  Dr.  Potts  retires  after  18 
years  as  editor  of  the  international,  in¬ 
terdenominational  and  interracial  de¬ 
votional  guide,  which  has  a  circulation 

(Continued  on  page  4) 


J.  Q.  SCHISLER  DIES 

The  Rev.  J.  Q.  Schisler  of  Nash¬ 
ville,  Tennessee,  died  suddenly  at  his 
home,  April  7.  Dr.  Schisler  was  a 
native  of  Craighead  County,  Arkansas, 
and  was  for  years  a  member  of  the 
North  Arkansas  Conference.  He  had 
served  with  the  Board  of  Christian 
Education  in  Nashville  since  1918,  first 
with  the  Methodist  Episcopal  Church, 
South,  and  after  unification  with  The 
Methodist  Church.  He  headed  the  local 
church  division  of  the  Board  of  Edu¬ 
cation  for  many  years,  and  at  the  time 
of  his  retirement  was  lauded  for  his 
many  and  unique  contributions  to 
Christian  education.  He  is  survived  by 
his  wife,  Mrs.  Freddie  Henry  Schisler. 
t 


Dr.  Seneker  dies 

Dr.  James  Seehorn  Seneker,  mem¬ 
ber  of  the  North  Arkansas  Annual 
Conference  and  former  professor  of  re¬ 
ligious  education  at  Perkins  School  of 
Theology,  SMU,  died  April  2  in  Dal¬ 
las  at  the  age  of  82.  Funeral  services 
were  held  Tuesday,  April  4. 

A  native  of  Minden,  Mo.,  he  studied 
at  the  University  of  Missouri,  Vander¬ 
bilt  University,  Columbia  University, 
Union  Theological  Seminary  and  the 
University  of  Chicago. 

He  was  admitted  on  trial  and  or¬ 
dained  in  the  Missouri  Conference  in 
1909.  After  serving  pastorates  in  Mc- 
Gredie  and  Mokane,  Mo.,  he  trans¬ 
ferred  to  the  North  Arkansas  Confer¬ 
ence  and  served  pastorates  at  Para- 
gould  and  Fort  Smith  before  joining 
the  faculty  of  SMU  in  1921.  He  served 
there  until  his  retirement  in  1956. 


Council  of  Churches 
to  co-sponsor 
Conference  on  Aging 

The  Louisiana  State  Council  of 
Churches  in  co-operation  with  the  Lou¬ 
isiana  Commission  on  Aging  will  bring 
national  leaders  to  Baton  Rouge  for 
a  Conference  on  the  Church  and  Ag¬ 
ing,  April  24-25,  at  the  Bellemont 
Motor  Hotel  in  Baton  Rouge. 

Dr.  Wilma  Donahue,  Chairman  of 
the  Division  of  Gerontology  of  the 
University  of  Michigan,  will  give  the 
key  note  address  and  Mrs.  Ada  Barn¬ 
ett  Stough,  Assistant  to  the  Commis¬ 
sioner  on  Aging,  U.S.  Department  of 
Health,  Education,  and  Welfare,  Wash¬ 
ington,  D.C.,  will  speak  on  “The  Old¬ 
er  Americans  Act  and  the  Church.” 

Mrs.  Stough  has  done  extensive  re¬ 
search  on  the  kinds  of  programs  de¬ 
veloped  by  churches  for  the  aging  in 
the  United  States. 

Directors  of  two  church  related  pro¬ 
grams  for  the  aging  which  have  re¬ 
ceived  national  recognition  are  sched¬ 
uled  to  speak. 

The  Rev.  Joseph  T.  Shackford,  Di¬ 
rector  of  the  School  of  Continuing 
Education  for  Senior  Adults,  St.  Lukes 
Methodist  Church,  Oklahoma  City,  and 
Mrs.  William  H.  Galloway,  Jr.,  Direc¬ 
tor  of  the  XYZ  Club  for  Senior  Cit¬ 
izens,  First  Methodist  Church,  Baton 
Rouge,  will  discuss  their  programs  in 
detail. 

Dr.  Dana  Dawson,  Minister  of  First 
Methodist  Church,  Baton  Rouge,  will 
speak  on  the  background  and  develop¬ 
ment  of  the  XYZ  program  for  older 
citizens  in  Baton  Rouge  and  the  Con¬ 
ference  will  include  a  tour  of  the  XYZ 
facilities  and  observation  of  the  pro¬ 
gram  in  action. 

The  Baton  Rouge  and  Oklahoma 
City  programs  were  named  among  the 
four  outstanding  church  programs  for 
the  aging  in  the  nation  by  the  U.S. 
Department  of  Health,  Education,  and 
Welfare. 

Also  appearing  on  the  program  will 
be  Mr.  J.  W.  Bateman,  Commissioner 
of  the  Louisiana  Commission  on  Ag¬ 
ing,  to  speak  on  “Guidelines  for  the 
Future.” 

Church  leaders  from  seven  Louis¬ 
iana  cities  representing  the  major  Prot¬ 
estant  and  Roman  Catholic  Churches 

( Continued  on  page  4) 
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THE  POWER  OF  ARROGANCE 


WE  HAVE  in  recent  days  been  reading  Sen¬ 
ator  J.  William  Fulbright’s  best-selling  book 
“The  Arrogance  of  Power,”  and  have  been 
interested  to  read  some  of  his  discussions  concern¬ 
ing  our  nation’s  foreign  policy.  However,  we  will 
reserve  our  detailed  review  of  that  volume  until 
a  later  date.  In  this  instance  we  wish  merely  to 
indicate  that  the  title  of  his  book  has  suggested 
another  area  of  discussion  for  this  moment.  We 
want  to  discuss  with  you  just  now  “The  Power  of 
Arrogance”  concerning  the  existence  of  a  situation 
which  makes  constructive  dialogue  most  difficult 
these  days. 

There  are  certain  expressions  that  are  being 
bandied  around  currently — often  by  those  persons 
and  groups  most  vocal  in  their  call  for  “dialogue — 
that  indicate  total  disregard  for  one  of  the  most 
fundamental  conditions  for  “the  mutual  discourse” 
which  is  indicated  as  the  remedy  for  what  ails  us 
in  so  many  relations  today.  Two  of  these  expres¬ 
sions  which  are  heard  most  frequently  to  actually 
bar  the  honest  exchange  of  opinion  are:  “of  course 
everyone  knows — ”  and  “this  is  the  situation — .” 
These  weapons  can  be  used  with  a  devastating 
effect  to  announce  that  the  discussion  is  over  be¬ 
fore  it  begins.  It  has  long  been  understood  that 
once  a  man’s  major  premise  is  accepted  he  can 
prove  almost  anything  he  pleases. 

There  are  two  things  that  need  to  be  said  in 
this  connection  relating  to  the  current  “teen-age” 
situation — and  maybe  we  should  extend  that  age 
limit  a  bit  to  include  the  college  age  range  re¬ 
ferred  to  by  Dr.  Samuel  McAfee  Brown  in  a  re¬ 
cent  article  as  “those  revolting  students.”  First, 
the  adult  generation  needs  to  come  to  a  new  un¬ 
derstanding  that  it  does  not  have  the  right  to  be 
all-powerful  in  the  use  of  its  owner  arrogance. 
Maybe  we  could  say  that  the  “You’ll-do-this-be- 
cause-I-say-so”  parent  is  as  obsolete  as  an  Edsel 
sedan,  but  that  would  not  be  entirely  true.  We  still 
know  parents  that  are  attempting  to  be  powerful 
in  the  display  of  their  own  arrogance  and  de¬ 
veloping  some  mentally  disturbed  children  who  may 
make  a  pretense  of  obedience  but  who  are  just 


"The  Lord  Is  Thy  Keeper"  —  Psalm  121*5 
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waiting  for  their  moment  to  “break  loose.”  On  the 
other  hand,  since  it  is  apparently  fashionable  for 
the  young  person  to  seek  power  through  his  own 
arrogance,  a  word  of  strong  admonition  needs  to 
be  spoken  also  to  them.  For  a  long  time  family 
relations  were  strained  by  the  patriarchal  pattern 
of  dictatorship.  It  would  be  just  as  foolish  to  as¬ 
sume  that  anything  good  could  come  out  of  a 
permanent  swing  to  the  dictatorship  of  the  siblings. 
Yet,  in  power  our  children  test  us  with  their  ar¬ 
rogance  today. 

Theological  discussions  are  almost  impossible 
currently  because  of  the  arrogance  of  today’s  stu¬ 
dents  and  professors — and  would-be  professors  who 
couldn’t  qunte  make  it.  On  the  few  occasions  when 
we  have  enjoyed  a  genuine  interchange  over  the¬ 
ological  differences  which  have  resulted  from  edi¬ 
torial  comments  and  observations  there  has  been 
practically  no  opportunity  for  genuine  dialogue. 
The  arrogance  with  which  some  letters  have  been 
written  has  left  no  doubt  in  this  editor’s  mind  that 
the  correspondent  was  no  more  interested  in  dia¬ 
logue  than  certain  fanatical  religious  sects  are 
in  the  objective  discussion  of  their  denominational 
claims.  These  letters,  or  conversations,  usually  car¬ 
ry  the  open — in  some  rare  occasions,  it  is  thinly 
veiled — implication  that  “if  you  were  just  well- 
read”  or  “if  you  were  not  just  plain  stupid  you 
would  know — .” 

Currently  we  face  this  problem  in  the  whole 
matter  of  an  objective  look  at  the  Vietnamese  sit¬ 
uation.  At  the  meeting  of  the  Associated  Church 
Press  last  week,  one  of  the  officials  of  the  National 
Council  of  Churches  made  a  presentation  of  the 
“Peace  Priority”  program  that  will  be  pushed  by 
that  organization  during  the  coming  year.  However, 
when  one  of  the  editors  informed  him  that  there 
was  more  than  one  point  of  view  among  church 
leaders  and  editors  about  the  path  to  peace  in  Viet¬ 
nam,  the  speaker  plainly  lost  his  poise  for  a  time 
and  endeavored  to  capitalize  on  the  power  created 
by  his  own  arrogant  assumption  that  there  is  just 
one  Christian  position  on  this  question.  Another 
illustration  in  the  area  of  the  Vietnam  question 
concerns  the  protest  of  more  than  200  religious 
leaders  whose  names  were  used  without  their  per¬ 
mission  in  a  recent  “Stop  Bombing”  advertisement 
in  the  New  York  Times. 

An  attempt  to  exploit  this  same  arrogance  in 
the  name  of  “the  Christian  position”  characterized 
the  attempt  at  the  1966  “special  session”  of  the 
General  Conference  of  The  Methodist  Church  to 
exploit  the  Central  Jurisdiction  matter  even  at 
the  cost  of  the  EUB-Methodist  merger.  It  will 
without  a  doubt  come  charging  back  into  the  1968 
General  Conference.  “Come  now,  let  us  reason  to¬ 
gether”  is  not  the  text  for  devilish  compromise. 
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THE  MORAL  FACTORS 
IN  SAFE  DRIVING 

The  National  Safety  Council  is  mak¬ 
ing  a  real  effort  to  involve  the  preach¬ 
ers  of  the  United  States  in  its  edu¬ 
cational  program  on  the  basis  that 
there  is  a  moral  factor  in  highway 
safety.  It  seems  that  we  can  become 
spiritually  indignant  about  every  form 
of  mass  murder  except  mayhem  on 
the  nation’s  highways. 

A  new  1967  National  Drivers  Test 
will  be  telecast  on  Tuesday,  May  23rd, 
at  9  p.m.  Central  Daylight  Time,  and 
it  seems  fitting  that  we  should  urge 
you  to  see  this  as  a  moral  challenge 
to  you. 

We  are  happy  to  cooperate  in  this 
matter  by  passing  on  the  word  of  the 
Safety  Council  about  this  matter: 

“In  its  first  year,  1965,  the  National 
Drivers  Test  was  the  highest-rated  pub¬ 
lic  interest  program  of  all  time.  Last 
year  it  once  again  out-rated  almost 
every  other  public  interest  program  on 
the  air.  In  this  the  third  year,  the 
National  Drivers  Test  can  probably  be 
more  effective  than  ever  because  of 
the  unprecedented  nationwide  interest 
in  traffic  safety.  To  affect  drivers  fav¬ 
orably,  however,  the  drivers  must  first 
be  exposed.” 

It  is  to  help  encourage  this  ex¬ 
posure  that  we  urge  you  to  plan  to 
take  the  1967  Drivers  Test. 

This  is  truly  a  wonderful  opportun¬ 
ity  to  help  make  the  concept  of  moral 
responsibility  more  meaningful  and 
more  interesting  by  involving  people 
in  driver  situations — right  in  their  own 
living  rooms. 

PLANE  TALK:  A  recent  compan¬ 
ion  on  a  plane  journey  pointed  out, 
in  a  discussion  of  the  growing  import¬ 
ance  of  ‘“air  space”  rights,  that 
the  law  in  some  states  provides  that 
a  man  owns  all  the  air  extending  above 
his  property  “to  the  heavens.”  The 
man,  a  lawyer,  said  one  of  these  days 
a  smart  lawyer  is  going  to  come  into 
court  and  say  “Since  God  is  dead,” 
there’s  no  heaven  out  there  and  hence 
the  man  owns  no  air  space  above  his 
property  at  all.” 
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Board  of  Pensions 
liberalizes  benefits 

EVANSTON,  Ill.— (MI)— A  liberal¬ 
ization  of  benefits  for  participants  age 
65  and  over  in  The  Methodist 
Church’s  General  Board  of  Pensions 
health  expense  program  was  approved 
here  March  29  at  the  board’s  semi¬ 
annual  meeting. 

The  changes  include  increasing  from 
$7,500  to  $10,000  the  lifetime,  all¬ 
causes  maximum  payment,  paying  in 
full  the  $40  “per  spell  of  illness”  not 
covered  in  the  federal  “Medicare”  plan, 
and  reducing  from  $135  to  $100  the 
annual  all-causes  deduction. 

It  also  was  reported  to  the  board  by 
Dr.  Claire  C.  Hoyt,  general  secretary 
of  the  board,  that  there  would  be  no 
general  premium  rate  increase  in  the 
year  beginning  July  1.  “This  is  par¬ 
ticularly  significant  in  view  of  the  gen¬ 
erally  higher  hospital  and  related  med¬ 
ical  expense  costs  across  the  nation,” 
Dr.  Hoyt  said. 

About  2,700  persons  are  participat¬ 
ing  in  the  Board  of  Pensions’  Hospital 
and  Medical  Expense  Program  for  per¬ 
sons  age  65  and  over. 

POLICY  ON  DRINKING 
ALTERED 

WASHINGTON,  D.  C  — A  less  re¬ 
strictive  interpretation  of  American 
University’s  policy  on  student  drink¬ 
ing  has  been  approved,  but  represents 
“no  great  breakthrough,”  according  to 
the  administration. 

The  change,  affecting  some  four  all¬ 
school  functions  each  year,  comprises 
an  acknowledgement  by  the  Methodist- 
related  university  that  alcoholic  bever¬ 
ages  have  been  readily  available  dur¬ 
ing  dances  in  hotels,  often  through  in¬ 
formal  bars  in  other  rooms.  It  means 
that  the  university  will  not  now  object 
to  the  hotel  setting  up  a  bar  and  sell¬ 
ing  drinks,  according  to  Charles  Van 
Way,  Jr.,  dean  of  students. 

The  decision  for  a  change  was  made 
by  the  provost  and  deans  after  con¬ 
ferences  with  faculty  and  trustee  com¬ 
mittees.  It  does  not  revise  the  stated 
policy  that  possession  or  use  of  al¬ 
cohol  is  forbidden  in  university  fa¬ 
cilities  and  at  major  student  functions, 
on  or  off  campus. 


Bishops  install  president, 
name  president— designate 


BUFFALO,  N.  Y.— Bishop  Donald 
H.  Tippett  of  San  Francisco,  Calif., 
was  installed  here  March  30  as  presi¬ 
dent  of  the  Council  of  Bishops  of  The 
Methodist  Church  succeeding  Bishop 
Richard  C.  Raines  of  Indianapolis,  Ind. 
He  will  serve  a  one-year  team. 

Bishop  Eugene  M.  Frank  of  St. 
Louis,  Mo.,  was  elected  president- 
designate  and  will  take  office  in  the 
spring  of  1968. 

The  installation  of  Bishop  Tippett 
and  the  election  of  Bishop  Frank  came 


as  the  council  held  its  spring  meeting 
here  March  27-30. 

Included  in  the  meeting  here  was  a 
public  session  March  29  in  Kleinhans 
Music  Hall  where  more  than  3,000 
persons  from  much  of  the  state  of  New 
York  gathered  to  honor  the  bishops.- 
In  the  principal  address  of  the  evening, 
Bishop  Raines  asserted  that  since  much 
of  the  world’s  current  unrest  and  rev¬ 
olution  was  stimulated  by  Christianity 
the  church  needs  to  “be  ready  to  obey 
Christ’s  call  to  change.” 


Baker  awards  go 
to  five  for 
graduate  studies 

NASHVILLE,  Tenn.  —  (MI)  — 
Five  Methodist  ministers  have  been 
chosen  to  receive  the  Baker  awards 
of  $1,000  each  from  the  Board  of  Ed¬ 
ucation  of  The  Methodist  Church  for 
graduate  study  during  the  1967-68 
school  year. 

The  purpose  of  the  awards  is  to 
train  persons  for  professional  leader¬ 
ship  in  Wesley  Foundations,  which  are 
Methodist  campus  ministry  units  at 
state  and  independent  colleges  and  uni¬ 
versities. 

Recipients  of  this  year’s  awards  will 
be  the  Rev.  John  P.  Eddy  (also  a 
winner  last  year),  Carterville,  Ill.;  the 
Rev.  Donovan  E.  Hull,  Evanston,  Ill.; 
the  Rev.  Dean  C.  Kallander,  Oxford, 
Ohio;  the  Rev.  John  M.  Lurvey,  Jr., 
Springfield,  Mo.;  and  the  Rev.  Fred 
K.  Macon,  Greensboro,  N.C. 

The  awards  are  given  annually  in 
honor  of  retired  Methodist  Bishop 
James  C.  Baker,  Claremont,  Calif.  In 
1913  he  organized,  at  the  University 
of  Illinois,  the  first  Wesley  Foundation. 

Funds  for  the  awards  come  from 
contributions  made  each  year  on  Meth¬ 
odist  Student  Day,  observed  in  church¬ 
es  of  the  denomination.  The  awards 
are  part  of  the  National  Methodist 
Scholarship  program. 


Girls  in  white  formal  s  carrying  Easter  I  ili  es,form  a  cross  as  the  sun  breaks 
over  clouds  circling  the  horizon  during  Easter  sunrise  service  of  the  Billy 
Graham  Puerto  Rico  Campaign.  Approximately  13,500  persons  gathered  at 
Hiram  Bithorn  Stadium  to  hear  Graham’s  final  sermon  of  the  eight-day  cam¬ 
paign.  This  sunrise  crowd  was  three  times  larger  than  any  previous  San 
Juan  Easter  service  attendance. 


Missionaries  urge 
funds  w/thd rawai 
from  N.  Y.  bank 

NEW  YORK — In  an  open  letter  to 
the  Board  of  Missions  of  The  Meth¬ 
odist  Church,  33  missionaries  serving 
in  the  Philippines  have  urged  the  board 
and  its  World  Division  under  which 
they  serve  to  withdraw  its  funds  from 
the  First  National  City  Bank  in  New 
York  and  Manila  as  a  protest  against 
the  bank’s  support  of  the  government 
of  South  Africa  and,  indirectly,  the 
policy  of  apartheid. 

“Because  of  the  morally  repugnant 
racial  practices  and  police  state  meth¬ 
ods  of  the  government  of  South  Afri¬ 
ca,”  the  letter  declared,  “we  believe 
the  Board  of  Missions  should  sever  its 
multimillion  dollar  relationships  with 
the  First  National  City  Bank  of  New 
York,  thus  becoming  an  effective  part 
in  a  growing  movement  against  the 
soaring  U.  S.  private  investments  in 
South  Africa.” 

At  its  annual  meeting  in  Louisville, 
Ky.,  earlier  this  year  the  board  voted 
71-0  to  maintain  present  banking  ar¬ 
rangements  with  First  National  City 
“for  the  time  being,”  but  strongly  pro¬ 
tested  the  bank’s  participation  in  a 
consortium  then  renegotiating  a  revolv¬ 
ing  $40  million  loan  with  the  govern¬ 
ment  of  South  Africa.  The  loan  was 
finally  granted,  but  for  only  one  year 
instead  of  the  usual  two-year  period, 
t 

JUNALUSKA  ECUMENICAL 
CENTER  PLANNED 
LAKE  JUNALUSKA,  N.  C.— Es¬ 
tablishment  of  an  ecumenical  center 
at  the  Methodist  Assembly  here  has 
been  approved  by  the  executive  com¬ 
mittee  of  the  assembly’s  board  of  trus¬ 
tees. 

To  be  known  as  “Interpreter’s 
House,”  the  center  will  be  established 
at  Lambuth  Inn  and  will  be  a  “meeting 
place  for  ecumenical  dialogue  as  well 
as  work  in  behalf  of  churches  and  in¬ 
stitutions,  their  clergy,  laity,  educators, 
and  leaders  of  all  faiths  and  races,” 
according  to  Dr-.  J.  Manning  Potts, 
newly-named  executive  director  of  the 
Lake  Junaluska  Assembly.  The  name 
for  the  center  comes  from  Pilgrim’s 
Progress. 

A  director  for  the  center  is  expected 
to  be  announced  soon,  Dr.  Potts  said, 
a  staff  will  be  added  and  the  first 
seminar  is  tentatively  sheduled  for  Oc¬ 
tober  of  1967.  Programs  will  be  de¬ 
veloped  along  the  line  of  15 -day  sem- 
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.  John  4:1-26 

April  22 

.  Acts  8:26-4 

April  23 — Sun. 

Acts  16:1-18 

Bd.  of  Evangelism 
names  director 
of  personnel 

NASHVILLE,  Tenn.—  (MI)  —The 
Rev.  Wayne  Leighty,  minister  of  ed¬ 
ucation  at  Court  Street  Methodist 
Church,  Rockford,  Ill.,  has  been 
named  director  of  personnel  for  the 
General  Board  of  Evangelism  of  The 
Methodist  Church.  Bishop  Thomas  M. 
Pryor,  Chicago,  said  the  appointment 


Mr.  Leighty 

would  become  official  at  the  June  ses¬ 
sion  of  the  Rock  River  Annual  Confer¬ 
ence,  of  which  Mr.  Leighty  is  a  min¬ 
isterial  member. 

In  his  new  position  in  Nashville,  Mr. 
Leighty  will  be  a  member  of  the  Sec¬ 
tion  on  Business  Administration  of  the 
Board  of  Evangelism  and  will  have 
personnel  responsibility  for  200  per¬ 
sons. 

After  graduation  from  the  Univer¬ 
sity  of  Illinois  with  a  degree  in  com¬ 
merce,  Mr.  Leighty  taught  business 
law,  economics  and  history  in  high 
school  before  entering  Garrett  Theo¬ 
logical  Seminary,  graduating  in  1938 
with  a  bachelor  of  divinity  degree. 

Mr.  Leighty  has  served  pastorates 
in  LaSalle,  Rock  Falls  and  Sycamore, 
Ill. 

In  1954  he  was  appointed  execu¬ 
tive  secretary  of  the  Board  of  Educa¬ 
tion  of  the  Rock  River  Conference 
and  served  in  that  capacity  for  12 
years.  While  he  was  executive  secre¬ 
tary,  money  was  secured  and  camp 
sites  totaling  over  200  acres  were  pur¬ 
chased  for  more  than  $500,000. 


inars  for  pastors,  five-day  retreats,  and 
an  occasional  convocation.  Funds  to 
operate  “Interpreter’s  House”  will 
come  from  foundations,  religious  de¬ 
nominations,  local  church  congrega¬ 
tions  and  individuals. 
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DR.  TATE 


(Continued,  from  page  1) 


Dr.  Tate 

academic  freedom  dealing  in  the  realm 
of  ideas.” 

Pointing  out  that  there  are  certain 
risks  that  go  along  with  academic  free¬ 
dom,  Dr.  Tate  said,  “we  think  it  is 
worth  all  the  risks;  in  fact,  anything 
less  is  a  denial  of  the  true  university.” 
t 


AGING  CONFERENCE 

(Continued  from  page  1) 

in  the  state  will  attend  the  conference. 
Representatives  from  Parish  Councils 
on  Aging  and  state  colleges  and  uni¬ 
versities  will  also  attend. 

The  Conference  will  be  open  to  the 
public,  but  advance  registration  must 
be  made  through  the  office  of  the  Lou¬ 
isiana  State  Council  of  Churches,  721 
Government  Street — Room  328,  Baton 
Rouge,  Louisiana  70802. 

t 


DR.  SENEKER 

(Continued  from  page  1) 

He  was  one  of  the  founders  of  the 
Inter-Faith  Seminar  for  Catholics,  Jews 
and  Protestants  in  Dallas  and  was  an 
active  member  of  the  Dallas  Civic 
Federation  and  the  Dallas  Council  on 
World  Affairs. 

He  attended  the  meetings  of  the 
World  Methodist  Conference  in  Ox¬ 
ford  and  at  Lake  Junaluska,  N.C. 

He  is  survived  by  his  wife,  Mrs. 
Anne  Hammell  Seneker. 

f 

MISS  COLIE  ROACH,  the  oldest 
member  of  the  Wisner  Church,  was 
93  on  March  27.  Dr.  J.  R.  Johns  is 
her  pastor. 

THE  WESLEY  FOUNDATION  at 
Louisiana  Polytechnic  Institute,  Rus- 
ton,  has  had  two  guest  speakers  for 
vespers  recently.  On  March  30,  Dr. 
Henry  A.  Bickey,  Ruston  district  su¬ 
perintendent,  presented  his  slides  of 
The  Holy  Land.  Miss  Milou  Hammet, 
Shreveport,  is  the  Thursday  vesper 
chairman.  On  April  2,  Tim  Hall,  cap¬ 
tain  of  the  Fellowship  of  Christian 
Athletes  at  Tech,  spoke  regarding  that 
organization.  Howard  Jones,  Bossier 
City,  is  the  Sunday  vesper  chairman. 
The  Rev.  William  M.  Stokes,  Jr.  is 
the  campus  minister. 


Bishop  Walton  laying  cornerstone  for 
the  David  Seamands  Hall. 


OUR  BISHOP’S  LETTER  (Continued  from  page  1) 

1937  boys  were  admitted.  Today  it  is  the  largest  school  in  Bidar  and  the 
only  one  in  the  district  that  gives  instruction  in  two  languages,  English 
and  Kannado.  The  present  enrollment  is  1500. 

A  veteran  missionary.  Dr.  E.  A.  Seamands  and  his  two  missionary 
sons  are  greatly  loved  for  the  years  of  devoted  and  effective  ministry 
which  this  family  has  given  to  Methodist  work  in  Bidar.  The  new  school 
building  was  begun  in  1948  by  the  Reverend  David  Seamands.  The  young 
son  of  this  missionary  and  his  wife  died  and  is  buried  in  Bidar.  David 
Seamands  continued  his  efforts,  and  work  on  the  building  has  prog¬ 
ressed  across  the  years.  The  new  hall  which  is  being  constructed  in  honor 
of  David  Seamands  will  serve  as  an  assembly  hall  and  social  center. 

The  possibilities  for  expanding  Methodist  work  in  this  part  of  India 
are  most  promising.  The  Bidar  District  serves  approximately  30,000 
Methodists.  The  school  at  Bidar  trains  leadership  for  the  church  in  this 
entire  section. 

I  left  $250.00  for  this  project  out  of  funds  placed  in  my  hands  by 
First  Methodist  Church,  Shreveport.  It  will  cost  approximately  $25,000.00 
to  construct  the  hall  and  classrooms  which  will  complete  the  quadrangle. 
This  is  a  worthy  Advance  Special  for  Louisiana  Methodists.  Any  amount 
will  be  appreciated  and  will  do  much  good.  Send  your  gifts  to  Brother 
Hearn  earmarked  for  the  David  Seamands  Hall,  Norma  Fendrich  High 
School,  the  Reverend  G.  S.  Mithra,  Principal,  Bidar,  India,  and  forward  a 
copy  of  the  letter  to  me. 

Sincerely, 


Bishop  and  Mrs.  Walton  with  Bidar  church  leaders. 


National  Family 
Week  May  7—14 

Every  local  church  plans  its  own 
program  for  National  Family  Week, 
May  7-14,  1967.  The  Board  of  Edu¬ 
cation  has  sent  a  folder  of  suggestions 
for  National  Family  Week  to  every 
pastor  and  will  be  glad  to  send  copies 
to  any  chairman  of  a  family  life  com¬ 
mittee.  The  ideas  suggested  in  the  leaf¬ 
let  are  discussion  starters  which  have 
been  tried  by  other  churches,  hoping 
that  local  church  leaders  will  catch 
a  vision  of  what  a  family  ministry 
should  be  and  therefore  work  out  their 
own  programs. 

It  is  the  purpose  of  this  week  to 
focus  the  attention  of  the  church  upon 
the  family  and  to  provide  activities 
which  will  strengthen  family  life. 
Among  the  ideas  suggested  in  this 
year’s  leaflet  are  service  projects  for 
the  family,  family  camps,  a  long  range 
family  ministry,  interdenominational 
activities,  family  picnics,  family-at- 
home  nights,  family  fun  festivals  and 
courses  for  parents. 

New  resources  for  family  week  this 
year  include  a  poster  (ten  cents  each), 
a  leaflet  on  the  theme,  “Families  Serve 
a  Changing  Age”  (30  cents  a  dozen, 
$1.50  for  a  hundred),  a  new  play,  “The 
Glass  Wall,”  (50  cents  each,  Produc¬ 
tion  Packet,  $2.00),  which  was  pre¬ 
sented  at  the  Family  Life  Conference 
last  fall. 

Materials  may  be  ordered  from  Ser¬ 
vice  Department,  P.  O.  Box  871,  Nash¬ 
ville,  Tenn.  37202 

t 

UPPER  ROOM 

( Continued  from  page  1) 

of  more  than  3,000,000  copies. 

Dr.  Weldon  was  chosen  as  executive 
secretary  of  the  board’s  Upper  Room 
section,  which  includes  the  editorship. 
As  he  accepted  the  position,  he  called 
the  publication  “one  of  the  grandest 
gifts  to  people  as  they  face  life’s  bat¬ 
tle.” 

A  56-year-old  native  of  Camden, 
S.C.,  Weldon  graduated  from  Univer¬ 
sity  of  South  Carolina  but  has  spent 
most  of  his  ministry  in  Western  North 
Carolina  Conference,  including  the 
past  four  years  as  pastor  of  West 
Market  Street  Church  in  Greensboro. 
His  first  pastorate  was  China  Grove, 
N.C.,  and  he  also  served  as  director 
of  the  Wesley  Foundation  m  Colum¬ 
bia,  S.C. 

Dr.  Weldon  graduated  from  Duke 
Divinity  School  in  1934  and  received 
an  honorary  doctor  of  divinity  degree 
from  High  Point  College  in  1952.  He 
has  been  on  the  General  Board  of 
Evangelism  for  seven  years,  is  pres¬ 
ident  of  his  Conference-Board  of  Evan¬ 
gelism  and  of  the  North  Carolina 
Methodist  Board  of  Publication.  He  is 
a  trustee  of  Greensboro  and  Scarritt 
Colleges  and  of  Lake  Junaluska  As¬ 
sembly.  He  has  been  a  delegate  to 
General  Conferences  since  1956,  to 
Southeastern  Jurisdictional  Confer¬ 
ences  since  1952,  to  the  World  Meth¬ 
odist  Conference  in  1966  and  to  the 
World  Congress  on  Evangelism  in 
1966. 

t 

The  surest  way  to  make  it  hard  for 
our  children  is  to  make  it  soft  for 
them. — Wesleyan  Methodist 
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E  W  S 
OTES 


AT  THE  DERIDDER  MISSIONS 
Family  Night,  a  play  entitled  “In  The 
Beginning  Was  the  Meaning”  was  pre¬ 
sented,  March  19.  Walter  Clarke  is 
educatioanl  director;  the  Rev.  Robert 
H.  Jamieson  is  pastor. 


MRS.  R.  C.  SMITH  is  leading  the 
study  of  “Christian  Being  and  Doing” 
on  3  consecutive  Mondays  at  Spring- 
hill.  The  course  will  be  concluded 
April  24  with  a  covered-dish  lunch¬ 
eon  at  the  Smith  lake  house.  The  Rev. 
Loyd  E.  Williams  is  pastor. 


A  FATHER-DAUGHTER  evening 
was  sponsored  by  Methodist  Men  of 
North  Highlands  Church,  Shreveport. 
Kathy  Galloway,  a  student  of  Cente¬ 
nary  College,  provided  the  entertain¬ 
ment.  The  Rev.  George  Harkins  is 
pastor. 

METHODIST  MEN  OF  HORSE¬ 
SHOE  Drive  Church,  Alexandria,  will 
be  hosts  Saturday,  April  15,  when  the 
Conference  Board  of  Lay  Activities 
meets  in  that  chlurch.  The  Rev.  Louis 
Coppage  is  host  pastor. 

THE  REV.  ALFRED  BROWN,  pas¬ 
tor  of  First  Church,  Hammond,  was 
guest  evangelist  for  the  revival  held 
in  Centenary  Church  at  Franklinton 
the  week  of  April  2.  The  Franklinton 
pastor  is  the  Rev.  Fred  W.  Schwendi- 
mann. 


THE  NORTH  BATON  ROUGE 
Commission  on  Social  Concerns  re¬ 
cently  enjoyed  fellowship  and  dicus- 
sion  with  friends  at  St.  Charles  Cath¬ 
olic  Church.  A  second  program  has 
been  set  for  April  14,  7:30  p.m.,  to  be 
held  in  the  North  Baton  Rouge  Meth¬ 
odist  Church,  of  which  the  Rev.  Bev¬ 
erly  E.  Bond  is  pastor. 

THE  REV.  ROY  NASH,  Wesley 
Foundation  director  at  Northeast  Lou¬ 
isiana  State  College,  brought  the  mes¬ 
sage  at  the  Easter  sunrise  service  held 
at  Memorial  Park  Cemetery,  near 
Monroe.  Choir  and  brass  ensemble 
from  Neville  Hill  School  furnished  the 
music. 

“SIMON  FOLLOWS  THE  CROSS” 
was  the  play  presented  by  the  junior 
high  and  senior  high  MYF  in  the 
Vivian  Church,  March  26.  Mrs.  Bob 
Moseley  and  Mrs.  James  Scaggs  are 
the  counselors.  The  Rev.  Stone  Cara¬ 
way  is  the  pastor. 

A  COLLECTION  OF  PRINTS  rep¬ 
resenting  different  periods  of  religious 
art  is  on  display  in  Rayne  Memorial 
Church,  New  Orleans,  during  the 
month  of  April,  after  which  they  will 
be  placed  in  different  classrooms.  The 
collection  was  made  by  Mrs.  Katy 
Peachey  and  a  committee.  The  paint¬ 
ings  by  Italian,  Dutch,  French,  Span¬ 
ish,  Hungarian,  and  French  masters 
are  of  various  phases  of  the  lives  of 
Christ  and  the  apostles.  The  Rayne 
Memorial  pastor  is  Dr.  B.  A.  Gallo¬ 
way. 


A  CHURCH  CONFERENCE  is  be¬ 
ing  called  for  the  night  of  Sunday, 
April  23,  in  Trinity  Church  at  Ruston. 
The  special  session  is  called  to  hear 
a  report  from  the  building  committee 
and  to  vote  on  the  plans.  The  Rev. 
Douglas  McGuire  is  the  pastor. 


WESLEY  MYF  SUBDISTRICT 
Council,  Alexandria  District,  recently 
set  the  following  schedule:  April  17 
at  College  Avenue  Church,  Natch i-- 
toches;  May  15  at  Coushatta;  June  19 
at  First  Church,  Natchitoches. 

CRUSADER  SUB-DISTRICT 


YOUTH  PRAYER  BREAKFAST 
HELD 

On  Friday  morning,  March  31,  the 
youth  of  the  Centenary  Church  in 
Franklinton  met  for  their  annual  Pray¬ 
er  Breakfast.  The  young  people  of  the 
church,  aided  by  interested  adults,  hold 
this  affair  each  year  just  before  the 
spring  revival  begins  in  an  effort  to 
bring  the  yoyth  closer  to  the  import¬ 
ance  of  their  Christian  activities.  The 
morning  meditation  was  given  by 
James  W.  Burris,  Jr.  Ladies  helping 
were  Mrs.  Fred  Schwendimann,  Mrs. 
J.  V.  Corkern,  Mrs.  W.  F.  Babing- 
ton,  and  Mrs.  C.  S.  Simmons.  The 
Rev.  Fred  Schwendimann  is  pastor  of 
the  Centenary  Methodist  Church.  The 
Rev.  A1  Brown  of  Hammond  was  the 
visiting  revival  minister. 


MYFers  in  the  Crusader  Sub-dis¬ 
trict  (Grace,  Bernice,  Farmerville,  Du- 
bach,  Simsboro,  Salem,  and  Downs- 
ville)  attended  a  fellowship  weekend 
in  Farmerville,  March  4-5.  Following 
the  2-3  p.m.  registration,  the  Rev.  Joe 
Cannon  from  Bastrop  spoke  to  the 
group  on  the  theme  of  the  meeting, 
“How  to  be  a  Teenage  Christian.” 
Discussion  groups  were  held  to  discuss 
questions  on  prayer.  The  groups  had 
a  wiener  roast  on  Darbonne  Lake. 
Simsboro  youth  gave  an  inspiring  de¬ 
votion.  Saturday  night  the  MYFers  at¬ 
tended  a  dance.  On  Sunday  the  group 
attended  Sunday  school  and  church. 
For  afternoon  recreation,  a  boat  tour 
of  the  lake  was  taken.  The  young  peo¬ 
ple  met  back  at  the  church  Sunday 
evening  for  the  monthly  sub-district 
meeting. 


Pictured  above  are  the  leaders  of  the  study  concerning  poverty  held  in 
First  Church,  Pineville  during  March.  From  left:  Father  Murray  Clayton,  edi¬ 
tor  of  the  Catholic  Diocesan  Newspaper;  Dr.  Sarah  Frances  Anders,  head  of 
Sociology  Dept,  of  Louisiana  College;  Mrs.  Henry  Anderson,  director  of  case 
workers,  Poverty  Program  of  O.E.O.;  the  Rev.  Rex  Squyres,  pastor  at  Kinder 
and  representative  of  Louisiana  Town  and  Country  Work. 


At  the  Lacombe  Church  Quarterly 
Conference,  officials  seated  at  the  end 
of  the  table  are  the  Rev.  Henry  Ense- 
nat,  pastor,  the  Rev.  Carl  Lueg,  dis¬ 
trict  superintendent,  and  Philip  Tib- 
bets,  chairman  of  the  Official  Board. 


Clarence  Snyder  and  sons  sang 
at  the  monthly  song  service 
in  Krotz  Springs  Church  of  the 
Port  Barre  Charge,  recently. 


These  01  la  MYFers  left  the  church  at  1  a.m.  Easter  to  attend  the  sunrise 
services  at  Hodges  Gardens.  They  returned  to  Alexandria  for  breakfast  and 
were  back  in  0 1 1  a  in  time  for  church. 


BISHOP  AUBREY  G.  WALTON  will 
dedicate  the  education  building  of  First 
Methodist  Church,  Kinder,  Sunday 
morning,  April  16.  Dr.  R.  Leonard 
Cooke,  Lake  Charles  district  super¬ 
intendent,  and  the  Rev.  Rex  Squyres, 
pastor,  will  assist  Bishop  Walton.  The 
service  will  begin  at  10:45  a.m.,  and 
will  be  followed  by  a  basket  lunch 
in  fellowship  hall. 

THE  ALEXANDRIA  DISTRICT 
MYF  held  a  retreat  at  Camp  Brewer 
on  April  1.  The  Rev.  John  Kilpatrick, 
district  superintendent,  was  the 
speaker. 

NATCHITOCHES  FIRST  CHURCH 
gave  a  banquet  on  March  30,  honor¬ 
ing  the  members  of  the  high  school 
basketball  team.  Dr.  Jolly  B.  Harper 
is  pastor. 

THE  REV.  RUPERT  COLES  is  con¬ 
ducting  the  study  on  “Affluence  and 
Poverty”  in  the  Parker  Memorial 
Church,  New  Orleans,  on  the  last  four 
Sunday  evenings  of  April.  Mr.  Coles 
is  pastor  of  St.  Mark’s  and  John  Wes¬ 
ley  Churches  in  New  Orleans.  The 
Rev.  Lael  A.  Jones  is  pastor  at  Parker. 

WHILE  THE  REV.  JAMES  ADAMS 
is  recuperating  from  car  accident  in¬ 
juries,  the  pulpit  of  Summer  Grove 
Church,  Shreveport,  is  being  filled  by 
guest  speakers.  On  April  2  Dr.  B.  C. 
Taylor  spoke  at  the  morning  service, 
and  J.  L.  Horton  brought  the  eve¬ 
ning  message. 

THE  CLAIBORNE  CHURCH,  West 
Monroe,  will  have  a  spring  bazaar  on 
Friday,  April  21,  sponsored  by  the 
Woman’s  Society  and  the  Wesleyan 
Service  Guild.  Mrs.  Opal  Peterson  and 
Mrs.  Sue  Fleming  are  presidents  of 
the  groups.  In  addition  to  handiwork, 
baked  goods,  potted  plants,  the  Aca¬ 
dian  Bi-Centennial  Cookbooks  will  be 
for  sale.  The  Rev.  E.  W.  Sandel  is 
the  pastor. 


J.  A.  ALFORD  DAY 

Sunday,  April  2, 
was  declared  J.  Al¬ 
ford  Day  at  i.ie 
Pine  Grove  Meth¬ 
odist  Church  near 
Minden  in  the  Rus- 
ton  district. 

Rev.  Alford  re¬ 
tired  from  the  min¬ 
istry  in  the  Meth¬ 
odist  Church  in 
1947,  but  ati  :  89 ,  he  has  never 
really  retired.  In  1948  he  pastored  at 
Pine  Grove,  and  since,  has  made  Pine 
Grove  his  home  church. 

This  day  was  set  aside  so  that  his 
many  friends  could  let  Brother  Al¬ 
ford  know  how  much  they  love  and 
appreciate  his  untiring  service  for  his 
Lord. 

103  persons  attended  the  regular 
worship  service  and  the  covered  dish 
lunch  that  followed. 

After  lunch,  the  group  sang  some 
of  Brother  Alford’s  favorite  hymns, 
then,  with  his  permission,  the  mem¬ 
bers  of  the  Young  Adult  Sunday 
School  Class  hung  a  large  portrait  of 
him  in  their  room  and  named  their 
class  the  J.  A.  Alford  Class. 

The  Rev.  John  Lee  is  pastor  at  Pine 
Grove. 
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By:  Alfred 


LESSON  FOR  APRIL  23:  The  Power  of  Faith 

BACKGROUND  SCRIPTURE:  Acts  3 

MEMORY  SELECTION:  Whatever  you  ask  in 
prayer,  you  will  receive,  if  you  have  faith. 

(Matt.  21:22) 

THE  AIM  OF  THE  LESSON:  To  help  redefine 
the  meaning  of  faith  and  to  lead  to  a  convic¬ 
tion  of  the  power  and  purpose  that  can  come 

into  a  life  through  faith. 

*  *  * 

Just  as  happened  in  the  lessen  of  last  week, 
Peter  again  uses  the  readiness  created  by  cir¬ 
cumstances  as  the  occasion  for  a  sermon.  Again 
he  reminds  his  Jewish  listeners  of  the  part  they 
had  in  the  denial  and  execution  of  “the  Holy  and 
Righteous  One”  (3:14)  and  calls  them  to  repent. 
Whereas  the  first  sermon  had  been  delivered  in 
the  electric  atmosphere  of  Pentecost,  the  congre¬ 
gation  has  been  made  ready  for  this  sermon  by 
the  healing  of  a  lame  man  by  Peter  and  John. 

There  are  some  scholars  who  feel  that  the 
similarity  of  the  outlines  of  the  two  sermons 
is  evidence  that  chapters  2  and  3  are  separate 
accounts  of  the  same  incident.  However  they 
are  in  the  minority  and  there  is  really  very 
little  to  sustain  such  a  position.  A  more  valid 
explanation  seems  to  be  that  Peter  has  a  message 
to  deliver,  and  he  intends  to  deliver  it  at  every 

possible  opportunity. 

*  #  # 

ANOTHER  DAY  —  ANOTHER  SERMON 

The  fact  that  today’s  lesson  is  built  around 
a  visit  to  the  disciples  to  the  Temple  for  a 
regular  occasion  of  prayer  indicates  that  these 
early  Christians  with  a  Jewish  background  had 
not  severed  their  official  relations  with  the  focal 
center  of  Jewish  religion — in  fact,  they  never 
did.  “Now  Peter  and  John  were  going  up  to 
the  temple  at  the  hour  of  prayer.”  (3.1)  Dr. 
Charles  M.  Laymon  says,  “You  would  have 
thought  that  these  first  Jewish  Christians  would 
have  avoided  the  temple  following  the  crucifixion, 
but  the  power  of  a  good  habit  was  stronger  than 
whatever  hesitation  they  felt.” 

As  they  were  going  into  the  temple  a  lame 
man  who  sat  at  one  of  the  gates  to  ask  alms 
from  the  worshippers,  asked  help  from  Peter 
and  John.  Church  doors  have  always  been  a 
gathering  place  for  beggars — we  visited  many  ca¬ 
thedrals  in  Europe  last  summer  and  saw  dozens 
of  beggars  outside  each.  It  it  natural  that  such 
persons  should  feel  that  those  on  the  way .  to 
or  from  worship  should  be  interested  in  helping 
them.  This  is  really  a  compliment  to  religion 
that  they  should  have  this  feeling.  _ 

Peter  and  John  stopped,  and  Peter  said  I 
have  no  silver  and  gold,  but  I  give  you  what  I 
have.”  (3:6)  The  lame  beggar’s  momentary  dis¬ 
appointment  was  transformed  into  elation  when 
he  received  the  grandest  gift  he  ever  saw  -his 
ability  to  walk.  Of  his  reaction  we  read,  “he 
stood  and  walked  and  entered  the  temple  with 
them.” 

When  the  Jewish  persons  attending  the  tem¬ 
ple  services  saw  this  act  of  healing,  they  ex¬ 
pressed  the  dismay  that  one  would  expect.  So, 
Peter  was  ready  with  another  sermon  that  be¬ 
gan,  “Men  of  Israel,  why  do  you  wonder  at 
this,  or  why  do  you  stare  at  us,  as  though  by 
our  own  power  or  piety,  we  had  made  him 


walk?”  Then  the  sermon  began  following  the 
same  outline  as  that  which  had  been  so  effective 

on  the  Dav  of  Pentecost. 

•  *  * 

“SUCH  AS  I  HAVE  GIVE  I  UNTO  THEE” 

One  major  emphasis  that  we  must  not  over¬ 
look  in  this  lesson  is  this — although  Peter  and 
John  were  hurrying  to  get  to  the  three  o’clock 
prayer  service  at  the  temple  they  were  not  too 
busy  with  their  religion  to  meet  the  needs  of 
a  person.  We  can  reasonably  assume  that  if 
their  helping  the  lame  man  meant  they  would 
be  late  to  service,  or  miss  it  altogether,  they 
were  ready  to  do  that  which  seemed  at  the 
moment  to  be  primarily  important. 

The  easiest  thing  for  Peter  to  have  done  in 
this  situation  would  have  been  to  toss  a  few 
coins  into  the  hands  of  the  beggar  and  go  on  to 
church.  But  Peter  was  not  overflowing  with  mon¬ 
ey,  and  besides,  he  knew  that  the  man’s  great¬ 
est  need  could  not  be  met  with  any  amount  of 
money. 

We  can  imagine  that  Peter  was  a  bit  hesi¬ 
tant  to  declare  the  words  of  healing.  This  aspect 
of  the  power  of  the  church  has  not  yet  been 
tested.  “What  if  I  fail?”  he  must  have  thought. 
But  this  was  a  time  for  action,  and  he  acted. 
He  said,  “In  the  name  of  Jesus  Christ  of  Naza¬ 
reth,  walk.”  (v.  6)  This  command  given  in  the 
name  of  Jesus  meant  invoking  his  power  and 
recognizing  him  as  the  source  of  all  power.  We 
see  here  the  tremendous  fact  that  the  healing 
ministry  of  Jesus  could  be  continued  through 
his  church.  There  is  little  wonder  that  Paul  later 
came  to  think  of  the  church  as  the  body  of 

Christ  at  work  in  the  world. 

*  *  * 

THE  MEANING  OF  FAITH 

At  the  heart  of  today’s  lesson  is  the  redefi¬ 
nition  of  the  word  faith.  When  Peter  told  the 
beggar  “I  give  you  what  I  have,”  he  was  offer¬ 
ing  him  faith  with  all  its  healing  power — its  abil¬ 
ity  to  restore  to  wholeness  any  kind  of  life 
with  any  kind  of  weakness.  If  the  church  has 
anything  to  give  in  any  age  it  is  this,  and  we 
should  never  forget  it. 

We  have  all  heard  many  definitions  of  faith, 
but  we  need  to  have  one  of  our  own. 

When  the  scientist  Michael  Faraday  faced 
the  light  of  a  new  day  of  scientific  discoveries, 
some  friends  asked  for  an  interview,  “What  are 
your  speculations?”  they  inquired.  “Specula¬ 
tions?”  he  answered  in  surprise.  “I  have  none! 
I  sun  resting  on  certainties.  I  know  whom  I  have 
believed  and  am  persuaded  that  he  is  able  to 
keep  that  which  I  have  committed  unto  him 
against  that  day.”  .  . 

We  are  usually  drawn  toward  a  definition 
of  faith  of  our  own  through  that  which  we 
see  witnessed  in  the  life  of  another.  John  Wes¬ 
ley,  in  the  days  of  his  great  uncertainty,  told 
Peter  Boehler,  his  Moravian  teacher,  that  he 
did  not  have  faith  and  he  did  not  know  what  to 
do  about  it.  Boehler  replied,  “Preach  faith  until 
you  have  it;  and  then  preach  it  because  you 
have  it.”  Wesley  wrote  in  his  Journal:  “From 
the  year  1729  to  1734,  laying  a  deeper  founda¬ 
tion  of  repentance,  I  saw  a  little  fruit.  But  it  was 
only  a  little;  and  no  wonder;  for  I  did  not  preach 
faith  in  the  blood  of  the  covenant.  From  1734  to 
1738,  speaking  more  of  faith  in  Christ,  I  saw 
more  fruit  of  my  teaching.” 


THE  RESPONSE  OF  FAITH 

We  are  told  in  the  lesson  that  after  com¬ 
manding  the  man  to  walk,  “he  took  him  by  the 
right  hand  and  raised  him  up;  and  immediately 
his  feet  and  ankles  were  made  strong.”  (v.  7) 
We  Christians  have  been  taught  that  the  miracles 
which  can  come  about  through  faith  involve  a 
response.  Dr.  Andrew  Sledd,  who  was  our  be¬ 
loved  professor  of  New  Testament  in  seminary 
days,  used  to  struggle  for  days  to  impress  on 
us  the  meaning  of  faith.  Then  when  it  must 
have  seemed  that  we  could  not  take  in  all  that 
he  had  been  saying,  he  would  boil  it  all  down 
to  the  simple  statement,  “Faith  is  what  we  do 
about  what  we  believe.” 

Jesus  had  stressed  the  importance  of  faith 
to  his  disciples.  As  the  Master  Teacher  he  knew 
that  people  do  not  possess  faith  just  by  saying 
they  are  going  to  have  it.  He  taught  that  his 
followers  must  give  themselves  to  what  they  see 
in  him  or  in  any  other  great  ideal.  This  is  really 
what  happened  to  the  lame  man.  In  the  words 
and  attitudes  of  Peter,  the  man  saw  Christ  and 
was  convinced  that  he  possessed  the  power  to 
heal  him. 

Dr.  S.  D.  Gordon  said:  “Faith  never  moves 
tree  or  mountain;  it  only  gives  God  a  channel 
of  action.  When  your  eye  shifts  from  God  to 
yourself,  and  to  your  faith,  and  to  what  has 
been  done  through  your  faith,  things  get  tangled 
and  trouble  follows.  Then  we  have  to  get  a  new 
lesson.  The  chief  things  to  be  singing  over  are 
what  has  been  done  for  you  and  in  you,  not 
by  or  through  you.  You  are  not  specially  praise¬ 
worthy.  You  should  have  done  what  you  did.” 

*  #  * 

FAITH  AND  HEALING 

If  we  believe  that  the  healing  ministry  of 
Jesus  was  continued  through  the  church,  we 
should  not  be  amazed  at  any  true  act  of  healing 
through  faith  that  takes  place.  Unfortunately 
there  have  been  so  many  persons  that  have  ex¬ 
ploited  others  in  the  name  of  divine  healing  that 
this  aspect  of  the  power  of  Jesus  Christ  through 
the  church  has  been  held  suspect  in  every  in¬ 
stance.  Just  now  there  is  a  widespread  revival  of 
interest  in  this  power  of  faith.  Some  of  those 
who  are  most  interested  in  this  ministry  of 
faith  are  from  churches  that  have  not  previously 
shown  an  interest  in  faith  healing.  We  know 
of  course  that  miracles  of  healing  take  place 
most  often  through  the  institutions  of  healing. 
However,  there  is  a  national  meeting  being  held 
this  month  in  Rochester,  Minn,  in  which  phy¬ 
sicians  and  ministers  will  be  seeking  to  learn 
more  of  the  interrelations  between  their  two 
callings. 

#  #  * 

FAITH  AND  PSYCHOTHERAPY 

One  of  the  great  new  contributions  to  an 
understanding  of  the  power  of  Christian  faith 
has  been  that  of  Dr.  Victor  Frankl,  Viennese 
psychiatrist  who  insists  that  there  can  be  no 
restoration  of  wholeness  to  man  that  does  not 
take  into  account  the  response  of  faith.  He  has 
given  the  world  an  emphasis  which  combines 
the  techniques  of  counseling  with  a  Christian 
doctrine  of  man — and  that  doctrine  includes  em¬ 
phasis  on  the  response  of  faith. 

Dr.  Frankl’s  conviction  in  these  matters  were 
born  of  his  experiences  in  Nazi  concentration 
camps  during  World  War  II.  Writing  of  his  ob¬ 
servations,  he  said: 

“That  which  was  ultimately  responsible  for 
the  state  of  the  prisoner’s  inner  self  was  nc*t 
so  much  the  enumerated  psychophysical  causes 
as  it  was  the  result  of  a  free  decision.  Psy¬ 
chological  observations  of  the  prisoners  have' 
shown  that  ony  the  men  who  allowed  their  in¬ 
ner  hold  on  their  moral  and  spiritual  selves 
to  subside  eventually  fell  victim  to  the  camp’s  de¬ 
generating  influences.” 

In  a  like  vein,  there  have  been  numerous 
testimonials  of  the  way  in  which  a  sincere  faith 
in  God  undergirded  men  who  were  confronted 
with  the  attempts  of  the  Communists  to  “brain¬ 
wash”  them  during  the  Korean  War. 
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Dr.  Eugene  Carson  Blake,  executive  secretary  of  the 
World  Council  of  Churches,  speaking  recently  to 
the  Rotary  Club  in  Albany,  N.Y.,  said  that  in  its 
search  for  Christian  unity,  the  World  Council  of 
Churches  is  seeking  eventually  to  put  itself  out  of 
business.  He  said,  “We  all  believe  that  there  is,  in 
fact,  one  church  of  Jesus  Christ  and  therefore  seek 
to  make  that  fact  clear  to  the  churches  and  to  the 
world.” 

Emphasizing  that  “church  unity  does  not  imply 
a  single  monolithic  church  organization,”  Dr. 
Blake  went  on  to  say  that  “the  WCC  radically 
challenges  each  separate  church,  and  each  separ¬ 
ate  tradi  tion  to  lose  itself  into  a  single,  world-wide 
Communion  of  Word  and  Sacrament.” 

In  one  of  the  most  revolutionary  acts  since  Vatican 
II,  the  Vatican  recently  granted  permission  for  a 
United  Church  of  £hrist  minister  to  officiate  at  the 
wedding  of  his  son  to  a  Catholic  girl  at  St.  Augus¬ 
tin’s  Roman  Catholic  Church  in  Oakland,  Calif. 

Msgr.  William  W.  Baum,  executive  director  of 
the  U.S.  Catholic  Bishops’  Committee  for  Ecu¬ 
menical  and  Interreligious  Affairs,  said  in  Wash¬ 
ington  that  he  had  never  heard  of  such  a  dis¬ 
pensation  being  given  anywhere. 

Dr.  C.  Eric  Lincoln,  professor  of  sociology  at  Port¬ 
land  State  College  in  Oregon,  has  been  named  pro¬ 
fessor  of  sociology  of  religion  at  Union  Theological 
Seminary  in  New  York.  An  ordained  minister  of 
The  Methodist  Church,  he  is  well  known  among 
religious  and  social  science  scholars  for  his  studies 
of  the  Black  Muslim  and  black  nationalist  move¬ 
ments  in  this  country. 

Dr.  Lincoln  is  the  second  Negro  to  join  the 
faculty,  but  the  first  to  hold  a  full  professorship. 

Evangelist  Billy  Graham  opened  his  recent  Puerto 
Rico  Crusade  in  San  Juan  with  a  Palm  Sunday  ad¬ 
dress  to  a  crowd  of  14,000  in  the  Hiram  Bithorn 
Stadium.  The  eight-day  crusade  ended  Easter  with 
a  sunrise  service  and  a  meeting  in  the  21,000-seat 
stadium. 

Financial  difficulties  and  low  enrollment  were 
cited  in  Atlanta  as  the  reasons  for  the  closing  of 
a  Roman  Catholic  high  school  which  had  an  en¬ 
rollment  of  156  Negro  pupils.  Archbishop  Paul 
J.  Hallinan,  in  a  letter  to  the  parents  of  the 
pupils,  said:  “We  ask  you  to  please  look  upon 
this  move  not  as  a  single  step,  but  rather  as  the 
first  in  a  series  of  steps  that  will  eventually  en¬ 
large  and  strengthen  our  high  school  program. 

Pope  Paul  IV  has  issued  a  20,000  word  encyclical, 
“Populorum  Progressio”  (On  the  Development  of 
People),  dealing  with  the  problems  of  developing 
nations.  Among  other  things,  the  encyclical  sum¬ 
mons  prosperous  and  developed  nations  to  come 
to  the  aid  or  areas  in  need  of  social  progress,  and 
insists  that  the  right  of  private  property  is  not 
“absolute  and  unconditional.”  It  says  that  the  com¬ 
mon  good  may  sometimes  require  expropriation  of 
property. 

Although  many  religious  voices  were  raised  in 
praise  of  the  document,  the  Wall  Street  Journal 
charged  that  the  encyclical,  in  part,  consists  of 
“warmed-over  Marxism”  which  is  “highly  un¬ 
likely  to  help  the  bulk  of  the  poorer  nations.” 


The  Guidelines  for  Catholic-Jewish  Relations 
issued  by  the  U.S.  Catholic  bishops  is  a  “docu¬ 
ment  which  might  help  the  Jews  stay  alive  jew- 
ishly,  according  to  Rabbi  Balfour  Brickner,  di-. 
rector  of  the  Commission  on  Interfaith  Activ¬ 
ities  of  the  Union  of  American  Hebrew  Con¬ 
gregations,  as  he  praised  the  bishops  for  their 
work. 

The  names  of  some  200  persons  were  mistakenly 
listed  among  1,271  signers  in  an  anti-war  adver¬ 
tisement  which  appeared  recently  in  a  New  York 
newspaper.  Prof.  Hillary  Putnam  of  the  philosophy 
department  of  Harvard  University,  chairman  of  the 
committee  which  placed  the  ad,  wrote  a  letter  to 
the  New  York  Times  apologizing  for  the  unau¬ 
thorized  use  of  the  names. 


NEW  YORK  —  For  the  first  time  a  Catholic 
priest  shared  the  pulpit  with  a  Protestant  min¬ 
ister  at  the  traditional  Easter  sunrise  service 
sponsored  by  the  Manhattan  Division,  Protes¬ 
tant  Council  of  the  City  of  New  York.  Lead¬ 
ing  the  ecumenical  service  were  Dr.  Ralph  W. 
Sockman,  minister-emeritus  of  Christ  Church 
(Methodist),  at  left;  and  Father  John  B.  Sheer- 
in,  C.S.P.,  editor  of  The  Catholic  World.  More 
than  6,000  persons  attended  the  service  held 
at  Radio  City  Music  Hall.  (RNS  Photo) 


Patriarch  Kyrillos  of  the  Coptic  Orthodox 
Church  has  sent  a  message  to  Pope  Paul  VI 
requesting  the  return  of  the  body  of  St.  Mark 
for  burial  with  his  skull  in  St.  Mark’s  Coptic 
Orthodox  Cathedral  in  Alexandria,  Egypt.  The 
saint’s  body  is  presently  venerated  in  Venice, 
Italy.  According  to  tradition,  Mark  was  one  of 
the  four  evangelists  who  brought  Christianity 
to  Africa  around  the  year  62  A.D. 


Britain’s  300,000  Baptists  are  not  yet  ready  to  take 
part  in  unity  talks  with  other  denominations  but 
agree  that  it  is  of  great  importance  to  study  closely 
all  such  talks  by  other  churches,  according  to  a 
report  just  adopted  by  the  Baptist  Union  Council. 


A  plan  is  being  developed  in  Minnesota  for  the 
shipment  to  India  of  large  amounts  of  milk  products 
as  an  alternative  to  dumping  in  the  milk  marketing 
boycott  of  the  National  Farmers’  Organization. 


The  plan  involves  NFO  members  and  church 
leaders  who  have  been  searching  since  Jan¬ 
uary  for  ways  to  avoid  the  waste  of  milk,  and 
leaders  of  the  Milk  to  India  Project  established 
recently  in  Minneapolis, 


Amish  farmers  in  southeast  Iowa  have  appealed  to 
the  Iowa  Highway  Commission  to  furnish  them  with 
a  paved  road  “fit  for  horses  and  buggies.”  They 
want  it  widened  so  that  they  can  have  shoulders 
on  which  to  drive. 


Commission  members,  who  have  been  strug¬ 
gling  for  years  to  meet  demands  for  roads 
that  can  take  faster  traffic,  were  a  bit  stunned 
by  the  request  to  provide  for  slow  traffic. 


A  “Black  Christian  Nationalist  Movement”  has  been 
launched  in  Detroit,  Mich,  by  a  Negro  minister  of 
the  United  Church  of  Christ.  The  Rev.  Albert  B. 
Cleage,  Jr.,  pastor  of  Central  United  Church  of 
Christ,  called  for  a  “black  ecumenical  movement 
.  .  .  among  white  Christians,”  ultimately  to  come 
together  “in  a  black  church  which  becomes  in  fact 
the  Black  Nation  ministered  to  by  a  Black  Jesus.” 


Mr.  Cleague  has  rejected  participation  in  pres¬ 
ent  ecumenical  alignments  because  “such  an 
ecumenical  movement  has  no  meaning  for  Black 
Christians  who  are  certainly  not  interested  in 
rejoining  a  Roman  Church  which  originally 
broke  away  from  us,  that  is  to  say  from  the 
Eastern  Orthodox  Church  at  Constantinople.” 


A  blood  bank  has  been  opened  in  Syracuse,  N.Y. 
under  the  sponsorship  of  the  Masonic  Lodges  and 
the  Knights  of  Columbus.  Physician  members  of 
both  organizations  participated  in  Blood  Donor  Day 
on  Holy  Thursday  at  the  Masonic  Temple. 


Members  of  the  Roman  Catholic  fraternal  order 
and  the  Masonic  lodges  have  also  established 
the  first  “ecumenical  bloodmobile”  and  hope 
that  the  program  will  grow  throughout  New 
York  State. 


Roman  Catholic  Auxiliary  Bishop  Paul  Gregoire 
of  Montreal  has  disclosed  that  during  the  past  five 
years  10  priests  of  that  archdiocese  have  resigned, 
some  of  them  to  marry.  Denying  reports  that  the 
majority  of  priests  are  “tortured  by  doubts  about 
their  faith.”  Bishop  Gregoire  said:  “It  is  certainly 
true  that  new  and  difficult  problems  are  to  be  found 
in  priestly  life  and  that  priests  today,  more  than 
ever,  must  situate  themselves  in  the  present-day 
world  and  strive  to  understand  better  the  changing 
world  in  which  they  live.” 


Tax  exemptions  for  religious  and  educational 
institutions  in  Rhode  Island  on  property  ap¬ 
praised  at  $2,69.7  million  cost  the  state’s  com¬ 
munities  at  least  $10  million  in  revenue.  This  is 
the  charge  of  Kenneth  E.  Pickard,  chief  of  that 
state’s  division  of  local  and  metropolitan  gov¬ 
ernments,  at  a  hearing  before  a  legislative  com¬ 
mittee  now  making  a  study  of  tax  exemptions. 
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Pictured  at  the  Broadmoor  Methodist  Church  Congregational  Dinner, 
held  in  Bain  Hall  of  First  Methodist  Church  in  Shreveport.  Left  to 
right:  the  Rev.  Robert  B.  Crichlow,  Broadmoor  pastor;  Cecil  Ramey, 
who  spoke  on  Christian  Stewardship;  James  Wimberly,  general  EMV 
chairman;  Bill  Mann  of  First  Methodist  Church,  Dallas,  Tex.,  who  pro¬ 
vided  a  musical  concert,  and  James  Collier,  Broadmoor’s  business 
manager. 


Universal  Declaration 
of  Human  Rights 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

U.  S.  News  and  World  Report  of 
March  6,  1967  carries  an  article  en¬ 
titled  “Negro  Problem  Keeps  Growing” 
which  deals  with  the  situation  in  the 
downtown  of  any  metropolitan  area. 
It  is  into  this  region  that  the  Negro 
population  continues  to  move  and  from 
this  area  that  the  white  population 
continues  to  move.  This  area  is  tra¬ 
ditionally  referred  to  as  the  Inner  City. 

The  exodus  of  the  Negro  from  the 
South  into  Northern  metropolitan  cen¬ 
ters  began  during  the  first  World  War. 
The  reason  for  this  move  was  the 
promise  of  employment  in  the  muni¬ 
tions  industry.  This  migration  con¬ 
tinued  to  swell  and  by  decades  is  as 
follows: 


1910-20 

450,000 

1920-30 

750,000 

1930-40 

347,500 

1940-50 

1,500,000 

1950-60 

1,500,000 

1960-70 

2,000,000  (est). 

In  1910  about  90%  of  all  Negroes 
lived  in  the  South.  In  1967  only  54% 
of  all  Negroes  live  in  the  South.  The 
large  proportion  of  the  Negroes  who 
have  moved  North  have  moved  into 
the  Downtown  area  of  the  city.  And 
in  the  South  the  same  situation  exists; 
the  Negro  population  is  being  con¬ 
centrated  in  ghettos  in  the  metropolitan 
areas. 

In  the  South  the  situation  is  being 
complicated  by  recent  minimum  wage 
laws.  Since  minimum  wages  have  been 
increased,  many  farm  owners  have  de¬ 
cided  to  replace  rural  workers  with 
machines  that  can  be  used  to  control 
weeds  and  cultivate  and  harvest  crops. 
This  means  that  more  and  more  Neg¬ 
roes  in  rural  areas  will  be  unemployed 
and  will  seek  employment  in  the  city. 
The  majority  of  these  will  move  into 
the  ghetto  in  the  city. 

Although  steps  are  being  taken 
through  the  poverty  program  to  solve 
the  problems  of  housing,  unemploy¬ 
ment,  school  dropouts,  family  instabil¬ 
ity,  etc.  in  the  ghetto,  the  magnitude 
of  the  problems  is  increasing  faster 
than  the  solutions  are  being  offered. 
The  battle  of  the  city  is  being  lost 
despite  all  which  is  being  done  to 
achieve  victory. 

In  an  effort  to  solve  these  problems 
much  is  being  done  in  the  nature  of 
experimentation.  Some  efforts  are  help¬ 
ful,  such  as  Operation  Headstart, 
which  prepares  underprivileged  chil¬ 
dren  for  school.  Other  efforts  are  quite 
controversial  and  apparently  useful, 
such  as  bussing  children  out  of  the 
Central  City  to  suburban  schools  and 
bussing  children  from  the  suburbs  into 
the  Central  City  to  attend  school. 

Thus  our  situation  is  this:  the  prob¬ 
lems  of  the  poor,  particularly  the  Ne- 

fro,  are  still  quite  complex  and  insolu- 
le.  They  are  being  solved  at  a  slower 
rate  than  they  are  appearing.  Efforts 
to  solve  these  problems  are  largely  ex¬ 
perimental  and  sometimes  ineffective. 
The  resistance  of  white  people,  both 
Northern  and  Southern,  to  desegrega¬ 
tion  is  looked  upon  as  one  of  the 
major  factors  which  oppose  the  solu¬ 
tion  of  such  problems. 


Whereas  recognition  of  the  inher¬ 
ent  dignity  and  of  the  equal  and  in¬ 
alienable  rights  of  all  members  of  the 
human  family  is  the  foundation  of  free¬ 
dom,  justice  and  peace  in  the  world. 
Whereas  disregard  and  contempt  for 
human  rights  have  resulted  in  bar¬ 
barous  acts  which  have  outraged  the 
conscience  of  mankind,  and  the  ad¬ 
vent  of  a  world  in  which  human  beings 
shall  enjoy  freedom  of  speech  and 
belief  and  freedom  from  fear  and  want 
has  been  proclaimed  as  the  highest 
aspiration  of  the  common  people. 
Whereas  it  is  essential,  if  man  is 
not  to  be  compelled  to  have  recourse, 
as  a  last  resort,  to  rebellion  against 
tyranny  and  oppression,  that  human 
rights  should  be  protected  by  the  rule 
of  law, 

Whereas  it  is  essential  to  promote 
the  development  of  friendly  relations 
between  nations. 

Whereas  the  people  of  the  United 
Nations  have  in  the  Charter  reaffirmed 
their  faith  in  fundamental  human 
rights,  in  the  dignity  and  worth  of 
the  human  person  and  in  the  equal 
rights  of  men  and  women  and  have 
determined  to  promote  social  prog¬ 
ress  and  better  standards  of  life  in 
larger  freedom, 

Whereas  Member  States  .  have 
pledged  themselves  to  achieve,  in  co¬ 
operation  with  the  United  Nations,  the 
promotion  of  universal  respect  for  and 
observance  of  human  rights  and  fund¬ 
amental  freedoms, 

Whereas  a  common  understanding 
of  these  rights  and  freedoms  is  of  the 
greatest  importance  for  the  full  real-' 
ization  of  this  pledge, 

NOW  THEREFORE 
The  GENERAL  ASSEMBLY  pro¬ 
claims 

This  UNIVERSAL  DECLARA¬ 
TION  OF  HUMAN  RIGHTS  as  a 
common  standard  of  achievement  for 
all  people  and  all  nations,  to  the  end 
that  every  individual  and  every  organ 
of  society,  keeping  this  Declaration 
constantly  in  mind,  shall  strive  by 
teaching  and  education  to  promote  re¬ 
spect  for  these  rights  and  freedoms 


and  by  progressive  measures,  national 
and  international,  to  secure  their  uni¬ 
versal  and  effective  recognition  and  ob¬ 
servance,  both  among  the  peoples  of 
Member  States  themselves  and  among 
the  peoples  of  territories  under  their 
jurisdiction. 

ARTICLE  1.  All  human  beings 
are  born  free  and  equal  in  dignity 
and  rights.  They  are  endowed  with 
reason  and  conscience  and  should  act 
towards  one  another  in  a  spirit  of 
brotherhood. 

ARTICLE  2.  Everyone  is  entitled 
to  all  the  rights  and  freedoms  set  forth 
in  this  Declaration,  without  distinction 
of  any  kind,  such  as  race,  color,  sex, 
language,  religion,  political  or  other 
opinion,  national  or  social  origin,  prop¬ 
erty,  birth  of  other  status.  Futhermore, 
no  distinction  shall  be  made  on  the 
basis  of  the  political,  jurisdictional  or 
international  status  of  the  country  or 
territory  to  which  a  person  belongs, 
whether  it  be  independent,  trust,  non- 
self-governing  or  under  any  other  lim¬ 
itation  of  sovereignty. 

ARTICLE  3.  Everyone  has  the 
right  to  life,  liberty  and  security  of 
person. 

ARTICLE  4.  No  one  shall  be  held 
in  slavery  or  servitude;  slavery  and  the 
slave  trade  shall  be  prohibited  in  all 
their  forms. 

ARTICLE  5.  No  one  shall  be  sub¬ 
jected  to  torture  or  to  cruel,  inhuman 
or  degrading  treatment  or  punishment. 

ARTICLE  6.  Everyone  has  the 
right  to  recognition  everywhere  as  a 
person  before  the  law. 

ARTICLE  7.  All  are  equal  before 
the  law  and  are  entitled  without  any 
discrimination  to  equal  protection  of 
the  law.  All  are  entitled  to  equal  pro¬ 
tection  against  any  discrimination  in 
violation  of  this  Declaration  and 
against  any  incitement  to  such  discrim¬ 
ination, 

ARTICLE  8.  Everyone  has  the 
right  to  an  effective  remedy  by  the 
competent  national  tribunals  for  acts 
violating  the  fundamental  rights  grant¬ 
ed  him  by  the  constitution  or  by  law. 

ARTICLE  9.  No  one  shall  be  sub¬ 


jected  to  arbitrary  arrest,  detention  or 

ARTICLE  10.  Everyone  is  en¬ 
titled  in  full  equality  to  a  fair  and 
public  hearing  by  an  independent  and 
impartial  tribunal,  in  the  determination 
of  his  rights  and  obligations  and  of 
any  criminal  charge  against  him. 

ARTICLE  11.  (1)  Everyone, 
charged  with  a  penal  offense  has  the 
right  to  be  presumed  innocent  until 
proved  guilty  according  to  law  in  a 
public  trial  at  which  he  has  had  all 
the  guarantees  necessary  for  his  de¬ 
fense.  (2)  No  one  shall  be  held  guilty 
of  any  penal  offense  on  account  of  any 
act  or  omission  which  did  not  con¬ 
stitute  a  penal  offense,  under  national 
or  international  law,  at  the  time  when 
it  was  committed.  Nor  shall  a  heavier 
penalty  be  imposed  than  the  one  that 
was  applicable  at  the  time  the  penal  of¬ 
fense  was  committed. 

ARTICLE  12.  No  one  shall  be 
subjected  to  arbitrary  interference 
with  his  privacy,  family,  home  or  cor¬ 
respondence,  nor  to  attacks  upon  his 
honor  and  reputation.  Everyone  has 
the  right  to  the  protection  of  the  law 
against  such  interference  or  attacks.. 

ARTICLE  13.  (1)  Everyone  has 
the  right  to  freedom  of  movement  and 
residence  within  the  borders  of  each 
state.  (2)  Everyone  has  the  right  to 
leave  any  country,  including  his  own, 
and  to  return  to  his  country. 

ARTICLE  14.  (1)  Everyone  has 
the  right  to  seek  and  enjoy  in  other 
countries  asylum  from  persecution.  (2) 
This  right  may  not  be  invoked  in  the 
case  of  prosecutions  genuinely  arising 
from  non-political  crimes  or  from  acts 
contrary  to  the  purposes  and  principles 
of  the  United  Nations. 

ARTICLE  15.  (1)  Everyone  has 
the  right  to  a  nationality.  (2)  No  one 
shall  be  arbitrarily  deprived  of  his  na¬ 
tionality  nor  denied  the  right  to  change 
his  nationality. 

ARTICLE  16.  (1)  Men  and  wom¬ 
en  of  full  age,  without  any  limitation 
due  to  race,  nationality  or  religion, 
have  the  right  to  marry  and  to  found 
a  family.  They  are  entitled  to  equal 
rights  as  to  marriage,  during  marriage 
and  at  its  dissolution.  (2)  Marriage 
shall  be  entered  into  only  with  the 
free  and  full  consent  of  the  intending 
spouses.  (3)  The  family  is  the  natural 
and  fundamental  group  unit  of  society 
and  is  entitled  to  protection  by  society 
and  the  State. 

ARTICLE  17.  (1)  Everyone  has 
the  right  to  own  property  alone  as 
well  as  in  association  with  others.  (2) 
No  one  shall  be  arbitrarily  deprived  of 
his  property. 

ARTICLE  18.  Everyone  has  the 
right  to  freedom  of  thought,  conscience 
and  religion;  this  right  includes  free¬ 
dom  to  change  his  religion  or  belief, 
and  freedom,  either  alone  or  in  com¬ 
munity  with  others  and  in  public  or 
private,  to  manifest  his  religion  or  be¬ 
lief  in  teaching,  practice,  worship  and 
observance. 

ARTICLE  19.  Everyone  has  the 
right  to  freedom  of  opinion  and  ex¬ 
pression;  this  right  includes  freedom  to 
hold  opinions  without  interference  and 
to  seek,  receive  and  impart  informa¬ 
tion  and  ideas  through  any  media  and 
regardless  of  frontiers. 

(To  be  continued ) 
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COMMISSION  ON  WORLD  SERVICE  AND  FINANCE 


•  On  a  Wide  Circuit 

Christian  witness 
in  public  life 

by  W.  W.  Reid 

I  have  sometimes  been  amused  — 
and  perhaps  more  often  disturbed — of 
late  by  the  biennial  proud  announce¬ 
ment  of  most  of  our  larger  denomina¬ 
tions  as  to  the  number  of  their  mem¬ 
bers  elected  to  each  new  U.S.  Congress. 
And  now  we  seem  to  be  having  an 
added  interdenominational  “contest” 
as  to  which  has  furnished  the  largest 
number  of  governors  to  our  fifty  states. 

“The  90th  U.S.  Congress  has  94 
Methodists  (of  both  parties)  in  its  mem¬ 
bership,”  we  read.  “This  is  the  same 
number  as  in  the  session  just  ended. 
Of  the  total,  24  are  in  the  Senate  and 
70  in  the  House.  Methodist  is  still 
ser  second  most  numerous  affiliation. 
Most  numerous  are  Roman  Catholics 
who  number  106 — two  fewer  than  in 
the  89th  Congress.  ...  In  the  states, 
nine  Methodists  are  serving  as  gover¬ 
nors  during  1967 — four  fewer  than 
during  the  past  two  years,  and  the 
smallest  number  since  1961.  .  .  .  There 
are  nine  Roman  Catholic  governors 
in  1967.” 

And  relative  statements  have  been 
seen  from  the  public  relations  offices 
of  the  Presbyterian,  the  Episcopal,  the 
Lutheran,  and  the  United  Church  of 
Christ  families  —  and  probably  there 
are  others  that  have  not  come  to  my 
attention. 

But  my  interest  in — and  sometimes 
discouragement  with  —  these  tabula¬ 
tions  really  lies  in  another  area.  I  wish 
it  could  be  said  that  those  who  confess 
and  speak  most  loudly  their  Christian 
church  devotion  and  connection  - —  any 
denomination — are  those  who  give  the 
best  testimony  for  Christianity  in  their 
public  performances  —  and  votes. 
(Here,  of  course,  I  am  entering  into 
the  realm  of  judgment  of  actions  and 
motives — always  based  upon  one’s  own 
ideas  and  ideals — and  always  danger¬ 
ous,  if  not  even  unscriptural.)  But  I 
fear  I  have  to  say  that  I  am  not  al¬ 
ways  proud  of  the  public  acts  of  quite 
a  few  public  servants  whose  religious 
training  and  declaration  identify  them 
with  the  church  of  which  I  am  a  mem¬ 
ber.  And  how  can  I  avoid  wondering 
how  much  they  are  affected  by  the 
teachings  of  Christ  beyond  those  which 
are  already  endemic  in  the  population? 

Perhaps  I  am  expecting — or  hoping 

for _ too  much.  But  it  seems  reasonable 

to  me  that  one  who  identified  himself 
as  a  Christian  of  any  denomination 
should  not  act  (administer,  legislate,  or 
adjudicate)  in  flagrant  disavowal  of 
the  very  highest  beliefs  and  teachings 
of  his  faith — or  act  from  motives  that 
even  a  non-professing  religionist  would 
blush  to  exercise.  Let  me  hasten  to 
add  that  I  do  find  some  encourage¬ 
ment  when  a  public  official  stands  for 
what  his  faith  and  his  conscience  tell 
him,  and  he  pursues  a  course  that  may 
cost  him  votes  or  even  his  office.  I 
have  known  such  who,  for  their  doing 
of  what  conscience  and  integrity  de¬ 
manded  of  them,  never  got  very  far 
in  public  life.  “I  had  rather  be  right 
than  be  president”  is  one  dramatic  way 
of  expressing  what  I  expect. 

One  thing  we  have  learned  through 
the  United  Nations  is  that  there  are 
sometimes  non-Christians  —  men  and 
women  of  other  religious  affiliations 
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by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 


When  the  giant  tanker  Torrey  Can¬ 
yon  split  on  the  Seven  Stones  Reef  off 
the  top  of  Cornwall,  she  presented 
Britain  with  a  factual  crisis  of  a  kind 
which  has  always  been  potential  in 
this  island. 

Readers  of  this  newspaper,  accus¬ 
tomed  as  they  are  to  the  vast  spaces 
of  America,  must,  in  some  ways  find 
it  difficult  to  realise  just  what  an  im¬ 
pact  the  huge  oil-slick  made  on  this 
country. 

We  are,  after  all,  a  tiny  island,  and 
the  whole  of  the  holiday  industry  in 
the  West  Country  has  been  imperilled 
by  this  disaster.  It  is  one  which  has, 
rightly  assumed  national  proportions. 
There  were  25  million  gallons  of  crude 
oil  aboard  the  vessel,  and  the  fate  of 
holiday  resorts  is  still  in  the  balance, 
because  nobody  wants  to  go  for  a  sea¬ 
side  holiday  in  a  place  where  you  can¬ 
not  get  near  the  sea  because  of  this 
slimy  menace. 

But  there  is  an  element  in  the  sit¬ 
uation  which  is  of  far-reaching  sig¬ 
nificance.  Crisis  this  may  be  for  Corn¬ 


wall,  one  of  the  great  centres  of  beauty 
in  Britain,  but  it  is  the  harbinger  of 
the  crisis  which  is  overtaking  the  en¬ 
tire  world. 

The  heart  of  this  crisis  is  to  be  found 
in  the  science  of  ecology,  a  science 
which  is  only  a  century  old,  but  has 
been  almost  unnoticed  until  compara¬ 
tively  recently.  It  is  the  study  of  plants 
and  animals  in  relation  to  their  en¬ 
vironment. 

This  is  no  back-room  diversion  for 
men  with  a  special  scientific  interest 
only  relative  to  themselves.  It  looks 
as  though  it  is  going  to  be  one  of  the 
major  sciences  in  the  days  to  come. 

The  Torrey  Canyon  is  only  the  mo¬ 
mentary  crisis-maker  in  a  long  and 
complicated  struggle  to  keep  the  bal¬ 
ance  of  nature  right.  In  your  own 
country  there  was  the  Oklahoma  dust- 
bowl,  which  has  been  forever  im¬ 
mortalised  in  the  popular  mind  by 
John  Steinbeck’s  “Grapes  of  Wrath.’ 
That  dreadful  dust-bowl  was  the  in¬ 
evitable  result  of  ignorant  cultivation, 
and  bad  methods  of  agriculture  with 


and  training — who  stand  for  as  high 
or  even  higher  moral,  ethical  and  hu¬ 
manitarian  values  than  do  some  of  the 
professing  Christian  churchmen  whom 
we  elect  to  a  high  place  in  our  so- 
called  Christian  nations.  Can  we  not 
say  they  have  been  touched  by  the 
Holy  Spirit  “let  loose  among  men” 
and  not  found  just  in  the  church?  And 
do  they  not  comprise  a  measure  of 
the  true  church? 

‘’When  (and  however)  the  roll  is 


called  up  yonder,”  I  doubt  the  recorder 
will  ask  one’s  denomination,  or  the 
size  of  his  church,  or  even  how  often 
he  mumbled  prayers  asking  forgiveness 
for  sins  of  commission  and  omission: 
but  there  will  be  some  weighing  of 
how  one  discharged  his  known  duties, 
and  just  and  righteous  dealings  with 
God  and  fellowmen.  That  is  the  test 
of  every  professor  of  any  faith  or  de¬ 
nomination:  his  only  real  witness  to  the 
world. 
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by  Charles  A.  Stuck/Lay  Evangelist 


effects  on  a  vast  and  far-reaching  state. 

In  a  more  contemporary  and  terrible 
way,  the  defoliation  policy  in  Vietnam 
is  likely  to  cause  havoc  in  natural  sur¬ 
roundings  which  may  take  generations 
to  put  right.  The  oil  on  Britain’s 
beaches  is  only  one  aspect  of  man¬ 
made  menace  to  nature  which  will,  in 
turn,  have  its  effect  on  man. 

Insecticides,  detergents,  weed-killers, 
fertilisers — all  these  play  their  part  in 
upsetting  the  balance  of  nature,  and 
the  ecologists  are  going  to  have  to 
work  overtime  to  get  things  right. 

I  am  not  an  obscurantist  who  wants 
to  put  the  clock  back,  and  neither  am 
I  a  food-faddist  who  thinks  that  in  the 
middle  of  the  twentieth  century  we 
can  put  the  clock  back  and  live  in  a 
“folksy”  way. 

But  there  is  a  moral  aspect  to  all 
this.  What  a  man  sows,  he  reaps.  And 
that  is  not  just  a  Biblical  phrase  tacked 
on  to  an  oil  crisis.  It  happens  to  be  a 
law  of  life.  The  motive  for  a  good  deal 
of  technological  advancement  is  entire¬ 
ly  good,  but  it  would  be  a  sorry  com¬ 
mentary  on  our  skill,  if,  in  our  at¬ 
tempts  to  conquer  and  subdue  nature, 
we  only  succeeded  in  committing  sui¬ 
cide  by  the  poisons  we  ourselves  pro¬ 
duce. 

Prophecy  may  not  always  be  ‘  re¬ 
ligious”  and  those  who  look  to  the 
“secular  world”  (whatever  that  means) 
for  new  statements  about  the  will  of 
God,  might  listen  to  what  the  ecologists 
are  telling  us. 

if  if  if 

BERTRAND  RUSSELL 

The  autobiography  of  Bertrand  Rus¬ 
sell  has  at  last  been  published — at 
least  the  story  of  the  first  forty-two 
years  of  this  remarkable  man’s  life. 
Great  mathematician,  considerable 
philosopher,  much-married  love-seek¬ 
er,  yet  strangely  alone  in  what  he  seems 
to  think  is  a  hostile  world.  “I  have 
sought  knowledge”  he  writes  “I  have 
wished  to  understand  the  hearts  of 
men.  I  have  wished  to  know  why  the 
stars  shine.”  But  he  never  entertained 
with  any  seriousness  the  way  of  Christ. 
He  was  brought  up  by  atheists,  and 
he  rejects  the  Christian  faith  in  a  way 
which  seems  to  me,  at  least,  to  be 
preemptory. 

When  I  had  read  the  book,  I  could 
not  help  feeling  that  here  was  a  great 
mind  which  had  missed  the  spiritual 
realities  altogether. 


A  HIGH  MOMENT 


Easter  is  a  holy  day  for  every  Chris¬ 
tian  who  remembers  Jesus’  holy  sacri¬ 
fice.  But  the  recent  Easter  season  was 
especially  meaningful  to  me,  and  for 
my  experience  with  the  readers. 

The  second  International  Prayer 
Fellowship  was  held  March  24-27  at 
the  Upper  Room  in  the  Board  of  Evan¬ 
gelism  Building  at  Nashville,  Tenn.  Be¬ 
cause  of  the  Easter  holidays  a  large 
number  of  overseas  students  were  per¬ 
mitted  to  attend  and  take  part. 

The  first  Prayer  Fellowship  had  been 
held  in  Seoul,  Korea,  under  the  lead¬ 
ership  of  Dr.  Helen  Kim,  president 
emeritus  of  Ehwa  College  in  Seoul. 
She  also  attended  and  took  part  in 
this  one. 

The  statistics  of  the  meeting  were 
astounding.  Representatives  were  there 
from  27  countries  on  every  continent 
on  the  globe.  Native  costumes  of  over¬ 


seas  Christians  added  to  the  interest 
to  make  it  an  extremely  colorful  gather¬ 
ing.  Members  of  twenty-six  different 
Christian  denominations  were  there.  Of 
the  211  who  registered,  50  colleges 
and  universities  were  represented. 

A  number  of  delegates  spoke  of  the 
power  of  prayer  in  their  lives.  An 
Olympic  champion,  a  missionary,  a 
television  commentator,  a  military 
chaplain  and  an  outstanding  surgeon 
were  among  those  who  testified. 

Leadership  of  the  meeting  was  in 
the  experienced  hands  of  Dr.  J.  Man¬ 
ning  Potts,  editor  of  the  Upper  Room, 
world-widely  read  devotional  maga¬ 
zine.  Among  those  whom  Dr.  Potts 
brought  to  the  meeting  were  Dr.  Ker- 
mit  Long,  general  secretary  of  the 
Board  of  Evangelism,  Dr.  Nels  F.  S. 
Ferre,  noted  scholar  and  theologian, 
Dr.  Harry  Denman,  former  secretary 
of  the  Board  of  Evangelism  and  world¬ 
wide  evangelist,  Dr.  Thor  Hall,  profes¬ 


sor  at  Duke  University,  Dr.  Elmer 
Homrighausen  of  Princeton  Theologi¬ 
cal  Seminary  and  Dr.  Helen  Kim. 

But  the  deepest  prayer  experiences 
came  in  the  17  small  groups  that  met 
several  times  to  discuss  their  personal 
experiences,  and  to  explore  the  depths 
of  personal  and  group  prayer.  Every 
group  had  representatives  from  a  num¬ 
ber  of  lands.  The  group  that  I  was 
privileged  to  lead  included  persons 
from  five  nations. 

The  present  unrest  that  besieges  the 
entire  human  race  seems  at  times  to 
become  a  boring  story  when  we  read 
about  it  or  listen  to  stories  about  it 
every  day.  Then,  as  we  heard  the 
first-hand  stories  from  citizens  of  many 
nations,  these  world  problems  that 
once  seemed  so  far  away  suddenly  be¬ 
came  very  real  to  us.  And  we  were 
heartened  by  the  words  of  confidence 
and  courage  that  came  from  Christians 
around  the  world  who  are  receiving 
strength  for  “the  living  of  these  days” 
through  personal  and  group  prayer. 
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and  unquote 


Senator  Philip  A.  Hart  (D.-Mich.) 
sponsoring  a  bill  to  abolish  capital 
punishment  for  federal  crimes:  “The 
death  penalty  is  a  symbol  of  a  dying 
order  of  vengeance.” 

U  99 

The  Rev.  Robert  L.  Gannon,  Jesuit 
priest  who  was  formerly  president  of 
Fordham  Univ.,  speaking  to  a  Mason¬ 
ic  breakfast  in  New  York:  “I  wish  that 
good  Pope  John  could  see  me  now  — 
a  poor,  poor,  defenseless  Jesuit  taking 
his  life  in  his  hands  before  thousands 
of  free  and  accepted  Masons.  He  would 
have  loved  it.  This  is  the  way  he  want¬ 
ed  things  to  happen.” 


Gov.  Ronald  Reagan  of  California, 
commenting  on  Robert  F.  Kennedy: 
“I  think  it  is  no  secret  that  the  gentle¬ 
man  from  Massachusetts  who  repre¬ 
sents  New  York  in  the  Senate  and 
makes  his  home  in  Virginia  is  running 
hard.” 


Senator  Charles  Percy  of  Illinois: 
“Let  us  for  once  dispense  with  both 
the  shrill  cries  of  self-righteous  nation¬ 
alism  and  the  wishful  dream  of  peace 
at  almost  any  price  and  develop  new 
policies  for  easing  international  ten¬ 
sions.” 

((  99 

Dr.  Martin  Luther  King,  contend¬ 
ing  that  the  escalation  of  the  war  in 
Vietnam  has  been  responsible  for  the 
slackening  of  the  war  on  poverty:  “The 
promises  of  the  Great  Society  have 
been  shot  down  on  the  battlefield  in 
Vietnam.” 

((  99 

Archbishop  .  Celestine  J.  Damiano, 
urging  Catholic  educators  to  stop  re¬ 
ferring  to  Catholic  schools  as  “our 
schools”  and  public  schools  as  “theirs”: 
“In  a  pluralistic  society,  both  systems 
should  bespeak  the  partnership  and 
concentrate  on  quality  education  for 
every  child,  regardless  of  the  school 
he  attends  because  of  the  national  in¬ 
terest.” 


((  99 

Leaders  of  the  Russian  Baptist 
Church,  observing  the  100th  anniver¬ 
sary  of  their  church  in  that  country: 
“We  do  not  see  another  way  to  mark 
the  anniversary  than  to  call  on  all  the 
Christians  of  the  world  to  unite  all 
their  Christian  efforts  to  establish  on 
earth  a  durable  peace  and  justice  for 
all  people  and  each  individual.” 


BUFFALO,  N.  Y.—  The  presidents  of  the  Methodi  si  Council  of  Bishops-- 
future,  present  and  past--were  congratulated  here  by  Bishop  Roy  H. 
Short  (left)  of  Louisville,  Ky.,  who  is  the  council’s  secretary  this  qua- 
drennium.  With  him  from  left  are  Bishop  EugeneM.  Frank  of  St.  Louis, 
Mo.(  president-designate,  to  serve  in  1968-69;  Bishop  Donald  H.  Tip¬ 
pett  of  San  Francisco,  current  president,  and  Bishop  Richard  C.  Raines 
of  Indianapolis,  Ind.,  who  relinquished  the  office  here  March  30.  (Ml 


Bishops  take  long  look 
at  Methodist  ecumenical  relations 


BUFFALO,  N.Y.— The  future  of 
The  Methodist  Church  in  ecumenical 
relationships  occupied  a  large  segment 
of  the  denomination’s  Council  of  Bish¬ 
ops  meeting  here  March  27-30. 

Major  items  on  the  agenda,  both 
in  the  time  allotted  and  in  the  atten¬ 
tion  given,  were  work  with  the  Evan¬ 
gelical  United  Brethren,  activity  in  the 
ten-church  Consultation  on  Church 
Union  and  the  Commission  on  Struc¬ 
ture  of  Methodism  Overseas 
(COSMOS).  Most  of  the  time  was 
spent  in  sharing  of  information  and  an¬ 
swering  questions  concerning  these, 
without  specific  group  actions  resulting. 

The  opening  session  was  a  joint 
meeting  with  the  EUB  Board  of  Bish¬ 
ops,  and  reports  were  shared  from  both 
groups  as  to  understanding  of  General 
Conference  votes  on  union,  the  forth¬ 
coming  votes  in  annual  conferences, 
the  merger  of  boards  and  what  can 
be  done  at  the  local  level. 

Chairmen  of  the  churches’  Joint 
Commission  on  Union  expressed  full 
confidence  that  “union  is  assured.” 
EUB  Bishop  Reuben  H.  Mueller  of 
Indianapolis  pointed  out  that  ten  per 
cent  of  EUB  charges  already  are  as¬ 
sociated  with  Methodism  in  one  of 
several  ways — in  yoking  of  congrega¬ 
tions,  shared  pastorates,  mutual  action, 
etc. 

Most  of  one  day  was  spent  in  hear¬ 
ing  about  the  Consultation  and  Meth¬ 
odist  points  of  view  concerning  this 
movement.  Bishop  Richard  C.  Raines 
of  Indianapolis,  president  of  the  coun¬ 
cil,  said  the  discussion  indicated  the 
bishops’  “unquestioned  intention  of  go¬ 
ing  ahead  with  the  negotiations.”  The 
viewpoints,  he  reported,  were  that  the 
unity  movement  is  under  way  and 
“Methodism  must  be  a  cooperating 
part,”  Methodists  needs  to  “ask  our¬ 
selves  what  contributions  the  other  de¬ 
nominational  groups  will  contribute  to 


us”  and  to  the  whole,  and  concern 
that  the  “distinctive  elements  of  Meth¬ 
odism  that  should  go  into  union  should 
be  stated  now  rather  than  later.” 

These  elements  include  the  epis¬ 
copacy,  the  ministerial  appointment 
system  —  “essential  in  this  day  of 
scarcity  of  ministers,  for  the  wise  use 
of  ministers” — ,  the  connectional  sys¬ 
tem  able  to  mobilize  church  members 
to  meet  a  great  need  through  its  “lines 
of  communication  and  commitment.” 
The  Methodist  emphasis  on  practical¬ 
ity  also  was  noted,  since  “we  are  not 
ashamed  of  our  activism.”  Along  with 
this  is  the  emphasis  on  the  “call  to 
holiness  and  perfection,  which  Meth¬ 
odism  is  not  ready  to  abandon.” 

For  their  first  visit  to  their  region, 
the  bishops  found  themselves  wel¬ 
comed  not  only  by  fellow  Methodists 
but  also  by  leaders  of  Roman  Catholic 
and  Jewish  and  of  other  Protestant 
groups,  as  well  as  by  the  city  officially. 
And  they  added  to  their  own  interna¬ 
tionality  by  leaving  the  United  States 
for  a  few  hours’  visit  to  Canada,  to 
view  Niagara  Falls. 

A  highlight  of  the  week  was  a  pro¬ 
gram  in  Kleinhans  Music  Hall  attend¬ 
ed  by  nearly  3,000  Methodists  and 
Evangelical  United  Brethren  from 
Western,  Northern  and  Central  New 
York  and  Erie  Conferences  of  the  two 
churches,  to  honor  the  visitors. 

As  the  principal  speaker.  Bishop 
Richard  C.  Raines  of  Indianapolis, 
completing  his  term  as  president  of  the 
council,  called  for  the  church  to  “be 
ready  to  obey  Christ’s  call  to  change,” 
since  much  of  the  world’s  current  un¬ 


rest  and  revolution  have  been  stimu¬ 
lated  by  Christianity. 

The  council’s  proposal  of  last  No¬ 
vember  for  a  world  consultation  of 
religious  leaders  to  help  end  hostilities 
in  Vietnam  gained  another  step  here. 
It  was  agreed  that  two  of  the  bishops 
— John  Wesley  Lord  of  Washington, 
D.  C.,  and  James  K.  Mathews — attend 
a  preparatory  conference  next  Sept. 
11-25  in  Asia  for  a  proposed  World 
Interreligious  Symposium  on  Peace. 
The  bishops  had  urged  that  such  a 
consultation  could  “assess  our  common 
obligations  to  all  humanity  in  their 
crucial  hour  and  deliberate  on  what 
initiatives  people  of  all  religious  per¬ 
suasions  might  undertake  in  order  to 
avert  disaster.” 

The  council  also  agreed  to  seek  a 
special  fund  of  $25,000  to  provide 
added  religious  literature  and  other  ser¬ 
vices  to  servicemen  through  the  chap¬ 
lains,  particularly  in  Vietnam,  to  sup¬ 
plement  the  regular  Commission  on 
Chaplains  budget.  The  Commission  on 
Camp  Activities  agreed  to  contribute 
$10,000,  since  its  ministry  is  to  service¬ 
men  through  local  churches  in  the  U.S. 
How  the  fund  will  be  raised  was  not 
determined  in  detail. 

The  council  approved  unanimously 
the  “resolution  for  the  elimination  of 
racial  structure”  in  The  Methodist 
Church  that  was  adopted  by  the  1966 
General  Conference.  This  was  the  first 
vote  on  the  resolution  by  any  of  the 
bodies  to  which  it  was  recommended 
—  jurisdictional  conferences,  annual 
conferences  and  the  bishops. 


Each  jurisdictional  college  of  bish¬ 
ops  also  has  approved  the  resolution, 
in  which  each  group  pledges  its  “best 
efforts  to  eliminate  as  soon  as  possible 
all  forms  of  racial  structure  from  the 
organization”  of  the  church  and  their 
“determination  to  do  everything  pos¬ 
sible”  to  bring  this  about  by  mid- 
1972. 

Bishop  Donald  H.  Tippett  of  San 
Francisco  on  March  30  became  pres¬ 
ident  of  the  Methodist  Council  of  Bish¬ 
ops,  as  the  council’s  semi-annual  meet¬ 
ing  closed  here.  Bishop  Eugene  M. 
Frank  of  St.  Louis  was  elected  presi¬ 
dent-designate,  to  take  office  a  year 
from  now. 

Tippett  suceeds  Bishop  Richard  C. 
Raines  of  Indianapolis.  Bishop  Roy  H. 
Short  of  Louisville,  Ky.  will  continue 
as  secretary.  Elected  to  the  executive 
Committee  were  Bishops  John  Wesley 
Lord  of  Washington,  D.  C.,  and  James 
S.  Thomas  of  Des  Moines,  Iowa. 

For  the  annual  memorial  service, 
the  bishops  visited  Trinity  EUB 
Church  on  Grand  Island,  near  Buf¬ 
falo,  a  new  building  with  unusual  arch¬ 
itecture  and  arrangement.  The  service 
was  conducted  by"  Bishop  Raines  for 
the  late  Bishops  M.  L.  Harris  and 
Ivan  Lee  Holt,  and  for  Mrs.  James 
C.  Baker,  Mrs.  Clair  Purcell  and  Mrs. 
Thomas  Nicholson,  wives  or  widows  of 
retired  bishops. 

t 


Men  do  not  reject  the  Bible  because 
it  contradicts  itself  but  because  it  con¬ 
tradicts  them. — Honey 

t 

Senator  George  S.  McGovern  of 
South  Dakota:  “We  have  neither  the 
mission  nor  the  capacity  to  play  God 
in  Asia  by  a  unilateral  United  States 
police  operation.” 
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At  left  is  pi ctured 
a  plaque  presented 
to  Mrs.  Wall, 

Carrollton  Methodist 
Church,  honoring 
the  memory  of 
her  late  husband, 
the  Rev.  H.  P.  Wall. 
Rev.  Wall  was  a 
long-time  teacher 
of  the  Men's 
Bible  Class. 

In  the  last 

Louisiana  Methodist 
subscription  campaign, 
the  Men’s  Class 
subscribed  100% 
in  memory  of 
this  outstanding 
Chri  sti  an  teacher 
and  friend, 
who  died  early 
during  this 
conference  year. 


Spring  district  meetings 


SHREVEPORT  DISTRICT 

Ove  200  women  were  on  hand  at 
Lakeview  Methodist  Church,  located 
on  Cross  Lake  in  Shreveport  on  March 
30  for  the  twenty-seventh  Annual 
Meeting  of  the  Shreveport  District 
Woman’s  Society  of  Christian  Service. 

The  Rev.  and  Mrs.  Carlos  Welsh, 
teachers  at  Leonard  Theological  Col¬ 
lege,  Jabalpur,  India  were  special 
guests.  Each  spoke  to  the  group  and 
then  shared  in  a  question  and  answer 
session.  The  Welches  are  now  on  a 
one  year  leave  from  their  mission  and 
will  be  returning  to  India  in  June. 

All  district  officers  were  involved  in 
the  presentation  of  The  District  Re¬ 
port — a  telling  of  what  has  been  done 
in  the  district  the  past  year — with  the 
use  of  charm  chain;  each  placing  a 
charm  of  some  significance  to  the  work 
of  her  area  on  the  large  chain. 

Others  participating  in  the  program 
were  Mrs.  Dale  Brobst,  Sr.,  president 
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Leaders  at  the  Ruston  District  meeting  are  pictured 
W.  Dameron,  Mrs.  J.  J.  Caraway,  Mrs.  J.  T.  Spencer  with 
Mrs.  Monroe  McClung  with  Mrs.  Wideman  Watson. 


From  left:  Mrs.  G. 
Mrs.  Henry  Galloway, 


RUSTON  DISTRICT 

The  Twenty-Seventh  Annual  Meet¬ 
ing  of  the  Ruston  District  Woman’s 
Society  of  Christian  Service  was  held 
Wednesday,  March  29,  in  Lakeview 
Methodist  Church  at  Minden. 

Mrs.  James  T.  Spencer  of  Farmer- 
ville  presided  in  the  absence  of  both 
president  and  vice  president  due  to 
famil  yillnesses.  The  program  under 
the  planning  of  Mrs.  Wideman  Wat¬ 
son  of  Homer  as  chairman  and  her 
committee,  featured  the  theme  “Total 
Mission  To  A  Total  World.” 

Reports  were  given  by  Mrs.  Spencer 
as  treasurer,  Mrs.  Watson  on  Nomina¬ 
tions,  Mrs.  J.  D.  Cardwell  of  Simms- 
boro  on  Zoning  changes,  and  Mrs.  L. 
C.  Aycock  of  Ruston  on  Standing 
Rules. 

Other  features  of  the  meeting  in¬ 
cluded  a  meditation  by  Mrs.  J.  J. 
Caraway  of  Homer,  a  Moment  for 
Memories  by  Mrs.  R.  J.  McGehee  of 
Downsville,  installation  of  new  officers 
by  Mrs.  Aycock,  and  the  main  speaker 
for  the  day,  Mrs.  G.  W.  Dameron  of 
Pineville,  who  used  as  her  topic  “Chris¬ 
tian  Unity — Purpose  and  Promise.” 

Mrs.  Monroe  McClung  Jr.,  is  pres¬ 
ident  of  the  hostess  Society  and  Rev. 
W.  W.  Lynch  Jr.  is  the  pastor, 
t 


The  Rev.  and  Mrs.  Carlos  Welch, 
teachers  in  Leonard  Theological  Col¬ 
lege,  Jabalpur,  India,  were  speakers 
during  the  Shreveport  District  meeting 
of  the  Woman’s  Society. 

of  the  Lakeview  Woman’s  Society; 
Mrs.  Harold  Moss,  Mrs.  J.  E.  Carlisle, 
Miss  Hazel  Daniels,  Mrs.  William 
Fraser,  Rev.  James  L.  Beasley,  host 
pastor.  The  Rev.  George  F.  Pearce, 
Jr.,  District  Superintendent  installed 
the  new  officers. 

New  officers  elected  were:  vice  pres¬ 
ident — Mrs.  Jack  E.  Carlisle,  Shreve¬ 
port;  recording  secretary — Mrs.  Rob¬ 
ert  Hill,  Bossier  City;  treasurer — Mrs. 
Jack  Bussie,  Shreveport;  secretary 
membership  cultivation  —  Mrs.  Clyde 
Lusk,  Plain  Dealing;  secretary  mission¬ 
ary  education — Mrs.  Tommy  Leonard, 
Bossier  City;  secretary  missionary  per¬ 
sonnel — Mrs.  Leon  Sanders,  Jr.,  Plain 
Dealing;  leader  Zone  2 — Mrs.  Glen 
Phares,  Many;  and  leader  Zone  3  — 
Mrs.  T.  D.  Wallace,  Shreveport;  com¬ 
mittee  on  nominations — Mrs.  Stanley 
Burgess,  Shreveport  and  Mrs.  J.  R. 
Kavanaugh,  Belcher. 

Mrs.  Thomas  E.  Kirkpatrick,  pres¬ 
ident,  presided  at  the  meeting. 


Ruston  District  installation 


Lakeview  Church  in  Minden  re¬ 
cently  formed  an  altar  guild  under  the 
leadership  of  Mrs.  John  Mclnnis,  na¬ 
tionally  known  flower  judge.  She  is 
pictured  with  Mrs.  Phillip  Holley. 


An  altar  arrangement  is  pictured 


PONCHATOULA  FIRST  CHURCH 
Methodist  Men  are  sponsoring  a  chick¬ 
en  barbecue  to  be  held  April  22  for 
$1.25  per  plate.  The  Rev.  Jack  Wine- 
geart  is  the  pastor. 


Ladies  of  the  Vivian  and  Rodessa  Woman  s  Societies  en|oyed  a  luncheon 
together  in  the  Vivian  Church.  At  right:  Mrs.  L  B.  Smith,  left,  delegate,  and 
Mrs.  M.  H.  Kibler,  Vivian  president,  reported  on  the  Conference  annual  meeting 

held  in  Lake  Charles  in  March. 
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CHRISTIAN  SOCIAL  RELATIONS 

Dear  Friends: 

As  I  visit  with  you  this  lovely  spring  day  my  mind  and  thoughts  are 
busy.  This  is  a  busy,  stimulating  and  growing  time  of  the  year  for  us  as 
members  of  the  Woman’s  Society  of  Christian  Service.  Those  of  us  privileged 
to  have  attended  the  Annual  Meeting  in  Lake  Charles,  will  never  forget  the 
information  shared  in  our  Dialogue  Group.  And  I  am  sure  we  have  a  new 
understanding  of  Mission  since  Mr.  and  Mrs.  Pliemann  and  Reverend  and 
Mrs.  Welsh  carried  us  to  Africa  and  Indian  in  sharing  their  work  with  us. 

I  am  preparing  to  go  to  Baton  Rouge  for  the  HUB  Workshop  on  World 
Understanding  with  the  focus  on  Africa.  I  feel  that  this  will  be  a  most 
worthwhile  meeting  and  when  the  Spin-Off  Workshops  are  held  please  make 
an  effort  to  attend. 

My  thoughts  are  busy  trying  to  bring  order  to  a  plan  for  officers  training 
to  be  held  in  Pineville,  April  18.  Since  the  information  and  help  given  during 
this  training  will  be  brought  back  from  Pinevlle  and  share  with  you  in  Zone 
Meetings  and  local  officers  training  we,  who  have  conference  responsibility, 
feel  the  responsibility  and  want  to  give  to  the  district  officers  the  most  help 
we  can. 

I  hope  you  are  planning  to  attend  the  School  of  Christian  Mission, 
July  17-21,  Centenary  College,  Shreveport.  The  plans  sound  exciting.  As  you 
know  one  of  the  emphases  is  on  leadership  development.  As  we  work  in  our 
local  society  this  emphasis  will  help  us  to  be  more  effective  workers. 

May  I  remind  you  to  please  start  planning  and  working  on  a  program 
of  Christian  Social  Relations  in  your  local  society.  This  could  be  in  the  area 
of  voting,  citizenship  responsibility  (such  as  serving  on  jury,  observing  a  day- 
in-court),  mental  health,  working  with  senior  citizens,  shut-ins,  it  may  be  there 
is  a  local  emphasis  that  you  feel  is  important  to  the  welfare  of  your  members 
to  get  facts  before  your  members.  There  are  so  many  areas  of  Christian  So¬ 
cial  Relations  in  your  local  society  please  start  working  on  an  effective  pro¬ 
gram.  If  you  feel  that  you  need  some  help  in  getting  a  program  started,  please 
contact  either  your  district  secretary  of  Christian  Social  Relations  or  myself 
and  we  will  be  glad  to  help  you. 

Do  not  forget  that  any  witness  you  make  in  your  relationship  to  others 
is  Christian  Social  Relations.  Lets  strive  to  make  it  the  kind  of  witness  it 
should  be. 

Lovingly,  Mrs.  Wiley  B.  Gardner, 

Conf.  Sec.  Christian  Social  Relations 


CHURCH  WOMEN  UNITED 

Church  Women  United  held  their 
annual  meeting,  March  29,  30,  31  in 
New  Orleans.  The  theme  of  this  as¬ 
sembly  was:  “Laity  In  Mission — Chris¬ 
tian  Community  Action.” 

The  Rev.  Spencer  Wren  explored 
the  possibilities  for  Christian  Commu¬ 
nity  Action  and  pointed  out  how  we 
may  serve  the  community  as  Chris¬ 
tians.  This  address  was  followed  by 
Rev.  Paul  Wilson,  executive  secretary 


Mrs.  M.  L.  DeFreese  of  Monroe 
was  elected  president  of  Church  Women 
United  in  Louisiana  at  the  recent  meet¬ 
ing  held  in  New  Orleans.  Mrs.  De- 
Freese  is  a  member  of  McGuire  Metho¬ 
dist  Church  in  West  Monroe. 


NEWS  AND  NOTES 


LAKE  CHARLES  DISTRICT  laymen 
recently  purchased  a  bus  to  be  used 
by  churches  of  the  district  for  tours, 
camping  trips,  revivals,  etc.  Labeled 
“The  Methodist,”  it  is  under  the  juris¬ 
diction  of  Hubert  Blanchard  or  Earl 
Koonce  of  Sulphur,  or  Bob  Hart  of 
Westlake.  D.  Allan  Collette,  Jr.  is  dis¬ 
trict  lay  leader.  Dr.  R.  Leonard  Cooke 
is  district  superintendent. 

THE  LEESVILLE  CHURCH  has  be¬ 
gun  the  8-session  movie-course  “The¬ 
ology  for  the  Layman”  filmed  at  Em¬ 
ory  University,  Atlanta,  of  the  lectures 
by  Dr.  T.  H.  Runyon.  The  Rev.  James 
E.  Christie  is  the  Leesville  pastor. 

DR.  JACK  WILKES,  president  of 
Centenary  College,  was  guest  minis¬ 
ter  for  pre-Easter  services  in  the  Ray- 
ville  Methodist  Church.  The  Rev.  Al¬ 
ton  A.  McKnight  is  pastor. 

WORKSHOPS  FOR  CHILDREN'S 
Workers  were  held  in  the  Monroe  Dis¬ 
trict  April  11,  12,  and  13,  at  Gilbert, 
Bastrop  First  Church,  and  Memorial 
Church  in  Monroe.  Mrs.  H.  B.  Cram¬ 
mer  is  leader,  assisted  by  Mrs.  L.  A. 
Hunnicutt,  Mrs.  G.  E.  Boggs,  and  Mrs. 
Kay  Nash,  all  of  Monroe,  Mrs.  Bev¬ 
erly  Yancy  of  Rayville,  and  Mrs.  Ken¬ 
neth  of  Boeuf  Prairie. 


A  TOUR  OF  METHODIST  points 
of  interest  in  the  Shreveport  area  was 
made  by  members  of  the  Alexandria 
First  Church  Woman’s  Society  on  April 
11. 


In  New  Orleans  District  a  joint  meeting  of  the  executive  committees  of  the 
Woman’s  Society  and  Wesleyan  Service  Guild  was  held  at  First  Church.  Mrs. 
W.  Lester  Beard,  district  secretary  of  the  Wesleyan  Service  Guild  is  pictured 
at  right.  Mrs.  V.  W.  Cothren,  center,  is  president  of  the  district  Woman’s  So¬ 
ciety.  Mrs.  Edgar  Cayard,  left,  is  recording  secretary.  The  Rev.  Clyde  Clark, 
pastor,  led  the  opening  worship. 


Houma  First  Church  Woman's  Society  honored  12  new  members  some  of 
whom  are  picutred  above.  Mrs.  George  Augustat,  left,  is  membership  chairman. 
Hostesses  for  the  Houma  new  member  luncheon  are  pictured. 


of  the  Migrant  Ministry  Inc.  in  Lou¬ 
isiana.  He  invited  the  churches  to  share 
in  this  work  by  contributing  money, 
trading  stamps,  health  kits  and  sewing 
kits,  toys  and  clothing.  He  stated  that 
as  many  as  4,000  people  are  served 
each  year  by  the  Migrant  Ministry. 

Thursday  at  the  lunch  hour  inter¬ 
est  groups  spoke  on  interfaith  action, 
WICS,  local  project,  prison  rehabili¬ 
tation,  and  the  annual  Festival  of  Faith 
featuring  the  cultural  arts,  observed 
yearly  by  the  New  Orleans  churches. 

The  Rev  Sam  Allen  explained  the 
progress  and  status  of  the  Louisiana 
Council  of  Churches  and  how  this 
group  plans  to  involve  denominations 
in  Christian  Community  action.  He 
asked  the  cooperation  of  the  Church 
Women  United  in  meeting  community 
needs. 

A  panel  of  American  Women  ex¬ 
plored  the  extent  of  discrimination  met 
as  they  work  and  participate  in  com¬ 
munity  action. 

A  name  change  and  a  structural 
change  was  made  as  the  assembly 
adopted  new  bylaws.  “Henceforth  we 
are  called  Church  Women  United,” 
stated  Mrs.  J.  E.  Manis,  after  the 
adoption  of  the  new  bylaws.  Mrs.  Man¬ 
is  was  chairman  of  the  bylaws  revision 
committee. 

Mrs.  J.  Barnwell  Phelps,  nominat¬ 
ing  comimttee  chairman  presented  the 
following  nominees  for  a  three  year 
term: 

President,  Mrs.  M.  L.  DeFreese, 
West  Monroe;  First  Vice-Pres.,  Mrs. 
J.  R.  Sheppard,  Alexandria;  Second 
Vice-Pres.,  Mrs.  G.  W.  Dameron,  Pine¬ 
ville;  Secretary,  Mrs.  Geo.  Varino, 
Monroe;  Treasurer,  Mrs.  H.  P.  Her¬ 
man,  New  Orleans;  and  chairmen  of 
the  following  committees:  State  Assem¬ 
bly  Meeting,  Mrs.  Geo.  W.  Pomeroy, 
Lake  Charles;  Legislative  Affairs,  Mrs. 
V.  N.  Thornton,  Shreveport;  Commu¬ 
nications,  Mrs.  J.  B.  Mouton,  Sulphur; 
Program  Concerns,  Mrs.  W.  T.  Green, 
News  Orleans;  Finance,  Mrs.  G.  E.  Mc- 
Caskey,  New  Orleans;  Historian,  Mrs. 
Don  Wineinger,  West  Monroe,  Nom¬ 
inating  Committee,  Chairman,  Mrs.  E. 
N.  Jackson,  Monroe, 

The  Rev.  Ralph  Beets,  conducted 
the  installation  ceremony,  and  at  the 
conclusion  administered  Communion 
to  the  assembly.  This  meeting  was  held 
at  the  new  Salvation  Army  Citadel. 


“WHAT  IS  MAN?”  an  original  dra¬ 
ma  by  Professor  Ruth  Joy  Alexander 
of  the  Cententary  College  Speech  De¬ 
partment,  was  presented  by  five  drama 
students  from  Centenary  in  First 
Church,  Minden,  April  12.  This  was 
the  program  for  the  church  night  sup¬ 
per  in  Minden,  where  the  Rev.  Ed¬ 
ward  R.  Thomas  is  pastor. 
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Today’s  soldier  --- 

no  sad  sack! 

by  Thomas  A.  Harris 
Chaplain  (Lt.  Col.),  United  States  Army 


“I  didn’t  raise  my  boy  to  be  a 
soldier,”  went  the  old  lament,  followed 
by  the  macabre  note:  “I’d  rather  see 
him  dead.”  Probably  no  one  ever 
meant  the  statement  literally,  but  it 
did  express  very  clearly  one  emotional 
viewpoint.  To  many  people  in  the  past, 
military  service  seemed  to  be  a  vaca¬ 
tion  from  worthwhile  activity.  To  some 
it  even  meant  the  road  down  to  moral 
degradation.  Parents  often  felt  that 
when  their  son  became  a  soldier  it 
meant  his  finer  sensibilities  would  be 
blunted.  Didn’t  all  soldiers  swear  and 
get  drunk  and  brawl?  Many  people  felt 
that  the  toughest,  most  callous  indi¬ 
vidual  made  the  best  soldier. 

Today  this  ancient  stereotype  of  the 
“soldier”  contains  more  fantasy  than 
fact.  May  I  say  this  emphatically  to 
all  parents:  The  young  person  entering 
any  one  of  the  military  services  in  the 
United  States  finds  that  his  command¬ 
ers  expect  him  to  be  a  morally  re¬ 
sponsible  member  of  his  organization. 
If  he  does  not  respond  positively  to 
this  requirement,  he  is  more  likely  to 
be  punished  than  rewarded. 

Life  within  the  military  today  re¬ 
quires  individuals  who  can  be  relied 
upon  to  live  and  work  together  as 
stable  and  reliable  persons.  The  mili¬ 
tary  in  America  is  not  a  way  to  itself 
cut  off  from  the  best  in  civilian  so¬ 
ciety.  And  as  in  the  civilian  world,  so 
in  the  military — a  team  approach  to 
life  is  required.  No  team  is  better  than 
its  individual  members.  If  a  team  is  to 
act  effectively,  it  must  be  able  to  rely 
on  the  responsible  interaction  of  all 
concerned.  If  a  man  is  erratic  and  un¬ 
reliable,  he  is  simply  in  the  way. 

Today’s  military  services  must  have 
men  and  women  of  high  moral  char¬ 
acter.  They  must  have  people  who  care 
about  others  and  who  can  work  with¬ 
out  constant  supervision.  They  need 
integrity  more  than  they  need  genius. 
This  is  certainly  true  of  a  modem 
army  with  its  sophisticated  weaponry 
and  with  its  many  widely  dispersed, 
small  units. 

Perhaps  this  emotional  carry-over 
from  the  past  when  military  people 
were  regarded  as  semi-delinquents  still 
colors  the  feelings  parents  and  draftees 
express  about  military  life.  On  the 
other  hand,  let’s  not  forget  the  kind  of 
civilian  culture  our  draftees  come  from. 

In  our  culture  all  too  often  a  man 
is  one  who  can  curse  and  fight  and 
lie  and  cheat  and  always  come  out  on 
top.  He  is  self-centered  and  aggressive 
and  not  marked  by  strong  loyalties.  To 
piece  together  a  clear  picture  of  how 
we  see  a  real  man  today,  it  would  be 
a  useful  exercise  to  study  the  adver¬ 
tisements  in  magazines,  newspapers, 
and  other  mass  media.  Here  you  will 
see  an  individual  wants  to  be  liked. 


SO.  VIETNAM -With 
sandbags  as  church  pews, 
American  soldiers 
attend  an  Easter  service 
at  the  U.  S. 

Infantry  Di  vi  sion 
outpost  at  Dong  Tam, 
South  Vietnam. 

Conducting  the  service 
i  s  Chaplain  (Capt.) 

James  D.  Bruten. 

The  Protestant 
mini  ster,  comes 
from  Salina,  Kan. 

(RNS  Photo) 


because  he  dresses  properly  and  uses 
the  right  deodorant.  He  believes  that 
friends  are  won  by  flashy  cars  and 
well-stocked  bar.  He  apparently  puts 
little  value  on  ideas  and  ideals  and 
the  importance  of  being  willing  to 
stand  up  and  be  counted. 

In  a  world  that  actually  requires 
cooperation  and  understanding,  we 
seem  to  still  hold  emotionally  to  the 
view  that  successful  men  are  self-cen¬ 
tered  and  irresponsibly  aggressive.  For 
women,  and  they  are  well  represented 
in  the  military  today,  the  picture  of 
what  constitutes  true  femininity  is  often 
just  as  distorted.  Again,  turning  to  ad¬ 
vertisements  for  our  picture,  we  find 
that  the  young  girl  in  America  can 
quickly  learn  from  women’s  magazines 
and  from  the  general  tone  of  the  mes¬ 
sage  of  mas  media  that  happy,  pleas¬ 
ant,  joyful  life  for  a  woman  is  one 
made  up  of  sexual  conquests  and  super¬ 
ficial  excitement,  marked  by  an  endur¬ 
ing  but  brainless  youthfulness.  In  other 
words,  to  be  successful  as  a  man  or 
a  woman  seems  to  some  to  mean  that 
it  is  necessary  to  stay  both  youthful 
in  appearance  and  childish  in  our  ways 
of  relating  to  others. 

Whether  man  or  woman,  a  young 
person  growing  up  in  America  has  very 
few  good  clues  about  what  maturity  at 
its  best  means.  Just  to  grow  up  is  dif¬ 
ficult  enough,  for  it  involves  experi¬ 
menting  with  many  different  roles 
while  searching  for  one  to  settle  down 
with.  Young  people  make  many  false 
starts.  Sometimes  their  roles  are  taken 
from  what  the  gang  upholds  as  right 
and  proper.  Sometimes  the  clue  comes 
from  parents  or  other  adults  who  may 
or  may  not  be  emotionally  mature 
themselves.  During  the  teens  and  early 
twenties,  a  person  has  as  his  main  job 
the  task  of  growing  up.  To  accomplish 
this,  it  is  apparently  necessary  that  a 
break  be  made  from  absolute  depend¬ 
ence  on  parents,  toward  the  ability  to 


stand  alone.  Young  people  often  over¬ 
correct  this  situation  with  a  dramatic 
rebellion.  If  their  earlier  environment 
gave  them  worthwhile  values,  they  tend 
to  renounce  them  in  this  process.  If 
they  had  none  to  renounce,  the  rebel¬ 
lion  is  even  more  catastrophic.  To 
move  toward  self-hood  through  a  sea 
of  confusion  is  to  sail  erratically  into 
an  ocean  of  boundless  chaos. 

The  largest  percentage  of  people  en¬ 
tering  the  military  are  either  in  the 
middle  of  this  group  or  on  the  fringe 
of  it.  They  are  individuals  struggling 
toward  identity.  Even  if  the  person 
has  had  a  healthy  home  environment, 
he  may  be  going  through  the  period 
during  which  rebellion  is  normal.  Such 
a  rebellion  could  lead  him  to  irrespon¬ 
sibility  and  immorality  whether  he  was 
in  the  military  or  not.  If  his  early 
environment  has  been  unhealthy,  he  is 
even  more  a  problem. 

In  actual  fact,  the  military  could  not 
exist  as  an  effective  partner  in  our 
society  if  it  was  made  up  of  self- 
centered,  shallow,  and  unstable  per¬ 
sons.  Thus,  the  military  must  try  to 
provide  such  a  healthy  environment 
that  individuals  are  assisted  in  their 
struggle  toward  maturity.  Individuals 
must  be  aided  in  developing  an  inner 
discipline  not  requiring  constant  super¬ 
vision,  for  those  who  require  constant 
and  detailed  oversight  are  of  little  value 
to  any  of  the  military  services. 

If  lonely  outposts  are  to  be  manned 
effectively,  they  must  be  manned  by 
those  who  can  be  trusted  alone.  If 
the  terribly  destructive  weapons  we 
now  have  must  be  kept  poised  and  at 
the  ready,  then  their  crews  must  be 
made  up  of  men  who  are  patient  and 
loyal  and  who  can  and  will  make  ra¬ 
tional  decisions  under  pressure. 

As  the  military  has  become  a  pro¬ 
jection  of  America  in  the  world  scene, 
so  her  image  has  come  to  depend  on 
the  individuals  who  serve  her  every¬ 


where  in  the  world.  Those  individuals, 
most  of  whom  are  in  the  military,  must 
be  attuned  to  the  feelings  of  others 
and  must  be  able  to  think  in  terms 
of  the  rights  of  others.  This  requires 
a  well-disciplined  individual  with  high 
ideals.  The  need  of  the  military  is 
clearly  for  physically  and  mentally 
healthy  people. 

The  military  does  indeed  strive  to 
provide  an  environment  for  its  people 
wherein  they  can  learn  moral  and  eth¬ 
ical  values  and  make  them  a  part  of 
their  way  of  life.  In  the  Army  (for 
which  1  can  speak  from  experience) 
there  is  a  program  built  into  the  struc¬ 
ture  of  command  to  assist  in  ac¬ 
complishing  this  purpose  of  encourag¬ 
ing  its  people  toward  the  development 
of  the  highest  in  ideals  and  attitudes. 
It  is  called  the  "Character  Guidance 
Program,”  and  it  is  “devised  to  assist 
the  commander  in  promoting  healthy 
mental,  moral,  and  social  attitudes  in 
the  personnel  under  his  command.” 
(Army  Regulation  600-30).  Obviously, 
this  is  far  more  than  a  program  pro¬ 
viding  for  monthly  instruction  in  basic 
morality.  It  involves  the  total  leader¬ 
ship  of  the  military  community,  com¬ 
missioned  and  non-commissioned,  and 
includes  the  entire  life  of  the  military 
community.  The  aim  of  the  program 
is  to  provide  opportunities  for  men 
and  women  to  develop  as  persons  of 
integrity  who  can  be  relied  on  to  strive 
to  influence  for  good  those  with  whom 
they  serve. 

The  goal  is  not  that  of ,  “organiza¬ 
tion  men”  knowing  only  how  to  con¬ 
form.  Such  insipid  superficiality  would 
soon  put  the  military  out  of  business. 
While  “teamplayers”  are  needed,  a 
strong  team  presupposes  strong  individ¬ 
uals  with  imagination  and  creativity  to 
add  to  the  team.  The  finest  leaders  in 
the  military  have  been,  and  are,  the  men 
who,  while  willing  to  cooperate  where 
possible, willnot  compromise  their  own 
convictions.  True,  such  strong-minded, 
dedicated  men  of  ideals  are  often  hurt. 
Life,  you  see,  plays  no  favorites.  Al¬ 
bert  Schweitzer  is  reputed  to  have  said 
at  one  time  that  no  man  of  good  will 
should  expect  people  to  roll  stones 
out  of  his  path  .  .  .  rather  he  should 
expect  the  opposite.  The  ultimate  re¬ 
ward  to  a  man  of  high  ideals  is  the 
peace  of  mind  that  comes  from  know¬ 
ing  one  has  been  loyal  to  the  best  he 
knows. 

So  it  is  that  the  military  strives  to 
surround  its  people  with  healthful  in¬ 
fluences.  It  strives  to  inculcate  the 
moral  values  that  make  satisfactory 
group  living  possible.  It  holds  up  be¬ 
fore  people  ideals  which,  if  accepted, 
will  cause  them  to  come  to  the  top 
of  the  heap.  It  does  this  in  many  and 
varied  ways,  from  routine  training  to 

(Continued  next  page) 


(Chaplain  Harris  wrote  this  arti¬ 
cle  as  a  special  assignment  from 
the  Associated  Church  Press. 
It  is  addressed  mainly  to  parents 
concerned  about  their  sons’  moral 
and/or  spiritual  life  and  values 
while  in  the  armed  services.  Cha¬ 
plain  Harris  is  a  Methodist  min¬ 
ister,  a  graduate  of  Southern  Meth¬ 
odist  University  and  Perkins 
School  of  Theology.  He  is  pre¬ 
sently  Deputy  Army  Chaplain  of 
the  U.  S.  Third  Army  at  headquar¬ 
ters  in  Ft.  McPherson,  Ga. ) 
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METHODIST  NEWS  IN  BRIEF 

Bishop  W.  Kenneth  Pope  of  Dallas, 
Texas,  has  been  chosen  to  fill  the  new¬ 
ly-created  post  of  President-designate 
of  the  Texas  Council  of  Churches, 
t 

Methodist-related  West  Virginia 
Wesleyan  College  at  Buckhannon  has 
broken  ground  for  the  $2,229,000 
Christopher  Hall  of  Science, 
t 


TODAY’S  SOLDIER 

(Continued  from  page  14) 

special  leadership  schools  and  religious 
retreats.  Important  in  the  total  picture 
is  the  chaplain’s  program  which  is  in 
fact  the  “commander’s  program.”  I  do 
not  mean  that  commanders  attempt  to 
tamper  with  the  religion  of  their  peo¬ 
ple,  but  only  that  they  strive  to  make 
sure  that  all  of  their  people  are  given 
the  opportunity  to  express  their  owp 
religious  views  and  meet  their  own 
spiritual  needs. 

Few  communities  in  America  can 
boast  of  such  an  aggressive,  active, 
vital  and  carefully  reasoned  approach 
toward  bettering  the  lives  of  its  resi¬ 
dents.  It  is  clear  to  me  that  the  mili¬ 
tary  at  its  best  is  truly  representative 
of  America  at  her  best.  The  military 
services  teach  that  life  is  not  to  be 
lived  for  self  alone,  but  that  individual 
lives  are  to  be  dedicated  to  the  achieve¬ 
ment  of  the  highest  values  our  civiliza¬ 
tion  has  discovered.  The  disciplined 
and  dedicated  life  of  the  good  soldier 
shows  forth  the  deeper  personal  values 
that  are  part  of  our  American  heritage. 

If  your  sons  or  daughters  enter  the 
military  and  strive  to  become  useful 
citizens  within  it,  you  can  be  sure  that 
the  moral  values  within  them  will  be 
strengthened,  and  that  they  will  con¬ 
tinue  to  develop  as  worthwhile  in¬ 
dividuals  of  whom  you  can  be  truly 
proud.  If  a  parent  wants  his  child  to 
rise  to  his  true  potential  as  a  moral 
being,  perhaps  one  good  way  would 
be  to  go  against  the  time-worn  state¬ 
ment  with  which  we  began  this  article, 
and  in  fact  raise  him  to  become  a 
soldier  in  the  best  sense  of  the  term. 


The  Rev.  Nelson  Stants,  Dayton, 
Ohio,  has  begun  his  duties  as  director 
of  the  Evangelical  United  Brethren 
Church’s  Department  of  Christian 
Stewardship.  He  succeeds  Dr.  Nordan 
C.  Murphy  who  recently  was  named 
to  head  the  National  Council  of 
Churches’  section  of  stewardship  and 
benevolence. 

t 

George  P.  Miller,  an  associate  editor 
of  Together,  earned  the  third  place 
award  in  the  picture  editor  category 
of  the  National  Press  Photographers 
Association  “Pictures  of  the  Year” 
competition. 

t 

One  of  the  founders  of  the  new 
American  College  in  Jerusalem,  Israel, 
is  Dr.  Franklin  H.  Littell,  president  of 
Iowa  Wesleyan  College,  Mt.  Pleasant, 
Iowa. 

t 

MEDICAL  TEAM  VISITING 
BOLIVIA 

CHARLOTTE,  N.  C.  —  A  five- 
member  team  of  medical  personnel 
from  the  Carolinas  joined  a  group  of 
Georgia  Methodists  March  27  for  a 
three-week  venture  into  Bolivia  to 
“help  where  they  are  needed.” 

A  year  ago  a  team  of  physicians 
from  North  Carolina,  accompanied  by 
laymen  of  various  career  fields,  and 
clergymen,  went  into  the  same  South 
American  nation  to  assist  those  in  need.. 
Both  projects  are  Methodist-supported. 

The  1967  team  will  work  basically 
in  the  same  places  served  by  the  1966 
team:  the  Methodist  hospital  in  La- 
Paz;  the  Methodist  hospital  at  Mon- 
tero,  in  the  j jangle;  the  Methodist  Crip¬ 
pled  Children’s  Home  at  Cochabam¬ 
ba;  and  a  dentist  will  join  a  jungle 
safari  in  work  near  the  Amazon  River. 


Little  Rock’s  Favorite  Eating  Place 
"QUALITY  FOOD  AT  POPULAR  PRICES" 

Stop  in  and  enjoy  our  ex¬ 
cellent  variety  of  delicious 
foods  —  at  reasonable 
prices. 

LIDO 

CAFETERIA 

Little  Rock,  Arkansas 
615  MAIN  STREET 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 
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Mrs.  Lelia  Keith 

Mrs.  Lelia  Keith  of  the  Sharman 
Community,  daughter  of  John  D. 
Stevens  and  Camellia  Parham  Stevens 
was  bom  in  the  Kilgore’s  Lodge  neigh¬ 
borhood  west  of  Magnolia,  Ark.,  Sept. 
12,  1883.  Becoming  a  member  of  the 
Methodist  church  at  the  age  of  ten  she 
spent  a  long  life  in  the  service  of  her 
Lord. 

She  and  her  late  husband,  Clarence 
Keith  were  friends  of  the  writer,  and 
their  three  sons  were  once  students  of 
mine. 

In  the  January  7,  1967  issue  of  the 
Shreveport  Journal  appeared  a  news 
announcement  of  her  death.  It  reads  in 
part  as  follows:  “Funeral  services  for 
Mrs.  Lelia  Keith,  83,  of  Sharman  Com¬ 
munity,  who  died  Wednesday  night  in 
a  Magnolia  nursing  home,  were  held 
yesterday  at  2  p.m.  in  the  Unity  Meth¬ 
odist  Church.  Burial  was  in  Sharman 
Cemetery. 


The  East  Wisconsin  Board  of  Lay 
.  Activities  -is  sponsoring  a  Wesley 
Award  presentation  on  April  15  in 
Wauwatosa  to  men,  women  and  youth 
of  the  conference  chosen  by  Bishop 
Ralph  T.  Alton  and  the  district  super¬ 
intendents.  It  is  planned  to  make  the 
presentations  an  annual  event  to  honor 
persons  serving  on  boards  and  agen¬ 
cies  of  the  conference.  Bishop  Richard 
C.  Raines  of  Indianapolis,  Ind.,  will 
address  the  meeting. 

t 


free  to 
cfmich 
member^ 

Send  for  information  about  a 
wonderful  new  low  cost  family 
hospital  insurance  plan  that's 
available  to  church  members. 

We’ll  send  you  in  addition-and 
absolutely  free— a  Bible  book¬ 
mark.  There’s  no  obligation, 
no  salesman  will  call.  Write  today 


“Mrs.  Keith  was  a  Columbia 
County  native,  and  a  member  of  the 
Unity  Methodist  Church. 

Survivors  include  three  sons,  David 
Keith,  Herbert  Keith  and  Willis  Keith, 
all  of  Magnolia;  two  brothers,  A.  J. 
Stevens  and  J.  P.  Stevens  both  of 
Springhill,  La.;  a  sister,  Mrs.  Mary 
Keith  of  Magnolia;  eight  grandchildren 
and  eight  great-grandchildren.” 

.  — W.  O.  Tisdale 


allmark 

LIFE  INSURANCE  CO. 

P.0.  BOX  13326 
PHOENIX,  ARIZONA  85002 


I  Please  send  me  additional  infor¬ 
mation  regarding  your  new  low 
cost  family  hospital  insurance. 

name _ 

STREET _ 

CITY _ 


-STATE- 


Sooner  or  later  everyone  sits  down 
to  a  banquet  of  consequences. — Robert 

Louis  Stevenson 


“ Pioneers  in  Protection" 


LITTLE  ROCK  ANNUAL  CONFERENCE 

of  the  Methodist  Church 
MAY  22nd  thru  25th 

Special  Rates — $8  Single — $6  per  Person  (2  to  room) 
PLEASE  RESERVE 

__ Persons  Single  __Persons  to  each  Room 

Will  arrive  May _ A.M. _ P.M.;  Will  depart  May _ A.M. 

Name 

Address 

City _  _ 

Remarks: 


W.  L.  Wolfe,  Manager  •  Phone  NAtional  3-5511 
THE  MAJESTIC  HOTEL 
Hot  Springs  National  Park,  Arkansas 
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Juvenile  Officer  Paul  Keenze  and  Sheriff  Ches¬ 
ter  Baudoin  of  St.  Mary  Parish,  appeared  re¬ 
cently  at  an  MYF  sponsored  covered  dish  sup¬ 
per  at  Pharr  Chapel  Methodist  Church,  Morgan 
City.  75  persons  attended  including  parents 
who  were  guests.  Following  showing  of  a  film 
depicting  a  young  man  trapped  by  the  narcotics 
habit,  Keenze  and  Baudoin  answered  questions 
addressed  to  them  by  young  people  and  parents. 
The  Rev.  Reuel  H.  Allen  is  pastor. 


Bishop  Walton  visiting  with  Ingleside  Metho¬ 
dist  Church  members  (Baton  Rouge)  after  slide 
showing  of  recent  trip  to  India.  The  Rev.  Har¬ 
vey  G.  Williamson  is  pastor. 


ABOVE:  Easter  morning  Processional  of  the 
Living  Cross  at  University  Methodist  Church, 
Lake  Charles.  The  Rev.  Merlin  W.  Merrill  is 
pastor;  the  Rev.  Henry  E.  Pickett,  associate 
minister. 

LEFT:  Twin  Cities,  Monroe  and  West  Monroe, 
MYF  groups  met  at  Claiborne  Methodist  Church 
for  a  5:30  Easter  Sunrise  Service  followed  by 
breakfast.  That  evening  they  gathered  at  the 
church  again  for  a  showing  of  “The  Robe.” 
Claiborne  MYF  members  meet  each  Wednesday 
evening  for  prayer  and  Bible  study.  Counsel¬ 
ors  are  Mr.  and  Mrs.  Richard  Ballard,  and  pas¬ 
tor  is  the  Rev.  E.  W.  Sandel. 

RIGHT:  Cross  used  at  Gueydan  First  Metho¬ 
dist  Church  from  January  until  Easter  was  cov¬ 
ered  with  prayer  covenant  cards  until  Easter. 
In  a  special  ceremony  Easter  morning  the  cards 
were  replaced  with  memorial  Easter  lilies  by 
children  of  families  so  honored.  The  Rev.  Wil¬ 
liam  B.  Shaw  is  minister. 

LEFT:  Ninth  and  tenth  graders,  Lakeview 

Methodist  Church,  Minden,  are  shown  painting 
their  class  room  with  the  help  of  Mrs.  J.  E. 
Morton. 

RIGHT:  Broadmoor  Methodist  Bantams’ (Shreve¬ 
port)  champion  bowling  teams  left  to  right,  Don- 
ny  Savory,  Mike  Maddox,  Richard  Stamfel  with 
Mr.  and  Mrs.  John  L.  Lewis,  their  coaches. 
Awards  and  trophies  were  presented  by  pastor 
Robert  B.  Crichlow  to  Broadmoor  winners  at 
the  conclusion  of  a  22— week  bowling  program. 


I'V 
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Senior  and  Junior  MYF  groups  listen  to  the  Rev.  Joe  Hale  at  “Teena- 
rama”  during  week-long  New  Life  Mission  at  Houma  First  Methodist 
Church.  Pastor  is  the  Rev.  A.  Jerome  Cain. 


The  general  committee  of  the  Every  Member  Visitation  program  of  Lake- 
view  Methodist  Church,  Minden,  make  plans  at  their  kick-off  meeting. 
The  Rev.  W.  0.  Lynch,  Jr.  is  pastor. 
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J.  Hugh  Watson,  president  of 
First  National  Bank,  Shreveport 
and  General  Chairman  of  the 
Centenary  College  Great  Teachers- 
Scholars  Fund  Drive  (left)  and 
Centenary  president  Dr.  Jack  S. 
Wilkes  (right)  are  all  smiles  at 
the  successful  conclusion  of 
the  campaign.  A  total  of  $170,- 
471.75  was  reported  on  a  goal  of 
$170,000. 

Faculty  additions 
at  Centenary 

At  least  three  new  Phi  Beta  Kappa 
members  and  Teachers  with  doctors 
degrees  from  Yale,  Michigan  and  Min¬ 
nesota  will  be  added  to  the  Centenary 
College  Facility  this  fall  as  the  result 
of  a  successful  Great  Teachers-Schol- 
ars  campaign  this  year. 

J.  Hugh  Watson,  General  Chairman 
of  the  drive  reported  the  fund  drive 
went  over  the  top  Wednesday  with  a 
total  of  $170,471.75  in  pledges  re¬ 
ported.  The  goal  was  $170,000.  Wat¬ 
son  expressed  his  thanks  to  his  Vice- 
Chairman  Raymond  Morris  and  Fran¬ 
cis  Payne  and  all  the  division  leaders 
who  helped  in  the  campaign.  “The  real 
significance  of  this  occasion,”  he  said, 
“is  the  knowledge  that  Centenary  Col¬ 
lege  can  continue  its  program  of  ex¬ 
cellence.  All  who  have  helped  in  this 
effort  have  done  an  outstanding  job.” 

Dr.  Jack  S.  Wilkes,  president  of 
Centenary,  presented  a  plaque  to  Wat¬ 
son  and  engraved  pen  sets  to  all  of 
the  division  leaders.  In  expressing  ap¬ 
preciation  to  the  workers  and  donors, 

(Continued  on  page  12) 
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Religion  editor  at  Alexandria 
receives  national  recognition 


Mrs.  Helen  Derr,  religion  editor  of 
the  Alexandria  Daily  Town  Talk,  re¬ 
ceived  national  recognition  last  week 
when  she  was  named  a  “fellow”  of 
the  National  Religious  Public  Rela¬ 
tions  Council  for  her  “outstanding  con¬ 
tribution  to  religion  through  commu¬ 
nications.”  The  award  was  made  at 
the  annual  convention  of  the  council 
in  Philadelphia. 

Louisiana  Methodists  have  long 
been  aware  of  the  tremendous  con¬ 
tribution  made  by  Mrs.  Derr  through 
the  columns  of  the  Alexandria  paper 


Mt.  Sequoyah 
slides  requested 

Dr.  Virgil  D.  Morris,  of  the 
South  Central  Jurisdiction  office, 
is  seeking  color  slides  to  be  used 
in  a  film  strip  on  Mt.  Sequoyah, 

He  would  like  for  them  to  be 
sent  immediately  to  his  office, 
201  Bixler  Building,  2400  N.  W. 
23rd  Street,  Oklahoma  City, 
Okla.  73107. 

If  the  owner  desires  that  they 
be  returned,  he  should  include 
a  self-addressed  envelope  or  con¬ 
tainer. 

The  subjects  should  be  people, 
buildings,  programs,  activities, 
etc.  He  prefers  that  they  be  from 
1965  or  1966. 


and  are  proud  to  extend  their  con¬ 
gratulations  for  this  national  recogni¬ 
tion. 

Four  other  secular  awards  of  merit 
were  made.  They  were:  the  Advertis¬ 
ing  Council,  the  New  York  Times, 
CBS  News  (radio),  and  KPIX-TV,  San 
Francisco,  Calif. 

A  special  award  was  given  to  Time 
and  Life  magazines  as  a  memorial 
tribute  to  the  late  publisher  Henry  R. 
Luce,  noted  United  Presbyterian  lay¬ 
man  who  died  in  February. 

The  RPRC  cited  nine  of  its  own 
members  as  winners  of  its  Creative 
Communications  Awards.  These  in¬ 
cluded  the  Rev.  Earl  Wood  of  the 

(Continued  on  page  4) 


BISHOP  TO 

DEDICATE  COTTAGE 

Bishop  Aubrey  G.  Walton  and  Dr. 
J.  Henry  Bowdon  officiated  in  the 
service  of  dedication  for  the  Ella  K. 
Hooper  Cottage  at  McDonnell  Center, 
Houma,  Sunday,  April  9.  A  number  of 
conference  WSCS  officers  were  pres¬ 
ent  for  the  service. 


Deaconess  board 
makes  changes 

by  Georgia  Daily 

The  Deaconess  Board  of  the  Lou¬ 
isiana  Conference  has  made  two  major 
changes  in  its  by-laws. 

In  recognition  of  the  fact  that  Home 
Missionaries  working  in  Louisiana  have 
ho  tie  to  the  Louisiana  Conference, 
the  board  included  them  as  full  mem¬ 
bers. 

In  a  definition  of  membership,  the 
board  made  all  deaconesses  of  the 
Central  Jurisdiction  and  the  head  of 
the  employing  agency  in  which  they 
serve  in  the  geographical  bounds  of 
the  Louisiana  Conference,  South  Cen¬ 
tral  Jurisdiction,  full  members  of  the 
Deaconess  Board. 

This  action  was  taken  at  the  annual 
board  meeting  in  March  at  First  Meth¬ 
odist  Church,  Lake  Charles.  A  guest 
at  the  meeting  was  Miss  Betsy  K. 
Ewing,  executive  secretary  of  the  Com¬ 
mission  of  Deaconess  Work,  National 
Division,  Methodist  Board  of  Missions. 
She  shared  with  the  board  members 
some  ideas  and  decisions  confronting 
the  General  Conference  committee  on 
the  Lay  Order  for  Methodist  Workers. 

Her  message  to  the  conference  board 
was  similar  to  these  excerpts  from  her 

(Continued  cn  page  12) 


Officials  of  the  successful  Great  Teachers-Scholars  campaign  at  Centen- 

TVVwT  Qt^he  reCe^f  vict°ry  luncheon:  0.  to  r.)  Russell  Barrow, 
J.  Hugh  Watson  George  Gray  Charles  Henington,  Dick  Whittington,  Bi  II 
Hebert,  Dr.  Jack  W.  Wilkes,  Francis  Payne  and  Raymond  Morris. 


OUR  BISHOP'S  LETTER 

New  Orleans,  Louisiana 

Dear  Louisiana  Methodists:  April  14,  1967 

Last  week-end  I  had  an  enjoyable  visit  to  the  Lafayette  District  On 
Sunday  morning  Dr.  J.  Henry  Bowdon  and  I  participated  in  a  service  of 

STc/  nCW-  sanctuary  at  Rayne>  Louisiana,  the  Reverend 
Conrad  P.  Edwards,  minister.  The  new  structure  is  an  adequate  building 
providing  several  classrooms  in  addition  to  the  beautiful  sanctuary.  Con¬ 
gratulations  to  the  minister  and  congregation! 

,  Flowing  the  worship  service  we  enjoyed  a  delicious  meal  in  the 
educational  building  and  then  Dr.  Bowdon  and  I  left  for  Houma,  where 

Tt  Wiih™di?  frV15e  of  dedication  of  the  Ella  K.  Hooper  Cottage 
at  MacDonell  Methodist  Center.  This  cottage  provides  home  facilities  for 

TST?  TentLb°yS’  and  is  a  sPlendid  and  much  needed  facility 
at  the  Center  In  addition  to  Dr.  Bowdon,  others  participating  in  the 

Church  WtT  thC  t?eVoend  A‘  Jerome  Cain>  Minister,  First  Methodist 

Charge’  MrsT’  R  M  r"  o’  ^  Bevi11’  Minister’  Houma  Heights 

SerW  ^StC  B-  Mc<?ovYan>  President,  Woman’s  Society  of  Christian 

dem  TWH  LfUnana,  C  xTTf’  and  Mrs‘  C  R’  McCammon,  Presi¬ 
dent,  Board  of  Directors,  MacDonell  Methodist  Center.  Mr.  John  L 

Howe,  Jr.,  is  director  of  the  Center. 

h„ffPfr°m  MacD°neJ1  we  drove  to  Golden  Meadow  where  we  ate  a 
buffet  supper  with  the  members  of  the  Official  Board  of  the  Golden 

(Continued  on  page  4) 


QditoiiiaQ 

THE  NEW  MORALITY  AND 
MENTAL  HEALTH 

P  RE -MARITAL  sex  relations  growing  out  of 
the  so-called  “new  morality”  have  greatly  in¬ 
creased  the  number  of  young  people  in  mental 
hospitals.  This  was  a  statement  made  by  Dr.  Fran¬ 
cis  J.  Braceland,  editor  of  the  American  Journal 
of  Psychiatry  and  former  president  of  the  Amer¬ 
ican  Psychiatric  Association,  at  the  recent  National 
Methodist  Convocation  on  Medicine  and  Theology 
at  Rochester,  Minn. 

Many  of  us  have  been  greatly  concerned  about 
the  pressures  on  young  people,  both  unmarried  and 
married,  presented  by  the  permissive  philosophy 
now  being  so  widely  accepted.  It  gives  us  some 
genuine  undergirding  for  the  Christian  position  of 
sex  relations  within  marriage  to  know  that  a  psy¬ 
chiatrist  of  such  stature  as  Dr.  Braceland  is  taking 
this  stand  editorially  and  in  the  other  aspects  of 
his  professional  life.  He  told  the  group  in  Roches¬ 
ter  that  liberalized  dormitory  rules  and  more  len¬ 
ient  attitudes  toward  sex  have  imposed  stress  on 
some  college  women  severe  enough  to  cause  emo¬ 
tional  breakdown. 

At  the  heart  of  the  “new  morality,”  especially 
as  it  speaks  in  this  realm,  is  a  mixed-up  concept 
that  “love  makes  everything  alright.”  There  are 
two  things  we  would  like  to  say  about  that.  First, 
English  is  a  confused  language  and  there  are  so 
many  varieties  of  “love”  that,  even  if  one  were 
going  to  take  such  a  position  seriously,  he  would 
want  to  know  what  kind  of  love  was  under  dis¬ 
cussion.  Secondly,  we  want  to  affirm  unreservedly 
that  love  does  not  make  everything  alright — even 
when  it  is  the  most  genuine  variety  involving  two 
people  that  intend  to  spend  the  rest  of  their  days 
together  as  husband  and  wife.  Martin  Buber,  in 
his  philosophy  of  personhood,  is  quite  right  in  his 
insistence  on  the  “I-Thou”  relationship  as  the  only 
one  that  has  any  chance  of  success  in  this  compli¬ 
cated  field  of  our  human  relationships.  It  is  his 
position  that  when  either  young  person — the  young 
man  or  the  young  lady — attempts  to  exploit  the 
other  for  the  enjoyment  of  the  moment  the  re¬ 
lationship  is  properly  described  as  “I-It”  and  not 
“I-Thou.” 

There  is  abroad  among  us  an  increasing  num¬ 


ber  of  people  that  insist  that  since  guilt  is  one  of 
the  contributing  factors  in  mental  illness  we  would 
serve  the  cause  of  mental  health  best  by  eliminat¬ 
ing  guilt  in  a  moment  by  affirming  that  nothing 
is  wrong.  Let  us  be  so  bold  as  to  remind  those 
who  hold  this  view  that  there  is  a  much  simpler 
technique  for  doing  away  with  guilt.  It  involves 
the  conservation  of  some  clear-cut  standards  of 
right  and  wrong,  and  discipline  enough  to  refrain 
from  doing  the  wrong. 

Certainly  Dr.  Braceland  was  on  solid  ground 
when  he  told  the  Rochester  meeting  that  the  areas 
of  change  and  stress  facing  young  people  are  among 
the  most  fertile  fields  for  collaboration  between 
theology  and  medicine,  especially  between  college 
psychiatrists  and  chaplains.  He  said:  “It  is  ob¬ 
vious  now  that  the  effective  practice  of  medicine 
cannot  ignore  man’s  emotional  or  spiritual  prob¬ 
lems.  They  are  inextricably  woven  into  his  very 
being.  They  influence  his  actions,  his  life  and  the 
symptoms  he  presents  to  the  doctor.  They  cry 
for  help,  the  quest  for  security,  the  reach  for  the 
alleviation  of  guilt — all  the  physical  and  emotional 
accompaniments.  They  all  must  be  dealt  with  by 
knowledgeable  people.” 

As  we  read  these  statements  from  Dr.  Brace¬ 
land  we  were  reminded  of  some  things  Bishop 
Hazen  G.  Werner  said  a  number  of  years  ago  in 
his  book  “Live  With  Your  Emotions.”  He  said, 
“The  sin  against  the  Holy  Spirit  can  be  psycho¬ 
logically  explained  to  mean  that  a  person  has  so 
consistently  decided  for  the  evil  and  against  the 
good  that  he  arrives  at  the  point  where  he  can 
no  longer  hear  the  voice  of  God.  It  is  like  drinking 
salt  water.  Men  adrift  are  tempted,  take  a  drink 
of  it;  then,  finding  their  thirst  increased,  in  des¬ 
peration  they  drink  more  and  go  on  drinking  until 
they  lose  their  reason.” 

In  Arnold  Toynbee’s  interpretations  of  history 
as  well  as  in  the  older  volume  of  Gibbon,  “The 
Decline  and  Fall  of  the  Roman  Empire,”  we  hear 
history  prophesying  that  every  nation  whose  morals 
have  declined  has  fallen.  Some  years  ago,  the  late 
Senator  Estes  Kefauver  of  Tennessee  said,  “For 
America  to  lead  the  world  it  must  be  vitally  clean 
within.”  Dr.  Kenneth  G.  Grubb,  in  Man’s  Order 
and  God’s  Design,  said,  “Nations  which  are  strong 
and  prosperous  have  frequently  some  morality  to 
spare.  But  if  a  desire  for  security  is  a  common 
interest,  it  may  not  of  itself  be  of  decisive  influ¬ 
ence.  It  does  not  follow  that  if  a  nation  were 
truly  and  finally  assured  of  security  it  would  be 
.content  with  its  present  position  of  influence. 

We  would  conclude  with  these  words  of  Dr. 
Alexis  Carrel  in  a  book  written  a  number  of  years 
ago:  “Moral  sense,  beauty  and  mysticity  are 
learned  only  when  present  in  our  surroundings 
and  are  part  of  our  daily  life.” 
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WORDS  DO  GET 
MISUNDERSTOOD 

In  this  wonderful  world  of  words 
with  which  we  have  the  privilege  of 
dealing  each  week,  there  comes  oc¬ 
casionally  the  realization  that  one  can 
be  misunderstood.  This  happened  to 
what  we  thought  was  a  rather  simple 
announcement  two  or  three  weeks  ago. 

Because  of  an  abundance  of  pic¬ 
tures  of  church  membership  classes — 
enough  to  fill  two  or  three  issues  with 
nothing  else — our  staff  decided  that 
the  only  fair  thing  would  be  to  an¬ 
nounce  that  we  could  not  use  any  of 
them.  We  also  decided  that  it  was  not 
the  function  of  your  state  paper  to 
print  pictures  of  infants  baptized  in 
local  churches. 

Now  we  discover  two  things:  first, 
what  we  said  was  not  said  clearly 
enough  to  be  understood.  Some  have 
felt  that  we  asking  local  churches  not 
to  send  in  pictures  of  any  events;  and 
secondly,  we  have  been  severely  taken 
to  task  because  we  do  not  believe  re¬ 
ceiving  members  into  the  church  is 
important.  Neither  of  these  impressions 
was  intended  to  be  communicated. 

We  are  about  the  only  church  pe¬ 
riodical  in  the  country  that  prints  pic¬ 
tures  of  local  church  happenings  and 
for  the  sake  of  maintaining  readability 
for  our  whole  constituency  it  is  our 
journalistic  opinion  that  these  pictures 
should  be  varied.  Most  of  you  would 
not  pause  to  look  at  a  picture  page 
that  was  filled  with  the  identical  type 
of  picture.  This  in  no  sense  should  be 
interpreted  as  meaning  that  the  edi¬ 
tor  and  staff  of  the  paper  do  not  feel 
that  evangelism  is  important. 

However,  we  still  feel  we  must  ex¬ 
ercise  editorial  judgement  from  time  to 
time  if  we  are  to  bring  you  a  Chris¬ 
tian  medium  of  communication  that 
will  be  attractive  enough  to  be  read 
by  a  large  majority  of  our  subscribers. 

The  English  language  is  a  difficult 
language — but  it’s  the  only  one  we 
have  at  our  disposal  for  our  purpose. 
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Medics  and  clergy 
told  'dignity  of 
man'  basic 

ROCHESTER,  Minn.  —  Dignity 
and  worth  of  man  must  be  “enshrined 
at  the  very  heart  of  medicine”  or  its 
practice  becomes  as  “sounding  brass 
and  tinkling  cymbal,”  the  National 
Methodist  Convocation  on  Medicine 
and  Theology  was  told  here  April  6V 

“Sad  indeed  is  the  circumstance  in 
which  therapy  is  dispensed  with  no 
more  personal  interest  in  the  trans¬ 
action  than  that  of  the  scientist  con¬ 
jugating  amino  acids,”  Dr.  Melvin  A. 
Casberg,  Long  Beach,  Calif.,  surgeon, 
said  in  an  address  to  the  more  than 
350  ministers,  physicians  and  others 
in  related  fields  at  the  convocation. 
The  sessions  were  sponsored  by  four 
national  Methodist  agencies  in  coop¬ 
eration  with  Rochester  Methodist  Hos¬ 
pital  and  Mayo  Clinic. 

“In  spite  of  substantial  and  dra¬ 
matic  accomplishments  a  certain  un¬ 
easiness  pervades  the  collective  con¬ 
science  of  medicine,”  Dr.  Casberg 
said.  “While  on  the  one  hand  the 
pleasant  warmth  of  achievement  and 
justified  pride  of  progress  gives  a 
sense  of  fulfillment,  there  lurks  just 
off  the  stage  of  medical  action  the 
haunting  specter  of  an  asymmetry  in 
the  physician-patient  relationship,  an 
increasing  awareness  of  the  loss  of 
a  clear  image  of  the  dignity  and  to¬ 
tality  of  man.” 

Discussing  the  Biblical  view  of 
health,  Dr.  Seward  Hiltner  of  Prince¬ 
ton,  N.  J.,  said  that  health  should  be 
viewed  as  a  “necessary  base  to  the 
realization  of  all  other  human  values, 
not  as  the  substitute  for  those  values.” 
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New  editor  for 
Upper  Room 


Dr.  Wilson  0.  Weldon,  pastor  of 
West  Market  Street  Church, 
Greensboro,  N.  Car.,  will  become 
the  new  editor  for  the  Upper  Room 
May  1st.  He  succeeds  Dr.  J. 
Manning  Potts. 


Laymen's  Movement  to  observe 
twenty-fifth  anniversary 


WASHINGTON,  D.C.  Sen.  Charles  H.  Percy  of  Illinois  (center)  accepts 
invitation  to  speak  before  the  25th  anniversary  dinner  of  the  Laymen's 
Movement  in  New  York,  April  24.  The  invitation  was  delivered  in  Wash¬ 
ington  by  Robert  W.  Ince,  chairman  of  the  lay  group’s  board  (right);  and 
David  H.  Scott,  its  president.  International  and  interreligious,  the  Lay¬ 
men’s  Movement  promotes  the  practice  of  religious  principles  in  business 
activities.  Its  members  include  industrial  and  business  executives.  (RNS 
Photo) 


NCC  recruiting 
career  specialists 

NEW  YORK,  N.  Y.,  —  Many 
of  the  nation’s  major  Protestant  and 
Orthodox  church  bodies  may  soon  find 
themselves  competing  with  industry  on 
college  campuses  across  the  country  as 
they  begin  their  first  concerted  drive 
to  recruit  career  specialists  for  the  far- 
flung  enterprise  of  Christian  mission 
and  ministry. 

A  pilot  project  designed  to  help  the 
churches  launch  a  cooperative  and 
thereby  more  effective  personnel  re¬ 
cruitment  program  among  the  nation’s 
most  promising  college  and  university 
students  has  been  announced  by  Dr. 
Arthur  S.  Flemming,  president  of  the 
National  Council  of  Churches. 

The  National  Project  for  the  Co¬ 
operative  Enlistment  of  the  Church’s 
Ministry,  supported  by  ten  denomina¬ 
tions  and  two  private  foundations,  be¬ 
gins  operation  this  week  with  head¬ 
quarters  in  Chicago. 

The  three-year  project  will  seek  to 
develop  a  “model  cooperative  recruit¬ 
ment  program”  that  can  eventually 
“produce  more  able  young  persons  for 
theological  education  and  the  church’s 
ministry”  throughout  the  country. 

Dr.  Douglass  Lewis,  until  recently 
chaplain  and  assistant  professor  of  re¬ 
ligion  at  Tennessee  Wesleyan  College 
in  Athens,  Tenn.,  will  direct  the  proj¬ 
ect — whose  initial  scope  extends  over 
the  Great  Lakes  region,  concentrating 
on  selected  seminaries,  colleges  and 
universities  in  Illinois,  Indiana,  Ohio, 
Michigan  and  Wisconsin. 

The  new  project  is  “determined  to 
find  the  necessary  answer  for  a  pro¬ 
gram  to  provide  the  quantity  and  qual¬ 
ity  of  manpower  needed  for  the 
church’s  ministry  in  the  1970’s„  Dr. 
Flemming  declared. 

Represented  on  the  national  com¬ 
mittee  for  the  project  are:  American 


Nationwide 
youth  temperance 
drive  next  week 

EVANSTON,  ILL.,  —  Young  peo¬ 
ple  in  their  teens  and  twenties  will 
join  the  last  week  in  April  in  a  na¬ 
tionwide  drive  for  youth  temperance. 

The  week — April  23  to  29  —  has 
been  both  designated  by  Congress  and 
proclaimed  by  President  Johnson  as 
Youth  Temperance  Education  Week, 
as  a  national  offensive  against  spiraling 
drink  created  juvenile  delinquency. 

It  is  to  be  sponsored  by  the  Youth 
Temperance  Council,  young  people’s 
affiliate  of  the  National  Woman’s 
Christian  Temperance  Union,  and  has 
also  been  proclaimed  by  governors  of 
a  majority  of  the  states. 

Miss  Sarah  F.  Ward  of  Evanston, 
national  general  secretary  of  the 
Y.T.C.,  said  that  youth  councils  will 
be  aided  by  W.C.T.U.’s  of  various 
states,  in  state,  county  and  city  rallies 
to  reduce  drinking  and  promote  tem¬ 
perance  and  good  citizenship  in  the 
teens  and  twenties  age  groups. 

The  Senate-House  joint  resolution 
asking  President  Johnson  to  proclaim 
the  week  was  authored  by  Sen.  Everett 
M.  Dirksen  and  Cong.  Donald  Rums¬ 
feld,  both  Illinois  Republicans. 

Association  of  Theological  Schools; 
National  Campus  Ministers  Associa¬ 
tion;  National  Association  of  College 
and  University  Religious  Activities; 
University  Christian  Movement;  sup¬ 
porting  foundations;  various  student 
personnel  associations  in  higher  edu¬ 
cation;  and  personnel  units  of  the  Na¬ 
tional  Council  of  Churches’  Divisions 
of  Overseas  Ministries  and  Christian 
Life  and  Mission. 

The  Department  of  Ministry  is  a 
unit  of  the  Council’s  Division  of  Chris¬ 
tian  Education. 


DAILY  BIBLE  BEADING 
Below  is  a  schedule  for  the 
Daily  Bible  Beading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homek 


April  23 — Sun. 

April  24  . 

April  25 
April  26 

April  27  . 

April  28 
April  29 
April  30 — Sun. 


Acts  16:1-18 
Romans  5:1-21 
II  Cor.  5:1-21 
II  Tim.  2:1-26 
Titus  2:1-15 
I  John  3:1-24 
.  I  John  5:1-21 
Bev.  22:1-21 


International 
Prayer  Fellowship 
at  Upper  Room 

An  unusual  and  significant  four- 
day  International  Prayer  Fellowship 
was  held  recently  in  Nashville,  Ten¬ 
nessee.  It  was  sponsored  by  The  Up¬ 
per  Room  and  Scarritt  College  and 
was  held  at  The  Upper  Room  and 
Board  of  Evangelism  headquarters  in 
Nashville.  The  meeting  concluded 
Monday,  March  27,  according  to  Dr. 
J.  Manning  Potts,  editor  of  the  Upper 
Room  and  chairman  of  the  event. 

The  fellowship  was  an  invitational 
affair  planned  to  involve  overseas  gra¬ 
duate  students  who  are  studying  in. 
the  U.  S.  as  well  as  others.  The  prayer 
fellowship  was  held  over  the  Easter 
weekend  when  the  students  were  free 
to  attend. 

Two  hundred  and  eleven  persons 
attended  the  meetings  which  were  held 
in  the  Upper  Room  Chapel,  the  Up¬ 
per  Room  Agape  Garden,  and  the 
Moorman  Assembly  room.  Included 
were  103  students  from  27  countries. 
They  represented  50  colleges  and  uni¬ 
versities.  Twenty-six  religious  denom¬ 
inations  were  represented.  Twenty- 
two  persons  were  from  countries  where 
other  language  editions  of  The  Upper 
Room  are  published.  The  Upper  Room 
publishes  37  language  editions  across 
the  world. 

Throughout  the  four  days  there 
were  meetings  and  discussions  on 
prayer,  prayer  groups,  worship  ser¬ 
vices  dealing  with  prayer,  a  commun¬ 
ion  service,  an  outdoor  Easter  sun¬ 
rise  service  and  occasions  daily  where 
persons  spoke  of  their  experiences  with 
prayer,  such  as  prayer  in  the  life  of  an 
airlines  pilot,  an  Olympic  champion, 
a  woman  surgeon,  a  military  chaplain, 
a  TV  mass  communicator,  a  business 
man,  an  overseas  student,  a  church 
public  relations  executive,  a  seminary 
student,  a  world  evangelist,  a  mission¬ 
ary,  a  Washington  embassy  secretary, 
and  others. 

t 

The  Western  Michigan  University 
Wesley  Foundation  Center  at  Kala¬ 
mazoo  has  been  dedicated  in  cere¬ 
monies  presided  over  by  Bishop 
Thomas  M.  Pryor  of  Chicago,  Ill., 
former  minister  at  First  Methodist 
Church  in  Kalamazoo  and  one  of  the 
leaders  in  a  capital  funds  crusade  for 
Wesley  Foundation  facilities  at  ten 
Michigan  campuses. 
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Bishop  Aubrey  G.  Wolton  consecrated  Centenary  Methodist  Church  at 
Rayne,  Sunday,  April  9.  First  Services  in  the  new  building  were  held 
Easter  morning.  Hundreds  of  visitors  toured  the  building  during  the  April 
2nd  open  house.  The  new  brick  structure  replaces  the  former  white  frame 
building  which  served  the  congregation  since  1884.  It  features  a  large 
24-foot  stained  glass  window  back  of  the  altar,  with  a  life-like  figure  of 
Christ.  A  second  addition  to  the  church  provides  a  connecting  area  with 
the  education  building,  and  houses  the  pastor  s  study,  library,  adult  class¬ 
rooms,  and  a  small  chapel  with  furnishings  from  the  old  building.  The 
chapel  will  remain  open  at  all  times.  The  Rev.  Conrad  Edwards  is  pastor. 


RELIGION  EDITOR 

(Continued  from  page  1) 

staff  of  the  Methodist  Commission  for 
Promotion  and  Cultivation  for  the  film¬ 
strip,  “David’s  World.” 

The  Advertising  Council  was  cited 
for  its  millions  of  dollars  of  free  space 
and  time  made  available  to  the  pro¬ 
gram  of  Religion  in  American  Life. 
The  New  York  Times  was  cited  for 
its  general  religious  news  coverage,  and 
the  award  was  accepted  by  George 
Dugan  and  Edward  B.  Fiske,  religion 
reporters.  CBS  won  for  its  weekly  news 
program,  “The  World  of  Religion,” 
and  KPIX-TV  for  its  series,  “In  the 
Marketplace.” 

MRS.  MADELINE  ERWIN  present¬ 
ed  Mrs.  Doris  Hall  with  a  WSCS  Life 
Membership  pin  during  the  Sunday 
worship  service  at  the  Montgomery 
Methodist  Church,  April  2.  The  pastor 
is  the  Rev.  John  F.  Kellogg. 


YOUTH  DIVISION  RETREAT 

The  Rev.  William  Norris,  pastor  of 
the  Church  of  the  Way  Presbyterian 
Church,  Baton  Rouge,  was  the  leader 
for  the  Youth  Division  Spring  Re¬ 
treat  for  the  young  people  of  Istrouma 
Methodist  Church. 

The  meeting  was  held  at  Camp  Is¬ 
trouma  and  the  leader  sought  to  in¬ 
volve  the  participants  in  thinking  about 
“Facing  Life  as  a  Christian  Today.” 
This  was  one  of  the  first  groups  to  use 
the  new  cabins  at  Camp  Istrouma. 

t 

A  NEW  CIRCLE  of  the  Woman’s  So¬ 
ciety  has  been  organized  at  Southside 
Church,  Monroe.  The  following  were 
elected  officers;  Mrs.  Wanda  Gary, 
chairman;  Mrs.  Ella  Faye  Wheeler,  co- 
chairman;  Mrs.  Sue  Jones,  secretary; 
Mrs.  Marie  Giger,  treasurer;  Mrs. 
Judy  Beck,  spiritual  life;  and  Mrs. 
Mary  Ann  Hall,  Sunshine  chairman. 
The  Rev.  Lea  Joyner  is  the  pastor. 


OUR  BISHOP'S  LETTER 


( Continued  from  page  1) 


Meadow  Church.  After  the  meal  we  went  on  to  Grand  Isle  for  the 
service  of  dedication  of  the  lovely  new  educational  building.  You  will 
remember  that  the  ground  floor  of  the  Grand  Isle  church  was  swept 
away  by  Hurricane  Betsy.  The  upper  story  was  also  damaged.  A  thorough 
job  of  rebuilding  and  redecorating  has  taken  place  and  a  new  educa¬ 
tional  section  added.  The  minister,  the  Reverend  Robert  R.  Miller,  and 
his  people  are  to  be  congratulated  upon  the  task  which  they  have 

On  Monday  evening  I  visited  with  the  Methodist  Men  of  Golden 
Meadow  and  showed  pictures  of  our  recent  trip  to  India.  Tuesday  morning 
I  was  privileged  to  be  with  the  Lafayette  District  preachers  at  their 
meeting  in  Franklin.  It  was  an  enjoyable  occasion.  The  reports  of  the 
year’s  work  to  date  in  the  Lafayette  District  are  most  encouraging.  There 
is  a  fine  fellowship  among  the  men  and  a  real  spirit  of  optimism  was 

manifested.  ,  .  ,  .  e 

Tomorrow  I  expect  to  be  in  Alexandria  at  the  meetmg  ot  tne 
Conference  Board  of  Lay  Activities,  and  on  Sunday  I  am  lookmg  forward 
to  a  visit  to  the  Lake  Charles  District. 

Sincerely  yours, 


Materials  for  Miss  McCammon 

annual  conference  in  special  study 


By  action  of  the  Louisiana  Area 
Council  on  March  10,  no  materials 
will  be  passed  out  on  the  Conference 
floor  during  the  1967  sessions.  This  is 
to  eliminate  confusion  and  waste  of 
time  and  attention  by  such  interrup¬ 
tions.  The  Area  Staff  was  directed  to 
receive  all  materials  in  advance  of  the 
Annual  Conference  and  to  assemble 
in  one  large  packet,  with  sufficient 
packets  for  distribution  to  each  of  the 
delegates. 

Cooperation  in  making  materials 
available  to  the  Area  Office  will  be 
appreciated.  It  is  recognized  that  cer¬ 
tain  rules  will  be  needed,  and  com¬ 
pliance  with  these  procedures  approved 
by  the  Executive  Committee  is  asked: 

1 .  The  Area  Council  office  will  pro¬ 
vide  the  large  envelopes  to  be  used  for 
the  composite  distribution  of  materials. 

2.  If  the  Area  Staff  is  to  reproduce 
material,  the  request  and  material  must 
be  in  the  Area  Office  no  later  than 
May  1,  1967. 

3.  If  pre-printed  material  is  to  be 
furnished,  that  material  must  be  in 
the  Area  Office  no  later  than  May  15, 
1967. 

4.  Only  flat  material,  on  paper  no 
larger  than  8V2  by  11  will  be  accepted 
or  printed  for  inclusion  in  the  distri¬ 
bution. 

5.  Boards,  Commissions,  Commit¬ 
tees  and  Agencies  will  be  responsible 
for  the  expense  of  materials  included. 

6.  The  Area  Office  will  begin  as¬ 
sembling  materials  and  filling  en¬ 
velopes  on  the  morning  of  May  15, 
1967.  No  materials  will  be  accepted 
for  distribution  after  assembly  has 
started. 

t 

No  nation  is  stronger  than  the  bonds 
of  matrimony  that  undergird  its  family 
life.  


WASHINGTON— A  student  from 
Franklin,  La.,  Janelle  L.  McCammon, 
is  one  of  105  currently  enrolled  at 
American  University  in  Washington, 
D.C.  for  a  special  study  of  the  federal 
government. 

Miss  McCammon,  ordinarily  an 
English  major  at  Centenary  College  in 
Shreveport,  is  attending  American  as 
a  Washington  Semester  student. 

Centenary  is  among  57  colleges  and 
universities  in  the  nation  represented 
in  the  program  this  semester,  which 
will  end  in  June. 

Coming  from  communities  of  varied 
size  and  character,  the  students  in  the 
program  make  an  intensive  study  of 
the  federal  government  in  action,  and 
in  the  process  meet  with  congressmen, 
labor  and  management  leaders,  jour¬ 
nalists,  lobbyists  and  nationally-known 
personalities  from  every  walk  of  life. 

As  part  of  the  course,  Miss  Mc¬ 
Cammon',,  who  is  the  daughter  of  the 
Rev.  and  Mrs.  C.  Robert  McCammon, 
will  attend  classes  and  seminars  at  the 
American  University  and  write  a  re¬ 
search  paper  on  a  subject  of  her  choice. 
Credit  for  participation  in  the  Wash¬ 
ington  Semester  at  AU  is  given  by  the 
student’s  home  university. 

This  is  the  20th  year  that  the  Uni¬ 
versity’s  School  of  Government  and 
Public  Administration  has  sponsored 
the  Washington  Semester  program  in 
the  nation’s  capital. 

t 

CHIEF  OF  POLICE  James  C.  Kelly, 
George  Phillips,  and  Dr.  F.  H.  Ham¬ 
monds  served  on  a  panel  discussing 
drugs,  school,  and  gambling,  when  the 
Commission  on  Christian  Social  Con¬ 
cerns  sponsored  the  April  9  program 
in  the  Southside  Church  at  Monroe. 
Ray  Ellerbe  is  chairman  of  the  com¬ 
mission.  The  Rev.  Lea  Joyner  is  pas¬ 
tor. 


A  review  of  the  past  year  and  plans  for  the  next  year  are  in  the  pre¬ 
conference  reports  of  all  the  boards,  commissions  and  agencies  of  the 
Louisiana  Conference  which  will  soon  be  in  the  hands  of  all  the  mem¬ 
bers  of  the  conference.  Assembling  these  reports  recently  in  the  Area 
Office  were  secretaries  Mrs.  Hugh  Ann  Goodacre,  Mrs.  Mary  Ann  Kellog 
and  Miss  Peggy  Bolton.  (Methodist  Information  Photo) 
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DR.  BENTLEY  SLOANE,  district  su¬ 
perintendent  of  the  Baton  Rouge  Dis¬ 
trict,  will  officiate  at  the  dedication 
of  the  Julia  Webb  Lipscomb  Memorial 
Fountain  at  First  Church,  Ponchatoula, 
April  23.  The  pastor  is  the  Rev.  Jack 
Winegeart. 

THE  YOUTH  DIVISION  of  First 
Church,  Minden,  met  on  Sunday, 
March  26,  to  get  acquainted  with  Ran¬ 
dy  James,  who  will  be  the  summer 
youth  director  for  that  church.  The 
pastor  is  the  Rev.  Edward  R.  Thomas. 

THE  MORNING  WORSHIP  Serving 
at  Broadmoor  Church,  Shreveport, 
April  9,  honored  the  members  of  the 
healing  arts.  Participants  included  Dr. 
Milton  C.  Chapman,  Dr.  E.  E.  Dil- 
worth,  Dr.  William  H.  Haynie  and  Dr. 
William  C.  Wilkins.  The  pastor  is  the 
Rev.  Robert  B.  Crichlow. 

THE  WSCS  of  Franklin  Methodist 
Church  entertained  newcomers  to  their 
city  with  a  tea  at  the  parsonage  re¬ 
cently.  Mrs.  Fred  Schwendimann,  the 
wife  of  the  pastor,  was  assisted  by  of¬ 
ficers  and  members  of  the  Woman’s 
Society  and  the  Wesleyan  Guild. 

THE  ANNUAL  SPRING  Fashioq 
Show  of  the  Woman’s  Society  of  Chris¬ 
tian  Service  of  Munholland  Memorial 
Church,  Metairie,  will  be  held  Tues¬ 
day,  April  25,  at  10:30  a.m.  in  the 
Community  Hall.  The  pastor  is  the 
Rev.  A.  W.  Townsend,  Jr. 

THE  WOMAN’S  SOCIETY  of  Aurora 
Methodist  Church,  New  Orleans,  has 
been  engaged  in  the  project  of  receiv¬ 
ing  donations  for  the  work  being  done 
at  the  Cuban  Center  at  Felicity  Church 
in  that  city.  The  Aurora  pastor  is  the 
Rev.  L.  Ray  Branton. 

DR.  MILES  RICHARDSON,  profes¬ 
sor  of  anthropology  at  LSU,  spoke  to 
the  older  youth  group  of  Istrouma. 
Methodist  Church,  Baton  Rouge,  April 
9.  He  spoke  on  man  and  his  first  no¬ 
tions  of  religion.  The  pastor  is  the 
Rev.  Marvin  H.  Corley. 

CHARLES  SMITH,  a  former  member 
of  the  Peace  Corps,  and  Prof.  C.  L. 
Bullard  of  the  sociology  department 
at  Louisiana  Tech,  were  speakers  for 
the  April  12  session  of  the  mission 
study  at  Trinity  Church,  Ruston.  The 
pastor  is  the  Rev.  Douglas  McGuire. 

THE  REV.  WARREN  BLAKEMAN, 
associate  minister  of  First  Church,  Bat¬ 
on  Rouge,  was  guest  preacher  for  both 
morning  worship  services  at  Broad¬ 
moor  Church,  Baton  Rouge,  April  9. 
Both  the  Rev.  and  Mrs.  Barry  Bailey 
were  home  recuperating  from  the 
mumps. 

THE  CHOIR  of  the  Future  Home¬ 
makers  of  America  from  Slidell  High 
School  and  Salmen  School  furnished 
special  music  for  the  8:30  a.m.  worship 
service  at  First  Church,  Slidell,  April 
9.  The  pastor  is  the  Rev.  Kirby  Vining. 


DR.  WEBB  POMEROY,  instructor  in 
Bible  at  Centenary  College,  led  a  study 
on  “Interpreting  Luke-Acts”  at  Mun¬ 
holland  Memorial  Church,  Metairie, 
April  13-15.  The  pastor  is  the  Rev, 
A.  W.  Townsend,  Jr. 

THE  YOUTH  FELLOWSHIP  of 
Trinity  Church,  Ruston  ,  has  sparked 
a  drive  to  collect  2,000  S&H  Green 
Stamp  books  in  order  to  obtain  a  sta¬ 
tion  wagon  for  the  Methodist  Chil¬ 
dren’s  Home  in  Ruston.  They  have  so¬ 
licited  the  help  of  other  youth  groups. 
Pastor’s  at  Trinity  are  the  Rev.  Doug¬ 
las  L.  McGuire  and  the  Rev.  Otis  W. 
Spinks,  associate.  Eleanor  Bingham  is 
educational  assistant. 

THE  JEFFERSON  CHURCH  of  Bat¬ 
on  Rouge,  the  Rev.  Robert  H.  Wind¬ 
sor,  pastor,  scheduled  a  pilgrimage  tour 
to  Methodist  points  of  interest  in  New 
Orleans  last  Sunday  afternoon  and  eve¬ 
ning.  St.  Mark’s  Church  and  Commu¬ 
nity  Center  arranged  a  special  pro¬ 
gram  for  the  group. 

AN  ECUMENICAL  Good  Friday 
Service  was  held  at  St.  Luke’s  Meth¬ 
odist  Church,  Shreveport.  Various  min¬ 
isters  of  the  city  spoke  on  the  seven 
last  words  from  the  Cross.  The  St. 
Luke’s  pastor  is  the  Rev.  Arthur  M. 
Baker. 

A  CHURCH  CONFERENCE  was 
held  at  St.  Paul’s  Church,  Monroe, 
April  2,  for  the  consideration  of  the 
floor  plans  for  a  new  building.  The 
pastor  is  the  Rev.  James  O.  Evans. 

THE  REV .  DOUGLAS  McGuire,  pas¬ 
tor  of  Trinity  Church,  Ruston,  was 
the  speaker  for  the  Ladies’  Night 
Methodist  Men’s  meeting  at  Grace 
Church,  Ruston,  April  5.  The  pastor  is 
the  Rev.  Wilson  Watson. 


Quiet  time  during  the  Homer  Day-Apart. 


DR.  GASTON  FOOTE,  pastor  of 
First  Methodist  Church,  Fort  Worth 
Tex.,  will  be  the  evangelist  for  re¬ 
vival  services  at  First  Church,  Alex¬ 
andria,  April  30-May  4.  The  song 
leader  for  the  services  will  be  Glen 
Johnson,  director  of  music  at  Lovers 
Lane  Methodist  Church,  Dallas.  The 
pastor  is  Dr.  Ben  Oliphant. 

THE  REV.  AND  MRS.  Carlos 
Welch,  missionaries  to  India,  will  visit 
DeQuincy  Methodist  Church,  April  29- 
30.  The  pastor  is  the  Rev.  Garland  C. 
Dean. 

THE  REV.  ROBERT  M.  LYTTON, 
a  Presbyterian  U.S.  Missionary  to  Bra¬ 
zil,  spoke  and  showed  slides  of  his 
work  at  Vivian  Methodist  Church  on 
April  9  at  7:30  p.m. 

DR.  LUMAN  E.  DOUGLAS,  director 
of  the  Area  Office,  was  the  guest 
preacher  for  Pre-Easter  services  at  First 
Church,  Monroe,  where  the  Rev. 
George  Harbuck  is  the  pastor. 

THE  1967  SCOUT  RECOGNITION 
Banquet  for  churches  of  the  Greater 
New  Orleans  areas  will  be  held  at 
New  Orleans  Baptist  Theological  Sem¬ 
inary,  Monday,  April  24  at  6:30  p.m. 
The  banquet  will  honor  Boy  and  Girl 
Scouts  who  have  received  religious 
awards  during  the  year. 

THE  REV.  JACK  MIDYETT,  super¬ 
intendent  of  the  Methodist  Home  Hos¬ 
pital,  New  Orleans,  was  the  speaker 
for  the  April  12  meeting  of  the  Meth¬ 
odist  Men  of  Jefferson  Church,  New 
Orleans.  The  pastor  is  the  Rev.  Don¬ 
ald  J.  Hall. 

THE  OFFICIAL  BOARD  of  First 
Church,  Leesville,  has  approved  the 
purchase  of  a  Baldwin  organ  for  their 
church.  About  one-half  of  the  money 
needed  for  the  organ  has  been  raised. 
The  pastor  is  the  Rev.  James  Christie. 

THE  REV.  MARK  LOWER,  execu¬ 
tive  director  of  the  Louisiana  Moral 
and  Civic  Foundation,  was  the  speaker 
for  the  April  12  meeting  of  the  Meth¬ 
odist  Men  of  First  Church,  Hammond. 
The  pastor  is  the  Rev.  Alfred  M. 
Brown. 

THE  WOMAN’S  SOCIETY  of  Chris¬ 
tian  Service  of  Broadmoor  Church, 
Shreveport,  held  a  Spiritual  Life  Re¬ 
treat  at  the  Y.M.C.A.  Camp  at  Forb- 
ing,  March  28,  with  Mrs.  Lonnie  Sibley 
as  the  inspirational  speaker. 


When  the  Homer  Woman  s  Society  held  its  first  Day-Apart  meeting  April  I 
at  Camp  Caramill  on  Lake  Claiborne,  42  women  attended.  Those  taking  part  o 
the  program  were  Mrs.  Grace  Jackson  Baucum,  Mrs.  Ruth  Sanford,  Mrs.  Morgan 
White,  Mrs.  Mattie  Lee  Watson,  and  Mrs.  Mary  Linn  Caraway. 


PLAQUEMINE  FIRST  CHURCH 
has  begun  plans  to  sponsor  a  day  kin¬ 
dergarten  beginning  next  fall.  May  23 
has  been  set  as  the  day  for  pre-reg¬ 
istration.  Applications  for  teacher  are 
being  accepted  until  April  25.  The  Rev. 
Henry  Bowdon,  Jr.  is  pastor. 


The  Rev.  K.  G.  Rorie  (right),  asso¬ 
ciate  director  of  the  Area  Council, 
preached  on  Sunday,  April  9,  at  David¬ 
son  Memorial  and  Ivanhoe  churches  in 
Lafayette.  The  Rev.  Roy  L.  Garrett 
(left)  is  the  pastor.  Pictured  below  is 
the  Ivanhoe  Church. 


1966  Animal  Report 

The  1966  Annual  Report  of  The 

Board  of  Missions  of  The  Methodist 
Church  is  now  available.  Because  the 
people  called  “Methodist”  are  a  part 
of  this  story,  you  are  encouraged  to 
obtain  a  copy  of  this  report,  read  it 
carefully,  and  share  with  others  the 
many  facets  of  work  and  worry  faced 
by  this  World  Service  Agency  of  our 
church. 

Features  of  the  Report  include  the 
big  issues  facing  the  World  Division  as 
it  engages  in  long-range  planning.  It 
also  describes  how  the  National  Divi¬ 
sion  is  confronting  the  rapid  social 
change  in  the  United  States.  The  Wom¬ 
an’s  Division  work,  as  the  “new  crea¬ 
tine”  of  the  Board  after  reorganization, 
is  described.  And  the  report  tells  how 
the  task  of  communicating  all  this  is 
a  responsibility  of  the  Joint  Commis¬ 
sion  on  Education  and  Cultivation. 

The  Report  is  an  188-page  volume 
giving  an  accounting  of  stewardship, 
of  funds  totaling  forty  million  dollars, 
of  thousands  of  missionaries  and  work¬ 
ers  around  the  world,  and  of  hundreds 
of  thousands  of  persons  engaged  in 
mission  study  and  action  at  the  local 
church  level.  This,  truly  is  a  story  of 
the  “  Church  in  mission.” 

Copies  of  the  1966  Annual  Report 
may  be  obtained  through  the  Service 
Center,  7820  Reading  Road,  Cincin¬ 
nati,  Ohio  45237,  at  a  cost  of  $1.50 
per  copy.  It  is  available  to  individuals 
and  churches  are  encouraged  to  place 
a  copy  in  their  church  library. 

— Submitted  by: 

Rev.  K.  G.  Rorie 
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By:  Alfred  A. 


LESSON  FOR  APRIL  30:  Standing  for  the  Faith 

BACKGROUND  SCRIPTURE;  Acts  4:1-22 

MEMORY  SELECTION:  We  cannot  but  speak  of 
what  we  have  seen  and  heard.  (Acts  4:20) 

AIM  OF  LESSON:  To  convince  adults  of  the  neces¬ 
sity  for  Christians  to  stand  firm  in  their  faith, 
especially  when  unpopular  positions  bring  op¬ 
position  and  criticism. 

*  *  * 

There  are  really  two  major  emphases  in  this 
lesson — one  indicates  the  first  real  clash  between 
Christians  and  organized  Jewish  religion,  and  the 
other  deals  with  that  answer  which  dedicated  Chris¬ 
tians  must  always  give  when  someone — officially 
or  unofficially — suggests  that  they  refrain  from  wit¬ 
nessing  to  their  Christian  convictions. 

The  setting  of  the  lesson  is  immediately  follow¬ 
ing  last  week’s — the  healed  lame  man  is  still  in 
the  presence  of  Peter  and  John  who  have  been  the 
agents  in  his  healing.  In  just  a  few  minutes  after 
the  word  spread  that  a  crippled  man  had  been  healed 
a  great  crowd  began  to  gather  near  the  temple  gate. 
The  Sadducees,  who  had  the  responsibility  for  the 
maintenance  of  public  order,  decided  that  the  gather¬ 
ing  of  this  crowd  under  this  particular  set  of  cir¬ 
cumstances  threatened  to  disturb  the  peace  and  cause 
an  unfavorable  report  to  be  filed  with  the  Roman 
authorities,  so  Peter  and  John  were  arrested  and 
taken  before  the  Sanhedrin — not  for  any  religious 
position  but  for  disturbing  the  peace. 

Once  Peter  is  before  the  Sanhedrin  he  seizes 
the  opportunity  to  deliver  another  sermon  following, 
very  much  the  same  outline  that  we  have  indicated 
the  past  two  weeks.  The  one  new  idea  in  this  mes¬ 
sage  is  his  affirmation  that  there  is  no  salvation  ex¬ 
cept  in  Jesus  Christ — “there  is  salvation  in  no  one 
else,  for  there  is  no  other  name  under  heaven  given 
among  men  by  which  we  must  be  saved.”  (4:12) 
You  can  just  imagine  how  this  idea  was  received 
by  the  Sanhedrin — the  hierarchy  of  the  Jewish  re¬ 
ligion. 

*  *  * 

THE  FIRST  CHRISTIAN  ARREST 

We  should  note  that  we  are  reading  today  about 
the  first  arrest  of  a  witness  for  Christ.  The  figures 
of  Peter  and  John  might  be  seen  as  the  first  in  a 
long  line  of  witnesses  who  in  later  centuries  would 
show  themselves  willing  to  go  to  court,  to  prison, 
and  even  to  death  because  they,  too,  would  say, 
“We  cannot  but  speak  of  what  we  have  seen  and 
heard.”  (4:20) 

Dr.  Edward  P.  Blair,  in  his  “A  Study  of  the 
Book  of  Acts,”  compares  Peter  and  John’s  stand 
before  the  Sanhedrin  in  this  succession  which  we 
have  mentioned.  He  said:  “The  scenes  recorded  in 
this  section  are  among  the  most  fascinating  of  Chris¬ 
tian  history.  With  them  belong  such  episodes  as 
Polycarp’s  heroic  testimony  before  his  accuser  at 
Smyrna  and  Luther’s  fearless  stand  before  the  Diet 
of  Worms.”  The  true  Christian  in  every  age  has 
felt  himself  obliged  to  obey  God  rather  than  man, 
even  though  the  consequences  be  dire. 


There  seems  to  be  some  question  as  to  the 
Sadducee’s  motive  for  arresting  Peter  and  John.  Luke 
says  there  were  theological  reasons  —  “because  they 
were  teaching  the  people  and  proclaiming  in  Jesus 
the  resurrection  from  the  dead.”  (4.2)  The  Sadducees 
did  deny  the  resurrection  and  the  existence  of  spirits. 
However,  Dr.  G.  H.  C.  MacGregor,  in  The  Inter¬ 
preter’s  Bible,  feels  that  in  this  instance  their  re¬ 
ligious  views  were  subordinated  to  the  more  prac¬ 
tical  matter  of  preserving  the  public  peace  and 
thereby  making  their  own  position  more  secure. 

Dr.  MacGregor  says  of  the  significance  of  the 
appearance  of  the  disciples  before  the  Sanhedrin: 
“For  Luke  the  trial  provides  the  dramatic  climax  to 
which  the  story  of  the  cure  of  the  lame  man  is 
introductory.” 

*  *  * 

“BY  WHAT  POWER  DO  YOU  DO  THIS?” 

Because  the  Jewish  religion  vigorously  opposed 
the  practice  of  magic  or  sorcery,  the  leaders  of 
the  Sanhedrin  hoped  to  make  this  whole  episode 
appear  as  a  routine  investigation  in  that  area.  This 
accounted  for  their  question,  “By  what  power  or 
by  what  name  did  you  do  this?”  (4:7)  Of  course, 
this  might  have  been  a  lightly  veiled  attack  on  that 
which  they  were  beginning  to  see  as  a  real  threat 
—  the  continuing  activity  on  the  part  of  Jesus’’ 
followers. 

Dr.  Charles  Laymon  says  that  it  was  almost 
providential  that  they  should  have  asked  this  ques¬ 
tion  as  they  did,  “because  it  gave  Peter  an  op¬ 
portunity  to  speak  of  the  power  of  Christ.” 

The  man  who  had  been  lame  just  a  few  moments 
before  now  stood  in  front  of  all  the  people.  There 
was  little  to  be  gained  by  questioning  whether  or 
not  it  had  happened.  The  only  logical  thing  for  the 
Jewish  leaders  to  do  was  raise  some  doubt  about  the 
source  of  the  power  that  brought  about  this  miracle. 
If  this  could  not  be  accomplished  then  the  oppon¬ 
ents  of  the  disciples  were  in  real  trouble. 

You  will  remember  that  this  is  not  a  new  device. 
The  opponents  of  Jesus  had  tried  it  before.  They 
could  not  doubt  that  he  had  cast  out  devils — they 
could  not  deny  that  a  man  released  from  the  con' 
trol  of  demons  was  in  a  better  state  than  one  who 
had  not  been  healed.  What  they  did  then — and  what 
the  same  type  of  men  are  doing  here — was  to  say 
that  Jesus  had  received  his  power  for  such  action 
from  the  devil  himself. 

*  *  * 

PETER  WAS  FILLED  WITH  THE  SPIRIT 

In  verses  8  and  9  we  read  that  “Peter,  filled 
with  the  Holy  Spirit,  said  to  them.”  Only  the  pres¬ 
ence  of  the  Holy  Spirit  in  Peter  could  account  for 
the  radical  difference  that  had  taken  place.  He  was 
simply  not  the  same  man  as  the  one  who  had  been 
so  frightened  on  the  evening  of  Jesus  arrest  and 
trial  that  he  declared  with  an  oath  that  he  did  not 
even  know  him.  Now  he  is  standing  with  unlimited 
courage  before  many  of  the  same  people  that  had 
frightened  him  then.  Only  the  presence  of  the  Spirit 
can  account  for  such  a  change.  Only  from  such  a 
source  comes  such  a  power. 

Power  has  taken  on  an  entirely  new  dimension 
in  our  generation.  The  search  for  it  is  the  driving 
force  behind  so  many  people.  Hundreds  of  books 
come  from  the  religious  and  secular  presses  every 


year  holding  out  the  tempting  offer  of  power.  The 
coming  of  the  nuclear  age  has  given  us  a  whole  new 
dimension  for  measuring  this  commodity.  We  have 
kinds  and  quantities  of  power  in  this  nation  the 
like  of  which  men  have  not  previously  dared  to 
dream.  And  yet  during  the  same  span  of  time  in 
which  these  new  physical  concepts  have  become  so 
real  to  us,  the  idea  of  the  Holy  Spirit  and  its  po¬ 
tential  to  change  the  world  has  become  unreal  to 
so  many  people. 

As  one  philosopher  has  said:  “Every  man  would 
like  to  be  God  if  it  were  possible;  some  few  find 
it  difficult  to  admit  the  impossibility.” 

*  *  * 

THE  REJECTED  STONE  HAS  BECOME  THE 
CORNERSTONE 

For  the  third  time  Peter  stands  face  to  face  with 
the  influential  people  of  the  time  and  accuses  them 
of  responsibility  for  the  crucifixion.  Here  he  says: 
“This  is  the  stone  which  was  rejected  .  .  .  but  which 
has  become  the  head  of  the  corner.”  (v.  11)  Peter 
showed  that  he  was  a  Biblical  preacher,  because 
this  verse  is  a  quotation  from  Psalm  118.  The 
psalmist  had  used  it  in  connection  with  Israel  which, 
though  despised  and  rejected  by  other  peoples,  had 
become  important  in  the  eyes  of  God.  The  symbolism 
of  the  stones  is  used  here  to  affirm  that  the  risen 
Christ  has  become  the  stone  which  binds  all  the 
others  together.  Peter’s  listeners  were  those  who  had 
discarded  the  stone,  and  now  it  has  come  back  to 
haunt  them. 

In  First  Peter,  Christ  is  pictured  as  “the  living 
stone”  rejected  by  men  but  in  God’s  sight  chosen 
and  precious.  The  “building”  of  which  he  has  be¬ 
come  the  headstone  is  a  spiritual  house,  a  holy 
priesthood,  the  fellowship  of  all  believers. 

*  *  * 

NO  SALVATION  BUT  IN  JESUS 

Although  the  outline  of  this  sermon  is  quite 
like  the  first  two  Peter  preached,  it  is  important  to 
note  that  a  unique  idea  is  introduced.  He  said  of 
Jesus,  “the  head  of  the  comer.”  “And  there  is  sal¬ 
vation  in  no  one  else,  for  there  is  no  other  name 
under  heaven  given  among  men  by  which  we  must 
be  saved.”  (v.  12)  Moffatt  has  this  verse  to  say; 
“There  is  no  salvation  by  anyone  else,  not  even 
a  second  name  under  heaven  appointed  for  us  men 
and  our  salvation.” 

Dr.  Theodore  P.  Ferris  says  in  The  Interpreter’s 
Bible:  “In  other  words  Peter  went  so  far  as  to  say 
not  only  that  Jesus  saves,  but  that  only  Jesus  saves.” 

This  is  an  important  point  to  reaffirm  in  our 
day  when  many  sincere  people  are  becoming  a  part 
of  a  gospel  that  is  so  broad  and  so  diluted  that 
the  saving  power  and  presence  of  Jesus  Christ  has 
almost  been  lost  sight  of.  The  word  “salvation” 
means  many  things  to  many  people,  but  no  defini¬ 
tion  can  be  Christian  if  it  eliminates  all  reference 
to  Christ  as  the  motivating  force — “the  head  of 
the  comer.” 

*  *  * 

“WE  CAN’T  KEEP  FROM  SPEAKING” 

The  policy-makers  in  the  Sanhedrin  thought  there 
was  a  very  simple  solution  to  this  whole  matter. 
They  chose  their  smoothest  speaker  to  say  to  Peter, 
James  and  John,  “Now,  we  understand  your  en¬ 
thusiasm,  but  you  have  seen  what  a  commotion  it 
stirs  up.  Now  we  want  to  make  you  a  proposition 
and  we  are  sure  you’ll  see  the  soundness  of  it.  You 
just  make  us  a  promise  that  you  won’t  talk  about 
this  Jesus  anymore,  and  we’ll  forget  all  about  this 
whole  thing.” 

They  just  did  not  know  what  the  Holy  Spirit 
had  done  to  these  men.  When  they  heard  the  threat¬ 
ening  proposal  of  the  authorities  they  replied:  “We 
cannot  but  speak  of  what  we  have  seen  and  heard.” 

It  doesn’t  say  so  in  the  Bible,  but  we  feel  sure  that 
the  Jewish  authorities  silently  respected  them  for 
their  answer. 

Again  and  again  we  hear  of  modem  author¬ 
ities  approaching  preachers  and  other  spokesmen  for 
God  and  making  the  same  proposal.  “Just  quit 
talking  about  this  Jesus  and  his  way,  and  you  can 
stay  out  of  trouble — you  can  occupy  this  position 
or  this  pulpit  indefinitely.”  But  aren’t  we  all  grate¬ 
ful  that  there  are  still  courageous  souls  who  say: 
“We  cannot  but  speak  of  what  we  have  seen  and 
heard.” 
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Moscow  Rabbi  Leib  Levin  has  reported  that  ap¬ 
proximately  150,000  pounds  of  matzoh  have  been 
baked  and  delivered  to  members  of  the  congrega¬ 
tion  of  the  Moscow  Central  Synagogue.  Two  baker¬ 
ies  announced  they  would  produce  22,000  pounds 
for  Jews  in  the  Moscow  region  for  the  Passover.  It 
was  reported  that  the  Israeli  embassy  in  Moscow 
had  ordered  and  received  110  pounds  of  the  un¬ 
leavened  bread  counted  so  essential  by  the  Jews 
at  the  Passover. 

Moscow  officials  are  remembering  that  last  year 
they  received  a  black  eye  around  the  world  for 
prohibiting  the  baking  and  distribution  of  the 
Passover  matzoh. 

Pope  Paul  VI  has  issued  a  statement  in  which  he 
denies  that  he  condemned  the  capitalist  system  in 
his  recent  encyclical  on  the  Development  of  Peo¬ 
ples.  In  question  is  a  paragraph  which  came  out 
in  the  English  translation  as  condemning  “a  sys¬ 
tem  which  considers  profit  as  the  key  motive  for 
economic  progress,  competition  as  the  supreme  law 
of  economics  and  private  ownership  of  the  means 
of  production  as  an  absolute  right  that  has  no  limits 
and  carries  no  corresponding  social  obligation.” 

The  Vatican  City  newspaper  said:  “It  does  not 
particularly  condemn  the  economic  system 
founded  on  capital,  but  the  errors  and  abuses 
which  easily  derive  from  it.  .  .  .” 

Some  Roman  Catholics  are  already  looking  ahead 
to  the  1968  Presidential  campaign.  Ave  Maria,  na¬ 
tional  Catholic  weekly,  in  a  recent  issue  urged 
Catholics  to  lead  the  fight  against  any  religious 
bigotry  which  may  threaten  the  aspirations  of  Mich¬ 
igan  Governor  George  Romney. 

Noting  the  relief  that  Catholics  felt  after  the 
successful  completion  of  John  F.  Kennedy’s 
1960  campaign,  the  publication  said,  “Now 
there  are  stirrings  of  the  same  issue  with  re¬ 
gard  to  the  candidacy  of  George  Romney.  This 
time  the  argument  is  stated  this  way:  Romney 
is  a  Mormon,  a  man  whose  church  has  a  long 
tradition  of  discrimination  against  the  Negro.” 

A  collection  of  “poetical  legends  taken  from  the 
Bible”  has  been  published  in  Russia  under  the  title. 
The  Tower  of  Babel.  The  book,  intended  for  chil¬ 
dren,  was  compiled  by  a  group  of  young  Soviet 
writers  under  the  guidance  of  a  popular  children’s 
author,  Komei  Chukovsky. 

In  the  book’s  preface,  the  editor  says:  “I  be¬ 
lieve  that  our  children,  who  constantly  en¬ 
counter  in  books,  picture  galleries  and  museums 
a  multitude  of  themes  from  the  Bible,  should 
finally  become  acquainted  with  them  because 
they  are  of  high  artistic  value,  irrespective  of 
their  religious  tendency,  which  is  naturally  ab¬ 
sent  in  our  book.” 

A  White  Lutheran  pastor  in  Minneapolis  has  de¬ 
fended  a  young  Omaha,  Neb.  Negro  barber  who 
recently  told  suburban  Minneapolis  ministers  that 
they  were  hypocrites,  Christ  was  a  phony  and  the 
church  “has  had  it.”  The  Rev.  J.  William  Youngdahl 
called  the  barber,  Ernie  Chambers,  a  “descriptive 
prophet”  and  said  that  “God  is  really  using  him.” 
The  pastor  and  the  barber  were  leading  figures  in 
a  recent  TV  film  entitled  “A  Time  for  Burning.” 
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the  Editor 


Two  major  Protestant  denominations  —  Episcopal 
and  United  Church  of  Christ — have  declined  to  sign 
over  their  stock  voting  proxies  to  the  management 
of  Eastman  Kodak  as  a  symbolic  protest  against 
the  company’s  alleged  refusal  to  fire  and  train  Ne¬ 
gro  workers  at  its  Rochester  plant.  Stock  owned  by 
agencies  of  the  two  churches  was  reported  to  have 
a  valuation  of  about  $1  million. 

Project  Equality — involving  27  religious  bodies 
— has  been  launched  in  Minnesota.  The  goal 
is  to  get  congregations  and  religious  institu¬ 
tions  in  the  state  to  review  their  practices  to¬ 
ward  hiring  minorities  and  to  use  their  purchas¬ 
ing  power  to  help  end  discrimination  in  em¬ 
ployment. 


TULSA,  Okla.  This  is  the  widespread  campus 
of  Oral  Roberts  University  under  construction 
on  a  420-acre  area  in  Tulsa,  Okla.,  dedicated 
by  evangelist  Billy  Graham  at  a  ceremony  at¬ 
tended  by  18,000  persons.  Mr.  Roberts,  Tulsa 
evangelist,  is  president  of  the  new  university, 
which  already  has  enrolled  500  students.  Fo¬ 
cal  point  of  the  campus  is  a  needle-like  prayer 
tower  (center)  with  gold-mirrored  sides,  taper¬ 
ing  to  a  flaming  torch  on  top.  Immediately  be¬ 
hind  the  tower  is  the  Learning  Resources  Cen¬ 
ter  and  Library.  The  “Y”  shaped  structures 
(left  foreground)  are  600-room  dormitories.  The 
circular  building  is  the  gymnasium.  Other  units 
include  classrooms  and  administrative  offices. 
(RNS  Photo) 

. . . . . . - 

A  group  of  students  at  the  Jesuit-operated  Uni¬ 
versity  of  Detroit  Law  School  has  openly  opposed 
faculty  members  who  take  anti-U.S.  government 
positions  on  the  Vietnam  war.  The  action  was  aimed 
at  Father  Paul  Harbrecht,  dean  of  the  school,  and 
Albert  C.  Malmsten,  an  assistant  professor,  who 
have  been  active  in  their  opposition  to  U.S.  policy. 

In  Vienna,  Austria,  Franz  Cardinal  Koenig  has 
won  a  libel  judgment  against  a  right-wing  na¬ 
tionalist  newspaper,  Salzburg  Volksblatt.  The 
suit  was  precipitated  by  an  article  in  the  pub¬ 
lication  which  claimed  that  the  Roman  Catholic 
Primate  was  a  high  degree  Free  Mason.  The 
newspaper  plead  that  they  acted  in  good  faith 
since  the  same  charges  had  appeared  in  foreign 
papers. 


An  agreement  to  bar  Southern  Baptists  who  vol¬ 
unteered  for  a  South  African  revival  crusade  from 
discussing  the  race  question  was  sharply  criticized 
by  a  recent  editorial  in  the  official  publication  of 
the  District  of  Columbia  Baptist  Convention.  Want¬ 
ing  that  such  a  ban  would  distort  the  Gospel  and 
embarrass  the  denomination,  the  Capital  Baptist 
called  for  a  reconsideration  of  the  agreement.. 

The  President  of  the  Lancaster  (Pa.)  Theo¬ 
logical  Seminary  has  predicted  that  if  current 
union  discussions  involving  10  major  Protestant 
churches  are  successful  “there  will  be  only 
five  major  religious  denominations  in  the  U.S. 
in  the  last  years  of  the  20th  Century.  Dr.  Rob¬ 
ert  V.  Moss,  president  of  the  United  Church 
of  Christ  seminary,  said  the  five  bodies  would 
be  Roman  Catholic,  Lutheran,  Baptist,  Ortho¬ 
dox,  and  the  as  yet  unnamed  denomination 
that  will  result  from  the  discussions. 

Pre-marital  sex  relations  growing  out  of  the  so- 
called  “new  morality”  have  greatly  increased  the 
number  of  young  people  in  mental  hospitals,  a 
psychiatrist  recently  said.  Dr.  Francis  J.  Braceland, 
editor  of  the  American  Journal  of  Psychiatry,  said 
that  liberalized  dormitory  rules  and  more  lenient  at¬ 
titudes  toward  sex  have  imposed  stresses  on  some 
college  women  severe  enough  to  cause  emotional 
breakdown.” 


A  memorial  in  the  form  of  a  fund  to  bring 
prominent  contemporary  church  leaders  to  the 
campus  has  been  established  by  Yale  Divinity 
School  in  honor  of  Dr.  Fred  Hoskins,  a  prom¬ 
inent  alumnus  who  died  last  year.  The 
“Hoskins  Visitors”  who  will  be  brought  to  the 
campus  will  lecture,  participate  in  classes,  lead 
discussions  and  counsel  with  students. 

Dr.  Eugene  Carson  Blake,  general  secretary  of  the 
World  Council  of  Churches  and  one  of  the  best 
known  Protestant  leaders  in  the  U.S.  and  abroad, 
has  been  named  Churchman  of  the  Year  for  1967  by 
Religious  Heritage  of  America.  He  will  be  honored 
at  the  organization’s  annual  dinner  in  June. 


Lutheran  Bishop  Hermann  Dietzfelbinger  of 
Bavaria  is  the  new  chairman  of  the  Council 
of  the  Evangelical  Church  in  Germany  (EKID). 
He  was  elected  by  the  EKID  Synod  and 
Churches  Conference,  holding  separate  but 
simultaneous  sessions  in  West  Berlin  and  East 
Berlin. 

The  British  Weekly,  a  noted  Christian  interdenom¬ 
inational  journal  which  was  acquired  by  the  Church 
of  Scotland  about  ten  years  ago,  is  to  pass  to  a 
new  non-profit  company.  It  will  henceforth  be  pub¬ 
lished  by  Britist  Weekly  Limited,  and  it  will  be  de¬ 
veloped  as  a  national,  interdenominational  news¬ 
paper  published  from  London  instead  of  Edinburgh. 


The  leading  political  party  of  the  state  of  Goa 
has  charged  that  the  Roman  Catholic  Church 
openly  interfered  in  the  territpry’s  recent  gen¬ 
eral  election.  The  party  said  in  two  complaints 
to  election  authorities  that  Catholic  priests 
canvassed  votes  for  the  pro-Catholic  United 
Goans  party  on  the  premises  of  the  polling 
booths  and  that  presiding  officers  failed  in  their 
duty  to  prevent  the  campaigning. 


The  Indian  government  has  decided  not  to  admit 
new  foreign  missionaries  in  troubled  Nagaland  where 
members  of  the  Naga  tribe  demand  independence 
from  the  Indian  Union.  In  a  statement  before  Par¬ 
liament,  External  Affairs  Minister  Mohammed 
Chagla  also  indicated  that  the  existing  four  foreign 
missionaries  in  Nagaland  had  been  ordered  not  fo 
carry  out  evangelical  activities. 
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Shreveport  District  Training 
for  Children's  Workers 


Shreveport  District  Workshop  for  Children's  Workers  at 
Noel  Memorial  Methodist  Church,  Shreveport,  April  5th, 
emphasized  appreciation  and  use  of  art  with  children, 
with  Mrs.  E.  A.  Sartor,  local  artist  as  featured  speaker. 
Others  on  staff  included:  Mrs.  James  A.  Marsalis,  Mrs. 
Loyce  Hurley,  Mrs.  Fred  Davis  (left  in  lower  picture), 
Mrs.  J.  A.  Montgomery  (second  from  right),  Mrs.  Jerry 
Evans,  and  Mrs.  Sidney  Young  (at  left  in  upper  picture). 
Additional  sub-district  workshops  will  be  held  during  April. 


Universal  Declaration 
of  Human  Rights 

(Continued,  from  last  week) 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

Our  Inner  City  work  is  divided  into 
several  types.  One  of  the  major  cate¬ 
gories,  one  about  which  we  say  little, 
is  Bob  Eakers  work  with  the  Span¬ 
ish  speaking  people. 

There  is  no  end  and  no  limit  to  the 
helpful  nature  of  Bob’s  relationship 
to  these  newcomers.  There  are  only 
two  Protestant  ministers  who  work  with 
Latin  Americans;  Eakers  is  one  of 
these.  When  a  Spanish  speaking  fam¬ 
ily  arrives  in  New  Orleans  and  seeks 
help  from  Bob,  several  types  of  as¬ 
sistance  are  made  available  to  them,. 
Bob  helps  locate  a  house  or  apartment 
for  them  to  rent.  There  are  several 
areas  in  New  Orleans  where  Spanish 
speaking  families  are  living.  Obtain¬ 
ing  furniture,  cooking  and  eating  uten¬ 
sils,  appliances,  and  clothing  are  the 
next  items  of  priority  on  the  collec¬ 
tion  scale.  Finally,  employment  for 
the  new  arrivals  must  be  found. 

The  Spanish  speaking  congregation, 
composed  of  persons  who  have  been  in 
New  Orleans  for  some  time,  is  a  great 
help  to  Bob  in  relocating  the  new¬ 
comers.  The  congregation  furnishes 
manpower  as  well  as  information  about 
available  housing,  employment,  and 
furnishings. 

This  congregation  is  a  friendly, 
warm-hearted  group  of  people.  Two 
non-Latin  Americans  have  become  af¬ 
filiated  with  the  group  simply  because 
they  like  the  concern  of  the  people 
one  for  another.  The  people  are  in¬ 
terested  in  each  other  and  willing  to 
be  of  help  in  meeting  each  others 
needs. 

A  study  of  this  congregation  helps 
one  to  understand  a  little  better  the 
nature  of  the  church.  The  church  is 
not  so  much  a  proclaimer  of  the  truth 
as  it  is  a  group  of  sympathetic,  helpful 
friends  to  which  we  can  belong.  It 
is  a  fellowship  in  which  a  person  can 
find  friendship  and  acceptance.  He 
can  be  himself,  can  be  honest,  can 
avoid  pretense  and  hypocrisy,  and  still 
know  he  will  not  meet  rejection. 

This  friendship  and  acceptance  is  an 
integral  part  of  the  church.  It  does 
not  imply  approval  of  what  a  person 
is  or  does;  it  does,  however,  recognize 
that  the  person  has  been  created  by 
God  and  is  of  value.  The  person  needs 
to  be  completed  and  perfected;  this 
is  the  purpose  of  life  itself.  This  com¬ 
pletion  is  more  likely  to  happen  if  one 
has  acceptance  and  love.  This  is  the 
atmosphere  of  the  church. 

Bob  and  Helena  Eaker  are  doing 
a  fine  work.  Both  speak  Spanish,  of 
course;  they  do  so  at  home  frequently 
in  order  that  their  two  fine  daughters 
may  learn  the  language.  The  Eakers 
are  dedicated  to  their  congregation  and 
to  the  work  which  is  their’s  to  do. 
Many  of  the  Spanish  speaking  people 
in  News  Orleans  are  indebted  to  them, 
t 

An  ecumenical  theological  refresh¬ 
er  course  has  been  scheduled  at  the 
Lake  Junaluska,  N.  C.,  Methodist  As¬ 
sembly  July  31  -  August  11  featuring 
Episcopal,  Presbyterian,  Roman  Cath¬ 
olic  and  Methodist  lecturers. 


ARTICLE  20.  (1)  Everyone  has 
the  right  to  freedom  of  peaceful  as¬ 
sembly  and  association.  (2)  No  one 
may  be  compelled  to  belong  to  an 
association. 

ARTICLE  21.  (1)  Everyone  has 
the  right  to  take  part  in  the  govern¬ 
ment  of  his  country,  directly  or  through 
freely  chosen  representatives.  (2) 
Everyone  has  the  right  of  equal  ac¬ 
cess  to  public  service  in  his  country. 
(3)  The  will  of  the  people  shall  be  the 
basis  of  the  authority  of  government; 
this  will  shall  be  expressed  in  periodic 
and  genuine  elections  which  shall  be 
by  universal  and  equal  suffrage  and 
shall  be  held  by  secret  vote  or  by 
equivalent  free  voting  procedures. 

ARTICLE  22.  Everyone,  as  a 
member  of  society,  has  the  right  to 
social  security  and  is  entitled  to  real¬ 
ization,  through  national  effort  and  in¬ 
ternational  cooperation  and  in  accord¬ 
ance  with  the  organization  and  re¬ 
sources  of  each  State,  of  the  economic, 
social  and  cultural  rights  indispensable 
for  his  dignity  and  the  free  develop¬ 
ment  of  his  personality. 

ARTICLE  23.  (1)  Everyone  has 
the  right  to  work,  to  free  choice  of 
employment,  to  just  and  favorable  con¬ 


ditions  of  work  and  to  protection 
against  unemployment.  (2)  Everyone, 
without  any  discrimination,  has  the 
right  to  equal  pay  for  equal  work.  (3) 
Everyone  who  works  has  the  right  to 
just  and  favorable  remuneration  insur¬ 
ing  for  himself  and  his  family  an  exist¬ 
ence  worthy  of  human  dignity,  and 
supplemented,  if  necessary,  by  other 
means  of  social  protection.  (4)  Every¬ 
one  has  the  right  to  form  and  to  join 
trade  unions  for  the  protection  of  his 
interests. 

ARTICLE  24.  Everyone  has  the 
right  to  rest  and  leisure,  including  rea¬ 
sonable  limitation  of  working  hours 
and  periodic  holidays  with  pay. 

ARTICLE  25.  (1)  Everyone  has 
the  right  to  a  standard  of  living  ad¬ 
equate  for  the  health  and  well-being 
of  himself  and  of  his  family,  including 
food,  clothing,  housing  and  medical 
care  and  necessary  social  services,  and 
the  right  to  security  in  the  event  of 
unemployment,  sickness,  disability, 
widowhood,  old  age  or  other  lack  of 
livelihood  in  circumstances  beyond  his 
control.  (2)  Motherhood  and  childhood 
are  entitled  to  special  care  and  assist¬ 
ance.  All  children,  whether  bom  in  or 
out  of  wedlock,  shall  enjoy  the  same 


CHURCH  CONTINUES  NIGHTLY 
COUNSELING  MINISTRY 

GREENSBORO,  N.  C.— A  nightly 
ministry  to  the  wretched- — both  rich 
and  poor — will  be  continued  by  West 
Market  Street  Methodist  Church  here. 

The  10  p.m.  to  2  a.m.  counseling 
period  each  Thursday,  Friday  and  Sat¬ 
urday  and  a  telephone  answering  ser¬ 
vice  from  2  to  6  a.m.  was  instituted 
on  a  trial  basis  in  March  and  proved 
a  worthwhile  venture,  according  to  Dr. 
Wilson  O.  Weldon,  senior  minister  of 
the  church. 

Dr.  Weldon,  other  ministers  on  the 
staff  and  laymen  share  in  the  tele¬ 
phone  and  personal  counseling.  The 
church  is  located  within  a  block  of 
both  city  and  county  police  depart¬ 
ments  and  two  all-night  restaurants, 
and  across  the  street  from  the  bus 
station. 


social  protection. 

ARTICLE  26.  (1)  Everyone  has 
the  right  to  education.  Education  shall 
be  free,  at  least  in  the  elementary  and 
fundamental  stages.  Elementary  educa¬ 
tion  shall  be  compulsory.  Technical  and 
professional  education  shall  be  made 
generally  available  and  higher  educa¬ 
tion  shall  be  equally  accessible  to  all 
on  the  basis  of  merit.  (2)  Education 
shall  be  directed  to  the  full  develop¬ 
ment  of  the  human  personality  and 
to  the  strengthening  of  respect  for 
human  rights  and  fundamental  free¬ 
doms.  It  shall  promote  understanding, 
tolerance  and  friendship  among  all  na¬ 
tions,  racial  or  religious  groups,  and 
shall  further  the  activities  of  the  United 
Nations  for  the  maintenance  of  peace. 
(3)  Parents  have  a  prior  right  to  choose 
the  kind  of  education  that  shall  be 
given  to  their  children. 

ARTICLE  27.  (1)  Everyone  has 
the  right  freely  to  participate  in  the 
cultural  life  of  the  community,  to  en¬ 
joy  the  arts  and  to  share  in  scientific 
advancement  and  its  benefits.  (2) 
Everyone  has  the  right  to  the  protec¬ 
tion  of  the  moral  and  material  inter¬ 
ests  resulting  from  any  scientific,  lit¬ 
erary  or  artistic  production  of  which 
he  is  the  author. 

ARTICLE  28.  Everyone  is  entitled 
to  a  social  and  international  order  in 
which  the  rights  and  freedoms  set  forth 
in  this  Declaration  can  be  fully  real¬ 
ized. 

ARTICLE  29.  (1)  Everybody  has 
duties  to  the  community  in  which  alone 
the  free  and  full  development  of  his 
personality  is  possible.  (2)  In  the  ex¬ 
ercise  of  his  rights  and  freedoms, 
everyone  shall  be  subject  only  to  such 
limitations  as  are  determined  by  law 
solely  for  the  purpose  of  securing  due 
recognition  and  respect  for  the  rights 
and  freedoms  of  others  and  of  meet¬ 
ing  the  just  requirements  of  morality, 
public  order  and  the  general  welfare 
in  a  democratic  society.  (3)  These 
rights  and  freedoms  may  in  no  case  be 
exercised  contrary  to  the  purposes  and 
principles  of  the  United  Nations. 

ARTICLE  30.  Nothing  in  this  Dec¬ 
laration  may  be  interpreted  as  im¬ 
plying  for  any  State,  group  or  person 
any  right  to  engage  in  an  activity  or 
to  perform  any  act  aimed  at  the  de¬ 
struction  of  any  of  the  rights  and  free¬ 
doms  set  forth  herein. 
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Spring  district  meetings 


Leaders  at  the  New  Orleans  dis¬ 
trict  meeting  were,  from  left:  Mrs.  V. 
W.  Cothren,  president;  Miss  Louise 
Sharp,  director  St.  Mark’s  Community 
Center;  Mrs.  John  Howe,  conference 
secretary  of  spiritual  life;  Miss  Eliza¬ 
beth  Watson,  staff  of  World  Outlook 
magazine. 

NEW  ORLEANS  DISTRICT 

The  New  Orleans  District  Woman’s 
Society  of  Christian  Service  held  its 
annual  meeting  at  the  Carrollton  Ave¬ 
nue  Church  on  March  29.  More  than 
200  women  representing  34  out  of 
38  societies  were  present,  including 
members  of  Terrytown  and  Belle 
Chasse  Societies,  the  two  newly  or¬ 
ganized  groups. 

Dr.  Carl  Lueg,  district  superintend¬ 
ent,  led  the  worship  service  and  Mrs. 
R.  R.  Cahal,  president  of  Carrollton 
Society,  welcomed  the  guests. 

A  memorial  service  was  led  by  Mrs. 
David  Gross,  district  secty.  of  Spir¬ 
itual  Life  Cultivation. 

Mrs.  V.  W.  Cothren,  district  pres¬ 
ident  gave  a  report  of  the  societies  by 
using  colored  slides  of  local  activities 
and  projects  provided  by  the  local  so¬ 
cieties. 

Election  of  officers  was  held  and 
the  following  were  elected:  Mrs.  J. 
Hansard,  treasurer;  Mrs.  Gladys  Wag¬ 
ner,  secretary  of  membership  cultiva¬ 
tion;  Mrs.  Charles  Robards,  zone  lead¬ 
er.  Officers  were  installed  by  Mrs.  Carl 
Gallaher,  conference  treasurer,  using 
the  “Take  a  Towel”  program.  Miss 
Cheri  Gordan,  conference  youth  pres¬ 
ident,  accompanied  herself  on  the  gui¬ 
tar  while  the  sang  “He’s  Got  the  Whole 
World  in  His  Hands.” 

Louisiana  Mission  Projects  and  def¬ 
initions  of  work  assignments  were  pre¬ 
sented  by  a  panel  of  workers,  includ¬ 
ing  Miss  Louise  Sharp,  St.  Marks’ 
Community  Center,  Miss  Pat  Smith, 


Dulac  Community  Center  and  Miss 
Phoebe  Reynolds,  Sager  Brown  center. 
The  panel  was  moderated  by  Mrs.  Coy 
Howe,  conference  secretary  of  spirit¬ 
ual  life  cultivation  from  the  McDon¬ 
ald  Center. 

The  Rev.  James  Harris,  pastor  of 
Carrollton  Methodist  Church  closed 
the  meeting  with  benediction.  Among 
those  present  was  Miss  Elizabeth  Wat¬ 
son,  from  the  World  Outlook  Magazine 
Staff. 

t 

MONROE  DISTRICT 

The  Monroe  District  Woman’s  So¬ 
ciety  of  Christian  Service  held  the  an¬ 
nual  meeting  at  First  Church,  Bastrop. 
Mrs.  Don  Wineinger,  district  presi¬ 
dent,  presided.  Mrs.  B.  E.  Townsend, 
president  of  the  Bastrop  Society,  led 
in  the  opening  prayer. 

Mrs.  Ed  Haug,  Mrs.  Thomas  Guth¬ 
rie,  Jr.  and  Mrs.  W.  R.  Olsen  were 
presented  Special  Membership  pins  in 
appreciation  as  retiring  district  officers. 
Mrs.  Ruth  Naslund,  daughter  of  Mrs. 
Olsen,  received  Mrs.  Olsen’s  pin  in  her 
absence.  $141.00,  in  addition,  was  giv¬ 
en  to  missions  in  their  honor. 

Mrs.  Lamar  Aycock,  conference  sec¬ 
retary  of  supply  work,  installed  newly 
elected  officers  and  zone  leaders  in  a 
very  meaningful  service.  Those  in¬ 
stalled  were  Mrs.  H.  B.  Wiggers,  Sr., 
vice-president;  Mrs.  Kenneth  Mason, 
recording  secretary;  Mrs.  J.  W.  Boyd, 
treasurer;  Mrs.  Lucille  Goodwin,  mem¬ 
bership  cultivation;  Mrs.  J.  W.  Randall, 
missionary  education  and  service;  Mrs. 
Malcolm  L.  Mason,  missionary  per¬ 
sonnel  secretary;  and  Mrs.  W.  W.  Hal¬ 
bert,  campus  ministry.  Zone  leaders 
installed  were  Mrs.  Donald  Elliott, 
Mrs.  W.  H.  Parker,  Mrs.  John  R. 
Johns,  Mrs.  L.  W.  Baker  and  Mrs. 
M.  D.  Dodd. 

Mrs.  R.  M.  Bingham,  conference 
secretary  of  campus  ministry  led  a  pe¬ 
riod  of  Dialogue  with  every  one  pres¬ 
ent.  Her  theme  was  “Another  Century 
— Christian  Learning.” 

Mrs.  J.  W.  Boyd  led  a  pledge  ser¬ 
vice  with  theme,  “You  are  the  Light 
of  the  World.”  Local  treasurers  came 
forward  and  placed  a  replica  of  a  sil¬ 
ver  brick  on  a  board  to  build  a  pyra¬ 
mid.  Mrs.  Boyd  gave  the  District 
Pledge  of  $18,744  to  District  Presi¬ 
dent  Mrs.  Don  Wineinger. 

Mrs.  J.  H.  Walker,  spiritual  life 
secretary,  led  the  group  in  a  closing 
litany.  The  Rev.  R.  L.  Peyton,  host 
pastor,  gave  the  benediction  and  grace, 
t 


New  Orleans  District  WSCS  offi¬ 
cers:  Mrs.  M.  D.  Fyfe,  vice  president; 
Mrs.  Rupert  Coles,  missionary  educa- 


tionp  Mrs.  Ed  McDevitt,  Christian  so¬ 
cial  relations;  Mrs.  V.  W.  Cothren, 
president;  Mrs.  J.  D.  Hansard,  treasur¬ 
er. 


Jurisdiction  women  to  meet 
at  Mt.  Sequoyah  in  May 


The  South  Central  Jurisdiction 
Woman’s  Society  and  Wesleyan  Service 
Guild  will  meet  at  Mt.  Sequoyah,  May- 
5-7,  for  the  annual  meeting  in  the 
form  of  special  officers’  training,  un¬ 
der  the  direction  of  Dr.  Howard  M 
Ham,  general  secretary,  Division  of  the 
Local  Church,  General  Board  of  Educa 
tion,  Nashville,  Tennessee. 

Mrs.  Hazel  L.  Dabney,,  jurisdiction 
secretary  of  the  Wesleyan  Service  Guile 
is  chairman  of  the  Committee  on  Pro 
gram,  and  general  chairman  of  the 
meeting. 

Miss  Ethelene  Sampley  of  Fort  Pierce, 
Florida,  will  direct  the  Bible  study,  and 
Mrs.  Glen  E.  Laskey,  president  of  the 
Woman’s  Division,  will  be  the  featured 
speaker. 

Those  who  will  serve  in  some  leader¬ 
ship  capacity  from  Louisiana,  North  Ar¬ 
kansas  and  Little  Rock  Conferences  in 
addition  to  Mrs.  Laskey  and  Mrs.  Dab¬ 
ney  are: 

Louisiana  Conference,  Mrs.  C.  B.  Mc¬ 
Gowan,  president,  Baton  Rouge;  Mrs. 
J.  B.  Mouton,  vice  president,  Sulphur; 
Mrs.  Garland  Dean,  Jr.,  secretary  mis¬ 
sionary  education,  DeQuincy;  and  Mrs. 
John  L.  Howe,  Jr.  secretary  of  spiritual 
life  cultivation,  Houma. 

Little  Rock  Conference,  Mrs.  Edgar 
F.  Dixon,  president,  Little  Rock;  Mrs. 
J.  Russell  Henderson,  vice  president  of 
the  Woman’s  Division,  Little  Rock; 
Mrs.  Rubye  Lee  Jackson,  secretary  of 
the  Wesleyan  Service  Guild,  Pine  Bluff; 
Mrs.  George  Meyer,  secretary  of  mis¬ 
sionary  education.  Magnolia;  and  Mrs. 
R.  H.  Cole,  secretary  of  spiritual  life, 
Magnolia. 


Sequoyah  Leaders 


Dr.  Ham  Miss  Sampley 


Mrs.  Coffee  Mrs.  Laskey 


North  Arkansas  Conference,  Mrs.  R. 
K.  Bent,  president,  Fayetteville;  Mrs. 
Maurice  Lanier,  secretary  missionary 
education,  Bentonville;  Mrs.  David 
Block,  secretary  spiritual  life,  Wynne; 
and  Mrs.  Howard  Johnson,  vice  pres¬ 
ident,  Clinton. 

Mrs.  C.  C.  Coffee  of  Lubbock,  Tex¬ 
as,  president  of  the  jurisdiction  Wom¬ 
an’s  Society,  will  conduct  the  business 
sessions. 


MONROE  DISTRICT 
ZONE  MEETINGS 

Zone  I  -  April  20  -  St.  Andrews 
Zone  II  -  April  27  -  Bonita 
Zone  III  -  May  4  -  Grayson 
Zone  IV  -  May  11  -  Tallulah 
Zone  V  -  May  18  -  Waterproof 


Red  Sci  ssors  coupons  help  the  St. 
Mark’s  Community  Center.  The  dis¬ 
play  at  Ruston  District  meeting  is 
pictured. 


Ruston  District  officers:  Front  row:  Mrs.  Fairy  McBride,  recording  se 
retary  Grace  Church  Ruston;  Mrs.  P.  L.  Harvey,  supply  work,  Quitman;  Mr 
Harry  Stahl,  membership  cultivation,  Minden  First  Church;  Mrs.  W  M  Finnir 
missionary  personnel,  Dubach.  Second  Row:  Mrs.  Mitchell  Jones,  vice  pres 
dent,  Minden  First  Church;  Mrs.  E.  W.  Hageman,  Christian  social  relation- 
Bernice;  Mrs.  J  D.  Cardwell,  program  materials,  Antioch;  Mrs.  L.  C.  Aycoc 
installed  the  officers;  Mrs.  T.  J.  McGehee,  spiritual  life  cultivation,  Downsvilh 
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•  On  a  Wide  Circuit 

Do  they  want 
furniture  rearranged? 

by  W.  W.  Reid 

The  United  States  of  America  has 
such  a  “mixed  population,”  gathered 
from  every  comer  and  nation  of  the 
earth,  that  it  seems  paradoxical  that 
“Americans”  as  a  whole  have  relative¬ 
ly  slight  understanding  of  the  mind, 
the  feelings,  the  attitudes,  the  life 
goals  —  yes,  the  psychology  —  of 
other  nations.  At  least  that  is  the 
charge  made  almost  everywhere  that 
the  U.S.A.  has  tried  to  “help”  or  to 
“govern”  in  areas  outside  its  own 
borders  —  and  perhaps  also  its  own 
“minority  groups.” 

And  I  think  we  would  have  con¬ 
siderable  difficulty  in  trying  to  show 
that  this  charge  is  erroneous.  We  had 
plenty  of  trouble  in  the  days  when  we 
were  trying  to  guide  the  early  desti¬ 
nies  of  Cuba  and  the  Philippines.  One 
would  think  that  General  MacArthur’s 
“magnamity”  with  the  Japanese  would 
result  in  some  mutual  understanding; 
yet  twenty  years  later,  “Go  home, 
Yankees”  is  an  expression  of  deep- 
seated  national  pride  and  upsurge  of 
independence  we  neither  understand 
nor  acknowledge. 

Now  we  are  engaged  in  a  little- 
understood  and  little-desired  struggle 
in  Vietnam.  We  proclaim  the  most 
righteous  and  generous  of  motives  — 
“generous”  in  the  giving  of  the  lives 
of  our  own  sons  for  a  “cause”  they 
do  not  understand  —  a  cause  we  have 
been  unable  to  explain  convincingly 
to  the  rest  of  the  world.  The  United 
Nations  and  most  of  our  friends  in 
Europe  look  askance  at  both  our  ac¬ 
tions  and  our  professed  motives.  Other 
nations  of  Asia  take  attitudes  we  can¬ 
not  seem  to  understand  toward  bomb¬ 
ing  and  “escalation  of  military  action.” 

While  we  dally,  and  seek  a  face¬ 
saving  formula,  or  while  we  rely  on 
our  preponderance  of  military  equip¬ 
ment,  or  hope  that  some  coalition  of 
our  friends  can  convince  the  Vietna¬ 
mese  they  cannot  win,  we  may  well 
be  creating  conditions  for  our  own  de¬ 
feat,  by  failing  to  understand  what 
other  people  are  feeling  and  thinking. 

Perhaps  this  inability  to  know  other 
people  —  and  to  assess  their  inner 
reaction  to  our  deeds  —  should  not 
be  imputed  to  Americans  exclusively, 
but  to  the  whole  white  race.  Certainly 
the  British  —  the  “master  colonizers” 
of  recent  centuries  —  did  not  “under¬ 
stand”  as  much  as  they  used  to  be 
given  credit  for.  Otherwise  why  the 
sudden  and  dramatic  breakup  of  the 
British  Empire?  Nor  did  the  French, 
nor  the  Dutch,  and  certainly  not  the 
Spanish,  do  any  better.  And  now  it 
is  only  a  matter  of  time  and  of  cir¬ 
cumstance  until  Portugal  will  learn  she 
cannot  dominate  the  millions  of 
people  she  controls  (or  “tries  to  civi¬ 
lize”)  in  Africa. 

I  was  much  impressed  the  other  day 
to  hear  Dr.  Maurice  E.  Troyer,  of 
Syracuse  University,  returned  after  17 
years  in  Japan,  tell  the  Japan  Inter¬ 
national  Christian  University  Founda¬ 
tion:  “Practically  everyone  I  heard 
comment  on  the  matter,  during  my 
years  in  Japan,  believed  that  there 
are  probably  more  Japanese  and  Amer¬ 
icans  alive  today  as  a  result  of  atomic 


York  Minster,  the  largest  Gothic 
building  in  Britain,  is  falling  down. 
And  two  millions  pounds  is  needed  to 
make  it  safe.  The  “home”  of  the  Arch¬ 
bishop  of  York,  this  historic  building 
is  one  of  the  landmarks  of  the  English 
church  scene. 

I  am  only  guessing,  but  it  would 
not  surprise  me  that  when  the  inevi¬ 
table  appeal  for  restoration  appears, 
there  are  protests  from  the  radicals  of 
religion  about  the  use  of  money  in 
this  way.  And,  in  fact  the  question 
as  to  whether  it  is  really  worth  pre¬ 
serving  pieces  of  history  like  this  one 
which  is  certainly  in  some  people’s 
minds. 

What  does  the  Church  of  the  twen¬ 
tieth  century  need?  Radicalism  or  Re¬ 
alism?  If,  by  radicalism  we  mean  the 
death  of  institutions  and  if  by  realism 
we  mean  the  attempt  to  renew  them, 
the  debate  has  more  than  academic 
point.  A  contributor  to  “Break¬ 
through”  a  student  magazine  which 
circulates  and  the  Universities  in  this 
country,  makes  the  point  like  this: 

‘Roughly  speaking,  the  radical  puts 


bombs  than  if  the  war  had  ended  with 
ravine-to-ravine  fighting.  But  they  also 
know  that  those  who  decided  to  drop 
the  bombs  on  Hiroshima  and  Naga¬ 
saki  knew  who  was  winning  the  war 
before  they  were  dropped.  So  it  is  not 
so  easy  to  convince  them  as  to  con¬ 
vince  ourselves  that  we  will  use  nu¬ 
clear  weapons  only  as  a  last  resource. 

“Japan  is  rapidly  coming  into  inter¬ 
national  responsibilities  similar  to  those 


WHOSE  GENERATION  IS  THIS? 

One  of  the  reasons  for  the  so-called 
“rebellion”  of  many  young  people  to¬ 
day  is  their  feeling  that  they  have  been 
thrust  unwillingly  into  an  evil  world 
with  many  problems  and  difficulties. 
They  feel  that  we  of  the  older  genera¬ 
tions  have  let  them  down  by  not  hand¬ 
ing  a  better  world  to  them.  And  be¬ 
cause  of  this  many  young  people  are 
prone  to  be  resentful.  This  is  not  the 
world  that  they  created,  they  say.  This 
is  our  world.  And  we  oldsters  better 
get  with  the  job  of  cleaning  it  up 
before  they  have  to  take  it  over.  They 
want  a  clean  start. 

We  “oldsters”  certainly  wish  we 
could  hand  our  children  and  grand¬ 
children  a  better  world.  But  human 
nature  being  what  it  is,  the  job  is  pretty 
difficult.  And  it  isn’t  made  any  easier 
by  the  “youngsters”  who  refuse  to  as¬ 
sume  their  responsibilities  in  today’s 
complex  life. 


a  question  mark  under  the  whole 
show.  The  one  who,  in  the  middle  of 
the  timorous  juggling  with  hymns, 
prayers,  and  readings  asks  not  t  only 
what  worship  is,  but  do  we  want  it 
anyway?  Nothing  is  taken  for  grant¬ 
ed,  nothing  is  sacred,  nothing  is  ever 
“settled”  ’ 

The  Gospel,  he  claims,  is  radical 
in  the  sense  that  it  inverts  the  judge¬ 
ments  of  history.  Practicable,  obtain¬ 
able  reform  may  be  desirable,  but  the 
Gospel  wants  more  than  that.  It  wants 
wholesale  revolution.  It  wants  the 
status  quo  challenged  “The  prophets 
didn’t  want  to  know  whether  the  build¬ 
ing  should  face  east  or  west,  or  be 
square,  hexagonal  or  octedeluvian. 
They  simply  said:  ‘Who  wants  a  build¬ 
ing  anyway?’  ” 

This  angry  young  man  is  forced  to 
the  conclusion  that  there  is  nowhere 
to  go  but  out.  Only  outside  the  church 
can  the  radical,  prophetic  word  be 
spoken,  he  claims. 

Now,  it  is  very  easy  to  dismiss  this 
kind  of  stuff,  along  with  the  solemn 
wailings  of  the  professional  under- 


of  the  United  States  and  other  af¬ 
fluent  nations.  Japan  understandably 
seeks  assurance  that  it  speaks  at  ‘eye 
level’  with  the  United  States.  And  this 
is  the  status  sought  by  all  emerging 
nations.  If  their  competitive  responsi¬ 
bilities  are  to  work  to  the  benefit  of 
emerging  nations  rather  than  to  make 
pawns  of  them,  international  educa¬ 
tion  must  be  greatly  expanded  in  all 
regions  of  the  earth.” 


After  all,  we  of  the  older  genera¬ 
tions  did  not  inherit  a  lily  white  world 
ourselves.  True,  it  was  much  more 
serene  fifty  years  ago  than  it  is  today. 
But  much  of  the  serenity  existed  be¬ 
cause  our  forefathers  had  simply  re¬ 
fused  to  face  many  of  the  serious  prob- 
blems  of  their  times.  Poverty  was  too 
often  accepted  calmly.  The  very  poor 
had  little  hope,  either  economically  or 
spiritually.  Crime  on  the  frontiers  of 
our  country  compared  pretty  well  with 
today’s  crime  rate.  The  reason  we  hear 
so  much  about  it  today  is  that  com¬ 
munications  are  vastly  more  effective 
than  they  were  a  generation  or  two 
ago. 

As  long  as  the  world  is  inhabited 
with  human  beings  there  will  be  pov¬ 
erty,  crime,  war,  race  hatred  and  God¬ 
lessness.  We  certainly  must  not  con¬ 
done  these  facts,  but  at  the  same  time 
all  of  us,  whether  young  or  old,  have 
little  cause  to  complain  about  the  ugly 


/J  Jicu^mcati  lAJitneM, 


by  Charles  A.  Stuck/Lay  Evangelist 


takers  (morticians,  to  you)  who  are 
so  busy  burying  God,  the  Church,  and 
everything  else  recognisably  Christian. 
But  somehow,  there  must  be  a  possi¬ 
bility  of  containing  the  prophetic  en¬ 
thusiasm  which  this  young  man  dis¬ 
plays.  I  have  no  doubt  that  he  would 
dismiss  even  this  suggestion  as  just 
being  one  more  example  of  the  trick 
of  the  institution  in  compromising 
once  again.  Here  is  just  another  form 
of  the  expediency  he  so  much  de¬ 
spises,  he  may  say. 

But  there  is  more  to  it  than  that. 
We  live  in  a  world  which  is  changing 
so  fast  that  very  often  before  we  know 
it  the  ground  which  seemed  so  safe 
slips  from  beneath  our  feet.  And  I  am 
concerned  that  young  men  like  this  — 
and  they  abound  on  the  American 
campus,  as  they  do  in  the  English  Uni¬ 
versity  quadrangle  —  should  realise 
one  thing. 

It  is  this.  The  Church,  which  has 
been  the  repository  of  the  Gospel  for 
the  best  part  of  two  thousand  years 
has  never  entirely  become  fossilised — 
though  it  has  often  looked  that  way. 
In  century  after  century,  men,  of 
groups  of  men  and  women,  have 
arisen  who  have  caught  the  wind  of 
the  Spirit  in  their  sails,  changed  the 
whole  direction,  not  only  of  the 
Church,  but  often  of  the  age,  and  re¬ 
newed  the  vigorous  life  of  the  Gospel 
in  the  world. 

It  can  happen  again.  And  if,  by 
chance  there  are  young  people  read¬ 
ing  this  column,  I  want  to  tell  that 
it  happens  still  and  with  young  people, 
too,  who  are  rightly  impatient  of  the 
cautiousness  of  their  elders,  rightly 
angry  about  some  of  the  complacency 
Which  disfigures  the  church.  But  per¬ 
haps  the  prophet  who  is  looking  for 
hard  work  might  remember  the  words 
of  Jesus  himself:  “A  prophet  is  not 
without  honour,  save  in  his  own 
country.  It’s  fashionable  to  stand  out¬ 
side  and  throw  the  stones.  Be  unfash¬ 
ionable,  and  come  inside,  where  the 
prophet  has  a  tough  time,  and  see 

what  you  can  do! 

*  *  * 

SO  RIGHT! 

And  then  there  was  the  minister 
Who  took  his  car  to  be  serviced.  He 
was  worried  about  the  cost.  Said  he: 
“Remember,  I’m  only  a  poor  Meth¬ 
odist  preacher.”  “I  know”  said  the 
mechanic  —  “I’ve  heard  you”. 


conditions  around  us  unless  we  try  to 
improve  them. 

Christians  can  make  our  world  a 
far  better  and  happier  place  if  we  con¬ 
sider  these  time  as  a  challenge  in¬ 
stead  of  an  emergency.  Paul  preached 
the  Good  News  to  the  Pretorian  Guard 
while  he  was  in  jail  and  witnessed  their 
conversion.  Augustine  several  centuries 
later  looked  at  the  decaying  Roman 
Empire  and  saw  many  evils.  But  he 
also  wrote  the  ageless  masterpiece, 
“The  City  of  God.”  John  Wesley  lived 
when  morals  in  England  were  the  low¬ 
est  in  its  history,  yet  in  those  times 
he  founded  the  societies  that  became 
The  Methodist  Church. 

Christianity  after  19  centuries  is  still 
a  minority  movement.  But  this  is  no 
reason  for  hopelessness  or  resentment. 
Young  people  today  have  many  more 
opportunities  to  witness  for  Christ  than 
we  ever  had.  This  is  far  more  im¬ 
portant  than  all  their  frustrations  and 
disappointments. 
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Floyd  A.  Johnson,  retiring  editor,  at  work 


Together  art  editor  retires 


Kenneth  S.  Jones,  editor,  TWELVE 
CAME  RUNNING,  $2.25, Abingdon, 
173  pp. 

Ken  Jones,  the  man  who  gave  birth 
to  the  idea  of  the  ride  to  Baltimore 
last  year  and  the  one  who  had  large 
responsibility  fo,r  making  the  decisions 
and  the  arrangements  relative  to  this 
event  in  connection  with  the  Method¬ 
ist  Bicentennial,  has  brought  together 
in  this  book  the  story  of  the  12  min¬ 
isters  who  were  involved,  including 
our  own  Dan  Tohline  from  Louisiana. 

Each  man’s  account  of  his  own  dif¬ 
ficulties  and  joys  in  connection  with 
the  ride  is  recorded  here  under  the 
sponsorship  of  the  Methodist  Historical 
Commission.  Jones  says  in  the  preface, 
“No  one  dreamed  in  the  winter  of 
1965  that  twelve  Methodist  ministers 
would  leave  their  flocks  in  all  parts 
of  the  country  to  mount  horses  and 
journey  hundreds  of  miles  to  Balti¬ 
more  to  participate  in  the  Bicentennial 
of  American  Methodist,  April  21-24, 
1966.” 

But  they  did  —  and  this  is  their 
story. 


Raymond  J.  Magee,  editor,  CALL 
TO  ADVENTURE,  $2.25,  Abingdon, 

160  pp. 

The  Rev.  Raymond  J.  Magee,  pas¬ 
tor  of  the  Experimental  Church  in  La¬ 
fayette,  Calif.,  and  himself  a  leader 
and  student  in  retreats  since  1947, 
has  brought  together  in  this  book  a 
series  of  first-hand  reports  by  outstand¬ 
ing  retreat  leaders,  along  with  practical 
suggestions  for  those  who  are  inter¬ 
ested  in  the  retreat  movement. 

The  editor  points  out  that  for 
some  it  may  seem  a  contradic¬ 
tion  to  call  a  book  about  retreats 
“a  call  to  adventure,”  but  he  indicates 
that,  in  his  opinion,  some  of  the  bold¬ 
est  spiritual  pioneering  of  our  time  is 
taking  place  just  in  this  area. 

Thirteen  leaders  have  contributed  to 
this  book,  including:  John  Oliver  Nel¬ 
son,  Douglas  V.  Steere,  Alan  A.  Hun¬ 
ter,  J.  F.  T.  Bugental  and  Robert  M. 
Cox. 
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PARK  RIDGE,  Ill. — The  foremost 
illustrator  of  Methodism  for  the  past 
decade  will  retire  here  May  1. 

When  Together,  The  Methodist 
Church’s  “bold  new  venture”  in  pub¬ 
lishing,  came  off  the  press  for  the  first 
time  in  October  of  1956  it  carried  the 
name  of  Floyd  A.  Johnson  as  art  edi¬ 
tor.  Since  that  time  Mr.  Johnson’s  name 
has  appeared  in  the  magazine  on  more 
than  150  full-page  or  double-page  oil 
and  watercolor  paintings  and  innum¬ 
erable  black  and  white  illustrations, 
and  he  has  designed  countless  page 
layouts. 

“There  is  no  question  but  that  Floyd 
Johnson  has  made  a  significant  con¬ 
tribution  to  the  success  of  the  maga¬ 
zine,”  said  Dr.  Ewing  T.  Wayland, 
editorial  director,  as  he  announced  Mr. 
Johnson’s  retirement. 

After  he  officially  retires,  the  name 
Floyd  A.  Johnson  still  will  be  seen 
from  time  to  time  on  art  work  in  To¬ 
gether,  but  the  postmark  will  read 
Florida  instead  of  Chicago  where  more 
than  60  inches  of  snow  fell  this  past 
winter. 

Many  of  his  best-known  series  the 
past  11  years  have  centered  around 
historic  sites  and  scenes  of  Methodism. 
One  group  that  has  attracted  consider¬ 
able  attention  was  the  12  shrines  of 
the  denomination  in  this  country.  The 
originals  of  these  paintings  were  on 
exhibit  at  the  Bicentennial  celebration 
in  Baltimore  in  April  of  1966. 

Another  painting  that  Mr.  Johnson 
likes  very  much  is  one  of  Asbury  writ¬ 
ing  his  journal.  This  hangs  in  the  edi¬ 
torial  offices  of  Together  and  the 
Christian  Advocate  here. 

A  series  that  is  expected  to  draw 
heavy  interest,  also — and  the  one  that 
was  the  “most  fun”  to  do — ,  is  the' 
one  on  “Gold-Rush  Country”  in  (he 
May  issue  of  Together.  For  this  pic¬ 
torial  he  worked  as  photographer  and 
reporter  as  well  as  artist  and  both  he' 
and  his  wife,  Mildred,  brought  back 
copious  notes  on  what  they  had  seen. 

“It’s  all  I’ve  ever  done,”  said  Mr. 
Johnson  in  reviewing  his  more  than  40 
years  at  a  drawing  board. 

Born  on  a  farm  near  the  northern 
Missouri  town  Queen  City,  he  “took 
all  the  art  I  could  get”  at  the  then 


Kirksville  (Mo.)  State  Teachers  Col¬ 
lege  and  later  studied  at  Washington 
University  School  of  Art  in  St.  Louis, 
the  Chicago  Art  Institute  and  the 
Grand  Central  School  of  Art  in  New 
York.  His  study  has  included  work 
under  a  number  of  well-known  artists 
— Schroder  and  Reynolds  at  Chicago, 
Pruett  Carter  in  New  York,  Byron 
Boyd  at  Drake  University  in  DeS 
Moines,  Iowa,  John  Chetcuti  in  Rock- 
port,  Mass.,  and  Elliot  O’Hara  in  Day- 
ton,  Ohio. 

From  1928  until  1932  and  again 
from  1944  until  1955,  Mr.  Johnson 
served  as  an  art  director  for  advertis¬ 
ing  agencies  in  New  York,  Chicago, 
Kansas  City,  Mo.,  Dayton  and  Toledo, 
Ohio,  working  on  such  national  ac¬ 
counts  as  Coca-Cola,  Dodge,  Ply¬ 
mouth,  Lucky  Strike,  Wrigley  Gum  and 
Canadian  Pacific  Railway. 

In-between  work  on  the  agencies 
was  12  years  with  Cowles  Publications 
in  Des  Moines  and  he  was  one  of  the 
men  who  helped  design  the  first  issue 
of  Look  magazine.  In  1955  he  was 
hired  for  the  founding  Together  staff 
by  Dr.  Leland  D.  Case,  first  editorial 
director. 

Mr.  Johnson  has  held  a  number 
of  one  man  shows  across  the  nation 
and  has  permanent  exhibits  in  Old  St. 
George  Methodist  Church  in  Phila¬ 
delphia,  Pa.,  John  Street  Church  in 
New  York,  Epworth  by  the  Sea,  Geor¬ 
gia,  the  Methodist  Publishing  House 
in  Nashville,  Tenn.  A  dozen  univer¬ 
sities  have  permanent  collections  of 
his  works. 

Awards  he  has  received  include 
those  from  the  Nelson  Galleries  in 
Kansas  City,  the  Advertising  Club  and 
the  Art  Institute  in  Dayton  and  the 
Art  Directors  Club  of  Chicago. 

Along  with  his  art  work,  Mr.  John¬ 
son  has  been  an  active  Methodist  lay¬ 
man,  working  on  the  official  boards 
of  a  number  of  churches  and  serving 
as  a  church  school  teacher. 

In  an  interview  in  the  May  issue 
of  Together,  he  says  that  “I  think  I 
will  remember  my  years  (here)  with 
the  greatest  pleasure.  Here,  I  feel,  I 
have  been  able  to  do  something  worth¬ 
while  for  my  church.  It  is  a  privilege 
given  to  few  artists.” 


'P<ye&Uf  'PaMA'iMtcL 

by  Barbara  L.  Mulkey 


If  you  thrill  to  the  excitement  of  a  new-green  Spring  day,  if  you 
suddenly  become  aware  of  the  trust  in  a  child’s  eye,  if  you  find  yourself 
strengthened  in  a  time  of  need  by  the  warmth  of  a  neighborly  smile,  if 
you  seek  inspiration  in  a  quiet  time,  then  you  will  find  in  poetry  a  friend. 

GRATITUDE 

When  paths  are  strewn  with  flowers 
And  all  the  world  is  fair, 

When  throats  of  happy  song-birds 
Rain  warbles  in  the  air, 

I’ll  not  forget  to  thank  Thee 
From  whom  all  blessings  flow. 

That  joy  is  manifested  in 
Your  lovely  world  below. 

When  troubles  come,  and  sorrow, 

Or  illness,  pain,  distress, 

Strike  at  my  friends  and  loved  ones. 

To  bring  unhappiness, 

Then,  most  of  all,  O  God  above. 

I’ll  sing  to  Thee  a  song  of  love. 

by  Stella  Craft  Tremble 

FOLLOW  ME 

Whether  Zacchaeus  climbed  a  sycamore 
Within— or  out  of  town 
What  matters  most  to  those  who  care 
Is  .  .  . 

Jesus  said,  “Come  down!” 

by  Billie  Allen 

A  KINDLY  LIGHT 

My  children  never  need  to  know 
How  very  dark  the  dark  can  be. 

I  always  burn  a  little  light 

To  banish  darkness  with  it’s  ray. 

We  Christians  never  need  to  know 
How  very  dark  the  dark  can  be. 

We  always  have  a  kindly  Light 
Of  faith  to  shine  upon  our  way. 

— by  Mary  W.  Robinson 
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In  quiet  meditation 

I  love  these  brooks  and  rills,  these  woods  and  silent  hills, 

These  social  frills  and  personal  thrills  in  fellowship  with  the  saints, 

When  the  income  from  shops  and  mills  are  sufficient  to  pay  the  bills 
And  God's  ceaseless  mercy  fills  our  souls  to  overflowing. 

I  love  to  hear  the  birds  displaying  the  music  God  would  have  them  playing, 

With  flowers  well  portraying  the  matchless  beauty  all  around. 

It  seems  so  reassuring  as  our  hearts  keep  on  maturing 

In  the  sunshine  of  our  praying  to  the  God  our  hearts  have  found. 

I  love  to  plan  and  dream  about  the  things  I  inward  seem 
To  see  that  God  would  deem  to  be  His  theme  for  us  just  now, 

That  men  devout  may  soon  find  out  the  ways  and  means 
To  reach  the  vital  streams  of  human  need  which  scream  for  help, 

1  love  the  throng  that  sings  the  song  of  victorious  march  against  the  wrong; 

But  I  hate  the  silence  when  the  song  subsides  if,  after  all,  no  one  takes  sides, 
But  hold  aloof  to  save  their  hides  from  the  dangers  of  work  at  hand. 

I  love  the  simple  and  the  loyal,  the  gentle  and  the  royal 

Who  keep  within  their  body-temple  the  gracious  spirit  which  is  so  simple, 

And  mark  their  daily  living  with  a  kind  of  gracious  giving 
In  service  to  the  living  while  they  live. 

I  love  the  kind  and  loyal  who  twist  not  our  dreams  of  bed 
Into  rude  and  crumpled  reams  that  mark  the  tombs  of  silent  dead. 

I  love  the  Lord  Who  loves  to  serve  us  in  forgiving 

And  blesses  us  when  our  blood  runs  red  as  we  lose  ourselves  in  serving 

Until  each  bleeding  head  finds  its  rest  in  death. 

I  love  the  man  who  loves  to  show  his  love  by  lovely  deeds  so  kind  and  gentle 
That  it  sweeps  me  on  and  makes  me  feel  that  even  I  belong 
Within  reach  of  heartstrongs  strong 
Enough  to  make  me  strong. 

— George  M.  Horne 


Miss  Norma  Garlington,  left,  is  chairman  of  the  conference  Deaconess 
Board.  A  guest  at  the  board’s  recent  annual  meeting  was  Miss  Betsy  K. 
Ewing,  a  national  executive  secretary  from  the  Board  of  Mission  office 
in  New  York.  (Methodist  Information  Photo) 


JOHN  AND  ROSIE  HOLMES 
COMPLETE  INDIA  MISSION 

Six  years  ago,  John  and  Rosie 
Holmes  were  active  members  of 
Elysian  Fields  Methodist  Church.  Both 
taught  Sunday  School  and  sang  in  the 
adult  choir.  John  was  on  the  Official 
Board  and  Rosie  was  active  in  the 
Women’s  Society. 

In  private  life,  John  was  a  civil 
engineer;  Rosie  was  a  registered  nurse. 
In  those  days  before  the  Peace  Corps 
was  formed,  both  felt  that  they  wanted 
to  work  somewhere  in  the  world  with 
underprivileged  people.  On  application 
to  the  Board  of  Missions,  they  were 
accepted  for  service  in  India,  a  nation 
that  does  not  admit  evangelistic  mis¬ 
sionaries.  Workers  who  go  to  that 
country  may  work  in  any  other  field 
pf  endeavor  except  preaching  Chris¬ 
tianity. 

Now,  their  mission  is  complete  and 
they  are  returning  to  the  United  States. 
John  has  worked  extensively  setting 
up  sanitary  facilities  in  small  villages 
as  well  as  on  public  projects  all  over 
India.  He  has  taught  at  Lodisplur  In¬ 
stitute,  a  large  industrial  training 
school;  he  has  worked  with  students 
and  graduates  in  fields  of  improving 
living  conditions  and  public  works. 
Rosie  has  worked  in  hospitals  and 
private  nursing  as  well  as  teaching  her 
profession. 

Their  two  children,  Lorinda  and 
Bart,  were  bom  in  India  and  saw  the 
United  States  for  the  first  time  when 
their  plane  landed  at  N.  O.  Interna¬ 
tional  Airport  Saturday  noon,  April 
15th.  Elysian  Fields  Church  which  has 
helped  support  the  couple  through  a 
yearly  pledge  to  their  Mission  Special 
planned  a  homecoming  program  in 
their  honor.  The  Rev.  Dan  Tohline  is 
pastor. 

For  the  future,  John  and  Rosie 
Holmes  intend  to  go  back  to  school 
to  work  toward  degrees  in  Hospital 
Administration. 
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Faculty  additions 

( Continued  from  page  1) 

Dr.  Wilkes  said,  “We  will  announce 
the  appointment  of  new  faculty  mem¬ 
bers  for  next  fall  in  the  near  future. 
Included  will  be  at  least  three  new  Phi 
Beta  Kappa  members  and  people  with 
degrees  from  Yale,  Michigan  and  Min¬ 
nesota.  This  new  strength  for  our  fac¬ 
ulty  is  made  possible  by  the  Great 
Teachers-Scholars  fund.  We  appre¬ 
ciate  every  worker  and  every  gift.  No 
college  has  finer  friends  in  the  com¬ 
munity.” 

The  breakdown  on  the  campaign 
funds  is  as  follows:  Division  I  (Ad¬ 
vance)  headed  by  Russell  Barrow, 
$116,332.50;  Division  II,  George 
Gray,  $10,215;  Division  III,  Charles 
Henington,  $6,787;  Division  IV,  Tom 
Ruffin,  $5,890;  Division  V,  Bill  Heb¬ 
ert,  $7,587;  Division  VI,  Dick  Whit¬ 
tington,  $10,135;  Parents  Division  $6,- 
140;  and  National  Firms  and  Founda¬ 
tions,  $7,385.25. 
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Lake  Charles 
laymen's  workshop 

The  laymen  of  the  Lake  Charles 
District  will  have  their  annual  work¬ 
shop  on  April  29  from  1:30  to  8:00 
p.m.  at  the  Ward  4  Parish  Bam  in 
Calcasieu  Parish. 


Deaconess  board 

(Continued  from  page  1) 

annual  report,  made  to  the  national 
commission  last  fall: 

“One  of  the  burning  issues  in  the 
deaconess  movement  is  what  consti¬ 
tutes  an  appropriate  appointment  fof 
a  Methodist  deaconess.  As  the  church 
seeks  to  discover,  design  and  develop 
new  patterns  of  ministry  among  peo¬ 
ple  searching  for  meaning  and  whole¬ 
ness  of  life,  some  deaconesses  are  ask¬ 
ing  if  present  church  policy  limits 
rather  than  frees  them  to  act  responsi¬ 
bly  in  the  life  and  mission  of  the 
church. 

“Can  a  deaconess  be  involved  in  the 
church’s  ministry  to  the  exploding  pop¬ 
ulation  of  the  state  university  campus, 
to  the  confused  and  tangled  lives  of 
people  in  urban  housing  complexes, 
and  to  persons  of  all  ages  in  private 
or  government  social  welfare  institu¬ 
tions  and  agencies  serving  an  increas¬ 
ing  segment  of  society?  In  addition 
to  the  quest  of  what  constitutes  appro¬ 
priate  work  for  a  deaconess,  there  fol¬ 
lows  the  question  of  how  such  new 
kinds  of  work  would  be  related  to 
the  church.” 

In  an  action  that  could  have  far- 
reaching  implications  for  the  work  of 
Methodist  deaconesses,  the  National 
Deaconess  Commission  agreed  to  “ex¬ 
plore  new  channels  for  witness  and 
service  for  the  deaconess,  and  ways 
Whereby  the  deaconess  can  continue  to 
maintain  her  relationship  to  the 
church.”  This  means  that,  whereas  un¬ 
der  present  church  policy  a  deaconess 
can  serve  virtually  anywhere  in  the 
church  but  cannot  serve  outside  the 
church  and  still  remain  a  deaconess, 
the  Commission  will  now  explore  pos¬ 
sibilities  for  broader  service  by  the 
deaconess,  including  non-church  work, 
but  still  keeping  her  related  to  the 
church. 

In  weighing  the  future  of  the  dea¬ 
coness  in  The  Methodist  Church,  Miss 
Ewing  said  in  her  annual  report:  “The 
Methodist  deaconess  who  will  serve 
in  a  responsible  and  creative  way  in 
the  next  decade  must  be  a  woman  with 
a  deep  sense  of  Christian  commitment 
and  personal  integrity,  which  is  con¬ 
tinually  growing  and  alive  to  the  op¬ 
portunities  to  participate  in  the  acts 
of  God  in  history.  She  must  be  pro¬ 
fessionally  competent  and  socially 
sensitive  to  the  expressed  and  unex¬ 
pressed  needs  and  anxieties  of  man; 
she  must  be  in  good  physical  health 
and  emotionally  stable,  with  a  sense 
of  humor  and  an  adventuresome  spirit. 
She  will  be  responsible  and  responsive 
to  the  church,  open  to  opportunities 
to  serve  as  a  nudger,  a  catalyst  and 
an  innovator  in  the  church’s  ministry 
of  reconciliation.” 


The  announcement  of  the  meeting 
said:  “We  think  that  all  of  you  are 
probably  smart  enough  to  find  the 
Bam,  but  just  the  same  a  map  is  en¬ 
closed  to  help  you.” 

Small  discussion  groups  are  planned 
for  the  following  area  of  responsibil¬ 
ity:  Methodist  Men,  stewardship,  evan¬ 
gelism,  church  lay  leaders,  official 
board  chairmen  and  trustees,  and  lay 
speaking  and  lay  revivals. 


Methodist  News  in  Brief 

Members  of  the  Methodist  Board 
of  Christian  Social  Concerns  will  get 
a  sneak  preview  of  a  new  documentary 
film  on  “The  Churches  and  Alcohol 
Problems”  at  their  annual  meeting 
April  10-14  in  Portland,  Ore. 
t 

An  organization  of  Methodist  at¬ 
torneys  in  the  Rock  River  Annual  Con¬ 
ference  is  being  formed  to  be  known 
as  the  Methodist  Bar  Association  of 
Northern  Illinois.  It  is  intended  to  de¬ 
velop  closer  relationships  between  the 
members  of  the  bar  and  the  church 
and  to  serve  the  interest  of  the  church 
in  those  areas  where  members  of  the 


bar  have  special  competence.  Dr. 
Charles  C.  Parlin  of  New  York,  one 
of  the  most  widely-known  Methodist 
attorneys  and  a  president  of  the  World 
Council  of  Churches,  will  address  the 
opening  luncheon  May.  5. 

t 

Methodist-related  Lambuth  College 
in  Jackson,  Tenn.,  has  increased  the 
college’s  “Great  Challenge”  develop¬ 
ment  plans  of  1965-1975  from  $6,- 
000,000  to  $10,750,000.  President 
James  S.  Wilder,  Jr.,  recommended 
the  accelerated  program  because  “new 
resources  for  Lambuth  have  been  gen¬ 
erated  at  such  rapid  pace  that  the 
original  goals  set  in  1964  are  no  longer 
realistic.” 
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"Thank  You"  for  Easter  Offering 

The  Easter  Offerings  for  the  support  of  the 
Methodist  Children’s  Home  are  coming  in  quite  well. 
Since  most  churches  have  adidtional  gifts  coming  in 
for  some  time  after  Easter,  it  is  difficult  to  make 
comparison  with  last  year  or  to  have  any  idea  yet 
what  the  total  will  be.  We  do  know  of  one  small 
church  which  averaged  over  $3.00  per  member  just 
for  the  Easter  Offering  alone.  If  all  churches  could 
do  this  we  would  have  no  financial  worries. 

Our  special  thanks  to  all  ministers,  church  of¬ 
ficials,  and  others  who  helped  so  well  to  promote 
the  offering  and  for  the  generous  giving  of  all  our 
Methodist  people. 

Staff  Workshop 

Miss  Lena  J.  Martin,  ACSW,  for  many  years 
Consultant  for  Child  Care  of  the  General  Board  of 
Hospitals  and  Homes,  will  spend  a  five  day  period 
in  April  with  the  staff  of  our  Home.  This  will  be 
an  intensive  workshop,  primarily  with  child  care 
staff.  If  the  Home  is  to  do  an  effective  job  it  must 
either  employ  trained  people  or  train  it’s  employees. 

Board  Meeting 

The  spring  meeting  of  the  Board  of  Directors  will 
be  held  in  the  superintendent’s  residence  on  Tues¬ 
day,  May  2. 

94— Year  Old  Giver 

The  following  letter  accompanied  a  sizeable  gift 
to  the  Methodist  Children’s  Home,  “I  am  just  an 
old  retired  man,  not  earning  anything,  but  I  am 
interested  in  the  needs  of  children  so  I  am  sending 
all  that  I  will  be  able  to  send.  I  will  be  94  next 
July  8,  1967.  I  love  children.” 

Membership  Class  Visits 

The  Home  is  quite  pleased  that  a  number  of 
churches  bring  their  membership  classes  to  visit. 
We  customarily  meet  visiting  groups  in  the  chapel 
where  we  talk  over  the  purposes  and  the  work  of  the 
Home.  We  then  take  visitors  through  the  offices 
and  around  the  grounds  of  the  Home.  We  do  not 
ordinarily  take  visiting  groups  into  the  cottages 
where  the  children  live. 

We  do  feel  that  this  is  an  excellent  educational 
and  inspirational  experience  for  both  old  and  young 
and  we  welcome  inquiries  about  visits. 

Pastors  Will  be  notified 

The  rules  of  the  Conference  require  that  fi¬ 
nancial  reports  be  in  to  the  Conference  Treasurer 
by  May  15th.  In  an  effort  to  cooperate  with  the 
local  pastors,  the  Methodist  Children’s  Home  will 
follow  it’s  annual  custom  of  mailing  out  a  statement 
on  May  1st  to  the  pastor  of  each  church.  This  state¬ 
ment  will  give  the  total  of  all  cash  contributions  to 
the  Home  which  we  can  possibly  attribute  to  that 
Church.  If  the  statement  is  in  error  or  if  there  is 
any  question  we  sincerely  welcome  inquiries. 


Recent  Visitors  at  the  Home 


Members  of  the  MYF  of  Atlanta  Methodist 
Church. 


Members  of  the  Future  Homemakers  of 
America  chapter  at  Heflin  High  School. 


Dr.  Jolly  B.  Harper  and  a  group  of  child¬ 
ren  from  First  Church,  Natchitoches. 

-  •.  '  T-  t; 


The  Rev.  John  R.  Johns  and  a  group  from 
Wisner  Methodist  Church. 


Memorial  gifts  to  Home  honor  loved  ones 


DREW  MOSS 

by  Mr.  &  Mrs .  D.  G.  McNair,  Shreveport,  La. 
by  Jimmy  W.  Carter,  Ruston,  La. 
by  Betty  Lou  and  Scotty  Robertson,  Ruston,  La. 
MRS.  W.  A.  BRYAN 
by  Mrs  .  A.  S.  J.  Neill,  Springhill,  La. 

TRAVIS  WARREN 

by  Mrs.  A.  S.  J.  Neill,  Springhill,  La. 

MRS.  A.  M.  WYNNE 
by  Mrs.  A.  S.  J.  Neill,  Springhill,  La. 

MRS.  MARY  MORGAN 
by  Mrs.  A.  S.  J.  Neill,  Springhill,  La. 

MRS.  NETTIE  GREEN 
by  Mrs.  J.  T.  Riser,  Ruston,  La. 

ROBERT  LEE  GARRETT 
by  Milton  and  Frances  Trichel,  Shreveport,  La. 

I.  D.  BASHAM 

by  Mr.  &  Mrs .  C.  O.  Williams,  Good  Pine,  La. 
MRS .  MATTIE  G .  LUND 
by  Mr.  &  Mrs .  A .  M .  Boggs  &  Zola  Keoun,  Plain 
Dealing,  La. 

MRS.  A.  B.  CALHOUN 

byW.S.C.S.,  First  Methodist  Church,  Bastrop,  La. 
MRS.  O.  H.  HOLLOWAY 

by  W.  S.C.S.,  First  Methodist  Church,  Bastrop, La. 


"Thanks"  to  Methodist 

Our  special  thanks  to  Dr.  Alfred  Knox  and  to 
the  Louisiana  Methodist  for  the  fine  coverage  which 
they  give  to  the  Home  throughout  the  year  and  es¬ 
pecially  in  the  weeks  preceding  the  offering.  We  truly 
appreciate  this  type  of  cooperation. 

Building—  Going  Up! 

Last  month,  we  showed  just  a  slab.  Since  this 
picture  was  taken,  the  roof  is  on.  Progress! 


MRS.  R.  O.  GIFFORD 

byW.S.C.S.,  First  Methodist  Church,  Bastrop,  La. 
R.  D.  BAKER 

by  Mr.  &Mrs.  Louis  Wilson,  Athens,  La. 

MRS .  CLARE  SCHUMACKER 
by  W .  S .  C .  S . ,  Gentilly  Methodist  Church 
MRS .  BLANCHE  SIMS 
by  Mr.  &  Mrs  .  S.  E.  Stegall,  Ruston,  La. 
by  Mr.  &Mrs.  J.  M.  Tait,  Ruston,  La. 
by  Audrey  and  Frank  Baxter,  Ruston,  La. 

DAVID  D.  SIMMONS 

by  Mr.  &  Mrs  .  John  M  .  Kirkland,  Shreveport,  La. 
MISS  ALMA  BURK 

by  Mr.  &  Mrs  .  Kleber  S  .  Thompson,  Marion,  La. 
AUBERT  C.  DYKES,  JR. 

by  Mr.  &  Mrs .  Kleber  S.  Thompson,  Marion,  La. 
MRS.  FRED  GRAY 

by  Mrs  .  Guy  Ludwig,  Farmerville,  La. 

MASTER  SARGEANT  GERALD  C.  BRIDGES 
by  Mr.  &  Mrs .  L.  B.  Bagley,  Longstreet,  La. 
JOHN  HARSTON  GRAVES 
by  Mr.  &  Mrs .  F.  A.  Robert.  Plaquemine,  La. 

CRIT  PETTY 

by  Mrs.  L.  W.  Holmes,  Hosston,  La. 

THOMAS  LOWE 

by  Mr .  &  Mrs  .  J.  P.  Comalander,  Shreveport,  La . 
MRS.  G.  R.  ROLLINS 
by  Mr.  J.  T.  Summers,  Shreveport,  La. 

MRS.  GLADYS  DELONY 

by  Mr.  &  Mrs  .  Lucius  D.  McGehee,  Ruston,  La. 
MRS.  E.  N.  FULTZ 

by  Dr .  &  Mrs .  T.  W.  Leonard,  Bastrop,  La . 

MRS.  GROVER  C.  HARVILL 
by  Dr.  &  Mrs  .  T.  W.  Leonard,  Bastrop,  La. 

MRS .  WINNIE  GIDLOW 
by  Mr .  &  Mrs  .  Elbert  Houston,  Pitkin,  La . 

(Continues  next  week) 
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TYRAND 

PARISH 


by  KEITH  H.  KNOST 


(Editor’s  Note:  “The  church  serving  its  community,”  “Ministering  to  the 
real  needs  of  people” — those  are  phrases  in  common  usage  to  describe  the 
mission  of  the  church.  The  Tyrand  Methodist  Parish  seeks  to  fulfill  those 
phrases  in  its  ministry  to  people  of  Randolph  County  in  central  West 
Virginia.  The  story  of  the  Parish,  which  is  a  project  of  the  National 
Division  of  the  Methodist  Board  of  Missions,  is  told  here  by  a  young 
Methodist  journalist  who  is  editor  of  The  West  Virginia  Methodist  and 
director  of  Methodist  Information  for  the  West  Virginia  Area.  The  article 
first  appeared  in  The  West  Virginia  Methodist  and  is  re-issued  with 
permission.) 


mission 
to  the  needs 
of  people 


“Appalachia  has  more  of  a  signif¬ 
icance  to  those  outside  than  it  does 
to  those  who  are  involved.  We  are 
Appalachia.” 

What  does  a  ministry  of  love  in 
the  name  of  Christ  mean  for  those 
hungry,  hurt  human  beings,  usually 
hidden  from  the  mainstream  of  the 
sophisticated  society?  In  quest  of  an 
answer  to  this  question,  the  Tyrand 
Methodist  Parish  finds  its  reason  for 
existence. 

Located  in  the  southern  part  of  Ran¬ 
dolph  County,  West  Virginia,  compris¬ 
ing  a  geographical  area  40  miles  in 
length  and  15  miles  wide,  the  Tyrand 
Methodist  Parish  ministers  to  several 
thousand  people  who  live  in  the  heart 
of  the  Appalachian  region. 

On  Christmas  Eve,  even  while  toys 
were  being  distributed  to  children  of 
the  Parish,  one  minister  found  a  fam¬ 
ily  of  four  living  in  a  tar  paper  shack 
without  an  ounce  of  food  in  the  house. 
Another  Parish  family  sent  their  chil¬ 
dren  to  school  on  alternate  days  be¬ 
cause  there  was  only  one  pair  of  shoes 
and  the  three  children  were  taking 
turns  wearing  them.  At  Tyrand  there 
are  outcasts  as  there  are  in  every  com¬ 
munity. 

The  Tyrand  Methodist  Parish  min¬ 
istry  has  grown  out  of  the  belief  that 
you  cannot  love  people  and  serve  them 
from  a  distance.  You  must  live  with 
them. 

From  a  small  beginning  some  five 
years  ago,  the  Parish  and  its  staff  has 
grown  to  include  18  church  congre¬ 
gations  working  cooperatively,  a  Good 
Samaritan  Center,  a  300-acre  farm  and 
a  staff  that  includes  a  minister-direc¬ 
tor,  three  additional  ministers,  a 
church-and-community  worker,  and 
two  specially  trained  U.S.-2  mission¬ 
aries. 

In  addition  The  Methodist  Church  in 
West  Virginia  through  the  West  Vir¬ 
ginia  Conference  Board  of  Missions 
has  joined  with  the  General  Board  of 
Missions  in  support  of  this  unique 
ministry. 

The  basic  purpose  of  every  pro¬ 
gram  at  Tyrand  is  the  rehabilitation  of 
persons.  On  the  part  of  the  staff .  it 
represents  a  sense  of  Christian  giving 
without  limits.  The  Parish  director,  the 
Rev.  Gilbert  Hart,  has  said:  “The  ma¬ 
jority  of  the  people  who  live  within 


the  Parish  are  seeing  that  the  minis¬ 
try  of  the  church  is  far  different  than 
it  once  was.  They  are  seeing  that  The 
Methodist  Church  has  come  to  the 
point  in  history  where  it  must  serve 
the  people  and  their  needs,  rather  than 
the  needs  of  the  institution.  We  are 
seeing  a  real  change  in  the  attitude  of 
the  people  and  their  feelings  toward 
the  church.” 

In  their  attempt  to  put  Christianity 
into  action,  the  staff  of  the  Tyrand 
Methodist  Parish  is  involved  in  every 
facet  of  life  within  the  community. 

A  clothing  distribution  center  is 
operated  several  days  each  week  from 
a  rented  building  at  Huttonsville.  At 
present,  approximately  2500  persons 
receive  assistance  through  this  center 
annually.  Clothing  and  other  related 
materials  come  to  the  Parish  from  all 
parts  of  West  Virginia  and  from  other 
conferences.  Many  women  of  the  com¬ 
munity  volunteer  their  services  to  re¬ 
pair  and  distribute  the  clothing. 

A  library  has  been  established 
through  the  Good  Samaritan  Center 
and  services  the  entire  community. 
From  here  the  books  are  loaned  to 
churches  on  a  rotating  basis.  Approxi¬ 
mately  1700  books  are  already  in  dis¬ 
tribution  within  the  Parish,  and  more 
are  coming  in  daily  to  add  to  this 
badly  needed  facility. 

Sewing  classes  were  instituted  soon 
after  the  beginning  of  the  Parish  pro¬ 
gram,  and  sewing  machines  have  been 
donated  by  churches,  by  individuals 
and  by  large  companies  who  have  been 
interested  in  helping.  Classes  have  been 
given  for  women  and  older  girls  at 
the  Good  Samaritan  Center,  where 
they  are  taught  to  take  out-of-style 
garments,  salvage  the  material  and  re¬ 
make  needed  articles  of  clothing.  Ma¬ 
chines  are  also  used  to  repair  items  of 
clothing  for  distribution  to  needy  fam¬ 
ilies. 

A  weaving  program  within  the  Par¬ 
ish  is  proving  successful  in  promoting 
fhe  development  of  crafts  and  creative 
Work.  Several  persons  have  donated 
looms  for  the  Good  Samaritan  Cen¬ 
ter.  The  demand  for  these  hand-made 
articles  has  far  exceeded  the  supply. 

Other  craft  training  in  the  form  of 
working  with  leather  goods,  has  helped 
to  provide  added  income  for  some 
of  the  families.  An  expansion  of  this 
program  and  an  added  class  in  uphol¬ 


stery  work  are  anticipated  for  the 
future. 

A  300-acre  farm,  located  at  Mill 
Creek,  was  purchased  two  years  ago 
by  the  West  Virginia  Conference,  and 
is  making  possible  agricultural  proj¬ 
ects  as  a  means  of  demonstrating  ways 
of  self-support.  At  present,  the  Parish 
is  engaged  in  a  program  of  strawberry 
culture  that  will  yield  additional  in¬ 
come  to  people  working  in  the  pro¬ 
gram.  It  is  the  hope  of  the  Parish  staff 
that  enough  acreage  in  the  area  can 
be  planted  in  strawberries  to  support 
a  processing  plant  in  the  area. 

Part  of  the  farm  land  was  used  last 
summer  for  the  growing  of  potatoes. 
People  living  within  the  Parish  took 
part  in  planting  and  raising  potatoes 
through  the  summer  months.  The  yield 
was  sold  to  a  commercial  market  in 
the  fall,  and  the  profits  were  divided 
among  those  who  had  participated. 

Plans  for  the  near  future  call  for 
the  construction  of  a  multi-purpose 
building  on  the  farm  to  facilitate  adult 
education  classes,  classes  in  farm  me¬ 
chanics,  welding  and  many  other  op¬ 
portunities. 

A  dairy  herd  of  some  50  cows  is 
a  part  of  the  farm  operation  and  con¬ 
tribute  to  the  actual  maintenance  and 
upkeep  of  the  farm.  In  addition,  it 
gives  employment  to  some  men  resid¬ 
ing  within  the  community. 

In  its  attempt  to  help  individuals 
develop  their  own  abilities,  and  to 
serve  more  fully  their  basic  human 
needs,  the  Tyrand  Parish  is  convinced 
that  the  church  has  a  responsibility  to 
fulfill,  in  cooperation  with  professional 
leaders  and  agencies  engaged  in  per¬ 
sonal  and  community  development. 

The  Parish  staff  worked  last  sum¬ 
mer  with  the  American  Red  Cross  in 
conducting  neighborhood  classes  in 
“Care  for  the  Sick  and  Injured.”  The 
classes  were  organized  by  the  Parish 
staff  and  taught  by  Red  Cross  per¬ 
sonnel.  An  expanded  program  of  this 
nature  is  anticipated  for  this  year. 

One  of  the  staff  members  is  work¬ 
ing  with  the  elementary  schools  of  the 
community  in  a  program  of  remedial 
reading.  The  materials  and  guidance 
are  provided  through  the  cooperation 
of  the  school,  and  the  Tyrand  staff 
member  devotes  the  necessary  time 
to  the  project. 


A  familiar  sight  to  all  who  live  in 
the  community  is  a  1959  International 
bus  that  belongs  to  the  Parish  and  is 
used  to  take  people  back  and  forth 
from  their  homes  to  the  various  activ¬ 
ities.  This  bus,  with  a  seating  capacity 
of  30,  came  to  Tyrand  through  the 
generosity  of  a  youth  group  in  New 
York,  who  paid  one  half  of  its  cost, 
and  the  First  Methodist  Church  in 
Elkins,  W.  Va.,  who  paid  the  remain¬ 
der.  For  many  people  who  live  in  the 
area,  this  is  their  only  source  of  trans¬ 
portation. 

Eighteen  Methodist  churches  are  in¬ 
volved  in  the  total  life  of  the  Tyrand 
Methodist  Parish.  Three  ministers  have 
the  primary  responsibility  of  oversee¬ 
ing  the  programs  of  the  churches  and 
also  in  coordinating  their  work  with 
that  of  the  total  program.  Over  600 
children  were  involved  in  vacation 
church  school  classes  last  summer  in 
12  of  the  Parish  churches.  Each  of  the 
ministers  serves  on  the  parish  staff  and 
shares  in  the  total  responsibility. 

The  Tyrand  story  is  not  limited  to 
West  Virginia  alone.  From  all  across 
the  United  States,  Methodist  people 
are  becoming  interested  in  this  Ap¬ 
palachian  mission.  A  senior  high 
M.Y.F.  group  from  Buffalo,  New 
York,  spent  a  week  on  the  farm  last 
summer,  working  at  the  Good  Samar¬ 
itan  Center  sorting  out  clothing  and 
cataloging  books  from  the  library. 
They  also  helped  to  do  clean-up  work 
around  the  farm  and  worked  in  one 
neighborhood  engaged  in  winterizing 
a  home.  Letters  of  inquiry  come  from 
all  parts  of  the  country  asking  for 
more  information  about  the  church’s 
mission  in  Appalachia  and  how  they 
may  participate.  Gifts  continue  to  come 
from  West  Virginia  Methodist  and 
from  over  the  church  in  support  of 
this  ministry. 

After  five  years  of  working  in  the 
Parish  program,  Gilbert  Hart  says, 
“Our  greatest  challenge  is  that  of  build¬ 
ing  new  relationships  for  our  people. 
We  are  convinced  that  the  usual  ser¬ 
vices  found  at  work  in  a  community, 
though  good  and  needed,  fail  to  touch 
and  help  in  any  substantial  way  the 
plight  of  many  disadvantaged  persons 
and  families.  If  we  at  Tyrand  are  able 
to  serve  the  needs  of  these  persons, 
our  special  ministries  will  be  justified.” 
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Dr.  J.  Q.  Schisler 

NASHVILLE,  Tenn.— Dr.  John  Q. 
Schisler,  81,  retired  executive  secre¬ 
tary  of  the  Division  of  the  Local 
Church,  General  Board  of  Education 
of  The  Methodist  Church,  died  in  a 
Nashville  hospital  April  8,  following 
a  heart  attack. 

Funeral  services  were  held  April  1 1 , 
at  Nashville’s  Belmont  Methodist 
Church. 

Dr.  Schisler  guided  the  development 
of  Christian  education  in  The  Meth¬ 
odist  Church  for  25  years,  and  contri¬ 
buted  significantly  to  the  development 
of  Christian  education  in  Protestantism. 

He  became  executive  secretary  of 
the  Department  of  the  Local  Church 
of  the  Methodist  Episcopal  Church, 
South,  in  1930.  He  continued  as  the 
chief  executive  of  the  Division  of  the 
Local  Church  after  unification  in  1939, 
serving  until  his  retirement  in  1955. 
Under  his  leadership,  the  educational 
work  of  the  three  uniting  branches  of 
Methodism  was  brought  together. 

Dr.  Schisler  was  born  in  Craighead 
County,  Ark.  Before  coming  to  Nash¬ 
ville  in  1920,  he  served  pastorates  in 
Arkansas  and  was  Sunday  School  Field 
Secretary  in  the  North  Arkansas  Con¬ 
ference.  He  came  to  the  Sunday  School 
Board  of  the  Methodist  Episcopal 
Church,  South  in  1920  as  assistant 
superintendent  of  the  Department  of 
Teacher  Training,  and  became  super¬ 
intendent  of  the  department  in  1926. 

A  member  of  Phi  Beta  Kappa,  Dr. 
Schisler  received  an  A.  B.  degree  from 
Hendrix  College  and  a  B.D.  from 
Candler  School  of  Theology,  Hendrix 
conferred  the  D.D.  degree  on  him  in 
1934. 

H“.  was  a  member  of  five  Method¬ 
ist  General  Conferences  and  the  Unit¬ 
ing  Conference  of  1939.  As  a  general 
board  executive,  he  was  an  influential 
member  of  numerous  general  church 
groups  including  the  Interboard  Com¬ 
mittee  on  Missionary  Education,  the 
Joint  Committee  on  Religious  Edu¬ 
cation  in  Foreign  Fields,  the  Council 
of  Secretaries,  and  the  Commission  on 
Promotion  and  Cultivation. 

Dr.  Schisler  was  also  extremely  ac- 
tice  ecumenically.  He  was  a  member  of 
the  International  Council  of  Religious 
Education  from  1926  to  1950.  He  was 
also  a  member  of  the  Planning  Com¬ 
mittee  whose  negotiations  led  to  the 
merger  of  eight  interdenominational 
councils  into  the  National  Council  of 
Churches  of  Christ  in  the  U.S.A.  He 
served  on  the  principal  bodies  of  the 


God  can  make  a  new  person  out  of 
a  badly  used  life,  but  only  with  that 
person’s  consent  and  cooperation. 


National  Council  as  a  member  of  the 
General  Assembly,  the  General  Board 
of  the  Council  and  the  Assembly  of 
the  Division  of  Christian  Education. 

Writer  of  numerous  articles  and 
booklets,  Dr.  Schisler  was  the  author 
of  two  widely  read  books,  The  Educa¬ 
tional  Work  of  the  Small  Church,  and 
Christian  Teaching  in  the  Churches. 

His  first,  wife  died  in  1955.  In  1958 
he  married  Miss  Freddie  Henry,  who 
retired  this  year  as  an  editor  of  church 
school  publications. 

In  1954,  the  Methodist  periodical, 
The  Church  School,  saluted  Dr.  Schis¬ 
ler  saying  “His  fine  intelligence,  his 
integrity,  his  apparently  unlimited  ca¬ 
pacity  for  hard  work,  his  statesman¬ 
like  vision,  his  ability  to  inspire  the 
confidence  and  affection  of  his  fellow 
workers,  and  his  devotion  to  the 
church  and  the  Kingdom  make  him 
one  of  the  most  respected  and  most 
trusted  men  in  The  Methodist  Church 
today.” 

Dr.  Walter  Towner,  Dr.  Schisler’s 
colleague  in  the  Division  of  the  Local 
Church  for  25  years,  said,  "‘His  lead¬ 
ership  was  characterized  by  simplicity 
and  directness.  We  thought  of  him  as 
a  plain  man  who  understood  people, 
a  man  with  prophetic  insights  who  was 
ruggedly  honest  and  completely  de¬ 
voted  to  the  Christian  cause.” 
t 


Mrs.  Olive  Gray 

Mrs  Olive  Mable  Gray,  90,  widow 
of  the  late  Rev.  Charles  E.  Gray,  and 
the  daughter  of  the  late  Mr.  and  Mrs. 
Alfred  M.  Forbus,  was  bom  at  Ozark, 
Ark.,  Dec.  12th,  1877,  and  died  Jan¬ 
uary  13th,  in  the  St.  Edward’s  Hos¬ 
pital,  Fort  Smith.  She  joined  the  Meth¬ 
odist  Church  early  in  life. 

Mrs.  Gray,  was  married  to  the  Rev. 
Charles  E.  Gray,  January  21st,  1898. 
To  this  union,  three  children  were 
bom:  a  son,  Wallace,  and  a  daughter, 
Mrs.  Lee  R.  See,  who  preceded  her 
in  death.  She  is  survived  by  one  daugh¬ 
ter,  Mrs.  Earl  (Myrtle)  Bond,  of 
Charleston,  Ark.;  a  sister,  Mrs.  Laura 
Cline,  of  Ocean  Park,  Calif.;  six 
grandchildren,  and  nine  great  grand¬ 
children. 

With  her  loyal  and  devoted  life, 
she  joined  her  husband  in  his  itiner¬ 
ant  ministry  at  London,  Ark.,  in  1908, 
and  with  him  served  the  following 
charges:  Ola,  Mulberry,  Charleston, 
Swifton,  Pocahontas,  Rector,  Holly 
Grove,  Harrisburg,  Lepanto,  Imboden, 
Marshall,  Quitman,  Marmaduke,  and 


Raise  Funds  for 
Your  Church  G-roup! 

Sell  MAGIC 
STAIN  OFF  PADS 

Removes  spots,  specks,  stains.  Kefinishcs  all 
fine  wood  furniture,  plaques,  trays,  or  wood 
musical  Instruments.  Check  amount  and  send 
with  payment  today  to :  Jennings  &  Co.,  Dept. 
A-l.  2608  W.  Burbank  Blvd-,  Burbank,  Calif. 
91506. 

- 3  Pads  $1.00 

-  48  single  Pads  in  Display  Box  $18.72 

- 24  double  Pads  with  five  color  header 

for  peg  rack  display  $16.56 

- 8  doz.  single  Pads  in  display  box  $35.52 

- 4  doz.  double  Pads  with  five  color 

header  for  peg  rack  display  $31.68 

- 24  doz.  single  Pads  in  display  boxes 

$100.80 

- 24  doz.  double  Pads  in  display  boxes 

with  five  color  header  for  peg  rack 
display  $181.44 


Stanford.  Thus  closing  out  forty-five 
years  of  active  service  as  a  Method¬ 
ist  minister’s  wife.  They  retired  at  the 
Annual  Conference  at  Fayetteville,  in 
1953,  and  moved  to  Rector,  Ark., 
where  they  made  their  home  until  his 
death  in  1956.  After  his  death,  she 
moved  to  Charleston,  where  she  made 
her  home  with  her  daughter,  Mrs.  Earl 
(Myrtle)  Bond,  until  her  death. 

Funeral  service  was  held  in  Charles¬ 
ton,  with  the  Rev.  Frank  Clemons, 
pastor  of  the  Methodist  Church,  as¬ 
sisted  by  the  Rev.  Howard  L.  Wil¬ 
liams,  district  superintendent,  and  the 
Rev.  Douglas  Cheatam,  pastor  of  the 
Baptist  Church  of  Charleston. 

— J.  W.  Moore, 
Retired  Minister 
Frank  Clemmons, 
Pastor 
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Mrs.  Mary  Egger 

Mrs.  Mary  Egger,  92,  passed  away 
February  15  in  the  Polk  County  Me¬ 
morial  Hospital.  “Aunt  Mary” — to  all 
who  knew  her — was  bom  March  10, 
1874,  and  was  married  to  John  M. 
Egger,  February  9,  1888. 

To  this  union  was  bom  six  children: 
Willie  and  Frank  Egger  (deceased); 
Amos,  Cherry  Hill,  Ark.;  Effie  Simp¬ 
son,  Ruby  Hoover,  Ted  Egger — all  of 
Mena,  Ark. 

Aunt  Mary  was  a  life-long  member 
of  the  Methodist  Church  and  was  faith¬ 
ful  to  the  last.  Her  influence  will  live 
on  in  the  Mena  Church  and  commu¬ 
nity. 

— J.  Logan  Simpson 


Rev.  V.  D.  Nisler 

The  Rev.  Vernon  Dale  Nisler,  was 
bom  February  15th,  1895,  at  Quitman, 
Ark.,  and  died  March  3rd  at  a  Mor- 
rilton  hospital,  at  the  age  of  72.  He 
was  converted  early  in  life,  and  joined 
the  Methodist  Church  at  Plumerville, 
Ark. 

He  graduated  from  Plumerville  High 
School,  and  attended  Hendrix  College 
two  years.  In  1916,  he  was  married 
to  Miss  Minnie  Green,  and  to  this 
union  four  daughters  were  bom.  In 
1960,  he  and  Mrs.  Dovie  Haynes 
Gwin,  were  united  in  marriage  at  Mor- 
rilton,  June  6th,  1960. 

Brother  Nisler,  was  licensed  as  a 
local  minister  in  1960,  and  served  the 
following  charges:  Waltreak,  (Conway 
District)  1957-1959;  Scotland,  1960; 
Waldron,  1961-1962,  and  Alix,  1963. 
He  retired  in  1964,  and  He  and  Sister 
Nisler,  moved  to  Morrilton,  where  they 
made  their  home  until  his  death. 

He  is  survived  by  his  widow,  Mrs. 
Nisler,  and  four  daughter:  Mrs.  Paul¬ 
ine  Parette,  and  Mrs.  Irine  York,  both 
of  Morrilton;  Mrs.  Geraldine  Robin¬ 
son,  of  Mary  Village,  California,  and 
Mrs.  Norma  Ledson,  of  Lakedale,  Cal¬ 
ifornia.  Four  step-sons,  and  four  step¬ 
daughters. 

Funeral  service  was  held  in  the 
Plumerville  Methodist  Church  March 
5th,  with  the  Rev.  Henry  Lovelace, 
pastor  officiating  assisted  by  the  Rev. 
Horace  M.  Lewis,  a  retired  Method¬ 
ist  minister. 

— J.  W.  Moore, 
Retired  Minister 
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LITTLE  ROCK  ANNUAL  CONFERENCE 

of  the  Methodist  Church 

MAY  22nd  thru  25th 

Special  Rates — $8  Single — $6  per  Person  (2  to  room) 

PLEASE  RESERVE 

Persons  Single  __Persons  to  each  Room 

Will  arrive  May _ A.M. _ P.M.;  Will  depart  May _ A.M. _ P.M. 

Name 

Address 

City _ _ _  _ _ 

Remarks: 


W.  L.  Wolfe,  Manager  •  Phone  NAtional  3-5511 
THE  MAJESTIC  HOTEL 
Hot  Springs  National  Park,  Arkansas 
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New  campsite  for  the  Lake  Charles  District. 
Youth  and  adults  alike  are  enthusiastic  in  their 
work. 


Work  day  at  new  campsite  of  Lake  Charles 
District  at  LeBlanc,  6  miles  west  of  Kinder. 
Mr.  Blanchard  and  Mrs.  James  Poole,  wife  of 
the  Vinton  pastor,  are  shown  with  several  of 
the  young  people. 


Lake  Charles  campsite 


Bus  purchased  by  West  Calcasieu  Sub-district, 
is  called  "The  Methodists”  and  is  used  by 
both  youth  and  adults.  Sub-district  lay  leader 
is  Hubert  Blanchard  of  the  Wesley  Church  in 
Sulphur.  Eloi  Primeaux,  district  chairman  of 
the  Camp  Committee,  is  shown  kneeling  in  the 
picture. 


These  young  people  presented  "The  First  Eas¬ 
ter”  at  Hosston  Methodist  Church.  Left  to 
right:  Drew  McKinney,  as  Pilate;  Suzy  Martin, 
Caiphas — The  high  priest;  Larry  McKinney, 
Jesus,  and  Glenn  McKinney,  chief  centurion  of 
the  court  guard.  The  Rev.  Harold  McClung, 
pastor,  directed  the  play.  * 


I 

- 

The  Sanctuary  and  Children's  choirs  at  Barksdale  Methodist  Church,  Bossier  City,  presented  Palm 
Sunday  and  Easter  music  under  the  direction  of  Mr.  and  Mrs.  H.  H.  Cook  and  Miss  Kathy  Carter. 


Leaders  in  Elysian  Fields  Methodist  Churches 
(New  Orleans),  recent  “Four  Nights  for  God” 
series.  Left  to  right:  Albin  Crutchfield,  choir 
director  and  soloist;  John  Reeks,  Jr.,  song 
leader;  Darrell  Miller,  chairman  of  Commission 
on  Membership  and  Evangelism  (sponsors  of 
the  revival);  Miss  Susan  McLean,  organist; 
the  Rev.  Kirby  A.  Vining,  pastor,  Slidell  Meth¬ 
odist  Church,  Raymon  Jones,  pianist  and  solo¬ 
ist.  The  Rev.  Dan  W.  Tohline  is  pastor. 


The  recent  Monroe  District  Spring  MYF  Rally  at  Memorial  Methodist  Church,  Monroe  had  as  its 
platform  speaker,  the  Rev.  Oscar  E.  Cloyd,  of  Christ  Church  in  Shreveport.  Another  special  fea¬ 
ture  was  the  “Six  Windows”  display  arrangement.  Each  of  the  five  Sub-districts  had  a  "Window” 
showing  outstanding  programs,  projects,  and  activities  used  within  the  local  MYF  during  the  year— 
or  planned  for  the  near  future.  The  sixth  window  contained  MYF  program  and  promotional  mater¬ 
ials  available  for  use  in  local  groups.  The  Rev.  Edward  R.  Hdug,  district  superintendent,  installed 
new  officers.  Don  Ross  has  been  District  president. 
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Home  Hospital  policy  changes  made 


LAPR  26  1967 
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cottage  dedicated  at  MacDonell  Center 


The  Board  of  Directors  of  the  Meth¬ 
odist  Home  Hospital,  meeting  in  New 
Orleans,  raised  the  salaries  of  the  su¬ 
perintendent  and  his  staff;  revised  its 
policies  to  make  it  easier  to  recruit 
adoptive  parents;  and  reelected  offi¬ 
cers. 

In  his  annual  report  at  the  April 
6  meeting,  the  superintendent,  the  Rev. 
Jack  Midyett  said,  “The  message  of 
the  Methodist  Home  Hospital  has  been 
and  continues  to  be  ‘There  is  a  God 
who  cares  and  who  has  servants  who 
care  .  .  .  Louisiana  and  Mississippi 
Methodists  care!’  ” 

The  Home  Hospital  is  a  maternity 
home  for  unmarried  mothers;  a  child¬ 
caring  institution,  and  an  adoption 
agency.  In  1966-67  it  admitted  93 
mothers,  an  increase  of  14  over  the 
previous  year.  In  the  nursery  at  the 
beginning  of  this  period  were  15  bab¬ 
ies;  71  more  were  bom  during  the 
year.  Three  babies  were  taken  by  the 
mothers  and  68  were  placed  in  adop¬ 
tive  homes.  In  the  previous  year,  61 
were  placed  in  adoptive  homes. 

The  problem  the  Hospital  is  fac¬ 
ing  is  a  shortage  of  adoptive  homes. 
In  previous  years  it  had  been  the  re¬ 
verse  —  more  applicants  than  babies. 
The  report  showed  only  24  approved 
homes  waiting  for  babies,  when  he 
made  the  1965-66  report  it  was  48. 
There  are  now  51  adoptive  homes 
under  study. 

Last  year,  55  per  cent  of  the  girls 
at  the  Home  were  from  Louisiana  and 
45  per  cent  from  Mississippi.  There 
are  more  there  now  from  Mississippi 
— 15.  Thirteen  are  from  Louisiana  and 
one  from  out  of  state. 

The  Rev.  Midyett  asked  that  the 


The  Ella  K.  Hooper  Cottage  at  MacDonell  Methodist  Center  in  Houma,  was 
dedicated  Sunday,  April  9,  by  Bishop  Aubrey  G.  Walton.  The  building  was 
presented  for  dedication  by  Mrs.  C.  B.  McGowan,  president  of  the  Woman  s 
Society  of  Christian  Service  of  the  Louisiana  Conference.  Participating 
in  the  service  were  Mrs.  C.  R.  McCammon,  president  of  the  board  of  Mac¬ 
Donell  Center;  Dr.  J.  Henry  Bowdon,  Lafayette  District  superintendent; 
the  Rev.  A.  Jerome  Cain,  pastor  of  First  Methodist  Church,  Houma,  and 
the  Rev.  W.  W.  Bevill,  pastor  of  Houma  Heights  Methodist  Church  who 
brought  the  message.  About  150  friends  and  former  students  of  the  Mac¬ 
Donell  French  Mission  School  were  present  to  visit  with  Miss  Ella  K. 
Hooper,  founder  of  the  school  in  1918,  and  director  for  over  thirty  years. 
Miss  Hooper  now  lives  in  Rosedale.  MacDonell  Methodist  Center  is  now 
a  children’s  home  related  to  the  National  Division  of  the  Board  of  Missions 
of  The  Methodist  Church.  Its  present  director  is  Mr.  John  L.  Howe,  Jr. 


Louisiana  Conference  approve  the 
same  percentage — 4  per  cent — of  the 
pastor’s  salary  as  the  asking  from  each 
church  for  support  of  the  Home  Hos¬ 
pital;  that  it  continue  to  give  special 

(Continued  on  page  4) 

Medics  /ministers 
to  discuss  changing 
attitudes  toward  morals 

NEW  ORLEANS — The  doctor’s  di¬ 
lemma  in  the  changing  attitudes  toward 
morals  will  be  the  subject  of  a  state¬ 
wide  program  on  medicine  and  re¬ 
ligion  sponsored  by  the  Louisiana  State 
Medical  Society.  The  program  will  be 
held  at  7:00  p.m.  on  Sunday,  April 
30  at  the  Roosevelt  Hotel  in  New  Or¬ 
leans. 

Dr.  F.  P.  Bordelon  of  Marksville, 
La.,  chairman  of  the  Louisiana  State 

(Continued  on  page  12 J 

Thousand  Club 
gift  to  T rinity 

Things  looked  bleak  for  Trinity 
Methodist  Church,  in  Buras,  La.,  in 
September,  1965,  after  Hurricane 
Betsy  hit  it. 

The  church  and  the  parsonage  were 
a  shambles.  Everything  was  water 
soaked,  and  the  interiors  and  furnish¬ 
ings  were  ruined. 

On  a  sunny  Sunday,  April  16,  1967, 
the  building  was  bright  with  new  fur- 

(Continued  on  page  4) 


Church  Women 
United  to  climax 
poverty  study 

Church  women  in  all  parts  of  the 
country  will  climax  months  of  study 
and  discussion  on  how  they  can  take 
direct  action  to  help  wipe  out  poverty 
in  the  U.S.  as  they  mark  May  Fel¬ 
lowship  Day,  Friday,  May  5. 

This  year’s  annual  observance  — 
sponsored  by  Church  Women  United 
— winds  up  a  three-year  emphasis  on 
“People,  Poverty,  Plenty,” .  a  program 
designed  to  explore  the  underlying 
causes  of  poverty,  study  its  effects  on 
the  poor,  and  discover  points  at  which 
it  can  be  successfully  attacked. 

May  Fellowship  Day  theme  for 
1967,  “How  Can  All  Share?”,  stresses 
that  continued  poverty  in  the  midst  of 
unparalleled  affluence  and  unprece¬ 
dented  technological  resources  is 

(Continued  on  page  9) 


Lydia  Patterson 
inauguration 
and  dedication 

The  inauguration  of  Dr.  Alfredo 
Nanez,  as  president  of  Lydia  Patter¬ 
son  Institute,  and  the  dedication  of  a 
new  gymnasium  highlight  the  meet¬ 
ing  of  the  Institute’s  Board  of  Trus¬ 
tees  being  held  at  Lydia  Patterson 
this  week. 

Bishops  attending  from  the  episcopal 
areas  of  the  jurisdiction  include:  Bish¬ 
op  Paul  V.  Gallo¬ 
way,  Arkansas  Area; 

Aubrey  G.  Walton, 

Louisiana  Area;  W. 

Kenneth  Pope,  Dal- 
las-Fort  Worth  Area; 

Paul  E.  Martin, 

Houston  Area;  O. 

Eugene  Slater,  San 
Antonio  -  Northwest 
Texas  Area. 

Located  in  El  Dr.  Nanez 

(Continued  on  page  12) 


These  officers  of  the  board  were  reelected:  the  Rev.  A.  L.  Meadows, 
Greenville,  Miss.,  and  the  Rev.  J.  Melvin  Jones,  Jackson,  Miss.,  vice 
presidents;  Dr.  B.  A.  Galloway,  New  Orleans,  president;  Dr.  Dana  Dawson, 
Jr.,  Baton  Rouge,  secretary;  A.  J.  Ganier,  New  Orleans,  treasurer. 


OUR  BISHOP'S  LETTER 

New  Orleans,  Louisiana 

Dear  Louisiana  Methodists:  April  22,  1967 

On  Monday,  May  1,  the  nation  will  again  observe  Law  Day — USA. 
The  Louisiana  State  Bar  Association  is  giving  special  emphasis  to  this 
occasion  and  is  inviting  the  churches  of  aUfaithsto  join  with  them  in  an 
observance  in  their  respective  services  of  worship  on  Sunday,  April  30. 

I  am  aware  that  in  our  Methodist  calendar  this  is  Rural  Life  Sunday 
and  I  am  concerned  that,  in  some  way,  the  matter  of  our  Town  and 
Country  churches  shall  be  lifted  up  on  this  Sunday.  It  appears  to  me, 
however,  that  there  is  ample  opportunity  to  emphasize  both  of  these 
concerns — the  rural  church  and  Law  Day.  May  I  urge  our  ministers  to 
give  thought  to  these  causes  and  from  the  pulpit  and/or  through  the 
churchbulletinsremind  our  people  of  these  important  interests. 

In  tnese  recent  years  we  have  seen  lawlessness  increasing  rapidly 

(Continued  on  page  4) 
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THE  LAW  AS 

A  STABILIZING  INFLUENCE 

IM  ONE  of  the  more  dramatic  scenes  in  the 
Academy-award- winning  movies  “A  Man  For  All 
Seasons,”  Sir  Thomas  More  is  pictured  in  a 
fiery  discussion  with  a  young  friend  over  the  ques¬ 
tion  as  to  whether  the  Devil  was  entitled  to  the 
same  protection  of  the  law  as  other.  The  young 
man  contended  that  due  to  that  individual’s  evil 
nature  he  was  not  entitled  to  the  same  legal  rights. 
More  then  asked  him  where  he  would  be  if  he 
suspended  the  law  to  deal  with  the  Devil  and  then 
was  caught  in  the  trap  produced  by  the  absence 
of  law. 

May  1  will  be  observed  across  the  United  States 
as  “Law  Day,”  an  occasion  on  which  not  only  the 
legal  profession  but  the  whole  body  of  the  law  will 
be  seen  as  essential  to  the  nurture  and  the  pres¬ 
ervation  of  the  values  we  regard  as  fundamentaL 
The  date  was  suggested  as  an  antidote  to  the  ob¬ 
servance  of  the  same  “May  Day”  by  organized 
communism  throughout  the  world.  If  this  is  our 
way  of  answemg  communism  we  must  take  a  long 
look  at  the  regard  we  have  for  the  law  and  the 
mounting  antipathy  so  many  have  toward  those 
who  have  responsibility  for  interpreting  and  enforc¬ 
ing  the  law. 

The  Christian  faith  and  way  has  a  stake  in 
stability  of  our  legal  system  so  we  are  definitely 
involved  in  this  observance.  The  first  thing  we 
might  do  is  take  a  long  look  at  the  basic  safe- 
grounds  provided  under  the  law  for  individuals. 
The  codes  which  became  the  foundation  stones 
for  our  statutes  can  be  seen  as  person-centered  in 
much  the  same  manner  as  our  religious  faith  is. 
Because  there  is  so  much  of  common  ground  and 
because  we  all  have  so  much  to  lose  if  there  con¬ 
tinues  to  be  a  down-grading  of  the  “law  man,” 
we  should  give  prayerful  consideration  much  more 
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than  once  a  year  to  the  challenge  that  confronts 
us  here. 

In  a  recent  training  class  in  the  area  of  Chris¬ 
tian  family  life  a  discussion  arose  concerning  the 
relationship  existing  between  the  loss  of  respect  for 
parents  and  the  breakdown  in  proper  consideration 
for  officers  of  the  law  and  others  in  places  of  au¬ 
thority.  There  was  a  consensus  that  one  was  close¬ 
ly  related  to  the  other  and  that  both  were  matters 
of  grave  concern  for  the  Christian  home.  There 
also  seemed  to  be  near-unanimous  agreement  that 
the  erosion  in  both  had  its  beginning  in  the  casual 
manner  in  which  parents  so  often  speak  of  their 
own  lack  of  regard  for  the  law 

On  the  public  and  more  dramatic  level  we  have 
the  continuing  displays  of  anarchy  in  the  name  of 
demonstrating  for  rights  which  may  or  may  not 
actually  be  denied.  There  is  a  place  for  the  peace¬ 
ful  demonstration  of  one  opinion  carried  on  wtihin 
the  limits  of  legal  requirements,  but  we  have  to 
face  the  fact  that  in  so  many  instances  what  is 
involved  is  open  defiance  of  the  law  without  a  clear- 
cut  matter  of  conscience  even  involved.  Whenever 
an  attempt  to  arrest  a  citizen  of  a  minority  group 
serves  as  the  trigger  for  group  anarchy  one  can¬ 
not  seriously  contend  that  either  rights  or  con¬ 
science  is  involved.  One  can  disagree  all  he  likes 
with  the  method  of  pursuing  the  war  efforts  in 
Vietnam  and  openly  proclaim  “I  don’t  like  it.” 
However,  when  one  who  has  been  identified  with 
causes  so  long  that  he  cannot  even  speak  as  a 
private  citizen,  openly  urges  organized  violation 
of  the  law,  we  do  not  see  how  this  can  be  con¬ 
doned  —  especially  by  an  official  agency  of  the 
church.  Like  the  friend  of  Sir  Thomas  More,  one 
may  feel  that  some  of  the  activities  are  so  “devi¬ 
lish”  that  the  law  should  be  suspended— yet  there 
will  always  be  a  day  of  reckoning  as  the  great  Eng¬ 
lishman  declared. 

There  are  new  forces  entering  the  picture  of 
our  regard  for  the  law  and  its  relation  to  our  faith. 
One  is  in  the  area  of  the  so-called  “new  morality,” 
which  tells  us  that  there  are  no  absolutes  and  that 
every  act,  be  it  ever  so  evil  in  its  nature,  must  be 
seen  in  the  light  of  circumstances.  Based  as  this 
-  may  be  on  some  profound  conclusions  of  some  an¬ 
cient  wise  men,  the  fact  is  that  modem  unwise 
men  find  here  an  inflammable  substance  that  can 
only  aggravate  an  already-explosive  situation.  The 
other  force  touches  on  certain  decisions  of  high 
courts  with  which  we  disagree.  All  the  shouting  in 
the  world  concerning  “impeach  the  chief  justice 
can  only  be  counted  of  the  same  basic  nature  as 
the  anarchy  in  the  streets.  The  stability  of  the  law 
is  premised  on  trust  in  the  judiciary,  and  we  will 
all  me  the  day  when  we  forget  that. 
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Poetic  Justice 

More  than  six  years  ago  when  we 
moved  into  the  editorial  chair  that 
that  had  been  filled  so  well  by  Dr. 
Ewine  T.  Wayland,  one  of  the  last  bits 
of  advice  he  gave  us  was  “Don’t  print 
any  poetry.”  He  didn’t  bother  to  elab¬ 
orate  and  we  have  had  many  occasions 
on  which  this  matter  of  poetry  for 
publication  caused  us  more  worry  than 
seemed  merited  by  this  segment  of 
journalism. 

One  of  the  first  mistakes  we  made 
came  quite  early  after  Dr.  Wayland 
gave  us  that  advice.  A  young  man  in 
northwest  Arkansas  wrote  and  offered 
to  share  some  of  his  poetic  endeavors 
with  our  readers.  Remembering  the 
word,  and  wanting  to  approach  our 
new  responsibility  in  a  conservative 
manner,  we  thanked  him  and  said  we 
were  not  using  poetry.  Today  that 
young  man  is  one  of  America  s  out¬ 
standing  poets  and  seems  well  on  his 
way  to  an  immortality  a  little  bit  of 
which  we  might  have  shared.  His  name 
is  Edsel  Ford  and  he  reads  some  of 
his  poetry  in  Little  Rock  this  week. 

Well,  we  finally  ventured  into  the 
field  via  the  Devotional  Page  and  as 
long  as  we  had  an  editor  for  that 
page  we  felt  we  were  spared  any  seri¬ 
ous  worry  about  it.  But  then  the  day 
came  when  this  arrangement  was  end¬ 
ed  and  we  found  ourselves  dealing 
with  a  lot  of  angry  poets  saying, 
“Where’s  that  poem  I  sent  you  two 
years  ago?”  We  went  out  of  the  poetry 
business  for  the  second  time. 

But  we’re  back  in  business  again  at 
the  same  stand.  This  time  we  have 
what  we  trust  will  be  the  ideal  arrange¬ 
ment.  Barbara  Mulkey,  a  very  delight¬ 
ful  personality  and  an  excellent  pen 
woman  in  her  own  right  as  well  as 
the  wife  of  one  of  our  preachers  in 
the  Pine  Bluff  District,  has  assumed 
the  responsibility  of  editing  a  weekly 
poetry  column.  We  know  from  the 
first  two  columns  mat  better  days  are 
ahead  in  this  department. 
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BERLIN  —  Dr.  Martin 
Niemoeller,  noted  Ger¬ 
man  churchman  and  a  co¬ 
president  of  the  World 
Council  of  Churches,  ad¬ 
dresses  the  Western  Sy¬ 
nod  of  the  Evangelical 
Church  in  Germany  (EKID) 
in  West  Berlin.  The  75- 
year-old  minister  is  a 
former  head  of  the  Evan¬ 
gelical  Church  of  Hesse- 
Nassau.  Dr.  Niemoeller 
maintained  that  EKID 

unity  —  a  question  of 
grave  concern  to  both 
the  Western  and  Eastern 
Synods  —  was  not  a  mat¬ 
ter  of  faith  but  only  an 
organizational  issue. 


(RNS  Photo) 


General  Board  votes  new  emphases 
in  "contemporary  evangelism" 


SEATTLE,  Wash.  —  (MI) — Meth¬ 
odist  evangelism  leaders  called  here 
(or  their  church  to  launch  into  new 
emphases  on  “contemporary  evangel¬ 
ism”  that  would  put  increased  stress 
on  social  action  as  well  as  personal 
commitment. 

Bishop  Gerald  Kennedy  of  Los  An¬ 
geles,  Board  of  Evangelism  president, 
keynoted  the  April  4-6  meeting  by 
predicting  that  “we  are  closer  to  a 
great  religious  revival  in  this  country 
than  anybody  thinks.”  He  suggested 
that  it  will  not  come  through  mergers 
or  councils  or  “through  changing 
forms  and  organization,  but  in  unex¬ 
pected  ways — outt  of  our  faithfulness, 
loyalty  and  seeking.”  He  urged  exper¬ 
imenting,  then  waiting  patiently  “be¬ 
cause  God  will  bring  the  results.” 

Devotional  leaders  were  Bishop 
Francis  Kearns,  Canton,  Ohio;  Dr. 
Joseph  H.  Yeakel,  Dayton,  Ohio,  ex¬ 
ecutive  secretary  of  the  EUB  Board 
of  Evangelism,  and  Dr.  James  B. 
Argue,  pastor  of  Pulaski  Heights 
Church,  Little  Rock,  Ark. 

The  denomination’s  General  Board 
of  Evangelism  voted: 

— To  join  Evangelical  United 
Brethren  Church  leaders  in  a  plea  that 
the  projected  union  of  the  two  church¬ 
es  “make  in  truth”  the  statement, 
“evangelism  is  the  first  business  of 
the  church,”  and  that  the  1968  unit¬ 
ing  conference  “establish  a  great,  bold 
and  daring  program  of  contemporary 
evangelism.” 

— To  have  the  executive  committee 
and  staff  study  and  develop  priorities 
for  a  series  of  evangelistic  advances 
which  preliminary  figures  showed 
might  cost  more  thann$5^)00,000  per 
year. 

The  staff’s  “projections”  for  new 
and  expanded  program  were  put  for¬ 
ward  “not  so  much  to  combat  the  de¬ 
cline”  of  church  membership  in  the 
face  of  large  population  gains  “as  to 
combat  the  cause.”  They  are  predi¬ 
cated  on  the  principle  that  evangelism 
is  not  just  preaching  the  word  but 
“doing  the  deed”  and  “identifying  with 


the  world  and  the  world’s  suffering.” 

The  multi-phased  program  would 
include  recruitment  of  400  three-man 
teams  (one  retired  preacher  and  two 
seminarians)  to  start  new  congregations 
in  trailers;  creation  of  several  televi¬ 
sion  “spectaculars”  involving  leaders 
in  both  entertainment  and  religion; 
more  films;  regional  staff  offices  to 
aid  local  programs;  computerization  of 
the  entire  Methodist  membership  in 
order  to  maintain  contact  and  facili¬ 
tate  research;  workshops  and  retreats 
for  local  pastors,  “the  men  at  the 
front,”  in  theology  and  motivation  for 
evangelism. 

DEMPSTER  GRADUATE 

AWARDS  ANNOUNCED 

NASHVILLE,  Tenn.  —  The  four¬ 
teenth  annual  Dempster  Graduate  Fel¬ 
lowships  have  been  awarded  by  the 
Department  of  Ministerial  Education 
of  the  Methodist  General  Board  of 
Education  here  to  four  Methodist  min¬ 
isters  for  study  during  the  1967-68 
academic  year. 

Purpose  of  the  awards  is  to  increase 
the  effectiveness  of  teaching  in  Meth¬ 
odist  theological  schools  and  the  teach¬ 
ing  of  religion  in  colleges  and  univer¬ 
sities.  They  are  made  annually  to  se¬ 
lected  graduate  students  who  plan  to 
teach  in  seminaries  or  teach  religion 
and  related  subjects  in  universities  and 
colleges. 

Chosen  to  receive  the  1967-68 
Dempster  awards  were  the  Rev.  James 
E.  Caraway,  Atlanta;  the  Rev.  Rich¬ 
ard  P.  Heitzenrater,  Durham,  N.C., 
formerly  of  Grove  City,  Pa.,  the  Rev. 
Lance  A.  Herrick,  St.  Andrews,  Fife 
Scotland,  formerly  of  Harvard,  Ill.; 
and  the  Rev.  Donald  E.  Messer,  Bos¬ 
ton,  Mass.,  formerly  of  Kimball,  South 
Dakota. 

The  fellowships  may  be  up  to  $2,- 
500  for  a  single  person  and  $3,000  for 
a  married  person,  and  an  additional 
amount  may  be  added  if  the  fellow¬ 
ship  is  approved  for  use  outside  the 
United  States  or  Canada. 


Methodist  leader 
pays  tribute 
to  Dr.  Schisler 

by  HOOVER  RUPERT, 

Ann  Arbor,  Michigan 

If  you  have  attended  a  Methodist 
Sunday  School  during  the  past  fifty 
years  you  are  indebted  to  John  Quincy 
Schisler.  His  death  on  April  8  took 
from  the  human  scene  one  of  the 
greatest  Christian  leaders  of  modern 
times.  As  a  pastor  in  Arkansas,  an 
educational  pioneer  there,  and  for 
more  than  forty  years  a  widely-re¬ 
spected  educational  leader  in  our  na¬ 
tion,  he  was  personally  responsible  for 
much  that  has  gone  into  Methodism’s 
program  of  Christian  education. 

I  first  met  Dr.  Schisler  more  than 
twenty  years  ago  in  St.  Louis.  I  had 
come  at  his  invitation  to  discuss  a 
staff  vacancy  in  the  General  Board  of 
Education  which  he  served  as  Gen-- 
eral  Secretary  in  the  Division  of  the 
Local  Church.  Subsequently,  I  became 
a  colleague  in  the  Administrative  Staff 
of  that  Board  responsible  for  leader¬ 
ship  in  the  field  of  youth  work.  My 
six  years  association  with  him  and  the 
continuing  friendship  and  correspond¬ 
ence  during  the  17  intervening  years 
have  put  me  deeply  in  his  debt. 

His  tolerant  judgment,  his  wise' 
counsel,  his  parental  solicitude,  his 
human  understanding  combined  with 
a  rich  Christian  faith  made  him  for 
me  a  Father  in  the  Gospel.  His  rigid 
demands  of  his  co-workers,  tempered 
by  gentleness  of  spirit  and  tactful  di¬ 
plomacy  in  treating  persons  as  persons, 
were — and  are — a  constant  challenge 
to  move  further  toward  perfection. 

He  had  a  genius  for  coming  quickly 
to  the  heart  of  the  matter  in  staff  dis¬ 
cussion.  But,  he  linked  with  this  a 
completely  democratic  spirit  and  im¬ 
measurable  patience  with  hearing  out 
all  points  of  view.  He  had  his  finger 
on  the  pulse  of  every  heart-beat  in 
the  large  staff  responsible  to  him  and 
the  multi-faceted  program  of  Christian 
education  of  children,  youth  and  adults 
which  he  administered.  Yet,  none  of 
us  felt  he  imposed  his  personal  whim 
on  the  program  nor  did  he  look  con¬ 
stantly  over  our  shoulders  to  assure 
our  doing  our  tasks  the  precise  way 
he  wanted  them  done. 

Youth  today  will  hardly  know  this 
octogenarian’s  name.  But  there  would 
have  been  no  cutting  edge  to  the  Meth¬ 
odist  Youth  Fellowship  across  the 
years  without  his  prophetic  ideas  and 
genuine  concern  for  youth  whether  in 
Bono,  Arkansas  or  on  the  lower  east 
side  of  New  York  City.  Whatever  the 
Church  has  meant  to  you  as  a  youth, 
you  share  my  debt  to  Dr.  Schisler. 

There  have  been  many  friends  of 
Methodist  youth  but  none  more  influ¬ 
ential  in  a  quiet,  longe-range  way  than 
this  educator  and  statesman.  He  con¬ 
sistently  sought  renewal  of  the  Church 
long  before  renewal  exponents  of  our 
day  were  born.  And  he  never  ceased 
his  efforts  to  provide  that  renewal 
through  Christian  nurture  for  all  the 
people  called  Methodists. 

He  has  lived  his  life  here  and  it  is 
now  completed.  But  there  are  thou¬ 
sands  of  us  who  rise  up  to  praise 
God  because  a  man  named  John 
Schisler  came  this  way  in  our  time. 


DAILY  BIBLE  BEADING 
Below  is  a  schedule  for  the 
Daily  Bible  Beading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

April  30 — Sunday . Bev.  22:1-21 

May  1  . Psalms  49:1-20 

May  2  . Psalms  51:1-19 

May  3  . Psalms  71:1-24 

May  4  . . Luke  24:36-53 

May  5  . - . Daniel  12:1-13 

May  6 . Matthew  6:19-34 

May  7 — Sunday  Matthew  28:1-20 


New  Social  Concerns 
public  affairs 
director 

WASHINGTON,  D.C.  (MI)  —  The 
Rev.  John  P.  Adams,  Hammond,  Ind., 
pastor,  will  become  director  of  pub¬ 
lic  affairs  with  the  Methodist  Board  of 
Christian  Social  Concerns  here  June  1. 

Adams  will  work  in  the  board’s  Di¬ 
vision  of  Human  Relations  and  Eco¬ 
nomic  Affairs,  with 
primary  responsibil¬ 
ity  in  the  issues  of 
church  -  government  ____ 

relations,  Christian  jr 
citizenship,  and  civil 
liberties. 

Pastor  of  Wood- 
mar  Methodist 
Church  in  Hammond 
since  1962,  Adams 
is  a  member  of  the  Adams 

North  Indiana  Methodist  Conference. 
He  is  a  native  of  Pennville,  Ind.,  and 
a  graduate  of  Ohio  Wesleyan  Uni¬ 
versity  and  of  Yale  University  Divin-' 
ity  School.  He  has  served  other  pas-  ’ 
torates  in  Connecticut,  Ohio  and  In¬ 
diana.  He  and  Mrs.  Adams  have  six  ‘ 
children. 

Adams  enlisted  in  the  Army  Air 
Corps  in  1942,  advanced  to  first  lieu¬ 
tenant  and  was'h  pilot  with  the  15th 
Air  Force  when  shot  down  over  Ger¬ 
many  in  1944.  He  was  a  prisoner  of 
war  for  eight  months. 

In  community  service,  Adams  has 
been  president  of  the  Lake  County  Mi¬ 
grant  Council,  chairman  of  the  In¬ 
diana  Council  of  Churches’  migrant 
ministry,  president  of  Northwest  In¬ 
diana  Council  of  Churches,  Calumet 
District  director  of  social  concerns  for 
The  Methodist  Church,  member  of 
Hammond  mayor’s  subcommittee  on 
minority  group  problems. 

t 

DR.  POTTS  MADE 
HONORARY  CHAPLAIN 

Dr.  J.  Manning  Potts,  editor  of  The 
Upper  Room,  worldwide  interdenom¬ 
inational  devotional  publication,  has 
been  appointed  honorary  Chaplain  of 
the  U.S.S.  Enterprise  the  first  nuclear 
powered  aircraft  carrier  of  the  U.S. 
Navy. 

As  a  guest  of  the  Secretary  of  the 
Navy,  Dr.  Potts  sailed  recently  on  the 
Enterprise  where  he  conducted  divine 
services  for  the  officers  and  men 
aboard.  The  designation  as  honorary 
chaplain  with  certificate  was  conferred 
by  Captain  J.  L.  Holloway  III,  the 
commanding  officer  of  the  Enterprise. 
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HOSPITAL  HOME 

(Continued  from  page  1) 

emphasis  to  the  Christmas  offering;  and 
that  the  amount  from  World  Service 
remain  the  same.  He  also  asked  that 
the  joint  Commissions  on  World  Serv¬ 
ice  and  Finance  of  the  Mississippi  and 
North  Mississippi  Conferences  increase 
their  askings  for  the  Methodist  Home 
Hospital  in  New  Orleans,  which  they 
help  support  along  with  the  Louisiana 
Conference. 

Both  these  requests  were  approved 
by  the  board,  along  with  the  rest  of 
Mr.  Midyett’s  report. 

In  other  action,  the  board  recom¬ 
mended  that  the  social  workers  on 
the  staff  speed  up  the  process  of  adop¬ 
tion  whenever  possible;  urged  passage 
of  a  bill  that  would  put  child  welfare 
on  the  same  basis  as  other  public 
welfare  programs;  and  approved  in¬ 
clusion  of  lay  employes  in  the  confer¬ 
ence  hospitalization  plan. 

Dr.  L.  D.  Haughton,  former  super¬ 
intendent  of  the  Home  Hospital,  and 
Mrs.  Haughton  were  guests  at  the 
meeting  and  at  the  luncheon  that  fol¬ 
lowed. 

Mr.  Midyett  introduced  his  staff: 
Miss  Elizabeth  A.  Hudson,  a  social 
worker  who  interviews  the  prospective 
adoptive  parents;  Miss  Marguerite 
Walls,  secretary-receptionist;  and  Miss 
Margaret  Field,  a  deaconess  and  reg¬ 
istered  nurse  who  supervises  the  med¬ 
ical  service.  Miss  Evelyn  V.  Murphree, 
also  a  deaconess,  and  a  social  work¬ 
er,  was  ill  and  unable  to  attend  the 
meeting. 

Mr.  Midyett  reported  that  the  Home 
Hospital  could  not  operate  as  it  now 
does  without  the  service  given  to  it 
by  the  Southern  Baptist  Hospital  in 
New  Orleans.  Baptist  Hospital  pro¬ 
vides  a  resident  doctor  in  obstetrics 
who  provides  pre-natal  care  for  the 
girls  and  delivers  the  babies.  Last  year, 
two-thirds  of  the  babies  were  bom  at 
Baptist  Hospital. 

Baptist  Hospital  also  provides  many 
other  services  almost  without  cost  — 
X-rays,  lab  work,  hospitalization  of  a 
girl  or  a  baby.  The  only  cost  to  the 
Home  Hospital  is  for  drugs,  medica¬ 
tions,  and  transfusions.  This  represents 
savings  of  thousands  of  dollars  to  the 
Methodist  agency. 

POLICY  CHANGES  ON 
ADOPTION 

The  board  approved  the  suggestions 
of  a  special  committee  it  had  appoint- 

(Continued  on  page  8) 


THOUSAND  CLUB 

(Continued  from  page  1) 

nishings,  accented  by  white  shutters 
and  scarlet  hymnals  and  altar  cloths. 

The  congregation — now  201  mem¬ 
bers — had  come  this  far  with  its  in¬ 
surance  and  with  the  $50,000  from 
the  church-wide  Hurricane  Betsy  offer¬ 
ing.  On  this  Sunday,  it  received  an¬ 
other  $10,000  from  the  Louisiana 
Conference  Thousand  Club  for  its  next 
project — eight  Sunday  School  rooms. 

The  check  was  presented  by  John 
Trotter  of  New  Iberia,  Thousand  Club 
treasurer.  It  was  the  second  check  for 
Trinity,  which  got  $10,000  when  it 
was  started  in  the  fall  of  1954,  and 
the  third  for  the  Trinity- Asbury 
(Venice)  charge. 

With  the  pastor,  the  Rev.  Fred 
Mead,  presiding,  the  service  included 
this  appropriate  phrase  in  the  respon¬ 
sive  reading:  “Even  the  darkness  is 
not  dark  to  thee,  the  night  is  bright 
as  the  day;  for  darkness  is  as  light 
with  thee.” 

The  message  for  the  special  service 
was  by  the  district  superintendent,  Dr. 
Carl  F.  Lueg,  Jr.  Taking  his  text  from 
Joshua,  he  asked:  “What  mean  ye  by 
these  stones?”  and  answered  that  the 
new  church  stands  as  a  reminder  for 
the  members  and  for  those  who  pass 
by  that  (1)  God  is  still  to  be  worshiped 
and  obeyed  as  the  living  God,  and  the" 
doors  of  the  sanctuary  are  open  to 
all  who  come  to  worship  him;  (2)  the' 
redemptive  power  of  Jesus  Christ  is 
in  the  church,  and  its  windows  open 
out  onto  the  world  and  (3)  it  is  the 
miracle  of  a  family  of  God  bound 
together  by  nothing  more  than  the  Holy 
Spirit,  the  spirit  of  Christian  love. 

People  passing  by  ask,  when  they 
see  the  church,  “Do  these  Christians 
really  mean  business?”  Dr.  Lueg  said, 
and  the  church  is  “our  manifesto  that 
we  do  care.” 

“These  are  not  only  stones  of  re¬ 
membrance,  but  also  stones  of  promise 
for  the  days  ahead,”  he  said. 

The  engineer  for  the  remodeling  of 
the  church  and  of  its  separate  Fellow- 
shop  Hall  is  George  LeGardeur,  Jr., 
a  member  of  Carrollton  Church  in  New 
Orleans.  He  and  his  family  attended 
the  service  Sunday. 

Under  his  guidance,  two  small 
church  school  rooms  behind  the  altar 
were  removed,  widening  that  area,  and 
the  stained  glass  window,  with  a  fig¬ 
ure  of  Christ,  now  is  the  center  of 

(Continued  on  page  13) 


LEFT:  Dr.  L.D.  Haughton,  for¬ 
mer  superintendent,  and  the  Rev. 
Jack  Midyett,  present  superin¬ 
tendent  of  the  Methodist  Home 


Hospital;  SECOIID:  A.J.  Ganier 
New  Orleans,  treasurer,  reports; 
THIRD:  Haynes  L.  Harkey  of 
Monroe  reports  for  the  special 


ABOVE  LEFT:  John  Trotter  (right)  of  New  Iberia,  treasurer  for  the  Thou¬ 
sand  Club,  talks  with  Dr.  Carl  Lueg.  The  layman  presented  a  $10,000 
club  check  to  W.  J.  Edgecombe,  a  member  of  the  Official  Board  and  sec¬ 
retary  of  the  quarterly  conference.  ABOVE  RIGHT:  All  smiles  at  the 
lunch  that  followed  the  service  are  the  engineer  for  the  repair  work,  George 
LeGardeur,  Jr.,  end  the  pastor,  the  Rev.  Fred  Mead  (right). 


OUR  BISHOP’S  LETTER  (Continued  from  page  1) 

in  this  land  of  ours.  Law  and  order  bum  with  feeble  flame.  Let  us 
arouse  ourselves  and  our  people  to  the  claims  upon  us  for  a  greater 
personal  and  corporate  respect  for  law  and  for  a  greater  dedication  to 
decent,  moral,  and  law-abiding  conduct  on  the  part  of  ourselves  and  of 
those  for  whom  we  are  responsible.  In  every  community  there  is  a  lawyer 
who  will  be  glad  to  cooperate  with  the  minister  in  the  matter  of  obtaining 
material,  and  in  preparing  publicity  regarding  •  the  observance  of  Law 
Day — USA. 

I  was  in  the  Lake  Charles  District  from  last  Saturday  evenmg 
until  Wednesday  afternoon.  On  Sunday  at  9  a.m.  I  preached  at  Raymond, 
the  Reverend  Ollie  L.  Golson,  minister.  At  1 1 :00  o’clock  I  preached  at 
Kinder  and  participated  in  the  service  of  dedication  of  the  new  educational 
building  there.  The  Reverend  Rex  Squyres  is  the  minister.  In  the  evening 
I  showed  pictures  of  our  recent  trip  to  India  to  the  Methodist  Men 
and  their  wives  at  Grand  Chenier.  About  ninety  persons  were  present. 
Afterwards  we  enjoyed  a  delicious  meal  together.  The  Reverend  R  .M. 
Bentley  is  the  minister  at  Cameron-Grand  Chenier. 

While  in  Lake  Charles  I  was  a  guest  in  the  district  parsonage  where 
Dr.  and  Mrs.  Leonard  Cooke  are  always  so  kind  to  me.  I  enjoyed  a  good 
meal  and  delightful  fellowship  with  Dr.  and  Mrs.  George  W.  Pomeroy  in 
their  lovely  home.  I  also  had  the  opportunity  to  visit  with  several  of 
the  ministers  and  laymen  of  the  Lake  Charles  District.  On  Sunday  after¬ 
noon  Dr.  Cooke  drove  me  to  see  the  new  campground  which  has  been 
purchased  by  the  district.  It  is  a  delightful  site. 

Next  Sunday  I  am  to  preach  at  Jefferson  Church  in  New  Orleans. 
On  Monday  I  shall  go  to  Chicago  for  a  committee  meeting  and  then 
on  to  El  Paso  to  attend  the  Board  of  Trustees’  meeting  at  Lydia  Pat¬ 
terson  Institute. 

Remember  that  the  time  of  Annual  Conference  is  approaching.  We 

have  work  to  do.  _.  , 

Smcerely, 


Dr.  J.-  Henry  Bowden, 
LaFayette  District  super¬ 
intendent,  and  Bishop 
Walton  were  present  for 
the  dedication  of  the  edu¬ 
cation  building  at  the 
Grand  Isle  Methodist 
Church,  April  9th.  Vir¬ 
gil  Garlington  (ar  right), 
chairman  of  the  Board  of 
Trustees,  presented  the 
building  to  Bishop  Walton 
for  dedication. 


committee  that  has  studied  the 
problem  of  the  shortage  of  ap¬ 
plications  from  adoptive  homes; 
RIGHT:  Dr.  Wallace  H.  Smith 


II,  resident  doctor  in  obstetrics 
whose  services  are  provided  the 
institution  by  Baptist  Hospital, 
is  shown  with  the  superintendent 

(Methodist  Information  Photos) 
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“THE  GAMMIL  MEMORIAL  Youth 
Revival”  was  held  at  the  Elizabeth 
Sullivan  Memorial  Church,  Bogalusa, 
on  April  9,  10,  and  11.  This  event 
was  made  possible  through  memorial 
gifts  of  the  church  members  to  be 
used  for  the  youth.  Services  were  con¬ 
ducted  by  the  Rev.  Jack  Singleton, 
associate  pastor  at  Hammond  First 
Church.  The  Rev.  Cleburne  Quaid  is 
the  pastor  at  Bogalusa. 

BARKSDALE  CHURCH  in  Bossier 
City  is  keeping  in  touch  with  young 
people  by  sponsoring  two  troops  of 
Girl  Scouts  and  one  Boy  Scout  troop. 
Church  members  are  serving  as  lead¬ 
ers.  College  students  are  being  sent 
news  letters  from  the  church  by  Mrs. 
Bobbie  Warren.  One  student  is  study¬ 
ing  for  the  ministry  at  Perkins  School 
of  Theology,  S.M.U.  The  Rev.  Joe  H. 
Robinson  is  the  Barksdale  pastor. 

MRS.  ELDRED  BLAKELY,  wife  of 
the  pastor  at  Jonesboro,  sustained  a 
broken  arm  in  an  automobile  acci¬ 
dent  recently. 

THE  PIONEER  CHURCH  held  a 
spring  revival  the  week  of  April  2.  The 
Rev.  Ned  Stout,  pastor  of  the  Lake 
Providence  Church,  was  the  speaker, 
and  Roy  Head  was  music  director. 
The  Rev.  Jim  Saunders  is  the  pastor. 
The  Pioneer-Forest  Charge  is  publish¬ 
ing  an  8-page  newsletter,  full  of  church 
and  local  news. 

THE  WINNSBORO  CHURCH  spring 
revival  was  held  April  16-21,  with 
the  Rev.  Kenneth  McDowell,  pastor 
of  West  Monroe  First  Church,  bring¬ 
ing  the  messages.  Ralph  Newell  led 
the  singing.  The  pastor  is  the  Rev. 
Douglas  Williams. 

THE  REV.  JERRY  MOON,  execu¬ 
tive  diretcor  of  Dulac  Community  C en¬ 
ter,  was  a  guest  of  First  Church,  Jen¬ 
nings,  Sunday  evening,  April  16.  He 
spoke  to  the  MYF  groups  at  6  p.m., 
and  at  the  evening  worship  service 
later.  Following  the  service,  a  recep¬ 
tion  was  held.  Mrs.  Ed  Andrus,  chair¬ 
man  of  the  Commission  on  Missions, 
was  in  charge  of  arrangements.  The 
pastor  is  the  Rev.  Angus  Lee  Carruth. 

DR.  PAUL  WILSON  BRAND  was 
guest  speaker  at  both  morning  services 
in  Reily  Memorial  University  Church 
of  Baton  Rouge,  April  16.  Dr.  Brand 
was  on  the  staff  of  Christian  Medical 
College  at  Vellore,  India,  and  is  pres¬ 
ently  on  the  staff  of  the  U.  S.  Public 
Health  Service  Hospital  at  Carville. 
The  church  was  emphasizing  Youth 
Weekend,  and  young  people  assisting 
in  these  two  services  were  Bitzie  Klett, 
Jennie  Haygood,  Frances  Kendall, 
Jack  Cutrer,  Phyllis  Gholson,  and  E. 
H.  Cook.  Teaching  adult  classes  that 
day  were  Judy  Johnson,  Robin  Dille- 
muth,  Jimmy  Williams,  Steve  Perry, 
David  Traynham,  Jay  Casler,  Susan 
Dillemuth,  Billy  Baun,  and  Charlotte 
Wilton.  Speaking  at  the  8:30  service 
were  Jay  Casler  and  Dickie  Howell. 
Their  pastor  is  the  Rev.  Barry  Bailey. 


THE  CADDO  HEIGHTS  CHURCH 
Commission  on  Missions  will  sponsor 
a  variety  show  on  May  5  at  7:30  p.m. 
in  the  Caddo  Heights  School,  Shreve¬ 
port.  The  entire  proceeds  will  go  to 
Ray  and  Elizabeth  Holt,  missionaries 
to  the  Philippines.  Admission  will  be 
25c  and  75c.  Homemade  cakes  and 
candies  will  be  sold.  The  Rev.  Lonnie 
M.  Sibley  is  pastor. 

A  SACRED  CANTATA  by  Felix 
Mendelssohn,  “A  Hymn  of  Praise”  was 
presented  by  the  Trinity  Chancel  Choir 
in  Ruston,  April  1 6.  Soloists  were  Mrs. 
J.  L.  Dodds,  Miss  Myma  Williams, 
Mrs.  Sally  Phillips,  Wayne  Millet, 
James  Taylor,  and  Ronnie  Vernon. 
Marshall  E.  Bretz  is  director  of  music 
at  Trinity,  and  the  Rev.  Douglas  L. 
McGuire  is  pastor. 

THE  BATON  ROUGE  First  Church 
basketball  teams  were  honored  at 
church,  April  16.  The  junior  high  and 
senior  high  teams  won  first  place  in 
the  league,  and  the  adult  team  won 
second  place.  They  are  coached  by 
Jim  Bonham,  Botsie  McClanahan,  and 
Harry  Mills,  respectively.  The  basket¬ 
ball  banquet  was  held  April  18  with 
Coach  Gary  Kinchen  as  featured 
speaker.  Dr.  Dana  Dawson,  Jr.  is 
pastor. 

THE  REV.  J.  C.  SKINNER,  execu¬ 
tive  secretary  of  the  Board  of  Educa¬ 
tion,  is  conducting  a  12-week  course 
on  Methodism  in  the  Couples  Class  of 
Broadmoor  Church,  Shreveport,  where 
the  Rev.  Robert  Crichlow  is  pastor. 

THE  REV.  ROBERT  TATUM,  di¬ 
rector  of  the  Wesley  Foundation  at 
Northwestern  State  College,  and  a 
group  of  the  students  had  charge  of 
the  evening  service  at  First  Church, 
Natchitoches,  April  9.  The  pastor,  Dr. 
Jolly  B.  Harper,  was  preaching  in  a 
revival  at  Arcadia,  where  the  REV. 
John  H.  Sewell  is  pastor. 


AMERICAN  HERITAGE  SUNDAY, 
April  30,  is  being  observed  in  Lake 
Charles  to  help  local  churches  have 
better  understanding.  Open  House  will 
be  held  in  the  following  churches:  Im¬ 
maculate  Conception,  First  Baptist, 
Temple  Sinai,  Church  of  the  Good 
Shepherd  Episcopal,  and  First  Meth¬ 
odist. 

“OBLIGATION  TO  WAR”  is  the 
topic  of  dialogue  in  First  Methodist 
Church,  Lake  Charles,  Sunday  eve¬ 
ning,  April  30.  The  discussion  is  spon¬ 
sored  by  the  Commission  on  Christian 
Social  Concerns,  and  the  issue  for  the 
program  is  Vietnam.  Dr.  George  Pom¬ 
eroy  is  the  pastor. 

COMMUNITY-WIDE  EASTER  sun¬ 
rise  services  were  held  at  the  Indian 
Bayou  Methodist  Church.  Sharing  the 
service  were  the  Rev.  Shaw,  pastor  of 
the  Ebenezer  Church  of  the  Nazarene, 
and  the  Rev.  T.  R.  Bergeron,  pastor 
of  the  Indian  Bayou  Methodist  Church. 

TEACHERS  AT  THE  LAKE 
CHARLES  District  vacation  church 
school  institute  were  Mrs.  Marilyn 
Moore,  Mrs.  Robert  Benoit,  Mrs. 
Jones,  and  Mrs.  William  D.  Peeples. 
It  was  held  at  First  Church,  Lake 
Charles,  April  1 1 .  Dr.  Leonard  Cooke 
is  district  superintendent,  and  Mrs. 
Peeples,  wife  of  the  pastor  of  St.  Luke 
Church,  Lake  Charles,  is  the  district 
children’s  worker. 


SPRINGHILL  METHODIST  MEN  Louisiana  and  Arkansas  readers 

had  as  a  special  program,  April  19,  will  recognize  Louise  Sharp  and  Jim 

members  of  the  Century  Bible  Class  Sewell,  pictured  at  the  Mt.  Sequoyah 

from  First  Church,  Hope,  Arkansas,  regional  workshop  concerning  use  of 

The  45  visitors  brought  special  music  leisure.  Miss  Sharp  is  director  of  St. 

and  a  speaker.  The  Hope  pastor  is  the  Mark's  Community  Center  in  New  Or- 

Rev.  Bob  Moore,  Jr.;  the  Springhill  leans.  Mr.  Sewell,  now  of  Dallas, 

pastor  is  the  Rev.  Lloyd  E.  Williams,  wasassociate  ministerat  First  Church, 

Jr.  Little  Rock. 


The  Golden  Meadow  Church  honored  Bishop  Aubrey  G.  Walton  and  the  Rev. 
J.  Henry  Bowdon,  Lafayette  District  superintendent,  with  a  buffet  supper  re¬ 
ception  on  April  10.  Mrs.  Loyd  Moore,  Mrs.  George  Perry,  Mrs.  Glyn  Stone  and 
others  made  the  arrangements.  Bishop  Walton  spoke  and  showed  slides  of  his 
recent  tour  of  Eastern  Asian  missions. 


Mr.  and  Mrs.  John  Holmes,  mem¬ 
bers  of  Elysian  Fields  Church,  New 
Orleans,  have  been  serving  as  mission¬ 
aries  in  India  for  the  past  6  years. 
They  arrived  in  New  Orleans  April 
15,  and  spoke  in  the  Elysian  Fields 
Church,  whose  congregation  helped 
support  them,  the  next  day  at  morning 
worship.  They  spoke  to  the  MYF  that 
evening.  The  next  evening,  Mr.  Holmes 
spoke  to  the  combined  men’s  fellow¬ 
ships  of  that  church  and  St.  Andrew’s. 
Tuesday  Mrs.  Holmes  spoke  to  the 
WSCS  circles,  and  that  evening  the 
couple  was  honored  by  the  district 
Board  of  Missions  at  a  meeting  in 
Rayne  Memorial  Church.  The  Holmes 
are  now  at  home  in  Ann  Arbor,  Michi¬ 
gan,  where  they  will  be  studying  hos¬ 
pital  administration  at  the  U.  of  Mich. 
Mrs.  Gloria  Borrello  is  chairman  of  the 
Elysian  Fields  Commission  on  Mis¬ 
sions,  and  the  Rev.  Dan  Tohline  is 
pastor. 


Louisiana  represented 

The  Louisiana  Conference  was 
represented  at  the  recent  Meth¬ 
odist  Convocation  on  Medicine 
and  Theology  by  the  following: 
the  Rev.  Harry  Ezell,  superin¬ 
tendent  of  the  Methodist  Chil¬ 
dren’s  Home;  the  Rev.  Roland 
Friedrich,  chaplain,  Central  Lou¬ 
isiana  State  Hospital,  Pineville; 
chaplain,  Ewell  Singleton,  ad¬ 
ministrator,  and  Dr.  F.  E.  Ben¬ 
nett,  Jr.,  all  from  Glenwood  Hos¬ 
pital,  Monroe. 


THE  REV.  GEORGE  McVay,  pas¬ 
tor  at  Marion,  was  the  preacher  for 
a  revival  held  by  the  Bethel  and  Mt. 
Nebo  Churches  in  the  Ruston  District. 
The  Rev.  Charles  H.  Giessen  is  pas¬ 
tor  of  the  churches,  part  of  the  Downs- 
ville  Charge. 


TEACHER  NEEDED 

A  teacher  is  needed  for  two 
months  this  sumj  er  at  the  Meth¬ 
odist  Children’s  Home.  The 
special  need  is  in  the  area  of 
remedial  reading,  but  it  is  also 
hoped  that  the  person  applying 
would  also  be  able  to  work  in 
the  summer  crafts  program. 
Room  and  board  and  a  small 
salary  will  be  paid.  Contact 
the  Rev.  Harry  Ezell  at  the 
Home  in  Ruston. 
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By:  Alfred  A.  Knox 


LESSON  FOR  MAY  7:  A  Witnessing  Fellowship 

BACKGROUND  SCRIPTURE:  Acts  4:23  through 
5:11 

MEMORY  SELECTION:  They  were  all  filled 
with  the  Holy  Spirit  and  spoke  the  word  of 
God  with  boldness.  (Acts  4:31) 

AIM  OF  THE  LESSON:  To  help  adults  understand 
what  the  early  Christian  Church  was  like  in 
order  that  they  might  enter  more  meaningfully 
into  the  life  of  the  Church  today. 


*  *  * 

Today’s  lesson  introduces  us  to  the  first  organ¬ 
ized  body  of  Christians.  We  are  always  hearing 
references  to  the  “New  Testament  Church,”  and 
this  can  have  different  meanings  to  different  people. 
However,  the  first  band  of  Christians  is  described 
in  our  lesson.  Like  a  prized  portrait  of  a  distin¬ 
guished  ancestor,  this  is  Luke’s  portrait  of  our 
ecclesiastical  forebears  in  First  Church,  Jerusalem. 

After  the  authorities  had  warned  Peter  and  John 
not  to  speak  anymore  in  public  about  Jesus,  the 
disciples  replied  that  this  was  impossible.  Then  they 
hastened  to  tell  their  fellow  Christians  what  had 
happened  and  where  they  stood  with  the  Jewish 
authorities.  Today’s  Biblical  material  is  introduced 
with  a  song  of  thanksgiving  raised  by  the  congrega¬ 
tion  when  they  were  sure  that  Peter  and  John  had 
not  been  harmed  or  imprisoned.  Dr.  G.  H.  C.  Mac- 
gregor,  in  The  Interpreter’s  Bible  says  of  this  song, 
“it  is  a  lyric  comparable  with  the  songs  and  prayers 
of  Luke’s  nativity  story.  It  is  quite  in  the  style  of 
the  Old  Testament  to  insert  such  lyrics  in  the  middle 
of  a  narrative.  .  .  Luke  here  with  great  skill  repro¬ 
duces  the  Old  Testament  flavor,  and  if,  as  seems 
likely,  the  song  is  his  own  composition,  it  illustrates 
how  well  he  conforms  to  the  conventions  of  his 
literary  inheritance.” 

Commenting  on  the  speed  with  which  Peter  and 
John  returned  to  report  to  the  fellowship,  Dr.  Rhoda 
C.  Edmeston  says,  “This  indicates  the  two  disciples’ 
sense  of  solidarity  with  the  group.  They  were  part 
of  the  fellowship  of  believers  and  could  always  turn 
to  others  in  the  fellowship  and  expect  understanding 
and  support.”  This  has  been  a  characteristc  of  life 
in  the  Christian  Church  from  the  beginning  as  we 
see  so  well  pointed  out  in  our  lesson  today. 

*  *  * 

A  NEW  OUTPOURING  OF  THE  SPIRIT 

The  key  verse  in  the  lesson  is  4:31:  “And  when 
they  had  prayed,  the  place  in  which  they  were 
gathered  together  was  shaken;  and  they  were  all 
filled  with  the  Holy  Spirit  and  spoke  the  word  of 
God  wtih  boldness.”  This  verse  has  special  signif¬ 
icance  when  it  is  seen  over  against  the  orders  given 
to  Peter  and  John  that  they  refrain  from  speaking 
about  the  risen  Jesus.  Here  we  are  assured  that 
wherever  the  Spirit  has  been  felt  Jesus  will  be 
spoken  of  “with  boldness.” 

This  sounds  almost  like  a  repetition  of  Pente¬ 
cost  and  leads  us  to  say  that  the  Church  would 
not  have  survived  and  grown  if  Pentecost  had  not 
been  repeated  again  and  again.  Someone  has  said 
that  the  book  we  are  studying  should  have  been 
called  “the  Acts  of  the  Holy  Spirit,”  and  with  good 


cause.  Dr.  Macgregor  says,  “Acts  is  particularly 
full  of  references  to  the  activity  of  the  Spirit.  Men 
are  variously  spoken  of  as  in  it,  under  it,  filled  wtih 
it,  baptized  with  it,  anointed  with  it,  instructed  by 
it.  They  speak  through  it,  or  it  through  them. 
Sometimes  it  is  called  the  Spirit  of  the  Lord,  or 
the  Spirit  of  Jesus,  and  is  in  fact  almost  indistin¬ 
guishable  from  the  risen  Jesus  himself.” 

The  prayer  which  the  members  of  the  church 
prayed  on  this  occasion  deserved  to  be  called  one 
of  the  most  amazing  of  all  time.  Instead  of  asking 
God  to  protect  them — to  deliver  them  from  suffering 
and  death — they  prayed  for  that  boldness  necessary 
to  witness  for  Christ.  It  proved  that  those  people 
were  not  going  to  be  primarily  concerned  either  with 
survival  or  the  preservation  of  the  “status  quo.” 
They  demonstrated  that  death  was  relatively  un¬ 
important.  The  Holy  Spirit  has  come  often  to 
impower  Christians  who  have  demonstrated  this 
recklessness  about  their  faith.  There  is  enough  evi¬ 
dence  for  us  to  affirm  that  it  will  always  be  so  under 
these  same  circumstances. 

*  *  * 

THE  CHURCH  AS  A  FELLOWSHIP 

The  Church  had  not  been  organized  long,  but 
it  had  acquitted  itself  well  in  its  first  test  of  concern. 
The  members  had  demonstrated  that  they  cared 
what  happened  to  Peter  and  John.  It  was  natural 
that  their  joy  knew  no  bounds  when  their  friends 
returned.  During  the  years  imediately  ahead  this 
concern  of  the  Church  would  not  always  have  such 
a  happy  echo.  Hundreds  of  their  companions  — 
many  of  them  now  in  this  group  of  which  we  are 
speaking — would  be  arrested  by  Roman  authorities 
on  other  occasions  and  would  not  return.  Concern 
also  has  its  own  unique  way  of  reacting  to  this  type 
of  human  experience. 

Implanted  in  any  concerned  fellowship  are  the 
seeds  of  survival  that  proved  to  be  the  despair  of 
all  those  who  in  later  years  would  try  to  destroy  the 
Church.  There  are  today  many  forces  that  seem  to 
be  threatening  the  Christian  fellowship.  We  seek  to 
re-evaluate  our  strong  and  weak  points.  We  all 
speak  of  the  need  for  “renewal.”  Let  us  never  lose 
sight  of  the  fact  that  in  every  century  this  concern 
for  all  the  members  of  the  fellowship  is  a  test  by 
which  the  possibility  of  the  survival  of  the  Church 
must  be  measured. 

Dr.  Charles  Laymon  says,  “The  Christian  fellow¬ 
ship  that  was  concerned  for  Peter  and  John,  that 
prayed  with  them  for  boldness  when  they  were  re¬ 
leased,  that  experienced  the  divine  disturbance  as 
God’s  Spirit  filled  their  lives — this  same  church  also 
possessed  one  heart,  one  soul  and  one  purse.” 

*  *  * 

THE  EARTH  WAS  SHAKEN 

The  result  of  the  prayer  for  boldness  brought 
disturbing  results.  We  read:  “And  when  they  had 
prayed,  the  place  in  which  they  were  gathered  to¬ 
gether  was  shaken;”  (4:31)  We  all  have  to  face  the 
possibility  that  our  prayers  will  be  answered.  For 
some  of  us  this  would  be  the  most  “earth  shaking” 
experience  we  could  have.  What  would  we  do  if 
God  should  hear  and  answer  our  prayer  “Thy  king¬ 
dom  come,  Thy  will  be  done?” 

Many  Christians  today  do  not  want  things  to 
happen  within  them  and  in  the  place  where  they 
live.  This  would  be  too  upsetting.  But  if  changes 


do  not  come,  the  church  cannot  live.  As  Dr.  Laymon 
has  said,  “The  kingdoms  of  the  world  need  con¬ 
stantly  to  be  changed  if  they  are  to  become  the 
kingdom  of  Christ  and  God.” 

One  of  our  trite  sayings  is  “When  in  Rome,  do 
as  the  Romans  do.”  We  need  to  see  this  foolish 
saying  in  the  light  of  something  Paul  wrote  to  some 
Romans  a  long  time  ago:  “Be  not  conformed.”  He 
challenged  the  church  to  be  transformed  by  the  re¬ 
newing  of  their  minds.  It  is  such  a  willingness  to  be 
transformed  that  enables  a  Christian  to  be  part  of 
a  fellowship  that  has  the  potentiality  of  causing  the 
earth  to  shake.  • 

*  *  * 

THE  PATTERN  OF  LIFE  IN  THE 
COMMUNITY 

Our  lesson  today  places  a  stress  on  the  corporate 
life  of  the  Christian  community.  It  tells  us  of  an 
early  experiment  in  communal  living,  “no  one  said 
that  any  of  the  things  which  he  possessed  was  his 
own,  but  they  had  everything  in  common.”  (4:32) 
We  discover  very  shortly,  in  the  story  of  Ananias 
and  Sapphira  (5:1-11)  that  this  plan  did  not  work 
out  so  well  in  practice.  However,  there  is  no  denying 
that  when  the  Holy  Spirit  came  in  such  an  earth 
shaking  fashion  it  made  the  members  of  the  primi¬ 
tive  Christian  community  feel  that  every  aspect  of 
their  life  —  including  the  property  they  owned— 
was  to  be  transformed. 

Every  church  has  within  it  the  possibility  of  as 
real  a  transformation  experience  as  that  known  in 
the  first  congregation  at  Jerusalem.  Each  is  made  up 
of  people  who  have  been  concerned  primarily  about 
their  own  affairs.  Then,  they  came  to  know  and  feel 
the  needs  of  other  people.  Something  happens  that 
makes  them  know  that  they  must  share  what  they 
have  with  those  who  have  less  or  nothing  at  all. 

It  has  been  the  function  of  the  church  from  the 
beginning  to  help  the  individual  find  himself.  In 
our  complex  society  which  is  rapidly  being  dominat¬ 
ed  by  the  movement  toward  urbanization,  the  church 
sees  its  greatest  challenge  in  seeking  means  by 
which  it  can  help  individuals  —  many  of  them  lost 
and  frightened  —  relate  to  a  community. 

If  the  Christian  Church  is  to  exert  an  influence 
on  the  chaotic  world,  it  will  not  do  it  through  un¬ 
related,  though  well-meaning  individuals.  It  will  do 
it  through  the  community  that  is  dedicated  to  a 
divine  commission. 

*  *  * 

GREAT  GRACE  WAS  UPON  THEM 

Another  verse  that  deserves  our  special  attention 
today  is  4:33  which  says,  “And  with  great  power 
the  apostles  gave  their  testimony  to  the  resurrection 
of  the  Lord  Jesus,  and  great  grace  was  upon  them.” 
The  grace  of  which  Luke  speaks  is  the  grace  of 
God — that  unmerited  love  that  he  gives  to  those 
who  put  their  trust  in  him.  This  is,  of  course,  the 
greatest  gift  God  can  give  man.  It  is  that  grace 
which  alone  can  take  mediocre  frightened  individ¬ 
uals  and  send  them  out  to  conquer  the  world  with 
their  witness  to  the  resurrection  of  Jesus. 

Dr.  Henry  W.  DuBose  said,  ”By  ‘riches  of  grace’ 
the  Bible  means  all  the  spiritual  resources  that  are 
at  the  disposal  of  Chirstians  through  the  redeeming 
work  of  Christ  and  the  gracious  presence  of  his 
Holy  Spirit.” 

When  Christians  know  the  grace  of  God  changes 
are  produced  that  cannot;  be  hidden.  It  shines  in 
their  countenances,  is  heard  in  their  voices,  and 
demonstrated  in  their  deeds  of  kindness  and  mercy. 

Bishop  Arthur  J.  Moore  tells  the  story  of  a 
lumberjack  who  was  converted  in  a  revival  meeting 
just  before  he  was  to  go  to  work  for  several  months 
in  a  lumber  camp.  His  friends  were  greatly  con¬ 
cerned  lest  the  unusual  temptation  that  was  found 
in  the  life  of  the  camp  might  make  him  lose  his 
Christian  experience.  When  he  returned,  they  asked 
him  how  his  lumberjack  companions  has  reacted  to 
the  fact  that  he  had  become  a  Christian.  He  replied, 
“They  never  did  find  it  out.” 

Christians  of  whom  it  can  be  said  “great  grace 
was  upon  them”  cannot  keep  others  from  discover¬ 
ing  they  have  had  this  experience.  It  makes  them 
as  members  of  the  witnessing  fellowship  and  that 
mark  cannot  be  concealed. 
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The  Student  Council  of  Drew  University  School  of 
Theology,  Methodist  institution  in  Madison,  N.  J., 
voted,  101  to  8,  to  cal  If  or  a  boycott  of  all  classes 
through  May  8.  Preceding  the  vote  there  was  a 
protest  meeting  over  the  appointment  of  Prof.  Fred¬ 
erick  Shippey  as  acting  dean  off  the  School  of 
Theology  to  succeed  Dr  Charles  Wesley  Ranson. 

The  protest  at  Drew  started  last  January 
when  Dr.  Ranson  was  relieved  of  his  ad¬ 
ministrative  duties.  The  students  and  faculty 
of  the  theological  school  charged  “undue 
interference”  by  Drew  President  Robert  F. 
Oxnam  and  the  trustees. 


The  an  nouncement  of  four  appointments  in  the 
Curia  has  underlined  a  new  trend  in  the  central 
administration  of  the  Roman  Cathloic  Church.  The 
trend  is  toward  internationalization  of  the  key  posi¬ 
tions  in  the  Curia,  which  have  been  predominantly 
Italian.  Also  there  is  an  indication  that  the  new 
appointments  involve  the  use  of  men  who  are  more 
contemporary  in  their  attitudes. 


Father  Robert  A.  Graham,  RNS  correspondent 
from  the  Vatican  has  indicated  that  some 
American  bishop  will  soon  be  tapped  for  a  key 
post  in  the  Curia.  He  said  that  it  is  clear  now 
that  Pope  Paul  intends  to  claim  the  services  of 
the  acknowledged  leaders  of  national  hier¬ 
archies. 


The  former  Sister  Sourire,  singing  Belgian  nun  who 
left  the  convent  for  a  career  as  an  entertainer,  has 
recorded  a  new  song  in  which  she  praises  the  birth 
control  pill,  according  to  a  report  in  the  current 
issue  of  McCall’s  magazine. 

Sounds  like  Sister  Sourire  has  come  a  long 
way  from  the  convent  and  the  song  “Dom¬ 
inique”  which  brought  her  international 
fame. 


Roy  Wilkins,  executive  director  of  the  NAACP, 
recently  made  a  bitter  attack  in  New  Haven,  Ct.  on 
Dr.  Martin  Luther  King,  Jr.  for  “downgrading  the 
Negro  cause”  by  linking  the  anti- Vietnam  war  issue 
with  the  civil  rights  program.  He  said,  “If  I’m  going 
to  cry  about  anything,  I’m  going  to  cry  about  the 
murder  of  Wharlest  Jackson  in  Natchez,  Miss., 
rather  than  about  the  death  of  civilians  in  Vietnam, 


Dr.  Ralph  Bunche,  fellow  Negro  Nobel  Peace 
Prize  winner  and  United  Nations  Undersecre¬ 
tary  for  Political  Affairs,  also  rapped  King  for 
linking  the  civil  rights  and  peace  causes.  He 
said,  “Right  now,  I  am  convinced  he  is  making 
a  very  serious  tactical  error  which  will  do  much 
harm  to  the  civil  rights  struggle.  I  do  not  criti¬ 
cize  him  for  the  position  he  takes  on  Vietnam, 
He  is,  after  all,  a  clergyman  and  highly  sensi¬ 
tive  to  moral  issues  and  values.  But  he  should 
realize  that  his  anti-U.S.-in-Vietnam  crusade  k 
bound  to  alienate  many  friends  and  supporters 
of  the  civil  rights  movement  and  greatly  weaken 
it.” 


WORLD  OF  RELIGIOF^r 

the  Editor 


Billy  Graham  recently  predicted  that  within  a  year 
the  bombing  of  North  Vietnam  “will  be  academic” 
because  defenses  against  it  will  make  the  action  too 
costly  to  continue.  Speaking  at  a  press  conference- 
during  the  annual  convention  of  the  National  Asso¬ 
ciation  of  Evangelicals,  he  said,  “I  doubt  if  we  have 
ever  faced  an  enemy  so  persistent  or  so  hard  to 
convince.  But  they  are  now  bringing  in  many  anti¬ 
aircraft  guns  more  accurate  and  more  sophisticated 
than  anything  the  Germans  had  during  World  War 
H.” 

Lutheran  and  Roman  Catholic  representatives 
recently  carried  on  intensive  theological  discus¬ 
sions  and  agreed  that  “many  misunderstandings 
have  been  overcome”  as  a  result  of  the  talks, 
manner  of  Christ’s  presence  in  the  Sacrament^ 
the  import  of  the  concept  of  transubstantiation 
and  the  relation  of  these  issues  to  the  concrete 
worship  life  of  the  church  were  the  main  themes 
discussed.” 


MADISON,  N.  J.  —  The  Student  Council  of  Drew 
University’s  School  of  Theology  meets  to  call  for 
the  ouster  of  Prof.  Frederick  Shippey  as  acting  dean. 
They  voted  to  boycott  classes  at  least  through  May-. 
8.  Addressing  the  meeting  is  Gene  Hamilton  of  the 
Student  Council.  A  sign  —  “To  the  End”  —  indi¬ 
cates  students’  determination  to  protest  until  the 
dispute  is  settled.  Students  also  seek  removal  of 
Dr.  Robert  F.  Oxnam  as  president  of  Drew  and  a 
revision  of  the  university  constitution  to  permit 
more  independent  operation  of  the  seminary.  (RNS 
Photo) 


Roman  Catholics  of  the  “new  breed”  —  from  a 
number  of  organizations  across  the  country  similar 
to  the  Chicago  Conference  of  Laymen  —  conducted 
a  lobby  at  the  recent  national  meeting  of  Catholic 
bishops  in  Chicago.  They  recommended  to  the  bish¬ 
ops  the  organization  of  a  “pro  tern  National  Council 
of  the  Laity”  for  the  purpose  of  developing  a  na¬ 
tional  pattern  of  coordination,  representation  and 
dialogue  for  the  lay  apostolate.” 

A  cardinal,  a  Protestant  Bishop  and  a  rabbi  will 
participate  in  the  dedication  of  the  Freedom 
Foundation’s  Faith  of  our  Fathers  Chapel  at 
Valley  Forge,  Pa.,  April  30.  They  are:  Francis 
Cardinal  Spellman,  Archbishop  of  New  York; 
Methodist  Bishop  Fred  Pierce  Corson  of  Phila¬ 
delphia,  and  Rabbi  Charles  E.  Shulman  of  New 
York. 


An  Anglican  minister  in  South  Africa  has  expressed 
grave  concern  over  the  ordination  of  women  clergy¬ 
men  in  an  article  entitled,  “Heaven  Save  Us  from 
Bishopesses.’ Writing  in  his  parish  bulletin,  Canon 
E.  G.  Walton  of  East  London,  Cape  of  Good  Hope, 
said:  “Mods  and  rockers  among  the  clergy  and  laity 
favor  ordained  women,  but  squares  are  against  it — 
though  there’s  no  theological  objections  to  the  Rev¬ 
erend  Miss  or  Mistress.” 

He  added:  “While  some  women  lent  lustre  to 
many  professions,  I  tremble  at  the  thought  of 
women  storming  the  male  citadel  of  the  church 
ministry  and  becoming  clergymen,  vicaresses, 
canonesses  and  lady  curates.  Male  bishops  are 
bad  enough,  but  Heaven  save  us  from  bishop¬ 
esses  .  .  .  Alter  all  what  would  poor  Dagwod’s 
life  be  like  if  he  were  married  to  the  Reverend 
Blondie  Bumstead?” 

Contributions  for  religious  purposes  accounted  for- 
48  per  cent  of  the  $13.57  billion  total  philanthropic 
giving  in  this  country  for  1966,  it  was  recently 
announced  by  the  American  Association  of  Fund- 
Raising  Counsel  in  New  York.  Leading  all  other 
categories,  as  it  has  consistently  in  past  years,  re¬ 
ligious  causes  received  $6.5  billion  last  year,  an 
increase  of  $2.3  billion  since  1960. 

Dr.  David  O.  McKay,  93-year-old  president  of 
the  Church  of  Latter-day  Saints,  warned  Mor¬ 
mon  youths  recently  against  “seeking  shortcuts 
to  happiness”  and  “the  threatening  dangers”  in 
today’s  society.”  In  a  hard-hitting  address 
against  evils  in  today’s  world,  he  lashed  out 
against  immorality,  unchastity,  irreverence,  ob¬ 
scenity,  juvenile  delinquency,  drinking,  divorce, 
corruption  and  the  use  of  narcotics,  LSD  and 
other  drugs.” 

A  second  group  of  British  Methodists  have  come 
out  publicly  in  opposition  to  the  latest  proposals 
for  achieving  union  between  the  Methodist  Church 
and  the  Church  of  England.  The  Methodist  Revival 
Fellowship,  a  unit  of  conservative  evangelical  Meth¬ 
odists,  .announced  its  opposition  in  a  recent  meeting 
in  London.  It  condemned  the  union  recommenda¬ 
tions  as  “unscriptural.” 

In  this  country,  simmering  discontent  at  the 
grassroots  of  the  American  Baptist  Convention 
over  denominational  policies  on  evangelism  has 
surfaced  again.  The  latest  protest  took  the  form 
of  a  “position  paper”  statement  signed  by  75 
ministers  and  one  denominational  editor  in  the 
New  Jersey  Baptist  Convention.  The  paper 
challenged  both  the  theological  orthodoxy  and 
the  tactical  wisdom  of  Dr.  Jitsuo  Morikawa, 
the  ABC’s  evangelism  secretary.  Dr.  Morikawa, 
a  convert  from  Buddhism  at  the  age  of  16,  is 
a  vigorous  advocate  of  the  view  that  evangel¬ 
ism,  to  be  relevant  today,  must  be  directed 
toward  redemption  of  society  rather  than  to  the 
individual. 

Church  agencies  that  support  “far  out”  positions 
and  projects  have  an  obligation  to  educate  their  total 
constituencies  on  the  complicated  social  and  eco¬ 
nomics  as  well  as  theological  issues  underlying  the 
ventures,  according  to  Dr.  Truman  B.  Douglass, 
executive  vice-president  of  the  United  Church  of 
Christ’s  Board  of  Homeland  Ministries.  He  told 
the  directors  of  his  own  agency  that  “when  a  board 
like  this  undertakes  some  enterprise  that  is  out 
beyond  the  existing  consensus,  we  must  take  pains 
to  see  to  it  that  people  have  an  opportunity  to  move 
with  us,  rather  than  obliging  them  to  catch  up  after 
we  have  arrived.” 

The  leaders  of  the  Church  of  England  are  de¬ 
scribed  as  “left  of  center5  ’in  the  1967  issue  of 
Crockford’s  Clerical  Directory,  just  published 
in  London.  The  journal  also  warned  the  church 
not  to  ally  itself  unquestionably  with  the  polit¬ 
ical  party  in  power.  The  charge  was  included  in 
the  8,000-word  preface  to  the  directory. 
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health — physical  health,  emotional  ma¬ 
turity,  and  stability. 


Laymen  were  guests  of  Horse¬ 
shoe  Drive  church  at  Dinner. 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

Every  Inner  City  church  is  some¬ 
thing  of  a  Dr.  Jeckyl  and  Mr.  Hyde. 
It  first  and  foremost  is  a  local  con¬ 
gregation  group  to  serve  its  own  mem¬ 
bers  and  fulfill  its  purpose  as  part  of 
a  connectional  system.  This  is  the  way 
we  are  structured;  this  is  the  spot  in 
which  we  find  ourselves.  Its  other  role 
is  that  of  a  servant  and  minister  to 
needs  of  people  living  in  its  proximity. 

These  two  roles  are  not  rosy  to  fill. 
Very  few  churches  that  I  know  any¬ 
thing  about  suburban,  rural,  inner  city 
or  small  town,  have  broadened  their 
program  to  any  kind  of  extensive  ser¬ 
vice  to  the  community  surrounding. 

Yet  this  is  the  current  role  which 
has  been  placed  upon  the  Inner  City 
church.  By  this  I  mean  the  thinking 
of  those  involved  in  Inner  City  work 
around  the  country  is  that  this  is  where 
the  thrust  or  emphasis  of  program 
should  be.  The  fact  that  Inner  City 
churches  have  more  problems,  are  lo¬ 
cated  in  declining  neighborhoods,  are 
composed  in  membership  of  elderly 
people  who  live  afar-off,  etc.,  empha¬ 
sizing  the  dilemma  of  these  churches. 

Members  of  Inner  City  churches 
have  accepted  for  themselves  this  role 
of  churchmanship  which  few  churches 
undertake.  It’s  a  role  that  is  necessary 
and  is  not  questioned.  Surely  any 
thoughtful  churchman  understands  his 
responsibility  to  the  parish  around  him. 
It  is  to  this  end  that  we  have  been 
called  as  a  church;  this  is  our  ulti¬ 
mate  purpose.  At  the  same  time  a  local 
church  has  to  be  strong  enough  to  be 
helpful  to  the  surrounding  community. 


The  Louisiana  Confer¬ 
ence  Board  of  Lay  Activ¬ 
ities  met  at  Horseshoe 
Drive  Methodist  Church, 
Alexandria,  Saturday, 
April  15.  Pictured  (left 
to  right):  Cecil  Bland 
of  the  Area  Office;  Tom 
Matheny,  conference  lay 
leader,  Richard  Sockri- 
der,  member  of  EUB 
Church,  Roanoke,  La., 
— a  guest;  Dudley  Snow, 
Shreveport  District  lay 
leader. 


This  is  where  the  concept  of  co¬ 
operation  between  suburban  and  In¬ 
ner  City  churches  comes  in.  Suburban 
churches  feed  strength  through  the  In¬ 
ner  City  church  into  its  neighborhood. 
Part  of  this  is  through  financial  re¬ 
sources,  because  inner  city  churches  are 
smaller,  because  a  sizable  portion,  of 
their  membership  is  composed  of  re¬ 
tired  persons,  many  of  whom  depend 
upon  small  pensions,  these  churches 
have  financial  problems.  To  have  ade¬ 
quate  leadership,  to  carry  on  programs, 
they  need  financial  help. 

They  also  need  manpower.  One  in¬ 
ner  city  church  will  have  only  three 
church  school  teachers  after  June;  two 
of  these  will  be  the  pastor  and  Ids' 
wife.  The  need  for  teachers  exist;  the 
big  imbalance  has  been  created  be¬ 
cause  one  family  will  be  moving. 

Such  often  is  the  depending  of  in¬ 
ner  city  churches  upon  a  few;  such  are 
the  problems  of  the  inner  city  parish, 
t 


Fresh  light  shall  yet  break  out  from 
God’s  word.  — John  Robinson 
t 

More  people  are  troubled  by  what 
is  plain  in  Scripture  than  by  what  is 
obscure.  — Roy  L.  Smith 
t_ 

If  there  be  anything  in  my  style  or 
thought  to  be  commended,  the  credit 
is  due  to  my  kind  parents  in  instilling 
into  my  mind  an  early  love  of  the 
Scriptures.  — Daniel  Webster. 


(Continued  from  page  4) 

ed  to  seek  solutions  to  the  problem 
created  by  a  shortage  of  applications 
from  adoptive  homes. 

The  shortage  of  applicants  for  bab¬ 
ies  bom  in  the  Home  has  made  it 
necessary  for  the  Home  to  turn  away 
some  girls,  although  it  has  space  to 
care  for  more.  As  Mr.  Midyett  said, 
“Hardly  a  week  goes  by  that  a  girl 
doesn’t  ask  for  admittance  and  be 
turned  away.” 

The  committee  suggested  that  the 
matter  be  approached  in  two  ways  — 
through  promotion  and  revision  of  pol¬ 
icies.  Under  promotion  it  included  a 
new  brochure,  which  has  been  print¬ 
ed;  personnel  contact  with  ministers  to 
tell  the  Methodist  Home  Hospital 
story;  systematic  canvassing  of  doctors 
in  Mississippi  and  Louisiana  who  can 
help  find  suitable  adoptive  parents; 
better  use  of  the  hospitals  and  homes 
stewards  in  each  local  church;  consid¬ 
eration  of  other  states  for  placement 
of  babies;  and  contacting  of  other 
Protestant  denominations  which  have 
no  such  agency. 

The  policy  changes  are  designed  to 
“eliminate  the  absolutes  and  leave 
room  for  the  discretion  of  the  social 
worker,”  thus  increasing  the  chance  to 
find  suitable  homes,  according  to  the 
chairman  of  the  committee,  Haynes  L. 
Harkey  of  Monroe. 

The  report  says:  “The  committee 
would  like  to  point  out  that  our  best 
assurance  that  babies  born  in  the  Home 
will  be  placed  in  good,  stable,  Chris¬ 
tian  homes  is  found  in  the  social  work¬ 
ers  who  handle  the  placements  and 
not  in  any  set  of  rules  which  we  might 
adopt  for  their  guidance.  They  are  on 
the  firing  line,  so  to  speak,  and  are 
in  the  best  position  to  judge  the  quality 
of  the  applicants  and  their  suitability 
as  parents.  In  the  final  analysis,  there¬ 
fore,  we  think  we  would  do  well  to  give 
them  the  widest  discretion  and  the 
maximum  of  support.” 

These  are  the  policies  that  were 
adopted  by  the  board: 

1.  Age  limits  are  43  for  the  hus¬ 
band  and  38  for  the  wife,  but  these 
limits  are  not  inflexible.  The  choice  is 
left  up  to  the  social  worker. 

2.  Both  parents  must  be  in  good 


3.  Couples  must  have  achieved  good 
marital  adjustment. 

4.  Preference  will  be  given  to  cou¬ 
ples  who  are  unable  to  have  natural 
children,  but  sterility  is  not  an  abso¬ 
lute  requirement.  Placements  will  be 
made  with  couples  who  are  able  to 
have  natural  children  if  in  the  opinion 
of  the  social  worker  the  motivation  of 
the  applicants  is  good. 

5.  Motivation — Both  husband  and 
wife  will  be  expected  to  have  a  posi¬ 
tive  desire  for  a  child  for  its  own 
sake,  and  a  willingness  to  be  flexible 
in  their  expectations  of  a  child. 

6.  It  is  preferred  that  both  husband 
and  wife  be  active  members  of  the 
same  local  Protestant  church,  but,  at 
the  discretion  of  the  Home,  a  child 
can  be  placed  in  an  adoptive  home 
where  husband  and  wife  are  active  in 
a  local  Protestant  church,  but  not  nec¬ 
essarily  the  same  church. 

7.  Under  no  circumstances  will 
placements  be  made  in  any  home 
where  habitual  drinking,  habitual  use 
of  drugs,  or  any  other  intemperance 
constitutes  a  problem. 

8.  Couples  must  have  sufficient  in¬ 
come  and  resources  to  maintain  a  rea¬ 
sonable  standard  of  living  and  to  meet 
ordinary  emergencies.  They  must  have 
the  ability  to  live  within  the  husband’s 
income  so  it  will  not  be  necessary  for 
the  wife  to  work  outside  the  home 
after  a  child  is  placed. 

9.  A  bedroom  must  be  available  for 
the  child.  If  a  couple  has  one  child, 
and  desires  a  child  of  the  opposite 
sex,  each  child  must  have  his  own 
bedroom.  Couples  do  not  necessarily 
have  to  own  their  own  home. 

The  first  step  in  applying  for  a  child 
is  to  write  a  complete  letter  to  the 
Home  Hospital,  815  Washington 
Street,  New  Orleans,  La.  70130.  It 
must  be  signed  by  both  husband  and 
wife. 

A  social  work  expense  refund  fee 
of  $475  is  payable  at  the  time  of  place¬ 
ment  of  a  child. 

Adoptive  parents  may  employ  the 
agency  attorney  and  file  in  New  Or¬ 
leans.  The  legal  fee  and  court  costs  are 
payable  when  the  adoption  is  com¬ 
pleted. 


Seventy-five  Louisiana  Tech  students  attended  a  Wesley  Foundation  weekend  Retreat  at  Camp 
Coney,  near  Minden,  April  15-16.  ABOVE  LEFT:  Dr.  Henry  Rickey,  Ruston  district  superinten¬ 
dent  who  -  with  Mrs.  Rickey’s  assistance  -  directed  recreational  activities;  Dr.  Mack  d.  Stokes, 
Candler  School  of  Theology,  at  Emory  University,  in  Atlanta,  who  was  resource  leader;  the  Rev. 
William  M.  Stokes,  Jr.,  Wesley  Foundation  director  (standing).  ABOVE  RIGHT:  Wesley  Founda¬ 
tion  officers  and  director  Stokes  with  Dr.  Mack  Stokes  whose  themes  included:  The  New  Morality, 
The  Death  of  God  Theology,  Faith  in  These  Times,  and  The  Place  of  the  Bible  in  Christian  Faith 

Today. 


PAGE  EIGHT 


APRIL  27,  1967 


88888888888888888888888888?8888888888888888888888888888@88888888888®8888888888®888S888S8888888®8®8  JVoiTlCUl’s  Pcig€ 


Directory 


♦BURRIS,  MISS  EMMA  G., 
Executive  Secretary 
Medical  Work,  National  Div. 

♦HOOPER,  MISS  ORA 
Librarian 

♦MANDLEBAUM,  MISS  HELEN, 
Executive  Director 
Wesley  Community  House 

♦NUTTALL,  MISS  SHIELA 
Education  Director 

♦WILLIS,  MRS.  M.  W. 

(Verna  Webster) 

Program 

♦PEACH,  MRS.  LILLIAN  NELLE 
Case  Worker 
Commissioned  1/19/67 


ACTIVE  DEACONESSES 
(From  Louisiana,  serving  in  other  conferences) 


Board  of  Missions,  Room  1445 
475  Riverside  Drive 
New  York,  New  York,  10027 
Vashti  School 

Thomasville,  Georgia  31792 
801  East  Washington 
Louisville,  Kentucky  40206 

1808  Pershing 
Findlay,  Ohio 
Wesley  Community  House 
1410  Lee  Street 

David  and  Margaret  Home 
1350  Third  St. 

LaVeme,  California  91550 


♦FIELD,  MISS  MARGARET 
Nurse  Supervisor 

♦GARLINGTON,  MISS  NORMA 
Director  of  Christian 
Education 

♦MURPHREE,  MISS  EVELYN 
Methodist  Home  Hospital 


Serving  in  Louisiana 


Methodist  Home  Hospital 
815  Washington  Ave.,  New  O.  70130 
c/o  First  Methodist  Church 
630  Jackson  St. 

Alexandria,  La.  71301 
Apt.  B,  1411  Valence  St. 

New  Orleans,  La.  70115 


(The  names  of  Deaconesses  from  other  conferences,  serving  in  National  Di¬ 
vision  projects  in  Louisiana,  were  printed  in  a  previous  issue.) 

US-2’s  FROM  OUR  CONFERENCE 


JCOTTON,  MISS  CAROLE 


Box  556 

Grand  Manor,  Apt.  18 
Eupora,  Mississippi  39744 


J  VICKERS,  MISS  BETTY  LOU 


JMOORMAN,  BRENDA  (NEW) 

3605  Grand  Ave. 

Des  Moines,  Iowa  50312 
P.  O.  Box  215 
Helena,  Montana  59601 

HOME  MISSIONARIES  FROM  OUR  CONFERENCE 

fBRUNSON,  MR.  CARL,  Director  Wesley  House  Centers 
f BRUNSON,  MRS.  CARL  H.  101  University  Court 

Program  Dir.  Nashville,  Tennessee  37310 

(John  L.  Howe,  Home  Missionary,  serves  in  our  Conference  as  Director  of 
MacDonell  Methodist  Center.) 

CONTRACT  WORKERS  FROM  LOUISIANA 
(Serving  in  other  conferences) 


DOAN,  THE  REV.  BRENT, 
Director 


Eloy  Community  Center 
100  East  Seventh  St. 

Eloy,  Ariz.  85231 
Toberman  Settlement  House 
131  N.  Grand  Ave. 

San  Pedro,  California  90731 

RETIRED  PERSONS  WHO  HAVE  SERVED  AS  MISSIONARIES 


LARSEN,  LOUISE  MITCHELL 
Executive  Director 


HARRIS,  MRS.  L.  L. 


1002  Bank  Street 
Lake  Charles,  Louisiana  70601 
Lane  Memorial  Hospital 
Nursing  Home — Room  144  A 
Zachary,  Louisiana  70791 
702  Auburn 

Monroe,  Louisiana  71207 

RETIRED  DEACONESSES  AND  CONTRACT  WORKERS 


McCAIN,  MISS  ALMA  ALEXA 


STUNTZ,  MRS.  CLYDE 


♦DANIEL,  MISS  MARY 

♦DAVES,  MISS  FAE 

♦HOOPER,  MISS  ELLA  K. 
HOOPER,  MISS  WILHELMINA 

♦KUNTZ,  MISS  SOPHIE 

♦O’BEIRNE, 

MRS.  NELLIE  PORTER 
(Served  as  a  Home  Missionary) 
OVERBEY,  MRS.  MARTHA 

"PORTER,  MISS  CAROLINE 

♦STRALEY,  MISS  FAE 

(Also  served  as  a  missionary 
to  Malaya) 

Program  worker  at  St.  Mark’s 
♦Deaconess 


29  Spears  Ave. 

Asheville,  N.  C.  28801 
3407  Frenchman  St. 

New  Orleans,  La.  70122 
Rosedale,  Louisiana  70772 
Box  1335 

Dulac,  Louisiana  70353 
410  Fern  Street 
New  Orleans,  Louisiana  70118 
10767  Mountair 
Tujunga,  California  91042 

2542  Valentine  St. 

New  Orleans,  Louisiana  70114 
10767  Mountair 
Tujunga,  California  91042 
1130  N.  Rampart 
New  Orleans,  La.  70116 


fHome  Missionary 
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MONROE  DISTRICT 
PARSONETTES  MEET 

Memorial  Church  in  Monroe  was 
the  meeting  place  for  the  Monroe  Dis¬ 
trict  Parsonettes  meeting  on  Monday 
April  10th.  A  large  group  of  ladies 
was  present  to  hear  a  special  program 
on  Our  Heritage — Costume  (“Watch 
That  Hemline”)  presented  by  Mrs. 
Pauline  McDowell. 

Mrs.  McDowell  very  effectively  cov¬ 
ered  the  latest  mode  in  women’s  fash¬ 
ion  beginning  with  the  year  1900  and 
coming  up  to  the  present  time.  The 
program  was  introduced  by  Mrs.  Sun¬ 
ny  Walker.  Attractive  and  colorful 
posters  depicted  the  colors  to  wear, 
hem  lengths,  accessories  and  design. 

The  program  wasthoroughly  enjoyed 
by  all. 

After  the  business  session  conduct¬ 
ed  by  Mrs.  Hallie  Haug,  President, 
the  group  adjourned  to  the  Fellowship 
Hall,  where  with  their  husbands  they 
enjoyed  a  covered  dish  luncheon. 

Each  Parsonette  was  asked  to  bring 
some  particular  thing  that  she  treasured 
and  the  ‘history’  behind  it,  to  the  next 
meeting.  Mrs.  Ben  Oliphant  was  a 
guest  at  this  meeting. 


Miss  Fleeta  Howell,  charter  mem¬ 
ber  of  the  Lake  Providence  Wesleyan 
Service  Guild,  compiled  a  history  of 
the  organization  and  presented  it  in  a 
neatly  bound  booklet,  ribboned  in  the 
Guild  colors,  at  a  meeting  in  the  home 
of  Mrs.  Eloise  Edwards. 

A  NEW  MEMBER  TEA  was  given 
by  members  of  the  Baton  Rouge  First 
Church  Woman’s  Society.  The  event 
was  held  April  21,  from  10:30  a.m. 
to  1:00  p.m.  in  the  home  of  the  W. 
Ben  Blackwoods. 

CONDUCTING  THE  STUDY  of 
James  and  I  Peter  in  the  Abbeville 
Woman’s  Society  were  Mrs.  Toxie 
Bush,  Jr.,  Mrs.  Roy  Kendrick,  and 
Mrs.  Tracy  Arnold. 

THE  WESLEYAN  SERVICE 
GUILDS  of  the  Elizabeth  Sullivan  Me¬ 
morial  Church  in  Bogalusa  had  the 
privilege  of  having  the  district  meeting 
of  the  Wesleyan  Guilds  at  their  church 
on  Sunday  afternoon,  April  16th,  after 
which  a  reception  was  held  in  the  Fel¬ 
lowship  Hall.  Mrs.  Lester  Duncan  was 
presented  a  Membership  Pin  in  appre¬ 
ciation  for  her  fine  work  during  the 
last  two  years. 

t 


MAY  FELLOWSHIP  DAY 

(Continued  from  page  l) 

“ethically  intolerable  to  all  thoughtful 
people,”  said  Mrs.  Kyle  Haselden,  of 
Evanston,  Ill.,  CWU  Christian  Social 
Relations  chairman. 

Patterns  of  observance  in  local  com¬ 
munities  will  take  various  forms,  she 
said,  ranging  from  all-day,  city-wide 
conferences  to  neighborhood  get-to¬ 
gethers.  “Whatever  form  the  local  com¬ 
mittee  chooses,  their  purpose  is  to 
point  beyond  the  day  itself — stimulat¬ 
ing  action  and  getting  things  done 
where  it  really  matters. 

“The  one  approach  that  is  definitely 
out  is  charity,  benevolence,  gift  baskets 
and  rummage  sales,”  Mrs.  Haselden 
declared.  “We  are  trying  to  weed  out 
poverty  by  the  roots,  not  hide  it  be¬ 
hind  herbaceous  borders  and  white¬ 
washed  fences.” 

According  to  reports  from  last  year’s 
May  Fellowship  Day,  women  across 
the  country  undertook  post-observance 
projects  in  race  relations,  day  care  for 
children,  literacy,  Head  Start  programs, 
Indian  work,  housing  and  job  train¬ 
ing. 

Catholic  women  are  participating 
“in  increasing  numbers,”  together  with 
“some  Jewish  women,”  Mrs.  Haselden 
pointed  out. 

May  Fellowship  Day  has  been  ob¬ 
served  on  the  first  Friday  in  May  sinca 
1931. 

Church  Women  United  is  a  move¬ 
ment  which  brings  into  Christian  fel¬ 
lowship  and  action  the  concerns  of 
church  women  across  the  nation.  Re¬ 
lated  to  it  are  2,400  state  and  local 
community  councils  of  church  women 
whose  total  membership  is  estimated 
at  about  15,000,000. 

The  year’s  major  activity  of  the 
movement  will  be  an  Ecumenical  As¬ 
sembly  of  Church  Women,  to  be  spon¬ 
sored  by  Church  Women  United  at 
Purdue  University  (Lafayette,  Indiana) 
next  July  13-16.  Several  thousand 
delegates  are  expected  to  attend, 
t 


THE  ALEXANDRIA  -  PINEVILLE 
Council  of  Church  Women  United  is 
sponsoring  May  Fellowship  Day,  May 
5,  in  the  fellowship  hall  of  Trinity 
Methodist  Church,  204  Chester  Street 
at  12  noon. 

t 

AT  JENNINGS,  the  Wesleyan  Serv¬ 
ice  Guild  and  the  Woman’s  Society  of 
Christian  Service  of  First  Church,  met 
jointly  recently  to  hear  a  talk  on  child 
guidance  by  Mrs.  Harold  Hine,  repre¬ 
sentative  of  the  Louisiana  Moral  and 
Civic  Foundation.  This  joint  gather¬ 
ing  is  an  annual  event  at  First  Meth¬ 
odist,  when  the  two  groups  alternate 
at  being  hostess  and  providing  a  pro¬ 
gram.  This  year  the  Guild  furnished 
refreshments,  decorations,  and  made 
arrangements  for  Mrs.  Hine's  appear¬ 
ance.  The  Rev.  Angus  Lee  Carruth  is 
pastor.  Mrs.  Lloyd  Rheman  is  presi¬ 
dent  of  the  Guild  and  responsible  for 
the  arrangements. 
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•  On  a  Wide  Circuit 

How  do  you  listen 
to  a  sermon? 

By  W.  W.  Reid 

How  do  you  listen  to  a  sermon? 

How  do  you  read  editorial  opinion 
or  “letters  to  the  editor”? 

How  do  you  read  a  book — outside 
of  fiction  and  some  of  the  “exact” 
sciences — and  read  also  the  “conclu¬ 
sions”  drawn  from  a  “survey”  or  sci¬ 
entific  treatise? 

How  do  you  consider  the  opinion 
expressed  by  a  friend,  or  speaker,  or 
writer,  on  any  subject — including  the- 
opinions  set  forth  in  this  column?- 

The  answer  to  all  four  questions  is; 
practically  limited  to  one  of  two  posi¬ 
tions:  you — and  I — either  examine  the 
matter  with  an  “open  mind”  and  a 
“critical  eye,”  and  accept  and  reject 
the  opinions  in  the  light  of  reason  plus 
our  own  experiences  and  observations 
regarding  the  matter  under  discussion; 
or  we.  accept  the  statements  of  the 
writer  or  speaker  “at  100%” — with¬ 
out  having  them  tested  by  our  own 
(and  our  associates’)  experiences,  ob¬ 
servations,  and  independent  judgments. 

The  gentle  reader  will  readily  jump 
to  the  conclusion  that  what  I  am  about 
to  urge  is  that  both  the  hearer  and 
the  reader  employ  all  their  critical  fac¬ 
ulties  in  considering  the  opinions  and 
“proofs  from  premises”  made  by  oth¬ 
ers.  And  the  gentle  reader  is  correct:: 
I  would  urge  careful  “tinning  over 
in  one’s  own  mind” — careful  compari¬ 
son  with  one’s  experiences,  observa¬ 
tions  and  judgments,  before  accepting 
any  opinion  expressed  by  anyone  in 
any  one  of  these  four — and  other  re¬ 
lated  —  avenues  of  communication. 
This  is  not  destructive  criticism:  it  is 
a  highly  constructive  educational  pro¬ 
cess — a  process  leading  to  intellectual 
and  spiritual  growth  and  well-being. 

However,  I  am  constantly  amazed 
— and  even  baffled — by  people  who 
accept  without  reflection,  without  ref¬ 
erence  to  their  experiences,  almost  any¬ 
thing  that  appears  on  a  printed  page 
— or  that  is  uttered  from  a  forum  or 
pulpit.  I  suppose  such  people  are  to 
be  called  “uncritical” — they  may  even 
be  a  joy  to  some  journalists,  to  some 
essayists,  and  some  preachers.  But  I 
wonder  if  these  uncritical  souls  are- 
themselves  really  learning  and  grow¬ 
ing;  and  if  their  too-ready  acceptance 
of  the  opinions  and  judgments  of  oth¬ 
ers  is  not  merely  confirming  the  latter 
in  their  sometimes  ill-formed,  or  hast¬ 
ily-formed,  or  narrowly-based  conclu¬ 
sions. 

In  the  course  of  a  year,  I  receive 
quite  a  few  letters  from  readers  con¬ 
cerning  things  I  say  in  this  column. 
Not  all  of  them  approve  of,  or  agree 
with,  what  I  have  said  or  “opined.” 
But  most  of  them  are  friendly  and  in 
good  spirit,  and  are  helpful  to  me.  The 
other  person’s  opinion  (based  upon  his 
experiences,  his  education,  his  observa¬ 
tions),  may,  indeed,  change  my  opin¬ 
ions,  or  temper  my  conclusions.  My 
experience,  plus  another’s  experience* 
may  be  quite  different  from  two  times 
mine.  This  is  good;  we  are  making 
progress;  we  are  on  a  road  going 
somewhere.  Sometimes  I  have  to  re¬ 
mind  a  reader-critic  (and  perhaps  even 
myself)  that  I  make  no  pretense  at 
having  the  “final  answer”  on  any  sub¬ 
ject.  All  I  can  do  is  discuss  a  matter 
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Now  that  the  dust  has  settled  a 
little,  a  cooler  look  at  the  Anglican- 
Methodist  Unity  Report  might  be  tak¬ 
en.  The  excellent  summary  of  immedi¬ 
ate  Press  reaction  in  the  Editorial  of 
this  paper  in  the  issue  of  April  6th 
will  already  have  given  readers  a 
chance  to  see  something  of  the  pic-. 
ture.  Where  do  we  go  from  here? 

In  the  first  place,  it  is  important  to 
remember  that  this  is  an  INTERIM 
Report.  It  does  not  have  any  pretence 
to  be  the  final  blue-print  upon  which 
both  Methodists  and  Anglicans  will 
have  to  vote  in  the  Conference  and 
Assembly  of  1968.  But  it  does  two 
things. 

It  lays  down  the  general  lines  upon 
which  any  scheme  is  likely  to  be  based, 
and  it  seeks  to  meet  some  of  the  sug¬ 
gestions,  criticisms,  and  requests  for 
clarification  which  were  made  when 
the  first  Report  was  accepted  as  a  ba¬ 


as  honestly  as  my  finite  mind  and  my 
limited  experience  and  knowledge  per¬ 
mit  me:  then  endeavor  to  communicate 
my  thought  for  others  to  cut  down, 
build  up,  or  otherwise  modify  on  the 
basis  of  their  own  reactions,  observa¬ 
tions,  and  experiences.  If  I  can  start  a 
few  people  thinking  and  doing,  I  will 
have  accomplished  my  purpose,  no 
matter  how  battered  my  own  state¬ 
ment  may  be.  .  .  . 

This  discussion  began  with  the  ser¬ 
mon — and  how  we  listen  to  it:  we  now 
return  to  it.  I  hope  it  is  clear  that  I 
do  not  listen — and  do  not  want  you 
to  listen — to  the  sermon  as  to  an  oracle 
from  on  high,  as  the  last  word  on  any 


DOUBTS 

Herod,  the  immoral  ruler  of  Gali¬ 
lee,  was  living  in  sin  with  his  brother’s 
wife.  When  John  the  Baptist  faced  him 
with  the  charge,  the  evil  tyrant  tossed 
John  into  jail.  One  can  understand 
the  doubts  of  the  Baptizer  as  he  sat 
alone  in  the  foul  cell,  prayerfully  seek¬ 
ing  to  rebuild  his  crumbling  faith  in 
Christ.  No  wonder  that  he  sent  some 
followers  to  ask  Jesus  the  direct  ques¬ 
tion,  “Are  you  the  one?” 

Doubts  about  Jesus  continue  to 
arise  even  today,  centuries  after  He 
walked  the  earth. 

One  cause  of  doubt  is  our  great 
prosperity.  A  man  and  his  family  live 
very  comfortably.  He  seldom  if  ever 
reads  the  Bible  and  knows  nothing  of 
Christ  except  what  he  hears  at  the 
cocktail  party  or  from  the  convention 
banquet  speaker.  So  he  doubts  that 
he  needs  God.  He  has  many  earthly 
comforts  so  he  has  doubts  that  heaven 
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sis  at  the  Plymouth  Conference,  1965. 

The  important  thing  about  it  is, 
that  although  it  will  form  a  basis  for 
further  discussion  in  both  the  Anglican 
Church  and  the  Methodist  Church,  no 
legislation  is  required  upon  it  at  this 
stage,  and  there  will  be  a  further 
twelve  months  for  revision  before  the 
final  shape  of  the  Report  is  decided. 

Early  reactions  have  been  in  a  fore¬ 
seeable  pattern.  The  Voice  of  Meth¬ 
odism  Association,  organized  with  the 
avowed  intent  of  opposing  the  scheme, 
has  said:  ‘There  is  growing  evidence 
that  the  whole  scheme  is  moribund,  and 
the  longer  it  is  pursued  the  greater 
there  will  be  not  Unity  but  Disunity. 
It  cannot  now  be  made  acceptable  by 
any  amount  of  verbal  jugglery.’ 

These  are  strong  words,  but  it  must 
be  remembered  that  they  come  from  a 
group  which  has  declared  its  opposi¬ 
tion  to  any  scheme  consistently  over 


religious  or  moral-ethical  question,  as. 
a  “wonder  drug”  to  be  accepted  un¬ 
critically,  or  as  a  “soothing  syrup”  to 
quiet  nerves  and  mind.  Rather  I  listen 
to  a  sermon  as  a  message  (an  admoni¬ 
tion,  an  advice,  an  exposition)  from 
the  heart,  and  mind,  and  experiences 
of  an  honest  and  faithful  interpreter- 
communicator-teacher.  The  amal- 
gem  of  the  minister’s  conclusions 
and  of  my  earlier  conclusions  on  the 
given  subject  may  be  better  than  that 
of  either  of  us;  or  one  may  negate  the 
other;  or  my  previous  thoughts  (or 
his)  may  be  modified — and  come  near¬ 
er  truth  and  reality.  This  is  educa¬ 
tion — Christian  education. 


can  be  any  better. 

Another  cause  of  doubt  is  the  rise 
of  the  so-called  “New  Theology,”  a 
pale-faced  philosophy  of  good  and  bad 
that  many  are  turning  to  in  the  fool¬ 
ish  hope  that  it  will  have  some  resem¬ 
blance  to  a  diluted  religion.  It  is  a 
colorless  sort  of  do-gooding  that  makes 
one  doubt  the  need  of  receiving  Christ 
into  his  heart,  and  of  sharing  with 
the  others  the  “Blessed  Assurance” 
that  Fanny  Crosby  wrote  about  in  her 
famous  hymn. 

The  most  disturbing  cause  of  doubt 
is  one  that  often  goes  unnoticed  by 
both  ministers  and  lay  people.  It  is, 
the  doubt  in  the  minds  of  millions 
around  us  whose  only  knowledge  of 
Christ  is  the  mention  of  His  name  in 
profanity.  They  doubt  the  very  exist¬ 
ence  of  the  Savior.  Many  of  them  are 
never  seen  inside  a  church  building. 
Many  of  them  are  the  unlovely,  the 
foul-smelling,  the  down-and-out;  those 
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the  years. 

There  have  also  been  complaints 
that  the  Commission  which  has  pre¬ 
pared  this  Report  did  not  contain  in 
its  membership  those  whose  point  of 
view  holds  great  reservation  on  the 
scheme.  In  fairness  to  the  Commission, 
it  must  also  be  remembered  that  some 
people — notably  Professor  C.  Kings¬ 
ley  Barrett,  who  spoke  against  the 
original  Report  at  Plymouth  —  were 
invited  to  be  members  of  this  Com¬ 
mission,  and  refused  to  be  part  of  it. 
Their  complaint  that  their  point  of 
view  is  not  being  adequately  represent¬ 
ed,  therefore,  seems  a  little  illogical. 

On  the  other  side,  there  is  obviously 
great  anxiety,  particularly  on  the  part 
of  young  people,  that  the  idea  of  Unity 
should  be  seen  as  the  answer  of  the 
Holy  Spirit  to  needs  of  the  church.  I 
know  myself  of  young  people  who  are 
hesitating  about  church  membership 
because  they  would  like  to  become 
members  of  the  Church  in  its  new 
structure,  and  another  year  or  so  is  all 
they  hope  they  will  have  to  wait. 

One  point  of  view  was  expressed  in 
a  letter  to  the  Methodist  Recorder  like 
this:  ‘We  were  (even  at  the  time  of  the 
initial  Report)  ready  to  step  out  at  once 
in  faith.  We  believed  that  the  Spirit 
of  God.  was  working,  and  would  con¬ 
tinue  to  work  if  we  would  stop  shout¬ 
ing  and  begin  to  listen — to  learn,  and 
to  obey  .  .  .  We  are  tired  of  arguing 
on  what  in  the  sight  of  God  must  look 
like  vested  interests.’ 

It  is  obvious  that  there  are  very  con¬ 
siderable  difficulties  ahead  for  this 
move  towards  Unity  in  this  form.  What 
is  clear  enough  is  that  if,  by  1970, 
there  is  not  a  clear  and  definite  de¬ 
cision  to  proceed,  there  will  be  wide¬ 
spread  disappointment  and  even  dis¬ 
illusionment  on  the  part  of  many  peo¬ 
ple  who,  so  far,  have  not  joined  issue 
publicly.  As  so  often,  the  opponents 
of  the  scheme  are  vocal  and  ready  to 
organize.  Those  who  are  deeply  com¬ 
mitted  to  it  are  equally  vocal  and  or¬ 
ganized.  But  in  between  the  two  there 
is  a  mass  of  ordinary  Christians  who 
may  be  growing  impatient  with  the  in¬ 
volved  theological  and  organisational 
debate.  It  is  their  reaction  which,  in 
the  end  will  count.  Perhaps  theological 
niceties  will  not  be  so  important  then. 

(Continued,  on  page  15) 


totally  unacceptable  to  our  perfumed 
society.  Some,  however,  are  the  up- 
and-out,  members  of  so-called  “good 
families”  who  have  leaned  on  their 
wealth  and  status  to  establish  them¬ 
selves  in  decent  society.  And  having 
failed,  they  have  given  up  any  effort 
to  find  a  useful  place  in  the  world. 

Jesus  has  an  answer  for  every  one 
of  these  groups.  To  the  satisfied  weal¬ 
thy  He  says,  “What  does  it  profit  if 
a  man  gains  the  whole  world  and  loses 
eternal  life?”  ...  To  the  bustling  do- 
gooder  He  says,  “You  have  neglected 
the  weightier  matters  of  the  law,  jus¬ 
tice,  mercy  and  faith.”  ...  To  those 
who  do  not  know  Him  at  all,  or  per¬ 
haps  knowing  Him  have  turned  away. 
He  says,  “I  will  never  refuse  anyone 
who  comes  to  me.” 

There  is  nothing  sinful  in  honest 
doubts.  The  harm  comes  when  the 
doubter  closes  his  mind  and  heart  to 
the  call  of  Christ.  The  Christian’s  job 
is  to  share  his  faith  and  assurance 
with  the  doubter.  That’s  what  Jesus 
did  with  John  the  Baptist. 
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Dr.  Gene  E.  Bartlett,  president  of 
Colgate-Rochester  Divinity  School, 
during  the  institutions  150th  anniver¬ 
sary  celebration  recently:  “The  theolo¬ 
gical  seminary  of  today  has  not  only 
a  window  on  the  world;  it’s  a  revolving 
door.  We  go  in  and  out  in  that  alterna¬ 
tion  of  engagement  and  detachment 
that  enables  us  to  find  meaning  and 
clarification.” 

99 

Lutheran  Bishop  Friedrich-Wilhelm 
Krummacher,  acting  as  a  spokesman 
for  East  German  Protestants,  defying 
the  government  in  its  attempt  to  split 
the  church  east  and  west:  “We  would 
betray  our  ecumenical  responsibility  if 
we  should  renounce  EKID’s  institu¬ 
tional  and  visible  unity  for  secular  or 
political  reasons.” 

«  99 

Archbishop  Robert  E.  Lucey  of  San 
Antonio,  speaking  in  a  service  attend¬ 
ed  by  President  Johnson  and  a  large 
delegation  of  Latin  American  ambassa¬ 
dors:  “If  anyone  thinks  that  the  Pres¬ 
ident  of  the  United  States  has  not 
made  every  effort  sincerely  and  hon¬ 
estly,  to  bring  our  adversaries  to  the 
peace  table  and  to  terminate  the  war 
on  terms  fair  and  honorable  to  both 
sides,  he  should  study  current  events.” 

<«  99 

Eual  Lawson  of  the  Southern  Bap¬ 
tist  Home  Mission  Board,  commenting 
on  a  recent  decision  to  accede  to  a 
South  African  order  that  ministers 
must  not  discuss  the  race  issue  dur¬ 
ing  their  upcoming  evangelistic  cru¬ 
sade  in  that  country:  “We  do  not  feel 
that  we  should  cut  ourselves  off  from 
fellowship  and  contact  with  other  Bap¬ 
tists  because  of  restriction  imposed  by 
some  government.  .  .  .  U.S.  preachers 
are  going  over  there  for  one  purpose — 
to  preach  the  good  news  so  people  can 
be  saved.” 

U  99 

Methodist  Bishop  Richard 
C.  Raines  of  Indianapolis,  attacking 
the  “child-benefit”  theory  which  holds 
that  public  funds  for  parochial  schools 
aid  the  pupils  and  not  the  churches 
operating  the  schools:  “The  child- 
benefit  claim  seems  to  me  but  a  sub¬ 
terfuge  which  excuses  us  for  doing 
indirectly  what  law  forbids  us  to  do 
directly.” 

a  99 

Pope  Paul  VI,  criticizing  the  “hedon¬ 
ism”  which  makes  pleasure  “the  sum¬ 
mit  of  human  aspirations”:  “No  one 
wants  to  fight  against  the  devil,  whose 
existence  is  denied,  not  against  the 
world,  whose  fascination  and  values 
are  exalted,  nor  against  the  flesh, 
which  has  become  the  idol  of  pleas¬ 
ure.” 

t 


Success  is  never  permanent.  And 
fortunately,  neither  is  failure. — Hillis 
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by  Alfred  A.  Knox  ^ei news 


Major  W.  Ian  Thomas,  IF  I  PER¬ 
ISH,  $2.50,  Zondervan,  126  pp. 

This  is  a  book  of  messages  on  the 
Book  of  Esther  by  an  attractive  British 
personality  who  has  been  the  guiding 
force  in  an  organization  known  as  the 
Torchbearers’  Evangelistic  Organiza¬ 
tion.  The  author  has  a  strong  convic¬ 
tion  that  Esther  is  one  of  the  most  sig¬ 
nificant  books  in  the  Old  Testament, 
and  he  writes  out  of  that  conviction. 
He  says,  “No  other  single  book  in  the 
whole  of  the  Old  Testament  more  luc¬ 
idly  illustrates  the  principles  govern¬ 
ing  the  Christian  life.” 

If  you  are  interested  in  a  reward¬ 
ing  journey  into  Esther,  you  will  have 
an  excellent  guide  in  Major  Thomas. 

Burton  W.  Marvin,  editor,  THE 
HANDBOOK  OF  THE  NATIONAL 
COUNCIL  OF  CHURCHES,  $1.00, 
Council  Press,  121  pp. 

The  National  Council  has  recently 
added  Dr.  Burton  W.  Marvin  to  its 
staff  as  associate  general  secretary  for 
communication,  and  this  new  hand¬ 


book  is  a  demonstration  that  he  is  a 
very  capable  person  for  this  responsi¬ 
bility. 

Packed  within  its  120  pages  is  more 
information  about  the  NCC  than  we 
have  ever  seen  in  one  place  at  one 
time  before.  This  book  should  be  in 
the  hands  of  every  friend — and  every 
enemy  —  of  the  National  Council. 
Many  may  find  here  more  information 
than  they  want  to  know,  but  if  they 
have  any  regard  for  objectivity  and 
honesty  they  should  start  every  discus¬ 
sion  about  the  NCC  from  here. 

William  L.  RNctsTtHE  OPINION 
MAKERS,  $1.95,  Beacon  Press,  206 

pp. 

William  L.  Rivers,  who  has  a  long 
background  of  experience  in  Washing¬ 
ton  as  a  journalist,  gives  us  his  evalua¬ 
tion  of  some  of  those  important  per¬ 
sons  whose  typewriters  are  located  in 
the  nation’s  capital  and  who  sometimes 
are  more  influential  persons  than  our 
elected  officials. 

This  is  a  book  about  political  jour¬ 
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The  time  to  pray  is  “when  you  are  where  you  are.”  But 
in  both  music  and  poetry  we  find  inspiration  for  morning  and 
evening  devotions.  “God  answers  prayer  in  the  morning,”  the 
song  tells  us,  and  “God  answers  prayer  at  night.”  And  we  are 
to  breathe  a  prayer  at  the  beginning  and  closing  of  the  day  to 
keep  our  hearts  in  time. 

MORNING  PRAYER 

If  left  to  myself  today,  O  God, 

I  will  seek  only  my  own  good,  never 
thinking  of  others; 

I  will  hurt  others  to  help  myself; 

I  will  not  think  of  others  as  humans 
having  feelings; 

I  will  want  others  to  do  things  only 
my  way; 

I  will  have  a  greed  and  lust  for  all 
things; 

I  will  get  all  that  I  can, 
any  way  I  can; 

I  will  hold  fast  to  all  that  I  get, 
never  sharing  with  others; 

I  will  think  of  myself  as  a  king — 
or  even,  a  god; 

I  will  do  all  this,  O  God,  if  left 
to  myself  today; 

So  please  help  me  remember  that  You 
are  always  with  me  and 
I  am  never  left  to  myself!  Amen. 

— by  Jay  F.  Downs 

EVENING  PRAYER 
And  now  the  day  is  ended, 

I  lay  me  down  to  rest, 

My  head  is  safely  pillowed 
Upon  Thy  precious  breast. 

All  troubles,  cares  and  worries, 

Are  from  my  mind  set  free, 

I  close  my  eyes  in  slumber, 

Knowing  Thou  wilt  take  care  of  me. 

— by  Lois  P.  Thomas 


nalism  and  we  should  be  interested  in 
those  who  do  this  writing.  The  author 
says,  “It  is  about  government  officials 
using  reporters  and  reporters  using 
government  officials.” 

It  is  a  hard  hitting  book  so  far 
as  the  present  administration  and  the 
so-called  credibility  gap  is  concerned 
and  merits  the  small  investment  that 
its  purchase  would  entail. 

f 

Heard  at  the  National  Methodist 
Convocation  on  Medicine 
and  Theology 

“One  mistake  which  tempts  us  is 
to  regard  the  relation  of  faith  and 
theology  to  health  and  medicine  as 
being  solely  the  relation  between  the¬ 
ologian  and  physician.  The  actual 
relation  is  the  one  between  the  whole 
Christian  community,  the  church,  and 
the  whole  complex  field  of  human 
pathology.”  —  Dr.  J.  Robert  Nelson, 
Boston,  Mass. 

“It  is  now  recognized  that  one 
cannot  treat  man’s  physical  being  irt 
isolation  and  that  his  psyche  and  emo¬ 
tions  are  not  simply  impediments  put 
there  for  the  purpose  of  complicating 
the  doctor’s  diagnostic  efforts.”  —  Dr. 
Francis  J.  Braceland,  Hartford,  Conn. 

“The  correct  inference  from  the 
Bible  is,  I  believe,  that  health  in  the 
modem  sense  is  something  necessary 
as  a  base  upon  which  other  values  are 
built.  But  the  presence  of  health  does 
not  in  itself  guarantee  those  values, 
hor  does  it  replace  them.”  —  Dr. 
Seward  Hiltner,  Princeton,  N.  J. 

“Not  all  crises  are  bad.  Sometimes 
an  element  of  strength  emerges  which 
helps  a  person  to  overcome  the  im¬ 
mediate  crisis  and  to  go  on  to  face 
life  with  a  new  outlook.” — Dr.  Edward 
M.  Litin,  Rochester,  Minn. 

“I’ve  a  firm  conviction  that  we  as 
physicians  and  you  as  chaplains  and 
pastors  must  do  all  we  can  to  help  a 
family  accept  death  as  a  certainty  and 
do  what  we  can  to  get  them  to  prevent 
us  as  physicians  keeping  dead  people 
alive.” — Dr.  Edward  H.  Rynearson, 
Rochester,  Minn. 

“While  on  the  one  hand  the  pleasant 
warmth  of  achievement  and  justified 
pride  of  (medical)  progress  gives  a 
sense  of  fulfillment,  there  lurks  just  off 
the  stage  of  medical  action  the  haunt¬ 
ing  specter  of  an  asymmetry  in  the 
physician-patient  relationship  —  an 
increasing  awareness  of  the  loss  of  a 
clear  image  of  the  dignity  and  totality 
of  man.”  —  Dr.  Melvin  A.  Casberg, 
Long  Beach,  Calif. 

“Things  are  moving  very  fast  and 
moralists  have  a  hard  time  to  keep 
their  information  up  to  date  enough 
to  see  the  moral  problems  and  to  ask 
the  right  question.”  —  Dr.  Joseph 
Fletcher,  Cambridge,  Mass. 

“The  problem  of  communication  be¬ 
tween  pastor  and  doctor  is  a  tough 
one  and  one  reason  is  that  we  clergy¬ 
men  have  not  done  our  homework  .  .  . 
we  haven’t  gotten  a  clear  picture  of 
the  unique  contributions  we  can  make 
to  the  healing  team  and  as  a  result 
we  often  aren’t  even  on  the  team.” — 
Dr.  Howard  Clinebell,  Claremont, 
Calif. 
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— SLC  Lion’s  Roar  photo 

Officers  of  the  Southeastern  Louisiana  College  Wesley  Foundation  for 
1967-68  (left  to  right):  Larry  Stafford,  president;  David  Thomas,  vice 
president;  Patti  Elliott,  secretary;  Patsy  Kreutz,  treasurer;  Cynthia  Fel- 
lom,  senator.  The  Rev.  Brady  Forman,  director,  is  at  right  in  picture. 
Officers  and  other  members  enjoyed  a  recent  weekend  Retreat  at  Camp 
Istrouma. 


LYDIA  PATTERSON 

(Continued,  from  page  1) 

Paso,  Tex.,  the  school  is  America’s 
only  bilingual  institution  designed  to 
train  leaders  for  work  in  the  United 
States  and  Latin  America.  A  project 
of  the  National  Division  of  the  Meth¬ 
odist  Board  of  Missions,  the  present 
enrollment  is  approximately  800  stu¬ 
dents. 

Founded  in  1914  to  provide  train¬ 
ing  in  religious  leadership,  both  lay 
and  ministerial,  today  the  school  has 
special  English  classes,  junior  and  sen¬ 
ior  high  departments  and  a  depart¬ 
ment  of  ministerial  training.  Though 
owned  by  the  South  Central  Jurisdic¬ 
tion,  it  is  operated  by  a  Board  of  Trus¬ 
tees  which  includes  representation 
from  each  of  the  episcopal  areas  in 
the  jurisdiction. 

Dr.  Nanez  assumed  the  presidency 
in  June  1966.  Bom  in  Monclova,  Coa- 
huila,  Mexico,  he  came  to  the  United 
States  in  1924  and  attended  Wesleyan 
Institute  in  San  Antonio,  Tex.,  a  mis¬ 
sion  school  similar  to  Lydia  Patterson 
Institute. 

He  received  his  bachelor  of  arts 
degree  at  Southwestern  University,  his 
bachelor  of  divinity  at  Southern  Meth¬ 
odist  University  and  his  doctor  of  di¬ 
vinity  degree  from  Southwestern  Uni-r 
versity. 

Dr.  Nanez  is  also  editor  of  the 
Spanish  Methodist  Hymnal.  He  was 
missionary  secretary  from  1939  to 
1952;  executive  secretary  to  the  Board 
of  Education  from  1939  to  1959; 
served  two  terms  as  district  superin¬ 
tendent  in  the  Rio  Grande  Confer¬ 
ence  and  was  delegate  to  three  Gen¬ 
eral  and  three  Jurisdictional  Confer¬ 
ences.  He  served  Methodist  pastorates 
at  La  Trinidad  in  San  Antonio,  Tex.; 
El  Buen  pastor,  Brownsville,  Tex.;  and 
El  Mesias  in  Mission,  Tex. 

The  dedication  of  the  Lydia  Pat¬ 
terson  Gymnasium  marks  the  comple¬ 
tion  of  the  first  stage  of  a  two  million 
dollar  building  program  started  by  the 
South  Central  Jurisdiction  in  1963. 


Green  Stamps 
project  progresses 

The  Green  Stamp  Project  of  the 
MYF  of  Trinity  Methodist  Church, 
Ruston,  which  has  as  its  aim  the  pur¬ 
chase  of  a  station  wagon  for  the  Meth¬ 
odist  Children’s  Home  is  making  prog¬ 
ress,  according  to  Rebecca  McKneely, 
publicity  chairman  of  the  group. 

The  goal  of  the  campaign  is  the 
raising  of  1800  books  of  S  &  H  Green 
Stamps  by  May  1.  Many  books  have 
already  been  sent  to  the  young  people 
from  persons  all  over  the  state  of  Lou¬ 
isiana.  This  interest  and  cooperative 
spirit  has  given  them  confidence  that 
they  can  reach  their  goal. 

On  April  22  the  members  of  the 
MYF  canvassed  the  city  of  Ruston 
seeking  donations  to  complete  their 
quota.  The  young  people  met  at  Holi¬ 
day  Inn  on  Saturday  morning  where 
Johnny  Maxwell,  their  adult  counselor, 
opened  the  drive  with  a  breakfast.  The 
group  then  divided  into  ten  teams  and 
conducted  a  house-to-house  campaign 
for  green  stamp  donations. 

They  still  would  appreciate  the  gift 
books  of  stamps  from  over  the  state 
for  this  worthy  cause. _ _ 

Costing  $227,000,  the  gym  will  pro¬ 
vide  recreational  and  classroom  facil¬ 
ities  for  students.  Construction  started 
in  1963.  The  second  stage  on  dorm¬ 
itories  is  already  in  progress. 


It  is  “good  news”  that  viewers  are 
“no  longer  to  be  tied  to  commercial 
TV  programs  on  issues  of  national 
import,”  comments  a  leading  spokes¬ 
man  for  Protestants. 

The  “wasteful  irrelevance”  of  most 
commercial  television  for  the  serious 
citizen,  says  David  C.  Poindexter  in 
the  May  TOGETHER  magazine,  “is 
compounded  when  one  considers  what 
a  powerful  agent  television  could  be 
for  spreading  information  and  generat¬ 
ing  discussion  on  great  issues.” 

Accordingly,  Dr.  Poindexter  is 
jubilant  that  National  Educational 
Television  under  a  Ford  Foundation 
grant  will  initiate  next  fall  a  three- 
hour  Sunday  evening  program  dealing 
with  live  issues  in  the  areas  of  educa¬ 
tion,  society,  medicine,  religion,  and 
the  arts. 

“Commercial  television,”  he  con¬ 
cedes,  “apparently  can  never  devote 
more  than  a  fraction  of  its  time  to 
such  programming,  tied  as  it  is  to  the 
necessity  of  capturing  the  largest  mass 
audience.” 

There  is  a  vast  audience.  Dr.  Poin¬ 
dexter  believes,  which  is  interested  in 
“quality  programming  on  subjects  of 
more  moment  than  whodunits  and  hill¬ 
billies.”  •  . 

And  he  thinks  that  a  proposed  fed¬ 
eral  excise  tax  on  new  TV  sets  to  fi¬ 
nance  public-interest  telecasts  —  esti¬ 
mated  to  raise  $40  million  a  year  at 
the  start — is  a  small  cost  in  comparison 
with  the  $650  million  spent  on  TV 
and  radio  repairs  in  one  recent  year. 

Dr.  Poindexter  is  director  of  utili¬ 
zation  of  the  National  Council  of 
Churches’  broadcasting  and  film  com¬ 
mission. 

His  recommendations  in  TOGETH¬ 
ER — Methodist  monthly  magazine  for 
families — for  best  televising  in  the  next 
30  days  are: 

April  27 — “Dare  I  Weep,  Dare  I 
Mourn”  on  ABC. 

May  1 — “Zero  Hour”  comedy  con¬ 
cert  on  ABC. 

May  4 — “The  Crucible”  on  CBS. 

May  4 — “The  Human  Voice”  on 
ABC. 

May  5 — “The  Adventures  of  Mark 
Twain”  on  ABC. 

May  7 — “Religion  and  the  Univer¬ 
sity”  on  CBS. 

May  8 — “The  Pursuit  of  Pleasure” 
on  NBC. 

May  14  —  “Ivan  Ivanovich”  on 


ABC. 

May 

NBC. 


14  —  Children’s  Theater  on 


It  is  impossible  to  mentally  or  so¬ 
cially  enslave  a  Bible-reading  people. 

— Horace  Greeley 


Artist's  sketch  of  $227,000  Lydia  Patterson  Gymnasium,  El  Paso,  Texas 
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New  officers  for  SLC  Wesley  Foundation 


CHURCH  CRITIC  REJOICES 
OVER  BETTER  TV  PROGRAMS 
SLATED  FOR  SUNDAY  NIGHTS 


New  appointment 
Alexandria  District 


The  Rev.  and  Mrs.  Jerry  McLau- 
ren  have  been  appointed  to  the 
Marthaville  -  Beulah  -  Robeline 
Charge  in  Alexandria  District. 
McLauren  replaces  the  Rev.  J.  C. 
Rousseau  who  has  been  ill. 


Mozambique  Hospital  Opens 
Infirmaries 

NEW  YORK— Three  new  infirm¬ 
aries  at  the  Stauffacher  Memorial  Hos¬ 
pital  at  Chicuque,  Inhambane,  Mozam¬ 
bique,  were  dedicated  recently  at  the 
seacost  mission  in  Portuguese  East 
Africa 

The  new  buildings  were  ready  for 
use  just  a  year  after  the  dedication  of 
a  clinic  and  administration  building. 
They  will  relieve  the  critical  shortage 
of  housing  for  patients,  who  have  had 
to  use  a  collection  of  temporary  reed 
and  thatch-roofed  huts,  and  an  an¬ 
tiquated  16-bed  infirmary.  The  Meth¬ 
odist  hospital  honors  Dr.  Charles  John 
Stauffacher,  first  missionary  doctor  at 
Chicuque,  who  served  from  1913  un¬ 
til  his  death  in  1957. 
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MEDICS/CLERGY 

(Continued  from  page  1) 

Medical  Society’s  Committee  on  Med¬ 
icine  and  Religion,  said  that  the  pro¬ 
gram  would  cover  such  subjects  as 
“The  Coed  and  the  Pill,”  “Unwed 
Mothers”  and  “Changing  Attitudes  on 
Abortion.” 

Louisiana  State  Medical  Society 
President,  Dr.  Joseph  A.  Sabatier,  Jr., 
of  Baton  Rouge  said,  “since  our  med¬ 
icine  and  religion  program  will  deal 
with  such  timely  and  interesting  sub¬ 
jects,  we  are  extending  an  invitation 
to  ministers  of  all  faiths  and  the  public 
to  attend  this  meeting.” 

The  program  will  be  in  the  form 
of  a  panel  moderated  by  the  Rev. 
Paul  B.  McCleave,  LL.D.,  director  of 
the  Department  of  Medicine  and  Re¬ 
ligion  of  the  American  Medical  As¬ 
sociation.  Panelists  will  be  Rabbi  Leo 
Bergman,  Touro  Synagogue,  New  Or¬ 
leans;  Dr.  Philip  J.  Krupp,  Jr.,  New 
Orleans;  the  Rt.  Rev.  Iverson  B.  No¬ 
land,  Bishop  Coadjutor,  Episcopal 
Diocese  of  Louisiana,  Baton  Rouge; 
Dr.  Kenneth  A.  Ritter,  New  Orleans, 
and  the  Rt.  Rev.  A.  T.  Screen,  Arch¬ 
diocese  of  New  Orleans. 
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•  At  Horseshoe  Drive  Methodist 


(Town  Talk  Staff  Photos ) 


Junior  Church:  new  venture  in  worship 


by  He 

(This  article  is  a  reprint  from  Alex¬ 
andria  Town  Talk,  Alexandria-Pine- 
ville.  Its  author  is  Religion  Editor,  Mrs. 
Helen  Derr,  who  recently  was  named 
a  “fellow’  ’of  the  National  Religious 
Public  Relations  Council  for  her  “out¬ 
standing  contributions  to  religion 
through  communications.”) 

A  successful  new  venture  in  worship 
services  in  Alexandria-Pineville  is  the 
Junior  church  which  has  been  a  con¬ 
tinuing  _part  of  the  program  of  Horse- 
soe  Drive  Methodist  since  early  this 


year. 

No  watered-down  or  abbreviated 
form  of  worship,  Junior  church  is  a 
real  service,  identical  in  form  to  that 
of  the  adult  church,  but  organized  so 
children  ages  6  to  12  can  understand 
what  is  going  on. 

Mrs.  Louis  Copapge,  who  is  in 
charge  of  the  services  pointed  out  that 
as  youngsters  participate  in  the  wor¬ 
ship,  each  part  of  it  is  explained. 

However,  explanations  are  not  long 
and  tiresome  and  the  service  moves 
fast,  interspersed  with  hymns,  respon¬ 
sive  readings  and  special  music,  to 
vary  the  tempo  and  hold  the  children’s 
interest. 

The  church  calendar  is  explained 
as  each  new  season  arrives,  so  the 
young  churchgoers  understand  the 
meaning  of  such  terms  as  Epiphany 
and  Pentecost. 

Some  particular  theme  is  followed 
for  each  season.  For  instance,  through¬ 
out  Lent,  the  apostles  were  described 
during  the  “time  of  education,”  which 
is  really  the  only  difference  from  the 
ordinary  Methodist  service. 

And  before  each  new  apostle  is  dis¬ 
cussed,  previous  ones  are  reviewed, 
with  the  children  taking  part  in  the 
review  so  that  by  the  end  of  Lent  each 
Junior  age  churchgoer  at  Horseshoe 
Methodist  should  have  had  a  fair  com¬ 
prehension  of  the  12  apostles  Jesus 
picked  as  his  followers. 

A .  typical  worship  service  includes 
four  parts:  the  adoration  of  God,  the 
confession  of  sin,  the  affiramtion  of 
faith  and  the  dedication  of  life. 

The  first  part  includes  call  to  wor¬ 
ship,  invocation  and  hymn;  the  second, 
prayer  of  confession  and  silent  prayer, 
both  short  but  meaningful. 

Affirmation  of  faith  includes  re¬ 
sponsive  reading,  the  Gloria  Patri, 
affirmation  of  faith,  again  short  but 
complete,  scripture  and  morning  pray¬ 
er  which  contained  petitions  for  par¬ 
ents,  families,  men  in  Vietnam  and  the- 
nation’s  leaders. 

t 


en  Derr 

The  concluding  portion  is  the  long¬ 
est  and  consists  of  the  “time  of  educa¬ 
tion,”  hymns,  special  music,  offering, 
the  spoken  word  or  sermon,  the  bene¬ 
diction  and  doxology. 

The  spoken  word  which  Mrs.  Cop- 
page  gives  each  Sunday  is  brief,  based 
in  Scripture,  and  contains  a  lesson 
children  can  take  home  with  them. 

One  of  the  interesting  aspects  of 
the  Junior  church  program  is  the  op¬ 
portunity  it  gives  the  congregation's 
teenagers;  to  be  of  service.  Directing 
a  junior  girls  choir  is  Mary  Carolyn 
Ussery,  a  high  school  student,  and 
pianist  for  the-  services  each  Sunday  w 
Candy  Wilson. 

Mrs.  Coppage  has  had  assistance 
of  high  school  students  with  sermon 
stories  and  finds  that  children  like  to 
hear  the  teenagers  speak.  She  plans  to 
use  the  young  people  more  in  Junior 
church. 

One  adult  comes  to  the  service  each 
Sunday  and  sits  in  the  youthful  con¬ 
gregation,  but  he  or  she  is  not  needed 
for  discipline  because  of  the  children’s 
high  level  of  interest. 

On  communion  Sunday,  the  first  of 
each  month,  ushers  come  for  the  chil¬ 
dren  who  then  go  to  the  sanctuary  to 
take  communion,  returning  to  com¬ 
plete  their  own  service. 

Mrs.  Coppage,  a  former  public 
school  and  Sunday  school  teacher,  en¬ 
joys  conducting  the  Junior  church  and 
looks  forward  to  it  as  a  continuing 
thing. 

She  cited  as  reason  the  increased 
interest  among  children  which  has  re¬ 
sulted  in  greater  church  attendance 
among  both  them  and  their  parents. 
Children  who  enjoy  church,  Mrs.  Cop¬ 
page  pointed  out,  want  to  come  and 
often  bring  their  parents  with  them. 


ABOVE:  Teenager  Mary  Carolyn  Ussery  leads  the  Junior  girls’  choir  in 
special  music  at  a  morning  worship  of  the  Junior  Church  at  Horseshoe  Drive. 
Methodist.  BELOW:  Sing  ing  one  of  the  hymns  they  enjoy  are  members  of 
the  Junior  church  congregation.  Mrs.  Louis  Coppage  leads  the  hymn  at  the 
service  which  is  held  in  the  church’s  Fellowship  Hall  at  the  same  time  as 
the  regular  adult  worship  service. 


Children's  Home  Report 

( Continued  from  last  week) 


MRS.  SAD  YE  MORSE 

by  Men’s  Bible  Class,  Vivian  Methodist  Church 
MRS.  C.  H.  BUCKLES,  JR. 

by  W.  D.  Cotton  Family,  Rayville,  La. 

TOMMY  BRIDGES 

by  Mr.  &  Mrs .  Charles  M.  Kendrick,  Homer,  La. 
MRS.  FRANK  MATTHEWS 
by  Frances  Williams,  Covington,  La. 

MR.  AND  MRS.  W.  B.  WELLS,  SR. 

by  Mr.  &  Mrs .  W.  B.  Wells,  Jr.  Downsville,  La. 
MIKE  SWIFT 

by  Mr.  &  Mrs  .  G  .  W.  James,  Ruston,  La. 

MRS.  SADYE  MORSE 


REV.  E.  W.  DAY,  SR. 

by  Mrs.  E.  W.  Day,  Sr.,  Baton  Rouge,  La. 

JOHN  W.  KELLER 

by  Atchafalaya  Presbyterian  Church,  Melville,  La. 
EARL  D.  HATCHER 

by  Mr.  &  Mrs .  Vernon  C.  Shaffer,  Minden,  La. 

J.  R.  SPURLOCK 

by  Mr.  &  Mrs.  L.  G.  Sission,  Bastrop,  La. 
BRYANT  O.  STROZIER 
by  Mrs.  Bryant  O.  Strozier,  Olla,  La. 

MRS.  J.  A.  BUCKLIEW 
by  Mr.  &  Mrs .  C.  R.  McFarland,  Trees,  La. 

dr.  dwight mccartoey 

by  Mrs.  Jo  C.  Freeman,  Pleasant  Hill,  La. 

MRS.  J.  P.  McMAHON 

by  Mr.  &Mrs.  Henry  W.  Smith,  DeRidder,  La. 
MRS.  D.  W.  SMITH 


THOUSAND  CLUB 


by  Mr.  &Mrs.  E.  Wilson,  Vivian,  La. 
REV.  W.  A.  McCANN 


by  Mr.  &  Mrs .  Henry  W.  Smith,  DeRidder,  La. 
MRS.  DELIA  WALDRON 


(Continued  from  page  4) 


by  Mr.  &  Mrs  .  Edwin  Conger,  Oak  Ridge,  La. 
MRS .  URIAH  HARVESTON 


by  Mr.  &  Mrs .  J.  M.  Tait,  Ruston,  La. 
MR.  AND  MRS.  ROAN  COLVIN 


attention.  The  organ  ruined  by  the 
water  blown  in  by  the  hurricane  has 
been  replaced,  and  the  organist  and 
choir  are  now  located  at  the  back  of 
this  area.  The  hymnals  were  ruined 
— there  are  150  new  ones  in  their 
place;  the  pews  were  ruined — there 
are  26  .  new  ones.  The  floor  has  been 
repaired  and  the  center  aisle  and  the 
altar  will  be  carpeted. 


by  Mr.  &Mrs.  Edwin  Conger,  Oak  Ridge,  La. 

MRS .  MARY  M .  LANGLE  Y 
by  Wilma  and  Clyde  Lann,  Simsboro,  La. 
by  Simsboro  Methodist  Church,  Simsboro,  La. 

REV.  W.  W. PERRY 
by  The  Perry  Family,  New  Roads,  La. 

EDWIN  F.  GULLAT,  JR. 
by  Mrs  .  Patterson  Strother,  Coushatta,  La . 

MRS.  FLORA  SHOLARS 
by  Mrs .  Patterson  Strother,  Coushatta,  La. 


by  Mr .  &  Mrs  .  Thad  Kennedy,  Marion,  La . 
MRS.  FLORA  SHOLARS 
by  Norma  L .  Strother,  Baton  Rouge,  La . 

MRS.  TENNIE  BROWNE 
by  Mr.  &  Mrs  .  Charles  Winslett  and  Lulu 
Humphries,  Oil  City,  La. 

DR.  O.  B.  OWENS 
by  "One  Whom  He  Helped" 

MRS.  R.  K.  HOWARD 

by  Miss  Eunyce  Howard,  Lake  Providence,  La. 
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THE  BISHOP  WHITES 


together/news  edition 

Oklahoma-New  Mexico  Area 


THE  FOLLOWING  RESOLUTION  WAS 
PASSED  BY  THE  COUNCIL  OF  BISHOPS 
AT  THEIR  RECENT  MEETING  IN  BUF¬ 
FALO  AND  IS  BEING  DISTRIBUTED 
THROUGHOUT  THE  CHURCH  ALONG 
WITH  THE  OTHER  MATERIAL  ON  THIS 
PAGE  AS  AN  URGENT  APPEAL  THAT 
HELP  BE  MADE  AVAILABLE  FOR  THE 
NEED  INDICATED. 


WHEREAS,  there  is  an  emergency  need 
for  $100,000  for  the  preparation  and  dis¬ 
tribution  of  literature  for  our  men  and  wo¬ 
men  in  uniform.  This  literature  to  be  fm> 
nished  to  Methodist  Chaplains  of  the 
Armed  Services. 

THAT  the  Commission  of  Chaplains  be 
charged  with  the  complete  responsibil- 
of  selection,  preparation  and  distribu  - 
tion  of  this  literature. 

THEREFORE,  Resolved  that  the  Council 
of  Bishops  request  the  Council  of  World 
Service  and  Finance  to  seek  and  find  a 
sum  not  to  exceed  $25,000  of  this  amount 
to  be  used  exclusively  for  literature. 

THAT  the  Secretary  of  the  Council  of 
Bishops  contact  officially  the  Camp  Ac¬ 
tivities  Commission,  the  Commission  on 
Promotion  and  Cultivation,  the  Board  of 
Education.,  the  Board  of  Missions,  the 
Board  of  Evangelism,  and  the  Board  of 
Lay  Activities,  to  review  their  programs 
and  available  funds,  if  possible  to  con. 
tribute  as  large  an  amount  as  possible  to 
meet  this  emergency. 

We  urge  the  Church  this  year  to  partici¬ 
pate  in  a  more  complete  and  generous  way 
toward  the  world  Communion  offering  in 
order  more  adequate!,- to  provide  for  the 
immediate  needs  of  MCOR,  the  Chaplains 
Commission,  and  the  Commission  on  Camp 
Activities. 


Bishop  tdkj  to  little  patient  in  children's 
hospital  supported  by  freewill  offerings  of 
troops  stationed  in  Viet  Nam. 


Bishop  is  briefed  by  Navy  Lieutenant  Tol- 
lefsen  aboard  patrol  boat,  under  guard,  as 
they  patrol  river.  The  lieutenant  is  lay 
leader  of  church  work  in  Nha  Be,  Viet 
Nam. 


Bishop  and  Mrs.  Smith  attended  the  dinner 
on  the  opening  night  of  the  Chaplains  and 
Wives’  Retreat  in  Tokyo,  Japan.  Below: 
After  dinner  he  addressed  the  group. 


The  material  on  this  page 
is  reproduced  from  the  May 
issue  of  the  Oklahoma  edition 
of  TANE  .  the  Together  Area 
News  Edition.  AAK 


Qod  (Blete  Our  Chaplain i 


For  two  weeks  I  was  privileged  to  take  part  in  retreats 
for  chaplains  and  their  wives  in  Tokyo,  Japan.  These 
chaplains  came  from  Hawaii,  Guam,  Japan,  Korea,  Taiwan, 
Philippines,  Thailand,  Okinawa,  and  Viet  Nam.  I  then 
went  by  invitation  to  Viet  Nam  and  covered  most  of  the 
country  by  plane,  helicopter,  and  car.  Transportation  in 
the  country  was  splendidly  provided  by  the  armed  forces. 

We  have  68  Methodist  chaplains  in  Viet  Nam.  I  was 
able  to  visit  all  of  these  fine  men,  either  in  Tokyo  or  in 
Viet  Nam,  and  some  I  was  with  in  both  places.  These 
are  some  of  the  very  best  ministers,  and  they  are  doing  as  fine  a  piece  of  Christian 
service  as  can  be  found  anywhere. 

Whether  you  agree  or  disagree  with  what  our  government  is  doing,  we  cannot 
lose  sight  of  the  fact  that  over  400,000  of  our  men  are  in  Viet  Nam.  They  are 
far  from  our  homes  and  churches.  They  are  in  constant  danger.  They  need 
spiritual  help  and  guidance.  The  church  goes  where  they  go  for  the  chaplain 
is  the  church  in  the  field.  When  I  hear  some  of  the  ministers  at  home  in  se¬ 
cure  pulpits  talk  about  the  failure  of  the  institutional  church,  and  that  one  must 
get  out  where  the  people  are  and  the  need  is  greatest,  I  always  wonder  why 
one  ^ho.  has  that  attitude  does  not  become  a  chaplain,  because  that  would  put 
him  out  where  the  need  is  great  and  he  would  be  in  the  center  of  the  people. 

1  did  not  go  to  Viet  Nam  to  be  a  military  expert,  for  we  have  too  many  at 
home  who  seem  to  think  they  are  capable  of  this  leadership.  I  went  to  be  with 
the  men  and  let  them  know,  both  chaplains  and  service  men,  that  the  church 
goes  where  the  people  are.  I  return  to  my  area  with  a  grateful  heart  and  rejoice 
in  the  fine  response  of  our  men,  their  high  morale,  and  fine  moral  atmosphere. 

I  am  not  being  critical,  but  I  think  before  one  feels  he  can  comfortably  sit 
at  home  in  a  nice  easy  and  safe  chair  and  criticize  our  government,  our  leaders, 
and  our  servicemen,  they  should  make  a  trip  to  Viet  Nam  and  learn  from  first¬ 
hand  experience  a  few  facts.  I  believe  it  will  cause  any  person  with  an  open 
mind  to  return  and  say,  “Thank  God  I  am  an  American.”  No  man  likes  war, 
and  1  have  never  found  a  man  in  uniform  who  seeks  war,  but  since  it  is  a 
reality,  I  am  proud  of  our  American  men  and  women  who  are  becoming  real 
ambassadors  of  a  way  of  life.  The  least  each  one  can  do  is  to  pray  that  God 
will  guide  and  bless  our  chaplains  in  all  their  work. 

Affectionately, 


Jos) 

"iv  > 

Bishop  W.  Angie  Smith  visited  children’s  hospital  built  by  the  armed  forces.  From  left 
is  Vietnamese  interpreter,  General  Herbold,  deeply  interested  in  the  hospital  work,  Air 
Force  Chaplain  Edmonds,  a  Vietnamese  nurse,  and  small  patients  from  wards. 


As  he  and  Chaplain  Edmonds  greeted  two  Navy  police  guards  assigned  to  him  at  Cat  Lo, 
Viet  Nam,  the  bishop  learned  both  young  men  were  born  in  the  Lone  Star  state. 
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In  Ulmoriam 


Miss  E.  Mae  Young 

NASHVILLE,  Tenn.— Miss  E.  Mae 
Young,  73,  retired  staff  member  of 
the  Interboard  Committee  on  Mission¬ 
ary  Education  of  The  Methodist 
Church,  died  April  14  in  Asheville,  N. 
C.,  after  an  extended  illness. 

She  had  been  living  at  Brooks- 
Howell  Home  for  retired  deaconesses 
and  missionaries,  and  memorial  ser¬ 
vices  were  held  there  April  17.  She 
had  willed  her  body  to  the  Duke  Uni¬ 
versity  Medical  School. 

Miss  Young,  a  Methodist  deaconess, 
retired  in  1958  after  more  than  28 
years  as  a  leader  of  Methodist  mission¬ 
ary  education  for  children. 

She  was  a  native  of  Glenarm,  Ill., 
and  from  1930  to  1940  was  in  Chicago 
on  the  staff  of  the  Department  of  Mis¬ 
sionary  Education  of  the  former  Meth¬ 
odist  Episcopal  Church.  She  came  to 
Nashville  in  1940  after  the  unification 
of  three  branches  of  Methodism. 

Miss  Young  had  traveled  in  many 
countries  in  carrying  out  her  work 
with  the  Interboard  Committee  on  Mis¬ 
sionary  Education.  She  was  a  regular 
contributor  to  church  school  publica¬ 
tions. 

She  received  a  bachelor  of  religious 
education  degree  from  Northwestern 
University,  Evanston,  Ill.  She  also 
graduated  from  the  Chicago  Training 
School  (now  affiliated  with  Garrett 
Theological  Seminary)  and  studied  at 
Hamline  University,  St.  Paul,  Minn., 
and  Columbia  University. 

t 

Mrs.  Lina  Anderson 

Mrs.  Lina  McMahen  Anderson  was 
ab. the. time  of  her  death  at  Easter, 
the  oldest  member  in  years  of  service 
in  her  church.  Mrs.  Anderson  had  lived, 
in  Magnolia  for  nearly  seventy  years 
and  joined  First  Methodist  Church 
when  she  first  moved  to  Magnolia  to 
make  her  home. 

Friends,  neighbors  and  kinsfolk  rose 
up  to  call  her  blessed.  Her  attend¬ 
ance  at  church  services  was  a  near-' 
perfect  one,  and  her  participation  in 
all  other  activities  was  always  de¬ 
pendable. 

Community  contributions  claimed 
many  hours  of  her  earlier  days.  Her 
large  and  spacious  home  was  always 
open  to  her  family’s  friends  and  colors 
ful  family  groups. 

Surviving  Mrs.  Anderson  are  three 
sons,  Gibson  of  Pine  Bluff,  Mack  and 
Overton  S.,  Jr.,  of  Magnolia;  two 
daughters,  Mrs.  Margaret  Stokes  of  Al¬ 
bany,  N.Y.,  and  Mrs.  Alexander  Cur¬ 
rie  of  Hattiesburg,  Miss.;  a  brother,. 
Gibson  McMahen  of  Tucson,  Ariz., 
eleven  grandchildren  and  thirteen- 
great-grandchildren. 


James  M.  Simpson 

James  M.  Simpson,  pioneer  teacher, 
Sharp  County  official  and  church  lead¬ 
er,  passed  away  at  92  years  of  age. 

Mr.  Simpson  entered  the  teaching 
profession  at  an  early  age,  and  spent 
his  entire  life  in  Sharp  County.  During 
bis  teaching  career  he  was  principal 
of  schools  at  Evening  Shade,  Hardy, 
Poughkeepsie,  Ash  Flat,  Cave  City, 
Sidney  and  Strawberry.  Many  residents 
of  this  area  were  his  pupils  in  former 
years. 

He  was  a  former  county  examiner, 
and  licensed  many  men  and  women 
who  have  made  a  career  of  the  teach¬ 
ing  profession. 

He  served  two  terms  as  County 
Clerk,  three  terms  as  County  Judge, 
and  one  term  as  a  member  of  the  Ar¬ 
kansas  Legislature.  Not  a  politician, 
he  was  elected  to  each  office  by  con¬ 
stituents  who  valued  his  sense  of  hon¬ 
esty,  integrity,  and  his  abilities.  As  he 
approached  retirement  age,  he  engaged 
in  the  real  estate  business. 

Mr.  Simpson  was  a  devoted  member 
of  the  Cave  City  Methodist  Church, 
and  had  served  as  a  member  of  the 
Board  of  Stewards. 

Survivors  include  three  sons,  James 
T.  Simpson,  Eldon,  Mo.,  Dr.  J.  G. 
Simpson,  El  Dorado,  and  Judge  Har¬ 
rell  Simpson,  Pocahontas,  and  five 
grandchildren. 

Funeral  services  were  held  April 
12  at  the  Cave  City  Methodist  Church, 
with  the  Rev.  Gerald  Martin  officiat- 
ing.  f 

James  Vernon  Anderson 

The  Rev.  James  Vernon  Anderson, 
45,  of  Wright,  Ark.,  former  director  of 
the  Wesley  Foundation  in  Conway  and 
pastor  of  a  number  of  churches  in  the 
North  Arkansas  Conference,  died  April 
5  in  the  VA  Hospital  in  Little  Rock. 

He  was  superintendent  of  schools  at 
Plum  Bayou  School  District  near 
Wright.  He  formerly  served  as  pastor 
of  Methodist  churches  at  McHue, 
Greenbrier,  Russellville,  Conway,  May¬ 
flower  and  Oakland.  He  served  as  pas¬ 
tor  of  Wesley  Methodist  Church,  Con¬ 
way,  prior  to  becoming  director  of  the 
Wesley  Foundation. 

He  was  a  veteran  of  World  War  II 
and  had  served  as  a  member  of  the  Na¬ 
tional  Guard  in  Batesville. 

Survivors  include  his  wife,  three 
sons,  James  V.  Anderson,  Jr.  of  Con¬ 
way,  and  Steven  and  David  Anderson 
of  Wright;  his  mother,  Mrs.  Edith  Beel 
Anderson  of  Batesville;  a  brother, 
Luther  Anderson  of  Batesville;  a  sis¬ 
ter,  Mrs.  Betty  Perrin  of  Batesville; 
his  grandmother,  Mrs.  Elizabeth  Beel 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 


of  Batesville;  and  one  grandchild. 

Funeral  services  were  conducted 
April  7  at  Central  Avenue  Methodist 
Church,  Batesville. 

t 

W.  A.  McGuffin,  Sr. 

William  A.  McGuffin  passed  away 
March  30  in  Ouachita  County  Hos¬ 
pital  after  a  brief  illness.  He  was  bora 
in  Marion  County,  Tex.,  September  21, 
1910,  but  had  lived  in  Arkansas  for 
the  past  twenty-five  years. 

Funeral  services  were  held  in  the 
First  Methodist  Church,  Stephens,  with 
the  Rev.  James  R.  Sewell  officiating, 
interment  in  Memorial  Gardens,  Mag¬ 
nolia. 

Buster,  as  he  was  lovingly  known, 
was  a  loyal  Methodist  and  enthusiastic¬ 
ally  supported  every  phase  of  the 
Church’s  work.  He  was  referred  to  as 
the  “preacher’s  friend.”  Through  the 
years  he  served  as  Sunday  School 
superintendent,  taught  classes  of  vari¬ 
ous  age  groups,  served  on  Board  of 
Stewards,  various  committees,  and  rep¬ 
resented  his  church  many  times  at 
Annual  Conference.  He  supported 
school  and  community  activities  and 
was  always  interested  in  the  welfare 
of  the  young  people.  His  philosophy  of 
life  was  “Spread  a  little  sunshine, 
wherever  you  are.” 

He  is  survived  by  his  widow,  Pearle, 
two  sons  William  and  Robert,  at  home, 
two  brothers,  two  sisters,  five  nieces 
and  eight  nephews. 

— Mrs.  W.  A.  McGuffin 

t 

Mrs.  Lillie  Shockley 

Mrs.  Lillie  Mae  Cromwell  Shockley 
of  Tyronza,  Poinsett  County,  Arkan¬ 
sas,  departed  this  life  April  3  at  the 


age  of  92  years.  Funeral  services  were 
held  by  the  Rev.  Victor  Green,  pas¬ 
tor  of  the  Tyronza  Church  where  she 
was  a  member.  She  had  been  a  Meth¬ 
odist  for  75  years. 

She  was  born  July  22,  1874,  in  Sin¬ 
clair  County,  Alabama.  She  came  to 
Arkansas  with  her  parents,  Arthur  and 
Mary  Jane  Cromwell,  when  a  child. 
At  the  age  of  17  she  was  married  to 
James  Marcus  Shockley,  who  preceded 
her  in  death  in  1935.  To  this  union 
were  bom  10  children. 

Her  survivors  include  three  sons, 
Robert  Ivey  Shockley  of  Hot  Springs; 
Arthur  Olin  Shockley  of  Tyronza  (with 
whom  she  made  her  home  for  the  past 
17  years),  and  John  Henry  Shockley 
of  Morrilton;  two  daughters,  Mrs.  Eula 
Taylor  of  Fresno,  California,  and  Mrs. 
Mary  Taylor  of  Imboden;  two  sisters, 
Mrs.  Nannie  Lyerly  of  Leachville  and 
Mrs.  Viola  Nix  of  Harrisburg;  23 
grand-children,  32  great-grandchil¬ 
dren,  and  1  great-great-grandchild,  and 
a  host  of  friends  who  will  also  miss 
her.  She  was  a  lovely  lady  and  was 
respected  by  everyone  who  knew  her. 
— submitted  by  a  daughter-in-law, 
Mrs.  John  Shockley 

t 

BRITISH  SCENE 

(Continued,  from  page  10  J 

The  whole  spirit  of  the  people  of  God 
will  be  the  decisive  factor. 

There  is  time  yet.  The  issues  will 
need  to  be  clarified  even  more  defi¬ 
nitely.  But  in  the  end  those  who  are 
“poised  between  hope  and  fear”  will 
have  to  stand  up  and  be  counted  on 
one  side  or  the  other.  Perhaps  the  de¬ 
cision  will  be  in  the  hands  of  the  de¬ 
mocracy-conscious  Methodists  after 
all,  and  the  pundits  will  be  surprised. 
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Connie  Crofoot  of  Lake  Charles 
was  guest  speaker  at  Lighthouse 
Sub-district  Retreat. 


Lighthouse  Sub-district  Retreat 


Finis  Lowe  presents  a  leather-bound  Methodist 
Hymnal  from  the  Mansfield  First  Methodist 
choir  to  Mrs.  Warren  Harris,  choir  director  for 
many  years  of  faithful  service.  The  presenta¬ 
tion  was  made  in  the  home  of  the  Rev.  and  Mrs. 
Bob  Bengtson. 


Men  of  Lakeview  Methodist  Church,  Minden, 
install  an  air  conditioner  for  Faircloth  Hall, 
the  education  building.  The  Rev.  W.  0.  Lynch, 
Jr.  is  minister. 


Misses  Alice  Walsh,  Judith  Anding,  and  Jo 
Beth  Goode  engage  in  a  ticket  sale  for  the 
MYF  Spaghetti  Supper  at  First  Methodist 
Church,  Baton  Rouge.  The  supper  was  held 
preceding  one  of  the  recent  revival  services. 
Proceeds  will  be  used  for  summer  projects. 


Lighthouse  Sub-district,  Methodist  Youth  Fellow¬ 
ship,  of  the  Ruston  District,  held  its  annual  Week¬ 
end  Retreat  at  Lakeview  Methodist  Church  in  Min¬ 
den.  The  theme — "Can  I  Be  an  IN  Christian?” 


Beth  Brown,  Gail  Garrison,  Greg 
Gramblin  and  Don  Ross  during 
Retreat  Patio  Party. 


Gail  Garrison,  sub-district  president,  leads 
service  of  worship  at  Caney  Lakes  Methodist 
Camp. 


540  persons  gathered  at 
Wesley  Chapel  Methodist 
Church,  Ponchatoula  for 
Roti  Cochon  De  Lait 
(roast  pig  supper).  The 
five  pigs  shown  at  left 
were  roasted  by  the  Rev. 
Carl  Lipe,  pastor,  as¬ 
sisted  by  men  and  boys 
of  the  church.  The  ladies 
provided  other  items  of 
food.  At  right  the  pastor 
carves  the  Cochon  De 
Lait,  while  Mrs.  Lipe 
looks  on.  This  was  the 
biggest  event  anyone  can 
remember  for  Wesley  Cha¬ 
pel. 


The  Junior  Choir  of  the  Merryville  Methodist 
Church  presented  special  music  for  the  Easter 
morning  worship  service,  under  the  direction 
of  Mrs.  Eloise  Carmen  and  Mrs.  Ken  Reviel, 
Jr.  The  Rev.  James  A.  Knight  is  pastor. 
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Briefing  sessions  will  prepare 


Centenary  College  Choir  to  return 


lay  delegates  for  Annual  Conference 


to  New  York's  Radio  City  Music  Hall 


The  Centenary  College  Choir,  which 
established  a  record  by  appearing  for 
nine  weeks  at  Radio  City  Music  Hall 
in  1961,  has  been  invited  to  return 
there  in  June  for  a  second  engagement. 

Dr.  A.  C.  Voran,  founder  and  di¬ 
rector  of  the  globe-trotting  singing  en¬ 
semble,  announced  that  the  invitation 
had  been  received  from  Will  Irwin, 
co-director  of  music  for  the  Rocke¬ 
feller  Center  threatre.  It  was  Irwin 
who  initially  came  to  Shreveport  and 
made  the  arrangements  for  the  first  in¬ 
vitation  six  years  ago. 

Irwin  noted  that  “he  remembered 
how  happily  things  had  gone”  when 
the  choir  performed  in  New  York  in 
1961  and  commented  on  the  musical 
excellence  of  the  organization. 

Although  final  details  have  not  yet 
been  announced  the  engagement  would 
open  on  or  about  June  15  and  and 
will  extend  for  a  minimum  of  six 
weeks. 

Dr.  Voran  has  announced  that  some 
24  voices  from  the  49-voice  choir  have 
been  selected  to  make  the  trip. 

Although  Dr.  Voran  has  not  received 
word  as  to  the  motion  picture  that  will 
be  playing  during  their  engagement, 
nor  what  the  choir’s  exact  program 
will  be,  but  he  said:  “All  we  know 


is  that  we  will  do  our  best  to  maKe 
Shreveport  and  Centenary  College 
proud  of  our  performance  and  to  re¬ 
flect  credit  on  the  city  and  college.” 
t 


Lay  delegates  to  Annual  Conference 
will  be  “briefed”  in  six  training  ses¬ 
sions  this  month. 

The  leaders  will  be  the  district  lay 
leaders;  Tom  Matheny  of  Hammond, 
conference  lay  leader;  Cecil  Bland,  lay 
associate  director  of  the  Area  Office; 
Dr.  Jack  Wilkes,  president  of  Cen¬ 
tenary  College;  and  Dr.  Jolly  Harper 
of  Natchitoches. 

Dr.  Wilkes  will  discuss  the  proposed 


The  National  Council  of  Churches 
and  the  Methodists  of  Louisiana 


“The  climate  in  Louisiana  regard¬ 
ing  the  National  Council  of  Churches 
seems  to  me  to  be  greatly  improved,” 
Dr.  J.  Keith  Mason,  Shreveport,  mem¬ 
ber  of  the  general  assembly  of  the  NCC 
and  active  on  several  of  its  committees, 
told  Dr.  Alfred  A.  Knox  in  an  inter¬ 
view  last  week. 

In  the  discussion  concerning  the 
Council,  Dr.  Mason  and  Dr.  Knox 
worked  out  plans  for  a  regular  feature 
in  the  Louisiana  Methodist  that  would 
deal  with  questions  people  are  ask¬ 
ing  about  the  organization. 

Indicating  that  a  number  of  people 
have  affiliated  themselves  with  the  Na¬ 
tional  Council  in  an  effort  to  oppose 
it.  Dr.  Mason  said,  “Everyone  of  them 
has  become  a  strong  supporter  of  the 


OUR  BISHOP'S  LETTER 


April  29,  1967 


Dear  Louisiana  Methodists: 

I  returned  to  New  Orleans  last  evening  from  attending  the  Annual 
Meeting  of  the  Board  of  Trustees  of  the  Lydia  Patterson  Institute  at  El 
Paso.  While  there,  I  also  participated  in  the  Service  of  Installation  of 
the  new  President,  Dr.  Alfredo  Nanez  and  the  Service  of  Consecration  of 
the  new  gymnasium .  There  is  an  excellent  article  about  Lydia  Patterson 
Institute  and  the  new  President  in  this  week’s  issue  of  The  Louisiana  Meth¬ 


odist.  I  hope  that  everyone  will  read  it  carefully .  This  is  a  new  day  at 
Lydia  Patterson  -  new  buildings,  new  adminstration  and  new  opportunities. 
The  ministry  performed  at  this  school  to  the  more  than  600  students,  75% 
of  whom  come  from  across  the  border,  is  a  thrilling  story  of  Methodist 
missions .  Lydia  Patterson  is  worthy  of  our  support  and  Louisiana  Meth¬ 
odism  is  committed  to  the  undergirding  of  the  work  which  our  church  is 

(Continued  on  page  4) 


gotten  inside  and 
to  his  own  ques- 


NCC  once  he  has 
found  the  answers 
tions.  There  are  so  many  areas  of 
work  that  are  noncontroversial  that  we 
should  call  these  to  the  attention  of 
the  people.” 

Following  the  interview,  it  was  de¬ 
cided  that  the  first  installment  of  the 
question  and  answer  column  should  be 
a  reprint  of  one  that  was  recently 
printed  in  The  Miami  Herald.  This 
column  follows: 

QUESTION:  Does  the  NCC  Speak 
for  Me? 

ANSWER:  No.  The  Council  does 
not  speak  for  individuals.  Its  policy 
statements  are  issued  by  either  the 
triennial  General  Assembly  or  the  in¬ 
terim  General  Board  which  meets  three 
times  a  year.  These  “policy  making” 
bodies  are  comprised  of  officially  ap¬ 
pointed  representates  of  the  30  de¬ 
nominations  which  make  up  the  Coun¬ 
cil’s  membership.  When  these  menand 
women  vote  on  NCC  statements,  they 
act  in  accordance  with  their  own  con¬ 
sciences. 

Most  national  church  bodies  do  not 
claim  that  their  official  positions  on  a 
host  of  religious  and  moral  questions 
represent  a  consensus  of  individual 
members.  And  certainly  the  National 
Council  of  Churches  never  makes  any 
such  claim. 

QUESTION:  What  is  the  NCC  Do¬ 
ing  to  Fight  Communism? 

ANSWER:  The  National  Council 
and  its  member  churches  combat  com¬ 
munism  in  the  effective  and  responsi¬ 
ble  ways  recommended  by  the  assistant 
director  of  the  FBI,  William  C.  Sul- 

( Continued  on  page  4) 


merger  of  the  Methodist  and  Evan¬ 
gelical  United  Brethren  churches  and 
Dr.  Harper,  chairman  of  the  confer¬ 
ence  Advisory  Committee  on  Interjur- 
isdictional  Relations,  will  discuss  the 
resolution  for  the  elimination  of  the 
Central  Jurisdiction.  Dr.  Wilkes  will 
present  the  EUB  merger  proposal  to 
the  Annual  Conference  on  Tuesday 
afternoon,  May  30,  and  Dr.  Harper 
will  present  the  report  of  his  commit- 


Continued  on  page  5 


The  Tri-District  Convocation  on 
Christian  Vocations  was  held  at 
Caney  Lake  Methodist  Camp, 
April  21-22,  for  the  Shreveport, 
Ruston  and  Monroe  Districts.  E. 
A.  Tench,  Jr.  of  the  Shreveport 
District  was  the  director,  the  Rev. 
William  Finnin  of  Ruston  Dis¬ 
trict  was  registrar,  and  the  Rev. 
John  Winn  was  chairman  for  pro¬ 
gram  planning.  This  group  taken 
in  the  camp  kitchen  shows:  (I.  to 
r.)  Don  Ross,  Monroe  District 
MYF  president  and  conference 
vice-president;  Shirley  Barnes, 
Shreveport  District  representa¬ 
tive  on  the  MYF  Council;  Charles 
Langston,  Trinity  Church,  Rus¬ 
ton;  and  John  Holmes,  First 
Church,  Shreveport. 


QditoiiiaQ 


WE  DON'T  DO  AS  WELL  AS  WE  KNOW  IN 
FAMILY  LIVING 

Our  main  problem  in  the  field  of  Christian 
family  life  is  not  in  the  area  of  information 
these  days.  We  have  a  lot  of  knowledge,  and 
more  books  are  coming  from  the  secular  and  re- 
feious  presses  each  week.Every  contemporary  news 
stand  periodical  for  the  past  14  years  must  have 
had  at  least  one  article  on  the  techniques  of 
marriage  or  on  family  problems  in  general.  Yet 
we  have  discovered  that  despite  all  we  know  about 
being  happily  married,  not  all  of  us  are  happily 
married. 

We  are  somewhat  in  the  situation  in  which 
Charley  Brown  found  himself  recently  in  a  “Pea¬ 
nuts’  episode.  He  is  speaking  to  Lucy  about  his 
knowledge  of  kites.  He  said,  “In  kite  flying,  the 
ration  of  weight  to  sail  area  is  very  important. 
This  ration  is  known  as  sail-loading,  and  it  is 
measured  in  ounces  per  square  foot.  For  example, 
a  three-foot  flat  kite  with  a  sail  area  of  four  and 
one-half  square  feet  should  weigh  between  two  and 
three  ounces.”  Lucy  said,  “You  know  a  lot  about 
kites,  don’t  you,  Charley  Brown?”  He  replied, 
“Yes,  I  think  I  can  say  I  do.”  Then  Lucy  asked, 
“Why  is  your  kite  down  the  sewer?” 

With  all  that  we  have  at  our  disposal  for 
telling  ourselves  and  other  people  about  how  to 
organize,  administer  and  be  part  of  a  Christian 
home,  there  is  something  mis  singe.  There  are  more 
remedies  today  for  what  ails  us  than  we  have  ever 
known  and  yet  there  is  more  ailing  us.  We  use 
more  aspirins  and  have  more  headaches;  we  use 
more  tranquilizers  and  have  less  transquility;  we 
use  more  sleeping  pills  and  have  less  sleep;  we  use 
more  time-saving  devices  and  have  less  time.  There 
is  something  missing. 

It’s  a  fact  that  we  can’t  just  call  the  members 
of  our  families  together  and  say,  “Hey,  we’re  going 
to  start  communicating  —  I’ve  just  read  a  new 

More  And  More  Are  Taking  The  Lower  Route 
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book”  anymore  than  we  can  say,  “Hey,  we’re  going 
to  start  making  love  —  I’ve  read  a  new  book.” 
Even  if  we  know  all  the  words  we  are  supposed 
to  say  and  all  the  spots  we  are  supposed  to  touch, 
we  soon  come  to  the  conclusion  that  neither  com¬ 
munication  nor  love  making  nor  happy  family 
living  can  be  reduced  to  a  push-botton  or  computer 
basis.  There  is  a  thing  called  motivation  for  Chris¬ 
tian  family  living,  and  this  missing  ingredient  is 
still  the  object  of  our  search.  National  Family 
Week  is  an  excellent  time  to  travel  on  this  quest 
with  the  other  members  of  our  families. 

It  will  take  this  missing  ingredient  to  crystal- 
lizethe  materials  that  we  have  already  put  into 
the  beaker.  The  catalyst  is  sometimes  more  im¬ 
portant  than  any  of  the  ingredients  being  used  in 
either  the  laboratory  or  the  home. 

There  are  some  new  pressures  on  family  living 
today  —  some  that  have  come  upon  us  quite  re¬ 
cently  —  and  we  had  better  take  a  long,  hard  look 
at  them  during  Family  Week,  1967.  These  new 
pressures  added  to  the  ones  we  already  had  pro¬ 
duce  a  very  explosive  situation,  and  Christians 
should  be  concerned  about  ways  of  meeting  them 
that  will  not  blow  the  whole  institution  apart. 

One  of  the  new  pressures  grows  out  of  recent 
Supreme  Court  decisions  concerning  religion  in  the 
public  schools.  Nearly  everyone  seems  to  agree 
that  religious  training  belongs  in  the  home  anyway. 
How  well  equipped  is  your  home  to  face  this 
responsibility?  Most  of  us  have  not  even  begun  to 
see  this  task  realistically.  The  Church  school  is 
appealing  to  us  to  take  a  team-relationship  with 
the  teacher,  and  yet  so  many  of  us  have  not  even 
begun  to  understand  what  this  is  that  they  are 
asking  us  to  do. 

Then,  with  the  end  of  everything  that  re¬ 
sembles  censorship  of  materials  being  read  and 
viewed  in  movies  and  on  television  has  the  average 
family  done  anything  at  all  about  the  development 
of  some  built-in  controls  that  will  help  our  children 
decide  what  they  will  do. 

We  have  another  new  pressure  called  “the  new 
morality”  —  although  some  have  thought  it  better 
labeled  “the  new  immorality.”  Are  we  ready  to 
discuss  this  objectively  with  our  children?  Are  we 
ready  to  discuss  standards  and  ethics  with  our 
young  people  as  they  leave  for  college?”  What  do 
you  answer  when  your  daughter  says,  “Now  that 
we  have  the  pill  and  pencillin,  is  there  any  valid 
reason  why  we  can’t  do  as  we  please?” 

Christians  are  obligated  to  seek  answers  to 
these  and  many  other  questions.  Why  not  start 
your  quest  during  Family  Week. 


the 

Editor's 

Corner 


An  Experience  in  Low  Finance 

In  this  day  of  company  credit  cards 
and  cross-company  credit  cards  one 
gets  the  impression  that  he  can  buy 
anything  anywhere  regardless  of  wheth¬ 
er  he  has  any  cash.  But  this  editor 
had  an  experience  recently  when  a 
pocket  full  of  cash  proved  inadequate 
for  a  purchase  at  a  Little  Rock  dis¬ 
count  store. 

It  all  happened  like  this.  When  we 
went  out  to  try  to  start  the  power 
mower  for  the  first  time  this  year,  it 
wouldn’t  even  take  one  try  at  running. 
It  had  been  bought  second-hand  last 
year,  so  we  decided  to  “live  it  up” 
and  buy  a  new  one.  One  Friday  eve¬ 
ning  was  dedicated  to  this  task,  and 
after  a  bit  of  shopping  we  found  just 
the  mower  we  wanted  for  $56. 

We  took  the  ticket  and  started 
through  the  checkout  line  and  when 
the  sales  tax  was  added  the  total  was 
two  dollars  more  than  the  cash  in  our 
pocket.  Naturally,  we  asked  for  a  check 
to  pay  for  the  difference  and  were 
informed  that  they  did  not  keep  blank 
checks  for  their  customers.  If  you  bring 
your  own  printed  check  from  home, 
they’ll  take  it,  but  they  will  not  give 
you  one  to  fill  out  once  you  get  there 
two  dollars  short. 

So,  for  the  lack  of  two  bucks  — 
and/or  a  blank  check  a  $56  sale  was 
shot.  EPILOGUE:  No,  we  didn’t  go 
back  there  to  get  the  lawn  mower. 
We  bought  it  somewhere  else. 

PLANE  TALK:  A  seatmate  on  a 
plane  sometime  ago  told  of  the  man 
who  was  awaiting  word  from  his  at¬ 
torney  about  a  case  in  another  city. 
Finally,  the  lawyer  sent  him  a  tele¬ 
gram  which  said,  “Justice  has  been 
done.”  The  client  immediately  wired 
back,  “Start  appeal  at  once.” 


The  work  of  an  evangelizing  minis¬ 
ter  comes  to  naught  unless  the  repen¬ 
tant  sinner  is  made  to  feel  at  home  by 
his  converted  brethren. 
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Dr.  Marney 


LAKE  JUNALUSAKA,  N.C.— One 
of  the  South’s  most  respected  Baptist 
leaders  has  been  named  director  of  an 
ecumenical  center  for  ministers  and 
laymen  being  organized  at  the  Lake 
Junaluska  Methodist  Assembly. 

He  is  Dr.  Carlyle  Marney,  former 
pastor  of  Myers  Park  Baptist  Church  in 
Charlotte,  North  Carolina. 

The  center,  which  will  be  known  as 
Interpreter’s  House,  will  utilize  the  As¬ 
sembly’s  Lambuth  Inn  on  a  year-round 
basis,  serving  men  of  all  faiths  and 
races. 

Dr.  J.  Manning  Potts,  executive  di¬ 
rector  of  the  Assembly,  considers  es¬ 
tablishment  of  Interpreter’s  House  as 
“the  most  significant  development  in 
the  54-year  history  of  this  World  Meth¬ 
odist  Center.” 

It  will  be  a  “way  station”  where 
clergy  and  laity  may  search  for  mean¬ 
ing  in  their  own  lives,  probing  a  con¬ 
viction  upon  which  Dr.  Marney  has 
based  his  ministry:  lay  people  must  find 
their  own  manhood  become  the  min¬ 
istry  of  the  Church  in  the  world. 

Dr.  Marney  resigned  the  Charlotte 
pastorate  two  weeks  ago  which  he  had 
served  for  almost  9  years.  He  was  sen¬ 
ior  minister  of  a  six-minister  staff  for 
a  congregation  of  1,700  persons. 

Dr.  Marney  is  vice  president  at- 
large  of  the  National  Council  of 
Churches,  a  member  of  the  National 
Advisory  Commission  on  Rural  Pover¬ 
ty,  associate  editor  of  the  Religious 
Book  Club,  and  author  of  numerous 
books,  the  latest  entitled  “The  Car¬ 
penter’s  Son,”  published  this  year. 

In  reality,  Dr.  Marney  has  been 
named  to  direct  an  institution  founded 
to  teach  people  the  world  over  what 
he  tried  so  hard  to  teach  his  congrega¬ 
tions  as  a  pastor. 

“The  aim  of  the  Myers  Park 
Church,”  he  told  his  last  congregation 
in  a  recent  series  of  sermons,  “is  not 
to  enlist  its  laymen  in  the  service  of 
the  Church.  Our  aim  is  to  put  our  lay¬ 
men,  as  theological  competents,  in  the 
service  of  the  world. 

“In  this  process  of  beating  down  .  .  . 
evil,  we  Christians  have  been  given  a 
mighty  weapon  —  the  conviction  that 
the  Mai  Christ  can  make  us  whole; 
and  that  men  who  are  being  made 
whole  can  create  a  well  society  aiming 
to  keep  world(liness)  out  and  aiming 
to  bring  the  world  in.” 

Dr.  Marney  tags  “utterly  false”  the 
ideas  that  (1)  Christians  cannot  help 
men  overcome  evil  unless  they  can 
first  get  them  into  the  church  and  (2) 
the  church  “ought  to  be  as  well  or¬ 


■  Ecumenical  Center  for  ministers  and  laymen 
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ganized  and  as  successful  as  General 
Motors.” 

“I  preached  myself  out  of  the  pul¬ 
pit  of  the  plushest  church  in  the  South. 
I  reached  the  point  that  to  stay  would 
have  been  a  contradiction.” 

He  found  that  he  could  not  teach 
others  to  do  what  he  was  not  prepared 
to  do  himself. 

So  Dr.  Marney  resigned  his  pastor¬ 
ate  and  accepted  the  post  as  director 
of  Interpreter’s  House,  which  was 
founded  last  month.  It  had  sprung  from 
conversations  about  his  convictions 
with  a  number  of  Methodist  leaders 
in  the  Southeastern  Jurisdiction. 

Interpreter’s  House  is  a  name  taken 
from  PILGRIM’S  PROGRESS.  It  de¬ 
noted  a  way  station  where  Pilgrim 
stopped — “a  place,”  Dr.  Marney  says, 
“where  a  man  could  go  and  nobody 
would  kick  him  out.  They’d  let  him 
stay  and  listen  to  him.  They  had  things 
to  give  him  to  help  him  on  his 
journey.” 

The  Lake  Junaluska  Interpreter’s 
House  “will  be  like  that,”  Dr.  Marney 
says. 

“We’re  as  interested  in  laymen  as 
we  are  in  preachers.  We’re  interested 
in  the  whole  region,  not  just  the 
church.  We’re  interested  in  people  who 
have  power,  who  can  influence,  but 
we’re  also  interested  in  those  who  can’t. 

“It’s  not  a  school,  not  a  seminary, 
and  we  don’t  intend  it  to  be  a  uni¬ 
versity,  although  it  will  utilize  some 
brilliantly  trained  men  from  the  best 
universities  and  seminaries  in  the  coun¬ 
try. 

“We  have  discovered  that  something 


terrible  happens  to  a  pastor  10  or  20 
years  out  of  school.  He  has  ‘bought’ 
his  culture.  He  is  no  longer  a  real 
chaplain.  Mostly  he  blesses  the  things 
that  are  already  there.  He  tends  to 
accept  the  world  as  he  finds  it. 

“The  same  thing  happens  to  every 
layman;  it’s  just  not  as  obvious. 

“We’re  not  so  much  interested  in  ad¬ 
jectives,  such  as  Baptist  or  Methodist, 
Catholic  or  Jew.  We’re  interested  in 
nouns — things  like  man  and  church, 
not  Baptist  or  Methodist  man  or  Bap¬ 
tist  or  Methodist  Church.” 

Although  it  will  serve  the  clergy  and 
laymen  across  the  nation,  the  greatest 
effect  of  Interpreter’s  House  is  expect¬ 
ed  to  be  in  the  South,  especially  the 
rural  South.  A  pastor  for  26  years. 
Dr.  Marney  will  serve  as  director  only 
the  first  year,  giving  up  the  reins  later 
to  become  director  of  studies. 

Fourteen  guest  lecturers  will  come 
to  Lambuth  Inn  each  year  to  address 
the  seminars.  Dr.  Marney  is  currently 
forming  a  Board  of  Fellows,  which  will 
govern  Interpreter’s  House.  The  first 
seminars  will  be  held  in  October  this 
year. 

Dr.  Marney  credited  Dr.  Potts  and 
Bishop  Earl  Hunt,  resident  bishop  of 
the  Western  North  Carolina  Confer¬ 
ence,  with  “the  energy  and  interest 
necessary  to  bring  what  was  just  an 
idea  into  real  existence.  Without  the 
hard  work  of  both.  Interpreter’s  House 
could  not  have  happened.” 

t 

What  you  bring  away  from  the  Bible 
depends  to  some  extent  on  what  you 
carry  to  it.  —  Oliver  W.  Holmes 


PHILADELPHIA  —  Awards  of  Merit  were  presented  by  the  Religious  Publ 
Relations  Council  to  four  secular  groups  for  outstanding  contributions  to  re 
gion  through  communications.  Shown  at  the  awards  ceremony  at  the  RPRC 

38th  annual  meeting  in  Philadelphia  are:  back  row  from  left _ Joel  Hell< 

producer  of  the  CBS  Radio  news  weekly  program,  "The  World  of  Religion 
Dr.  R.  Dean,  Goodwin  of  the  American  Baptist  Convention,  who  presented  t 
awards;  G.  B.  McCombs,  senior  vice-president  of  Curtis  Publishing  Co.,  wl 
accepted  for  the  Advertising  Council;  and  George  Dugan,  religion  reporter 
The  New  York  Times.  Front  row  from  left:  Edward  B.  Fiske,  also  a  religi 
reporter  for  the  Times  who  accepted,  with  Mr.  Dugan,  the  award  to  their  pap* 
Mrs.  Helen  Derr,  religion  editor  of  the  Alexandria,  La.,  Daily  Town  Talk-  ai 
George  Moymhan  of  KPIX-TV,  for  his  program  “In  the  Marketplace.”  'Mr 
Derr,  Mr.  Fiske  and  Mr.  Dugan  were  made  “‘Fellows”  of  the  RPRC.  (Rl 
Photo) 


DAILY  BIBLE  BEADING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

May  7 — Sunday  Matthew  28:1-20 
May  8  Mark  12:13-27 

May  9  Luke  3:15-22 

May  10  . John  3:1-21 

May  11  .  John  3:22-36 

May  12  .  John  5:19-30 

May  13  . John  9:1-41 

May  14 — Sunday . Acts  2:1-13 


Use  of  "all  sources 
of  music"  recommended 

DALLAS,  Texas — A  recommenda¬ 
tion  that  Methodist  churches  make 
“appropriate  use  of  all  the  sources  of 
music,  both  traditional  and  contem¬ 
porary,”  was  issued  here  April  12  by 
the  denomination’s  Commission  on 
Worship. 

At  the  same  time,  the  commission 
said  that  the  “church  also  is  called 
afresh  to  be  concerned  with  all  the 
arts  and  to  encourage  artists  in  giving 
.expression  to  spiritual  understanding.” 
Bishop  Lance  Webb,  Springfield,  HI., 
chairman  of  the  commission,  said  that 
the  reference  to  “all  sources  of  music” 
include  jazz,  folk  music,  and  instru¬ 
ments  such  as  guitars,  drums,  trumpets 
and  other  wind  and  string  instruments, 
in  addition  to  the  traditional  organ 
and  piano. 

In  adopting  the  resolution  urging 
consideration  for  contemporary  as  well 
as  traditional  music,  the  commission 
said  that  it  would  give  continued  study 
to  standards  for  use  of  contemporary 
music  in  the  church  with  particular 
reference  to  liturgical  music. 

NCC  SOCIAL  JUSTICE 
DEPARTMENT  ISSUES  WARNING 

NEW  YORK,  N.Y.,  April  17— A 
statement  unanimously  adopted  by  the 
Department  of  Social  Justice,  National 
Council  of  Churches,  warns  against 
allowing  “attacks”  on  Dr.  Martin  Luth¬ 
er  King’s  Vietnam  stand  to  divert  at¬ 
tention  from  the  issue  of  what  priority 
the  nation  is  giving  to  the  needs  of 
the  poor  and  non-white  at  home  and 
abroad. 

The  statement  adopted  Apr.  14, 
said  that  “while  there  are  differences 
of  opinion  regarding  the  moral  char¬ 
acter  of  the  war  in  Vietnam  and  other 
military  developments,  there  is  evi¬ 
dence  that  continued  expansion  of  the 
war  is  destructive  of  those  programs 
designed  to  improve  the  plight  of  the 
disinherited  within  the  nation  and  to 
meet  the  needs  of  the  developing  na¬ 
tions  across  the  world. 

“It  is  also  clear  that  the  war  in 
Vietnam  does  place  a  disproportionate 
burden  upon  all  who  are  poor  and 
non-white.  For  example,  the  high  per¬ 
centage  of  Negroes,  Spanish  Americans 
and  Indians  on  the  firing  lines  of  Viet¬ 
nam  is  a  great  injustice.  While  the 
factors  which  produce  this  situation 
are  complex,  there  can  be  little  ques¬ 
tion  but  that  the  war  does  impose  upon 
the  least  powerful  in  our  society  a  tre¬ 
mendous  and  growing  burden.  This 
condition  must  be  changed  by  meeting 
it .  at  the  points  where  the  injustice 
originates  and  not  merely  addressing 
symptoms.” 
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Architect’s  drawing  of 
the  new  church  building 
under  construction  at 
Raymond.  Paul  B.  Rit¬ 
ter,  Lake  Charles,  is  the 
architect. 


New  building  ahead  for  Raymond  Church 


Speakers  for 
Briefing  sessions 


Wilkes  Matheny 


Harper  Bland 


"Action  Week-end" 
at  Monroe 


At  the  recently  held  church  and 
quarterly  conferences,  conducted  by  the 
Rev.  Ollie  Golson,  pastor,  the  con¬ 
gregation  of  the  Raymond  Methodist 
Church  of  the  Raymond  community 
near  Hathaway,  voted  to  go  forward 
on  it’s  proposed  building  program. 

The  new  church  and  Sunday  School 
class  rooms  will  be  constructed  on  the 
present  site  of  the  now  existing  church 
which  has  served  as  a  familiar  land 
mark  for  over  75  years. 


The  new  structure  will  contain  ap¬ 
proximately  5,000  square  feet  of  floor 
space  and  will  be  centrally  air-condi¬ 
tioned  and  heated,  according  to  Mr. 
Golson.  The  capacity  of  the  new  sanc¬ 
tuary  will  be  approximately  200,  and 
will  be  constructed  of  brick  veneer. 
The  Sunday  School  class  rooms  will  be 
in  the  rear  of  the  sanctuary,  thus  giv¬ 
ing  the  structure  an  “L”  shape. 

The  Raymond  Methodist  Church 
Building  Fund  has  been  established  and 


anyone  wishing  to  make  contributions 
and/ or  contributions  as  memorials  may 
do  so  by  contacting  Mr.  Golson  or  by 
mailing  them  to  the  building  fund  in 
care  of  Mrs.  H.  E.  Jester,  treasurer, 
Route  1,  Box  26,  Jennings,  Louisiana, 
or  to  any  member  of  the  congregation. 
In  Jennings  you  may  contact  Elmer  L. 
Doucet  Room  7,  Zigler  Building. 

Paul  B.  Ritter  of  Lake  Charles  is 
the  designer  of  the  new  building  and 
is  architect  for  the  program. 


This  is  part  of  the  group  of  laymen  who  participated  in  “Action  Week¬ 
end  recently  at  Memorial  Methodist  Church,  Monroe.  It  was  the  culmina¬ 
tion  of  many  experiences  that  began  in  the  church  during  a  Lay  Witness 
Mission  last  fall.  From  those  experiences,  11  renewal  groups  were  formed 
for  study,  sharing,  prayer  and  witness.  In  preparation  for  "Action  Week¬ 
end,  all  members  of  these  groups  were  invited  to  come  together  for  five 
Sunday  evenings.  Study  followed  the  outline  of  "An  Experimental  Hand¬ 
book  for  Christian  Involvement  ’  by  Ben  Johnson.  Following  this  period, 
the  leaders  gave  their  witness  to  other  members  of  the  church  during  "Ac¬ 
tion  Week-end”  in  various  group  meetings.  The  pastor  is  the  Rev.  Ira 
W.  Flowers. 


from  page  one  Bishop's  Letter 

carrying  on  there.  Mrs.  George  W.  Dameron  and  the  Reverend  Fred 
Flurry  are  the  Trustees  from  the  Louisiana  Annual  Conference. 

I  enjoyed  my  visit  on  last  Sunday  to  Jefferson  Methodist  Church  in 
New  Orleans,  where  the  Reverend  Donald  J.  Hall  is  the  minister.  This 
was  a  preaching  service  with  no  dedications .  We  had  a  fine  attendance 
for  the  service  and  an  optimistic  spirit  is  in  evidence  at  Jefferson.  I  am 
grateful  to  Dr.  Carl  Lueg,  Superintendent  of  the  New  Orleans  District, 
for  arranging  for  me  to  be  with  this  congregation . 

I  am  to  be  at  Broadmoor  Church  at  Baton  Rouge  on  next  Sunday  and 
shall  write  you  next  week  about  the  progress  being  made  there. 

Sincerely, 


from  page  one 

The  National  Council  of  Churches 


livan,  in  his  well-known  address  on 
“Communism  and  Religion  in  the  U.S.” 
He  suggested,  “Eradicate  the  causes  of 
communism  in  local  communities. 
They  include  disease,  illiteracy,  eco¬ 
nomic  dislocation,  social  injustices,  so¬ 
cial  discrimination,  political  corrup¬ 
tion,  educational  inadequacies,  psycho¬ 
logical  maladjustments,  philosophical 
materialism,  religious  anemia  and 
moral  decadence,  personal  and  social.” 

QUESTION:  Does  the  NCC  Main¬ 
tain  a  Lobby  in  Washington? 

ANSWER:  No.  The  Council’s  Wash¬ 
ington  office  exists  to  inform  the 
churches  about  the  activities 
of  the  government  in  all  three 
branches,  to  coordinate  staff  activities 
with  those  of  other  agencies  in  the 
national  capital,  and  to  provide  infor¬ 
mation  about  the  churches  and  the 
Council  to  interested  persons  in  the 
District  of  Columbia. 

Any  organization  devoting  a  sub¬ 
stantial  portion  of  its  working  time 
and  more  than  five  per  cent  of  its 
budget  to  securing  the  passage  of  legis¬ 
lation  is  required  to  register  as  a  lobby. 
The  National  Council  has  never  been 
required  to  register. 


Dr.  Keith  Mason,  Left,  and  Dr. 
Alfred  A.  Knox,  right,  discuss 
the  image  of  the  NCC  in  Louisiana 


QUESTION:  Is  the  NCC  Against 
Prayer  in  the  Public  Schools? 

ANSWER:  The  National  Council 
supports  the  Supreme  Court  ruling.  It 
is  opposed  to  maintaining  precedents 
under  which  future  governments  could 
seek  to  impose  a  particular  religious 
belief  through  public  institutions. 

But  the  Council  nonetheless  holds 
the  decisionwhetheno  permit  prayers 
on  “special  occasions”  in  public  schools 
should  be  left  up  to  the  local  boards 
of  education.  Most  churches  agree  with 
the  court  that  the  proper  place  for 
spiritual  nurture  are  the  home  and 
church  or  synagogue. 

QUESTION:  Does  the  NCC  Recom¬ 
mend  a  UN  Seat  for  Red  China? 

ANSWER:  If  mainland  China  could 
be  seated  without  ousting  the  Repub¬ 
lican  government  on  Taiwan  or  other¬ 
wise  jeapordizing  its  position,  yes. 

The  Council  recognizes  that  it  is 
unrealistic  to  exclude  oneTfourth  of 

Continued  on  page  5 
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A  CHECK  FOR  ONE  THOUSAND 
dollars  was  received  by  the  Lisbon 
Church  from  the  estate  of  Miss  Eunice 
Meadows.  At  Memorial  Day  services 
in  the  Lisbon  Church,  April  22,  the 
sermon  was  brought  by  the  Rev.  A.  L. 
Meadows,  pastor  of  First  Methodist 
Church,  Greenville,  Mississippi.  Mr. 
Meadows  is  the  nephew  of  Mrs.  Alvem 
Killgore,  member  of  the  Lisbon 
Church,  of  which  the  Rev.  C.  Ed. 
Henkel  is  pastor. 

GOVERNOR  JOHN  McKEITHEN 
was  guest  speaker  at  the  family  fel¬ 
lowship  hour  in  First  Church,  Baton 
Rouge,  April  23.  His  topic  was  “Ethics 
in  Government.”  Dr.  Dana  Dawson, 
Jr.  is  pastor. 

TOM  MATHENY,  attorney  of  Ham¬ 
mond  and  conference  lay  leader,  was 
guest  speaker  at  the  Lay  Revival  held 
in  the  DeQuincy  Church  the  weekend 
of  April  21-23.  The  Rev.  Raymon 
Crofoot,  pastor  of  Fairview  and  Sweet- 
lake  Churches,  was  song  leader  and 
directed  the  all-male  choir.  The  Rev. 
Garland  Dean,  Jr.  is  the  pastor. 

MRS.  EMILY  TAYLOR  is  directing 
the  church-wide  study  concerning  “Af¬ 
fluence  and  Poverty”  being  held  in 
Jefferson  Church,  New  Orleans,  where 
the  Rev.  Donald  Hall  serves  as  pastor. 
William  Van  Santen  had  charge  of 
program  for  family  night  fellowship  in 
that  church,  April  26. 

THE  REV.  WAYNE  SMITH,  Wes¬ 
ley  Foundation  director  at  University 
of  Southwestern  Louisiana,  and  a  dep¬ 
utation  team  of  students  led  the  eve¬ 
ning  worship  service,  April  23,  in 
Crowley  First  Church  where  the  Rev. 
W.  D.  Boddie  serves  as  pastor. 

J.  E.  NEY  reported  to  the  Lake 
Charles  D.M.A.  Club  April  26,  on  the 
state  meeting  of  senior  citizens  that 
he  attended  in  Baton  Rouge.  An  add¬ 
ed  feature  of  the  program  was  a  trav¬ 
elogue  of  her  western  trip  by  Miss  Judy 
Mayo. 

THE  ISTROUMA  YOUNG  at  Heart 
Club  celebrated  the  sixth  anniversary 
at  a  party  on  April  26  in  the  Istrouma 
Church,  of  which  the  Rev.  Marvin  H. 
Corley  is  pastor.  Members  of  the  North 
Baton  Rouge  D.M.A.  Club  were 
guests. 

UNDER  THE  COMBINED  AUS¬ 
PICES  of  the  Slidell  Church  Commis¬ 
sion  on  Christian  Social  Concerns  and 
the  Woman’s  Society  of  Christian  Ser¬ 
vice,  Mrs.  Harold  Hine  of  the  Lou¬ 
isiana  Moral  and  Civic  Foundation  ad¬ 
dressed  parents  at  Southside  Elemen¬ 
tary  School  on  May  2. 

THE  REV.  GEORGE  W.  ROSS,  pas¬ 
tor  of  Asbury  Church  in  Lafayette, 
was  guest  evangelist  for  a  revival  in 
Asbury  Church  in  Little  Rock,  Arkan¬ 
sas,  the  week  of  April  16.  Mr.  Ross 
was  a  seminary  classmate  of  the  host 
pastor,  the  Rev.  Ed  Hollenbeck. 


RECENT  ACTIVITIES  IN  HORSE¬ 
SHOE  Drive  Church,  Alexandria,  in¬ 
clude  a  dedication  of  new  sanctuary 
furnishings  by  Lafayette  District  Su¬ 
perintendent  J.  H.  Bowdon,  Sr.  on 
April  30;  Salvation  Army  Captain  Mc¬ 
Farland  spoke  on  April  23  in  con¬ 
nection  with  the  church-wide  mission 
study  of  “Affluence  and  Poverty,” 
arranged  by  Mrs.  George  Weego,  chair¬ 
man  of  the  Commission  on  Missions; 
Race  Relation  Day  observance  on 
April  16,  with  Tom  Matheny  of  Ham¬ 
mond,  conference  lay  leader,  as  guest 
speaker.  The  Rev.  Louis  Coppage  is 
pastor  of  Horseshoe  Drive  Church. 

THE  TWIN  CITY  (Monroe  and  West 
Monroe)  Golden  Maturity  Circles  held 
a  joint  meeting  in  Southside  Church 
on  April  25.  Mrs.  R.  C.  Kester,  pres¬ 
ident,  presided.  The  speaker  was  the 
Rev.  E.  W.  Sandel,  pastor  of  Claiborne 
Church. 

THE  REV.  A.  L.  DICKERSON 
preached  at  First  Church  in  Jennings 
on  Sunday  evening,  April  23.  Mr. 
Dickerson  is  a  retired  Methodist  min¬ 
ister  now  residing  in  Jackson,  Tennes¬ 
see.  His  son,  Leroy  Dickerson,  is  a 
member  of  the  Jennings  Church  and 
serves  on  the  Official  Board.  The 
pastor  is  the  Rev.  Angus  Lee  Carruth. 

DR.  W.  P.  GREENLEE,  professor 
at  McNeese  State  College,  discussed 
the  topic  “God  is  Dead”  when  Meth¬ 
odist  Men  of  First  Church,  Lake 
Charles,  at  the  April  18  dinner  meet¬ 
ing.  Dr.  George  Pomeroy  is  their  pas¬ 
tor. 

THE  GRAYSON  METHODIST 
CHURCH  invites  all  its  members, 
friends  and  officials  to  attend  open 
house  at  its  new  parsonage  Sunday, 
May  7,  between  the  hour  of  3-4:30 
p.m.,  after  which  Bishop  Aubrey  G. 
Walton  will  have  the  consecration  ser¬ 
vice  at  the  church.  The  Rev.  Cecil 
V.  Mims  is  pastor  at  Grayson. 


NAPOLEON  AVENUE  CHURCH, 
New  Orleans,  will  commemorate  the 
125th  anniversary  of  its  organization 
on  Sunday,  May  7,  from  9:30  a.m. 
until  noon.  Among  the  guests  will  be 
Dr.  Phil  Deshchner,  who  was  pastor  at 
the  time  the  present  sanctuary  was 
constructed  in  1921,  and  the  Rev.  A. 
A-  Leifeste,  who  was  the  presiding 
elder  at  that  time.  The  present  pastor 
is  the  Rev.  Don  Alverson. 

TRINITY  CHURCH  IN  RUSTON 
has  scheduled  a  Family  Fun  Frolic 
for  Tuesday,  May  9.  The  church  fam¬ 
ily,  including  Tech  Students,  will  be 
entertained  by  junior  high  youth  at 
6  p.m.,  and  afterwards  will  have  sup¬ 
per  on  the  church  lawn.  The  Family 
Life  Committee,  Mrs.  Allen  Barksdale, 
Chairman,  is  in  charge  of  arrange¬ 
ments.  The  Rev.  Douglas  L.  McGuire 
is  pastor. 

THE  BROADMOOR  MYF,  Shreve¬ 
port,  is  sponsoring  two  performances 
of  a  talent  show,  “A  Night  in  Old 
New  Orleans,”  May  5  and  6.  High 
school  seniors  will  be  honored  by  the 
Woman’s  Society  at  a  banquet  follow¬ 
ing  the  Sunday  morning  service,  May 
7.  The  Rev.  Robert  B.  Crichlow  is 
pastor. 


Three  generations  of  Scouting 
are  represented  as  the  Rev.  S.  A.  See- 
gers,  left,  joins  his  son,  Sidney  (an 
Eagle  Scout  himself),  in  the  presenta¬ 
tion  of  an  Eagle  Badge  to  their  son 
and  grandson.  Bob  Seegers.  Sidney, 
Jr.  and  Bob  are  also  members  of  the 
Order  of  the  Arrow. 

ST.  PAUL’S  CHURCH  of  New  Or¬ 
leans  is  climaxing  a  3-year  “Forward 
for  Christ”  stewardship  crusade  this 
week.  May  7  will  be  Crusade  Sunday 
with  a  dedication  for  workers  at  8:30 
and  11  a.m.  services.  Following  lunch 
at  the  church  under  direction  of  Mrs. 
Ben  Wolverton,  Jr.,  workers  will  visit 
members  in  behalf  of  the  crusade 
theme  “A  time  for  dedication  to  give 
your  prayers,  your  presence,  your  ser¬ 
vice,  your  gifts.”  General  chairman  is 
A.  R.  Henderson;  Robert  McCarty, 
Jr.  is  canvass  chairman.  They  are  as¬ 
sisted  by  co-chairmen:  Joseph  E. 
Smith,  William  R.  Roberts,  Norman 
Weaver,  James  Mandell,  Thomas  Den¬ 
man,  Samuel  Alleman,  and  16  co¬ 
captains. 

Matheny  on  committee 
for  Prayer  Breakfast 

Tom  H.  Matheny,  a  Hammond  law¬ 
yer,  has  been  invited  to  serve  on  the 
committee  for  the  Governor’s  Prayer 
Breakfast. 

He  is  lay  leader  of  the  Louisiana 
Methodist  Conference. 

The  Governor’s  Prayer  Breakfast, 
patterned  after  the  Presidential  Prayer 
Breakfast  held  for  15  years  in  the  na¬ 
tion’s  capital,  is  held  annually  in  Bat¬ 
on  Rouge  with  constitutional  officers, 
members  of  the  Legislature  and  Su¬ 
preme  Court,  and  other  business  and 
professional  leaders  in  attendance. 

The  committee  of  which  Matheny  is 
a  member  is  formed  for  this  one  event, 
in  the  role  of  sponsor. 

The  breakfast  will  be  Monday,  May 
8,  at  the  Jack  Tar  Capitol  House. 


Board  of  Education 

The  Louisiana  Conference 
Board  of  Education  will  have  a 
called  meeting  Wednesday,  May 
10,  from  10  a.m.  to  4  p.m.  at 
the  First  Methodist  Church  in 
Alexandria. 


AN  UNUSUAL  CLASS 

The  Greenwood  Church,  Shreveport 
District,  was  the  scene  of  an  unusual 
and  encouraging  experience  on  Palm 
Sunday.  A  class  equal  to  over  ten  per¬ 
cent  of  the  total  membership  of  tho 
church  was  brought  into  its  fellowship 
on  that  day.  Twenty-two  young  people 
had  met  for  special  study  on  the  mean¬ 
ing  and  value  of  church  membership 
during  four  weeks  before  Palm  Sunday. 
The  minister,  the  Rev.  C.  B.  Krum- 
now,  states  that  this  was  the  largest 
class  ever  received  during  his  ministry, 
and  that  this  large  group  of  youth 
give  encouragement  to  the  future  of 
the  church  in  Greenwood. 

t 
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BRIEFING  SESSIONS 

tee  at  11  a.m.  Wednesday,  May  31. 

The  schedule  for  the  pre-conference 
training  sessions  follows: 

May  11,  St.  Luke’s  Church, 
Shreveport. 

May  15,  Franklin,  Lafayette 
District. 

May  16,  First  Church,  Alexandria. 

May  17,  Kenner,  for  New  Orleans 
and  Baton  Rouge  districts. 

May  18,  Simpson  Church,  Lake 
Charles. 

May  22,  Wesley  Foundation, 

Ruston,  for  Ruston  and  Monroe 
districts. 

The  district  lay  leaders  are  V.  J. 
French,  Jena;  O  W.  Marrs,  Baton 
Rouge;Wayne  Gilmore,  Opelousas;  Al¬ 
lan  Collette,  Jr.,  Lake  Charles;  Pete  . 
Medak,  Monroe;  Roy  D.  Simons,  New 
Orleans;  Robert  C.  Smith,  Springhill; 
and  Dudley  Snow,  Shreveport, 
t 
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NATIONAL  COUNCIL 

the  world’s  people  from  the  official 
family  of  nations,  but  nevertheless 
condemns  the  “increasing  belligerence” 
of  mainland  China’s  present  govern¬ 
ment. 

QUESTION:  Does  the  NCC  Recom¬ 
mend  U.S.  Recognition  of  Red  China? 

ANSWER:  No.  It  has  urged  the 
President  to  appoint  a  special  com¬ 
mission  for  the  purpose  of  studying 
this  question. 

QUESTION:  Has  the  NCC  Called 
for  Withdrawal  of  U.S.  Troops  from 
Vietnam? 

ANSWER:  No.  In  December,  1965, 
it  urged  cessation  of  bombing  in  the 
north  to  promote  an  atmosphere  more 
conducive  to  peace  talks.  A  few  weeks 
later,  bombing  ceased  for  Christmas, 
and  U.S.  planes  remained  on  the 
ground  for  more  than  a  month.  But 
this  failed  to  bring  Hanoi  to  the  con¬ 
ference  table. 

The  Council  stated  that  Christian 
conscience  cried  out  in  agony  against 
the  human  suffering  and  death  now 
being  inflicted  by  war  in  Southeast 
Asia.  It  called  for  the  quickest  pos¬ 
sible  end  to  the  fighting,  but  did  not 
presume  to  write  foreign  policy  for 
the  United  States  government. 


God  needs  big  men  to  match  his 
mountains,  but  bigger  men  to  match 
his  cities. 
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By:  Alfred 


LESSON  FOR  MAY  14:  God  Will  Prevail 

BACKGROUND  SCRIPTURE:  Act  5:12-42 

MEMORY  SELECTION:  I  know  that  thou  canst 
do  all  things,  and  that  no  purpose  of  thine  can 
be  thwarted.  (Job  42:2) 

AIM  OF  THE  LESSON:  To  help  today’s  adults 
recognize  that  God’s  purposes  have  never  been 
thwarted  in  history,  and,  in  the  light  of  this 
conviction,  to  give  first  place  to  God’s  will  in 
their  own  lives. 


*  *  * 


Some  of  our  lessons  are  built  around  the  total 
outline  of  the  Biblical  material  under  discussion, 
but  today  there  are  two  points  that  stand  out  like 
mountain  peaks,  so  that  it  is  hard  to  see  the  rest 
of  the  scenery  in  this  section  of  the  fifth  chapter 
of  Acts. 

*  The  first  high  point  comes  at  that  moment  when 
the  Jewish  authorities  finally  communicate  to  the 
Christian  leaders  that  they  are  not  playing  as  they 
threaten  serious  reprisals  if  they  speak  anymore  of 
Jesus.  You  remember  their  reply;  “We  must  obey 
God  rather  than  man.”  (5:29)  The  second  peak  is 
the  story  of  the  Pharisee  named  Gamaliel  who  stood 
in  the  Council  at  the  risk  of  his  own  career,  and 
urged  them  not  to  use  sanctions  against  the  Chris¬ 
tians,  saying:  “if  this  plan  or  this  undertaking  is 
of  men,  it  will  fail,  but  if  it  is  of  God,  you  will 
not  be  able  to  overthrow  them.  You  might  even  be 
found  opposing  God.”  (5:38  and  39) 

History  has  a  way  of  vindicating  the  ultimate 
realities  and,  although,  we  sometimes  grow  very  im¬ 
patient  because  God’s  will  seems  to  take  such  a  long 
time  in  coming  to  pass,  we  can  learn  something 
from  these  words  of  Gamaliel.  Most  of  us  do  not 
want  to  wait  for  anything,  but  if  we  are  serious 
in  wanting  to  witness  for  God  in  our  time  we  will 

develop  this  trait  of  patience. 

*  *  * 

THE  SETTING  OF  THE  NEW  CONFLICT 

We  are  told  that  great  drama  is  always  built 
around  conflict.  If  this  is  true,  then  Acts  is  a  dra¬ 
matic  book.  Here  we  are  with  the  apostle  today  in 
their  fourth  major  tilt  with  the  Jewish  leaders.  You 
will  recall  that  each  of  these  occasions  has  seen 
mounting  tension.  Now  we  are  very  close  to  a  major 
break.  In  the  material  that  immediately  precedes  our 
background  scripture  we  were  told  of  the  first  mi¬ 
raculous  escape  of  Christians  from  a  jail  cell.  This 
time  there  was  a  new  seriousness  about  the  con¬ 
frontation. 

The  Bible  is  filled  with  stories  of  escapes  — 
Moses  escaped  from  Pharaoh,  Jeremiah  escaped 
from  the  bottom  of  a  well,  Daniel  escaped  from  a 
lion’s  den,  and  Jonah  from  the  belly  of  a  whale. 
It  is  a  narrative  about  the  narrow  escapes  of  men 
from  sin — and  of  those  who  did  not  escape.  Un¬ 
named  thousands  met  their  deaths  at  the  hands  of 
wild  beasts  or  gladiators  for  *he  sport  of  emperors. 
Dr.  Theodore  Ferris,  in  The  Interpreter’s  Bible,  gives 


some  of  the  characteristics  of  these  escapes.  First, 
he  said,  they  were  not  the  accomplishment  of  the 
prisoners.  Then,  we  have  in  all  of  them  an  agent 
of  the  Lord  unlocking  the  door  or  loosing  the  bonds. 
Finally,  in  so  many  instances,  the  released  prisoners 
were  ordered  to  return  to  the  scene:  of  their  offense 
and  stand  bravely  before  the  same  forces  originally 
responsible  for  their  imprisonment. 

The  prisoners  here,  as  in  other  instances,  are 
told  not  to  argue  about  life  or  to  accept  it,  but 
to  tell  about  it — to  describe  it,  to  picture  it,  to 
explain  it  and  proclaim  it. 

*  *  * 

GOD  IN  HISTORY 

Each  time  we  read  our  Bible  we  are  impressed 
with  what  God  has  done  with  and  for  his  people 
through  the  ages.  We  see  him  delivering  the  Chil¬ 
dren  of  Israel  from  Pharaoh  and  sending  his  Son 
to  live  among  men.  Likewise,  we  see  him  at  work 
in  the  long  sweep  of  history.  Even  so,  some  say 
it  is  hard  to  find  him  at  work  today.  They  ask, 
“Where  is  your  God  today?”  Some  even  conclude, 
before  they  ask,  that  there  is  so  little  evidence  that, 
they  can  only  cry  “God  is  dead.” 

Dr.  Sherwood  Eddy,  in  a  book  called  God  in 
Histoiy,  warned  against  oversimplification  and  over- 
confidence.  Still  he  insisted  that  we  can  find  plenty 
of  evidence  that  God  is  still  at  work  in  history.  He 
said:  “We  must  not  expect  a  narrow,  labeled,  com¬ 
partmentalized  and  painfully  religious  history,  which 
at  every  stage  will  prosaically  point  a  moral  and  say: 
‘See  God  was  here  and  God  was  there — doing  this 
and  that.’  God  does  not  deal  with  us  in  this  manner 
for  ‘He  is  a  God  that  hideth  himself,’  a  God  of 
mystery  who  is  often  a  problem  to  us,  as  man  is 
to  himself  and  is  perhaps  to  God.  Even  his  chosen 
people  find  it  hard  to  understand  his  ways.” 

Still,  in  all  of  this  the  faith  of  the  disciples  in 
God’s  victory,  was  the  faith  that  kept  alive  the  wit¬ 
ness  of  the  church. 

*  *  * 

“WE  MUST  OBEY  GOD  RATHER  THAN  MAN” 
In  this  third  appearance  before  the  Jewish  coun¬ 
cil,  the  disciples  heard  new  accusations  against  them. 
The  tone  was  different  as  the  spokesman  for  the 
Sanhedrin  said:  “We  strictly  charged  you  not  to 
teach  in  this  name.”  (5:28)  They  were  totally  un¬ 
prepared  for  the  answer — nor  was  it  to  be  the  last 
time  they  would  hear  it:  “But  Peter  and  the  apostles 
answered  ‘We  must  obey  God  rather  than  men.’  ” 

Dr.  G.  H.  C.  MacGregor,  in  Interpreter’s  Bible, 
compares  these  words  to  those  spoken  by  Antigone 
in  the  Greek  tragedy  bearing  his  name: 

“Nor  did  I  deem  thy  edicts  strong  enough, 
That  thou,  a  mortal  man,  should’st  overpass 
The  unwritten  laws  of  God  that  know  not 
change.” 

This  is  the  platform  on  which  every  early  Chris¬ 
tian  martyr  went  to  his  death.  Many  of  these  were 
not  even  aware  of  the  clamor  for  their  deaths  that 
came  from  representatives  of  the  “establishment” 
of  their  time.  As  one  has  said,  “they  were  marching 
to  the  music  from  a  distant  drummer.”  In  later 
years,  Christians  have  objected  to  many  orders  that 
came  from  representatives  of  governments  and  from 
the  courts  of  the  church  on  these  same  grounds. 


We  are  reminded  that  Jesus  said  on  one  occa¬ 
sion,  “Render  unto  Caesar  the  things  that  are 
Caesar’s  and  unto  God  the  things  that  are  God’s.” 
The  decisions  made  in  response  to  the  cadence  from 
“this  distant  drummer”  have  never  been  popular. 
However,  a  basic  part  of  the  Christian  faith  must 
always  be  the  safeguard  for  the  individual  who 
truly  objects  for  conscience’s  sake  and  is  willing  to 

risk  the  consequences  of  his  choice. 

*  *  * 


CONSCIENCE’S  CHOICE  IS  NEVER  EASY 
In  our  time  the  term  “conscientious  objector” 
has  been  stereotyped  to  refer  only  to  an  individual 
and  his  reaction  to  service  in  the  military  establish¬ 
ment.  However,  it  is  a  much  broader  term  than  this. 
Any  man  who  finds  himself  caught  in  this  vise 
of  conflicting  loyalities  should  never  get  the  idea 
that  he  is  the  first  who  has  been  there.  This  con¬ 
flict  is  the  price  we  pay  for  our  moral  natures  — 
for  the  free  will  with  which  we  have  been  endowed. 
Animals  know  no  such  conflict — but  then  we  are 
more  than  animals  and  this  is  a  part  of  that  “plus.” 

Martin  Niemoeller  found  this  to  be  true  —  as 
did  many  others  in  their  opposition  to  the  Nazis.  The 
government  told  them  to  preach  one  thing,  but  the 
voice  of  God  gave  them  another  text  and  they  said 

bravely:  “We  must  obey  God  rather  than  men.” 

*  *  * 


THE  WISDOM  OF  GAMALIEL 

When  Gamaliel  rose  and  said:  “Men  of  Israel, 
take  care  what  you  do  with  these  men”  (5:35),  he 
was  introducing  a  new  element  into  a  group  that 
was  ordinarily  inflexible  in  their  interpretation  of 
the  religious  law.  He  warned  that,  in  some  instances, 
opposition  to  men  of  conscience  can  really  be  op¬ 
position  to  God. 

Who  was  this  Gamaliel?  We  are  told  that  he  was 
the  first  in  a  series  of  famous  rabbis  of  that  name. 
You  will  remember  that  Paul,  in  a  later  conflict 
of  this  same  nature,  identified  himself  as  a  “phari¬ 
see  of  the  pharisees,”  and  said  that  in  his  religious 
training  he  had  studied  “at  the  feet  of  Gamaliel.” 
There  is  no  question  that  in  the  exchange  described 
in  today’s  lesson  he  stood  out  as  a  legal  giant,  and 
also  as  a  man  with  an  unusual  amount  of  common 
sense — which  is  a  high  recommendation  to  give  any 
man. 

Many  sad  chapters  in  the  history  of  the  Church 
could  have  been  averted  if  there  had  been  some¬ 
one  in  the  high  councils  with  the  wisdom  of  Gamaliel 
— and  if  his  advice  had  been  needed. 

*  *  * 


NO  ONE  REALLY  WANTS  TO  OPPOSE  GOD 

The  spiritual  patience  for  which  Gamaliel  pleads 
is  based  on  the  firm  conviction  that  no  man  with 
faith  in  God  really  wants  to  be  counted  as  His 
adversary.  He  told  them  that  all  undertakings  which 
have  their  initiative  and  sole  support  among  men 
lack  the  ingredient  so  necessary  for  survival.  And 
then  he  went  on  to  tell  them  that  if  it  should  be 
true  that  this  movement — or  any  other  movement — 
is  of  God,  then  the  enemies  of  that  cause  will  find 
themselves  counted  as  enemies  of  God.  Gamaliel 
asked  them  to  let  history  make  the  decision. 

The  position  represented  here  is  often  called  a 
policy  of  appeasement — we  have  a  feeling  that  some 
of  Gamaliel’s  colleagues  accused  him  of  that.  Some 
of  our  European  Christian  friends  accuse  the  Amer¬ 
ican  churches  of  being  overly  “activist”  in  their  op¬ 
position  to  evil.  Maybe  we  are  sometimes.  We  do 
not  like  to  do  nothing,  and  yet,  do  we  always  search 
to  see  if  God  has  made  his  will  known.  Some  of 
us  by  temperament  would  rather  risk  being  counted 
an  enemy  of  God  than  wait  for  the  wheels  of  his¬ 
tory  to  reveal  whether  a  proposal  is  of  God  or  of 
men. 

Every  great  reform  that  has  ever  come  along 
has  had  active  opponents  who  cried  “Bury  it!  It 
is  the  opponent  of  our  way.”  The  Gamaliels  among 
us  have  always  warned,  “Give  it  a  chance.  Wait  and 
see  what  happens.  It  may  be  of  God,  and  who  wants 
to  declare  war  on  God?” 
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Details  of  two  secret,  conflicting  reports  on  birth 
control,  prepared  by  a  special  papal  commission, 
were  recently  made  public  in  a  copyrighted  story 
in  the  National  Catholic  Reporter  published  in  Kan¬ 
sas  City.  The  paper  printed  translations  of  a  ma¬ 
jority  report  which  favored  and  a  minority  report 
which  opposed  changes  in  the  traditional  position 
of  the  Roman  Catholic  Church  on  contraception.  It 
also  published  a  majority  statement  in  rebuttal  of 
the  minority  report. 

Immediately  Msgr.  Fausto  Vallaine,  Vatican 
press  officer,  issued  a  statement  strongly  crit¬ 
icizing  the  “leaking”  of  the  papal  commission’s 
confidential  reports.  He  described  it  as  an  at¬ 
tempt  to  pressure  Pope  Paul  into  a  quick  de¬ 
cision  on  the  issue  and  said  it  would  not 
work. 

Christians  generally  are  confused  about  the  term 
“conversion,”  and  they  wonder  how  they  can  best 
make  an  impact,  as  Christians,  in  a  non-Christian 
world.  This  epitomized  statements  of  churchmen  ap¬ 
pearing  on  a  panel  discussion  of  “religious  con¬ 
version”  before  the  annual  meeting  of  the  U.S. 
Conference  of  the  World  Council  of  Churches. 


Representative  of  the  confusion  indicated  were 
these  statements:  the  Rev.  William  A.  Norgren, 
director  of  Faith  and  Order  Studies  of  the  Na¬ 
tional  Council  of  Churches:  “We  all  recognize 
we  have  a  mission,  but  how  do  you  put  that 
to  contemporary  man?”;  and  Dr.  D.  T.  Niles, 
executive  secretary  of  the  East  Asia  Christian 
Conference:  “How  do  you  involve  other  people 
in  enterprises  for  social  justice  and  concerns? 
How  do  you  get  people  who  are  not  Christians 
to  behave  like  Christians?” 

“The  Christian  church  will  have  to  be  subverted 
if  it  is  to  survive,”  a  Princeton  theologian  recently 
told  a  symposium  at  Carleton  College,  Northfield, 
Minn  Dr.  M.  Richard  Shaull  of  Princeton  The¬ 
ological  Seminary  said  that  when  “Change  is  called 
for,  the  word  ‘subversion’  is  not  a  dirty  word.” 

He  also  said:  “If  institutionalized  religion  is  to 
catch  up  to  the  radically  new  forms  of  institu¬ 
tional  Christianity  that  are  called  for,  independ¬ 
ent  Christians  will  have  to  interject  ideas  that 
are  so  dangerous  that  orthodoxy  will  have  to 
support  them  in  order  to  control  them.” 

A  “new  low”  in  campus  ministry  is  reported  from 
Mercer  University,  Baptist-affiliated  institution  at 
Macon,  Ga.,  where  an  attempt  to  remove  the  chap¬ 
lain  for  using  obscenity  in  a  sermon  was  unsuccess¬ 
ful  when  the  trustees  of  the  school  voted  to  leave 
the  decision  to  the  school’s  administration.  The  cen¬ 
ter  of  the  controversy  was  Dr.  F.  Robert  Otto,  who 
reportedly  used  a  suggestive  four-letter  word  during 
his  sermon. 

He  claimed  that  the  language  was  relevant 
because  students  had  used  it  in  shouting  at  him 
from  a  dormitory  near  the  chapel.  Dr.  Rufus 
C.  Harris,  president  of  the  university,  told  the 
trustees  that  he  considered  Dr.  Otto’s  use  of 
the  obscenity  “indiscreet,  to  say  the  least.” 
Guess  what  the  subject  of  the  sermon  was — 
“Are  You  Saved?”  y 


Dr.  Robert  J.  McCracken,  preaching  minister  of 
Riverside  Church,  New  York,  for  21  years,  has 
resigned  his  church  post,  effective  June  4.  In  a 
letter  to  the  congregation,  he  said  that  a  heart  con¬ 
dition  which  has  limited  his  activities  in  recent  years, 
had  caused  his  decision  to  retire. 

A  “blue  ribbon”  study  committee,  headed  by 
Episcopal  Bishop  Gordon  Y.  Smith,  has  rec¬ 
ommended  that  Iowa’s  Amish  school  problem 
be  solved  by  exempting  two  rural  schools,  which 
have  some  50  pupils,  from  state  standards. 
The  committee  said  the  adequacy  of  them  in¬ 
struction  given  in  the  school  could  be  judged 
by  testing  the  children. 


PHILADELPHIA  —  Archbishop  John  J.  Krol  of 
Philadelphia  (center)  became  the  first  Catholic 
prelate  to  address  an  annual  luncheon  meeting 
of  the  interdenominational  Philadelphia  Coun¬ 
cil  of  Churches.  He  holds  a  volume  of  the  new 
Catholic  Encyclopedia,  sets  of  which  he  pre¬ 
sented  to  each  of  eight  Protestant  seminaries 
in  the  greater  Philadelphia  area.  With  him  are 
Methodist  Bishop  Fred  Pierce  Corson  of  Phil¬ 
adelphia  (left),  and  Episcopal  Bishop  Robert 
L.  DeWitt  of  Philadelphia.  In  back  is  Stanhope 
S.  Browne,  Episcopal  layman  and  president  of 
the  city’s  Council  of  Churches.  (RNS  Photo) 


In  Atlanta,  Archbishop  Paul  J.  Hallinan  has  an¬ 
nounced  that  Drexel  Roman  Catholic  high  school, 
which  has  an  enrollment  of  156  Negro  students, 
will  close  in  June.  “It  is  impossible  to  continue  to 
provide  full  quality  education  for  boys  and  girls 
at  Drexel,  but  it  is  possible  at  St.  Pius  and  St. 
Joseph’s.” 

The  Southern  Baptist  Home  Missions  Board 
has  rejected  plans  to  participate  in  a  racially 
segregated  South  African  Revival  Crusade  in 
which  visiting  evangelists  would  be  required  to 
promise  not  to  mention  the  race  question.  The 
Baptist  Union  of  South  Africa  had  originally 
requested  that  100  evangelists  be  seen  from  the 
United'States  for  the  crusade. 


For  the  first  time  in  Austrian  history,  a  nun  has 
preached  a  sermon  from  a  Roman  Catholic  pulpit. 
To  mark  World  Prayer  Sunday,  the  pastor  of  St. 
Theresa’s  church  in  Klagenfurt  invited  Sister  Adel- 
heid  of  the  local  Benedictine  convent  to  deliver  a 
brief  sermon  before  the  beginning  of  High  Mass. 
She  told  the  congregation  that  “neither  nuns’  garb 
or  clerical  attire  should  serve  as  a  barrier  to  con¬ 
tact  with  the  secular  world.”  She  also  warned  against 
“a  false  piety  which  tends  to  set  Religious  apart 
from  the  laity.” 

A  series  of  structural  changes  in  the  Episcopal 
Church — some  of  which  will  broaden  the  scope 
of  the  denomination’s  Executive  Council  — 
have  been  recommended  for  consideration  by 
the  Church’s  General  Convention  in  September. 
The  changes  are  advocated  in  a  report  of  the 
Mutual  Responsibilities  Commisison  appointed 
by  the  last  General  Convention  three  years  ago. 

In  West  Memphis,  Ark.  Roman  Catholics  and  Epis¬ 
copalians  are  exploring  the  possibility  of  co-sponsor¬ 
ing  a  private  junior  high  school  that  would  offer 
religious  education  for  both  groups  and  relieve  a 
teacher  shortagefaced  by  church-maintained  schools. 
Father  William  M.  Beck,  Little  Rock  Catholic 
diocesan  school  superintendent,  commented  that  the 
proposal  is  still  in  the  exploratory  stage,  but  he  ex¬ 
pressed  hope  it  might  prove  the  answer  to  “keeping 
religion  in  the  schools.” 

When  a  minister  participating  in  a  religious 
broadcast  in  Orilla,  Ontario  told  his  audience 
he  intended  to  present  his  views  on  a  liquor 
sales  referendum  he  was  suddenly  cut  off  the 
air.  The  ihanager  of  the  station  refused  com¬ 
ment  while  the  minister,  the  Rev.  R.  F.  Le- 
Drew  called  the  action  an  “incredible  viola¬ 
tion”  of  the  right  of  free  speech. 


The  director  of  Harvard  University’s  Health  Ser¬ 
vices  urged  clergymen  and  psychiatrists  to  respect 
“well  defined  professional roles”in  counseling  work. 
Dr.  Dana  L.  Farnsworth,  speaking  at  the  annual 
meeting  of  the  Academy  of  Religion  and  Mental 
Health  in  Boston,  said:  “Psychiatrists  who  become 
involved  in  theological  issues  econceming  which 
they  have  littele  comoetence  evoke  little  enthusi¬ 
asm  from  their  colleagues”  He  continued:  “Clergy¬ 
men  who  become  so  enamored  of  counseling  that 
they  neglect  their  primary  function  may  similarly 
create  more  problems  than  they  solve.” 

Two  liberal  Christian  journals — one  Protestant 
and  one  Roman  Catholic  —  have  called  edi¬ 
torially  for  inclusion  of  the  principle  of  selective 
conscientious  objection  in  U.S.  draft  laws.  Both 
Christianity  and  Crisis  and  Commonweal  have 
announced  their  support  of  the  principle  that 
would  allow  an  individual  to  declare  conscien¬ 
tious  objection  to  a  particular  war. 

Resolutions  challenging  the  constitutionality  of  the 
legal  instrument  which  would  make  the  Confession 
of  1967  an  official  formulation  of  the  United  Pres¬ 
byterian  Church  have  been  adopted  by  at  least  two 
Presbyteries.  The  confession  has  already  been 
approved  by  well  over  the  required  two-thirds  of 
the  denomination’s  presbyteries  and  lacks  only  final 
approval  by  the  church’s  General  Assembly,  slated 
to  meet  in  May. 

Delegates  to  the  Episcopal  Diocese  of  Okla- 
home  state  convention  recently  voted  to  request 
that  the  National  Council  of  Churches  provide 
a  “preface”to  statements,  reports  and  releases 
issued  by  that  body.  The  statement  they  re¬ 
quested  would  say:  “The  views  hereinafter 
expressed  do  not  necessarily  represent  those 
of  the  denominations  which  are  members  of 
the  National  Council  of  Churches,  since  this 
has  not  been  approved  by  the  governing  bodies 
of  the  denominations.” 
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Dr.  Mack  Stokes,  Emory  Univer¬ 
sity,  shown  with  students  who 
have  plans  to  enter  a  church- 
related  vocation. 


items  from  the  Area  Office 

YOUTH  MINISTRY 
LEAFLETS  AVAILABLE 

If  you  are  looking  for  some  clues 
and  directions  for  a  renewed  youth 
ministry,  you  need  to  take  full  ad¬ 
vantage  of  the  new  Youth  Ministry 
Leaflets  that  are  now  coming  out  for 
your  study  and  discussion. 

These  leaflets,  of  which  there  will 
be  eleven  when  the  series  is  completed, 
seek  to  provide  an  interpretation  of  the 
new  directions  in  youth  ministry  that 
are  being  presented  as  a  result  of  five 
years  of  study  and  research  in  youth 
ministry  carried  on  by  the  Youth  Coun¬ 
cil  of  the  General  Board  of  education. 
These  new  directions  are  not  new 
“gimmicks”  that  will  solve  all  of  your 
problems  but  are  basic  concepts  and 
understandings  that  we  must  have  and 
actualize  in  our  individual  situation  if 
our  youth  ministry  is  to  be  vital  and 
effective. 

These  leaflets  are  available  through 
Cokesbury  and  can  be  ordered  on  the 
quarterly  Curriculum  materials  order 
blank  along  with  the  other  curriculum 
materials.  It  is  suggested  that  you  use 
these  leaflets  in  a  study  group  made 
up  of  adults  and  youth,  struggle  with 
the  ideas  presented  there  and  then 
seek  to  discover  what  they  imply  spe¬ 
cifically  for  your  own  MYF.  If  you 


The  Wesley  Foundation  at  Louisi¬ 
ana  Polytechnic  Institute,  Ruston,  Lou¬ 
isiana,  held  a  Spring  Retreat,  April 
14,  15,  and  16.  The  session  on  Friday, 
April  14,  was  held  at  the  Wesley  Foun¬ 
dation  while  Saturday  and  Sunday  the 
students  were  at  Caney  Lake,  Minden. 
Dr.  Mack  B.  Stokes,  Associate  Dean 
and  Parker  Professor  of  Systematic 
Theology  at  Candler  School  of  The¬ 
ology,  Emory  University,  Atlanta, 
Georgia,  was  the  guest  lecturer.  Bill 
Bauer,  Vice-President,  served  as  the 
Chairman  for  Spring  Retreat. 

Dean  and  Mrs.  Paul  J.  Pennington 
served  as  the  chaperones.  The  Rev¬ 
erend  William  M.  Stokes,  Jr.,  is  the 
campus  minister  at  the  Louisiana  Tech 
Wesley  Foundation. 

Dr.  Stokes  gave  several  lectures  with 
discussion  sessions.  On  Friday  he  spoke 
on  “The  New  Morality.”  Saturday  he 
spoke  on  “The  Death  of  God.”  In 
a  student  sponsored  program  on  the 
Emory  University  campus  Dr.  Stokes 
debated  Dr.  Thomas  Altizer,  propo¬ 
nent  of  the  death  of  God  theology. 
Sunday  morning  he  gave  a  lecture  on 
“Faith.”  His  sermon  topic  for  the  Sun¬ 
day  morning  worship  service  was  “Is 
There  a  Lasting  Place  for  the  Bible 
in  the  Modem  World?”  Dr.  Stokes 
also  had  informal  discussion  sessions 
with  the  students. 

After  classes  on  Saturday  70  stu¬ 
dents  made  the  trip  to  Caney  Lake. 

Rhetta  Sensintaffar,  Olivia  Meyers, 
and  Eloise  McClendon  served  as  the 
Foods  Co-Chairmen  with  each  student 
having  some  responsibility  for  cook¬ 
ing  the  meals  or  washing  the  dishes. 

On  Saturday  afternoon  Dr.  Stokes 
met  with  those  students  at  Tech  who 
are  entering  some  phase  of  a  church 
related  vocation.  He  discussed  with 
them  their  major  fields  of  study  while 
in  college  and  told  of  the  various 
courses  and  degrees  which  are  offered 
at  Candler  School  of  Theology. 


have  questions  or  need  further  help 
in  obtaining  these,  please  call  the  Con¬ 
ference  Office. 

f 

WE  CAN  GIVE 

Before  we  can  freely  give  as  we 
should,  first  we  must  give  ourselves  to 
God. 

Reuel  L.  Howe  once  said,  “God 
created  persons  to  be  loved  and  things 
to  be  used.”  If  we  keep  this  straight 
and  don’t  turn  it  around  we’ll  at  least 
be  on  the  right  track. 

We  can  give  of  our  time  to  serve 
anywhere  we  are  needed.  We  can  give 
of  our  talents  so  as  many  as  possible 
can  benefit  from  them.  We  also  have 
to  learn  to  give  up  some  of  our  things 
for  others — learn  to  be  generous.  We 
live  in  the  world  and  enjoy  its  good 
things  not  because  we  own  any  part 
of  the  world,  but  because  God  named 
us  as  his  stewards.  We  should  give  to 
the  church  so  that  its  services  may  be 
extended.  By  giving  we  participate 
more  fully  in  the  mission  of  the  church 
and  this  is  part  of  the  way  we  take 
care  of  our  Christian  stewardship  ob¬ 
ligations.  GIVE  TO  THE  MY  FUND! 


Members  of  the  Louisiana  Tech  Wesley  Foundation  are  shown  during  their 
recent  spring  retreat. 


With  recreation  on  Saturday  night 
Dr.  and  Mrs.  Henry  A.  Rickey,  Rus¬ 
ton  District  Superintendent,  directed 
the  group  in  folk  and  square  dancing. 
Around  eleven-thirty  o’clock  on  Sat¬ 
urday  night  Rennie  Howard,  President 
of  the  Louisiana  Tech  Wesley  Founda¬ 
tion,  and  Becky  Snyder  had  the  group 
to  assemble  at  the  lighted  cross  ves¬ 
per  point  for  a  closing  vesper  service. 


On  Sunday  morning  Milou  Hammet 
conducted  the  morning  watch  with  a 
period  for  private  meditation. 

Lane  Johnson  and  Zella  Faye  Brown 
presided  at  the  morning  service  of  wor¬ 
ship  with  Carol  Heard  as  the  soloist. 

The  Spring  Retreat  at  the  Louisiana 
Tech  Wesley  Foundation  has  been  a 
highlight  of  the  year’s  program  and 
activities. 


Some  of  the  group  that 
played  softball  during 
the  retreat. 


PEOPLE 

WANT  TO  KNOW... 

“How  many  of  our  churches  are 
going  to  take  the  new  series  of  Adult 
Materials,  FOUNDATION  STUDIES 
IN  CHRISTIAN  FAITH,  scheduled 
for  September,  1967?”  We  have  an 
answer,  based  on  almost  half  of  our 
Methodist  membership  reporting  from 
the  “A  Day”  Estimated  Needs  cards 
returned  from  last  fall’s  survey.  These 
returns  indicate  a  three-to-one  prefer¬ 
ence  for  the  forthcoming  series!  We 
might,  in  error,  suggest  that  this  re¬ 
port  means  a  number  of  things,  but  let 
us  confine  our  speculation  to  just  one 
consideration:  that  there  is  a  “readi¬ 
ness”  present  in  a  large  number  of 
our  Methodist  adults,  a  readiness  to 
say,  “Let’s  take  a  good  look  at  Chris¬ 
tian  Education  in  a  New  Day.” 

What  kind  of  planning  and  prepara¬ 
tions  are  being  made  by  your  congre¬ 
gation?  At  least  the  following  can  be 
done  NOW! 

(1)  Order  one  or  more  Adult  Ad¬ 
vance  Leadership  Kits  ($3.75  each), 
in  order  that  your  adult  leaders  and 
teachers  can  see  what  is  in  prospect 
for  next  fall.  If  the  kit  is  ordered  now, 
it  will  be  shipped  about  June  1,  1967. 
This  will  give  you  a  complete  picture 
of  the  materials,  as  well  as  a  total  sef 
of  the  items  within  the  first  unit  for 
September,  1967,  titled  “MAN’S 


SEARCH  FOR  A  MEANINGFUL 
FAITH.” 

(2)  Continue  your  study  of  the  April 
materials,  “Preparing  for  a  New  Day.” 

(3)  READ  “The  Question  of  Lead¬ 
ership,”  p.  1  of  April  ’67  The  Church 
School.  Also  read  “Life  Span  Member¬ 
ship,”  “Local  Church  Leadership 
Training”  and  “Basic  Library  Re¬ 
sources  in  Leadership  Development,” 
all  in  the  same  issue  of  THE 
CHURCH  SCHOOL. 

(4)  Plan  now  to  take  advantage  of 
the  Leadership  Training  opportunities 
that  are  to  be  offered  within  our  Con¬ 
ference  during  the  next  several  months, 
and  at  Mt.  Sequoyah  during  the  coming 
Summer.  Write  Rev.  J.  C.  Skinner, 
Area  Council,  for  further  information. 

t 

Child  Agency  Advisory  Committee 
Set  Up 

EVANSTON,  Ill.  —  An  advisory 
committee  representing  Methodist 
agencies  for  children  and  youth  is  be¬ 
ing  established  by  the  denominaton’s 
national  Board  of  Hospitals  and 
Homes. 

Formation  of  the  committee  was  an¬ 
nounced  here  April  18  by  Dr.  Olin  E. 
Oeschger,  general  secretary  of  the 
board,  who  said  it  would  provide  an 
exchange  of  ideas  and  information 
from  children’s  agencies  to  the  board, 
confer  with  the  general  secretary  and 
staff  members  concerning  services. 
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Ruston  Parsonettes'  Day  Apart  fyew  Society  in  Lafayette  District 


LAFAYETTE  DISTRICT 

“Total  Misison  to  a  Total  World” 
was  the  theme  of  the  Annual  Meeting 
of  the  Lafayette  District  Society  of 
Christian  Service  when  they  met  on 
April  12  at  Asbury  Church,  Lafayette. 
Dr.  George  Ross  is  pastor  of  Asbury. 
Mrs.  James  Stahl  is  president  of  the 
Asbury  Society.  Mrs.  Louie  Chrisman 


was  chairman  of  arrangements  for  the 
meeting,  at  which  approximately  125 
members  registered. 

Guest  speaker  was  Miss  Betty  Ruth 
Goode,  Deaconess  National  Division, 
Nashville,  Tennessee.  Her  talk  to  the 
group  centered  around  recruitment, 
and  her  experiences  in  her  work  as 
a  deaconess. 

The  Rev.  Wayne  Smith,  Director  of 


New  Orleans  District  Parsonettes 

We  gathered  for  our  meeting  on  a  very  normal  day . 

Anticipating  Springtime  made  us  all  feel  rather  gay . 

Some  sat  down  in  the  parlor,  others  toured  the  parsonage  new, 

And  with  each  arriving  Parsonette,  enthusiasm  grew. 

Madeline  once  again  compelled  us  to,  "Give  your  attention,  please." 
We  were  led  in  a  devotional  by  our  charming  Eloise . 

Cora  introduced  her  daughter,  Judy  Harris .  Then  we  met 
Dorothy  Walden,  our  guest  speaker  whom  we  cannot  soon  forget. 

Then  we  listened  to  the  minutes  and  the  treasurer's  report 
And  rejoiced  when  the  agenda  made  our  business  meeting  short 
For  we  all  were  getting  anxious  that  our  guest  should  have  her  say 
on  the  topic  "HATS". . .  a  subject  that  makes  any  woman  gay, 

For  it  conjures  in  the  mind  a  vision  of  enchanting  fare. . . 

Turbaned  beauties,  flowing  veils,  and  bits  of  color  here  and  there, 
Cheerful  blossoms,  draping  velvet,  brims  that  can't  excape  the  eye, 
And  a  woman  cannot  help  but  give  a  dreamy  kind  of  sigh. 

Sigh  we  did  as  hats  were  placed  upon  two  tables  and  a  chair . 

Flo  sat  fascinated,  thinking  of  how  many  she  could  wear. 

Cora  spied  a  wide-brimmed  beauty. . .  tried  it  on.  She  look  right  keen 
Blanche  was  interested  in  something  with  a  dainty  touch  of  green. 

As  we  heard  how  hats  were  made  and  saw  one  demonstrated,  too, 
Gwen  was  captivated,  planning  on  the  one  that  she  would  do. 

Sally,  Jackie,  Sue,  and  Martha  watched  with  eager  eyes  aglow 
Thinking  of  financial  savings .  That  would  please  their  husbands  so. 

When  the  time  came  for  the  drawing,  Kaye  could  not  believe  her  eyes 
For  to  everyone's  amazement,  she  had  won  the  gorgeous  prize. 

"Try  it  on,  "  we  urged  her  quickly.  She  complied  with  our  request. 
Julie  graciously  conceded,  "Well,  on  you  it  does  look  best.” 

Judy,  Marjorie,  Helen,  Joanne,  thrilled  with  all  the  hats  displayed 
Wondered  if  they  tried  to  make  one,  would  it  turn  out  so  well  made? 
While  they  pondered  on  the  question,  Polly,  Mary,  Cora,  Bill, 

Served  a  meal  to  please  a  connoisseur.  The  day  was  quite  a  thrill . 


Mrs.  Mabel  McGuire  is  shown  speaking  to  the  Ruston  District  Parsonettes 
at  their  "day  Apart”  retreat  held  at  Camp  Caramill.  Mrs.  J.  J.  Caraway,  presi¬ 
dent  of  the  aroup,  was  hostess. 


Officers  of  the  newly  organized 
Bayou  Blue,  are  pictured. 

NEW  SOCIETY 
AT  BAYOU  BLUE 

The  youngest  Woman’s  Society  of 
Christian  Service  of  the  Lafayette  Dis¬ 
trict  is  that  of  the  LaGrange  Memorial 
Church  at  Bayou  Blue. 

Mrs.  George  H.  Thomas,  president 
of  the  Lafayette  District,  met  with  the 
women  on  Sunday,  March  5,  to  ex¬ 
plain  the  purpose  and  function  of  the 

Wesley  Foundation  at  U.S.L.,  spoke 
on  “Church  on  Campus.”  Miss  Her- 
mine  Tate,  District  Secretary  of  Wes¬ 
leyan  Service  Guild,  addressed  the 
group.  Special  music  was  provided  by 
Mrs.  Fred  Shirley  of  Opelousas. 

A  high  point  of  the  day  came  dur¬ 
ing  the  luncheon  period  when  the  Rev. 
R.  R.  Branton,  pastor  of  Ebenezer 
Church,  was  honored  by  the  Lafayette 
District  Woman’s  Society  with  a  life 
membership.  Mr.  Branton  was  the  first 
district  superintendent  of  the  Lafayette 
District. 

Mrs.  George  H.  Thomas,  district 
president,  presided  over  the  business 
session.  During  the  course  of  business, 
district  officers  were  elected  and  in¬ 
stalled  by  Rev.  J.  Henry  Bowdon,  La¬ 
fayette  District  Superintendent.  One  of 
the  main  points  of  business  was  the 
presentation  of  a  new  Woman’s  So¬ 
ciety  in  the  district.  A  warm  welcome 
was  extended  to  the  society  of  La- 
Grange  Memorial  Church  at  Bayou 
Blue.  The  new  Woman’s  Society  was 
organized  in  March  of  this  year. 

Offering  received  during  the  day  was 
sent  as  a  special  gift  to  missions  hon-r 
oring  Dr.  Vela  H.  Cleveland,  Ellen 
T.  Cowen  Memorial  Hospital,  Kolar, 
India.  Dr.  Cleveland  received  her  mea- 
ical  training  at  Tulane  University,  spent 
one  year  at  Lafayette  Charity  Hospital, 
and  is  a  former  member  of  the  Lafay¬ 
ette  Guild. 

t 

MONROE  DISTRICT,  ZONE  I 

Zone  I  of  the  Monroe  District, 
Woman’s  Society  of  Christian  Service, 
met  at  St.  Andrew’s  in  Sterlington. 
Mrs.  Donald  Elliott,  zone  leader,  pre¬ 
sided. 

Roll  Call  was  answered  by  First 
Church,  Memorial,  St.  Mark’s,  St. 
Paul’s,  Southside  and  Stone  Avenue  all 
of  Monroe;  St.  Andrew’s,  of  Sterling- 
ton;  Brownville,  Claiborne,  McGuire, 
and  First  Church,  all  of  West  Monroe. 

Mrs.  Elliott  was  re-elected  as  zone 
leader. 


Woman’s  Society  at  LaGrange  Church, 


Woman’s  Society  and  to  advise  and 
encourage  the  group  to  organize. 

On  Tuesday  evening,  March  14,  an 
organizational  meeting  was  held,  with 
twelve  members  presen t.Mrs.  B.  Joseph 
Martin,  district  secretary  for  campus 
ministry,  was  present  to  advise  the 
women  at  this  meeting.  The  following 

officers  were  elected:  President — Mrs. 
Gilmore  Breaux,  vice-president — Mrs. 
Fulton  Trahan,  recording  secretary  — 
Mrs.  Floyd  Matheme,  treasurer — Mrs. 
Cyril  Trahan,  spiritual  life  cultivation 
— Mrs.  Harry  Bergeron,  program  ma¬ 
terials — Mrs.  Morris  Martin,  member¬ 
ship  cultivation  —  Mrs.  Eddie  Math¬ 
eme,  the  representative  —  Mrs.  Elie 
Ledet. 

The  next  morning  Mrs.  Abbie 
Porche  attended  the  Louisiana  Con¬ 
ference  Annual  Meeting  of  the 
W.S.C.S.  at  Lake  Charles  as  a  dele¬ 
gate.  Mrs.  Porche  was  also  present  at 
the  District  Annual  Meeting  at  As¬ 
bury  Church,  Lafayette,  on  April  12. 

The  new  Woman’s  Society  now 
boasts  of  about  twenty  members,  and 
they  are  continuing  to  contact  other 
women  of  the  church  in  an  effort  to 
increase  their  membership.  They  are 
sending  a  small  pledge  to  the  district 
treasurer,  which  will  be  credited  to  this 
year’s  report. 

The  enthusiasm  of  these  women  is 
most  refreshing  and  their  interest  in¬ 
dicates  an  active  and  working  Woman’s 
Society  which  will  be  a  real  asset  to 
the  district.  The  Rev.  J.  Henry  Bowden 
is  superintendent  of  the  Lafayette  Dis¬ 
trict. 

Mrs.  H.  D.  Mathews 
District  Recording  Secretary 

t 

Scripture  and  opening  prayer  were 
given  by  the  host  pastor,  the  Rev.  M. 
S.  Robertson. 

St.  Mark’s  extended  an  invitation 
to  have  the  fall  zone  meeting. 

The  district  officers  held  an  Officers 
Training  Session,  with  groups  going 
into  separate  classes.  After  re-assem- 
bling,  the  session  closed  with  an  im¬ 
pressive  service  called,  “To  Take  a 
Towel.” 

District  Officers  attending  were  Mrs. 
Don  Wineinger,  president,  Mrs.  J.  W. 
Boyd,  Mrs.  W.  W.  Halbert,  Mis.  Jack 
B.  Golson,  Mrs.  Lucille  Goodwin,  Mrs. 
Malcolm  L.  Mason,  Mrs.  Ferrell  Earl, 
Mrs.  J.  Herbert  Walker,  Mrs.  Fred 
Flurry,  and  Mrs.  W.  R.  Olsen. 
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•  On  a  Wide  Circuit 


Reaching 
for  stars? 

by  W.  W.  Reid 

We  are  about  to  enter  the  last  third 
of  the  20th  century — the  century  when 
it  was  hoped  that  men  might  learn 
to  live  in  peace  and  enjoy  the  “re¬ 
lease  from  poverty”  that  Earth’s  plen¬ 
ty,  man’s  widening  control  over  nature, 
and  the  increases  that  growing  tech¬ 
nological  knowledge  and  skills  could 
provide.  But  we  are  far  from  even  a 
good  fraction  of  the  promised  attain¬ 
ment.  And  the  “fault”  lies  not  in  Earth, 
nor  in  God’s  gifts,  but  in  the  heart  of 
man  himself. 

“The  contrast  between  wealth  and 
poverty  on  our  planet  is  a  tragic  para¬ 
dox  of  this  century,”  declares  Admin¬ 
istrator  Paul  G.  Hoffman,  of  the  U.N. 
Development  Program.  “In  a  world  of 
incredible  richness  and  unimaginable 
potential,  some  three  million  human 
beings  are  dying  each  year  as  a  result 
of  starvation  and  nutritional  defi¬ 
ciencies.  At  a  time  when  the  frontiers 
of  knowledge  press  out  to  the  moon 
and  beyond,  the  majority  of  men  and 
women  live  and  die  in  a  world  so  un¬ 
touched  by  the  productive  achieve¬ 
ments  of  modern  science  and  technol¬ 
ogy  that  they  might  as  well  be  living 
in  the  17th  or  18th  century.” 

What  this  means  for  the  next  gener¬ 
ation — and  possibly  for  several  gen¬ 
erations  to  come — is  voiced  by  John  F. 
Wood,  of  Food  for  Peace:  “Every  year 
malnutrition  literally  kills  almost  half 
the  children  bom  in  many  developing 
countries — before  they  reach  the  age  of 
six.  They  die  not  of  starvation  but  of 
ordinary  childhood  diseases  they  are 
too  weak  to  resist.  Thus,  malnutrition 
has  suddenly  been  recognized  in  a 
context  which  goes  far  beyond  moral 
and  humanitarian  considerations.  It  is 
a  basic  obstacle  to  the  economic  and 
social  development  process.” 

Dr.  B.  R.  Sen,  director-general  of 
the  U.N.’s  Food  and  Agricultural  Or¬ 
ganization,  warns  that  the  outlook  is 
that  the  year  1967  will  see  little  if  any 
increase  in  the  per  capita  food  produc¬ 
tion  in  the  developing  countries  — 
where  total  production  remained  al¬ 
most  at  a  standstill  in  two  previous 
years  despite  increase  in  populations 
the  world  over.  Dr.  Sen  is  now  stress¬ 
ing  the  urgent  need  for  the  worldwide 
community  to  formulate  a  plan  lead¬ 
ing  toward  a  “permanent  solution”  of 
the  food  problem  on  “an  integrated 
policy.” 

A  recent  survey  made  by  Church 
World  Service  and  related  National 
Council  agencies,  revealed  that,  in 
1965,  Protestantism  fed  5,000,000  peo¬ 
ple,  using  a  total  of  $32,000,000  worth 
of  U.  S.  government  food  and  $2,000,- 
000  worth  of  food  donated  or  pur¬ 
chased  by  church  people  in  the  United 
States.  Church  World  Service  employed 
85  per  cent  of  its  overseas  personnel 
and  6  per  cent  of  its  budget  in  pro¬ 
grams  to  combat  world  hunger.  The 
total  Protestant  anti-hunger  effort  cost 
the  churches  $14,000,000.  Approxi¬ 
mately  half  went  for  feeding  programs 
and  the  other  half  for  attacking  root 
causes  of  hunger.  The  “root  cause  pro¬ 
grams,”  long-term  in  nature,  received 
$5,000,000  in  capital  grants  from  U.S. 
churches  during  the  past  five  years. 


Split-level  living? 

(from  May  issue  of  TOGETHER  magazine) 


People  wish  that  they  might  arrange 
standards  of  conduct  to  please  their 
whims  of  the  moment,  but  they  are 
squeezed  in  the  vise  that  allows  no 
alternative  to  “either/or.” 

So  warns  a  writer  in  a  major  relig¬ 
ious  journal,  blistering  those  who  would 
like  to  turn  the  Gospel  “on  and  off 
as  if  it  were  a  water  faucet”  for  per¬ 
sonal  convenience. 

Jesus’  “demand  is  history’s  great 
either/or,”  the  Rev.  John  L.  Davis 
writes  in  the  May  issue  of  TOGETH¬ 
ER  magazine. 

However,  he  goes  on,  “most  of  us 
would  prefer  that  Jesus  had  substituted 
the  conjunction  both/and  for  either/ 
or.” 

Under  such  split-level  standards, 
Mr.  Davis  says,  persons  could  “de¬ 
scend  to  mammon  or  ascend  to  God  as 
the  occasion  demands.” 

He  scores  laymen  who  apply  split- 
level  standards  to  their  minister  and 
themselves,  by  insisting  that  the  pastor 
adhere  rigidly  to  high  principles  while 
they  want  freedom  to  fluctuate  “be¬ 
tween  license  and  abstinence.” 


With  the  exception  of  feeding  pro¬ 
grams,  two-thirds  of  the  work  report¬ 
ed  was  carried  on  unilaterally  by  de¬ 
nominational  boards  and  agencies 
while  one-third  was  done  through  co¬ 
operative  programs  involving  more 
than  one  Protestant  agency.  The  same 
churches  reported  a  total  of  1,634 
missionary  and  other  foreign  person¬ 
nel  engaged  part-time  or  full-time  in 
combatting  world  hunger. 

When  to  these  sums  are  added  the 
millions  of  dollars  in  goods,  services, 
and  personnel  contributed  by  other 
churches  the  world  over,  the  billions 
spent  in  such  programs  by  govem- 


THE  DANGERS  OF  PRAYER 

Prayer  is  the  greatest  but  least  used 
spiritual  resource  of  the  human  race. 
Those  who  prepared  our  Methodist 
hymnals  have  devoted  a  number  of 
hymns  to  it.  One  of  the  most  appeal-- 
ing  of  our  prayer  hymns  was  written 
by  a  British  poet,  James  Montgomery, 
who  described  it;  _  _  _ — 

“Prayer  is  the  soul’s  sincere  desire, 
Unuttered  or  expressed; 

The  motion  of  a  hidden  fire 
That  trembles  in  the  breast.” 

Prayer  is  one  of  the  holy  habits  of 
the  Christian.  It  is  an  avenue  of  growth 
for  the  “babe  in  Christ.”  Unless  one 
prays  daily  he  cannot  know  the  warm 
feeling  of  nearness  to  God.  In  fact, 
without  prayer  one  can  hardly  believe 
that  God  exists  at  all. 

But  prayer,  as  valuable  as  it  is, 
must  be  handled  with  reverence.  The 
person  who  thinks  he  can  run  his  life 


There  is  an  even  more  vexing  prob¬ 
lem  in  the  matter  of  church  member¬ 
ship  standards,  says  Mr.  Davis  in  his 
article,  Split-Level  Living  in  TO¬ 
GETHER,  Methodist  general-interest 
magazine  for  families  that  goes  into 
almost  three-quarters  of  a  million 
homes  monthly. 

There  is  emphasis  nowadays  upon 
thorough  preparation  for  membership, 
he  points  out.  Sometimes,  he  finds, 
initiates  are  puzzled  as  to  why  they 
should  prepare  themselves  strictly 
while  old  members  are  lax — long-time 
members  who  had  scant  indoctrination 
and  have  continued  in  the  church  “with 
even  less  discipline.” 

“The  split-level  is  even  more  pre¬ 
valent  among  churchmen  out  in  the 
world,”  Mr.  Davis  states.  Many  like 
to  turn  off  the  Gospel  tap  “when  life 
moves  beyond  the  church  structure,” 
he  adds. 

Another  vexation,  notes  the  pastor 
of  the  prominent  Bums  Memorial 
Methodist  Church  in  Aurora,  Colo¬ 
rado,  is  that  some  persons  who  accept 
the  Gospel  as  relevant  in  personal  and 


ments  (of  developed  countries),  and 
by  the  United  Nations,  the  figures 
seem  staggering.  Yet  the  need  is  far 
from  met — and  the  need  is  growing. 

Urging  governmental  increases,  as 
well  as  private  increases  in  giving — as 
Secretary-General  U  Thant  has  out¬ 
lined  —  Dr.  Hoffman  notes  further: 
“Man  is  reaching  for  the  stars.  He  if 
exploring  the  oceans,  harnessing  fan¬ 
tastic  new  forms  of  energy  and  expand¬ 
ing  the  frontiers  of  knowledge  in  every 
field.  Surely  he  can  also  apply  a  slight¬ 
ly  larger  share  of  his  skills  and  re¬ 
sources  to  spurring  the  pace  of  global 
development.” 


without  God,  sooner  or  later  runs  up 
against  the  stone  wall  of  hopelessness. 
Then  in  desperation  he  looks  for  God 
and  prays  to  him,  expecting  the  heav¬ 
enly  Father  to  be  a  willing  and  handy 
delivery  boy.  Prayer  involves  listen¬ 
ing  as  well  as  asking.  It  just  could 
be  that  God  has  a  better  plan  for 
the  person’s  life  than  the  person  him¬ 
self  has. 

Another  danger  of  prayer  is  the  risk 
that  one  takes  when  he  says  the  Lord’s 
Prayer.  He  usually  wades  through  the 
holy  words  with  little  or  no  thought 
about  their  meaning.  He  asks  God  to 
forgive  him  just  as  far  as  he  forgives 
his  neighbor.  In  other  words,  he  says 
to  God,  “Don’t  forgive  me  until  I 
am  ready  and  willing  to  forgive  my 
fellow  man.” 

Some  of  our  well-loved  hymns  carry 
some  dangers,  too.  For  instance,  we 
sometimes  sing: 


family  spheres  disregard  it  in  “the 
wider  community  issues  of  politics,  ec¬ 
onomics,  and  social  welfare.” 

What  also  disturbs  ministers,  Mr. 
Davis  notes  in  TOGETHER  magazine, 
is  that  numbers  of  laymen  still  cling 
to  split-level  attitudes  regarding  preach¬ 
ing  topics.  He  cites  complaints  that 
“controversial  subjects  might  splinter 
the  congregation.” 

“Jesus  places  the  great  either/or 
upon  each  of  us,”  Mr.  Davis  states 
flatly,  pointing  out  that  there  can  be 
no  compromise  of  faith.  “Which  will 
it  be  for  you?”  he  challenges,  bring¬ 
ing  out  clearly  that  church  people  must 
choose  now  whether  they  will  serve 
God  or  mammon. 

f 

Methodist  News  in  Brief 

Methodist  and  Evangelical  United 
Brethren  Churches  in  Illinois  are  mak¬ 
ing  plans  for  a  mass  ringing  of  church 
bells  if  the  proposed  union  of  the  two 
denominations  is  ratified  in  annual  con¬ 
ference  voting  now  under  way. 

Dr.  Carroll  A.  Wise,  professor  of 
pastoral  psychology  and  counseling  at 
Garrett  Theological  Seminary  in 
Evanston,  Ill.,  and  president-elect  of 
the  American  Association  of  Pastoral 
Counselors,  will  be  honored  with  an 
annual  Distinguished  Contribution 
Award  of  the  association  during  its 
annual  meeting  April  27-29  in  Los 
Angeles,  Calif.  President  of  the  asso¬ 
ciation  is  Dr.  Berkley  C.  Hathome, 
director  of  pastoral  counseling  for  the 
Washington  Area. 

Dr.  Frederick  A.  Shippey,  a  member 
of  the  Drew  University  Theological 
School  faculty  since  1953,  has  been 
named  acting  dean  of  the  school,  but 
according  to  Religious  News  Service 
dispatches,  his  appointment  has  been 
greeted  with  strong  calls  from  the  stu¬ 
dents  for  boycotts  of  all  classes  through 
May  8. 


“Have  thine  own  way,  Lord, 
have  thine  own  way; 

Thou  art  the  potter,  I  am  the  clay. 
Mold  me  and  make  me  after  thy 
will 

While  I  am  waiting,  yielded  and 
still.” 

Are  we  really  willing  to  let  God  have 
His  own  way  in  our  lives?  Or  are  we 
just  saying  the  words  with  our  minds 
a  hundred  miles  away?  God  always 
hears  them,  and  He  might  take  us  at 
our  word  some  day. 

The  words  of  the  Communion  ritual 
have  some  very  dangerous  words  too. 
We  pray  .  .  . 

“We  acknowledge  and  bewail  our 
manifold  sins  and  wickedness 
which  we  .  .  .  have  committed  .  .  . 
the  remembrance  of  them  is 
grievous  unto  us.  .  .  .” 

Do  we  really  “bewail”  our  sins?  Or 
do  we  just  expect  God  to  look  the 
other  way?  The  trouble  is,  God  sees 
everywhere. 

Our  prayers  can  bring  the  unlimited 
power  of  God  into  our  lives.  Are  we 
prepared  to  accept  this  power? 


/I  jBcufman'l  WiUteAA 


by  Charles  A.  Stuck/Lay  Evangelist 
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Fred  M.  Wood,  THE  INSTANT 
BIBLE,  $1.00,  Zondervan,  128  pp. 

This  little  book  is  far  better  than 
the  name  suggests.  It  is  the  work  of  a 
Baptist  minister  in  Memphis  and  boils 
the  whole  Bible  down  to  128  pp.  of 
what  is  described  as  “layman’s  lan¬ 
guage.”  It  is  really  a  summary,  and 
in  some  places  a  paraphrasing  of  fa¬ 
miliar  passages. 

The  author  in  his  Preface  says:  “The 
book  is  written  with  the  average  lay¬ 
man  in  mind.  The  style  is  conversa¬ 
tional.  The  author  has  written  this  as 
though  he  were  speaking  to  someone 
and  is  attempting  to  tell  him  the  story 
of  the  Bible  and  give  him  a  summary 
of  its  contents.”  Then,  he  concludes 
with  these  words:  “We  have  merely 
tried  to  outline  some  of  the  high  water 
marks  of  the  Bible.  There  is  no  sub¬ 
stitute  for  reading  the  Bible  itself.” 

R.  C.  Forman^PUBLIC  SPEAK¬ 
ING  MADE  EASY,  $3.95,  Revell,  155 

pp. 

Dr.  Forman  is  professor  of  public 
speech  at  Texas  Christian  University 
and  does  a  great  deal  of  speaking  at 
the  popular  level.  We  do  not  know 
whether  anyone  possesses  the  ability  to 
make  speaking  easy  for  one  to  whom 
it  does  not  come  naturally,  but  this 
is  a  very  practical  guide  for  the  lay 


Dear  Sir: 

In  a  recent  issue  of  the  Arkansas 
Methodist  I  noted  what  seemed  to  be 
a  claim  that  the  Washington  (Ark.) 
Methodist  Church  was  the  oldest  in 
the  state. 

Now,  I  know  that  there  is  depend¬ 
able  evidence  that  a  Methodist  con¬ 
gregation  met  in  1815  at  old  Rock- 
port,  Ark.  in  the  home  of  a  Christian 
Fen  ter.  Just  when  a  church  was  or¬ 
ganized  I  do  not  know.  I  can  probably 
put  you  in  touch  with  the  source  of 
this  1815  date  if  it  is  of  any  interest 
to  you. 

Gay  Morrison,  Sr. 

P.  O.  Box  55 

Hot  Springs,  Ark. 

(EDITOR’S  NOTE:  It  is  our  under¬ 
standing  that  the  claim  of  the  Wash¬ 
ington  Church  concerns  the  age  of  the 
present  building  not  the  longevity  of 
the  church  organization.  AAK) 


Dear  Sir: 

The  attached  news  item  (related  to 
our  inability  to  print  all  the  pictures 
of  membership  classes)  is  easy  to  un¬ 
derstand.  You  wish  to  omit  pictures  of 
baptisms  and  joining  the  church  on 
profession  of  faith  because  they  are 
spiritual  incidents  that  shape  life. 

You  find  a  place  for  pictures  for 
parties,  workers  earning  their  board 
and  room,  university  integrated  pic- 


A  spring-time  glossary 


(Reprint  from  NEWS  PULSE,  bi-weekly  of  the  Southern  California-Arizona  Con¬ 
ference  of  the  Methodist  Church.  A  glossary  written  several  years  ago  by  Bis¬ 
hop  Gerald  Kennedy  of  terms  used  by  laymen  to  describe  their  ministers.) 


speaker.  It  is  illustrated  with  a  large 
number  of  drawings  with  a  light  touch 
and  should  at  least  help  the  beginning 
speaker  develop  a  sense  of  humor 
about  himself  and  his  task. 

The  book  does  contain  some  very 
practical  suggestions  and  might  well  be 
considered  as  a  text  for  our  lay  speak¬ 
ing  schools  across  the  church. 


Earl  Jabay,  SEARCH  FOR 
IDENTITY,  $3.95,  Zondervan,  150 

pp. 

This  is  a  readable  book  about  this 
most  relevant  of  all  topics  today  — 
“Who  Am  I?”  It  is  our  conviction" 
that  it  does  a  much  better  job  of 
helping  one  find  an  answer  than  many 
of  the  more  weighty  volumes  that  we 
are  wading  through. 

Mr.  Jabay  is  an  accredited  clinically 
trained  clergyman  who  is  serving  as 
chaplain  at  a  mental  institution  in  New 
Jersey.  His  material  is  arranged  in 
very  short  sections  (about  five  minutes 
reading  time  each)  arranged  under  the 
following  main  divisions:  “Who  Are 
You?”,  “The  New  Identity  Through 
Christ”;  “Finding  Some  Things  in  Us 
We  Do  Not  Like”;  “Coming  to  Ma¬ 
turity”;  “The  Christian  Identity  in  Mar¬ 
riage”;  and  “Leading  Children  to  a 
Christian  Identity.” 


tures,  advertising,  Boy  Scouts,  cloth¬ 
ing  displays,  etc.  because  they  are  so¬ 
cial,  secular  and  materialistic. 

The  only  reason  we  subscribe  to 
the  paper  at  all  is  in  loyalty  to  our 
local  church.  There  is  almost  no  spirit¬ 
ual  food  or  life  in  it — no  mention  of 
conversions  to  speak  of  and — oh,  ba¬ 
loney,  there  is  no  use  talking  to  you 
folks. 

C.  L.  Durbin 
Fort  Smith,  Ark. 


Dear  Dr.  Knox: 

I  want  to  congratulate  you  on  the 
“new  look”  of  our  Arkansas  Method¬ 
ist.  I  really  do  like  it.  Of  course,  I 
have  not  seen  all  of  the  Methodist 
state  papers,  but  I  doubt  that  any  state 
has  a  better  paper  than  our  Arkansas 
Methodist. 

Yours  very  truly, 
Mrs.  B.  H.  Slaton 
Fort  Smith,  Ark. 

Dear  Alfred: 

Although  I  have  been  aware  of  the 
change  in  the  type  and  the  format 
of  the  Arkansas  Methodist,  I  am  just 
now  taking  the  opportunity  to  tell  you 
that  I  like  it  very  much.  I  think  it 
makes  the  paper  more  readable,  as 
well  as  more  attractive.  You  are  to  be 
congratulated  on  continuing  to  make 
improvements  such  as  this  that  make 
the  Arkansas  Methodist  more  worth¬ 
while. 

Sincerely, 

Fred  R.  Harrison,  Pastor 
First  Methodist  Church 
Hot  Springs,  Ark. 


What  he  says 

He  is  a  spiritual  preacher. 

He  is  not  a  spiritual  preacher. 

He  brings  politics  into  the  pulpit. 

He  speaks  out  with  courage. 

He  is  pink. 

His  position  will  hurt  the  church. 

His  attitudes  will  hurt  church  finance. 

I  will  not  remain  in  the  church. 

He  is  sowing  dissension. 

He  must  consider  his  position. 

He  is  after  the  money. 

He  has  a  great  future. 

His  ministry  is  successful. 

He  lacks  judgment 

He  neglects  the  substantial  member. 
He  plays  up  to  the  new  members. 

At  least  he  is  a  good  pastor. 

He  disturbs  me. 

He  upsets  my  faith. 

The  whole  church  is  upset 


What  he  means 
He  never  disturbs  me. 

His  message  is  too  relevant 
I  do  not  agree  with  him. 

I  agree  with  him. 

He  dares  to  criticize  the  status  quo. 
We  reactionaries  are  displeased. 

I  will  cut  my  subscription  from  25 
cents  per  week  to  5. 

If  I  cannot  rule.  I’ll  quit 
Some  people  are  waking  up. 

I  want  an  emasculated  citizen  in  the 
pulpit 

He  thinks  his  family  should  have  an 
American  standard  of  living. 

He  is  a  politician. 

The  church  has  subscribed  the  budget. 
He  takes  Jesus  seriously. 

The  church  is  beginning  to  move. 

He  is  bypassing  the  roadblocks  we 
set  up. 

He  can’t  preach. 

I  am  beginning  to  grow  spiritually. 
My  prejudices  are  taking  a  beating. 
I  am  causing  all  the  trouble  I  can. 


'p€L*M€UKCL 

by  Barbara  L.  Mulkey 


“In  hearts  too  young  for  enmity  there  lies  the  hope  to 
set  man  free.”  For  eighteen  years  these  worlds  have  inspired 
the  world-wide  exchange  of  children’s  art  known  as  Art  For 
World  Friendship.  I  think  there  is  another  equally  hopeful  front 
in  the  battle  to  liberate  mankind  from  strife  and  enmity  which 
lies  “in  hearts  inspired  by  poetry.” 


WHERE  ONE  MAY  REST 
HIS  SOUL 

No  time  is  lost,  whate’er  the  cost, 
When  in  God’s  will  we  live; 

The  Lord  sublime  owns  all  the  time 
And  knows  how  much  to  give 

Each  saint  who  walks  and  prays 
and  talks 

Along  life’s  rugged  road, 

Until  he  shouts  beyond  all  doubts, 
“I’m  safe  in  God’s  abode!” 


IN  THE  EVENING 

As  a  father  waits  for  his  children 

My  Lord  waits  for  me  in  the  still 
of  the  twillight. 

He  knows  I’ll  bring  to  Him  each 
burden. 

And  let  Him  take  them  for  the  night. 

He  listens,  Oh,  so  patiently, 

To  the  joys  and  cares  of  my  pressing 
day. 

He  is  so  kind,  so  good,  and  loving 

To  bear  me  as  I  kneel  to  pray. 


He  gives  my  heart,  tfyat  comes  so 
There  is  a  place  in  God's  good  grace  weary, 


Where  one  may  rest  his  soul. 

In  spite  of  strife  around  his  life 
Where  evils  surge  and  roll; 

For  God  is  there  to  answer  prayer 
By  day  or  darkest  night; 

So  ’neath  His  wings  he  trusts  and  sings 
And  fears  no  curse  nor  blight. 

— by  Walter  E.  Isenhour 


His  peace  that  comes  from  heaven 
above. 

I  go  to  sleep,  free  from  all  worry. 
Resting  in  His  eternal  love. 

— by  Margie  King 
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Arabi  youth 
wins  scholarship 


Otto  Frank  McNab 


Otto  Frank  McNabb,  17-year-old- 
honor  student  and  member  of  St-. 
Claude  Heights  Methodist  Chinch, 
Arabi,  has  been  named  the  recipient 
of  a  coveted  $10,000  educational 
grant  for  college  work,  according  to 
his  pastor,  the  Rev.  Grayson  B.  Wat¬ 
son. 

Frank  was  one  of  nine  students  from 
across  the  United  States  to  receive  a 
Joseph  Curran  National  Maritime 
Scholarship  to  cover  four  years  of  col¬ 
lege  study. 

The  grant  was  announced  April  1? 
by  the  selection  committee  which  is 
composed  of  Dr.  Joseph  Dunlop  of 
Harvard  University,  W.  Bradford 
Craig  of  Princeton  University,  and 
Henry  J.  Coleman  of  Columbia  Uni¬ 
versity. 

He  has  already  been  accepted  by 
Centenary  College  for  the  Fall  term. 
He  is  interested  in  some  career  in  the 
scientific  field. 

Frank  is  the  son  of  Mr.  and  Mrs. 
Robert  McNabb  and  has  one  younger 
brother,  Gary. 

t 

May  7-14  is  National 
Family  Week 

The  week  of  May  7-14  will  be  ob¬ 
served  by  most  Protestant  churches  as 
National  Family  Week.  This  year  the 
theme  that  will  be  emphasized  across 
the  land  is  “the  Family  in  a  Chang¬ 
ing  Age.”  Local  churches  and  indi¬ 
vidual  family  groups  are  being  encour¬ 
aged  to  make  a  special  effort  to  face 
the  constantly  changing  challenges 
that  confront  families  today. 

Dr.  Edward  D.  Staples,  who  heads 
the  Family  Life  Department  of  the 
Board  of  Education,  he  said:  “It  is 
the  purpose  of  National  Family  Week 
to  focus  attention  on  responsible  fam¬ 
ily  living  in  the  world  today  and  plan 
activities  which  will  strengthen  family 
life,  encourage  growth  on  the  part  of 
the  parents  and  bring  about  a  closer 
relationship  between  the  teaching  of 
the  home  and  the  teaching  of  the 
church  school.” 

Suggestions  for  the  observance  of 
National  Family  Life  Week  have  been 
carried  in  many  of  the  church  school 
periodicals,  and  most  of  your  church¬ 
es  will  already  have  a  program  planned 


CENTENARY  COEDS  INITIATED 
INTO  MAROON  JACKETS 

Ten  Centenary  College  co-ends  were 
initiated  into  the  Maroon  Jackets,  an 
honorary  society  at  the  local  campus 
in  a  ceremony  Thursday  morning  at 
the  Brown  Memorial  Chapel.  The  Ma¬ 
roon  Jackets  is  an  organization  dedi¬ 
cated  to  scholarship,  leadership  and 
service  to  the  college.  A  member  must 
be  either  of  junior  or  senior  standing 
and  have  an  over-all  3.0  average. 

Those  initiated  were  Milann  Gan¬ 
naway,  Janie  Fleming,  Marie  Junkin, 
Kay  Koelemay,  Janelle  McCammon, 
Judy  Pate,  Ginger  Rodgers,  Maureen 
Buckley,  Ellen  Victory,  and  Fran 
Victory. 

Mrs.  Czarena  Stuart,  librarian  at 
Centenary,  was  named  to  Honorary 
membership  in  the  Maroon  Jackets  for 
her  services  to  the  student  body. 

Miss  Gannaway,  daughter  of  Mr. 
and  Mrs.  William  S.  Gannaway  of 
Monroe,  Louisiana,  is  a  member  of 
Chi  Omega  sorority,  and  is  presently 
attending  the  University  of  Hawaii  on 
a  grant  which  is  awarded  to  outstand¬ 
ing  students. 

Miss  Fleming,  daughter  of  Dr.  and 
Mrs.  N.  Bond  Fleming  of  Oxford, 
Georgia,  is  a  member  of  Chi  Omega 
sorority,  was  named  Vice  President  of 
her  sophomore  class,  and  is  a  dean’s 
list  scholar.  She  is  also  attending  the 
University  of  Hawaii. 

Miss  Junkin,  daughter  of  Mr.  and 
Mrs.  A.  K.  Junkin  of  North  Little 
Rock,  Arkansas,  is  the  Pledge  Trainer 
of  Zeta  Tau  Alpha  sorority,  a  dean’s 
list  scholar,  and  a  member  of  the  As¬ 
sociated  Women’s  Students  Council. 

Miss  Koelmay  is  the  daughter  of 
the  Rev.  and  Mrs.  J.  B.  Koelemay  of 
New  Orleans,  Louisiana.  She  is  a  mem¬ 
ber  of  the  Centenary  Choir,  President 
of  Zeta  Tau  Alpha  sorority,  a  dean’s 
list  scholar,  and  a  finalist  in  the  Miss 
Centenary  Contest.  Miss  McCammon 


for  the  week  that  can  mean  much  to 
your  family  if  you  will  participate  in 
it. 


The  3,186  delegates  who  attended 
the  National  Family  Life  Conference 
in  Chicago  last  October  returned  home 
with  suggestions  they  will  be  follow¬ 
ing  in  their  home  churches.  In  some 
of  your  churches  these  persons  will 
be  leading  next  week’s  activities  and 
they  will  need  your  full  cooperation. 

Some  families  will  be  working  to¬ 
gether  to  serve  the  entire  community 
through  welcoming  visits,  invitations 
to  attend  church  school,  gifts  for  shut- 
ins,  special  kindnesses  in  the  home 
for  students  from  other  countries,  and 
services  to  other  families  through  vari¬ 
ous  community  agencies. 

The  March  issue  of  The  Church 
School  contained  several  articles  re¬ 
lated  to  the  theme  of  National  Fam¬ 
ily  Life  Week,  describing  service  proj¬ 
ects  for  families  and  church  activities 
which  will  strengthen  family  life. 

We  suggest  that  you  note  carefully 
the  activities  that  have  been  planned 
in  your  church  for  this  special  week 
and  that  you  and  your  family  make 
a  special  effort  to  take  part  in  most 
of  diem. 


Among  members  of  the  clergy  on  hand  Sunday,  April  9th,  for  the  consecra¬ 
tion  service  at  Centenary  Methodist  Church  in  Rayne  and  for  the  family- 
style  dinner  that  followed  were:  lefttoright,  the  Rev.  (and  Mrs.)  Conrad 
Edwards,  pastor  (and  wife),  Bishop  Aubrey  G.  Walton,  Dr.  J.  Henry  Bow¬ 
den,  Lafayette  district  superintendent,  the  Rev.  Emery  Labbe,  pastor  of 
St.  Joseph  Catholic  Church  of  Rayne.  Mrs.  C.  T.  Curtis,  chairman  of  the 
social  committee,  at  right.  The  Rev.  Sam  Jacobs  and  the  Rev.  Francis 
Bourgeois,  assistant  pastors  of  St.  Joseph,  joined  in  the  fellowship  that 
followed  the  buffet  dinner. 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

Dr.  Webb  Pomeroy,  professor  of 
Bible  at  Centenary  College,  was  in 
New  Orleans  recently  for  a  course  of 
instruction  concerning  Luke  and  Acts. 
This  course  was  designed  for  church 
school  teachers  of  children.  After  this 
assignment  had  been  completed  Webb 
accepted  an  invitation  by  Larry  Rob¬ 
ertson  to  be  guest  speaker  at  the  Fri¬ 
day  night  session  of  the  Quorum  Club. 

is  presently  attending  the  American 
University  in  Washington,  D.  C.,  on 
the  Washington  Semester  program.  She 
is  a  member  of  Chi  Omega  sorority, 
Dorm  Council  and  was  a  Sophomore 
Senator.  She  is  the  daughter  of  the  Rev. 
and  Mrs.  C.  R.  McCammon  of  Frank¬ 
lin,  Louisiana. 

Miss  Pate  is  the  daughter  of  Dr.  and 
Mrs.  Woodrow  Pate,  Shreveport.  She 
is  a  member  of  Chi  Omega  sorority, 
Dorm  Council,  and  Secretary  of  her 
Sophomore  Class. 

Miss  Rodgers  is  President  of  Alpha 
Xi  Delta  sorority  and  is  a  member 
of  the  A.  W.  S.  Council.  She  is  the 
daughter  of  Mr.  and  Mrs.  Virgil  Rod¬ 
gers,  Bossier  City. 

Miss  Buckley  is  the  daughter  of  Mr. 
and  Mrs.  Ellis  C.  Buckley  of  Dallas, 
Texas.  She  is  a  member  of  the 
Jongleurs,  a  Centenary  Beauty,  and 
a  member  of  Zeta  Tau  Alpha  sorority. 

Misses  Ellen  and  Fran  Victory  are 
the  twin  daughters  of  Mr.  and  Mrs. 
T.  E.  Victory,  Shreveport. 

Ellen  is  President  of  the  A.  W.  S., 
Treasurer  of  Chi  Omega  sorority,  and 
Co-ed  Vice  President  of  the  Student 
Senate. 

Fran  is  Managing  Editor  for  the 
student  newspaper,  the  CONGLOM¬ 
ERATE,  and  a  member  of  Chi  Omega 
sorority. 


As  many  of  you  know,  the  Quorum 
Qub  is  a  non-profit  coffeehouse  which 
is  located  at  611  Esplanade.  In  the 
tradition  of  coffeehouses  of  past  gen¬ 
erations  it  offers  opportunity  for  dis¬ 
cussion,  leisure,  recreation,  and  fel¬ 
lowship.  Alcoholic  beverages  are  not 
permitted. 

Webb,  as  always,  made  his  state¬ 
ment  in  an  articulate  manner.  His 
thesis  was  that  we  all  are  dependent 
for  survival  upon  influences  outside 
ourselves.  We  didn’t  elect  to  come  into 
this  world  and  we  have  no  final  con¬ 
trol  over  our  departure.  We  are  de¬ 
pendent  creatures.  He  concluded  with 
his  own  witness  that  he  needed  fel¬ 
lowship  with  God  to  make  his  life 
meaningful  and  comprehensible. 

Then  his  audience,  numbering  about 
fifteen,  began  to  question,  criticize,  add 
to,  and  take  from  his  point  of  view. 
These  opposing  commentaries  seemed 
to  take  this  form: 

1.  A  concept  of  God  is  not  needed 
to  explain  or  sustain  the  universe.  The 
opinion  was  ventured  that  if  God  were 
to  remove  Himself  from  this  universe 
there  would  be  no  difference  in  the 
order  of  things. 

2.  The  Christian  faith  has  been  a 
failure  in  its  efforts  to  improve  the 
human  scene. 

3.  Man  is  the  great  value  in  the- 
world,  the  object  of  all  worthwhile 
activities.  Not  only  is  man  important 
enough  to  deserve  action  in  his  be¬ 
half,  but  also  he  is  wise  enough  to 
know  which  actions  should  be  initiated. 

Webb  made  an  effective  reply  to 
these  objections.  He  gained  the  re¬ 
spect  of  the  group.  He  stated  at  the 
beginning  that  it  wasn’t  his  intention  to 
sell  anyone  on  his  point  of  view.  He 
simply  was  stating  his  own  faith.  This 
he  did  well. 

Because  of  men  like  Larry  Robert¬ 
son,  who  works  regularly  with  the 
group,  and  men  like  Webb  Pomeroy, 
who  come  occasionally  to  give  leader¬ 
ship,  the  Quorum  Club  offers  an  op¬ 
portunity  to  witness  God’s  love  to 
many  who  would  not  hear  it  otherwise. 
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SCRIPTURE: 

“Yon  are  my  witnesses,”  says  the 
Lord,  “and  my  servant  whom  I  have 
chosen,  that  you  may  know  and  be¬ 
lieve  me  and  understand  that  I  am 
He.  Before  me  no  god  was  formed, 
nor  shall  there  be  any  after  me.  I, 
I  am  the  Lord,  and  beside  me  there 
is  no  savior.  I  declared  and  saved 
and  proclaimed,  when  there  was  no 
strange  god  among  you;  and  yon  are 
my  witnesses,”  says  the  Lord.  “I  am 
God,  and  also  henceforth  I  am  He; 
there  is  none  who  can  deliver  from 
my  hand;  I  work  and  who  can  hin¬ 
der  it?” 

Isaiah  43:10-13 

So  when  they  had  come  together, 
they  asked  him,  “Lord,  will  yon  at 
this  time  restore  the  kingdom  to  Is¬ 
rael?”  He  said  to  them,  “it  is  not 
for  you  to  know  times  or  seasons 
which  the  Father  has  fixed  by  his 
own  authority.  But  you  shall  receive 
power  when  the  Holy  Spirit  has 
come  upon  yon;  and  yon  shall  be 
my  witnesses  in  Jerusalem  and  in 
all  Judea  and  Samaria  and  to  the 
end  of  the  earth.” 

Acts  1:6-8 


Let  me  tell  you  the  history  of  a 
church  on  the  small  island  of  Iona,  off 
the  coast  of  Scotland.  In  the  eleventh 
century,  the  Benedictines,  the  greatest 
of  the  medieval  religious  orders  of 
monks,  came  to  Iona.  They  constituted 
a  dedicated  religious  community  based 
on  a  three-fold  vow  of  poverty, 
chastity,  and  obedience.  They  built  an 
abbey  church  on  the  standard  medieval 
pattern,  reflecting  even  in  its  archi¬ 
tecture  and  arrangement  the  division 
between  the  dedicated  community, 
bound  by  the  three-fold  vow,  and  the 
general  body  of  Christians,  who  were 

Erevented,  by  family  and  property  and 
y  other  obligations,  from  what  the 
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monks  thought  of  as  complete  dis- 
cipleship.  The  monastic  church  was 
built  in  the  form  of  nave  and  choir 
...  the  nave,  or  main  body  of  the 
church,  was  for  the  general  body  of 
the  people  ...  the  ordinary  Christians, 
and  the  choir,  or  chancel  area,  was 
for  the  dedicated  community  of  monks. 
Within  the  choir,  or  chancel  area,  was 
the  holy  table.  Around  it  sat  the  com¬ 
mitted  company  of  those  whose  separa¬ 
tion  from  the  secular  world  qualified 
them  to  draw  near  to  Christ.  Between 
them  and  the  general  body  of  Chris¬ 
tians  was  a  great  wooden  screen,  in¬ 
dicating  that  those  outside  the  screen, 
involved  in  the  life  of  the  world,  could 
attain  to  no  more  than  a  secondary 
level  of  holiness  ...  a  sort  of  “sec¬ 
ond-best  quality”  of  Christian  living. 
Religion  and  life  were  symbolically  . . . 
and  in  fact,  separated. 

Medievalism  said  in  effect  that  facts 
were  too  strong  for  the  vision,  that 
the  full  following  of  Jesus  was  im¬ 
possible  for  men  leading  a  secular 
life,  it  compromised  a  double  standard 
...  the  truly  religious  withdrew  froih 
the  world  into  monasteries,  and  the 
rest  were  left  in  the  world  without  any 
real  involvement  in,  challenge  from,  or 
committment  to  their  faith  in  their 
daily  lives. 

This  solution  found  in  the  church  at 
Iona  had  the  merit  of  at  least  being 
realistic  and  honest  about  the  contra¬ 
diction  between  the  normal  life  of  men 
in  society  and  the  external  pattern  of 
the  life  of  Jesus  on  this  earth.  How 
can  the  men  bound  by  family  obliga¬ 
tions,  by  property  ties  and  civic  loyal¬ 
ty,  the  merchant,  the  carpenter,  the 
dentist  .  .  .  how  can  these  pretend  to 
the  life  of  holy  vagabondage  and  of 
no  care  for  the  morrow  to  which  Jesus 
seems  to  call  men  by  his  word  and 
example? 

The  wooden  screen  did  not  mean 
that  ordinary  citizens  were  simply 
abandoned  to  damnation.  The  pres¬ 
ence  of  the  screen  was  the  symbolic 
recognition  of  a  problem,  and  it  was 
and  still  is  a  real  problem  whether 
we  like  the  screen  or  not.  The  theory 
was  that  the  sin  and  need  of  men 
outside  the  screen,  of  men  entangled 
with  the  affairs  of  this  world,  was  to 
to  be  made  up  for,  as  it  were,  by  the 
extra  devotion  and  costly  practice  of 
the  monkish  community  within  the 
choir.  At  best,  it  at  least  recognized 
a  real  conflict  between  the  demands 
our  faith  makes  on  us  and  the  demands 
secular  life  makes  on  us. 

In  the  sixteenth  century,  the  Re¬ 
formists  came  to  Iona.  The  great 
church  on  the  island  still  stands  as  it 
did  at  the  end  of  the  medieval  period, 
with  the  important  difference  that  the 
screen  is  gone.  There  is  now  no  sym¬ 
bolic  division  between  choir  and  nave, 
no  monkish  community  separate  from 
the  main  body  of  Christian  folk,  for 
the  Reformers  had  their  own  doctrine 
about  the  relation  of  the  Christian 
faith  and  the  secular  life,  between  work 
and  worship,  and  about  priests  and 
laymen.  It  did  not  do  away  with 
priests,  but  made  all  Christians  priests 
.  .  .  holding  that  every  Christian  brings 
an  acceptable  offering  to  God,  wheth¬ 
er  it  be  in  the  common  worship  of 
the  people  or  in  the  work  of  their 
hands.  The  doctrine  of  the  priesthood 
of  all  believers  brings  laborers  and 
fishermen,  brickmasons  and  account¬ 
ants,  inside  the  chancel  area.  It  abol¬ 


ished  the  idea  that  only  the  clergy  had 
a  religious  calling,  but  proclaimed  that 
all  men  are  called  for  God  to  be  wit¬ 
nesses  of  the  Word,  not  to  the  world, 
but  in  the  world. 

As  heirs  of  the  Reformist  move¬ 
ment,  we  acknowledge  that  the  claim 
of  Christ  is  a  total  claim.  We  reject 
the  idea  that  Christianity  is  a  purely 
spiritual  affair  and  that  our  loyalty  to 
Christ  is  a  purely  spiritual  loyalty.  We 
know  that  if  the  claim  of  Christ  is 
valid,  it  is  valid  over  the  whole  of 
life  .  .  .  over  life  both  private  and  pub¬ 
lic,  spiritual  and  material,  economic 
and  political.  Most  of  us  can  manage 
fairly  well  to  keep  close  to  the  con¬ 
ventional  standards  of  individual  mor¬ 
ality.  Helped  by  the  general  life  and 
the  fellowship  of  the  Christian  commu¬ 
nity,  we  can,  without  intolerable  strain, 
stay  sober  and  chaste,  avoid  the  waste 
of  gambling,  and  maintain  general  de¬ 
cency  and  honesty.  It  may  be  that  our 
motivations  have  a  keener  eye  on  so¬ 
cietal  retributions  than  on  the  Chris¬ 
tian  ethic  ...  or  that  our  achieve¬ 
ments  in  these  areas  are  simply  be¬ 
cause  we  are  seldom  exposed  to  the 
more  dire  temptations  to  break  the 
conventional  codes.  But  conventional 
morality,  even  at  its  best,  never  ex¬ 
hausts  the  Christian  claim  of  a  man, 
and  often  does  not  coincide  with  it. 
If  the  claim  of  Christ  is  total,  then 
there  can  be  no  area  of  our  life,  no 
action,  no  thought,  no  motivation,  that 
is  not  subject  to  its  claim. 

And  if  we  will  subject  ourselves  to 
a  searching  self-examination,  we  will 
too  often  feel  and  experience  the  wood¬ 
en  screen  standing  silently,  invisibly, 
unnoticed,  yet  standing  in  all  reality 
between  our  professed  faith  and  some 
area  of  our  life  .  .  .  our  occupation, 
recreation,  family  relations,  motives,  or 
some  other  area  where  we  have  not 
consented  to  be  a  priest. 

For  example,  Emil  Brunner  asks, 
“Within  this  soulless  economic  order, 
which  destroy  personal  relations  and 
reverses  the  order  of  nature,  is  it  pos¬ 
sible  to  do  any  work  which  rises  above 
the  world  of  things,  work  which  is  of¬ 
fered  as  a  service  to  the  community 
and  is  done  to  the  glory  of  God?” 

In  every  generation,  Christians  have 
felt  the  conflict  between  the  standards 
of  the  kingdom  of  God  and  the  stand¬ 
ards  by  which  life  is  lived  in  this  world, 
between  the  demands  of  Christ  and 
the  demands  that  secular  life  lays  on 
men.  The  dilemma  of  the  modem 
Christian  is  a  profound  one  indeed, 
for  he  is  of  the  world  and  must  live  in 
the  world,  with  all  the  demands  it  im¬ 
poses  on  him,  yet  at  the  same  time  is 
called  to  be  a  witness  of  the  world 
in  the  world.  And  to  keep  his  integrity, 
the  Christian  must  deal  with  this  di¬ 
lemma.  He  cannot,  like  the  Benedictine 
monk,  withdraw  behind  the  wooden 
screen  to  worship  and  serve  Christ, 
removed  from  the  world  and  immune 
from  its  demands. 

This  is  a  responsibility  that  I  can¬ 
not  delegate  to  my  church,  my  pastor, 
or  to  anyone  else.  Is  this  too  heavy  a 
responsibility  to  put  upon  the  lay 
Christian?  Heavy  or  not,  if  we  truly 
believe  in  the  priesthood  of  all  be¬ 
lievers  .  .  .  that  all  men  are  called  of 
God  to  be  witnesses  of  the  Word  in 
all  of  life  .  .  .  then  our  day  .  .  .  today, 
decisions  and  actions  .  .  .  not  just 
those  things  we  do  in  church-related 


activities  .  .  .  must  witness  to  the  faith 
as  eloquently  as  the  minister’s  sermon 
spoken  from  the  pulpit. 

Much  has  been  said  and  done  in 
the  field  of  “church  renewal”  in  re¬ 
cent  years,  one  of  the  most  significant 
aspects  of  which  has  been  the  increas¬ 
ing  importance  of  the  lay  movement 
within  the  structural  church,  both  Prot¬ 
estant  and  Catholic.  We  are  the  heirs 
and  beneficiaries  of  this  movement.  At 
the  same  time,  however,  we  are  the 
depositaries  of  a  much  more  awesome 
and  awful  responsibility.  I  say  awesome 
and  awful,  for  it  should  fill  us  with 
awe.  The  responsibility  of  a  greater 
sharing  in  the  program  and  decision¬ 
making  of  the  church  pales  beside  it. 
The  emerging  concept  of  the  Christian 
laity  might  be  summarized  by  saying 
that  while  it  is  the  duty  of  the  clergy 
to  minister  to  the  church,  it  is  the 
duty  of  the  laity  (having  been  minis¬ 
tered  to  by  the  clergy)  to  be  Christ’s 
ministers  to  the  world.  You  and  I, 
therefore,  become,  individually, 
Christ’s  minister  in  our  home,  office, 
garden,  golf  course,  work  bench,  or 
wherever  we  might  be,  every  waking 
moment. 

Word  by  word,  decision  by  deci¬ 
sion,  act  by  act,  whether  we  like  it  or 
not,  we  are  Christ’s  minister  to  each 
individual  person  we  confront  in  each 
individual  situation.  No  longer  can  we 
move  and  rearrange  the  wooden  screen 
to  shield  some  portion  of  the  nave  of 
our  life  from  the  chancel  or  our  life, 
For  we  are  all  ministers,  with  differing 
ministerial  functions,  moving  freely 
from  nave  to  chancel.  The  wooden 
screen  is  not  laid  aside  to  be  used 
again,  but  is  destroyed.  And,  through 
maturing  Christian  faith  and  spiritual 
growth,  the  nave  and  chancel  hopeful¬ 
ly  lose  their  identities  and  become  one 
...  all  of  life  is  a  holy  place  in  which 
to  worship  God.  Conversely,  there  is 
no  hiding  in  any  comer  or  cranny  of 
our  life  from  the  demands  that  the 
Christian  faith  makes  on  us,  and  no 
avoiding  our  responsibility  as  Christ’s 
minister  to  the  world  RIGHT  NOW 
...  in  this  situation,  whatever  it  may 
be. 

More  eloquently,  the  North  Amer¬ 
ican  Conference  on  the  Ministry  of  the 
Laity  in  the  World  has  said  it  in  these 
words: 

“God  calls  all  men  and  women  to 
committed  witness  and  action  in  all 
the  dimensions  of  our  daily  lives. 
We  live  in  the  world,  and  we  are 
in  no  way  separated  from  it.  We 
must  work  out  our  ministry  in  the 
structures  of  everyday  experience. 
We  accept  our  share  of  Christ’s  min¬ 
istry  in  the  world.” 

As  the  Reformation  movement 
marked  the  removal  of  the  wooden 
screen  between  the  chancel  and  the 
nave  of  the  church  .  .  .  between  re¬ 
ligion  and  life  .  .  .  let  us  hope  and 
pray  that  the  emergence  of  the  laity 
movement  in  the  church  will  herald 
the  blending  of  the  chancel  and  the 
nave  in  the  lives  of  Christian  laymen 
and  women,  and  that  each  of  us  strive 
to  be  an  effective  minister  of  Christ 
in  the  world. 

t 

The  Book  of  Proverbs  is  more  up  to 
date  than  this  morning’s  newspaper. 

— William  L.  Phelps 
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■  A  new  life  begins 

for  insurance  executive 


A 


venture 


Anew  life  is  beginning  for  Harry 
Newman,  38,  as  with  his  wife 
and  five  young  sons,  he  ceases 
to  be  a  resident  of  Jacksonville  Beach, 
Florida,  employed  by  the  Prudential 
Insurance  Company,  and  becomes  a 
Methodist  missionary. 

Feeling  “just  like  a  June  bride,”  Mr. 
Newman  went  to  a  management  staff 
meeting  in  February  at  the  South-Cen¬ 
tral  home  office  of  Prudential,  in  Jack¬ 
sonville,  to  hear  the  announcement 
that  he  was  resigning — to  become  a 
missionary,  probably  serving  as  a  hos¬ 
pital  administrator  in  Bolivia. 

The  change  in  vocation  didn’t  come 
suddenly,  it  was  an  idea  that  had  been 
growing  for  at  least  18  months.  And 
it  was  an  idea  that  had  the  full  back¬ 
ing  of  his  family. 

“We,  as  a  family,”  he  explained, 
“took  two  votes,  one  when  I  first 
thought  of  investigating  missionary 
work  and  the  second  just  before  I 
resigned.  Both  votes  were  unanimous.” 

Casting  their  votes  were  Mrs.  Bar¬ 
bara  Newman,  and  the  couple’s  five 
sons,  Bruce,  15,  Scott,  13,  Harry,  9, 
Don,  5,  and  Gary,  22  months. 

“For  a  man  with  five  boys,  knowing 
how  important  college  education  is  and 
how  many  other  things  a  family  needs, 
such  a  decision  is  not  easily  arrived 
at.  And  I  had  many  chains  to  break. 
Ten  years  ago  it  would  have  been 
much  easier.  But  you  can’t  do  some¬ 
thing  like  this  until  you  are  ready.  I 
know  that  I  could  not  have  made  this 
decision  any  earlier  in  life.” 


Church  in  Neptune  Beach,  where  he 
has  served  as  chairman  of  the  board. 

This  month  Mr.  Newman  began  an 
accelerated  orientation  course  in  hos¬ 
pital  administration  at  Baptist  Hospital 
in  Jacksonville.  In  mid-July,  the  seven 
Newmans  will  go  to  the  Missionary 
Orientation  Center  at  Stony  Point, 
N.Y.,  where  “we  will  have  six  months 
to  begin  sharing  what  is  truly  an  ecu¬ 
menical  experience.”  After  study  in 
New  York  they  will  go  to  Costa  Rica 
for  language  study — Spanish  and  an 
Indian  dialect,  Aymara. 

The  family  expects  to  be  sent  to 
Pfeiffer  Memorial  Hospital  in  La  Paz, 
Bolivia.  It  has  60  beds,  many  clinics 
in  out-lying  villages,  staffed  by  nurses, 
and  a  nursing  school.  At  present  the 
surgeon-in-charge  is  doing  the  hospital 
administration.  Projected  building 
plans  have  had  to  be  postponed  be¬ 
cause  of  the  lack  of  supervisory  per¬ 
sonnel. 


In  tracing  the  growth  of  the  idea 
of  becoming  a  missionary,  Mr. 
Newman  goes  back  18  months 
to  the  day  he  heard  Mrs.  Burleigh 
Law,  the  widow  of  a  missionary  to 
the  Congo,  tell  of  their  work  there  to¬ 
gether.  “I  more  or  less  said  to  myself 
then,  ‘that’s  what  I  want  to  do.’” 

After  thinking  about  the  change  for 
six  months  Mr.  Newman  mentioned 
it  to  his  wife,  only  to  discover  that 


she  had  just  been  waiting  for  what 
she  considered  a  decision  “I  had  to 
arrive  at.” 

For  the  next  year  they  explored  the 
possibilities  together,  and  began  to 
meet  the  many  qualifications,  one  by 
one. 

All  seven  Newmans  had  to  take 
physical  tests.  Their  home  in  Bolivia 
will  be  at  12,000  feet  above  sea  level 
instead  of  the  10  feet  above  they  are 
used  to  in  Florida. 

There  were  all  sorts  of  other  tests 
—  intelligence,  psychological,  psychi¬ 
atric — and  interviews  with  Board  of 
Missions  executives  and  conversations 
with  missionaries  home  on  leave  from 
South  America. 


But,  having  passed  all  the  prelim-, 
inary  hurdles,  Mr.  Newman  says: 
“We’re  committed.  The  boys  are  en¬ 
thusiastic.  One  of  our  goals  is  that 
we,  as  a  family,  will  work  together  in 
this  venture.  Now,  we  are  completely 
carried  away!  I  think  you  have  to  find 
your  purpose  in  life  and  then  find 
a  way  to  accomplish  it.” 

t 


Since  1954  Mr.  Newman  has  been 
manager  of  the  Accounting  and 
Cost  Division  at  the  Prudential 
home  office  in  Jacksonville.  He  is  a 
graduate  of  the  University  of  Florida 
at  Gainesville  and  served  four  years 
in  the  Navy.  Mr.  and  Mrs.  Newman 
are  members  of  Christ  Methodist 


Former  Prudential  insurance  ex¬ 
ecutive,  Harry  Newman,  his  wife 
and  family,  have  started  a  new 
life.  Mr.  Newman  is  now  study¬ 
ing  hospital  administration  at  the 
Jacksonvi  lie,  Fla.,  Baptist  Hos¬ 
pital,  the  first  step  in  training 
that  is  expected  to  take  him  to  La 
Paz,  Bolivia,  as  a  Methodist  mis¬ 
sionary.  In  front  of  their  home 
church,  Christ  Methodist,  in  Nep¬ 
tune  Beach,  Fla.,  Mr.  Newman, 
Bruce,  15,  Scott,  13,  Harry,  9, 
Don,  5,  and  Gary,  22  months. 
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Mrs.  Letha  Irene  Wynne 

Funeral  services  were  held  recently 
for  Mrs.  Letha  Irene  Wynne,  76,  Ber¬ 
nice,  La.  The  Rev.  Boyd  Lee 
Terry,  pasta  of  the  Bernice  Methodist 
Church  officiated. 

Mrs.  Wynne  was  a  native  of  Vernon 
Parish.  She  is  survived  by  her  hus¬ 
band,  the  Rev.  A.  M.  Wynne,  retired, 
St.  Joseph’s  Home,  Monroe;  one 
daughter,  Mrs.  Pat  Wade,  Oak  Ridge; 
two  sisters,  Mrs.  Leslie  Hamner  and 
Mrs.  Elgin  Hamner,  Shreveport;  one 
brother,  Roy  Foster,  Anacoco,  and 
many  nieces  and  nephews. 

Mrs.  Wynne  took  a  leading  part  in 
church  work.  She  was  a  charter  mem¬ 
ber  of  Slaughter  WSCS.  They  recently 
presented  her  a  life  membership  pin. 
The  parsonage  homes  over  which  she 
presided  attested  to  her  sweet,  Chris¬ 
tian  character, 

t 

Lester  Weaver 


Arts  degrees  from  George  Peabody 
College,  and  Doctor  of  Divinity  de¬ 
gree  from  Vanderbilt  University,  both 
of  Nashville,  Tennessee. 

Brother  Weaver,  was  married  to 
Miss  Susan  Cleaton,  on  June  19,  1919. 
He  was  licensed  to  preach,  and  ad¬ 
mitted  on  trial  into  the  Holston  Con¬ 
ference  in  1909,  and  in  full  connection 
in  1913.  He  was  ordained  Deacon  in 
1913,  and  ordained  Elder  in  1914. 
While  he  was  in  George  Peabody  Col¬ 
lege,  and  Vanderbilt  University,  he 
supplied  the  following  charges:  Duck- 
town,  McKendree  Mission,  and  White 
Bluff.  In  1915,  Brother  Weaver  lo¬ 
cated  at  his  own  request,  and  was  re¬ 
admitted  into  the  Oklahoma  Confer¬ 
ence  in  1918,  and  served  the  follow¬ 
ing  charges:  Weatherford,  and  Bristow, 
First  Methodist  Church. 

In  1921,  Brother  Weaver,  was  trans- 
fered  to  the  North  Arkansas  Confer¬ 
ence,  and  served  the  following  charges: 
Corning,  Bentonville,  Clarksville,  Par¬ 
is,  Tuckerman,  Cotton  Plant,  Marked 
Tree,  McCrory,  West  Helena,  Tyronza, 
Clinton,  Hartford,  South  Fort  Smith, 
and  Terrell-Gilmore.  He  gave  more 
than  thirty-nine  years  of  service  to  the 
Church  he  loved  so  much. 

Survivors  include  his  widow,  Mrs. 


The  Rev.  Lester  Weaver,  was  bom 
June  23,  1879,  in  Sparta,  Tenn.,  and 
died  January  23,  1967,  at  the  Hermit¬ 
age  Methodist  Home,  Richmond,  Vir¬ 
ginia.,  at  the  age  of  88  years  of  age. 

He  was  converted  and  joined  the 
Methodist  Episcopal  Church,  South, 
early  in  life.  He  graduated  from  the 
High  school  at  Sparta.  He  received  his 
Bachelor  of  Science  and  Master  of 

U.  S.  WITHDRAWAL 
FROM  VIETNAM  URGED 

PORTLAND,  Ore. — Withdrawal  of 
U.  S.  military  forces  from  Vietnam 
was  called  for  by  the  Board  of  Chris¬ 
tian  Social  Concerns  of  The  Methodist 
Church  in  its  annual  meeting  here 
April  10-13. 

The  board  also  commended  Dr. 
Martin  Luther  King,  Jr.,  for  “his  stand 
on  the  Vietnam  War”  and  applauded 
“the  continuity  of  his  philosophy  and 
practice  of  non-violence.” 

Among  the  numerous  statements 
and  resolutions  passed  by  the  board 
were  three  others  dealing  specifically 
with  military  matters.  One  favored  vol¬ 
untary  military  service,  another  called 
for  broader  recognition  of  conscientious 
objectors,  and  a  third  opposed  the  es¬ 
tablishment  of  an  anti-ballistic  mis¬ 
sile  system.  Vote  on  the  Vietnam  policy 
statement  was  38  for,  none  against, 
and  three  abstaining.  Voting  on  the 
other  three  policy  statements  men¬ 
tioned  was:  Voluntary  Military  Ser¬ 
vice  46-0-0;  Conscientious  Objection 
43-1-1;  and  Anti-Ballistic  Missiles  45- 
0-0.  The  resolution  concerning  King 
had  33  affirmative  votes,  six  negative, 
and  five  absentions. 

In  passing  statements  and  resolu¬ 
tions,  the  board  speaks  only  for  itself 
and  not  The  Methodist  Church  as  a 
denomination. 
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PERHAPS  WE  CAN  HELP  YOU 


Bad  Credit«No  Problem»Not  a  Loan  Co. 

Send  your  name  and  address  for  f«tl  application 
to  nearest  office  for  faster  service  # 

•  ATLANTIC  ASSOCIATES,  Dept.99 

•  146  Westminster  St..  Providence,  R.  I_ 

•  3312  N.  Central  Ave. ,  Phoenix.  Arizona 


Susan  Weaver,  of  Richmond,  Va.,  and 
a  brother,  Leeson  Weaver,  of  Sparta, 
Tenn. 

The  funeral  service  was  held  in 
the  Highland  Park  Methodist  Church, 
with  Dr.  Artha  Park  Roach,  pastor  of¬ 
ficiating.  Burial  was  in  Riverview  Cem¬ 
etery,  Richmond,  Va. 

The  writer  and  his  friends  knew  him 
as  a  man  who  walked,  talked  and  lived 
with  God. 

— J.  W.  Moore,  retired  minister 
Paragould,  Ark. 
t 

James  H.  Moore 

The  Rev.  James  H.  Moore,  52,  a 
missionary  in  Korea  since  1947,  died 
in  Seoul  recently  after  a  long  illness. 

Since  1954,  Mr.  Moore  had  been 
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working  in  the  field  of  radio,  television 
and  audio-visuals  for  the  Christian 
churches  of  Korea.  He  was  instru¬ 
mental  in  developing  a  program  of 
Christian  audio-visual  evangelism, 
which  now  reaches  more  than  500,000 
persons  each  year  through  mobile 
units.  He  had  been  director  of  the 
audio-visual  program  for  the  Korea 
National  Christian  Council  and  taught 
the  use  of  audio  visuals  at  the  Meth¬ 
odist  Theological  Seminary  in  Seoul. 

Mr.  Moore  and  his  wife  went  to 
Korea  in  1947.  He  worked  for  three 
years  as  a  district  evangelistic  mis¬ 
sionary  near  Seoul.  During  the  Ko¬ 
rean  war  years  he  was  transferred  to 
the  Philippines  as  an  evangelistic  mis¬ 
sionary  and  co-pastor  of  the  large  Knox 
Memorial  Methodist  Church  in  Manila. 
Mr.  Moore  and  his  family  returned  to 
Korea  in  1954. 

Bom  in  Johnson  City,  N.  Y.,  Mr. 
Moore  was  educated  at  Asbury  Col¬ 
lege  (bachelor  of  arts),  Wilmore,  Ky.; 
Drew  University  Theological  Seminary 
(bachelor  of  divinity),  Madison,  N.J.; 
Cornell  University  (master  of  science), 
Ithaca,  N.Y.,  and  Columbia  Univer¬ 
sity  (master  of  arts),  New  York  City. 
He  was  pastor  of  Methodist  churches 
in  New  Jersey  before  becoming  a  mis¬ 
sionary. 

Mrs.  Moore,  the  former  Margaret 
Evangeline  Martin,  and  three  younger 
sons  are  in  Seoul  and  probably  will 
make  their  home  there.  Two  older  sons 
are  studying  in  the  United  States.  Mrs. 
Moore  was  bom  in  Lungchingtaun, 
Manchuria,  the  daughter  of  mission¬ 
ary  parents,  and  grew  up  in  Seoul 
where  her  father  taught  at  Severance 
Union  Medical  College. 
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A.  B.  Coates 

The  Rev.  A.  B.  Coates,  who  served 
as  a  missionary  for  25  years  in  India, 
died  in  Watertown,  S.D.,  at  the  age  of 
87. 

Mr.  Coates,  a  resident  of  the 
Jenkins  Methodist  Home  in  Water- 
town,  worked  in  the  South  India  Con¬ 
ference  from  1905  to  1930.  He  mar¬ 
ried  the  former  Olive  Briney  in  Bom¬ 
bay  in  1907.  Mrs.  Coates  died  in  1964. 

In  addition  to  his  work  in  India, 
Mr.  Coates  also  served  as  pastor  of 
churches  at  Pontiac,  Mich.,  and  Craw- 
fordsville,  Ind.,  Newcastle,  Ind.,  and 
New  Richmond,  Ind. 

He  is  survived  by  two  sisters  in 
Watertown,  Mrs.  J.  B.  Kintsley  and 
Mrs.  Leola  Stone;  and  a  brother,  Les¬ 
ley  Coates,  in  Wilkinsburg,  Pa. 


STUDENT 
AT  PRAYER 

This  book  of  prayers  is 
a  very  simple  and  com¬ 


petent  guide  for  any  student  who  faces  the 
problems  of  daily  routine  on  campus.  The 
seventy-one  authors  include  students,  faculty 
members,  directors  of  student  work,  pastors 
and  administrators.  Pocket  size;  stiff  cover, 
blue  with  silver  stamping.  $1.00  per  copy, 
$10.00  per  dozen,  postpaid.  Order  from 


World's  most  widely  used  daily  devotional  guide. 

1908  Grand  Ave.,  Nashville,  Tennessee  37203 
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Members  of  the  Ray  vi  lie 
Methodist  Third  and  Fourth 
grade  Church  School  Class 
present  their  pastor,  the 
Rev.  A.  A.  McKn  ight,  with 
a  gift  for  the  Carol  Wood 
Fund.  Miss  Wood  is  a  mis¬ 
sionary  in  Korea  being  sup¬ 
ported  by  the  Rayville 
Church. 


BELOW  LEFT:  Rayville 
Methodist  Men  were  hosts 
to  the  Rayville  football 
team  and  their  coaches  re¬ 
cently.  This  is  a  cross- 
section  view  of  the  92  who 
attended  the  barbecue  din¬ 
ner.  BELOW  RIGHT:  The 
Rev.  Alton  A.  McKnight, 
pastor;  "Bo”  Herring,  Ray¬ 
ville  Coach;  "Dub”  Jones, 
Offensive  Coach  for  Cleve¬ 
land  Brown’s;  Jess  Stodg- 
hill,  president  of  Methodist 
Men. 


The  Ecumenical  Institute  of  New  Orleans,  a  branch  of  the  original  insti¬ 
tute  in  Chicago,  conducted  a  seminar  the  weekend  of  April  21-23  at  Hodg¬ 
es  Gardens,  near  Many,  La.  Several  denominations  were  represented. 
Pictured  are  representatives  from  the  Baton  Rouge,  Shreveport,  New  Or¬ 
leans  and  Lake  Charles  Districts.  The  subject  was  Church  Renewal 
Across  Denominational  Lines. 


Members  of  the  Senior  High  department  of  First  Methodist  Church,  Houma, 
get  together  for  Activity  Night  with  their  band  instruments  as  they  make 
plans  for  a  Talent  Show.  The  Rev.  A.  Jerome  Cain  is  minister. 
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Hospital  construction  ahead  of  schedule 


■  One  of  eight  WSG-sponsored  Seminars 

Mission  Seminar  to  be  held 
at  Shreveport  Business  Girls'  Inn 


Construction  on  New  Orleans’  760-bed  new  Methodist  Hospital  is  moving  along 
ahead  of  schedule.  Only  three  working  days  have  been  lost  since  groundbreak¬ 
ing,  January  23.  Completion  is  scheduled  for  October,  7968.  The  view  shown 
here  was  taken  from  a  position  immediately  in  front  of  what  will  be  the  Main 
Entrance  to  the  Hospital.  Column  steel  is  in  place  in  the  South  Wing  of  the 
Main  Building,  and  in  the  background,  can  be  seen  the  roof  of  the  Mechanical 
and  Storage  Building.  This  latter  area  (almost  75,000  square  feet  of  floor 
space)  is  now  ready  for  initial  masonry  work— both  blocks  and  bricks  are  being 
laid.  The  program  needs  and  deserves  your  support  and  that  of  every  Methodist 
in  Louisiana. 


Business  Girls’  Inn  in  Shreveport 
has  been  chosen  for  one  of  the  eight 
weekend  seminars  on  missions  to  be 
sponsored  by  the  Wesleyan  Service 
Guild. 

The  Inn  is  a  project  of  the  National 
Division  of  the  Methodist  Board  of 
Missions.  It  is  a  residence  for  young 
women  who  are  already  employed  or 
who  are  training  for  employment  in  the 
Shreveport-Bossier  City  area. 

Eight  seminars  have  been  scheduled 
for  the  coming  year.  They  are  spon¬ 
sored  by  the  Guild  but  are  open  to  all 
Methodist  women.  The  Guild,  which 
is  The  Methodist  Church’s  organiza¬ 
tion  for  employed  women,  has  more 
than  125,000  members  in  nearly  6,000 
local  units. 

The  Mission  Weekend  Seminar  pro¬ 
gram,  now  in  its  third  year,  is  designed 
to  expose  church  women  to  the  mission 
of  the  church  as  it  is  functioning 


through  a  specific  project.  However, 
it  is  stressed,  each  project  is  seen  only 
as  a  representative  of  the  total  pro¬ 
gram  of  the  church.  It  is  hoped  that 
through  the  weekend  seminars,  women 
can  learn  what  it  means  to  be  in  the 
mission  of  the  church. 

This  year,  the  seminars  are  mainly 
focusing  on  residential  halls  in  cities 
for  working  young  women,  though  one 
will  be  held  in  a  rural  parish,  one  in 
an  inner-city  parish  and  one  in  a  com¬ 
munity  center  caring  for  and  training 
retarded  children.  Those  who  take 
part,  and  the  number  is  limited  to  less 
than  30,  will  in  many  cases  live  in  the 
institution  itself  for  the  weekend.  If 
that  is  not  possible  the  participants 
will  live  in  the  immediate  community 
and  in  many  cases  will  have  an  oppor¬ 
tunity  to  do  actual  work  in  the  selected 


Louisiana  churches 
featured  in 
World  Outlook 

Two  Louisiana  Methodist  churches 
are  featured  in  the  lead  article  in  the 
May  issue  of  World  Outlook. 

They  are  Francis  Asbury  Church  in 
Baton  Rouge  and  Terrytown  near  New 
Orleans,  both  organized  by  the  New 
Church  Development  program  of  the 
Board  of  Missions. 

The  magazine  sent  their  own  pho¬ 
tographer,  Toge  Fujihira,  2nd  writer 
Charles  E.  Brewster  to  Asbury  Church 
on  the  Sunday  it  received  a  $10,000 
check  from  the  One  Thousand  Club 
of  the  Louisiana  Conference.  On  that 
same  Sunday,  the  pastor,  the  Rev.  Dan¬ 
iel  C.  Steere,  received  several  new 
members  into  the  church,  and  the  dis¬ 
trict  superintendent.  Dr.  Bentley 
Sloane,  baptized  the  Steere’s  infant  son, 

The  article  says  of  the  Francis  As¬ 
bury  Church:  “This  is  a  young  con¬ 
gregation;  most  of  the  members  are 
under  forty  years  of  age.  A  notable 
exception  is  Mr.  Austin  Arnold,  fifty- 
four-year-old  chairman  of  the  Official 
Board,  who  says,  ‘I  suppose  its  the 
way  the  pioneer  spirit  catches  on,  and 
the  way  people  will  make  all  kinds  of 
sacrifices.’  ” 

Referring  to  the  new  church  at  Ter¬ 
rytown,  Mr.  Brewster  says  in  the  ar¬ 
ticle:  “Although  only  sixty-four  people, 
have  joined  the  new  church  in  Terry*- 
town,  a  suburb  of  New  Orleans,  the 
average  attendance  at  the  morning  wor- 
shop  is  over  100.  They  have  been 
meeting  in  the  area’s  only  public  build¬ 
ing,  an  enclosed  air-conditioned  mall. 
It’s  one  of  those  shopping  centers  that 
reminds  one  of  where  we  are  in  the 
ecumenical  movement  —  with  all  the 
stores  under  one  roof  but  still  main¬ 
taining  separate  facilities.” 

The  summarizing  closing  paragraph 
says:  “In  the  final  analysis,  the  ques¬ 
tion  is  whether  or  not  a  congregation 
is  in  mission  (and  significantly,  how 
long  it  will  take  a  congregation  bur¬ 
dened  by  debt  to  free  itself  to  look, 
outward  in  mission).” 


Laymen  train 
in  Shreveport 
District 

A  large  crowd  turned  out  in  the 
Shreveport  District  for  the  first  train¬ 
ing  session  for  lay  delegates  to  the  an¬ 
nual  conference.  It  was  held  Thurs¬ 
day  night,  May  11,  at  St.  Luke’s 
Church,  Shreveport. 

The  district  lay  leader,  Dudley  Snow, 
presided.  He  and  Cecil  Bland,  lay  as¬ 
sociate  in  the  Area  Office,  discussed 
some  of  the  proposals  that  will  be 
voted  on  at  Annual  Conference. 

Dr.  Jack  Wilkes  discussed  the  pro¬ 
posed  merger  with  the  Evangelical 
United  Brethren  Church,  and  Dr.  Jolly 
Harper  discussed  the  resolution  related 
to  the  dissolving  of  the  Central  Jur¬ 
isdiction. 

Similar  sessions  are  being  held  this 
week  for  the  Lafayette,  Alexandria  and 
Baton  Rouge  district  and  for  the  New 
Orleans  and  Lake  Charles  Districts. 
The  final  one  will  be  held  Monday, 
May  22,  at  the  Wesley  Foundation  in 
Ruston.  (pictures  on  page  4) 
t 

SMU  Trustees 
vote  changes, 
record  budget 

Three  top  administrative  changes, 
a  record  operating  budget  of 
$20,076,156,  and  79  faculty  appoint¬ 
ments  have  been  approved  by  the 
Southern  Methodist  University  Board 
of  Trustees. 

William  P.  Clements,  Jr.,  of  Dallas, 
president  of  Southeastern  Drilling,  Inc., 
was  unanimously  elected  to  succeed 
Dallas  civic  leader  C.  A.  Tatum,  Jr., 
as  chairman  of  the  19-member  Board 
of  Governors,  the  body  which  meets 
monthly  to  administer  the  affairs  of 
the  University. 

In  addition  to  serving  on  SMU’s 
Board  of  Governors,  Mr.  Clements  is 

Please  turn  to  page  13 
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OUR  BISHOP'S  LETTER 

New  Orleans,  Louisiana 
May  13,  1967 

Dear  Louisiana  Methodists: 

I  had  a  most  delightful  visit  last  week-end  with  the  Reverend 
and  Mrs  .  E .  R.  Haug  in  Monroe.  Brother  Haug  and  I  tried  to  fish 
at  Bussey  Brake  on  Saturday  but  the  wind  was  too  high. 

On  Sunday  morning  we  drove  to  Newellton  where  I  preached 
and  participated  in  the  service  of  dedication  of  the  new  educational 
building  there.  The  church  at  Newellton  is  a  fine  example  of  ecumen¬ 
icity  between  the  Presbyterians  and  the  Methodists  in  that  community. 
Othere  denominations  are  participating.  The  arrangement  was  per¬ 
fected  in  November  15,  1928,  and  has  worked  splendidly  since  that 
time.  The  communions  alternate  the  ministers.  For  example,  a 
Presbyterian  minister  served  from  1961  to  1966.  Last  June  the 
Reverend  Richard  R .  Meek  was  appointed  by  The  Methodist  Church . 

The  congregation  cares  for  the  benevolence  claims  of  both  denomi¬ 
nations  .  There  is  a  spirit  of  real  oneness  and  it  would  be  difficult 
to  discover  who  are  Methodists  and  who  are  Presbyterians  . 

The  new  building  which  was  dedicated  on  last  Sunday  was  for¬ 
mally  opened  in  September  1959.  The  building  houses  a  fellowship 
hall,  kitchen,  minister’s  office,  choir  room  and  six  classrooms.  It 
is  brick  veneer  and  was  erected  at  a  cost  of  approximately  $80,  000.00. 
Mr.  Dean  Doyle,  chairman  of  the  Official  Board,  presented  the 
building  for  dedication . 

At  noon  we  enjoyed  a  deliciousmeal  at  the  well  -known  River  Road 
Restaurant  with  Mr .  and  Mrs .  E .  R .  McDonald  and  Mr .  and  Mrs  . 

Frank  Burnside.  We  came  away  quite  enthusiastic  about  the  work  of  the 

Please  turn  to  page  4 
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WHAT  DIFFERENCE  WILL  IT  MAKE? 

N)W  THAT  THE  MOMENT  of  truth  has 
arrived  —  the  vote  by  the  annual  conference 
on  the  question  of  merger  of  The  Methodist 
Church  and  the  Evangelical  United  Brethren 
Church  —  we  have  been  asked  by  a  number  of 
friends  to  answer  the  question,  “What  difference 
will  the  merger  make  in  the  way  we  conduct  our 
affairs  as  local  churches  and  conferences  in  Arkan¬ 
sas  and  Louisiana?”  We  are  reprinting  a  series  of 
questions  and  answers  concerning  the  merger  in 
this  week’s  paper  —  these  were  prepared  and  dis¬ 
tributed  by  the  Commission  on  Ecumenical  Affairs 
of  our  church.  However,  several  who  have  read 
them  previously  have  said  that  they  do  not  answer 
the  fundamental  question  suggested  above.  There¬ 
fore  we  will  attempt  to  summarize  the  answers 
here. 

First,  we  would  remind  you  that  we  will  be 
voting  only  on  the  Constitution  and  the  Enabling 
Legislation  at  the  annual  conference.  Part  IV  of 
the  Plan  —  the  Discipline  for  the  new  Church 
with  the  exception  of  the  Constitution  —  was  said 
to  have  been  “adopted  in  principle”  at  the  1966 
special  session  of  the  General  Conference.  How¬ 
ever,  in  reality  most  of  its  material  was  referred 
for  further  study  and  reports  to  the  1968  General 
Conference,  and  so  there  is  really  no  way  at  this 
time  to  even  guess  what  the  new  Discipline  will 
look  like  if  merger  is  voted.  There  are  many  strong 
voices  calling  on  the  Ad  Hoc  Committee  on  Church 
Union  to  rewrite  the  whole  thing  before  1968.  If 
they  do  we  could  have  some  lively  battles  at  Dallas 
concerning  Part  IV.  But  back  to  answering  our 
question  — 

First,  there  will  be  a  change  in  the  name  of  the 
church  —  it  would  be  the  United  Methodist 
Church.  In  addition,  there  are  a  number  of  changes 
in  terms.  The  familiar  “Quarterly  Conference” 
would  become  the  “Charge  Conference,”  which 
makes  sense  because  it  has  been  a  long  time  since 
they  were  held  quarterly.  The  “Church  Confer- 
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ence”  would  become  the  “Congregational  Meeting.” 

The  provision  in  the  proposed  Constitution 
which  would  have  written  in  “life  tenure”  for 
bishops  was  placed  back  in  the  main  section  of  the 
Discipline.  The  Evangelical  United  Brethren  group 
at  the  Chicago  General  Conference  would  not  com¬ 
promise  on  this  matter.  (They  elect  their  bishops 
every  four  years.)  Their  feeling  was  that  if  it  were 
in  the  Discipline  instead  of  the  Constitution  it 
would  not  be  such  a  difficult  matter  to  effect  a 
change  at  some  future  date. 

Article  VI  of  the  new  Constitution,  written  in 
to  preserve  the  integrity  of  present  EUB  Annual 
Conference,  says:  “For  a  period  of  12  years  follow¬ 
ing  union,  annual  conferences  shall  not  have  their 
names  or  boundaries  changed  without  their  con¬ 
sent.”  It  also  guarantees  EUB  annual  conference 
the  right  to  elect  delegates  in  “their  time-honored 
methods.”  This  involves  ministers  and  laymen  in 
the  annual  conference  voting  together  for  all  dele¬ 
gates.  Currently  in  The  Methodist  Church  minis¬ 
ters  elect  clerical  delegates  and  laymen  elect  lay 
delegates.  It  is  our  conviction  that  the  provisions 
about  “names  and  boundaries  of  annual  confer¬ 
ences”  could  be  invoked  in  an  entirely  unexpected 
manner  by  some  conferences  that  might  see  it  as 
a  Constitutional  “loop-hole”  for  avoiding  merger 
with  Central  Jurisdiction  annual  conferences. 

The  present  Disciplinary  requirement  conern- 
ing  the  Standing  Committee  on  the  Episcopacy  in 
the  Jurisdictional  Conferences  has  been  written 
into  the  new  Constitution.  However,  the  present 
requirement  of  Par.  526  concerning  “twelve  year 
tenure  on  an  area”  was  not  included.  This  appar¬ 
ently  would  have  to  be  revoted  in  some  paragraph 
in  Part  IV  if  it  is  the  desire  of  the  General  Con¬ 
ference  to  continue  this  limitation. 

Article  VI  of  the  Constitution  is  the  “ticklish 
double  representation  provision”  which  assures 
that  “on  all  boards  and  agencies  at  the  Annual 
Conference,  Central  Conference,  Jurisdictional 
Conferences  and  General  Conference  levels,  in 
every  instance  there  shall  be  chosen  during  the 
first  three  quadrenniums  following  union,  at  least 
twice  the  number  of  representatives  coming  from 
the  Evangelical  United  Brethren  Church  member¬ 
ship  as  the  relative  numerical  membership  in  a  par¬ 
ticular  conference  would  indicate  in  relation  to  the 
number  of  representatives  coming  from  The  Meth¬ 
odist  Church.”  We  still  insist  this  will  be  difficult 
to  interpret  and  administer. 

Remember,  there  will  be  no  opportunity  to 
amend  the  Plan  at  annual  conference.  You  must 
vote  for  it  or  against  it  as  written.  In  the  light  of 
the  overwhelming  vote  of  the  Methodist  delegates 
in  the  General  Conference,  we  intend  to  vote  for  it. 


A  Letter  from  Mr.  Satterfield 

During  the  last  few  days  we  received 
from  John  C.  Satterfield  of  Yazoo 
City,  Miss,  a  copy  of  a  letter  and 
pamphlet  which  he  is  mailing  to  all 
annual  conference  delegates  in  the 
South  Central  Jurisdiction  urging  them 
to  vote  against  the  Methodist-EUB 
merger  proposal  and  the  special  reso¬ 
lution  concerning  the  elimination  of 
“all  forms  of  racial  structures  from 
The  Methodist  Church.” 

Interestingly  enough  a  communica¬ 
tion  has  gone  out  from  a  group  of 
preachers  in  the  Southern  California- 
Arizona  Annual  Conference  urging  a 
vote  against  merger  for  exactly  oppo¬ 
site  reasons  —  holding  that  the  pro¬ 
jected  1972  target  date  is  too  far  in 
the  future. 

At  this  stage  in  the  life  of  our 
church  we  believe  that  both  the  com¬ 
munications  err  in  their  basic  premises. 
Mr.  Satterfield  makes  a  strong  point 
of  voting  against  the  resolution  of  the 

1966  special  session  of  the  General 
Conference  and  being  true  to  the 
“position  of  the  1964  General  Confer¬ 
ence.”  The  fact  is  that  actions  of  the 
1964  General  Conference  are  obsolete 
when  the  1966  General  Conference 
has  spoken  on  the  same  matter. 

The  California  group  seems  to  be¬ 
lieve  that  if  the  Methodist-EUB  Merg¬ 
er  plan  with  its  1972  target  date  is 
defeated  some  magical  formula  will  be 
discovered  by  which  the  racial  struc¬ 
ture  they  desire  could  be  instantly 
achieved  at  the  1968  General  Confer¬ 
ence.  There  can  be  no  instant  imple¬ 
mentation  of  such  a  goal,  and  any  such 
effort  would  be  most  injurious  to  the 
Negro  brethren  whose  cause  the  Cal¬ 
ifornians  claim  to  be  representing. 

We  believe  the  interests  of  all  con¬ 
cerned  can  be  best  served  by  voting  in 

1967  for  the  principle  represented  in 
“at  the  earliest  possible  date  and  not 
later  than  the  close  of  the  Jurisdic¬ 
tional  Conference  of  1972.” 

t 

A  group  working  together  can  be¬ 
come  an  organism  of  the  Holy  Ghost. 

— E.  Stanley  Jones 
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‘United  Church  by  the  ’70s”  -  Blake 

annual  meeting 

Consultation  on  Church  Union 


Material  on  this  page 
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Service.  Photos  are  by 
John  Goodwin. 


The  executive  committee  of  the  Consultation  on  Church  Union  is  shownas 
it  met  during  the  recent  annual  meeting  at  the  Episcopal  Theological 
School,  Cambridge,  Mass. 


“TIMETABLE”  DELAYED 

Some  delay  in  the  timetable  for 
uniting  10  Protestant  denominations 
having  25  million  members  was  indi¬ 
cated  as  the  1966  meeting  of  the 
Consultation  on  Church  Union  Con¬ 
vened  at  Episcopal  Theological  School, 
Cambridge,  Mass. 

The  commission  on  structure,  head¬ 
ed  by  Prof.  Elmer  F.  Arndt  of  Eden 
Seminary,  Webster  Groves,  Mo.,  said 
the  switch  in  signals  was  not  intended 
“to  decelerate  the  movement  toward 
union.”  “It  was  done,”  he  said,  “in 
order  that  agreements  may  be  reached 
on  solid  and  enduring  grounds. 

Methodist  Bishop  John  Wesley  Ford 
of  Washington,  D.C.  expressed  dis¬ 
appointment  that  the  commission  had 
not  drafted  a  structural  outline.  “Per¬ 
haps  we  are  marking  time,”  he  said, 
“when  we  should  be  moving  ahead.” 

Dr.  David  G.  Colwell,  pastor  of 
First  Congregational  United  Church 
of  Christ,  Washington,  D.C.,  and 
chairman  of  the  Consultation,  defend¬ 
ed  the  approach  of  the  structure  com¬ 
mission. 

He  said,  “The  pace  we  are  going 
to  be  able  to  move  will  be  determined 
by  the  way  you  find  your  way  through 
the  problems  of  structural  guidelines. 
We  can  move  as  fast  as  you,  under 
the  Holy  Spirit,  are  willing  or  able  to 
move.” 


Prof.  Elmer  Arndt  of  Edan  Semi¬ 
nary,  Webster  Groves,  Mo.,  is 
shown  as  he  detai led  eight  guide¬ 
lines  “for  determining  the  struc¬ 
ture  appropriate  to  a  united  and 
uniting  Church  in  Contemporary 
America.  ” 

NEW  DENOMINATIONS 
ADMITTED 

At  its  opening  session,  the  Consul¬ 
tation  accepted  as  full  participants  two 
more  denominations:  the  African 
Methodist  Episcopal  Zion  Church  and 
the  Christian  Methodist  Episcopal 
Church.  The  other  participants  are  the 
United  Presbyterian  Church,  Episcopal 
Church,  The  Methodist  Church,  United 
Church  of  Christ,  Christian  Churches 
(Disciples  of  Christ),  Evangelical 
United  Brethren  Church,  Presbyterian 
Church  in  the  U.S.  (Southern),  and 
African  Methodist  Episcopal  Church. 

Dr.  Colwell,  in  his  opening  remarks, 
said  one  of  the  contributing  problems 
facing  the  Consultation  is  that  “most 
if  not  all  of  our  American  experience 
has  been  with  what  I  would  call 
merger.  I  have  no  objection  to  merger 
— it  is  proper  in  many  situations.  But, 
I  think  you  will  agree,  it  does  not  pro¬ 
vide  for  the  kind  of  vigorous  question¬ 
ing  which  throws  us  back  on  the  Bib¬ 
lical  and  common  historical  roots  of 


our  faith  and  to  a  radical  dependence 
upon  the  Word  that  God  would  speak 
to  us  in  our  situation.” 

CONSULTATION  IS  SOLVENT 

The  Consultation  adopted  a  set  of 
by-laws,  in  order  to  receive  tax  exempt 
status  from  the  Internal  Revenue  Serv¬ 
ice.  Consultations  receipts  totaled 
$25,733  in  the  year  ending  March  31 
and  expenditures  totaled  $11,106. 


Dr.  Carl  Mclntire  is  shown  lead¬ 
ing  pickets  representing  the  ultra¬ 
fundamentalist  American  Council 
for  Christian  Churches  outside 
the  theological  school  where  the 
COCU  meeting  was  being  held. 

PICKETS  LIVEN  THINGS  UP 

Theological  students,  armed  with 
hymnals,  flowers  and  unfailing  good 
humor,  won  the  day  in  an  unscheduled 
confrontation  with  demonstrators  pro¬ 
testing  against  the  deliberations. 

A  dozen  pickets  from  the  ultra- 
fundamentalist  American  Council  of 
Christian  Churches,  marched  in  front 
of  the  seminary  and  sang  an  anti¬ 
ecumenism  parody  to  the  tune  of 
“Row,  Row,  Row  Your  Boat.”  It  went 
something  like  this: 

“Row,  row,  row  your  boat, 
Blake  and  Pike  and  Team  — 
Ecumenical,  Ecumenical, 

This  is  Babylon’s  theme.” 

The  marchers  were  led  by  the  organ¬ 
ization’s  founder,  Dr.  Carl  Mclntire. 

The  pickets,  handicapped  by  having 
to  read  the  words  of  their  parody  from 
papers  they  held  as  they  marched, 
switched  to  the  more  familiar,  “Happy 
day,  happy  day,  when  Jesus  washed 
my  sins  away.” 

EPISCOPAL,  METHODIST 
BISHOPS  CLASH 
Bishop  G.  Francis  Burrell  of  the 
Episcopal  Diocese  of  Chicago  said  it 
would  be  “premature”  for  the  Consul¬ 
tation  to  proceed  immedately  to 
preparing  the  union  plan.  Bishop 
John  Wesley  Lord  of  the  Washington 
Area  of  The  Methodist  Church  dis¬ 


agreed.  “We  can  no  longer  ‘pussyfoot’ 
in  this  matter,”  he  declared. 

Both  bishops  were  reacting  to  a 
recommendation  made  by  a  discussion 
group  headed  by  William  P.  Thomp¬ 
son,  chief  administrative  officer  of  the 
United  Presbyterian  Church’s  General 
Assembly.  The  group  proposed  that  a 
plan  of  union  be  ready  for  the  1968 
meeting. 

Bishop  Burrill  pointed  out  that  if 
the  Consultation  were  to  approve  this 
recommendation,  it  would  seem  to  be 
acting  without  the  authorization  of  the 
bodies  of  the  delegates.  “We  might 
accentuate  the  anxieties  that  already 
exist,”  he  commented. 

Only  four  of  the  10  denominations 
participating  in  the  Consultation  have 
thus  far  authorized  the  preparation  of 
a  plan  of  union.  They  are  the  United 
Presbyterian  Church,  the  United 
Church  of  Christ,  the  Christian 
Churches  (Disciples),  and  the  Evan¬ 
gelical  United  Brethren  Church. 

Dr.  Colwell  commented  that  he  had 
sensed  “some  anxieties”  that  the  sense 
of  urgency  might  lead  the  Consultation 
to  “brush  by”  some  of  the  crucial 
issues  that  still  need  to  be  isolated  and 
resolved. 

DR.  BLAKE:  UNITED  CHURCH 
SHOULD  COME  BY  1970’S 

Dr.  Eugene  Carson  Blake,  the 
“father”  of  the  Consultation  idea,  said 
that  the  united  church  being  sought 
by  the  group  “had  better  come  into 
being  in  the  1970’s.”  He  said  he  was 
optimistic  that  it  would. 

He  said,  “Our  present  divisions  dis¬ 
tort  the  mission,  message  and  the  life 
of  every  Church  in  this  country.” 

Dr.  Blake  also  stressed  the  import¬ 
ance  of  the  church’s  having  an  inter¬ 
national  scope.  “A  national  church,” 
he  said,  “would  be  a  disaster.” 

He  also  pointed  out  that  the  par¬ 
ticipating  churches  are  “traditional 
churches  whose  constituencies  are  not 
about  to  forget  the  important  things 
of  their  traditions.” 

RESPECT  PAID  TO  CATHOLIC 
LEADER 

“Because  ecumenism  is  built  on  the 
fabric  of  human  relationships,”  the 
Protestant  leaders  expressed  regret  that 
Msgr.  William  W.  Baum,  director  of 
the  Catholic  Bishops’  Committee  for 
Ecumenical  and  Interreligious  Affairs, 
would  soon  be  leaving  his  post  to  be¬ 
come  chancellor  of  the  Kansas  City 
Diocese. 


DAILY  BIBLE  READING 

Below  is  a 

schedule  for  the 

Daily  Bible  Reading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a 

regular  guide  for 

use  in  your  homes. 

May  21 — Sun. 

Romans  1:1-25 

May  22 

I  Cor.  15:1-31 

May  23 

I  Cor.  15:35-38 

May  24 

II  Cor.  4:1-18 

May  25  . 

Ephesians  4:17-32 

May  26 

I  Thessa.  4:1-18 

May  27  . 

I  Timothy  6:12-21 

May  28 — Sun. 

.  I  John  1:1-10 

Msgr.  Baum,  an  observer  during  the 
meetings,  said,  “I  intend  to  remain  as 
active  as  possible.  I  have  no  intention 
of  withdrawing  from  ecumenical  ac¬ 
tivity.” 

PLAN  OF  UNION  ASKED  FOR 

Near  the  end  of  the  meeting  the 
Consultation  instructed  its  Executive 
Committee  to  create  as  quickly  as 
possible  committees  to  begin  work  on 
a  plan  of  union.  These  committees  will 
enlist  specialists,  including  social  scien¬ 
tists,  to  assist  them. 

No  date  was  set  for  submission  of 
the  plan,  but  a  report  on  progress  is 
scheduled  for  the  1968  meeting  in 
Dayton,  Ohio. 

The  plan  of  union  to  be  developed 
will  include  in  detail  the  procedures  by 
which  the  memberships  and  ordained 
ministries  of  the  participating  churches 
are  to  be  united. 

At  the  same  time  that  the  plan  of 
union  is  being  drafted,  work  will  go 
forward  on  a  chapter  on  structure  for 
the  Consultation’s  “principles”  similar 
to  those  already  adopted  on  faith, 
worship,  sacraments  and  the  ministry. 

Dr.  Colwell,  at  a  press  conference 
after  the  closing  of  the  meeting,  said 
that  while  the  results  were  “not  as 
spectacular”  as  at  earlier  meetings, 
they  were  “very  substantial.” 
t 

MILITARY  CHAPLAINCY 
OBSERVES  50TH  YEAR 

WASHINGTON,  D.C.  (MI)—  The 
influence  of  chaplains  serving  with 
military  forces  was  lauded  here  April 
23  as  a  half-century  of  organized 
Protestant  chaplaincy  service  was 
observed. 

The  General  Commission  on  Chap¬ 
lains  and  Armed  Forces,  the  interde¬ 
nominational  agency  formed  during 
World  War  I  to  provide  qualified 
chaplains  for  the  fast-expanding  mili¬ 
tary,  celebrated  the  aninversary  with 
several  events.  They  included  tributes 
to  many  who  have  served  the  com¬ 
mission  or  the  chaplaincy  during  the 
50  years,  including  many  Methodists. 

The  Methodist  Church  is  one  of  36 
denominations  cooperating  with  the 
commission  in  work  with  the  military 
and  the  Veterans  Administration, 
though  maintaining  its  own  system  of 
endorsement  for  chaplains. 

One  of  the  principal  speakers  was 
Methodist  Bishop  Dwight  E.  Loder  of 
Detroit,  Mich.,  who  stressed  that  the 
chaplaincy  “is  not  the  government  be¬ 
coming  church  or  the  church  becoming 
government.  It  is  the  fellowship  reach¬ 
ing  persons  wherever  they  are.  It  is 
the  fellowship  being  the  church  every¬ 
where.” 
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church  at  Newellton. 

In  the  afternoon  we  attended  open  house  at  the  new  parsonage  at 
Grayson.  At  4:30  p.m.  I  preached  and  then  we  held  a  service  of 
blessing  of  the  parsonage.  This  is  a  commodious  and  beautiful  new 
home  for  the  parsonage  family  there .  This  is  th£  home  church  of 
Governor  John  J .  McKeithen.  His  parents,  Mr.  and  Mrs.  J.  J. 

McKeithen,  are  long-time  members  of  the  Grayson  Church.  1  enjoyed 
fellowhip  with  them  and  the  other  fine  people  of  Grayson  at  the  open 
house.  Grayson  Church  also  has  sent  into  the  ministry  the  Reverend 
J.  P.  McKeithen,  now  pastor  of  Southside  Church  in  Monroe.  The 
Reverend  Cecil  C.  Mims  is  the  minister  at  Grayson. 

We  drove  on  to  Columbia  where  after  a  good  visit  at  the  parsonage, 

I  was  privileged  to  sho  pictures  made  on  the  trip  that  Mrs .  Walton  and 
I  recently  took  to  India .  A  large  congregation  was  present  and  we  had 
an  enjoyable  hour  together. 

Governor  John  J.  McKeithen  and  his  family  hold  their  church 
membership  in  the  Columbus  church .  Prior  to  his  election  he  and 
Judge  Vinson  M.  Mouser  were  partners  in  the  practice  of  law  in 
Columbia.  This  is  also  the  home  church  of  Judge  Mouser  and  his 
family.  Louisiana  Methodism  appreciates  the  long  and  able  service 
of  Judge  Mouser  to  the  Methodist  Church,  both  on  the  local  and  con- 
nextional  level .  We  are  also  proud  that  our  governor  who  has  served 
Louisiana  so  well  during  his  term  of  office,  as  a  Methodist. 

The  congregation  at  Columbia  is  also  to  be  congratulated  upon 
the  restoration  and  redecoration  of  both  the  sanctuary  and  the  par¬ 
sonage.  The  members  has  recently  spent  $13,  500.00  in  repairing  and 
redecorating  the  parsonage  and  have  added  a  carport  and  new  furnishings. 
They  have  also  spent  $20,  000.00  in  restoring  and  painting  the  outside  of 
the  church  building,  and  redecorating  the  inside  of  the  sanctuary,  in¬ 
cluding  new  carpet  from  wall  to  wall .  The  Reverend  J .  W .  Boyd  is  the 
minister. 

On  Monday  morning  I  had  the  pleasure  of  attending  the  district 
preachers'  meeting  and  with  the  parsonettes  in  attendance  I  again 
showed  the  pictures  of  India.  After  a  good  lunch  with  the  group  in  the 
dining  room  of  Memorial  Church,  I  took  the  plane  for  New  Orleans . 

On  Tuesday  morning,  came  the  sad  news  of  the  homegoing  of 
Mr.  C.  M.  (Jake)  Anderson,  devoted  member  and  charge  lay  leader 
at  Braodmoor  Church  in  Shreveport.  I  flew  to  Shreveport  that  evening 
and  joined  the  Reverend  Robert  B.  Crichlow  in  conducting  funeral  ser¬ 
vices  for  Mr.  Anderson  at  10  o'clock  on  Wednesday  morning.  The 
sanctuary  at  Broardmoor  was  filled  with  friends  and  loved  ones  who 
mourn  the  passing  Of  his  good  and  faithful  layman.  Jake  Anderson  was 
genuinely  loved  and  appreciated  and  he  is  greatly  missed.  Our  deepest 
sympathy  to  Mrs  .  Anderson,  the  sons  and  all  other  members  of  the 
family. 
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SEMINARS 

project. 

The  dates  and  places  of  the  seminars 
are: 

August  1 8-20  —  Lyndonville,  Ver¬ 
mont.  This  rural  parish,  involving  four 
communities,  is  located  on  the  route 
to  Montreal  and  Expo  ’67  and  Guild 
officials  hope  that  some  participants 
will  combine  the  weekend  seminar  with 
.a  trip  to  the  Canadian  exhibition. 
Applications  for  this  seminar  must  be 
received  no  later  than  August  1 . 

October  20-22  —  Hollywood,  Cali¬ 
fornia.  The  seminar  will  involve  two 
residential  homes  for  young  women 
just  beginning  careers  in  the  city.  They 
are  the  Frances  DePauw  Home  and 
Friendship  Residence. 

October  27-29  —  Sioux  City,  Iowa. 
The  seminar  will  be  held  at  New  Hope 
Center,  a  former  community  center 
which  now  concentrates  on  aiding 
mentally  retarded  and  handicapped 
chilldren.  The  center  runs  all-day  ses¬ 
sions  for  the  trainable  mentally  handi¬ 
capped  over  16  years  old  and  also 
provides  day  care  for  two,  three  and 
four-year-old  severely  handicapped 
children. 

November  10-12  —  Richmond,  Vir¬ 
ginia.  Wilson  Inn,  residential  home  for 


working  girls,  will  be  the  scene  for 
this  seminar. 

March  15-17,  1968  —  Columbia, 
South  Carolina.  The  seminar  here  will 
be  related  both  to  the  Bethlehem  Com¬ 
munity  Center  and  the  Killingsworth 
Residence  for  working  girls. 

April  19-21,  1968  —  Shreveport, 
Louisiana.  The  seminar  participants 
will  see  first-hand  the  work  of  the 
Business  Girl’s  Inn. 

April  26-28,  1968  —  Philadelphia, 
Pennsylvania.  The  Mid-Town  Parish  in 
Philadelphia,  an  inner-city  parish,  will 
be  the  focal  point  for  this  seminar. 

May  17-19,  1968— St.  Paul,  Min¬ 
nesota.  The  Emma  Norton  Residence 
for  young  working  girls  will  be  opened 
in  May,  1967,  and  seminar  partici¬ 
pants  will  see  a  resident  hall  still  in 
the  early  stages  of  its  development. 

Women  interested  in  taking  part  in 
the  seminars  may  get  an  application 
form  and  additional  information  from 
the  Wesleyan  Service  Guild,  Room 
1414,  475  Riverside  Drive.  New  York, 
N.  Y.  10027. 

t 


Don't  think  you  are  doing  God  a 
favor  by  attending  church.  It’s  the 
other  way  around. 


Catho/ic-Methodist  wedding 


The  Rev.  Ted  Smith,  St.  Francisville  Methodist  Church  pastor,  and  Fa¬ 
ther  Myles  Kearney,  officiated  in  a  wedding  at  Our  Lady  of  Mt.  Carmel 
Church  in  St.  Frcncisville  recently.  The  bridegroom,  Edward  Irwin 
Daniel  III,  is  the  son  of  the  Official  Board  chairman  in  the  St.  Francis¬ 
ville  Methodist  Church,  and  the  bride,  the  former  Eileen  Adele  Percy, 
is  the  daughter  of  the  sheriff,  W.  C.  Percy,  Jr.  Altar  boys,  Robert  and 
Eddie  Daniel  are  cousins  of  both  bride  and  groom.  This  was  a  *  ‘first."  * 


NEW  LIBRARY  FOR  SCARRITT 

NASHVILLE,  TENN.— Construction 
began  this  week  on  Scarritt  College’s 
$800,000  library,  President  D.  D.  Holt 
announced  today. 

"Work  was  able  to  begin,”  Dr.  Holt 
said,  "because  of  an  additional  contri¬ 
bution  of  $200,000  by  the  Woman’s  Di¬ 
vision  of  the  Methodist  Board  of  Mis¬ 
sions.”  The  gift  was  approved  at  their 
annual  meeting  in  Cincinnati,  in  Jan¬ 
uary. 

Although  ground  was  broken  for  this 


specialized  graduate-level  library  last 
October,  a  shortage  of  funds  delayed 
construction  until  now.  The  library  will 
be  an  addition  to  the  Scarritt,  George 
Peabody  College  for  Teachers,  Vander¬ 
bilt  Joint  University  Libraries  system. 

To  date,  some  1,640,000  Methodist, 
women  represent  36,000  local  Wom¬ 
an’s  Society  of  Christian  Service  and 
Wesleyan  Service  Guild  organizations 
have  underwritten  a  gift  of  $800,000 
for  constructing  the  building. 


SCENES  DURING  THE  RECENT  LAY  TRAINING  SESSIQN  FOR  SHREVEPORT 

DISTRICT:  BELOW  RIGHT:  Dudley  Snow,  district  lay  leader,  speaks  to  the 
group;  LEFT:  Dr.  Jolly  Harper,  left,  and  Dr.  Jack  Wilkes,  right,  answer  ques¬ 
tions  from  the  floor,  BOTTOM:  A  viewof  the  large  number  of  lay  delegates  who 
attended  the  meeting.  (METHODIST  INFORMATION  PHOTO) 
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FLOWERS  IN  FRONT  of  the  new 
building  at  Reily  Memorial  University 
Church,  Baton  Rouge,  were  planted 
and  are  being  cared  for  by  the  three- 
year  old  classes  of  Mrs.  Horton  and 
Mrs.  Pleimann  of  the  Day  School. 

HERB  PARK  will  be  the  youth 
worker  at  Springhill  Church  this  sum¬ 
mer.  He  is  a  member  of  the  Springhill 
congregation  of  whom  the  Rev.  Loyd 
E.  Williams  is  pastor. 

THE  ANNUAL  FAMILY  NIGHT 
of  the  Baton  Rouge  XYZ  Club  was 
held  at  First  Methodist  on  Wednesday, 
May  10.  The  State  School  for  the 
Blind  Chorus  and  Band  provided  the 
program.  A  display  of  crafts  made  by 
XYZers  was  shown.  Dr.  Dana  Dawson 
was  host  pastor. 

IN  NEW  ORLEANS,  the  Parker  Me¬ 
morial  Family  Night  supper  on  May 
12,  featured  a  play,  “The  Accusers,” 
presented  by  the  Junior  High  MYF 
of  Munholland  Methodist  Church. 
Pastor  at  Parker  is  the  Rev.  Lael  S. 
Jones. 

MRS.  DARBY  MILLER  was  in 
charge  of  the  program  for  the  Family 
Night  at  Horseshoe  Drive  Church  in 
Alexandria,  May  14.  Singers  included 
the  MYF  Girls’  Choir,  the  Junior 
Girls’  Choir,  and  the  Sweet  Adelines. 
The  Rev.  Louis  Coppage  is  the  pastor. 

THE  PLAQUEMINES  CONGRE¬ 
GATIONAL  dinner,  May  5,  featured 
information  and  entertainment.  John 
Parmer  explained  the  goals  of  the 
church.  A  selection  of  songs  from 
“The  Sound  of  Music”  were  sung  by 
the  Herald  Choir  and  a  special  quar¬ 
tet.  The  Rev.  Henry  Bowdon,  Jr.  is 
pastor. 

THE  BLACKWATER  CHURCH 
has  recently  completed  an  every  mem¬ 
ber  visitation  campaign.  An  oversub¬ 
scription  of  pledges  was  made  with  a 
total  commitment  of  $46,921.  A.  S. 
Robinson  served  as  chairman  of  the 
campaign  and  J.  W.  Wuntzel  was  co- 
chairman.  The  Rev.  Hugh  L.  Baker, 
Jr.  is  pastor  of  Blackwater. 

NEW  ORLEANS  FIRST  CHURCH 
Methodist  Men  will  have  their  final 
spring  meeting  on  Friday,  May  19. 
They  have  planned  a  family  dinner, 
and  the  Wesleyan  Class  will  present 
the  program.  The  Rev.  Clyde  S. 
Clark  is  the  pastor.  Visitors  in  First 
Church  included  travelers  from  New 
Zealand  one  day,  and  from  Australia 
at  another  service. 

THE  SLIDELL  CHURCH  held  a 
family  picnic  on  the  church  grounds 
last  Saturday  afternoon,  May  13,  as 
a  tribute  to  National  Family  Week. 
The  Rev.  Kirby  A.  Vining  is  pastor, 

CROWLEY  METHODIST  MEN  were 
able  to  contribute  $400  to  the  organ 
fund  as  a  result  of  the  barbeque  they 
held.  The  Rev.  W.  D.  Boddie  is  the 
Crowley  pastor. 


BEAUFORT  TUBB  was  the  speaker 
when  Memorial  Day  services  were  held 
at  Harmony  Chapel  on  Saturday,  May 
13.  Mr.  Tubb  is  an  active  layman  in 
the  Palestine  Methodist  Church.  The 
Rev.  C.  Ed  Henkel  is  pastor  of  Har¬ 
mony  Chapel. 

THE  REV.  DAN  TOHLINE  was 
guest  speaker  when  Methodist  Men  of 
Hammond  First  Church  entertained 
wives  at  the  dinner  meeting  Wednes¬ 
day,  May  10.  Mr.  Tohline,  pastor  at 
Elysian  Fields,  was  the  only  minister 
from  the  southwest  to  ride  horseback 
to  Baltimore,  Maryland,  commemorat¬ 
ing  the  175th  anniversary  of  American 
Methodism.  The  Hammond  pastor  is 
the  Rev.  Alfred  M.  Brown. 

RAYNE  MEMORIAL  CHURCH, 
New  Orleans,  featured  a  family  night 
supper  of  barbecued  hamburgers  fol¬ 
lowed  by  music  and  games  on  Friday, 
May  12,  Dr.  B.  A,  Galloway  is  pastor. 

THE  CHURCH  AND  COMMUNITY 
series  in  First  Church,  West  Monroe, 
was  concluded  Sunday  night,  May  7. 
James  C.  Kelly,  chief  of  police  for  the 
city  of  Monroe,  filled  the  pulpit  and 
spoke  about  crime  and  delinquincy  in 
community  and  nation.  The  series  has 
ben  sponsored  by  the  Commission  on 
Social  Concerns,  Mrs.  Jeff  Caldwell, 
Jr.,  chairman.  The  Rev.  Kenneth  Mc¬ 
Dowell  is  pastor. 

MRS.  HATTIE  BROWN,  the  only 
living  charter  member  of  First  Church, 
Bossier  City,  was  honored  at  the  recent 
congregational  dinner  in  that  church. 
She  was  presented  a  bouquet  of  red 
roses.  The  Rev.  William  P.  Fraser  is 
her  pastor. 


At  the  Liberty  Chapel  annual 
homecoming.  May  7,  the  Rev.  John  F. 
Kilpatrick,  left,  superintendent  of  the 
Alexandria  District,  was  the  .guest 
speaker.  Pictured  with  him  is  the  Rev. 
Roland  Friedrich,  pastor. 


Fellowship  Church  at  Hineston 
held  a  revival,  April  30-May  5.  Pic¬ 
tured  are  the  Rev.  Ed  O.Pickens(left) 
pastor  and  song  leader,  Mrs.  J.  C. 
Walding,  chairman  of  Commission  on 
Evangelism,  and  the  Rev.  Odell  Sim¬ 
mons  of  Vidalia,  evangelist. 


THE  WINNFIELD  Enterprise-News- 
American  on  May  4  printed  the  gist 
of  a  speech  that  District  Judge  Har¬ 
well  Allen  made  at  a  “Respect  for 
Law”  service  held  in  First  Methodist 
Church  at  Winnfield  on  April  30.  He 
was  introduced  by  attorney  and  Meth¬ 
odist  layman,  Hiram  Wright.  Law  en¬ 
forcement  officials  presented  were:  Dis¬ 
trict  Attorney  Sam  Wells,  Parish  Sheriff 
R.  S.  Jordan,  Chief  Deputy  J.  J.  Crip- 
den,  Police  Jurors  Grover  Jetter,  Cot¬ 
ton  Long,  and  Garland  Percy  Roberts. 
The  Rev.  Richard  Walton  is  pastor. 

HOPEWELL  CHURCH  had  the  Rev. 
C.  B.  White  as  guest  preacher  for  Holy 
Weeks  services.  The  Rev.  John  Kilpat¬ 
rick,  Alexandria  District  superintend¬ 
ent,  was  guest  speaker  at  Hopewell  on 
April  30.  Dinner  on  the  grounds  fol¬ 
lowed,  and  Fourth  Quarterly  confer¬ 
ence  was  held  in  the  afternoon  for  the 
Hopewell  and  Elizabeth  Churches,  of 
which  the  Rev.  D.  R.  Deen  is  pastor. 


THE  BROADMOOR  Junior  High 
MYF  of  Shreveport  honored  their  ninth 
graders  with  a  trip  to  Six  Flags  Over 
Texas  in  Dallas.  Sixty-seven  youngsters 
went  with  seven  counselors,  who  were 
Mr.  and  Mrs.  Odell  Moore,  Mr.  and 
Mrs.  James  Adams,  Mr.  and  Mrs.  Rus¬ 
sell  Maddox,  and  Mrs.  David  James. 
Outgoing  MYF officers  are:  Bill  Powdrill, 
president;  Gregg  Moon,  vice  president; 
and  Carol  Porter,  secretary.  Their  pas¬ 
tor  is  the  Rev.  Robert  B.  Crichlow. 
t 


MANGUM  Memorial  Church  in  Shreveport  honored  its  30  graduates  at  the 
morning  worship.  May  7,  presenting  each  with  the  book  “In  His  Steps”  by  Shel¬ 
don.  The  seniors  were  guests  of  honor  at  a  dinner  following  the  service  at 

Morrison’s  Cafeteria.  Parents  and  counselors  were  guests,  also.  The  Roy 
Wagners  presented  the  MYF  a  lectern  cloth  honoring  the  graduates.  The  Rev. 
Ralph  Cain  is  pastor. 


GRADUATES  HONORED 

•  THE  ALGIERS  Woman’s  Society 
honored  the  graduating  class  at  a  ban¬ 
quet  given  at  the  church  Sunday  night, 
April  23.  Mrs.  Edgar  Cayard,  who  was 
recently  chosen  the  outstanding  Lay 
Woman  of  the  Year  for  New  Orleans 
District,  gave  the  address  at  the  ban¬ 
quet.  Mrs.  Clare  Foreman,  WSCS 
president,  presented  each  senior  with 
a  copy  of  “The  Greatest  Thing  in  the 
World.”  Catharine  Frandt  was  selected 
the  outstanding  senior,  to  be  presented 
the  award  later  during  a  church  serv¬ 
ice.  The  Rev.  J.  P.  McKeithen  is 
pastor. 

•  HORSESHOE  DRIVE  graduates 
were  entertained  with  a  Sunday  break¬ 
fast  at  Howard  Johnson’s,  May  7. 
Later  at  the  morning  worship  service 
the  pastor,  the  Rev.  Louis  Coppage, 
presented  each  a  gift  from  the  church. 

•  PLAQUEMINE  SENIORS  were 
guests  at  a  banquet  held  in  the  church 
last  Sunday  from  5-7  p.m.  The  Rev. 
Henry  Bowdon,  Jr.  is  pastor. 

•  PONCHATOULA  held  the  senior 
banquet  on  Friday  night,  May  12. 
Guest  speaker  was  the  Rev.  Kirby 
Vining  of  Slidell.  Host  pastor  was  the 
Rev.  Jack  Winegart. 

•  BOSSIER  CITY  First  Church  ob¬ 
served  Senior  Day,  May  14.  Graduates 
were  presented  gifts  during  the  worship 
service  and  afterwards  were  taken  to 
lunch.  The  Rev.  William  Fraser  is 
pastor. 

•  ALEXANDRIA  FIRST  CHURCH 
seniors  were  honored  at  a  breakfast  at 
Plantation  Manor,  the  event  arranged1 
by  Mrs.  J.  C.  Beuhler,  Jr.,  WSCS 
secretary  of  campus  ministry.  Dr.  Ben 
Oliphint,  their  pastor,  was  the  speaker. 

•  MUNHOLLAND  CHURCH  in  Me¬ 
tairie  has  26  graduates.  The  Commis¬ 
sion  on  Education  sponsored  the  ban¬ 
quet  in  their  honor.  The  food  was 
prepared  by  members  of  the  Woman’s 
Society.  Their  pastor  is  the  Rev.  A.  W. 
Townsend,  Jt. 

•  IN  BATON  ROUGE,  graduates 
were  feted  at  a  banquet  in  the  social 
hall  of  Reily  Memorial  University 
Church  on  Sunday,  April  30.  The  Rev. 
Jack  Cooke,  pastor,  was  the  speaker 
and  presented  gifts  from  the  church 
to  the  seniors.  Dickie  Horton  was 
master  of  ceremonies. 

•  TRINITY  CHURCH  of  Alexandria- 
recognized  seniors  on  Sunday  evening, 
May  30.  The  chorus  of  Alexandria 
Junior  High  School  presented  musical 
selections.  The  Rev.  Byrl  Moreland  is 
Trinity  pastor. 

•  THE  LEESVILLE  SENIOR  lunch¬ 
eon  was  held  on  April  30  following 
the  morning  worship.  The  Rev.  James 
E.  Christie  is  the  pastor. 

•BROADMOOR  CHURCH  in 
Shreveport  honored  55  graduates  Sun¬ 
day  morning,  May  7.  Following  the 
morning  worship,  the  banquet  was 
served  by  members  of  the  Woman’s 
Society.  The  Rev.  Robert  B.  Crichlow 
is  the  pastor. 

•  LISBON  CHURCH  honored  the 
seniors  at  a  Monday  night  banquet  in 
the  fellowship  hall,  sponsored  by  the 
Woman’s  Society  on  May  8.  The  Rev. 
C.  Ed  Henkel  is  the  pastor. 
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Sunday  Scioal  ^eeeen 


By:  Alfred  A.  Knox 


LESSON  FOR  MAY  28:  The  Gospel  in  Samaria 

BACKGROUND  SCRIPTURE:  Acts  8:2-40 

MEMORY  SELECTION:  Now  those  who  were 
scattered  went  about  preaching  the  word.  (Acts 
8:4) 

AIM  OF  THE  LESSON:  To  show  that  Christian¬ 
ity  has  often  found  its  greatest  opportunities 
in  time  of  hardship  and  persecution;  to  dis¬ 
cover  ways  by  which  the  scattered  Christian 
community  may  find  effective  means  of  preach¬ 
ing  the  word  in  every  age. 

*  *  * 


This  lesson  begins  a  new  section  in  Luke’s 
story  of  the  rise  and  spread  of  Christianity.  It 
might  well  be  entitled  “the  scattering  of  the  church.” 
Up  to  now  the  story  has  been  concerned  with 
Christianity  within  Jerusalem.  Now  circumstances 
have  made  it  necessary  that  the  “way”  reach  be¬ 
yond  that  city  if  it  is  to  survive. 

The  execution  of  Stephen  had  been  the  signal 
for  the  outbreak  of  a  general  attack  upon  all  the 
disciples.  Dr.  A.  C.  McGiffert  in  his  book,  The 
Apostolic  Age,  said:  “There  was  no  reason  to  sup¬ 
pose  that  the  teachings  and  practices  of  Stephen 
differed  in  any  way  from  those  of  his  fellow-Chris- 
tians  and  that  his  arrest  and  death  was  due  to  the 
fact  that  he  was  more  radical  than  they.”  Our 
author  wants  us  to  remember  that  Saul  was  at  the 
bottom  of  this  persecution,  “But  Saul  laid  waste 
the  church,  and  entering  house  after  house,  he 
dragged  off  men  and  women  and  committed  them 
to  prison.”  (Acts  8:3) 

We  will  be  studying  two  stories  in  this  lesson — 
the  first  tells  of  the  preaching  of  Philip  in  Samaria, 
and  the  other  tells  of  his  experience  with  the 
Ethiopian  eunuch  who  was  returning  home  after 
a  personal  spiritual  quest  in  Jerusalem.  The  one  is 
the  story  of  mass  evangelism  through  preaching, 
and  the  other  is  the  narrative  of  a  person-to-person 
encounter  and  suggests  to  us  that  even  Luke  was 
aware  of  two  kinds  of  evangelism. 

*  *  * 

THE  “SCATTERING”  OF  THE  CHURCH 

One  of  the  emphases  in  the  so-called  “new 
theology”  speaks  of  the  need  for  the  “gathered 
church”  to  become  the  “scattered  church.”  We  are 
told  that  when  the  people  of  Christ  come  together 
for  worship  and  think  of  this  as  the  end  of  religion 
they  are  bound  to  be  headed  for  spiritual  death. 
Only  when  they  “scatter,”  when  they  go  out  from 
the  place  of  worship  to  witness  in  the  world  do  they 
breathe  the  atmosphere  that  makes  for  the  vitality 
of  the  church.  Luke  made  this  same  emphasis  in 
the  eighth  chapter  of  Acts  as  he  said:  “Now  those 
who  were  scattered  went  about  preaching  the  word.” 
(8:4) 

Dr.  Edward  P.  Blair  in  his  Study  of  the  Books 
of  Acts,  says:  “These  early  Christians  were  an  un¬ 
ceasing  source  of  amazement.  Not  many  modern 
Christians  would  think  of  evangelism  when  they 
were  running  for  their  lives.”  However,  Philip  did 
just  that.  Apparently  headed  for  his  home  in  Cae¬ 
sarea,  he  went  through  Samaria  where  he  found  an 
open  door  for  the  gospel  and  he  did  not  hesitate 
to  enter  that  door. 

The  Samaritans  were  very  similar  to  the  Jews 
in  their  religious  beliefs  and  practices,  so  that  Luke 
is  not  indicating  that  this  story  tells  of  Christianity 
going  outside  its  original  family.  Yet,  we  do  know 


that  there  was  much  enmity  between  the  Jews  and 
the  Samaritans — Philip  must  have  thought  he  was 
truly  on  a  missionary  journey  with  far-reaching  im¬ 
plications.  We  should  remember  that  Jesus  said  in 
the  first  chapter  of  Acts,  “Ye  shall  be  my  witnesses, 
both  in  Jerusalem  and  in  all  Judea  and  Samaria, 
and  unto  the  uttermost  parts  of  the  earth.”  And 
many  Jews  did  think  of  Samaria  as  one  of  the  “ut¬ 
termost  parts  of  the  earth.” 

*  *  * 

SUCCESS  AMONG  THE  SAMARITANS 

The  mission  among  the  Samaritans  must  be  ad¬ 
judged  a  successful  one.  “And  the  multitudes  with 
one  accord  gave  heed  to  what  was  said  by  Philip.” 
(8:6)  His  ministry  consisted  of  preaching  and  per¬ 
forming  miracles.  “The  miracles  were  the  result  of 
the  preaching,”  says  Dr.  Theodore  P.  Farris  in  The 
Interpreter’s  Bible.  “They  were  the  release  of  a 
new  life  among  the  people.  They  were  the  result 
of  God’s  power  brought  to  bear  through  Christ 
upon  the  lives  of  men  and  women.” 

There  was  a  readiness  among  the  Samaritans 
that  prepared  them  to  respond  to  what  they  heard 
and  saw.  There  are  indications  that  they  were  the 
possessors  of  a  Messianic  hope,  and  they  could 
understand  Philip’s  proclamation  of  Jesus  as  Lord. 
It  is  entirely  possible  that  the  way  had  been  pre¬ 
pared  by  the  brief  visit  of  Jesus  to  Samaria  some 
years  before.  Although  the  Samaritans  did  not  in¬ 
clude  the  books  of  prophecy  in  their  Scriptures, 
they  were  well  aware  of  what  the  prophets  had 
said.  They  shared  with  their  Jewish  “cousins”  the 
longing  for  deliverance  from  the  evil  circumstances 
of  their  world — a  longing  that  made  it  easy  for 
many  men  to  style  themselves  as  saviors.  One  such 
man  was  Simon  who  is  mentioned  in  our  lesson  as 
one  “which  is  called  Great,”  which  apparently 
meant  that  he  was  willing  for  people  to  think  that 
his  works  of  magic  justified  the  conclusion  of  many 
Samaritans  that  he  was  “the  one  who  was  sent.” 

The  response  to  Philip’s  preaching  was  immedi¬ 
ate.  Crowds  followed  him  wherever  he  went  —  they 
both  listened  to  what  he  said  and  looked  at  what 
he  did.  Dr.  Farris  says,  “Preaching  by  itself  is 
powerless.  Preaching  that  is  great  preaching  will 
prove  itself  by  the  results  which  it  produces  in  the 

lives  of  the  people  who  hear  it.” 

*  *  * 

“THERE  WAS  MUCH  JOY  IN  THAT  CITY” 

We  especially  want  to  underscore  verse  8  which 
says  “So  there  was  much  joy  in  that  city.”  When 
Philip  by  his  signs  and  wonders  exhibited  the  higher 
power  of  Christianity,  the  Samaritans  turned  readily 
to  his  gospel  and  this  joy  was  the  result.  One  of  the 
threatening  heresies  of  our  time  speaks  of  gloom 
and  pessimism  as  the  characteristics  of  Christian¬ 
ity,  but  this  is  far  from  the  spirit  of  Jesus. 

James  Michener  in  his  novel,  Hawaii,  draws 
such  a  gloomy  picture  of  the  first  missionary  work 
in  the  islands.  There  are  those  today  who  think  of 
the  arrival  of  a  minister,  or  even  a  dedicated  Chris¬ 
tian,  as  the  signal  for  the  end  of  whatever  happiness 
is  being  enjoyed.  It  is  the  opposite  of  this  that  is 
true.  Wherever  real  Christianity  is  communicated 
the  result  is  the  same  as  that  described  by  Luke  in 
Samaria — there  is  “joy  in  that  city.”  Again  we  find 
these  pertinent  words  in  The  Interpreter’s  Bible: 
“One  of  the  best  tests  that  can  be  suggested  for  a 
Christian  church  in  a  community  is  this:  Are  the 
people  rejoicing  because  it  is  there?  If  they  are  not, 
then  that  church  might  well  re-examine  its  life  and 
character.” 


THE  CONFIRMING  VISIT  OF  PETER 
AND  JOHN 

An  interesting  verse  in  the  lesson  is  that  which 
says:  “Now  when  the  apostles  at  Jerusalem  heard 
that  Samaria  had  received  the  word  of  God,  they 
sent  to  them  Peter  and  John,  who  came  down  and 
prayed  for  them  that  they  might  receive  the  Holy 
Spirit.”  (8:  12  and  13)  This  sounds  like  Peter  and 
John  were  empowered  to  do  something  in  Samaria 
that  Philip  had  been  unable  to  do — that  this  was  a 
sort  of  episcopal  tour  of  confirmation.  Dr.  G.  H.  C. 
Macgregor,  in  the  Biblical  interpretation  in  The 
Interpreter’s  Bible,  does  not  agree  that  it  was  that 
kind  of  journey.  He  says:  “The  idea  that  Peter  and 
John,  like  Barnabas  on  a  later  occasion  (11:22), 
are  sent  to  investigate  a  new  development  in  mis¬ 
sionary  work,  to  bestow  on  the  converts  by  the 
laying  on  of  apostolic  hands,  a  grace  which  pre¬ 
sumably  Philip  could  not  bestow,  and  to  give  to  the 
new  Samaritan  church  apostolic  sanction  which  was 
necessary  for  its  regular  organization — all  this  seems 
to  reflect  the  point  of  view  of  a  later  age  when 
ecclesiasticism  was  much  more  self-conscious.” 

Dr.  A.  C.  McGiffert  says:  “Even  if  Peter  and 
John  did  come  from  Jerusalem  to  Samaria  at  this 
time,  they  came  not  in  an  official  capacity,  but  as 
Christian  brethren  to  Christian  brethren.” 

*  *  * 

PHILIP  AND  THE  ETHIOPIAN 

The  account  of  the  preaching  of  the  gospel  in 
Samaria  is  followed  by  a  companion  story  that  is 
set  in  Judea.  Again  we  read  of  the  work  of  Philip 
as  he  encounters  an  Ethiopian  official  who  is  re¬ 
turning  to  North  Africa  after  a  pilgrimage  to  Jeru¬ 
salem  to  worship  at  the  temple.  Some  who  are 
impatient  to  get  the  missionary  work  started  among 
the  Gentiles  conclude  that  this  Ethiopian  must  cer¬ 
tainly  have  been  non-Jewish.  However,  they  over¬ 
look.  the  evidence  that  because  he  had  been  in 
Jerusalem  to  worship  at  the  temple  he  must  have 
been  a  Jew,  or  at  least  a  proselyte.  He  was  reading 
a  Messianic  passage  from  Isaiah  when  Philip  got 
in  his  chariot  with  him,  so  he  was  not  a  stranger  to 
the  idea  of  Jesus  as  Messiah. 

The  story  of  the  conversion  of  the  eunuch  stands 
in  sharp  contrast  to  the  work  Philip  had  done  in 
Samaria.  There  he  had  preached  to  multitudes,  here 
he  encounters  a  single  individual.  There  belief  was 
largely  induced  by  miracles;  here  by  simple  instruc¬ 
tion  received  by  a  ready  heart.  There  people  were 
turned  in  their  faith  from  a  false  messiah  to  the 
true;  here  one  simply  advances  from  truth  to  more 
truth.  Two  more  strikingly  different  stories  of  evan¬ 
gelism  could  scarcely  have  been  put  in  closer  rela¬ 
tion  than  these.  The  same  gospel  was  preached  in 
both  places,  but  the  character  of  the  results  de¬ 
pended  on  the  character  of  the  hearers.  We  need  to 
be  reminded  that  there  is  a  place  for  all  kinds  of 
evangelism. 

*  *  * 

CRISIS  PRODUCED  OPPORTUNITY 

How  can  we  avoid  seeing  that  the  major  em¬ 
phasis  of  this  lesson  concerns  an  occasion  when  the 
pressure  applied  against  the  followers  of  Jesus 
served  as  the  force  which  led  to  great  outreach  by 
the  church.  Saul  was  the  leader  in  a  great  persecu¬ 
tion,  believing  that  this  was  the  way  to  put  an  end 
to  the  new  group.  However,  it  may  be  that  this 
pressure — driving  the  apostles  out  from  the  sanc¬ 
tuary  of  Jerusalem — may  have  been  as  great  a  ser¬ 
vice  to  the  spread  of  Christianity  as  the  work  of 
his  missionary  journeys. 

The  persecution  must  have  appeared  at  the 
time  as  pure  disaster,  but  there  are  two  things  we 
should  remember  about  it.  First,  it  was  the  disaster 
that  contributed  to  the  scattering  of  the  seed.  The 
Christians  fled  to  the  coastal  towns  and  eventually 
to  Rome — remember  there  were  Christians  in  Rome 
when  Paul  arrived  there.  How  often  it  happens  that 
history  moves  in  just  this  fashion  as  victory  emerges 
from  what  appears  to  be  destruction  and  defeat. 

May  we  conclude  with  these  additional  words 
of  Dr.  Farris:  “Had  the  Christians  been  cooped  up 
in  Jerusalem  they  would  have  enjoyed  a  comfort¬ 
able  and  happy  life.  Once  they  were  scattered 
abroad,  they  faced  all  the  dangers  of  a  homeless 
people,  but  they  carried  with  them  the  seed  of  a 
new  life  that  was  meant  for  the  whole  world.” 
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Temple  Emmanu-El,  the  largest  Re¬ 
form  Jewish  congregation  in  the  world, 
has  quit  the  Union  of  American 
Hebrew  Congregations  because  of  its 
president’s  criticism  of  United  States 
policies  in  Vietnam.  Alfred  R.  Bach- 
rach,  president  of  the  congregation, 
charged  that  Rabbi  Maurice  N.  Eisen- 
drath,  UAHC  president,  has  assumed 
the  role  of  spokesman  for  the  entire 
Reform  movement  of  652  congrega¬ 
tions  in  the  U.S. 

Rabbi  Eisendrath,  on  hearing  of 
the  action,  said  that  the  temple’s 
withdrawal  action  was  taken  with¬ 
out  a  canvass  of  the  opinion  of 
the  congregation.  He  said,  “The 
congregation  has  been  arbitrarily 
withdrawn  from  the  Reform 
movement  by  a  vote  of  6  to  4 
among  the  board  of  trustees. 


Episcopal  Bishop  James  A.  Pike, 
according  to  America,  the  national 
Catholic  weekly,  has  “deeply  regretted 
his  factual  mistake”  in  estimating  the 
wealth  and  stock  holdings  of  the 
Jesuit  order  in  the  U.S. 

Writing  in  the  April  issue  of  Play¬ 
boy  magazine,  the  former  Epis¬ 
copal  Bishop  of  California  had 
claimed  that  the  Roman  Catholic 
order  owned  more  than  half  the 
stock  in  the  Bank  of  America  and 
had  a  controlling  interest  in  the 
Creole  Petroleum  Co.  Correction 
of  some  of  Bishop  Pike’s  charges 
and  an  account  of  his  apology 
appeared  in  the  America  maga¬ 
zine  column,  Of  Many  Things, 
written  by  Father  Thurston  N. 
Davis,  editor. 


Pastor  Martin  Niemoeller,  a  survivor 
of  a  Nazi  concentration  camp  and 
currently  an  outspoken  opponent  of 
the  U.S.  Policy  in  Vietnam,  was  one 
of  the  six  non-Russians  named  recent¬ 
ly  to  receive  the  Lenin  Peace  Prize. 
One  American,  artist  Rockwell  Kent 
who  has  also  spoken  frequently  on 
Vietnam,  was  also  awarded  the  prize 
of  25,000  rubles  (about  $28,000). 

The  prize,  a  counterpart  of 
Sweden’s  Nobel  Prize,  is  given 
annually  to  persons  considered 
outstanding  in  the  promotion  of 
international  peace. 


Dr.  Martin  Luther  King,  Jr.,  preaching 
in  Ebenezer  Baptist  Church  in  Atlanta, 
Ga.  had  strong  praise  for  Cassius  Clay, 
world  heavyweight  champion,  for  re¬ 
fusing  induction  in  the  U.S.  Army. 
“He  is  giving  up  even  fame,”  Dr. 
King  said  of  Clay.  “He  is  giving  up 
millions  of  dollars  in  order  to  stand 
up  for  what  his  conscience  tells  him 
is  right.” 


In  his  Atlanta  sermon,  Dr.  King 
again  called  on  young  men  to 
claim  conscientious  objection  and 
refuse  to  fight  in  the  Vietnam 
war. 

The  dean  of  the  University  of  Notre 
Dame  Law  School  has  accused  Dr. 
Martin  Luther  King  and  Stokley  Car¬ 
michael  of  “weeping  only  for  the 
enemy”  in  their  anti-Vietnam  war 
views.  Dean  Joseph  O’Meara,  speaking 
before  a  law  school  honors  day  dinner, 
said  that  the  two  men  refuse  to  con¬ 
demn  the  “terrorist  tactics”  of  the 
North  Vietnamese  and  Hanoi’s  “rejec¬ 
tion  of  all  peace  proposals.” 


Another  Catholic  attack  on  these 
two  civil  rights  leaders  came  from 
Father  Daniel  Lyons,  S.  J.,  in 
his  regular  column  in  our  Sunday 
Visitor,  national  Catholic  weekly. 
He  termed  both  men  as  “disloyal 
to  their  country  and  traitors  to 
their  people.” 


The  chief  message  at  a  recent  day-long 
symposium  at  Notre  Dame,  Ind.,  for 
200  priests,  ministers,  nuns  and  lay¬ 
men  was  summed  up  in  the  two  words 
— get  involved!  Challenges  to  become 
involved  in  the  community  were  issued 
by  several  speakers  at  the  symposium 
for  Christian  clergymen,  held  in  the 
University  of  Notre  Dame’s  Center  for 
Continuing  Education. 


Father  Charles  Curran  of  the  Catholic 
University  of  America  has  criticized 
a  tendency  to  pure  talk,  “pure  angel- 
ism,”  in  the  approach  to  social  prob¬ 
lems  by  religious  groups.  “You  follow 
this  course  and  wind  up  with  abso¬ 
lutely  nothing,”  he  said. 

Planning  for  a  sex  education  pro¬ 
gram  in  the  parochial  schools — 
and  support  for  similar  efforts  in 
public  schools  hae  begun  in  the 
Roman  Catholic  diocese  of  Bur¬ 
lington,  Vt.  At  the  call  of  Bishop 
Robert  F.  Joyce,  a  group  of 
leaders  met  recently  to  lay  the 
groundwork  for  the  program. 


Four  Roman  Catholic  priests  at  three 
parishes  in  San  Antonio,  Tex.  were 
recently  suspended  because  they  criti¬ 
cized  Archbishop  Robert  E.  Lucey  in 
a  story  carried  in  a  local  newspaper. 
The  priests  were  Father  Joseph  Deane 
and  Father  Joseph  J.  Heffeman  of  St. 
Joseph’s  parish,  Father  Norman  van 
Sile  of  Holy  Name  parish,  and  Father 
Lawrence  Murtagh  of  San  Francisco 
de  la  Espada  parish. 

A  former  British  priest  and  the¬ 
ologian,  Dr.  Charles  Davis,  may 
join  the  staff  of  York  University 
in  Toronto,  Ont.  A  spokesman 
confirmed  that  Dr.  Davis  and  the 
wife  he  married  shortly  after  leav¬ 
ing  the  Catholic  Church  were 
recently  in  Toronto  discussing  a 
staff  appointment. 


A  priest  in  Kingston,  Ontario  fears 
that  the  up-dating  of  nun's  habits  have 
sent  cosmetic  stocks  “higher  than  eye 
shadow  on  a  7-foot  girl.  Father  T.  J. 
Raby,  who  writes  a  humor  column 
for  the  Canadian  publication  which 
covers  most  of  Ontario,  noted  that 
with  modernization  of  their  robes, 
there  is  greater  exposure  of  nun's  faces 
and  hair — “and  no  woman  is  going  to 
wear  a  shiny  face  or  dull  hair  in  pub¬ 
lic,  even  a  religious  thrice  professed.” 
He  suggested  a  ready  market  for  “con¬ 
vent  perfume”:  “Holy  Terror”  for  the 
mistress  of  novices,  “Chapel  Charm” 
for  Mother  Superior,  and  “Odor  of 
Sanctity”  for  nuns  in  final  profession. 
Father  Raby  said  one  American  firm 
must  have  anticipated  the  market, 
“Halo  shampoo  is  in  on  the  ground 
floor.” 

The  mass  comunications  media 
were  described  recently  as  “the 
sedate  vehicle  of  the  middle  class” 
and  the  status  quo,  whose  role  is 
not  tolerable  in  an  endangered 
and  drifting  world.”  This  com¬ 
ment  was  made  by  W.  H.  Ferry, 
a  vice-president  of  the  Center  for 
the  Study  of  Democratic  Institu¬ 
tions,  at  a  session  of  the  World 
Association  for  Christian  Broad¬ 
casting,  meeting  in  Santa  Barbara, 
Calif. 

Dr.  Philip  J.  Krump,  Jr.,  a  Roman 
Catholic  who  is  president  of  the  New 
Orleans  Gynecological  and  Obstetrical 
Society,  told  a  recent  meeting  of  min¬ 
isters  and  physicians  in  New  Orleans 
that  “from  purely  a  medical  view, 
casual  sex  in  many  aspects  is  not  safe 
at  all,  and  if  not  safe  it  certainly  is 
not  fun.”  He  was  commenting  on  sug¬ 
gestions  accepted  by  many  young 
adults  today  that  “sex  is  fun  and  that 
it  is  safe  because  of  the  contraceptive 
pill.”  Dr.  Krupp  said,  “One  of  the 
more  important  reasons  it  is  not  safe 
is  the  sudden  increase  in  venereal  di¬ 
sease.” 

Anxiety  is  spreading  among 
Christians  in  Guinea  in  the  wake 
of  a  fiery  May  Day  speech  by 
President  Sekou  Toure  which 
attacked  foreign  missionaries  as 
“apprentice  spies  working  against 
Guinea’s  sovereignty.  The  presi¬ 
dent  repeated  demands  which  he 
has  been  making  since  1961  for 
the  “Africanization”  of  Christian 
churches  and  threatened  to  deport 
all  foreign  missionaries  at  the  be¬ 
ginning  of  June. 

“The  next  trip  I  make  I  think  will 
be  up  in  Heaven.  I  hope  I  make  it,” 
said  Francis  Cardinal  Spellman  at  a 
party  marking  his  78th  birthday.  The 
prelate  made  the  comment  when 
asked  about  his  traditional  Chirstmas 
overseas  trip. 

The  Faith  of  our  Fathers  Chapel, 
believed  to  be  the  first  truly  inter¬ 
religious  sanctuary  in  the  United 
States,  was  recently  dedicated  in 
Valley  Forge,  Pa.  by  Protestant, 
Roman  Catholic,  and  Jewish  lead¬ 
ers.  Principals  in  the  dedication 
ceremony  were  Francis  Cardinal 
Spellman  of  New  York;  Metho¬ 
dist  Bishop  Fred  Pierce  Corson 
of  Philadelphia;  and  Rabbi 
Charles  E.  Shulman  of  Riverdale 
Temple,  New  York. 


KINGSTON,  Pa. — Happy  over  their  conference's  223-2  vote  to  ratify  union  of  the  Metho¬ 
dist  and  Evangelical  United  Brethren  Orurches,  officials  of  Wyoming  Methodist  Annual 
Conference  check  over  the  proposed  Constitution  here  May  3.  Wyoming  was  the  first 
unit  of  Methodism  in  the  U.  S.  to  vote.  From  left  are  G.  Wesley  Lewis,  Pittston,  Pa., 
conference  lay  leader;  Bishop  Fred  P.  Corson,  and  Dr.  Leon  W.  Bouton,  Binghamton, 
N.  Y.,  pastor.  Bouton  and  Lewis  headed  the  conference’s  delegation  to  the  1966  Gen¬ 
eral  Conference  which  approved  the  union.  (Methodist  Information) 
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The  ministry  of  the  mike  is  being 
heard  in  Louisiana. 

Following  a  TRAFCO  workshop 
last  fall  in  Baton  Rouge,  the  Rev.  M. 
C.  Cady  began  broadcasting  “The 
Word — and  Music”  on  the  FM  station, 
WQXX,  where  the  practice  session 
had  been  held.  By  March  15,  the  Rev. 
William  Blakely  of  Amite  was  on  WA- 
BL.  At  the  time  of  the  writing  of  the 
pre-conference  report  for  TRAFCO, 
four  others  hed  indicated  bookings  in 
their  towns:  the  Rev.  Cleburne  Quaid, 
WIKC  in  Bogalusa;  the  Rev.  Robert 
Peyton,  KTRY-KVOB.  Bastrop;  the 
Rev.  Gilbert  Wade,  FFNV,  Ferriday; 
and  the  Rev.  Duke  R.  Barron,  KANE, 
New  Iberia. 


Nelson  Price  of  TRAFCO  staff 
and  Dr.  Carl  T.  Wethers,  Baton 
Rouge,  member  of  general  TRAF¬ 
CO. 


Under  the  guidance  of  the  confer¬ 
ence  TRAFCO  chairman,  the  Rev. 
Wilson  Watson  of  Ruston,  and  his 
committee,  and  with  the  help  of  Cecil 
Bland,  lay  associate  of  the  Area 
Council  and  a  former  radio  man,  the 
program  will  be  developed  in  other 
districts. 

General  TRAFCO  requires  that  the 
ministers  who  use  the  weekly  series 
have  thorough  training  and  complete 
understanding  of  “The  Word  —  and 
Music.”  Launching  the  pilot  project 
in  the  Baton  Rouge  District  were  Nel¬ 
son  Price,  director  of  the  TRAFCO 
radio-television  department  in  New 
York  City,  and  a  new  member  of  his 
staff,  William  R.  Richards,  associate 
director  with  responsibility  for  pro¬ 
gram  placement  and  station  relations. 

The  Central  Jurisdiction  was  repre¬ 
sented  in  the  training  session  by  Dr. 
Carl  T.  Wethers,  district  superintend¬ 


On  the  air:  Robert  R.  Miller,  center,  broadcasting;  Al  Brown,  left,  timing 
the  script;  and  Wilson  Watson,  right,  conference  TRAFCO  chairman. 


ent  and  member  of  General  TRAFCO, 
and  the  Rev.  L.  L.  Haynes,  pastor  of 
Wesley  Methodist  Church  in  Baton 
Rouge.  The  South  Central  Jurisdiction 
district  superintendent,  Dr.  Bentley 
Sloane,  also  attended,  as  did  Dr.  Lu- 
man  E.  Douglas,  director  of  the  Area 
Office. 


UPPER  RIGHT:  Ken  Winftonly, 
general  manager,  Station  WQXY, 
Baton  Rouge,  and  Cecil  Bland, 
associate  director,  Area  office; 
RIGHT:  L.  L.  Haynes  broadcast¬ 
ing;  BELOW:  George  Bonnell, 
program  director,  background, 
and  William  Richards  of  the 
TRAFCO  staff. 


Purpose  of  “The  Word — and  Music,” 
say  its  originators,  is  to  “help  com¬ 
municate  the  Gospel  and  the  work  of 
the  church  to  a  large  audience  in  a 
positive  way.  The  program  opens  the 
way  for  the  church  to  reach  out  into 
individual  lives  in  the  community,  re¬ 
inforcing  for  each  listener  the  knowl¬ 
edge  that  the  church  has  concern  for 
him.” 

The  scripts  provide  inspiration 
through  familiar  hymns,  gospel  songs, 
spirituals,  anthems  and  conversation. 
Current  religious  news  may  be  includ¬ 
ed,  or  an  interview  with  interesting 
local  and  visiting  personalities. 

The  30-minute  program  is  broadcast 
once  a  week.  Each  series  has  104  pro¬ 
grams.  The  scripts  are  provided  by 
General  TRAFCO,  on  such  subjects 
as  Loneliness,  Belonging,  Prayer, 
Christian  Symbols,  Women  of  the 
Bible,  Courage,  and  so  forth.  The 
records  must  be  purchased,  by  the 
broadcaster  or  his  church,  or  by  the 
station. 


The  Lake  Charles  District  Committee  on  Ministerial  Qualifications  met  at  the 
district  parsonage  to  issue  a  License  to  Preach  to  Walter  M.  Clarke.  Clarke  is 
Education  Director  at  First  Church,  DeRidder.  Left  to  right  in  picture:  Don 
M.  Risinger.  Roy  Mouser,  Clarke,  Robert  H.  Jamieson,  Dr.  R.  L.  Cooke,  dis¬ 
trict  superintendent,  and  D.  W.  Poole. 
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CHURCH  WOMEN  UNITED 
AGAINST  POVERTY 

Church  Women  in  all  parts  of 
Louisiana  climaxed  months  of  study 
and  discussion  on  how  to  take  direct 
action  to  help  wipe  out  poverty  in 
the  U.S.A.  when  they  commemorated 
May  Fellowship  Day  on  Friday,  May 

This  year’s  emphasis  sponsored  by 
Church  Women  United,  winds  up  a 
three-year  emphasis  on  People,  Pover¬ 
ty,  Plenty,  a  program  designed  to 
explore  the  underlying  cause  of  pover¬ 
ty,  study  its  effects  on  the  poor,  and 
discover  points  at  which  it  can  be 
successfully  attacked. 

May  Fellowship  theme  for  1967 
was,  “How  All  Can  Share.”  Patterns 
of  observance  in  local  communities 
took  on  various  forms.  Whatever  form 
the  local  community  chose,  their  pur¬ 
pose  was  to  point  beyond  the  day 
itself — stimulating  community  denom¬ 
inational  action  in  getting  things  done 
where  it  really  matters. 

Some  pertinent  questions  considered 
were:  What  kind  of  action?  If  affluence 
isn’t  being  shared  equitably,  what  can 
be  done?  What  are  some  basic  forms 
of  sharing?  How  can  we  share  leader¬ 
ship,  time,  talent,  power  and  money? 
How  much  will  it  cost,  and  who  di¬ 
rects  it?  These  are  some  of  the  ques¬ 
tions  that  we  sought  answers  to  on 
May  Fellowship  Day.  If  we  are  to 
weed  out  poverty  by  the  roots  what 
approach  should  we  take? 

Mrs.  M.  L.  DeFreese,  state  presi¬ 
dent,  said,  “Church  Women  United  is 
is  a  movement  which  brings  into 
Christian  Fellowship  and  action  the 
concerns  of  church  women  across  the 
nation.  Related  to  it  are  2,400  state 
and  local  councils  of  church  women 
whose  total  number  is  estimated  at  15 
million.” 

All  denominations  in  the  state  arc 
participating  in  increasing  numbers, 
according  to  Mrs.  DeFreese.  It  is 
agreed  that  there  is  too  much  to  be 
done  and  every  able  and  willing  person 
is  needed.  May  Fellowship  Day  has 
been  observed  on  the  first  Friday  in 
May  since  1931. 

The  year’s  major  activity  will  be  an 
Ecumenical  Assembly  of  Church 
Women,  to  be  held  at  Purdue  Uni¬ 
versity,  Lafayette,  Indiana,  July  13-16. 
The  Louisiana  delegation  will  be  head¬ 
ed  by  Mrs.  DeFreese. 

t 


Sybil  Kelly,  right,  of  Mangum 
Church,  presented  a  Youth  Member¬ 
ship  pin  to  Pam  Jones  of  Choushatta, 
from  the  Shreveport  District  Wesleyan 
Service  Guild. 


LAFAYETTE  DISTRICT  GUILD 

“Total  Mission  to  a  Total  World” 
was  the  theme  of  the  annual  meeting 
of  the  Lafayette  District  Wesleyan 
Service  Guilds  when  they  met  on  Sun¬ 
day  afternoon  April,  30th  at  Asbury 
Methodist  Church.  The  Rev.  George 
Ross  is  pastor  of  Asbury,  and  Mrs. 
D.  L.  Lytle  is  president  of  the  Asbury 
Guild. 

All  eight  of  the  Guilds  in  the  district 
were  represented,  each  giving  enthusi¬ 
astic  reports  of  their  work  during  the 
year.  Other  reports  included  those  of 
district  chairmen,  president  of  the  Dis¬ 
trict  Woman’s  Society  of  Christian 
Service  and  district  treasurer. 

After  the  business  meeting  which 
was  conducted  by  Hermine  Tate, 
district  secretary,  Mrs.  Robert  Mc- 
Cammon,  conference  Guild  member, 
brought  the  devotional.  The  guest 
speaker,  the  Rev.  Wayne  Smith,  direc¬ 
tor  of  Wesley  Foundation,  gave  a  most 
enlightening  and  interesting  talk  on 
“Campus  Ministry.” 

Special  membership  pins  were  pre¬ 
sented  to  both  Mrs.  R.  R.  Branton 
and  Mrs.  Robert  McCammon.  A  free 
will  offering  was  taken  and  dedicated 
to  missions  in  honor  of  a  former  mem¬ 
ber,  Dr.  Vela  Cleveland. 

The  district  treasurer  announced 
that  as  a  result  of  many  Guilds  giving 
special  memberships,  using  “My  World 
Banks,”  giving  “in  Memoriams”  and 
“in  Honors,”  the  Guilds’  pledge  to 
missions  by  the  Lafayette  District  has 
been  met. 

t 

SHREVEPORT  DISTRICT  GUILD 

The  Shreveport  District  of  the  Wes¬ 
leyan  Service  Guild  met  at  the  "Y” 
camp  at  Forbing  for  their  annual 
spring  meeting.  Seventy-two  guilders 
attended  the  sessions  which  included 
discussions  of  Lines  of  Work  and  the 
Annual  Report  of  the  district  secretary, 
Miss  Elizabeth  Lowrey. 

Miss  Alma  Levins  installed  the  new 
officers.  The  new  officers  are  recording 
secretary  —  Mrs.  Gerry  Finch,  First 
Church,  Unit  II;  Christian  Social  Re¬ 
lations — Mrs.  Mary  Baucum,  Wynn; 
Supply  Work  —  Mrs.  Dolly  Brown, 
Alma  Levins  Unit;  Program  Materials 
— Mrs.  Mary  Givens,  Summer  Grove; 
W.S.C.S.  Member  at  Large  —  Mrs. 
Velma  Hayes,  Mangum;  and  Nominat¬ 
ing  Committee — Mrs.  Violet  Dickens, 
First  Church,  Unit  I. 

The  proceeds  from  the  sale  of  the 
bazaar  items  were  given  to  missions 


LAKE  CHARLES 

The  Woman’s  Society  of  Christian 
Service  of  the  Lake  Charles  District 
has  completed  three  Officers’  Training 
Schools.  Zone  One  met  at  First  Church 
in  DeRidder,  with  Mrs.  Robert  Comp¬ 
ton  presiding.  Mrs.  Cornelia  Staples 
was  elected  Zone  Leader.  Zone  Two 
met  in  Maplewood,  with  Mrs.  Alton 
Granger  presiding.  Zone  Three  met  in 
Elton,  with  Mrs.  E.  A.  Doland  pre¬ 
siding. 

Mrs.  George  Pomeroy  gave  the 
Total  Program  of  the  Woman’s  Society. 
The  district  officers  then  met  with 
local  officers  for  extra  study.  At  the 
close  of  the  meeting,  a  worship  service 
was  held,  with  spiritual  life  secretary 
presiding.  The  film  “The  Walls  Come 
Tumbling  Down”  was  shown  at  all 
three  Zone  meetings. 

Executive  Committee  Meeting 

The  Lake  Charles  District  Executive 
Committee  of  the  Woman’s  Society  of 
Christian  Service  met  at  the  close  of 
the  Zone  Three  meeting  in  Elton,  May 
3rd,  with  Mrs.  Robert  Compton,  dis¬ 
trict  president,  presiding. 

Committees  were  appointed  for  the 
year  1967-68.  Mrs.  Compton  an- 


in  honor  of  the  outgoing  officers. 

Pam  Jones,  Coushatta  Unit,  was 
presented  a  Youth  Membership  pin 
from  the  district.  Pam  adds  much  to 
the  district  meetings  with  her  lovely 


ZONE  MEETINGS 

nounced  School  of  Missions  July  17- 
21,  Day  Apart  in  Lake  Authur,  Friday, 
September  29,  and  a  District  Executive 
Self  Study  on  November  1 . 

This  year  we  will  be  celebrating  the 
20th  anniversary  of  the  Universal 
Declaration  of  Human  Rights.  The 
next  executive  meeting  will  be  in  Janu¬ 
ary. 

t 


Mrs.  J.  R.  Miles,  center,  recently 
received  a  Life  Membership  from  the 
Woman’s  Society  of  Simpson  Church, 
in  which  she  has  participated  for  50 
years.  Presenting  the  pin  was  Mrs. 
Horace  Denison,  Lake  Charles  district 
secretary  of  missionary  personnel,  and 
Mrs.  Marvin  Johnson,  left,  president  of 
the  local  society. 


singing.  She  sang  “When  I  Kneel 
Down  to  Pray”  for  the  group. 

Mrs.  George  Pearce,  wife  of  the  Dis¬ 
trict  Superintendent,  was  the  guest 
speaker  and  her  topic  was  “Mental 
Health.” 


Registration  at  the  Shreveport 
District  WSG  spring  meeting  at  For¬ 
bing,  shows  from  left:  Mrs.  Sylvia 
Lightfoot,  registrar;  Mrs.  Jo  Liles  of 
Logansport,  Mrs.  Ruth  Mann  and  Mrs. 
Clyde  Stallcup,  both  of  Broadmoor 
Church. 


Pictured  at  the  installation  of  Shreveport  District  WSG  officers 
are,  from  left:  Miss  Alma  Levins,  installing  officer;  Mrs.  Violet  Dick¬ 
ens,  nominating  committee;  Mrs.  Mary  Givens,  program  materials;  Mrs. 
Gerry  Finch,  recording  secretary;  Mrs.  Mary  Baucum,  Christian  social 
relations;  Mrs.  Dolly  Brown,  supply  work. 


Officers  of  Zone  1,  Shreveport  District  WSCS  are,  from  left,  front  row: 
Mrs.  Jack  Carlisle,  vice  president;  Mrs.  M.  A.  Roberson,  Zone  1  leader;  Mrs. 
T.  E.  Kirkpatrick,  president;  Mrs.  Charles  Dodd,  spiritual  life;  Mrs.  Robert 
Hill,  recording  secretary.  Back  row:  Mrs.  J.  R.  Kavanaugh,  ret.  treasurer; 
Mrs.  Leon  Sanders,  missionary  personnel;  Mrs.  Clyde  Lusk,  membership;  Mrs. 
Wayne  Givens,  supply;  Mrs.  R.  E.  Carter,  Christian  social  reltaions;  and  Mrs. 
T.  R.  Leonard,  missionary  education. 
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•  On  a  Wide  Circuit 

Concerning 
human  nature 

by  W.  W.  Reid 

During  a  panel  discussion,  to  which 
I  was  listening  some  years  ago  now, 
on  'the  role  of  the  church  in  social 
change,”  a  minister  on  the  panel  as¬ 
serted  that  “you  can’t  change  human 
nature”;  and  added  that  it  was  the 
great  error  of  the  preachers  of  the 
“social  gospel,”  early  in  this  century, 
that  human  nature  could  be  changed 
and  was  changing.  Two  world  wars,  he 
said,  completely  disproved  the  possi¬ 
bility  of  changing  man's  nature. 

In  a  after-meeting  discussion  with 
the  clergyman  in  which  he  laughed  at 
the  “ridiculous  idea”  of  changing  hu¬ 
man  nature  from  what  it  is  “and 
always  was,”  I  (rather  indelicately  as 
I  see  it  now)  raised  the  question  as 
to  what  he  was  doing  in  the  Christian 
ministry  if  that  was  his  viewpoint:  is 
not  a  major  starting-out  point  of  all 
Christian  endeavor  a  belief  (or  a  faith) 
that  man’s  nature  can  be  changed?  I 
doubt  that  his  reply  that  “we  can  do  a 
lot  to  help  people  even  if  we  can’t 
change  their  nature”  really  satisfied 
him  any  more  than  it  did  me  .  .  . 

I  have  thought  about  this  “can’t- 
change-human-nature”  point  of  view 
a  good  many  times  —  as  I  hear  it 
repeated  by  many  people.  Perhaps  the 
clergyman  and  I  were  working  from 
different  premises,  or  our  definitions 
were  not  the  same.  And  perhaps  the 
psychologists  and  the  sociologists  — 
and  maybe  also  the  theologians  — 
would  not  agree  with  either  of  us  in 
our  concepts  of  the  term  “human  na¬ 
ture.”  I  think  of  “human  nature”  as 
that  body  of  instinctive  behavior  and 
reaction  (“response  to  stimuli”)  which 
the  child  inherits  from  a  long  line  of 
human  and  pre-human  ancestors  — 
all  of  which  are  developed,  enhanced, 
or  suppressed  by  the  environment  (the 
family,  the  society,  the  circumstances 
of  the  period)  into  which  the  child  is 
bom.  The  general  pre-Christiari 
thought  was  that  these  “natural”  in¬ 
stincts  (fear,  hate,  greed,  cruelty,  and 
their  opposites)  were  not  subject  to 
control  or  training:  they  were  bom 
with  the  child  and  remained  part  of 
his  inheritance,  generations  without 
end.  The  Christian  teaching  and  ex¬ 
perience  are  that  they  can  be  con¬ 
trolled,  directed  or  re-directed,  and 
that  their  opposites  may  be  established 
and  nurtured  in  individuals  and  in 
societies:  their  best  values  can  be  con¬ 
served  and  transplanted  by  the  family, 
the  school,  the  church  (especially);  and 
living  expressions  of  these  “converted 
instincts”  (if  you  wish  to  consider  them 
as  such)  can  become  contagious  among 
people. 

I,  for  one,  could  see  little  hope  for 
even  the  continuance  of  the  human 
race  upon  Earth  if  I  did  not  believe 
that  this  “nature”  with  which  every 
child  comes  into  the  world  (each  with 
varying  degrees  of  good  and  bad)  can 
be  controlled,  directed,  and  developed, 
and  its  best  values  conserved  for  man¬ 
kind’s  blessing.  In  ancient  theological 
terminology,  if  the  old  man  cannot  die 
within  us,  how  can  the  new  man  be 
born — and  the  Kingdom  of  God  come 
to  Earth? 

The  anthropologists  —  and  other 
scientists  —  tell  us  that  man  has 


Big  political  and  economic  news  for 
Britain  is  the  proposed  application  for 
entry  into  the  Common  Market — the 
European  combination  of  political  and 
economic  groups  which  forms  the  basis 
of  the  trading  set-up  with  headquarters 
in  Brussels. 

This  is  Britain’s  second  attempt  — 
France  said  “non”  last  time,  and  there 
is  still,  of  course,  a  chance  that  a 
similar  veto  might  be  exercised  this 
time,  although  Premier  Harold  Wilson 
is  playing  the  whole  thing  very  care¬ 
fully  in  order  to  try  to  insure  against 
a  disastrous  second  refusal. 

Public  opinion  is  divided  about 
entry.  Many  housewives  are  worried 
about  the  suggestion  that  food  prices 
will  rise  sharply,  and  the  cost  of  living 
will  soar.  The  supporters  of  the  scheme 
tell  us  that  with  wider  markets,  and 
better  production  prospects,  everything 
will  balance  itself  out  favourably  in  the 
end. 

There  are,  however,  quite  a  number 
of  members  of  Parliament  on  both 


changed  through  the  ages— just  as  all 
other  forms  of  living  things  have 
changed.  And  this  change  has  been  not 
only  in  body,  but  in  spiritual  outlook 
and  in  intellectual  knowledge.  There 
is  nothing  in  the  universe  that  is  not 
changeable  and  is  not  changing.  And 
human  nature  is  no  exception. 

This  “change” — slow  and  torturous 
though  it  may  be — is  man’s  only  hope 
for  the  proper  control,  the  re-direction, 
and  the  training  of  inherited  and  taught 


VISIT  TO  TUCKER  FARM 

Because  of  a  busy  schedule  this 
spring  it  has  not  been  possible  for 
me  to  visit  Tucker  Prison  Farm  very 
often.  So  while  in  Little  Rock  two 
weeks  ago  I  drove  down  to  the  farm 
to  visit  friends  there.  It  is  always  a 
thrill  to  have  the  inmates  greet  me 
warmly  and  recall  that  they  had  seen 
me  on  previous  visits.  Some  remem¬ 
bered  that  I  had  played  my  violin  for 
them  over  a  year  ago. 

On  this  last  visit  I  learned  that  the 
officials  are  interested  in  starting  some 
kind  of  musical  group  there.  And  since 
music  is  such  an  important  factor  in 
rehabilitating  men,  the  idea  interests 
me.  It  could  be  that  some  readers  of 
this  column  have  musical  instruments 
of  some  kind  .  .  .  any  kind  .  .  .  that 
they  have  not  used  for  years.  These 
could  be  reconditioned  and  given  to 
the  authorities.  It  would  be  a  fine 


sides  of  the  House  who  are  dubious, 
with  one  old  warrior  of  the  Left  wing 
—  Emanuel  Shinwell  committed  to 
complete  opposition. 

No  doubt,  however,  if  Mr.  Wilson 
gets  the  green  light,  he  will  not  hesi¬ 
tate,  and  he  will,  in  the  end  have  the 
support  of  enough  people  to  carry  the 
day  into  Europe. 

Many  of  us,  of  course,  hope  that 
arrangements  will  be  made  in  such  a 
way  that  nothing  will  interfere  with  the 
very  fruitful  relationships  we  have  with 
our  friends  in  the  U.S.A.,  and  in  the 
Commonwealth.  It  would  be  unthink¬ 
able  that  we  should  exchange  those 
long-standing  friendships  for  a  set  of 
new  ones  with  little  roots. 

But  the  whole  question  is  larger 
than  mere  trade  pacts  and  new  geo¬ 
graphical  alliances.  It  is  part  of  the 
new  climate  in  the  world.  One  of  the 
most  interesting  paradoxes  of  modern 
days  is  one  way  in  which  independence 
and  interdependence  go  hand  in  hand. 
There  can  never  have  been  a  century 
— one  is  almost  inclined  to  say  never 


hate,  fear,  greed,  and  belligerancy  that 
lead  to  fratracidal  war;  the  only  hope 
that  the  wealth  of  Earth  (especially  its 
food)  may  be  both  distributed  to  all 
men  so  that  want  may  disappear,  and 
may  be  conserved  for  the  needs  of 
generations  yet  unborn;  the  only  hope 
for  the  highest  use — rather  than  pres¬ 
ent  waste  —  of  man’s  discoveries,  in¬ 
ventions,  and  skills,  not  only  in  phys¬ 
ical  matters  but  in  the  areas  of  the 
human  spirit  and  religious-intellectual 
attainment  also. 


service  for  any  reader  to  offer  to  the 
inmates.  So  if  you  have  a  musical  in¬ 
strument  of  any  kind  that  you  have 
not  used  for  a  while,  and  if  you  would 
like  to  see  it  perform  a  useful  function, 
please  write  and  describe  it  to  me. 

There  are  certain  areas  of  the  prison 
barracks  rooms  used  for  recreation. 
Each  room  has  a  television  set  and 
there  are  several  divans  where  the  men 
can  sit  to  watch  it  and  have  some 
fellowship  after  the  long  work  days. 

But  these  divans  are  in  terrible 
shape.  An  upholsterer  might  be  able 
to  repair  them  if  the  materials  could 
be  had.  But  no  appropriations  were 
made  for  this  expense.  The  institution 
cannot  spend  money  for  new  furniture 
or  for  repairs  of  the  old. 

Surely  there  are  good  but  unused 
divans  in  Methodist  homes  that  could 
be  given  to  Tucker.  I  am  told  that  the 
officials  can  send  a  truck  to  pick  them 


a  decade — in  which  so  many  nations 
and  peoples  have  sought  and  found 
independence.  New  nations  multiply 
all  the  time.  They  have  realized  that 
in  the  new  air  of  the  second  half  of 
the  twentieth  century,  autonomy  is  the 
great  gift  in  a  changing  world.  At  the 
same  time,  however  independence  is 
followed  immediately  by  the  realization 
that  interdependence  is  equally  neces¬ 
sary. 

In  a  world  grown  small  by  communi¬ 
cations  of  the  most  rapid  kind,  we  are 
more  and  more  dependent  upon  one 
another.  We  are  neighbour  to  every- 
man,  and  everyman  is  our  neighbour. 
Sometimes  we  don’t  like  this  as  much 
as  we  thought  we  might.  But  when 
Scripture  reminds  us  that  “we  are  all 
members  one  of  another”  that  remind¬ 
er  is  no  pious  platitude  —  it  is  the 
incontrovertible  fact  of  the  sixties. 

It  is  also  becoming  more  and  more 
evident  that  political  arrangements  and 
economic  interdependence  is  not 
enough.  We  need  a  new  spirit  to  match 
the  new  age.  It  is  the  true  spirit  of 
brotherhood,  informing  and  transcend¬ 
ing  the  material  arrangements  we 
make. 

Christians  have  known  this  for  a 
long  time,  and  they  must  go  on  with 
new  fervour  preaching  and  living  the 
truth  about  true  brotherhood.  What 
makes  men  brothers?  In  the  human 
family  only  one  thing.  Brothers  are 
men  who  have  the  same  father.  And 
talk  about  the  brotherhood  of  man 
without  mentioning  the  Fatherhood  of 
God  is  the  most  idle  and  dangerous 
patter. 

There  is  a  Gospel  —  a  real  piece 
of  good  news  for  the  world  in  which 
we  live.  It  is  that  the  family  of  man¬ 
kind  is  based  finally  on  something 
which  is  beyond  every  material  con¬ 
sideration.  We  are  in  danger  of  getting 
the  whole  thing  the  wrong  way  round. 
We  tend  to  put  the  wrong  things  first. 
We  say  “get  the  economic  and  political 
facts  straight  and  everything  will  work 
out.”  The  Gospel  says:  “Get  the  men 
straight,  let  them  realize  their  common 
humanity  in  the  sight  of  God,  and  the 
rest  will  be  the  by-product  of  the  new 
world  based  on  the  lasting  spiritual 
realities.” 

Is  not  this  what  Jesus  meant  by  say¬ 
ing  “Seek  ye  first  the  Kingdom  of 
God?”  No  one  need  doubt  the  role  of 
the  church  of  Jesus  Christ  in  these 
days.  It  is  to  get  men  to  see  where  the 
true  priorities  lie,  and  to  help  them  to 
realize  that  the  moral  and  spiritual 
foundation  is  everything.  Only  then 
will  the  idea  of  community,  in  Europe, 
or  anywhere  else  become  a  reality. 


up  if  they  are  offered  to  the  farm. 

Every  time  I  speak  about  my  prison 
work  there  are  those  who  ask  the 
question, 

“What  can  I  do  for  these  people?” 
And  it  is  difficult  to  give  a  positive 
answer.  But  here  are  two  kind  deeds 
that  readers  can  do  if  they  really  want 
to  have  a  hand  in  helping  prison  in¬ 
mates  to  grow  into  better  citizens. 

So  if  you  have  a  musical  instrument 
or  a  divan  that  you  would  like  to  give 
to  a  worthy  cause,  please  write  to  me 
at  Box  565,  Jonesboro,  Arkansas.  I 
will  see  that  it  goes  to  the  right  place. 

Also,  when  you  make  a  gift  of  this 
sort,  please  send  a  prayer  along  with 
it  for  the  men  and  women  in  our 
prisons,  and  for  the  authorities  who 
work  with  them. 


A  Jiayman'd,  WU+teM. 


by  Charles  A.  Stuck/Lay  Evangelist 
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Rosalind  Rinker,  COMMUNICAT¬ 
ING  LOVE  THROUGH  PRAYER, 
$2.50,  Zondervan,  125  pp. 

This  book  is  a  series  of  brief  med¬ 
itations  on  prayer  by  a  lady  who  is  in 
constant  demand  as  a  speaker  on  pray¬ 
er.  She  served  12  years  with  the  Inter- 
Varsity  Christian  Fellowship  in  New 
York  City  and  on  the  Pacific  Coast. 
Her  biography  says  “She  is  best  known 
for  her  work  in  the  area  of  conversa¬ 
tional  prayer  which  emphasis  she  ex¬ 
plores  in  depth  in  this  book.”  The 
chapters  are  rather  brief  and  each 
closes  with  a  meditation  which  would 
make  it  useful  to  many  persons  who 
are  seeking  additional  resources  in  this 
field. 

t 

Creighton  Lay,  FRANK  MASON 
NORTH,  $6.50,  Abingdon,  291  pp. 

This  is  the  story  of  the  life  of  an 
outstanding  Methodist  who  left  his 
mark  in  three  distinctive  phases  of 
Protestant  Christianity  in  the  world. 
He  was  an  active  pioneer  in  the  de¬ 
velopment  of  the  social  gospel,  an  ef¬ 
fective  staff  member  with  the  Board 


Lake  Charles,  La; 

Dear  Sir: 

I  have  read  the  article  on  page  one 
of  the  Louisiana  Methodist,  May  4, 
1967,  “The  National  Council  of 
Churches  and  the  Methodists  of  Lou¬ 
isiana.”  Perhaps  the  question  and  an¬ 
swer  column  will  serve  a  useful 
purpose  but  the  answers  proved  un¬ 
satisfactory  to  me.  In  recent  days  there 
have  been  statements  issued  by  the 
National  Council  of  Churches  and  the 
World  Council  of  Churches  which 
sounded  so  negative  to  our  Christian 
concept  that  I  am  convinced  these 
leaders  should  not  publish  such  state¬ 
ments  especially  in  view  of  the  fact 
that  these  organizations  do  not  speak 
for  The  Methodist  Church. 

Articles  such  as  the  one  I  have  men¬ 
tioned  and  also  the  one  on  page  three, 
“NCC  Social  Justice  Department  Issues 
Warning,”  and  page  fifteen  “U.  S. 
Withdrawal  from  Vietnam  Urged”  only 
add  fire  to  the  fuel  of  discontent  being 
spread  in  our  country  during  the  time 
of  turmoil. 

I  would  covet  for  each  Methodist 
Christian  and  Christians  everywhere, 
the  courage  to  stand  up  and  be 
counted! 

Sincerely, 

Mrs.  George  L.  Buchanan 


Forest  Hill,  La. 

Dear  Dr.  Knox: 

I  wish  to  express  my  thanks  to  you 
for  the  wonderful  editorials  you  have 
written  and  the  comments  you  have 


of  Missions,  and  one  of  the  guiding 
spirits  in  the  organization  of  the  Fed¬ 
eral  Council  of  Churches. 

The  author  is  professor  of  world 
Christianity  at  Duke  University.  His 
parents  were  missionaries  in  China 
serving  under  the  administration  of  Dr. 
North,  so  there  is  a  special  warmth 
in  his  writing  resulting  from  that  re¬ 
lationship. 

This  book  will  have  special  appeal 
to  a  large  number  of  persons  because 
it  tells  of  the  outstanding  work  done 
by  Dr.  North  during  two  decades  of 
leadership  with  the  New  York  City 
Church  Extension  and  Missionary  So¬ 
ciety.  It  is  interesting  to  note  that 
shortly  after  the  turn  of  the  century  he 
was  introducing  features  in  the  inner- 
city  that  many  think  are  original  ideas 
today. 

He  was  also  a  powerful  force  in  the 
writing  of  the  Methodist  Social  Creed 
and  in  the  efforts  to  get  it  accepted 
by  the  Methodist  Church  and  later  by 
other  church  groups.  This  is  the  story 
of  a  true  spiritual  giant  and  is  highly 
recommended. 

t 


given  on  the  Sunday  School  lessons.  I 
think  they  art  wonderful  and  need  no 
apology  which  you  seem  to  be  trying 
to  give  out  here  of  late.  I  love  for 
anyone  to  be  frank  and  confident  in 
their  writings. 

Now,  as  to  your  comment  on  the 
subject  of  pictures  to  be  placed  in  the 
Methodist,  I  would  like  to  have  it  all 
given  to  reading  material  that  could 
aspire  us  to  higher  aspirations  for  a 
better  Christian  growth. 

Now,  just  a  word  on  our  mission 
work.  It  seems  to  me  that  as  a  body 
politic  we  have  set  down  and  let  the 
“eccologs”  take  over  and  they  have 
made  a  mess  of  it.  I  think  if  we  would 
all  get  back  to  doing  our  part  in  wit¬ 
nessing  and  holding  our  old  time  two- 
weeks  revivals  instead  of  three  or  four 
days  we  might  have  an  increase  instead 
of  a  decrease. 

We  simply  cannot  expect  to  survive 
unless  we  work  at  the  job.  Denomina¬ 
tions  hold  up  for  a  while,  but  what 
about  the  lost  and  indifferent  ones  that 
are  left  on  our  hands.  You  know  Jesus 
left  that  job  of  bringing  them  to  the 
foot  of  the  cross  and  he  would  take 
over. 

Please  write  on  our  neglect  and  try 
to  work  the  church  up  and  stop  trying 
to  hold  on  by  merging.  We  have  a 
heritage,  and  as  long  as  we  held  to  it 
we  progressed.  We  can’t  buy  our  way 
up.  We  must  show  our  faith  by  works. 

Please  write  your  convictions  as  the 
Lord  leaves  you  and  you  need  not  fear. 

Your  fan  and  brother, 

J.  W.  Middleton 

t 

The  Christian  ministry  is  the  worst 
of  all  trades  but  the  best  of  all  pro¬ 
fessions. — John  Newton 


For  consideration  by  1967  Annual 
Conferences  of  the  Methodist  Church 
and  The  Evangelical  United  Brethren 
Church. 

The  General  Conferences  of  The 
Methodist  Church  and  The  Evangelical 
United  Brethren  Church,  meeting  in 
Chicago  in  November,  1966,  voted  for 
the  Plan  of  Union,  and  have  com¬ 
mended  “The  Constitution”  and  the 
“Enabling  Legislation”  to  their  1967 
Annual  Conferences  for  adoption. 

WHAT  IS  BEFORE  THE  AN¬ 
NUAL  CONFERENCES? 

“The  Constitution”  and  the  “Enab¬ 
ling  Legislation”  as  a  unit.  The  Annual 
Conferences  cannot  amend  these.  Their 
count  vote  will  be  “for”  or  “against.” 

IS  ACTION  REQUIRED  OF  THE 
ANNUAL  CONFERENCES  ON  THE 
HISTORICAL  STATEMENT,  PART 
II  AND  PART  III? 


No.  These  were  adopted  by  the 
General  Conferences  in  1966  and  are 
sent  to  the  Annual  Conferences  only 
for  information. 


WERE  THE  CONSTITUTION 
AND  ENABLING  LEGISLATION 
CAREFULLY  REVIEWED  BY  THE 
GENERAL  CONFERENCES? 

Yes.  The  Plan  of  Union  brought  to 
the  General  Conferences  had  been 
drafted  by  a  Joint  Commission,  with 
equal  numbers  from  each  church.  The 
Evangelical  United  Brethren  Confer¬ 
ence  divided  itself  into  twenty  groups, 
each  of  which  studied  the  entire  Plan. 
The  Methodist  General  Conference 
sent  relevant  parts  of  the  Plan  to  fif¬ 
teen  separate  legislative  committees. 
These  groups  and  committees  after 

Please  turn  to  page  14 


‘Pte&uf  ‘PaK&iMta, 

by  Barbara  L.  Mulkey 


“You  will  find  poetry  nowhere  unless  you  bring  some  with  you,” 
(Joubert).  There  is  something  deeply  personal  in  the  experience  of  a 
poem,  both  from  the  point  of  view  of  the  writer  and  the  reader.  And 
like  any  other  art  form,  the  poem  may  not  completely  reveal  itself 
at  first  glance. 


PERSEVERANCE 

The  tired  old  pear  tree  slept 
soundly 

Through  winter  wind  and  swirl¬ 
ing  snow. 

Standing  beyond  the  church 
window, 

Waiting  as  seasons  come  and  go. 

Then  billowing  in  warm  sunshine, 
Like  a  delicate  bridal  veil  — 

A  shower  of  snow-white  petals 
Of  spring’s  gentle  breezes  sail. 

Patiently  bearing  the  burden 
Of  fruit,  both  mellow  and  sweet, 
Until  relieved  at  harvest  time, 
Whether  in  rain  or  summer  heat. 

Colorful  leaves  flutter  down 
In  the  long  balmy  autumn  days, 
Fulfilling  the  yearly  cycle  — 
God  designed  for  nature’s  ways. 

— by  Daphne  Virginia  Fuller 
t 


SLOW  PROGRESS 

Inchworm,  do  you  ever  fail 
To  complete  your  measured  trail? 

You  are  symbol  of  the  fact 
All  is  won  through  patient  tact. 

Inch  by  inch  I  go  my  way, 

Yet  how  often  do  I  stray. 

Perseverance  gains  the  peaks 
That  the  dauntless  spirit  seeks. 

On  my  journey,  like  the  snail 
I  would  leave  a  silvery  trail, 

Inch  by  inch  to  carry  through 
Noble  aims  I  would  pursue. 

— by  Stella  Craft  Tremble 
t 
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GOAL  l  purchase  of  station  wagon 

for  the  Methodist  Children's  Home 

Trinity  Church  MYF,  Ruston  has  made  a  good  beginning  toward  their  goal  to  pur¬ 
chase  a  station  wagon  for  the  Methodist  Children’s  Home.  They  are,  however, 
extending  the  deadline  for  contributions  to  their  fund.  OTHER  TYPES  OF 
TRADING  STAMPS — IN  ADDITION  TO  S  &  H  GREEN  STAMPS — MAY  BE 
USED.  Also,  CASH  CONTRIBUTIONS  would  be  greatly  appreciated.  The  pro¬ 
ject  is  open  to  all  Methodist  Churches. 


ABOVE:  Trinity  MYFers  counting  Green  Stamp  books  that  have  arrived  in  the 
church  office.  BELOW:  Planning  session  of  MYF  in  search  of  new  ideas  for 
promoting  the  project.  The  Rev.  Douglas  L.  McGuire  is  pastor  of  Trinity  Metho¬ 
dist  Church. 


CENTENARY  CHEERLEADERS 
CHOSEN 

Five  Centenary  co-eds  have  been 
selected  to  serve  as  cheerleaders  for  the 
school  year  1967-68.  Those  chosen 
are  Martha  B.  West,  Little  Rock,  Ark.; 
Nancy  Boone,  Dallas,  Tex.;  Vivian 
Gannaway,  Little  Rock,  Ark.;  Mollie 
Richey,  San  Augustine,  Tex.;  and  Judy 
Morcom,  Baton  Rouge,  La. 

A  sixth  co-ed,  Beverly  Jo  Fertitta 
of  Leesville,  La.,  will  serve  as  an  alter¬ 
nate  in  the  event  one  of  the  cheerlead¬ 
ers  is  unable  to  retain  her  position. 
Tommy  Peyton  has  been  chosen  to 
serve  as  a  mascot  to  accompany  the 
cheerleaders  at  all  of  the  games.  He 
will  be  dressed  in  coat  and  tails  and 
a  top  hat  to  signify  the  Centenary 
“Gentlemen.” 

The  announcement  was  made  by 
Lester  Hammond,  acting  vice  president 
of  the  Student  Senate.  The  cheerlead¬ 
ers  were  selected  by  a  panel  composed 
of  Mr.  Hammond,  Coach  Orvis  Sigler, 
Co-ed  vice  president,  Ellen  Victory, 
basketball  player  Darrell  McGibany, 
and  Director  of  Alumni,  Bob  Durand. 

The  cheerleaders  were  selected  on 
evidence  of  skill,  poise,  and  enthusiasm 
and  interest  in  sports.  All  members 
will  attend  a  cheerleader  clinic  at  the 
Southern  Methodist  University  campus 
the  latter  part  of  August.  Their  duties 
will  commence  on  September  1967 
through  May  of  1968. 
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JEFFERSON  CHURCH  in  New  Or¬ 
leans  honored  three  members  of  the 
Woman’s  Society  recently.  Mrs.  Jean 
Gilcrease  was  given  a  loving  cup  and 
diploma  for  being  the  best  greeting 
card  saleswoman;  Mrs.  Margaret  Mor- 
ing  and  Mrs.  Violet  Ford  were  sur¬ 
prised  with  birthday  cakes.  Mrs.  Emily 
Taylor  is  president  of  the  women.  The 
Rev.  Donald  Hall  is  pastor. 


THE  MONROE  DISTRICT  Woman’s 
Society  of  Christian  Service  has  the 
unusual  distinction  of  having  two  dis¬ 
trict  officers  with  the  same  name.  Mrs. 
Malcolm  L.  Mason  of  Monroe,  secre¬ 
tary  of  missionary  personnel,  is  the 
sister-in-law  of  Mrs.  Kenneth  Mason, 
of  Ft.  Necessity,  new  recording  secre¬ 
tary  of  the  district.  Mrs.  Heloise  Ma¬ 
son,  mother-in-law  of  the  two,  is  an 
active  member  of  the  Boeuf  Prairie 
church  at  Ft.  Necessity.  Mrs.  Kenneth 
Mason  has  just  completed  a  two-year 
term  as  Zone  Leader  of  Zone  III, 
t 

TRINITY  CHURCH  ALEXAN¬ 
DRIA,  has  installed  the  following 
officers  for  the  Woman’s  Society  and 
Wesleyan  Service  Guild:  WSCS  offi¬ 
cers,  Mrs.  L.  R.  Rone,  president;  Mrs. 
George  Williams,  vice-president;  Mrs. 
T.  J.  Dubose,  recording  secretary; 
Mrs.  C.  M.  Wilson,  treasurer.  Secre¬ 
taries  of  lines  of  work  are  Mrs.  W.  F. 
Chapman,  Mrs.  M.  C.  McNeal,  Jr., 
Mrs.  E.  W.  Hines,  Mrs.  K.  B.  Morrish, 
Mrs.  F.  W.  Schultz,  Mrs.  P.  O.  Mc- 
Gowen,  Mrs.  J.  F.  Cox,  Mrs.  Dezen- 
dorf,  and  Mrs.  Roy  Parker.  Guild 
officers  are:  Mrs.  R.  W.  Kelley,  presi¬ 
dent;  Mrs.  E.  E.  Gunter,  vice-presi¬ 
dent;  Miss  Alva  Glover,  recording’ 
secretary;  Mrs.  Herman  Doyle,  treas¬ 
urer;  and  other  secretaries  are  Miss 
Bessie  Rollo,  Mrs.  N.  P.  Mier,  Mrs. 
Stella  Sessions,  Mrs.  Kirby  Sayes,  and1 
Mrs.  J.  D.  Eckard.  Mrs.  Byrl  More¬ 
land  was  the  installing  officer  on  May 
2.  Members  of  the  Martha  White 
Circle  were  hosts  for  a  reception  hon¬ 
oring  new  members  following  the  in¬ 
stallation. 

t 

Preaching  is  truth  through  personal¬ 
ity — Phillips  Brooks 
t  ■ 

Alas  for  the  unhappy  man  that  is 
called  to  stand  in  the  pulpit  and  not 
given  the  bread  of  life. — Emerson 
t 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

Being  poor  financially  does  not 
mean  that  the  person  will  necessarily 
be  handicapped  but  it  does  mean  that 
the  person  will  have  handicaps.  This 
is  to  say  that  many  people  who  are 
poor  can  overcome  their  disadvantage 
and  live  normal  lives.  But  most  live 
lives  which  never  reach  fulfillment  be¬ 
cause  of  the  effect  of  poverty. 

When  one  lives  in  poverty  he  likely 
will  not  have  money  for  proper  educa¬ 
tion.  If  he  is  able  to  finish  high  school, 
there  is  little  chance  that  he  can  go  to 
college.  His  only  hope  would  be  that 
he  is  an  exceptional  student  and  will 
receive  outside  financial  help.  He  is 
not  apt  to  have  the  financial  resources 
in  his  own  home.  This  is  one  of  the 
handicaps  of  poverty. 

Poverty  means  that  a  person  is  less 
likely  to  receive  proper  medical  care. 
He  simply  does  not  have  the  money  to 
pay  for  top  medical  treatment.  He 
must  depend  upon  charity,  and  in  the 
case  of  New  Orleans  this  means  Char¬ 


ity  Hospital.  He  will  be  largely  under 
the  care  of  medical  students.  His  re¬ 
turn  to  health  is  likely  to  be  delayed; 
his  likelihood  of  staying  well  is  less 
than  someone  who  can  afford  more 
personal  care. 

The  mental  alertness  of  the  poor 
is  effected  by  improper  diet.  Nutrition 
experts  have  shown  that  proteins  are 
essential  to  mental  alertness  and  pro¬ 
teins  are  expensive  to  buy.  So  the 
poor  usually  eat  less  of  what  is  really 
needed  for  good  health. 

Because  the  poor  have  improper 
nutrition  they  get  sick  more  often. 
Because  they  are  not  able  to  afford 
proper  medical  attention  they  stay 
sick  longer.  Because  they  stay  sick 
longer  they  lose  work  and  often  their 
jobs.  Because  of  loss  of  income  they 
cannot  afford  to  send  their  children  to 
college.  This  results  in  the  next  gen¬ 
eration  being  prime  prospects  for  low- 
.paying  jobs  or  unemployment. 

Such  is  the  plight  of  the  poor, 

t 

I  should  as  soon  attempt  to  raise 
flowers  if  there  were  no  atmosphere, 
or  produce  fruits  if  there  were  neither 
light  nor  heat,  as  to  regenerate  men 
if  I  did  not  believe  there  was  a  Holy 
Ghost. — Henry  Ward  Beecher 


Shown  beside  front  door 
of  new  Mer  Rouge  par¬ 
sonage  is  the  Futch  fam¬ 
ily:  Steve,  David,  Mrs. 
Futch,  Pastor  Futch, 
Cecelia  and  Gary. 


More  than  150  guests  at¬ 
tended  the  April  30th 
open  house  at  the  new 
Methodist  parsonage,  Mer 
Rouge.  Tnebuilding  com¬ 
mittee,  pictured  at  right, 
includes:  Charles  Laing, 
Mrs.  Bill  Blackwell,  the 
Rev.  L.  J.  Futch  (pas¬ 
tor),  Mrs.  Futch,  and 
Mrs.  Roy  Windsor,  Jr. 
Plans  are  now  underway 
to  add  a  concrete  drive, 
an  outdoor  storage  room, 
and  to  landscape  the 
yard. 
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Msgr.  Marvin  Bordelon,  pastor 
of  St.  Joseph’s  Catholic  Church, 
Shreveport, has  been  named  direc¬ 
tor  of  the  newly  established  U.S. 
Bishops’  Secretariat  on  World 
Justice  and  Peace.  The  appoint¬ 
ment  is  effective  June  1  and  his 
headquarters  will  be  in  Washing¬ 
ton,  D.  C.  He  is  a  native  of  Bor- 
delonvi lie,  La.  andformerly  served 
in  Monroe  as  assistant  pastor  of 
St.  Matthew’s  Catholic  Church, 
and  as  chaplain  of  the  Newman 
Center  at  Northeast  State  College. 


NEWS  ITEMS  FROM  U.S.L. 

WESLEY  FOUNDATION 

Two  members  from  the  Wesley 
Foundation  at  U.S.L.  attended  the 
opening  meeting  of  the  Festival  of  Arts 
at  Asbury  Methodist  Church  in  La¬ 
fayette,  on  April  23.  Tommy  Som¬ 
mers  and  Dennis  Witcher  participated 
in  a  panel  discussion  in  art  and  re¬ 
ligion.  They  also  displayed  several  of 
their  paintings. 

On  the  same  night  a  deputation 
group  was  sent  from  Wesley  to  take 
charge  of  the  evening  service  at  the 
First  Methodist  Church  in  Crowley. 
The  members  of  the  group  were  Mary 
Barr,  Allen  DeWolf,  Karli  Dillemuth, 
Walt  Dunbar,  Elvira  Frick,  Gervice 
Hoffpauir,  Terry  Lowe,  Leslie  Seidel, 
and  Claudia  Ramke. 

Sunday,  April  30,  the  Wesley  Foun¬ 
dation  had  as  its  guest  for  its  fellowship 
meal  the  M.Y.F.  from  Port  Barre 
Methodist  Church.  Following  a  tour 
of  the  facilities  and  a  talk  about  the 
Wesley  Program,  the  meal  was  held, 
and  then  there  was  a  folksinging. 

On  Sunday  afternoon  of  April  30th, 
the  Rev.  Wayne  R.  Smith,  Wesley 
Foundation  Director,  addressed  the 
Lafayette  District  Wesleyan  Service 
Guild’s  annual  meeting.  Subject  of  the 
address  was  Total  Mission  to  a  Total 
World. 


ZONE  III 

Zone  III  of  the  Monroe  District 
Woman’s  Society  met  at  the  Grayson 
Church  with  Mrs.  Kenneth  Mason, 
zone  leader,  presiding. 

Opening  prayer  was  given  by  Mrs. 
H.  B.  Cramer. 

Roll  call  was  answered  by  the  fol¬ 
lowing  societies:  Boeuf  Prairie,  Colum¬ 
bia,  Crowville,  Gilbert,  Grayson, 
Winnsboro  and  Wisner.  The  fall  zone 
meeting  will  be  with  Little  Creek- 
Union. 

Mrs.  Peggy  Johns  was  elected  as 
new  Zone  Leader.  The  welcome  was 
extended  by  Mrs.  Ted  Johnston,  pres¬ 
ident  of  the  Grayson  Society,  and  the 
response  given  by  Mrs.  W.  W.  Halbert. 

Mrs.  H.  B.  Wiggers,  Sr.,  Vice- 
President  of  the  District,  urged  attend¬ 
ance  at  the  Christian  School  of  Missions 


to  be  held  at  Centenary  College, 
Shreveport,  in  July. 

Officers  training  for  the  Zone  was 
conducted  by  the  district  officers.  They 
were  grouped  in  three  groups  and  after 
the  training,  reassembled  in  the  sanc¬ 
tuary  to  hear  the  compelling  meditation 
entitled  “To  Take  A  Towel.” 

The  Rev.  C.  C.  Mims,  pastor  of 
the  host  church  gave  the  benediction 
and  grace  for  the  luncheon  which  fol¬ 
lowed. 

One  of  the  highlights  of  the  meeting 
was  the  tour  through  the  brand  new 
parsonage  of  the  Grayson  Church. 

If* 

Whatever  mood  may  characterize 
other  men,  it  is  demanded  of  the  min¬ 
ister  that  he  be  a  man  of  hope,  of 
daring  expectancy,  of  deep-grounded 
optimism. — Morrison 


Bishop  Aubrey  Walton  relaxes  at  Rockefeller  Game  Refuge  with  members  of  the 
Cameron-Grand  Chenier  Methodist  Men’s  Club.  He  is  shown  here  with  officers 
of  the  club. 


from  page  one 

SMU  CHANGES 

chairman  of  the  SMU  Board  of  De¬ 
velopment  and  general  chairman  of 
the  Master  Plan  Campaign,  a  five-year 
drive  for  $37  million.  An  SMU  alum¬ 
nus,  Mr.  Clements  is  past  president  of 
the  American  Association  of  Oil  Well 
Drilling  Contractors.  The  firm  he 
heads  has  conducted  drilling  operations 
in  many  areas  of  the  United  States  and 
in  Argentina,  India,  Pakistan,  Kuwait, 
Iran,  and  the  Persian  Gulf. 

R.  Richard  Rubottom,  Jr.,  SMU’s 
vice  president  for  university  life  dur¬ 
ing  the  past  three  years,  was  elected  to 
the  post  of  administrative  vice  presi¬ 
dent.  As  a  part  of  his  new  duties,  Mr. 
Rubottom  will  be  in  charge  of  internal, 
non-academic  affairs  and  may  be 
called  upon  to  act  for  SMU  President 
Willis  M.  Tate  in  administrative  mat¬ 
ters. 

Dr.  H.  Neill  McFarland,  who  was 
appointed  acting  provost  of  the  Uni¬ 
versity  last  October  and  was  elected 
to  the  post  permanently  by  the  Board 
of  Governors  on  Feb.  2,  was  elevated 
by  the  trustees  Friday  to  vice  presi¬ 
dential  rank. 

Increases  of  $2  million  in  faculty 
salaries,  $1  million  in  organized  re¬ 
search,  $147,000  in  general  institution¬ 
al  expense,  $100,000  each  for  libraries 
and  the  physical  plant,  and  $75,000 


for  student  aid  accounted  for  most  of 
the  $4-million  gain  of  the  new  budget 
over  that  for  1966-67. 

President  Tate  termed  14  of  the  53 
full-time  additions  to  the  faculty  “sen¬ 
ior  appointments.”  Twenty-six  of  the 
appointments  are  part-time  posts. 

ZONE  n 

Zone  II  of  the  Monroe  District 
Woman’s  Society  met  at  Bonita  Church 
with  Mrs.  W.  H.  Parker,  zone  leader, 
presiding. 

The  opening  prayer  was  given  by 
Rev.  K.  K.  Carithers,  pastor  of  the 
host  church.  Scripture  was  read  by  the 
Rev.  Ruth  Holly. 

Mrs.  Cecil  Harp,  president  of  Bonita 
Society,  gave  the  welcome  and  the  re¬ 
sponse  was  given  by  Mrs.  Fred  Morgan. 

Roll  call  was  answered  by  Bar¬ 
tholomew,  First  Church,  Bastrop; 
Memorial,  Bastrop;  Bonita,  Bonne 
Idee,  Collinston,  Mer  Rouge  and  Oak 
Ridge.  Collinston  extended  an  invita¬ 
tion  for  the  fall  zone  meeting. 

The  district  officers  conducted  an 
officers  training  school  for  the  zone. 
After  reassembling  in  the  sanctuary, 
Mrs.  Harper  and  the  district  officers 
gave  a  meditation  entitled  “To  Take 
a  Towel.” 

Courtesies  extended  by  the  Bonita 
Society  were  Coffee  from  9:00  to  9:30 
and  a  luncheon  at  the  noon  hour, 
t 


The  Ingleside  Methodist 
Church,  Bcton  Rouge, 
has  been  developing  it  s 
financial  campaign  forthe 
coming  year  around  the 
theme  “A  Time  for  Deci¬ 
sion  to  Give — our  pray¬ 
ers,  our  presence,  our 

■  i  .  f,  »* 

service,  and  our  gifts. 
Some  of  the  dedicated 
members  who  have  shared 
their  convictions  through 
speeches  before  assem¬ 
blies  and  worship  ser¬ 
vices  are:  (Front  row, 
left  to  right)  Daniel  Roun¬ 
tree,  Carolann  Binqham, 
J.  A.  Bankhead.  (Back 
row)  E.  Eckert  and  Bob 
D.  Wooley.  E.  C.  Thomas 
is  chairman  of  the  cam¬ 
paign;  the  Rev.  Harvey 
G.  Williamson,  pastor. 
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■  TO  SEARCH  OUT 
YOUNG  PEOPLE  FOR 
THE  MINISTRY ..." 


THIS  SEARCH  IS  AT  THE  HEART 


u_ 


OF  THE  CHURCH  S  LIFE 
■  ■ 


THIS  SEARCH  IS  THE  RESPONSIBILITY 
OF  THE  PASTOR  AND  CONGREGATION 
WORKING  TOGETHER 


■■■■ 
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HELPS  FOR  VOTING 

ON  MERGER  PLAN 

their  work  brought  back  to  their 
respective  General  Conferences  their 
recommendations,  which  were  then  de¬ 
bated  and  voted  upon.  Because  the 
Plan  would  be  amended  only  by  joint, 
not  unilateral,  action  all  requests  for 
amendment  arising  from  either  General 
Conference  were  referred  to  a  joint 
committee  which,  after  review,  referred 
them  back  with  recommendation  to 
the  two  conferences.  Through  this  pro¬ 
cedure,  “The  Constitution”  and  “En¬ 
abling  Legislation”  were,  in  the  course 
of  the  Chicago  conferences,  amended 
in  eleven  respects. 

WHAT  ARE  THE  REASONS 
FOR  THE  UNION? 

Basically,  it  is  a  response  to  the 
conviction  that  the  Lord  of  the  church 
is  calling  Christians  to  manifest  the 
unity  which  is  in  Christ.  Between 
various  branches  of  the  Christian 
church  today,  there  are  deep  and  pain¬ 
ful  cleavages  in  doctrine,  in  positions 
on  social  issues,  and  in  forms  of  gov¬ 
ernment.  Responsible  commissions  at 
world  and  national  levels  are  working 
on  these  problems  but  solution  may 
take  many  years.  Between  The  Evan¬ 
gelical  United  Brethren  and  The  Meth¬ 
odist  churches  there  are  no  basic 
differences  in  doctrine,  social  princi¬ 
ples,  or  form  of  government.  Wesley’s 
formulations  served  as  an  organiza¬ 
tional  basis  for  both.  From  the 
beginning  the  two  fellowships  would 
undoubtedly  have  been  one  except  for 
the  language  difference  —  Asbury’s 
work  being  in  English  and  the  work 
of  Otterbein,  Boehm,  and  Albright  in 
German.  Today  the  language  differ¬ 
ence  is  gone  and  there  is  no  longer 
justification  for  the  two  almost  ident¬ 
ical  churches  continuing  separately 
The  urge  for  unity  is  seen  in  the  fact 
that  since  union  conversations  began, 
congregations  in  nearly  three  hundred 
commnuities,  on  their  own,  have  been 
either  yoked,  federated,  or  united. 

This  union  is  full  of  promise  for 
spiritual  advance.  The  combination  of 
the  heritage  from  both  denominations 
is  rooted  in  tested  Christian  experience 
and  in  the  confidence  that  the  gospel 
message  is  full  of  hope  for  our  troubled 
times.  Our  future  together  is  highly 
potential  for  an  upturn  in  evangelistic 
witness,  missionary  outreach,  and  so¬ 
cial  concern  in  The  United  Methodist 
Church. 


IN  WHAT  RESPECT  ARE  THE 
TWO  CHURCHES  SIMILAR  IN 
DOCTRINAL  BASIS? 

The  Preface  to  Part  II  explains  the 
history  of  the  Methodist  “Articles  of 
Religion”  and  the  Evangelical  United 
Brethren  “Confession  of  Faith.”  Both 
General  Conferences  adopted  this  Pref¬ 
ace,  which  states:  “The  Confession,  the 
Articles  of  Religion,  and  the  Wesleyan 
‘standards’  are  thus  deemed  congruent 
if  not  identical  in  their  doctrinal  per¬ 
spectives  and  not  in  conflict.”  It  is 
widely  agreed  that  eventually  the 
church  should  have  a  single  doctrinal 
statement  but  that  this  should  be  de¬ 
veloped  out  of  careful  study.  The 
United  Conference  is  authorized  to 
appoint  a  commission  to  study  and 
work  on  this  problem. 


IN  WHAT  RESPECT  ARE  THE 
TWO  CHURCHES  SIMILAR  IN 
THEIR  STAND  ON  SOCIAL 
ISSUES? 

The  Preface  to  Part  III  explains 
the  history  of  the  Methodist  “Social 
Creed”  and  the  Evangelical  United 
Brethren  “Basic  Beliefs  Regarding 
Social  Issues”  and  “Moral  Standards.” 
Both  General  Conferences  adopted  this 
Preface  which  states  that  “These  are 
in  agreement  basically.  The  differences 
are  largely  in  phraseology  or  empha¬ 
sis.”  Again,  it  is  agreed  that  eventually 
the  church  should  have  a  single  state¬ 
ment  on  social  principles  but  that  this 
will  require  careful  study,  the  Uniting 
Conference  is  authorized  to  appoint  a 
commission  to  study  and  work  on  this 
problem. 

IN  WHAT  RESPECT  ARE  THE 
TWO  CHURCHES  SIMILAR  IN 
FORM  OF  GOVERNMENT? 

Both  are  “connectional”  churches 
and  titles  to  properties  of  agencies  and 
of  local  churches  are  trusteed  in  favor 
of  the  denomination;  both  have  An¬ 
nual  Conferences  as  the  basic  unit  of 
the  church;  both  have  a  General  Con¬ 
ference,  which  meets  quadrennially,  as 
its  legislative  body;  both  have  the 
principle  of  equal  ministerial  and  lay 
representation  in  General  and  Annual 
Conferences;  both  have  the  itinerant 
ministry;  both  have  bishops  who  are 
elders  set  apart  to  the  office  of  a 
bishop;  both  vest  in  the  bishop  the 
power  of  appointment  of  ministers; 
both  have  superintendents  who  assist 
the  bishop  in  the  administration  of  his 
area;  both  have  successful  publishing 
houses  whose  net  income  is  dedicated 
to  the  churches’  pension  funds.  The 
structures  and  functionings  of  the 
boards  and  agencies  of  the  two  church¬ 
es  are  very  similar. 

IF  THE  CONSTITUTION  AND 
THE  ENABLING  LEGISLATION 
ARE  ADOPTED  BY  THE  ANNUAL 
CONFERENCES,  WHEN  WILL 
THE  UNITED  METHODIST 
CHURCH  COME  INTO  BEING? 

In  April,  1968,  when  the  United 
Conference  meets  in  Dallas,  Texas. 

WHAT  ARE  SOME  OF  THE 
CHARACTERISTICS  OF  THE 
EVANGELICAL  UNITED  BRETH¬ 
REN  CHURCH  INCORPORATED 
IN  THE  PLAN  OF  UNION? 

The  entire  concept  of  the  Program 
Council,  to  be  effective  in  the  local 
church  and  in  the  Annual,  Jurisdic¬ 
tional,  and  General  Conferences, 
comes  from  their  practice.  Methodists 
who  have  studied  this  are  convinced 
that  it  will  make  a  substantial  contri¬ 
bution  to  the  work  of  the  Church. 

Representation  in  the  General  and 
Jurisdictional  Conferences,  as  elected 
from  the  Annual  Conferences,  is  com¬ 
puted  on  a  two-factor  basis:  (1)  The 
number  of  ministerial  members  of 
the  Annual  Conference,  and  (2)  the 
number  of  church  members  in  the 
Annual  Conference  (page  10,  para.  14). 
This  comes  from  their  Constitutional 
Law. 

The  proposal  for  a  Commission  on 
Ecumenical  Affairs  comes  from  their 
commissioners.  The  Methodists  liked 
the  idea  so  much  that  in  1964  they 
voted  this  commission  into  their  Dis¬ 
cipline  without  waiting  for  union. 

The  basic  structure  of  the  Evangel¬ 


ical  United  Brethren  Board  of  Missions 
was  closely  followed  in  the  recent 
Methodist  restructuring  and  is  being 
carried  into  the  new  church. 

WHAT  ARE  SOME  OF  THE 
CHARACTERISTICS  OF  THE 
METHODIST  CHURCH  INCORPO¬ 
RATED  IN  THE  PLAN  OF  UNION? 

The  provision  for  life  tenure  for 
bishops  who  are  elected  by  the  Juris¬ 
dictional  Conferences  but  consecrated 
as  bishops  of  the  whole  church,  and 
who  have  authority  to  appoint  district 
superintendents  to  assist  them,  comes 
from  their  practice  (page  20,  para.  55.) 

A  system  of  five  regional  jurisdic¬ 
tions  with  authorities  as  defined  in 
“The  Constitution”  (page  13,  paras, 
22-26)  comes  from  their  practice. 

A  Judicial  Council  having  authority 
to  interpret  the  church  laws  (page  21, 
paras.  60-61)  comes  from  their  prac¬ 
tice. 

WILL  THERE  BE  A  CENTRAL 
JURISDICTION  IN  THE  UNITED 
METHODIST  CHURCH  ON  RA¬ 
CIAL  INTEGRATION? 

“The  Constitution,”  Division  One, 
Article  IV,  defines  The  United  Metho¬ 
dist  Church  as  an  inclusive  church  and 
provides  that  no  conferences  or  other 
organizational  unit  of  the  church  shall 
be  structured  so  as  to  exclude  any 
member  or  any  constituent  body  of 
the  church  because  of  race,  color,  na¬ 
tional  origin,  or  economic  origin. 
(Page  9,  para.  4).  It  also  specifically 
provides  that  there  shall  be  no  Juris¬ 
dictional  or  Central  Conference  based 
on  any  ground  other  than  geographical 
and  regional  division  (pages  9-10,  para. 
8);  that  definition  of  church  member¬ 
ship  must  in  every  case  be  without 
reference  to  race  or  status  (page  11, 
para.  15.1);  and  that  the  General  Con¬ 
ference  has  the  authority  to  secure 
the  rights  and  privileges  of  member¬ 
ship  in  all  agencies,  programs,  and 
institutions  in  the  church  regardless  of 
race  or  status  (page  11,  para.  15.14). 
The  “Enabling  Legislation”  records  the 
intention  that  union  shall  in  no  way 
delay  or  impede,  but  rather  facilitate, 
strengthen,  encourage,  and  hasten 
elimination  of  any  racial  structure  or 
distinction  (page  52,  para.  D.) 

WHAT  IS  THE  POSITION  OF 
THE  UNITED  METHODIST 
CHURCH  IN  RESPECT  TO  THE 
ECUMENICAL  MOVEMENT? 

(See  page  9,  para.  5) 

Both  churches  have  given  leadership 
to  the  Ecumenical  Movement.  Both 
represent  unions  of  importance,  the 
Methodists  in  1939  and  the  Evangel¬ 
ical  United  Brethren  in  1922  and 
1946.  Both  participated  in  the  found¬ 
ing  of  the  World  Council  of  Churches 
and  the  National  Council  of  Churches 
of  Christ  in  the  U.S.A.  Both  are  mem¬ 
bers  of  the  World  Methodist  Council. 
Both  have  consistently  encouraged  par¬ 
ticipation  in  regional,  national,  state, 
and  local  councils  of  churches.  Both 
are  responsible  participants  in  the 
U.S.A.  Consultation  on  Church  Union 
and  The  United  Methodist  Church  will 
work  for  unity  at  all  levels  of  church 
life.  For  the  sake  of  the  more  effective 
mission  of  the  church,  the  Commission 
on  Ecumenical  Affairs  will  explore 
and  study  all  possibilities  and  give 
guidance  in  a  continuing  quest  for 
leadership  and  manifestations  of  Chris¬ 
tian  unity. 


WHAT  IS  THE  REASON  FOR 
PERMITTING  AN  EVANGELICAL 
UNITED  BRETHREN  ANNUAL 
CONFERENCE  TO  REMAIN  IN¬ 
TACT  AND  CONTINUE  ITS  PRAC¬ 
TICES,  IF  IT  SO  ELECTS,  FOR  A 
12-YEAR  PERIOD  FOLLOWING 
UNION?  (See  page  16,  para.  41.) 

Traditionally,  Evangelical  United 
Brethren  Annual  Conferences  have 
elected  conference  superintendents  and 
have  elected  their  delegates  to  General 
Conference  with  all  members  voting 
for  the  clerical  and  lay  delegates.  Giv¬ 
ing  an  Annual  Conference  the  right  to 
exist  as  such  and  to  continue  its  prac¬ 
tices  for  a  period  of  twelve  years 
relieved  much  of  the  apprehension 
about  suddenly  having  to  change  these 
practices.  The  12-year  rule  is  permis¬ 
sive  only  and  many  feel  that  Annual 
Conferences  will  be  unified  substan¬ 
tially  in  advance  of  the  permitted  per¬ 
iod.  At  the  end  of  the  period,  the 
Jurisdictional  or  Central  Conference, 
as  the  case  may  be,  will  have  the 
power  to  realign  Annual  Conferences. 

WHAT  IS  THE  REASON  FOR 
GRANTING  TO  THE  EVANGEL¬ 
ICAL  UNITED  BRETHREN 
MEMBERSHIP  THE  RIGHT  TO 
DOUBLE  REPRESENTATION 
AND,  IF  PRACTICAL,  REPRE¬ 
SENTATION  ON  ALL  BOARDS 
AND  AGENCIES  FOR  A  PERIOD 
FOLLOWING  UNION?  (See  page  12, 
para.  21) 

It  is  a  matter  of  fairness.  The  Evan¬ 
gelical  United  Brethren  bring  to  the 
union  many  substantial  properties  and 
this  fact  alone  makes  essential  that 
they  have  effective  voice  in  the  agen¬ 
cies  of  the  church  administering  these 
properties.  It  is  agreed  that  in  the 
united  church  there  should  be  effective 
representation  and  the  Plan  seeks  to 
accomplish  this. 

WHAT  SHOULD  BE  THE  DE¬ 
TERMINING  FACTOR  OR  FAC¬ 
TORS  IN  DECIDING  HOW  TO 
VOTE  IN  THE  ANNUAL  CON¬ 
FERENCES? 

The  Plan  of  the  Union  is  not  per¬ 
fect.  It  does,  however,  represent  years 
of  patient  effort  by  Joint  Commissions 
duly  appointed  by  their  respective 
churches  and  a  careful  review  and  de¬ 
bate  in  the  two  General  Conferences. 
It  is  safe  to  assume  that  every  delegate 
in  each  of  the  General  Conferences 
would  have  made  some  changes  if  that 
delegate,  alone,  had  had  the  sole  right 
to  do  the  drafting. 

In  voting,  it  must  come  to  a  question 
of  relative  importance.  Each  delegate 
must  determine:  Is  it  right  that  my 
church  should  move  forward  in  a  move 
toward  Christian  unity?  If  so,  are  the 
questioned  points  in  the  Plan  so  im¬ 
portant  that  the  Plan  should  be  re¬ 
jected? 

The  prayer  for  guidance  in  voting 
given  before  the  vote  in  Chicago  is  on 
page  vii  and  is  commended  to  the 
Annual  Conference  delegates. 

The  59-page  pamphlet,  “The  Con¬ 
stitution  for  The  United  Methodist 
Church  with  Enabling  Legislation  and 
Other  Historic  Documents,”  can  be 
obtained  from  Cokesbury  Bookstores 
and  Evangelical  United  Brethren 
Bookstores.  Price  per  copy  is  20c,  six 
for  $1.00,  one  hundred  for  $15.00. 

.  .  .  Page  references  refer  to  the 
“Proposed  Constitution”  booklet. 
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Changes  in  Marriage 

¥  awe  AcLprl 

PORTLAND,  Ore.— The  Board  of 
Christian  Social  Concerns  of  The  Meth¬ 
odist  Church  in  its  annual  meeting  here 
called  for  an  end  to  laws  that  prohibit 
interracial  marriage. 

The  board  also  approved  other  state¬ 
ments  on  race  and  related  issues,  in¬ 
cluding  an  endorsement  of  Project 
Equality,  resolutions  on  South  West 
Africa  and  Southern  Rhodesia,  and  en¬ 
dorsement  of  the  purposes  of  the  In¬ 
ternational  Year  of  Human  Rights. 

Concerning  the  statement  on  Race 
and  the  Right  to  Marry,  the  board 
said:  “Some  will  conclude  that  the 
board  in  this  statement  is  urging  per¬ 
sons  to  enter  into  interracial  marriages. 
This  is  not  the  case.  .  .  .  The  board 
is  making  another  point  which  is, 
namely,  that  the  right  to  marry  is  basic 
to  individual  and  human  liberties,  and 
ought  not  to  be  restricted  solely  for 
reasons  of  race  or  national  origin  in  a 
free  society.” 

In  other  actions,  the  board  looked 
with  favor  on  the  idea  of  a  guaranteed 
income  for  every  American  family, 
called  upon  Congress  to  establish 
rules  for  full  disclosure  of  financial 
interests  of  members  and  employees  of 
Congress,  and  supported  congressional 
representation  for  the  residents  of  the 
District  of  Columbia. 
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NEW  PRESIDENT  FOR  WESLEY 
THEOLOGICAL  SEMINARY 

WASHINGTON,  D.C.  (MI)— The 
new  president  of  Wesley  Theological 
Seminary  here  will  be  Dr.  John  L. 
Knight,  a  pastor  in  Syracuse,  N.  Y., 
and  formerly  president  of  two  colleges. 

The  announcement  was  made  April 
24  by  the  Methodist  seminary’s  board 
of  governors,  headed  by  Bishop  John 
Wesley  Lord  of  Washington,  that  Dr. 
Knight  would  succeed  President  Nor¬ 
man  L.  Trott  on  Sept.  1.  Dr.  Trott  is 
retiring  after  12  years  as  head  of  the 
growing  school. 

Knight  is  now  senior  minister  at 
First  Methodist  Church  in  Syracuse. 
His  past  service  has  included  the  presi¬ 
dency  of  both  Nebraska  Wesleyan 
University  and  Baldwin-Wallace  Col¬ 
lege,  as  well  as  the  pastorate  of  Trinity 
Church  in  Columbus,  Ohio,  and  teach¬ 
ing  at  Biff  School  of  Theology  and 
Williamette  University.  He  is  active  in 
Central  New  York  Methodist  Confer¬ 
ence,  particulary  in  missions,  Christian 
vocations,  student  work  and  the  council 
of  churches. 

A  native  of  New  Jersey  and  a  grad¬ 
uate  of  Drew  University,  Knight  has 
master  of  arts  degrees  from  Boston 
and  Vanderbilt  Universities,  bachelor 
of  sacred  theology  from  Boston  and 
honorary  doctorates  from  Kansas  Wes¬ 
leyan  University  and  Willamette.- 

The  Wisconsin  Methodist  Credit 
Union  is  believed  to  be  one  of  the  first 
in  the  nation  to  have  amended  its  by¬ 
laws  to  make  Evangelical  United 
Brethren  pastors  and  others  related  to 
that  denomination  eligible  for  mem¬ 
bership. 

Methodists  in  Oregon  are  among 
participants  in  what  is  believed  to  be 
one  of  the  few  college  religious  centers 
in  the  nation  serving  Roman  Catholic 
as  well  as  Protestant  students.  Known 
as  Koinonia  House,  the  center  was 
dedicated  this  spring  at  Portland  (Ore.) 
State  College. 
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Mrs.  Mary  Lucinda  Morgan 

Mrs.  Mary  Lucinda  Blackwell  Mor¬ 
gan,  aged  95,  died  March  1.  She  was 
a  member  of  the  Methodist  Church 
for  79  of  these  years.  God’s  promise 
of  an  extended  life  being  only  “three¬ 
score  and  ten,”  yet  she  surpassed  this 
promise  by  nine  years  in  God  s  Church 
family,  while  her  years  on  earth  ex¬ 
tended  far  beyond  the  usual  life  span. 
Mrs.  Morgan  attended  church  faith¬ 
fully  at  Old  Potter  Methodist  Church 
near  Haynesville,  La.,  most  of  her 
long  life  where  her  husband  was 
Church  school  superintendent  for  many 
years.  When  Old  Potter  Methodist 
Church  was  disbanded,  she  trans¬ 
ferred  her  membership  to  Old  Shon- 
galoo  Methodist  Church  where  it  re¬ 
mained  until  the  time  of  her  death, 
and  where  her  funeral  was  held. 

“Miss  Lucinda”  as  Mrs.  Morgan 
was  called  by  her  many  friends  and 
neighbors,  was  born  December  14, 
1871,  to  Mr.  and  Mrs.  John  Black- 
well,  at  Shongaloo,  La.,  where  she 
resided  most  of  her  long  life.  She  be¬ 
came  the  happy  bride  of  J.  Titus  G. 
Morgan,  January  13,  1889.  They 
celebrated  a  happy  wedding  at  home, 
as  was  so  often  the  case  in  those  days. 
The  Methodist  ministers  were  “cir¬ 
cuit  riders”  and  not  many  resided  in 
local  parsonages  at  that  time.  Justice 
of  the  Peace,  J.  D.  Ethridge,  per¬ 
formed  the  marriage  ceremony  in  the 
Blackwell  home. 

Nine  children  were  born  to  this 
union,  five  sons  and  four  daughters. 
Mrs.  Morgan  tasted  both  the  sweet 
and  the  bitter  in  life,  as  she  outlived 
her  husband  and  two  sons,  and  one 
grandchild,  one  great  grandchild  and 
one  great  great  grandchild. 

Her  153  descendents  include  nine 
children,  26  grandchildren;  67  great 


Evangelism  Program  Stirs 
Hong  Kong  and  Taiwan 

NEW  YORK — Methodism  in  Hong 
Kong  and  Taiwan  has  been  awakened 
and  stirred  this  spring  by  an  evangel¬ 
istic  program  of  visitation  and  preach¬ 
ing  by  Dr.  Harry  Denman  and  Dr. 
Leonard  Peale,  according  to  reports 
from  the  area. 

Dr.  Denham,  retired  general  secre¬ 
tary  of  the  General  Board  of  Evan¬ 
gelism,  and  Dr.  Peale,  of  the  Founda¬ 
tion  for  Christian  Living  in  New  York, 
spent  two  months  in  the  program  with 
several  thousand  people  reached  and 
hundreds  of  persons  committed  to  the 
program  with  several  thousand  peo¬ 
ple  reached  and  hundreds  of  persons 
committed  to  the  Christian  life. 

In  Kowloon,  for  instance,  416  cards 
were  submitted,  approximately  one- 
third  new  Christians.  Classes  for  prep¬ 
aration  for  membership  are  scheduled 
in  every  church  in  both  Hong  Kong 
and  Taiwan  and  in  the  latter  class 
meetings  are  to  be  held  in  the  home 
and  new  chapels  established. 

Bishop  Hazen  G.  Werner  is  epis¬ 
copal  leader  of  the  Hong  Kong  and 
Taiwan  Area. 

t 

Methodism’s  four  bishops  in  Texas 
have  joined  in  a  statement  attacking 
pari-mutuel  gambling  and  liquor-by- 
the-drink  bills  in  the  Texas  legislature. 


grandchildren;  50  great  great  grand¬ 
children,  and  one  great  great  great 
grandchild.  “Miss  Lucinda”  regarded 
her  in-laws  as  her  children  also. 

In  December,  1966,  the  birth  of  a 
great  great  great  grandson  completed 
six  living  generations:  Mrs.  Morgan, 
her  daughter,  granddaughter,  great 
granddaughter,  great  great  grand¬ 
daughter  and  her  great  great  great 
grandson. 

_ The  Rev.  Allen  R.  Reeves,  Sr. 

minister. 
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Mrs.  Minnie  Hutchinson 

Mrs.  Minnie  Deason  Hutchinson, 
age  82,  died  March  22,  at  the  Rogers 
(Arkansas)  Memorial  Hospital  follow¬ 
ing  an  extended  illness. 

Mrs.  Hutchinson  was  a  native  of 
Benton  County,  and  a  member  of 
Avoca  Methodist  Church.  She  was 
faithful  in  attendance,  helpful,  quiet 
and  unassuming. 

Survivors  include  two  daughters, 
Mrs.  Gladys  Short,  Brightwater  com¬ 
munity,  and  Mrs.  Grace  Zachariason, 
Fayetteville;  two  brothers,  H.  K.  Dea¬ 
son,  Fort  Smith,  and  W.  K.  Deason, 
Kansas  City,  Mo.;  one  sister,  Mrs. 
Della  Davis,  Rogers,  and  two  grand¬ 
children. 

The  Rev.  C.  L.  Martin,  pastor,  and 
the  Rev.  William  M.  Wilder,  pastor  of 
Trinity  Methodist  Church,  Fayetteville, 
officiated  at  funeral  services, 
t 

Mrs.  Birdie  Forville 

Mrs.  Birdie  Brown  Forville  passed 
away  April  3,  1967  after  a  long  ill¬ 
ness.  Funeral  services  were  conducted 


by  the  Rev.  Paul  Dutbin,  First  Meth¬ 
odist  Church,  Logansport,  La. 

Mrs.  Forville  is  survived  by  her  hus¬ 
band,  Jerry  Forville,  one  daughter, 
Mrs.  Sara  Norwood,  one  granddaugh¬ 
ter,  Mrs.  P.  K.  Nicholson  of  Houston, 
Tex.,  and  three  great-grandchildren. 

She  was  a  loyal  and  devoted  mem¬ 
ber  of  First  Methodist  Church,  Logans¬ 
port,  La.  She  was  one  with  a  great 
love  in  her  heart  for  God  and  the 
Church.  She  made  her  profession  of 
faith  in  Christ  and  His  Church  at  an 
early  age  and  she  never  veered  from 
the  upward  way.  She  was  a  regular 
attendant  at  service,  often  when  she 
did  not  feel  like  it. 
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Dr.  Earl  Tweedie,  Retired  Missionary 
Dies;  Served  35  Years  in  India 

Dr.  Earle  Tweedie,  who  was  profes¬ 
sor  of  chemistry  at  Lucknow  Christian 
College,  Lucknow,  India,  for  35  years, 
has  died  in  Adrian,  Mich. 

Dr.  Tweedie  and  his  wife  went  to 
India  in  1917  and  served  there,  except 
for  study  periods,  until  1952  when 
they  returned  to  the  United  States  be¬ 
cause  of  Mrs.  Tweedie’s  ill  health. 
She  died  in  1953. 

After  his  return  to  the  United  States, 
Dr.  Tweedie  taught  at  Albion  College. 
He  was  a  graduate  of  Albion  and  re¬ 
ceived  his  "Master  of  Science  degree 
from  the  University  of  Chicago  before 
beginning  his  missionary  career.  He 
received  his  Ph.D.  from  the  University 
of  Michigan  in  1935.  He  died  on 
March  30  and  the  funeral  service  was 
held  on  April  3  at  the  Albion  College 
chapel. 
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HOTEL  &  BATHS 

LANAI  SUITES— APARTMENTS 

INVITES /  YOU  TO  THE 

LITTLE  ROCK  ANNUAL  CONFERENCE 

of  the  Methodist  Church 

MAY  22nd  thru  25th 

SpeciEil  Rates — $8  Single — $6  per  Person  (2  to  room) 

PLEASE  RESERVE 

Persons  Single  __Persons  to  each  Room 

Will  arrive  May _ A.M. _ P.M. ;  Will  depart  May _ A.M. _ P.M. 

Name _ _ _ _ 

Address _ _ _ 

City _ 

Remarks: 


W.  L.  Wolfe,  Manager  ■  Phone  NAtional  3-5511 
THE  MAJESTIC  HOTEL 
Hot  Springs  National  Park,  Arkansas 
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BELOW:  A  deputation  team  from  Wesley 
Foundation,  Louisiana  Tech,  led  a  recent 
Sunday  evening  worship  service  at  Jones¬ 
boro  Methodist  Church.  Left  to  right, 
Bruce  Purcell,  Plain  Dealing;  Jan  Ay- 
cock,  Ruston;  Beckie  Hightower,  Jones¬ 
boro  MYF,  and  Lane  Johnson,  New  Or¬ 
leans. 


LEFT:  Boy  Scout  Troop  35,  sponsored 
by  Lakeview  Methodist  Church,  Minden, 
gathers  for  a  week-end  camp.  John  Smith 
is  Scout  Master.  The  Rev.  W.  0.  Lynch, 
Jr.  is  pastor. 


The  Rev.  Henry  Rickey, 
Ruston  District  superin¬ 
tendent  (second  picture 
at  right),  led  the  pre- 
Easter  revival  in  First 
Methodist  Church,  Pine- 
ville.  The  Rev.  George 
W.  Dammeron  (right), 
brought  the  Easter  Sun¬ 
day  evening  message. 


RIGHT:  A  record-break¬ 
ing  crowd  of  Methodist 
Men  attended  this  meet¬ 
ing  at  Pineville.  These 
men  deserve  credit  for 
promoting  attendance  at 
revival.  The  Rev.  Earl 
Emmerich  is  pastor. 


Unit  I  of  the  Wesleyan  Service  Guild,  Mangum  Memorial  Metho¬ 
dist  Church,  Shreveport,  presented  three  life  membership  pins 
recently.  Recipients,  left  to  right:  R.  J.  Ybos,  for  work  with  the 
Methodist  Sunday  evening  Fellowship,  and  for  his  special  ability 
in  making  pralines  and  peanut  brittle  for  the  Guild;  Mrs.  Martha 
Hadley,  recording  secretary  for  the  unit,  secretary  of  the  Win  One 
Sunday  School  class,  and  mother  of  four  children;  pastor  Ralph 
Cain,  for  outstanding  and  untiring  work  at  Mangum. 


Leaders 

of  the  Kentwood 
Methodist  Church 
meet  with 

pastor  Carey  Martin 
to  lay  plans 
for  the  new 
conference  year. 
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These  children’s  choirs  joined  by  the  Junior  High  Girls’  Choir  will  share  in  the  May  21st  Choir 
Festival  at  Broadmoor,  Methodist  Church,  Shreveport,  assisted  by  the  Chancel  and  Youth  Choirs. 
Mrs.  Daisy  Duncan  is  organist  and  director  of  the  children’s  choirs.  Miss  Norma  Jean  Locke  is 
director  of  the  Chancel  and  Youth  Choirs.  The  Rev.  Robert  B.  Crichlow  is  pastor. 
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C©nt ©nary  will  ■  Urban  situation  studied 

honor  two 


Thousand  dub 
secures  site  for  new 


with  doctorates 


Committee  on  special  ministries  meets 


church  in  Ruston 


Centenary  College  will  confer  two 
honorary  degrees  at  their  annual  Com¬ 
mencement  Exercises  on  Sunday,  May 
28,  according  to  Dr.  Jack  S.  Wilkes, 
president. 

The  degree  will  go  to  Virginia  Marie 
(Mrs.  Glenn  Eugene)  Laskey  of  Rus¬ 
ton  and  the  Rev.  Allen  W.  Townsend, 
Jr.,  of  New  Orleans. 

Mrs.  Laskey  will  receive  the  Doctor 
of  Humane  Letters  Degree  and  Town¬ 
send  will  receive  the  Doctor  of  Di¬ 
vinity  Degree. 

Mrs.  Laskey  is  president  of  the 
Women’s  Div.  of  the  Board  of  Missions 
for  the  Methodist  Church;  and  as  such 
heads  up  the  largest  women’s  organ¬ 
ization  in  the  world  and  occupies  the 
highest  office  her  church  can  give  to 
a  woman.  Her  present  service  has  tak¬ 
en  her  to  every  continent  as  a  leader 
of  her  church. 

A  native  of  Magnolia,  Arkansas, 
Mrs.  Laskey  attended  Newcomb  Col¬ 
lege,  Southern  Methodist  University 
and  Columbia,  and  received  her  B.A. 
Degree  from  SMU. 

She  served  as  president  of  the  Wom¬ 
an’s  Society  of  Christian  Service,  Lou¬ 
isiana  Conference  from  1945-1953;  the 
Board  of  Missions  since  1956  and  was 
named  president  of  the  Woman’s  Di¬ 
vision  in  1964. 

She  is  a  member  of  the  Executive 
Council  of  the  World  Methodist  Coun¬ 
cil,  The  National  Council  of  Church¬ 
es,  the  World  Council  of  Churches 
and  a  Methodist  General  Conference 

Please  turn  to  page  4 

Lambert  family  establishes 
ministerial  scholarship 
fund  at  Centenary 

A  memorial  scholarship-loan  fund 
for  ministerial  students  has  been  es¬ 
tablished  at  Centenary  College  through 
a  gift  from  the  Lambert  family  of 
Shreveport. 

Mrs.  Joe  O.  Lambert  presented  a 
check  for  $2,000  to  Dr.  Jack  S.  Wilkes, 
president  of  Centenary  as  a  start  for 
the  fund. 

It  has  been  designated  “The  Joe  O. 
Lambert  and  son,  Edwin  Ruffin  Lam¬ 
bert,  Scholarship-Loan  Fund”  and  was 
established  by  Mrs.  Lambert  as  a  me¬ 
morial  to  her  husband  and  son. 

Mrs.  Lambert  said  it  is-  her  desire 
that  the  funds  be  used  to  help  young 
ministerial  students  further  their  edu¬ 
cation.  A  college  committee  will  be¬ 
set  up  to  select  the  students  and  ad¬ 
minister  the  funds. 


The  committee  on  special  ministries,  a  sub-committee  of  the  Shreveport 
District  Board  of  Missions,  hod  a  luncheon  meeting  May  ??.  Pictured, 
from  left,  are  Mr.  Sid  Nelson,  an  attorney,  from  First  Methodist  Church, 
Shreveport;  the  Rev.  K.  G.  Rorie  of  the  Area  Office;  the  Rev.  Leon  Scott 
of  Benton;  the  Rev.  George  F.  Pearce,  Jr.,  district  superintendent;  the 
Rev.  Oscar  Cloyd,  Christ  Church,  Shreveport:  and  Mrs.  T.  E.  Kirkpatrick, 
president  of  the  district  Woman’s  Society.  The  group  will  explore  possi¬ 
bilities  of  service  that  need  attention  in  the  urban  situation  in  which  they 
live.  (Methodist  Information  Photo) 


OUR  BISHOP'S  LETTER 

New  Orleans,  Louisiana 
May  19,  1967 

Dear  Louisiana  Methodists; 

Last  week-end  I  was  in  the  Alexandria  District  with  the  Reverend 
and  Mrs.  John  F.  Kilpatrick.  The  Alexandria  District  was  the  first  to  pay 
World  Service  in  full  for  this  conference  year.  Congratulations  to  Brother 
Kilpatrick  and  the  district. 

On  Sunday  morning  we  were  at  Simmesport  for  the  dedication  of 
the  new  parsonage.  This  is  a  beautiful  brick  veneer,  three-bedroom  house 
with  a  bath  and  a  half,  living  room,  family  room,  kitchen,  utility  room 
and  carport.  Construction  was  begun  in  1960  when  the  Reverend  George 
Sherman  was  the  pastor.  All  indebtedness  was  paid  this  year.  The  Reverend 
Alvin  Mayo  is  pastor.  We  were  delighted  to  have  the  Catholic  priest  at 
Simmesport,  Father  Fortier,  present  with  us  for  the  dedication  service. 
The  mayor  of  Simmesport,  Mr.  Leo  Earhardt,  a  member  of  The  Methodist 
Church,  welcomed  us  to  the  town  and  church.  Dinner  was  served  following 
the  morning  worship  service.  We  had  a  good  time  at  Simmesport. 

That  evening  we  were  at  Oak  Grove,  Natchitoches,  the  Reverend  Fred 
W.  Campbell,  pastor.  Here  we  dedicated  the  sanctuary  following  a  rebuild¬ 
ing  and  redecorating  program  which  was  completed  in  1960.  About 
$14,000.00  was  expended  and  the  last  of  the  indebtedness  was  paid  during 
this  conference  year.  The  Oak  Grove,  Natchitoches,  congregation  is  com¬ 
pleting  a  lovely  new  parsonage  which  will  be  ready  for  occupancy  by  the 
time  annual  conference  is  over.  There  are  four  bedrooms,  two  baths, 
pastor’s  study,  kitchen,  living  room,  utility  room  and  carport.  The  par¬ 
sonage  will  cost  approximately  $16,800.00. 

The  parents  of  Ray  Holt,  our  missionary  to  the  Philippines,  are  mem- 
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Dr.  Henry  A.  Rickey,  Ruston  dis¬ 
trict  superintendent,  hands  a  check  for 
$1,000  to  W.  G.  Kelly,  treasurer  of 
the  District  Board  of  Missions,  which 
completes  the  fund  needed  to  pay  for 
land  for  the  Third  Church  in  Ruston. 
O.  P.  Pearson,  chairman  of  the  Dis¬ 


trict  Board,  looks  on  approvingly.  The 
check  is  from  the  National  Division  of 
the  Board  of  Missions. 

A  unique  arrangement  has  been 
worked  out,  between  the  Ruston  Dis¬ 
trict  and  the  Methodist  Children’s 
Home  in  Ruston.  The  District  Board 
of  Missions  is  paying  the  Children’s 
Home  $6,000,  for  approximately  four 
acres  of  land,  to  be  used  as  the  site 
for  the  new  church  and  parsonage. 

It  is  well  located,  near  the  Lincoln 
General  Hospital,  on  a  knoll  now  oc¬ 
cupied  by  the  dairy  barn. 

The  Children’s  Home  will  use  the 
$6,000  to  lower  the  ceiling  in  the  Chap¬ 
el  of  the  Home,  and  install  central 
heating  and  air  conditioning.  The  new 
church  will  have  the  use  of  this  Chapel 
as  its  temporary  quarters,  on  an  an¬ 
nually  renewable  basis,  until  the  first 
unit  of  the  new  church  can  be  built. 
Application  has  been  made  for  1000 
Club  grant  for  1967-68. 

The  third  church,  to  be  named  later 
by  the  church  itself,  will  be  a  full 
time  appointment,  at  the  coming  An¬ 
nual  Conference.  Trinity  Church  in 
Ruston  is  making  its  former  parsonage 
available  to  the  new  church  as  its  tem¬ 
porary  parsonage. 

An  experienced  preacher  and  pastor 
who  is  well  known  in  North  Louisiana, 
will  be  assigned  to  this  new  church. 
Trinity  and  Grace  Churches  have  been 
asked  to  furnish  a  dozen  good  Meth¬ 
odist  families,  who  love  the  Lord  and 
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REMEMBER  NOW  FAMOUS  MEN 

WE  HAVE  SOME  FRIENDS  who  feel  that 
Memorial  Day  is  one  observance  in  the 
year  that  could  well  be  done  away  with. 
However,  we  wonder  about  that.  Just  a  few  days 
ago  a  ministerial  friend  related  an  incident  that 
had  its  setting  last  Fall  near  Reformation  Sunday. 
A  local  church  had  scheduled  the  showing  of  the 
movie  “Martin  Luther,”  and  a  very  disturbed  lay¬ 
man  came  to  the  pastor  wanting  to  know  what  he 
meant  scheduling  a  film  about  Martin  Luther  King. 
When  the  minister  corrected  him  and  said  that  the 
movie  was  about  Martin  Luther,  the  layman 
asked,  “Who’s  that?” 

Any  kind  of  church  situation  that  makes  it 
possible  for  a  member’s  antipathy  for  Martini 
Luther  King  to  be  stronger  than  his  recollection 
of  the  tremendous  contributions  of  Martin  Luther 
is  one  that  suggests  a  strong  need  for  a  periodic 
repetition  of  the  injunction  “Remember  now 
famous  men.”  Whatever  it  is  that  is  happening  to 
us  in  our  mad  dash  for  relevance,  if  it’s  “fallout”  is 
disregarded  for  the  contributions  of  the  past  then 
it  could  be  that  relevance  will  turn  bitter  in  our 
mouths.  Just  as  in  church  architecture  there  is  an 
indication  that  something  from  the  past  should  be 
visually  incorporated  with  the  contemporary  style 
and  engineering  technique,  so  the  search  for  a 
message  that  speaks  to  our  time  can  have  abiding 
worth  only  when  it  incorporates  the  recollection 
of  great  Christian  leaders  of  another  day.  This  is 
especially  true  when  we  remember  that  so  many  of 
them  were  themselves  on  the  quest  of  relevance  in 
their  own  time  and  were  willing  to  pay  quite  a 
price  to  attain  it. 

However,  it  must  be  noted  that  it  is  possible  to 
distort  the  character  of  some  of  our  great  religious 
leaders  by  fitting  them  into  our  mold.  We  had  an 
experience  a  few  years  ago  that  illustrates  this. 
While  working  in  the  state  of  Ohio,  we  were  in¬ 
volved  in  a  number  of  meetings  related  to  the  estab- 

Can  Something  Be  Omitted  ? 


lishment  of  a  new  theological  school.  As  time  ap¬ 
proached  for  construction  the  question  of  the  selec¬ 
tion  of  an  architect  became  very  important.  One 
of  the  applicants  told  the  committee  at  one  meeting 
that  although  he  was  not  a  Methodist  he  had  been 
reading  a  great  deal  about  John  Wesley  in  an  effort 
to  gain  an  understanding  of  what  the  tone  of  a 
Methodist  theological  campus  ought  to  be.  Some¬ 
time  later  when  the  committee  had  grown  im¬ 
patient  with  this  man  because  he  insisted  on 
designing  buildings  that  did  not  seem  appropriate 
to  the  nature  of  the  rural  campus,  the  bishop  asked 
the  architect  what  it  was  that  he  learned  about 
Wesley  from  his  readings.  His  reply  was,  “He  was 
far  ahead  of  his  times.”  This  was  what  he  wanted 
John  Wesley  to  say  to  him  and  that  was  what  he 
heard. 

Sometime  ago  Dr.  Ralph  Sockman  used  in  one 
of  his  sermons  the  expression  “cut-flower  civiliza¬ 
tion,”  referring  to  groups  that  insist  on  cutting 
themselves  off  from  their  roots.  One  of  the  serious 
threats  from  a  generation  that  holds  up  for  its 
slogan  “You  can’t  trust  anyone  over  30”  is  that  of 
believing  that  nothing  that  happened  yesterday  is 
of  any  value  today — that  no  leader  whose  accom¬ 
plishments  were  those  of  another  generation  has 
anything  to  say  to  this  generation.  A  proper  pause 
at  Memorial  Day  to  give  some  thought  to  those  of 
another  day  is  the  best  antidote  we  can  suggest  for 
a  severe  case  of  ultra-contemporaniousness. 

We  are  dealing  here  with  a  principle  that  has 
something  to  say  to  all  of  us  in  so  many  areas. 
When  the  courts  start  handing  down  decisions  that 
are  based  more  on  the  accepted  moral  standards  of 
the  time  than  on  the  law  and  precedents,  we  are 
in  as  serious  a  situation  as  when  religion  begins  to 
say  that  the  roots  of  theology  are  in  the  existential¬ 
ist  situation. 

On  the  front  of  the  Archives  Building  in  Wash¬ 
ington,  D.  C.  is  the  statement  “The  past  is  pro¬ 
logue.”  It  would  be  a  stabilizing  influence  on  a  day 
that  seems  to  need  stability  as  much  as  anything 
if  we  were  to  repeat  these  words  frequently.  Each 
time  a  rocket  fires  at  Cape  Kennedy  those  who 
made  it  and  those  who  launched  it  are  very  con¬ 
scious  of  scientists  of  many  generations  who  con¬ 
tributed  to  its  making.  Each  time  another  break¬ 
through  comes  in  the  battle  against  disease,  the 
doctors  and  technicians  breathe  a  prayer  of  thanks¬ 
giving  for  those  who  were  microbe  fighters  cen¬ 
turies  ago. 

So  it  is  with  religion.  Every  contemporary 
theologian  is  debtor  to  the  past  (in  fact  a  good 
many  of  them  are  downright  plagiarists)  and  short¬ 
sighted  indeed  is  the  Christian  leader  who  does  not 
take  time  to  “remember  now  famous  men.” 


the 

Editor's 

Corner 


A  Word  About  Flight  Insurance 

Sometime  ago,  while  attending  a  na¬ 
tional  Methodist  meeting,  we  heard  a 
word  about  flight  insurance  purchased 
at  airport  counters  which  we  feel 
should  be  passed  along  to  our  readers. 

Dr.  Howard  Greenwalt,  general  sec¬ 
retary  of  the  Commission  on  Cultiva¬ 
tion  and  Promotion,  who  was  the 
guiding  force  in  the  establishment  of 
a  group  policy  now  shared  in  by  more 
than  2,000  Methodists,  pointed  out 
that  it  had  recently  been  brought  to 
his  attention  that  it  is  possible  to  assign 
the  ownership  of  such  a  policy  to  the 
beneficiary.  This  has  several  advan¬ 
tages,  the  chief  one  being  that  such  a 
policy,  if  it  became  necessary  to  collect 
on  it,  would  not  be  a  part  of  the  de¬ 
ceased  person’s  estate.  Its  proceeds 
would  be  already  the  property  of  the 
beneficiary  —  subject  of  course  to  in¬ 
come  tax,  but  not  to  inheritance  tax. 

The  next  time  we  were  at  a  flight 
insurance  counter  we  asked  the  clerk 
about  such  an  assignment,  and  she  re¬ 
luctantly  admitted  that  there  was  such 
a  blank  that  could  be  filled  out  and 
signed  if  the  customer  desired  it.  What 
it  does  is  make  a  declaration  that  it  is 
the  beneficiary  that  owns  the  policy 
and  not  the  insured.  We  filled  out  the 
blank,  and  have  more  recently  execut¬ 
ed  a  similar  statement  concerning  the 
Lloyds  of  London  group  policy  re¬ 
ferred  to  above. 

This  may  have  no  meaning  at  all 
for  our  readers,  but  it  is  entirely  possi¬ 
ble  there  are  a  few  for  whom  this  is 
a  new  bit  of  information  as  it  was  for 
me  —  and  for  most  of  the  persons 
attending  the  meeting  at  which  Dr. 
Greenwalt  made  this  revelation.  It  cer¬ 
tainly  would  be  desirable  for  each  of 
you  to  consider  this  fact  next  time  you 
buy  flight  insurance.  If  you  are  in¬ 
terested  in  making  the  “assignment” 
indicated,  the  blank  is  there  for  your 
using  if  you  desire  it. 

t 

We  have  made  great  progress  in 
the  manufacture  of  false  teeth,  silk 
stockings,  and  automobile  tires;  but 
we  have  made  little  progress  in  the 
Christian  art  of  living  together — Frank 
B.  Fagerburg. 
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Ralph  Stoody  Award 
goes  to  North 
Dakota  co-ed 


VALLEY  FORGE,  Pa.  —  Three  noted  religious  leaders  take  part  in  the 
dedication  of  the  Faith  of  Our  Fathers  Chapel  (shown  at  right)  in  Valley 
Forge,  Pa.  They  are,  left  to  right.  Rabbi  Charles  E.  Shulman  of  River- 
dale  Temple,  New  York;  Francis  Cardinal  Spellman  of  New  York;  and 
Methodist  Bishop  Fred  Pierce  Corson  of  Philadelphia.  The  Freedoms 
Foundation,  sponsor,  describes  the  chapel  as  the  first  of  its  type  in  the 
U.  S.  (RNS  Photo) 


Methodist  Contingent  to  WCC  named 


NEW  YORK— Miss  Katherin  Marie 
Platt  of  Fargo,  North  Dakota,  has  been 
awarded  the  Ralph  Stoody  Fellowship 
in  Journalism  by  The  Methodist 
Church’s  Commission  on  Public  Re¬ 
lations  and  Methodist  Information. 

Now  completing  her  work  for  the 
bachelor  of  arts  degree  at  North  Da¬ 
kota  State  University 
at  Fargo,  Miss  Platt 
will  do  her  graduate 
work  at  Northwest¬ 
ern  University, 
Evanston,  Ill.,  begin¬ 
ning  July  5. 

Announcement  of 
her  selection  as  the 
Ralph  Stoody  Fellow 
was  made  May  18 
by  Louis  Spilman  of 
Waynesboro,  Va.,  chairman  of  the 
Commission’s  Fellowship  Committee. 
Spilman  is  editor  and  publisher  of  the 
Waynesboro  New-Virginian. 

The  $2,000  fellowship  honors  Dr. 
Ralph  Stoody  of  New  York,  who  re¬ 
tired  in  1964  after  24  years  as  execu¬ 
tive  director  and  general  secretary  of 
the  church’s  public  relations  office  and 
news  bureau. 

She  is  a  member  of  the  First  Meth¬ 
odist  Church  in  Fargo,  state  vice  pres¬ 
ident  of  the  Methodist  Student  Move¬ 
ment  and  vice  president  of  the  Wesley 
Foundation  on  her  campus. 

She  has  been  an  assistant  in  the 
news  bureau  of  the  university’s  com¬ 
munication  office  for  the  past  two 
years.  She  has  been  president  of  Mor¬ 
tar  Board,  editor  of  Bison  Trails  (fresh¬ 
man  handbook),  and  co-editor  of  Sum¬ 
mer  Spectrum  newspaper  and  on  the 
staff  of  the  campus  newspaper. 

Miss  Platt  has  been  active  in  many 
campus  organizations  and  programs, 
including  Kappa  Alpha  Theta,  nation¬ 
al  social  sorority,  and  Sigma  Alpha 
Iota,  national  music  professional  fra¬ 
ternity. 

She  participated  in  the  university’s 
Concert  Choir  European  tour  and  cov¬ 
ered  the  tour  for  the  campus  and  local 
newspapers. 

She  is  cellist  in  the  Fargo-Moore- 
head  Symphony. 
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MEMPHIS  --  This  may  well  be  the 


Methodist  delegates  to  the  1968 
assembly  of  the  World  Council  of 
Churches,  and  replacements  on  several 
church  agencies,  were  anonunced  at 
the  recent  meeting  of  the  Methodist 
Council  of  Bishops. 

The  council  decided  to  double  to  14 
the  overseas  contingent  within  The 
Methodist  Church’s  total  delegation  of 
43  to  the  WCC  assembly  at  Uppsala, 
Sweden. 

Delegates  to  the  WCC  Assembly 
include; 

Bishops  F.  Gerald  Ensley  of  Colum¬ 
bus,  Ohio,  James  K.  Mathews  of 
Boston,  Roy  H.  Short  of  Louisville, 
Eugene  M.  Frank  of  St.  Louis,  Lloyd 
C.  Wicke  of  New  York,  Everett  W. 
Palmer  of  Seattle,  James  A.  Thomas 
of  Des  Moines,  Iowa. 

Theologians — Dr.  Walter  C.  Muel- 
der  of  Boston,  Dr.  Albert  C.  Outler 
of  Perkins,  Dr.  William  R.  Cannon  of 
Candler  and  Dr.  Harvey  H.  Potthoff 
of  Iliff. 

Boards — Dr.  Gerald  O.  McCulloh, 
education;  president  of  the  Woman’s 
Division;  Dr.  Robert  W.  Huston,  ecu¬ 
menical  affairs;  Miss  Dorothy  Mc- 


most  ecumenical  slate  of  officers 


Connell  and  Dr.  Tracey  K.  Jones, 
Missions;  Dr.  Robert  G.  Mayfield,  Lay 
Activities. 

Pastors  and  laymen  —  Dr.  Harold 
Bosley,  New  York  City;  Dr.  Kenneth 
Shamblin,  Houston;  Dr.  Roy  Nichols, 
New  York  City;  Dr.  A.  James  Arm¬ 
strong,  Indianapolis;  Dr.  Arthur  Flem¬ 
ming,  Eugene,  Ore.;  Dr.  Willa  B. 
Player,  Washington,  D.  C.;  Dr.  Willis 
M.  Tate,  Dallas,  Tex.;  George  H. 
Atkinson,  Burlington,  Calif.;  Sen. 
George  McGovern,  Washington,  D. 
C.;  J.  Clinton  Hawkins,  St.  Louis;  Rep. 
John  Brademas,  Washington,  D.  C.; 
Dr.  Michael  Watson,  Bamberg,  S.  C. 

Overseas  —  Bishops  Odd  Hagen, 
Stockholm,  Sweden;  Stephen  Nagbe, 
Monrovia,  Liberia;  Robert  F.  Lundy, 
Singapore;  Harry  P.  Andreassen,  Ma- 
lange,  Angola;  Franz  Schafer,  Zurich, 
Switzerland;  Dr.  Patrocinio  Ocampo, 
Manila,  president  of  World  Federation 
of  Methodist  Women;  Dr.  C.  Ernst 
Sommer,  Frankfurt,  Germany;  Dr. 
John  Radha  Krishan,  Jabalpur,  India; 
Dr.  Jose  Miguel  Bonino,  Buenos  Aires, 
Argentina;  Ragner  Horne,  Oslo,  Nor¬ 
way;  the  Rev.  Eric  Mitchell,  Bombay, 
India;  Dr.  Eva  Shipstone,  Lucknow, 
India;  Dr.  Ivy  Chou,  Sibu,  Sarawak, 
Malaysia. 

Alternate  delegates  —  Bishops  John 
Wesley  Lord,  Washington,  D.  C.;  John 
Wesley  Shungu,  Luluabourg,  Congo; 
Benjamin  I.  Guansing,  Manila,  Philip¬ 
pines;  Miss  Theressa  Hoover,  New 
York  City;  Dr.  Thomas  Van  Loon, 
Nashville;  Dr.  Lee  F.  Tuttle,  Lake 
Junaluska,  N.  C.;  the  Rev.  John 
Deschner  Jr.,  Dallas,  Tex.;  the  Rev. 
Paul  Minus  Jr.,  Delaware,  Ohio;  the 
Rev.  Robert  Cushman,  Durham,  N.  C.; 
the  Rev.  William  B.  Cate,  Portland’, 
Ore.;  V.  C.  Samuels,  Pakistan;  the 
Rev.  Joseph  Lance,  Delhi,  India;  the 
Rev.  Emilio  Castro,  Montevideo,  Uru¬ 
guay;  Matthew  Wakatama,  Salisbury, 
Rhodesia;  Lik  Kiu  Dingh,  Kowloon, 
Hong  Kong;  D.  W.  Brooks,  Atlanta. 
Ga. 
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The  strength  of  a  family  lies  in  the 
physical  and  spiritual  fiber  of  the  fam¬ 
ily- — Cardinal  Hayes 


elected  by  a  ministerial  group.  Elected  by  the  Memphis  Ministerial  As 
ciation,  the  new  officers  are  Rabbi  James  A.  Wax  (seated),  president; 
Rev.  James  N.  Lawson  of  Centenary  Methodist  church  (left),  vice  pre 
dent;  and  Father  Joseph  Eckelcamp,  a  Catholic  Franciscan  priest,  sec 
tary-treasurer.  (RNS  Photo) 
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DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

May  28 — Sunday  I  John  1:1-10 
May  29  I  John  2:12-29 

May  30  I  John  3:1-24 

May  31  Rev.  21:1-27 

June  1  II  Kings  23:1-25 

June  2  Psalms  1:1-6 

June  3  Psalms  40:1-17 

June  4 — Sunday  Psalms  66:1-20 


General  Conference 
plans  shape  up 

PARK  RIDGE,  Ill.  (MI)— Devel¬ 
opment  of  a  feature  presentation  of 
the  1968  General  Conference  of  The 
Methodist  Church  —  or  the  Uniting 
Conference  of  Methodist  and  Evangel¬ 
ical  United  Brethren  denominations — 
is  well  under  way. 

According  to  Dr.  J.  Otis  Young, 
chairman  of  the  General  Conference 
Commission  on  Entertainment  and 
Program,  the  musical  pageant  sched¬ 
uled  for  April  24  in  Dallas,  Texas, 
will  depict  a  century  of  work  by  col¬ 
leges  founded  and  sponsored  by  The 
Methodist  Church  and  devoted  primar¬ 
ily  to  the  training  of  Negro  youth. 

Other  special  evening  features  being 
developed  by  a  program  committee 
headed  by  Dr.  L.  Scott  Allen  of  Nash¬ 
ville,  Tenn.,  will  include  “Texas  Night” 
and  a  presentation  by  the  Council  of 
Secretaries. 


Methodist-EUB 

Merger 

Scoreboard 


We  are  indebted  to  Methodist  In¬ 
formation,  Dr.  Arthur  West,  general 
secretary,  for  supplying  the  following 
up-to-the-minute  bulletin  on  Method¬ 
ist-EUB  Merger  votes  reported  until 
Monday,  May  22: 

EUB 

In  the  first  1 1  annual  conferences 
of  the  EUB  Church  to  vote  there  were 
a  total  of  1427  “Yes”  vote  and  298 
“No”  votes.  This  is  a  cumulative  af¬ 
firmative  total  of  82.7%.  Only  two 
annual  conferences  (Western  Pennsyl¬ 
vania  and  Montana)  had  less  than  a 
two-thirds  vote. 

METHODIST 

Here  are  the  results  in  10  Method- 


ist  annual  conferences: 

Conf. 

Yes 

No 

Georgia  (CJ) 

101 

37 

West  Tex.  (CJ) 

152 

0 

Troy 

269 

0 

Wyoming 

223 

2 

New  Mex. 

150 

17 

Peninsula 

292 

4 

Tenn.-Ky.  (CJ) 

1 

135 

Philadelphia 

360 

28 

N.  Dak. 

96 

0 

No.  N.Y. 

169 

4 

New  Hamp. 

96 

0 

TOTAL 

1909 

227 

This  is  almost  90%  affirmative. 
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Lake  Charles  District  Lay  Workshop 


Attending  a  Lake  Charles 
District  Workshop  at  Sul¬ 
phur  recently:  Left  to 
right,  D.  Alan  Collette, 
outgoing  district  lay  lead¬ 
er;  Dr.  R.  L.  Cooke,  dis¬ 
trict  superintendent;  Hu¬ 
bert  M.  Blanchard,  incom¬ 
ing  District  lay  leader, 
from  Wesley  Church,  Sul¬ 
phur. 


Sub  -  district  lay  lead¬ 
ers:  W.E.  Godwin,  Lake 
Charles:  Robert Chabreck, 
Cameron  -  Grand  Chenier; 
Louis  Smaihall,  Jennings; 
Floyd  Martin,  DeRidder. 


Moral  Concern  Workshop  planned 

dan  living;  relationships  with  other 
people  in  the  home,  community  and 
world;  the  value  one  places  on  human 
life,  including  handling  of  automo¬ 
biles  and  attitude  about  war;  personal 
commitment  through  personal  habits 
and  attitudes  concerning  use  of  nar¬ 
cotics,  liquor  or  cheating. 

The  sponsors  require  that  there  be 
an  adult  for  any  team  of  five  or  less 
from  each  community.  There  may  be 
one  youth  and  one  adult,  or  two  youths 
and  one  adult,  but  after  five  youths, 
there  must  be  another  adult  leader. 
The  teams  may  come  from  a  local 
church,  several  local  churches,  a  sub¬ 
district  or  district. 

Special  features  of  the  week  will  be 
field  trips  to  community  agencies  in 
the  Shreveport  area  that  work  directly 
with  the  problems  encountered  in  the 
study;  an  evening  with  Eddie  Kilbom, 
a  folk  singer  from  Atlanta  who  brings 
Christian  insight  to  youth  in  the  form 
of  folk  music;  films;  and  recreation 
and  fellowship  activities  using  the  fa¬ 
cilities  of  First  Church. 

Youth  who  are  in  the  10th,  11th, 
and  12th  grades  of  high  school  dur- 


OUR  BISHOP’S  LETTER  from  page  one 

bers  of  this  church.  It  was  good  to  visit  with  Mr.  and  Mrs.  Holt  last 
Sunday  evening  and  to  talk  with  them  about  Ray,  Elizabeth  and  the 
children. 

Mrs.  Walton  and  I  plan  to  leave  New  Orleans  this  afternoon  for 
Shreveport  where  I  will  meet  the  Cabinet  on  Tuesday  of  next  week.  We 
will  be  brought  together  all  next  week  considering  the  appointments  for 
the  new  conference  year. 

Annual  Conference  will  convene  on  Monday  evening,  May  29.  We 
have  had  a  great  year  in  1966-67.  From  the  reports  which  have  come  to 
me  this  promises  to  be  perhaps  the  best  year  in  the  history  of  the  Louisiana 
Annual  Conference.  It  has  been  a  successful  year  financially.  I  believe  that 
we  will  show  a  substantial  gain  in  membership.  However,  the  best  of  all 
is  the  wonderful  spirit  manifested  by  our  preachers  and  lay  people.  My 
mail  in  recent  weeks  has  been  heavy  with  letters  of  appreciation  regarding 
our  ministers.  We  have  had  more  requests  from  churches  for  the  return 
of  preachers  than  any  year  since  I  have  been  in  Louisiana.  New  building 
programs  are  in  progress  over  the  conference.  Methodism  is  on  the  advance 
in  Louisiana.  I  hope  that  we  have  a  good  session  of  the  Annual  Con¬ 
ference.  We  are  looking  forward  to  seeing  many  of  you  there. 

Sincerely, 


Methodist  youth  from  across  the 
conference  will  participate  in  a  moral 
concerns  workshop  June  12-16  at  First 
Methodist  Church,  Shreveport. 

It  is  sponsored  by  the  conference 
Commission  on  Christian  Social  Con¬ 
cerns,  of  which  Dr. 
Woodrow  Hearn  is 
chairman. 

The  leader  will  be 
the  Rev.  August 
Aamodt,  minister  to 
youth  at  First 
Church  and  a  na¬ 
tionally  -  known 
worker  with  Christ¬ 
ian  youth  groups.. 

The  theme  is  “Youth  Facing  Chang¬ 
ing  Times.”  A  leadership  workshop, 
it  will  deal  with  making  moral  deci¬ 
sions  in  the  world  today.  Its  aim  is  to 
send  the  youth  and  their  adult  leaders 
back  into  their  own  communities,  af¬ 
ter  this  week  of  study  and  thought,  to 
help  the  youth  there  face  moral  choices 
and  develop  codes  of  behavior. 

Some  of  the  issues  of  moral  deci¬ 
sions  that  will  be  presented  in  the 
workshop  are  the  role  of  sex  in  Chris- 


Centenary  speaker 
is  former 
Shreveport  man 


James  W.  Hargrove,  former  Shreveport 
businessman-now  senior  vice  presi¬ 
dent  of  Texas  Eastern  Transmission 
Company  in  Houston,  Tex.,  will  deliver 
the  principal  Commencement  address 
for  Centenary  College  this  year.  The 
exercises  will  be  held  in  Hargrove 
Memorial  outdoor  theatre  Sunday,  May 
28,  8:00  p.m.  Hargrove  joined  Texas 
Eastern  when  the  company  was  organ¬ 
ized  in  1947.  He  is  a  director  of  South¬ 
ern  National  Bank,  Houston  and  Nassau 
Bay  National  Bank,  Clear  Lake.  A 
Presbyterian,  he  serves  as  an  advisory 
governor  of  Rice  University,  a  trustee 
of  George  Peabody  College  and  Austin 
Presbyterian  Theological  Seminary  in 
Austin,  Texas. 


ing  this  1966-67  school  year  are  eligi¬ 
ble  to  attend.  Those  chosen  from  the 
12th  grade  should  be  planning  to  re¬ 
main  in  their  home  towns.  If  they  are 
planning  to  leave  for  college  in  the 
fall,  their  selection  is  discouraged. 

Detailed  information  on  the  work¬ 
shop  has  been  sent  to  ministers  in  the 
local  churches  and  to  youth  leaders. 
Questions  concerning  the  workshop 
should  be  addressed  to  Dr.  Woodrow 
Hearn,  703  Medical  Arts  Building, 
Fort  Worth,  Texas. 

Registrations  will  be  sent  to  Mrs. 
L.  B.  Kilpatrick,  P.  O.  Box  26,  Shreve¬ 
port,  Louisiana. 


from  page  one 

THOUSAND  CLUB 

the  Methodist  Church,  to  put  them¬ 
selves  into  this  new  church  for  at  least 
one  year.  This  is  the  N-l  program 
(Neighborhood — 1  year)  approved  by 
the  General  Conference  of  the  Method¬ 
ist  Church  for  this  Quadrennium. 

Charles  Chishol  m,  representative 
of  the  Annual  Conference  Thou¬ 
sand  Club  Committee,  surveying 
the  site  where  new  Ruston  Church 
i  s  to  be  established,  on  land  se¬ 
cured  from  Methodist  Children’s 
Home. 


t 


from  page  one 

DOCTORATES 

Delegate  in  1948  and  1952. 

Mr.  Townsend,  a  native  of  Way- 
cross,  Ga.,  has  served  as  a  Methodist 
minister  in  Louisiana  since  1920 — 
at  the  Mangum  Memorial  Church  in 
Shreveport,  and  at  Farmerville,  Hodge 
and  Bunkie  in  this  area.  He  has  been 
pastor  of  the  Munholland  Memorial 
Methodist  Church  in  New  Orleans 
since  1960. 

He  is  a  member  of  the  Louisiana 
Conference  Board  of  Missions,  a  dele¬ 
gate  to  the  World  Methodist  Confer¬ 
ence,  a  member  of  the  President’s 
Good  Government  Committee  and 
serves  on  the  Board  of  Directors  of 
the  Metairie  Rotary  Club. 

Townsend  has  been  particularly  ac- 

Please  turn  to  page  13 


DeQuincy  Fellowship  Building  consecrated 


Participants  in  April  30th 
consecration  services  at 
De  Quincy  Methodist 
Church:  Dr.  R.  Leonard 
Cooke,  district  superin¬ 
tendent;  James  Boatman, 
chairman  of  building  com¬ 
mittee;  Paul  Ritter,  ar¬ 
chitect;  Curtis  Martin, 
contractor,  and  the  Rev. 
G.  C.  Dean. 


De  Quincy  Fellowship 
Hall,  built  at  a  cost  of 
$27,180.  The  church  is 
now  constructing  a  build¬ 
ing  to  house  14  Church 
School  rooms  and  offices 
to  replace  two  buildings 
partially  burned  last  year. 
Thethree  buildings  which, 
when  completed,  will 
make  up  the  physical 
plant,  will  be  connected 
with  a  covered  walkway. 
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DR.  H.  L.  JOHNS  of  Monroe,  recent¬ 
ly  retired  from  the  National  Division 
of  the  Board  of  Missions,  was  the 
speaker  at  the  annual  retreat  of  the 
Woman’s  Society  of  Christian  Service 
of  First  Church,  Alexandria,  when  the 
group  met  at  Camp  Brewer,  May  16. 
Dr.  Johns  is  presently  serving  as  pas¬ 
tor  at  Wisner.  The  women  heard  an 
evaluation  of  the  year’s  work  by  Mrs. 
Paul  Davis.  Dr.  Ben  Oliphint,  pastor, 
brought  the  devotional.  The  retreat 
concluded  with  Holy  Communion,  ad¬ 
ministered  by  Dr.  Oliphint  and  Dr. 
Johns. 

THE  DAILY  DEVOTIONS  over  Ra¬ 
dio  Station  KRUS,  Ruston,  for  the 
week  of  May  8-12  were  given  by  five 
boys  from  the  Louisiana  Tech  Wesley 
Foundation,  who  are  planning  to  enter 
the  ministry.  These  boys  are  Lane 
Johnson,  Bill  Mitcham,  Dan  Allen, 
Tommy  Dunbar,  and  Chris  Andrews. 
The  Rev.  William  M.  Stokes,  Jr.,  is 
the  campus  minister  at  Louisiana  Tech 
Wesley  Foundation. 

JAMES  PIERCEY  PRICE  of  Shreve¬ 
port  has  been  awarded  a  $3,000  scho¬ 
larship  sponsored  by  Merrill,  Lynch, 
Pierce,  Fenner  &  Smith  Inc.  James  is 
a  member  of  the  Mangum  Memorial 
Methodist  Church  of  which  the  Rev. 
Ralph  Cain  is  pastor.  He  is  a  senior 
at  Fair  Park  High  School  where  he  is 
commander  of  the  rifle  team,  member 
of  the  debate  team,  Physics  Club, 
Spanish  Club  and  Latin  Club.  He  is 
a  finalist  in  the  National  Merit  Scho¬ 
larship  and  also  a  finalist  in  the  Na¬ 
tional  Honor  Society  Scholarship- 
James  plans  to  enter  Tulane  Univer¬ 
sity  in  the  fall  as  a  pre-medical  student 
majoring  in  physics. 

WHEN  THE  CONGREGATIONAL 
dinner  was  held  in  First  Church,  West 
Monroe,  May  5,  guest  speaker  was 
the  Rev.  John  F.  Kilpatrick,  superin¬ 
tendent  of  the  Alexandria  District. 
Bob  Kennedy  has  served  as  general 
chairman  of  the  EMV  campaign.  Ed 
Stinson,  Jr.  chairman  of  the  Commis¬ 
sion  on  Finance,  presided  at  the  din¬ 
ner.  The  Rev.  Kenneth  McDowell  is 
pastor. 

YOUNG  PEOPLE  OF  BROAD¬ 
MOOR  Church,  Shreveport,  had 
charge  of  the  evening  worship  in  that 
church,  May  14.  Anne  Porter  pre¬ 
sided.  Talks  were  made  by  Judy 
Cooper,  Jim  Barton,  and  Joe  Davis, 
on:  What  Jesus  Means  to  Me,  My 
Faith  and  a  Christian  Home,  and  How 
the  Church  Helps  My  Faith.  The  Rev. 
Robert  Crichlow  is  pastor. 

THE  JUNIOR  HIGH  MYF  of  St. 
Luke  Church,  Lake  Charles,  visited 
the  Coushatta  Indian  tribe  at  Elton  on 
April  30,  touring  the  tribe  school  and 
mission.  The  MYF  members  have 
since  been  collecting  money,  and 
canned  fruits  and  vegetables  for  the 
school.  Counselors  Mrs.  Joe  Thomas 
and  Mrs.  Herbert  Robinson  accom¬ 
panied  the  group.  Their  pastor  is  the 
Rev.  William  D.  Peeples. 


CURTIS  PARK  CHURCH  graduating 
seniors  were  presented  prayer  books 
by  the  Woman’s  Society  of  Christian 
Service.  The  presentation  was  made 
at  the  morning  worship  service  on  May 
14.  The  Rev.  George  Cunningham  is 
their  pastor. 


The  Arizona  Church  held  a  going- 
away  supper  party  in  honor  of  Mr.  and 
Mrs.  W.  A.  Harper,  May  12.  These 
long-time  members  who  are  moving  to 
West  Monroe,  were  given  many  gifts. 
After  the  supper  Mrs.  A.  R.  Robinson 
led  the  group  in  a  period  of  entertain¬ 
ment. 


CARL  FOGLEMAN  has  been  em¬ 
ployed  as  Director  of  Christian  Ed¬ 
ucation  at  Broadmoor  Church,  Shreve¬ 
port.  He  has  worked  in  churches  in 
Houston,  Texas,  and  received  his  train¬ 
ing  at  the  University  of  Houston, 
Southwestern  Seminary,  and  Perkins 
School  of  Theology  at  SMU,  Dallas. 
The  Rev.  Robert  B.  Crichlow  is  the 
pastor. 

MONROE  FIRST  CHURCH  junior 
and  senior  classes  have  joined  forces 
to  study  the  History  of  Methodism. 
The  group  is  being  taught  by  O.  D. 
Link,  Jr.,  a  member  of  First  Church 
who  is  certified  to  teach  the  course  by 
the  Methodist  Board  of  Education  at 
Nashville.  The  pastor,  the  Rev.  George 
Harbuck,  presented  diplomas  to  the 
participants  during  vesper  services  May 
14. 

NEWS  MEMBERS  OF  DELHI  Meth¬ 
odist  Church  were  honored  at  a  fel¬ 
lowship  dinner  at  the  church  on  Sun¬ 
day  evening,  May  7.  Seventy  members 
and  guests  were  in  attendance.  The 
Rev.  Ted  T.  Howes  is  the  pastor. 


First  Methodist  Church  in  Vivian 
held  its  annual  Congregational  Dinner 
on  May  5.  Seated  at  the  head  table  are 
Dr.  Luman  E.  Douglas,  director  of  Area 
Office,  featured  speaker  for  the  occa¬ 
sion,  Mrs.  Douglas,  Mrs.  Stone  W.  Car¬ 
away,  and  the  Rev.  Caraway,  minis¬ 
ter. 

From  left,  John  Prudhomme,  Bel¬ 
cher  school  principal,  entertained  the 
audience  with  several  humorous  stor¬ 
ies;  Dr.  Douglas,  spoke  on  Christian 
Stewardship;  and  Roy  Bennett,  Vivian 
bank  president,  served  as  master  of 
ceremonies. 


Rev.  Caraway  with  Joe  E.  Hicks, 
Official  Board  chairman. 


At  the  Monroe  District  meeting  of  parsons  and  parsonettes  in  Memorial 
Church,  Monroe,  at  left  the  Rev.  Joseph  Way  talks  with  District  Superintendent 
Ed  Haug.  Center,  Bishop  Aubrey  G.  Walton  and  his  slides  taken  in  India  this 
year  were  featured.  At  right,  the  Rev.  Richard  Meek  on  left  visits  with  the  Rev. 
Wallace  Blackwood  during  the  luncheon. 


Bishop  Aubrey  G.  Walton  showed 
slides  of  his  trip  to  India  at  the  May 
8th  meeting  of  the  preachers  and  par¬ 
sonettes  in  Monroe.  The  groups  met 
in  the  sanctuary  of  Memorial  Church, 
West  Monroe,  to  see  the  colorful  and 
informative  films.  During  his  talk, 
Bishop  Walton  pointed  out  the  great 
need  of  the  Mill  Area  Church  in  India, 
and  urged  that  churches  take  this  as 
an  Advance  Special.  He  related  the 
fact  that  the  present  church  cannot 
accommodate  the  people  who  want  to 
worship  there,  and  that  there  is  a  great 
need  for  more  adequate  facilities  for 


that  congregation. 

After  the  presentation  of  the  film, 
the  parsonettes  gathered  in  their  own 
group  to  hear  a  program  given  by 
Mrs.  Nancy  Harbuck,  entitled,  “Go¬ 
ing,  Going,  Gone  Treasures.”  This  fea¬ 
tured  information  on  antiques  and  the 
unrecognized  treasures  found  in  homes 
and  attics.  Different  members  brought 
things  of  sentimental  and  antique 
value  .  .  .  dishes,  lockets,  dolls,  books. 

After  the  individual  meetings  the 
groups  met  together  for  a  covered 
dish  luncheon. 


CRUSADER  SUB-DISTRICT  MYF, 
Ruston  District,  officers  were  installed 
May  15  at  the  Dubach  Methodist 
Church.  The  Rev.  William  Finnin,  pas¬ 
tor,  conducted  the  service.  Officers 

for  the  coming  year  are:  Jeannie 

Bingham,  Simsboro,  president;  Babs 
Lindsey,  Bernice,  vice  president;  An- 
dree  Raburn,  Farmerville,  secretary; 
Cecilia  Harrell,  Salem,  treasurer;  John¬ 
ny  Peoples,  Grace  Church  Ruston,  re¬ 
porter;  Dottie  Kyle,  Farmerville,  and 
John  Caldwelk,  Bernice,  senior  rep¬ 
resentatives;  Pat  Becham,  Duback  rec¬ 
reation  chairman.  Following  the  ser¬ 
vice  the  group  saw  the  film  “The  Long 
March.” 


P.  K.  KORNER 

(Editor’s  note:  This  P.  K.  Komer  is 
for  news  of  “preachers’  kids.”  Due  to 
the  Methodist  system  of  itinerating 
ministers,  their  children  have  lived  in 
many  places,  and  therefore  their  news 
is  of  interest  to  laymen  as  well  as  other 
ministers’  families.  Some  of  it  is 
gleaned  from  bulletins,  but  we  prefer 
that  the  items  be  mailed  to  us.) 


JOEL  TOHLINE,  age  thirteen,  sang 
the  Twenty-third  Psalm  in  theperform- 
ance  of  Leonard 
Bernstein’s  Chi¬ 
chester  Psalms 
when  the  Concert 
Choir  of  New  Or¬ 
leans  was  presented 
in  Dixon  Hal 1,  May 
6.  Joel  is  the  son 
of  the  Rev.  and 
Mrs.  Dan  Tohline 
of  the  E 1  y  s  i  a  n 
Fields  Church,  and  attends  Gregory 
Junior  High  School  where  he  is  an 
honor  student,  president  of  his  class 
and  a  member  of  the  student  council. 
The  concert  choir  is  in  its  ninth  season 
performing  significant  choral  works, 
and  is  directed  by  John  M.  Kuypers 
and  Ray  Luper.  Other  works  presented 
on  May  6  were  Bach’s  Christ  Lay  by 
Death  Enshrouded,  and  Hovhaness’ 
Magnificat. 

NOEL  CRAIN,  a  Dartmouth  Col¬ 
lege  sophomore,  is  one  of  15  students 
planning  to  make  a  218-mile  canoe 
trip  down  the  Connecticut  River  to 
Long  Island  Sound.  The  trip  began 
this  week  and  the  students  hope  to 
make  45  miles  per  day.  A  highlight 
of  the  trip  will  be  an  overnight  stay 
in  jail  as  “guests”  of  the  chief  of  police 
in  Mount  Holyoke,  Mass.  Noel  is  the 
son  of  the  Rev.  and  Mrs.  Ralph  Cain 
of  Mangum  Memorial  Church,  Shreve¬ 
port. 

HELEN  MARIE  GIESSEN,  daugh¬ 
ter  of  the  Rev.  and  Mrs.  Charles  H. 
Giessen  of  Downsville,  is  to  wed  James 
Claude  Burson,  son  of  Mr.  and  Mrs. 
Claude  Burson  of  Minden,  Saturday, 
June  3,  at  4:00  p.m.  Both  are  grad¬ 
uates  of  Centenary  College,  and  will 
enter  the  graduate  school  at  Centenary 
for  further  study.  James  is  the  nephew 
of  Mrs.  Leonard  Cooke,  whose  hus¬ 
band  is  district  superintendent  at  Lake 
Charles. 

AT  LAKE  CHARLES,  Elsie  Ruth 
Abbott  and  Donald  Monroe  Risinger, 
Jr.  were  married  on  May  15  in  the 
Oak  Park  Church.  The  Rev.  Donald 
M.  Risinger,  Sr.,  is  the  minister  of  Oak 
Park. 
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StutcUuf,  Sc/tA&l 


By:  Alfred  A.  Knox 


LESSON  FOR  JUNE  4:  A  Transformed  Life 

BACKGROUND  SCRIPTURE:  Acts  9:1-31 

MEMORY  SELECTION:  Whatever  gain  I  had,  I 
counted  as  loss  lor  the  sake  of  Christ.  (Philip- 
pians  3:7) 

AIM  OF  THE  LESSON:  To  help  adults  realize 
that  the  new  birth  is  a  possibility  even  for  those 
who  appear  to  be  the  least  likely  to  experience 
it. 

*  *  * 


This  is  the  story  of  Saul’s  conversion  and  his 
induction  into  the  fellowship  of  the  primitive  Christ¬ 
ian  Church.  It  would  be  hard  to  exaggerate  the 
importance  of  this  story  in  the  history  of  the  Christ¬ 
ian  faith.  Surely  next  to  the  story  of  the  birth  of 
Jesus  comes  the  story  of  the  “re-birth”  of  Saul. 
Dr.  William  Neil  says  in  The  Adult  Teacher:  “The 
event  Luke  describes  in  Acts  9  was  the  most  im¬ 
portant  happening  in  the  history  of  Christendom; 
the  conversion  of  the  Jewish  rabbi  Saul  of  Tarsus 
into  Paul  the  slave  of  Christ,  founder  of  the  world 
church  and  author  of  one  third  of  the  New  Testa¬ 
ment.  No  one  has  done  more  for  the  Christian  faith, 
and  no  one  has  had  a  deeper  understanding  of  the 
significance  of  Jesus.” 

On  his  way  to  Damascus  to  arrest  and  return 
Jerusalem  Christians  who  had  fled  after  the  martyr¬ 
dom  of  Stephen,  Saul  was  struck  blind  in  an  exper¬ 
ience  of  a  blinding  light  in  which  he  had  such  a  real 
meeting  with  the  risen  Christ  that  it  made  of  him 
a  new  creature.  In  all  the  years  to  follow,  when  any 
sought  to  deny  him  the  right  to  call  himself  “apostle” 
because  he  had  not  seen  Jesus  “in  the  flesh,”  he 
always  insisted  that  he  had  seen  him  and  been  as 
close  to  him  as  any  man. 

Directed  by  the  voice  he  heard  in  this  experi¬ 
ence,  Saul  proceeded  to  Damascus  where  Ananias 
came  to  assist  him  and  interpret  to  him  the  exper¬ 
ience.  Although  there  are  a  number  of  versions  of 
what  happened  next,  Paul’s  own  version  must  take 
precedence  over  Luke’s,  we  see  him  seeking  a  retreat 
in  Arabia  to  gain  some  understanding  of  his  life. 
Then  he  returned  to  Damascus  to  preach  for  a  time. 
Only  after  his  life  had  been  endangered  in  Damascus 
did  he  travel  to  Jerusalem  and  there  have  fellow¬ 
ship  with  the  members  of  the  Christian  community, 
and  then  a  short  time  later  he  was  on  his  way  as 

the  greatest  of  all  Christian  missionaries. 

*  *  * 

THE  APOSTLE’S  BACKGROUND 

One  of  the  contributing  forces  to  the  power  of 
Paul’s  ministry  was  the  background  he  brought  to 
his  Christ:  n  experience.  As  Dr.  Paul  Minear  said 
in  An  Introduction  to  Paul:  “Paul  was  born  a  citi¬ 
zen  of  three  worlds.  Three  major  historical  tradi¬ 
tions,  constituting  his  social  heredity  and  environ¬ 
ment,  were  woven  together  into  the  variegated  pat¬ 
tern  of  his  life  ...  A  Jew  by  race  and  religion,  a 
Roman  by  inherited  citizenship,  he  was  born  and 
trained  in  the  Hellenistic  world  and  carried  out  his 
chosen  vocation  among  the  diverse  people  of  Hel¬ 
lenism.” 

Because  his  father  was  a  Pharisee — a  “Puritan” 
in  his  own  world — Saul  was  sent  to  Jerusalem  to 
seek  the  finest  possible  Pharisaic  education  at  the 
feet  of  Gamaliel,  who  we  have  previously  met  as  the 


member  of  the  Sanhedrin  who  put  in  a  good  word 
for  Peter  and  John  at  a  strategic  moment.  Also  he 
was  trained  in  the  art  of  weaving  goat  hair  into  sail 
cloth,  because  it  was  traditional  that  every  Jewish 
boy  learned  a  trade  even  if  he  was  training  to  be  a 
rabbi  or  enter  a  profession. 

Saul  became  one  of  the  most  zealous  of  the  Phar¬ 
isee,  so  it  was  natural  that  when  the  first  Christians 
appeared  on  the  Jerusalem  scene  with  their  threat  to 
the  religious  “status  quo,”  he  made  a  personal  cru¬ 
sade  to  see  that  they  were  stamped  out.  The  zeal 
with  which  he  pursued  this  religious  undertaking 
made  it  psychologically  predictable  that  a  change  in 
direction  could  bring  him  enthusiastically  into  the 
company  of  the  Christians.  In  addition,  he  had  seen 
Stephen  die,  and  the  manner  of  that  death  left  an 
indelible  impression  on  his  mind. 

*  *  * 

THE  CONVERSION  WAS  NO  SUDDEN  EVENT 
IT  WAS  A  CHAIN  REACTION 

We  read  “suddenly  a  light  from  heaven  flashed 
about  him  .  .  .  and  he  heard  a  voice  saying  ‘Saul, 
Saul,  why  do  you  persecute  me’?”  (Acts  9:4)  It  is  so 
easy  to  think  that  this  was  all  that  it  took  to  change 
Saul  into  Paul  and  yet  we  cannot  fully  understand 
the  change  until  we  take  into  account  all  that  went 
before.  Most  of  us  are  indoctrinated  with  the  idea 
of  gradual  growth  so  that  it  is  natural  for  us  to  look 
for  the  chain  of  events. 

The  encounter  between  Paul  and  Christ  had  its 
background  of  preparation.  Dr.  Theodore  Ferris  in 
The  Interpreter’s  Bible  says:  “Paul,  for  instance, 
has  something  to  begin  with.  He  had  a  serious  desire 
to  make  the  most  of  life.  He  was  neither  a  waster 
nor  an  idler.  Though  he  may  never  have  seen  Jesus, 
he  had  nevertheless  seen  him  as  he  was  reflected  in 
the  lives  of  his  followers.  There  was  at  least  a  faint 
tracery  of  his  likeness  in  the  back  of  Paul’s  mind.” 
This  same  writer  went  on  to  say:  “The  actual  ex¬ 
plosion  was  sudden  but  there  was  a  long  fuse  burning 
under  the  surface  which  had  been  lighted  years 
before,  and  gradually  the  flame  crept  nearer  and 

nearer  to  the  explosive  center.” 

*  *  * 

A  REAL  ENCOUNTER  WITH  JESUS 

As  we  have  previously  indicated,  it  was  a  matter 
of  great  importance  to  Paul  to  affirm  the  rest  of 
his  days  that  he  saw  Jesus  on  the  road  to  Damascus. 
There  are  four  accounts  of  the  Damascus  Road  ex¬ 
perience — three  are  in  Acts  and  the  other  in  Gala¬ 
tians.  Although  there  are  some  differences  of  detail 
in  the  stories,  they  are  agreed  on  the  central  point 
that  Saul  encountered  the  risen  Lord. 

Dr.  Van  Bogard  Dunn,  writing  in  The  Adult 
Student,  says,  “Luke  does  not  analyze  what  hap¬ 
pened  to  Saul.  He  reports  that  it  happened.  And 
he  leaves  no  doubt  that  what  happened  was  an  act 
of  God  .  .  .  The  event  is  decisive  because  the  cen¬ 
tral  actor  is  God  himself.  Saul  was  converted  as  a 
result  of  God’s  action  in  him  and  not  because  of 
hereditary  and  environmental  forces  at  work  in  him.” 

Paul  wrote  in  Galatians  1:12  of  the  source  of 
the  gospel  and  its  power  in  his  life:  “For  I  did  not 
receive  it  from  man,  nor  was  I  taught  it,  but  it  came 
through  a  revelation  of  Jesus  Christ.”  We  have  very 
little  evidence  to  help  us  in  explaining  how  this  hap¬ 
pened,  but  we  have  the  witness  of  the  entire  history 
of  the  Christian  church  to  confirm  that  it  did  hap¬ 
pen.  Dr.  Dunn  says,  “Saul’s  history  cannot  be  used 


to  explain  what  happened  to  him  on  the  road  to 
Damascus.  But  what  happened  to  him  on  the  road 
to  Damascus  gives  his  past  life  meaning  and  pur¬ 
pose.” 

*  *  * 

NOT  READILY  ACCEPTED  BY 
THE  FELLOWSHIP 

It  should  come  as  a  surprise  to  no  one  that  Paul 
was  not  greeted  with  “open  arms”  by  the  Christians 
at  either  Damascus  or  Jerusalem.  We  read  in  9:26: 
“And  when  he  had  come  to  Jerusalem  he  attempted 
to  join  the  disciples;  and  they  were  all  afraid  of  him, 
for  they  did  not  believe  that  he  was  a  disciple.” 
Would  your  reaction  have  been  any  different  if  the 
most  notorious  persecutor  of  the  church  had  shown 
up  asking  for  full  credentials  as  a  member  of  the 
fellowship? 

Ananias,  a  prominent  member  of  the  group  at 
Damascus  became  an  obedient  although  a  reluctant 
interpreter  and  guide  for  Paul  after  he  had  found 
his  way  almost  sightless  into  the  city.  In  Jerusalem, 
where  he  went  for  the  first  time  about  three  years 
after  the  Damascus  Road  experience,  there  was  such 
a  reluctance  to  accept  him  that  it  took  the  inter¬ 
vention  of  Barnabas  to  gain  him  entry  into  the  fel¬ 
lowship. 

Seldom  has  there  been  recorded  a  more  com¬ 
plete  transformation  of  a  life.  The  man  who  initiated 
a  major  part  of  the  persecution  of  the  church  fol¬ 
lowing  the  death  of  Stephen  was  now  to  become  the 
foremost  advocate  of  “the  way.”  More  experienced 
members  of  the  fellowship  ought  not  to  be  too 
harshly  condemned  for  finding  this  hard  to  accept. 
*  *  * 

THE  ASSISTANCE  OF  ANANIAS  AND 
OF  BARNABAS 

In  the  game  of  baseball,  statistics  are  kept  on  the 
number  of  “assists”  a  player  makes.  These  figures 
refer  to  the  times  one  man  has  handled  the  ball  in 
the  process  of  helping  another  make  put-outs.  This 
is  an  important  figure  in  determining  how  valuable 
a  player  is  to  a  team.  We  read  of  two  “assists”  in 
today’s  lesson — Ananias  was  most  valuable  in  inter¬ 
preting  to  Paul  all  the  things  that  had  happened  to 
him.  At  Jerusalem  it  was  Barnabas  who  vouched  for 
Paul  and  helped  him  to  find  a  place.  Without  these 
two  men  it  is  entirely  possible  that  we  might  never 
have  heard  of  Paul  and  his  great  works — we  might 
never  have  had  the  Christian  Church  in  the  Western 
world. 

Evangelism  leaders  of  the  church  are  aware  of 
the  importance  of  a  carefully  planned  program  of 
interpretation  and  cultivation  for  new  members. 
This  is  most  essential  in  the  case  of- adults  who  have 
a  religious  experience  and  make  a  commitment  with¬ 
out  a  background  of  experience  in  the  church.  We 
can  not  all  be  effective  in  helping  other  adults  make 
their  initial  decisions  for  Christ  and  the  church,  but 
perhaps  we  can  play  the  roles  of  Ananias  and  Barna¬ 
bas  and  “assist”  in  the  play  that  may  be  more  strav 
tegic  than  the  initial  one. 

*  *  * 

ACCEPTING  THE  FACT  OF  THE  NEW 
CREATION 

Whenever  a  conversion  experience  comes  it  in¬ 
volves  an  individual  and  personal  decision.  But  it 
also  involves  a  group  response  from  the  Christian 
community.  Many  a  real  decision  for  Christ  has 
been  detoured  because  of  the  negative  reaction  from 
members  of  the  church.  The  Christians  at  Damascus 
and  Jerusalem  had  based  their  whole  organization 
on  a  belief  in  the  Resurrection,  and  now  they  dem¬ 
onstrated  their  difficulty  in  believing  that  the  same 
thing  could  happen  and  make  a  vital  Christian 
of  one  who  had  been  known  as  the  enemy  of  Christ. 

Dr.  Neil  reminds  us  that  “If  the  church  at 
Damascus  and  Jerusalem  had  not  accepted  Paul, 
the  church  would  have  lost  the  genius  who  had  such 
a  deep  understanding  of  the  Resurrection,  who  was 
responsible  for  the  world  church,  v/ho  was  the  author 
of  one  third  of  the  New  Testament.” 

May  we  close  with  these  words  of  Dr.  Van 
Bogard  Dunn  in  The  Adult  Student:  “In  our  church 
life  today  we  must  be  alert  to  recognize  the  power 
of  the  Resurrection  as  it  frees  men  and  women  from 
the  bondage  of  their  past  and  releases  them  for  life 
in  God’s  future.”  This  is  the  main  theme  of  today’s 
lesson. 


PAGE  SIX 


MAY  25,  1967 


news  and  views 


Of  THE  WORLD  OF  RELIGION 


ilOl^ 

A rby  th 


the  Editor 


Fire  last  week  destroyed  a  floating  medical  clinic 
which  had  provided  treatment  for  more  than  250,000 
needy  people  in  Hong  Kong  since  it  began  operation 
in  1963.  The  clinic,  operated  by  Project  Concern, 
a  non-profit  medical  relief  organization  headed  by 
Dr.  James  Turpin  of  Coronado,  Calif. 

Dr.  Turpin,  who  will  be  remembered  by  many 
Little  Rock  people  as  one  of  the  “ten  outstand¬ 
ing  young  men  of  the  year”  by  the  Junior 
Chamber  of  Commerce  when  those  awards  were 
made  in  this  city  several  years  ago,  was  at  work 
in  South  Vietnam  when  the  fire  occurred.  The 
fire  started  while  the  boat  was  undergoing 
cleaning  in  a  shipyard. 

One  of  the  latest  suggestions  by  a  director  of  a 
Methodist  campus  ministry — not  that  we  can  be  sur¬ 
prised  anymore  at  anything  suggested  from  this 
source — is  that  church  weddings  should  be  abolished 
and  couples  should  all  be  married  by  a  judge  or 
a  justice  of  the  peace.  The  Rev.  Gerald  M.  Cross, 
who  conducts  a  Methodist  campus  ministry  at  the 
University  of  Wisconsin — Milwaukee,  claimed  that 
church  weddings  violate  separation  of  church  and 
state  and  ministers  who  perform  them  are  perform¬ 
ing  an  essentially  legal  function. 

To  this  suggestion  we  have  only  one  quick  word 
— baloney!  The  same  comment  applies  to  Mr. 
Cross’  suggestion  that  clergymen,  by  refusing  to 
perform  church  weddings  “would  be  making  a 
significant  statement  about  the  fact  that  all 
men — outside  as  well  as  inside  the  church  — 
are  God’s  children.” 


Minnesota’s  Gov.  Harold  LeVander  says  the  min¬ 
ister’s  proper  role  in  civic  affairs  is  “to  remain  a 
churchman”  and  to  seek  first  “man’s  soul — then  his 
society.”  The  governor  said  he  would  like  to  see 
clergymen  make  a  more  meaningful  contribution 
than  “merely  adding  bodies  to  picket  lines,  protest 
marches,  boycotts  and  strikes.” 

This  no  doubt  prompted  some  “talk  back”  in 
Minnesota  as  well  as  elsewhere.  However,  there 
is  something  to  be  said  for  his  point  of  view. 
The  clergyman’s  witness  can  be  as  effective  from 
the  sanctuary  as  from  the  march  and  picket 
line. 

Action  —  not  dialogue — was  proposed  recently  in 
Boston  as  the  salvation  of  the  ecumenical  move¬ 
ment.  Saul  Alinsky,  the  fiery  expert  in  community 
organization  whose  attitude  toward  churches  and 
synagogues  has  usually  been  more  characterized  by 
scorn  than  approbation,  told  a  section  of  the  inter¬ 
religious  Conference  on  the  Role  of  Conscience: 
“If  you  are  concerned  about  power  on  the  part  of 
organized  religion  you  must  act.”  Then  he  added, 
“To  those  of  you  who  are  concerned  about  action, 
let  me  suggest  that  dialogue  will  be  the  death  of 
the  ecumenical  movement. 

Dr.  Franklin  H.  Littell,  president  of  Iowa  Wes¬ 
leyan  College,  speaking  at  the  same  confer¬ 
ence,  condemned  both  the  “religious  imperial¬ 
ists”  and  the  “competent  barbarians”  of  the 
technological  age.  He  said,  “The  interreligious 
dialogue  is  not  primarily  important  because  we 
who  practice  it  enjoy  jousting  intellectually  with 
persons  from  other  traditions.  It  is  important 
for  the  sake  of  the  American  future  and  the 
good  of  all  citizens." 


Religious  institutions  would  have  to  pay  prop¬ 
erty  taxes  on  church  rectories  and  some  other 
church  properties  under  a  bill  approved  by  the 
tax  committee  of  the  Minnesota  House  of  Repre¬ 
sentatives.  Rep.  Emery  Barrette,  St.  Paul  Con¬ 
servative  and  a  Methodist  clergyman,  is  author 
of  the  measure.  He  said  it  is  needed  because  the 
present  tax  exemption  for  churches  has  been, 
broadened  to  take  in  too  many  commercial  ac¬ 
tivities  and  “fringe”  operations. 

Roman  Catholics  —  46,864,910  men,  women  and 
children — now  constitute  23.6  per  cent  of  the  total 
population  of  the  United  States,  according  to  the 
Official  Catholic  Directory  of  1967.  In  releasing 
the  figures  for  the  calendar  year  1966,  the  publish¬ 
ers  noted  that  the  total  Catholic  population  showed 
an  increase  of  618,735  over  the  previous  year.  There 
has  been  a  gain  of  12,301,059  Catholics  in  the  10 
years  since  1957. 


Discussing  some  of  the  Council  on  World  Ser¬ 
vice  and  Finance  s  data  processing  equipment 
is  Dr.  Roy  A.  Sturm,  left,  retiring  associate 
secretary  of  the  council,  and  his  successor, 
Dr.  Alan  K.  Waltz.  Dr.  Sturm  plans  to  teach 
part-time  at  McKendree  College,  Lebanon,  III. 
Dr.  Waltz  has  been  director  of  the  Council  on 
World  Service  and  Finance’s  department  of  re¬ 
search  since  1964.  Prior  to  that  he  was  asso¬ 
ciate  director  of  the  Board  of  Missions  depart¬ 
ment  of  research  and  survey  for  four  years. 
He  is  a  ministerial  member  of  the  Central  Illi¬ 
nois  Annual  Conference. 


Soviet  Russia— believe  it  or  not — has  been  accused 
of  promoting  Marxism’s  traditional  “opiate  of  the 
people” — religion.  The  accusation  came  from  the 
Chinese  Communist  Party  in  the  Peking  “People’s 
Daily.”  The  paper  said,  “The  Soviet  revisionist 
clique,  who  wear  the  cloak  of  Marxism-Leninism, 
are  today  openly  peddling  this  kind  of  opium.” 


It  cited  the  recent  publication  in  the  Soviet 
Union  of  a  book  of  children’s  stories  based  on 
“legends”  from  the  Bible.  The  Chinese  said  the 
Russians  were  using  this  material  “to  poison  the 
minds  of  the  younger  generation.” 


The  United  States  Supreme  Court  has  been  ac¬ 
cused  of  “usurping  the  function  of  legislative  bodies” 
in  its  recent  decisions  on  “girlie  magazines”  in  a 
case  which  originated  in  Jefferson  County,  Ark. 
Operation  Yorkville,  an  interreligious  group  which 
campaigns  against  the  distribution  of  obscene  mate¬ 
rial  to  young  people  and  children,  maintained  that 
the  court’s  ruling  “further  opened  the  door  to  com¬ 
plete  license  and  irresponsibility  in  publication.” 

Dr.  Martin  Niemoeller,  a  co-president  of  the 
World  Council  of  Churches  who  recently  re¬ 
ceived  the  Lenin  Peace  Prize  from  Russia,  told 
an  assembly  of  students  and  faculty  at  the 
University  of  Vienna  that  “The  United  States 
no  longer  has  any  face  left  in  Asia.”  He  said, 

“If  the  Americans  think  they  can  win  by  brute 
military  force,  they  are  mistaken.  The  Viet¬ 
namese  people  have  a  psychology  of  their  own 
— one  of  total  resistance.  Either  the  last  Viet¬ 
namese  dies,  or  the  Americans  get  out.  There 
is  no  other  choice.” 


“Modern  fashion  designers  are  making  monkeys  out 
of  women,”  according  to  one  of  the  Vatican’s  lead¬ 
ing  moralists.  Msgr.  Ferdinando  Lambruschi,  a  mem¬ 
ber  of  several  Vatican  congregations  and  a  popular 
writer  on  moral  questions  in  L’Osservatore  della 
Domenica,  a  weekly  Vatican  newspaper,  wrote  in 
answer  to  a  flood  of  letters  which  arrived  after 
actress  Claudia  Cardinale  appeared  at  a  papal  au¬ 
dience  in  a  miniskirt.  He  said,  “Women  in  mini¬ 
skirts  profess  a  pseudo-nonconformity,  but  they  ac¬ 
tually  resemble  monkey  with  their  capricious  ex¬ 
travagance.” 

Dr.  Benjamin  F.  Payton  has  resigned  as  ex¬ 
ecutive  director  of  the  National  Council  of 
Churches’  Department  of  Social  Justice  to  be¬ 
come  president  of  Benedict  College,  a  Negro 
institution  in  Columbia,  S.C.  In  announcing  his 
decision,  Dr.  Payton  called  the  recent  Riesman- 
Jencks  report  “profoundly  wrong  in  its  judg¬ 
ments  on  the  future  of  the  Negro  college  in 
the  United  States.”  He  insisted  that  the  report 
erred  in  its  judgment  that  “Negro  colleges,  pious 
though  they  are,  lack  a  religious  rationale  for 
their  separatism.” 


Francis  Cardinal  Spellman  recently  received  the 
Sylvanus  Thayer  Award  for  oustanding  citizenship 
and  became  the  first  clergyman  to  receive  the  honor 
from  the  United  States  Military  Academy.  At  a 
ceremony  in  Washington  Hall  before  3,000  cadets 
and  guests,  the  New  York  prelate  received  a  stand¬ 
ing  ovation  after  the  medal  and  citation  had  been 
presented  by  Gen.  Cortlandt  Van  R.  Schuyler,  pres¬ 
ident  of  the  19,000-member  Association  of  Grad¬ 
uates  of  the  United  States  Military  Academy. 


The  Episcopal  Church  in  the  United  States  is 
facing  “a  grave  situation  that  demands  sig¬ 
nificant  action” — more  than  one-third  of  the 
Church’s  clergy  have  not  had  a  complete  semi¬ 
nary  education.  This  appraisal  was  presented 
by  Dr.  Nathan  M.  Pusey,  chairman  of  a  special 
committee  to  study  theological  education  at  all 
levels  in  the  Church.  The  Harvard  president, 
addressing  a  dinner  in  Chicago  honoring  Epis¬ 
copal  Presiding  Bishop  John  E.  Hines,  said? 
“In  an  age  when  a  college  education  is  normal, 
more  than  one-eighth  of  our  ministers  have  not 
even  received  a  college  degree.” 


A  Chicago  layman  has  been  elected  chairman  of 
the  new  lay-clerical  Board  of  Trustees  of  the  Uni¬ 
versity  of  Notre  Dame.  Edmund  A.  Stephan,  an  at¬ 
torney,  represents  the  shift  in  the  top  governing 
body  of  the  university  from  all-religious  to  shared 
lay-clerical  control  of  the  university  policy. 
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BISHOP  AUBREY  G .  WALTON  DR.  KERMIT  L.  LONG 

Presiding  Bishop  Conference  Preacher 


THE  LOUISIANA  ANr 


Brown  Mem 
CENTENARY 
Shreveport 
May  29-Ju 


DR.  JACK  S.  WILKES 
Conference  Host 


MONDAY.  MAY  29,  1967 
In  First  Methodist  Church,  Shreveport 


7:30  P.M.:  -  Roll  Call  and  Organization 

Report  No.  1,  Committee  on  Conference 
Relations 

Service  of  Commemoration  and  Holy 
Communion 

Memorial  Sermon:  Dr.  D.L.  Dykes,  Jr. 
Pastor,  First  Methodist  Church 
Shreveport 
Ad  j  oumment 


TUESDAY,  MAY  30,  1967 

In  Brown  Memorial  Chapel,  Centenary  College 


7:00  A.M.:  - 


8:30  A.M.:  - 

9:00  A.M.:  - 
9:15  A.M.:  - 
9:30  A.M.:  - 


9:45  A.M.:  - 


Sunrise  Devotional  Service  in  Greek 
Amphitheater.  Led  by  Mr.  Ralph 
Cowen.  Spreaker:  The  Rev.  Robert 
Miller 

Morning  Worship,  Conference  Commission 
on  Worship 

Completion  of  Organization 
Welcome  to  Delegates  and  Response 
Committee  on  Publishing  Interests. 
Presentation  of  representative  of  The 
Methodist  Publishing  House 
Report  No.  1,  Board  of  Ministerial 
Training  and  Qualifications  - 
Reception  of  Class  into  Full 
Connection. 


10:15 

10:30 

10:50 

11:15 

11:30 

12:00 

12:15 

12:25 

12:30 

2:30 

3:00 


4:00 

4:15 

4:25 

4:30 

7:30 


7:00 


A.M.:  -  First  Ballot  -  Delegates  to  General 
Conference 

A.M. :  -  Recess 

A.M.:  -  Report  of  Area  Council 

A.M. :  -  Report  of  Jurisdictional  Secretary 

A.M. :  -  Report  of  the  Board  of  Pensions 

Noon:  -  Report  of  Commission  on  Worship 

P.M.:  -  Report  of  Town  and  Country  Commission 

P.M.:  -  Announcements 

P  .M . :  -  Ad  j  oumment 

P.M.:  -  Report  No.  1,  Board  of  Missions 
P.M.:  -  Presentation  of  Proposed  Plan  of  Union 

of  The  Methodist  Church  and  The  Evangel¬ 
ical  United  Brethren  Church 
P.M.:  -  Report  of  Committee  on  Urban  Work 
P.M.:  -  Report  of  Legal  Conference  and  Conference 
Trustees 

P.M.:  -  Announcements 
P .  M . :  -  Ad  j  oumment 

P.M.:  -  Hour  of  Evangelism,  First  Methodist  Church 
Presiding:  the  Rev.  M.W.  Merrill 
Music:  Choir,  First  Methodist  Church, 
Alexandria 

Spreaker:  Dr.  Kermit  L.  Long 

WEDNESDAY,  MAY  31,  1967 

A.M. :  -  Sunrise  Devotional  Service  in  Greek 

Amphitheater.  Led  by  Mr.  Ernest 
C.  Arnold.  Speaker:  Mr.  Robert  P. 
Lay 
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/enty  Second  Session 


vlUAL  CONFERENCE 


orial  Chapel 
{  COLLEGE 
,  Louisiana 
ine  2. 1967 

8:30  A.M.: 
9:00  A.M. : 
9:30  A.M. : 


10:15  A.M. 
10:25  A.M. 
10:30  A.M. 
11:00  A.M. 


12:25  P.M. 
12:30  P.M. 
2:30  P.M. 
2:45  P.M. 
3:00  P.M. 


4:00  P.M. : 

4:15  P.M. : 

4:20  P.M. : 
4:30  P.M. : 
7:30  P.M. : 


7:00  A.M. : 


8:30  A.M. : 

9:00  A.M. : 
9:20  A.M. : 
9:30  A.M. : 

9:45  A.M. : 

10:00  A.M. : 
10:30  A.M. : 
10:50  A.M. : 
11:00  A.M. : 

11:15  A.M. : 


Brown  Memorial  Chapel 
CENTENARY  COLLEGE 


-  Morning  Worship,  Conference  Commission  on 

Worship 

-  Report  No.  2,  Committee  on  Conference  Rela¬ 

tions 

-  Report  of  Board  of  Ministerial  Training  and 

Qualification  and  Reception  of  Class 
on  Trial 

-  Report  of  Commission  on  Christian  Vocations 

-  Announcements 

-  Recess 

-  Report  of  Advisory  Committee  on  Inter juris¬ 

dictional  Relations  -  Presentation  of 
Resolution  for  the  Elimination  of  the 
Central  Jurisdiction 

-  Announcements 

-  Adjournment 

-  Report  of  Board  of  Christian  Social  Concerns 

-  Report  of  Episcopal  Residence  Committee 

-  Report  of  Board  of  Hospitals  and  Homes 

a.  Methodist  Home  Hospital 

b.  The  Glenwood  Hospital 

c.  The  Methodist  Hospital 

d.  The  Methodist  Children's  Home 

e.  The  Retired  Ministers'  Homes  Board 

-  Report  of  the  Louisiana  Moral  and  Civic 

Foundation 

-  Report  of  Committee  on  District  Conference 

Records 

-  Report  of  Historical  Commission 

-  Adjournment 

-  Hour  of  Evangelism:  First  Methodist  Church 

Presiding:  the  Rev.  K.G.  Rorie 
Music:  Caddo  Heights  Methodist  Church 
Speaker:  Dr.  Kermit  L.  Long 


11:45  A.M. :  - 
12:00  Noon 

12:25  P.M. :  - 
12:30  P.M. :  - 
7:30  P.M. :  - 


7:00  A.M. :  - 

8:30  A.M. :  - 


THURSDAY,  JUNE  1,  1967 

-  Sunrise  Devotional  Service  in  Greek 

Amphitheater.  Led  by:  Mr.  E.B. 

Cloutraan.  Speaker:  the  Rev. 

William  F.  Mayo 

-  Morning  Worship  Service,  Conference 

Commission  on  Worship 

-  Report  of  Board  of  Evangelism 

-  Pastors'  School  Announcements 

-  Report  of  the  Commission  on  Minimum 

Salary 

-  Report  of  Committee  on  Review  and 

Resolutions 

Report  No.  1,  The  Board  of  Education 

-  Recess 

-  Report  of  Commission  on  Higher  Education 

-  Presentation  of  Fraternal  Delegate  from  the 

Louisiana  Conference,  Central  Juris. 

-  Report  of  Woman )s  Society  of  Christian 

Service 


9:00 

A.M. : 

9:15 

A.M. : 

9:30 

A.M'. : 

10:00 

A.M. : 

10:15 

A.M. : 

10:30 

A.M. : 

10:45 

A.M»  : 

11:00 

A.M. : 

11:20 

A.M. : 

11:30 

A.M. : 

11:40 

A.M. : 

11:55 

A.M. : 

12:00 

Noon 

12:30 

P.M. : 

Report  of  Board  of  Lay  Activities 
Report  of  Commission  on  World  Service  and 
Finance 
Announcements 
Adjournment 

The  Service  of  Ordination,  First  Methodist 
Church.  Presiding:  Bishop  Aubrey  G. 
Walton.  Music:  Choir,  First  Methodist 
Church,  Shreveport  Speaker:  Dr. 
Kermit  L.  Long. 


FRIDAY,  JUNE  2,  1967 

Sunrise  Service  in  Greek  Amphitheater 
Led  by:  Mr.  O.W.  Marrs.  Speaker: 
the  Rev.  Fred  W.  Schwendimann 
Morning  Worship,  Conference  Commission 
on  Worship 

Report  of  "The  One  Thousand  Club" 

Report  No.  2,  Board  of  Education 
Special  Presentation  by  Boards  of  Educa¬ 
tion  and  Evangelism 
Report  of  Television,  Radio  and  Film 
Commission 

Report  of  "The  Louisiana  Methodist" 
Report  of  Commission  on  Public  Relations 
and  Methodist  Information 
Report  of  Conference  Statistician  and 
Treasurer 

Report  No.  3,  Board  of  Education 
Perkins  School  of  Theology 
St.  Paul  School  of  Theology 
Report  of  Lydia  Patterson  Institute 
Report  of  Western  Methodist  Assembly 
Report  No.  2,  Board  of  Missions 
Report  of  Committee  on  Courtesies 
Reading  of  Appointments 
Ad j  ournment 
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PAGE  NINE 


by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 


•  On  a  Wide  Circuit 

"War  on  poverty" 

by  W.  W.  Reid 

Three  of  the  four  gospel  writers  re¬ 
cord  that  Jesus  said  to  those  who  com¬ 
plained  of  the  worshipper’s  “waste” 
of  precious  ointment:  “The  poor  you 
always  have  with  you.”  It  is  worthy 
of  note  that  Jesus  did  not  suggest  that 
we  must  always  have  the  poor  with  us, 
or  that  there  will  always  be  (or  must 
be)  those  who  will  have  to  depend 
upon  charity  for  their  daily  needs  of 
food  and  raiment  .  .  . 

Indeed,  there  is  growing  belief  in 
the  world  today  that  poverty — and  the. 
long  train  of  illness,  disease,  hunger,, 
famine,  undernourishment,  and  death 
that  follow  in  the  train  of  poverty  — 
need  not  be,  and  must  not  be.  And  in 
the  midst  of  complex  social  problems 
(including  war,  economic  struggle,  food 
shortages,  greater  longevity,  and  geo¬ 
metric  population  increase),  men  are. 
engaged  in  a  worldwide  “war  on  pov¬ 
erty.”  The  late  President  Kennedy 
called  the  effort  “a  great  adventure  of 
the  human  race”  as  well  as  “fulfilling 
a  responsibility”  of  human  brother¬ 
hood.  It  is  an  adventure  in  which 
church  and  state  can  and  do  join 
efforts.  .  .  . 

Senator  George  McGovern,  of  South 
Dakota  —  long  active  in  Food  for 
Peace  —  gives  some  idea  of  the  ex¬ 
tent  and  meaning  of  this  church  and 
state  cooperation: 

“Thanks  to  the  donation  channels 
of  Food  for  Peace,  a  hundred  million 
people  in  114  countries  and  territories 
are  now  guests  at  our  table.  Among 
them  are  forty  million  school  children 
receiving  daily  school  lunches  in  eighty 
countries.  Among  them,  too,  are  mil¬ 
lions  of  pre-school  children,  nursing 
mothers,  refugees,  needy  families,  and 
victims  of  disaster. 

Through  the  world  service  arm  of 
their  churches  and  benevolent  organ¬ 
izations,  tens  of  millions  of  Americans 
stretch  their  arms  around  the  globe  in 
a  mission  to  the  hungry. 

“Our  humanitarian  and  religious 
groups  cooperating  in  Food  for  Peace 
are  now  distributing  three  billion 
pounds  of  food  yearly.  Reaching  ap¬ 
proximately  seventy  million  persons  in 
112  countries  and  territories,  they  have 
distributed  over  twenty  billion  pounds 
of  food  since  1950,  when  they  received 
the  first  commodities  under  the  Agri¬ 
cultural  Act  of  1949.  Included  in  the 
recipients  are  fifty-five  million  children 
—  some  thirty-two  million  in  school 
lunch  programs  .  .  .  Food  has  been 
used  along  with  technical  guidance  to 
encourage  the  building  of  projects  such 
as  wells,  sanitation  facilities,  clinics, 
schools,  and  roads. 

“The  great  strength  of  the  voluntary 
groups  as  compared  to  direct  govern¬ 
ment  programs  is  their  ability  to  hu¬ 
manize  foreign  assistance.  The  warmth 
of  a  hand  or  the  joy  of  a  smile  can 
transform  a  coldly  impersonal  foreign 
aid  program  into  a  heart-warming  re¬ 
lationship  between  human  beings. 

“The  relationship  of  a  good  school 
lunch  program  to  the  physical  health 
of  children  is  well  known.  What  is  not 
so  well  known  is  the  striking  effect  of 
school  lunches  in  attendance  and  aca¬ 
demic  performance.  Yet,  in  country 
after  country  students  have  shown  a 
remarkable  academic  improvement  and 


The  censorship  problem  makes 
headlines  again  in  Britain.  Joseph 
Strick’s  production  of  James  Joyce’s 
“Ulysses”  was  censored  at  the  Cannes 
Film  Festival,  and  a  controversy  has 
broken  out  about  the  banning  of  the 
film  in  some  places  in  this  country. 
Famous  actor  Laurence  Olivier  has 
had  acid  exchanges  with  his  board  of 
directors  at  the  National  Theatre  be¬ 
cause  they  will  not  sanction  the  pro¬ 
duction  of  a  play  which,  they  think, 
denigrates  Winston  Churchill. 

It  is  this  kind  of  thing  which  has 
projected  the  “Swinging  Britain”  im¬ 
age,  and  when  this  is  added  to  the 
fact  that  some  members  of  the  “Roll¬ 
ing  Stones”  (a  Beatle-like  Pop  group) 
are  arraigned  on  drug  charges,  once 
again  we  are  being  treated  to  the  now 
too  familiar  and,  to  me,  slightly  dreary, 
round  of  “swingingness.” 

The  man  responsible  in  Parliament 
for  radio  and  television,  though  it  may 
seem  curious  to  Americans,  is  the 
Post-master  General.  He  is  also  re¬ 
sponsible  for  what  you  call  the  mail. 


attendance  has  increased  by  as  much 
as  50  per  cent.  Millions  of  children 
simply  do  not  have  the  energy  to  re¬ 
main  in  school.  School  lunches  dra¬ 
matically  change  these  conditions  .  .  . 

“All  of  these  varied  efforts  by  our 
voluntary  benevolent  and  religious 
groups  participating  in  Food  for  Peace 
represent  human  beings  working  with 
their  fellow  humans  in  an  area  of  com¬ 
mon  concern.  The  agencies  are  be¬ 
coming  more  effective  each  year  in 
the  handling,  preparation,  and  distri- 


COFFEE  HOUSE  MINISTRY: 

NEW  IDEA 

Within  the  past  few  years  a  brand 
new  approach  has  developed  on  col¬ 
lege  campuses  to  reach  students  who 
are  searching  for  true  and  lasting  val¬ 
ues.  It  relies  on  the  creation  of  a  place 
where  people  can  meet  informally  and 
discuss  differing  ideas  without  being 
labeled  as  wrong  or  as  too  far  out. 

Of  course  the  idea  has  its  dangers. 
In  some  cities  it  has  been  taken  over 
by  long-haired,  dirty-footed  malcon¬ 
tents  who  want  to  be  different  simply 
for  the  sake  of  being  different.  But 
just  because  some  have  allowed  the 
idea  to  be  prostituted,  does  not  mean 
that  the  idea  itself  is  wrong.  After 
all,  when  a  fellow  gets  a  bad  eggs  for 
breakfast,  he  desn’t  quit  eating  break¬ 
fast. 

A  fine  example  of  this  type  of  min¬ 
istry  is  being  developed  at  present  in 


He  was  recently  asked  in  the  House 
of  Parliament  whether  he  would  cen¬ 
sor  what  goes  into  television  program¬ 
mes.  He  said  he  wouldn’t.  “Television” 
he  said  “should  mirror  life  as  it  is — 
four-letter  words  and  all.” 

He  made  the  point  that  if  pro¬ 
grammes  were  under  government  con¬ 
trol,  or  under  the  direction  of  outside 
committees,  they  would  be  deadly  dull. 
And  he  was,  of  course,  quite  right 
about  that. 

But  he  didn’t  leave  it  at  that.  He 
also  said  that  television  and  radio 
programmes  were  “subject  to  the  full 
blast  of  public  opinion.”  And  here  he 
hit  upon  a  very  important  factor.  On 
the  whole,  whether  we  like  to  admit 
it  or  not,  we  tend  to  get  the  kind  of 
programmes  we  deserve  —  no  worse, 
no  better.  And  this  is  where  Christians 
can  set  about  helping  to  form  and  or¬ 
ganize  public  opinion. 

Speaking  personally,  I  know,  as  a 
regular  television  broadcaster,  how 
sensitive  producers  of  programmes,  and 
programme  directors  are  to  the  way 


bution  of  foods. 

“Fortunately,  chronic  malnutrition, 
especially  among  children,  is  beginning 
to  challenge  us  as  strongly  as  a  flood, 
a  drought,  or  an  earthquake. 

“The  still  growing  response  of  pri¬ 
vate  citizens  to  the  challenge  of  hunger 
is  one  of  the  great  and  hopeful  forces 
of  our  times.  It  is  not  only  bringing 
assistance  directly  to  millions,  it  is  a 
major  factor  in  causing  governments 
to  accept  the  role  they  must  take  if  the 
War  Against  Hunger  is  to  be  won.” 


our  Wesley  Foundation  building  at  Ar¬ 
kansas  State  University  in  Jonesboro. 
I  have  had  the  privilege  of  attending 
some  of  the  sessions  and  have  been 
delighted  with  the  warm  informality 
and  the  willingness  on  the  part  of  the 
listeners  to  hear  and  ask  intelligent 
questions. 

Under  the  experienced  and  able 
leadership  of  the  Rev.  Robert  Craw¬ 
ford,  this  coffee-house  ministry  is 
reaching  young  people  of  all  faiths  and 
a  number  who  have  no  religious  faith 
at  all.  Sessions  are  held  on  Friday  and 
Saturday  nights.  Candles  give  the  room 
a  warm,  gentle  glow.  Coffee,  soft  drinks 
and  light  refreshments  are  offered  to 
those  who  wish  them.  But  one  is  wel¬ 
come  whether  he  buys  anything  or 
not. 

One  table  may  be  concentrated  on 
a  game  of  chess.  Young  people  around 
another  table  may  be  discussing  the 


the  wind  is  blowing  in  the  public  mind. 
They  are  also  sensitive  to  viewing 
rates.  If  people  consistently  siwtch  off 
a  programme,  it  is  not  long  before  the 
producer  takes  that  programme  off. 
And  if  enough  informed,  constructive 
criticism  of  programmes  is  received, 
there  is  no  doubt  that  this  has  a  de¬ 
finite  effect  upon  programmes. 

The  chief  difficulty  about  a  good 
deal  of  Christian  comment  in  this  field 
is  that  it  is  entirely  negative.  The  real 
threat  is  not  the  occasional  brash  pro¬ 
gramme  which  makes  a  mistake  about 
the  level  of  sex  or  violence  that  has 
been  reached  in  it.  The  real  threat  is 
the  empty  programme.  And  there  are 
too  many  television  programmes  which 
are  all  part  of  a  method  of  killing  time. 

Christian  discrimination  needs  to  be 
much  more  sensitive  than  it  is  at  pre¬ 
sent  on  this  subject.  We  might  make 
a  bit  of  progress  if  Church  “Look  and 
Listen  Groups”  were  formed,  not  to 
have  a  bang  at  the  programmes  that 
disturb  us — some  very  valuable  special 
documents  come  under  that  heading — 
but  to  attack,  and  go  on  attacking  the 
time-filler,  time-killer  type  programme. 

I  would  really  censor  those! 

*  *  * 

THE  SUBTLE  SIN 

Ecumenical  exchange  often  means  a 
good  story  well  told.  Some  friends  of 
mine  who  belong  to  the  Roman  Cath¬ 
olic  Church,  famous  for  its  orders  of 
monks,  told  me  this  story. 

A  group  of  monks  were  discussing 
the  respective  merits  of  their  orders, 
and  their  disciplines.  At  last  one  said: 
“Well,  the  Dominicans  may  be  O.K. 
for  learning,  and  the  Trappists  for 
discipline,  and  the  Franciscans  for 
poverty,  but  for  humility  we  are  cer¬ 
tainly  the  tops!” 

There  are  all  kinds  of  pride,  but 
false  modesty  is  one  of  the  most  awful 
traps. 

*  *  * 

LAST  WORD 

We  have  learned  to  swim  under 
sea,  like  fish;  we  have  learned  to  fly 
through  the  air  like  birds.  Let  us  learn 
to  walk  the  earth  like  men! 
_ t _ 

war  in  Viet  Nam.  Volunteer  musicians 
.  .  .  having  been  screened  beforehand 
.  .  .  will  release  their  musical  talents 
before  the  microphone.  And  at  times 
one  hears  an  original  folk  song  rem¬ 
iniscent  of  the  plaintive  chants  of 
medieval  wandering  minstrels. 

Mr.  Crawford  the  director  is  an  ex¬ 
perienced  minister  who  can  guide  the 
programs  and  who  passes  on  everyone 
and  everything  that  will  come  before 
the  microphone.  Once  in  a  while  he 
has  to  censor  something,  but  after  all, 
that  happens  in  Sunday  School  classes 
as  well  as  coffee  houses. 

One  appeal  of  this  work  is  that  it 
is  carried  on  by  a  man  of  experience 
instead  of  some  inexperienced  semi¬ 
narian  barely  out  of  college.  The  ma¬ 
turity  of  Mr.  Crawford,  coupled  with 
his  deep  sincerity,  cause  many  dis¬ 
turbed  students  to  come  to  him  for 
sympathetic  counseling. 

The  church  would  do  well  to  ex¬ 
plore  the  possibilities  of  this  ministry, 
both  to  young  people  on  campus  and 
to  those  making  their  start  in  business 
and  professions.  Under  strong,  dedi¬ 
cated  leadership  it  should  be  a  very 
useful  tool  of  evangelism,  helping 
thousands  to  arrive  at  a  faith  that  will 
meet  their  needs  in  these  disordered 
days. 


/I  J^cupnan' l  1/Uit+ieAA, 


by  Charles  A.  Stuck/Lay  Evangelist 
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Clovis  G.  Chappell,  SURPRISES  IN 
THE  BIBLE,  $2.50,  Abingdon,  126 
PP- 

Methodist  people  are  always  inter¬ 
ested  in  a  new  book  of  sermons  by  Dr. 
Clovis  G.  Chappell.  Here  are  12  new 
sermons  about  some  of  the  unexpected 
events  and  surprising  people  in  the 
Bible  that  measures  up  in  every  way  to 
the  more  than  30  books  of  sermons 
that  he  has  previously  published.  Al¬ 
though  he  has  been  retired  from  the 
active  ministry  since  1949,  Dr.  Chap¬ 
pell  is  still  filling  many  invitations  for 
special  services  and  keeps  finding  time 
to  prepare  messages  for  the  publisher. 

The  messages  include  “Life  Begins 
at  Eighty”  (The  Call  of  Moses),  “His 
Amazing  Anger”  (Jesus  and  the  Phari¬ 
sees);  “Surprising  Tears”  (Jesus  Weeps 
Over  Jerusalem);  “The  Supreme  Sur¬ 
prise”  (The  Resurrection);  “A  Surpris¬ 
ing  Encounter”  (Philip  and  the  Ethi¬ 
opian);  and  seven  others. 

These  are  typical  Clovis  Chappell 
sermons  and  will  be  enjoyed  by  all  his 
many  fans — and  preached  by  several. 
— o — 

Everett  W.  Palmer,  THE  GLOR¬ 
IOUS  IMPERATIVE,  $3.00,  Abing¬ 
don,  160  pp. 

Before  his  election  to  the  episcopacy, 
Bishop  Palmer  was  the  pastor  of  First 
Methodist  Church,  Glendale,  where  his 
sermons  were  a  great  force  for  good 
in  that  whole  section.  His  second  book 
since  his  election  indicates  that  he  still 
finds  time  to  develop  sermons  that  are 
as  relevant  and  incisive  as  those  he 
prepared  and  preached  in  Glendale. 

At  the  heart  of  these  twelve  mes¬ 
sages  are  the  conviction  that  renewal 
and  relevance  can  be  found  within  the 
framework  of  the  organized  church. 
This  is  a  note  that  needs  to  be  sound¬ 
ed  more  and  more  and  if  you  are  of 


the  same  mind  you  will  be  inspired 
and  enriched  by  these  messages.  You 
.may  even  want  to  preach  a  few  of 
them,  if  you  have  a  pulpit. 

Bruce  Larson,  SETTING  MEN 
FREE,  $2.95  Zondervan,  120  pp. 

This  is  a  book  aimed  primarily  at 
laymen  and  is  very  well  done  in  its 
announced  purpose  of  guiding  laymen 
in  the  understanding  of  the  techniques 
of  communicating  the  gospel.  It  is  a 
witness  to  the  reality  of  the  changed 
life  and  has  more  meat  to  it  than  many 
books  of  this  kind. 

Keith  Miller  who  wrote  a  similar 
book  a  few  years  ago  under  the  title 
A  Taste  of  New  Wine,  says;  “Since 
God  has  used  Bruce  Larson  so  pow¬ 
erfully  in  my  own  life  to  help  me  find 
freedom,  I  can  really  recommend  his 
new  book  with  much  gratitude.  Here 
is  a  clear,  direct  distillation  of  living 
experience.  It  is  filled  with  sound  help 
for  laymen  and  ministers  who  want 
to  bring  Christ’s  renewal  into  their  own 
lives,  and  the  lives  of  thoes  around 
them.” 

There  is  a  brief  introduction  by  Dr. 
Paul  Toumier  of  Switzerland  in  which 
there  is  indicated  a  mutual  acquaint¬ 
anceship  with  Dr.  Sam  Shoemaker. 
Speaking  of  a  need  that  was  met  in 
his  own  life  by  these  relationships, 
Dr.  Tournier  says:  “I  was  more  adept 
at  discussing  religious  issues  than  at 
leading  men  to  Christ ....  The 
mere  exhortation  that  I  move  from 
theory  to  practice  would  not  have  been 
effectual  for  me  at  that  time.  It  took 
an  inner  movement  to  bring  this  about, 
a  prodding  which  is  born  of  precisely 
one  thing  —  personal  dialogue.”  This 
book  speaks  of  just  such  dialogue. 
Would  make  a  good  text  for  lay  speak¬ 
ing  schools. 

t 


Shreveport,  La. 

May  4,  1967 

Dear  Sir: 

In  regard  to  an  article  in  publica¬ 
tion  of  this  date  about  the  Board  of 
Christian  Concerns  of  The  Methodist 
Church,  this  board  is  admittedly  not 
representative  of  the  church  itself  and 
very  far  left  of  the  consensus  of  the 
lay  members  and  I  think  most  of  the 
clergy  also. 

I  can  see  no  justification  for  allow- 
in  coverage  of  publicity  for  this 
unaccountable,  pink-tinted,  unrealistic, 
uninformed,  unAmerican  and  un- 
Christian  group  in  giving  them  space 
in  The  Methodist.  It  is  completely  out 
of  place  here.  You  serve  only  to  incite 
and  alienate  many  of  us  who  resent 
this  group  and  what  it  is  doing  to  the 
church  in  using  us  for  their  political 
objectives. 

Claude  A.  Dance,  Jr. 


Route  3, 

El  Dorado,  Ark. 

Dear  Dr.  Knox, 

I  want  to  commend  you  on  the  edi¬ 
torial  recently  on  the  Holy  Spirit.  I 
always  read  your  editorials  first  when 
I  get  my  paper  and  enjoy  your  com¬ 
ments  on  various  subjects.  I  would 
also  like  to  share  with  you  and  wit¬ 
ness  to  you  about  our  experiences. 

Yes,  there  is  a  renewed  emphasis 
these  days  on  the  Holy  Spirit.  I  eager¬ 
ly  read  everything  I  see  about  Him 
because  this  experience,  the  Pentecost¬ 
al  experience,  has  come  to  my  husband, 
my  daughters,  ages  15  and  18,  and 
myself.  About  a  year  ago  I  shared  this 
experience  with  my  pastor,  district  su¬ 
perintendent  and  Bishop  Galloway. 
The  only  one  of  the  three  to  reply  was 
Bishop  Galloway  and  he  was  most 
gracious.  Our  pastor  has  not  rejoiced 
that  we  are  seeking  a  deeper  walk. 
In  fact,  he  has  done  everything  to  dis¬ 
courage  us.  He  is  “trying  to  put  out 
brush  fires,”  as  he  calls  it.  I  can  un¬ 
derstand  his  trying  to  keep  peace  in 
the  Methodist  Church  for  many  peo¬ 
ple  do  not  search  the  Scriptures  or  de¬ 
sire  to  follow  the  teachings  therein. 


by  Barbara  L.  Mulkey 


In  the  words  (loosely  translated)  of  the  currently  popular  hit 
tune  “That’s  Life,”  each  time  you  find  yourself  flat  on  your  face, 
you  pick  yourself  up  and  get  back  in  the  race.  That’s  life!  The  only 
thing  the  song  doesn’t  explain  is  how.  And  that’s  where  a  very  per¬ 
sonal  experience  of  faith  in  God  comes  in. 


MY  MASTER 

O,  Master,  let  me  walk  today. 
The  path  my  Savior  trod, 
And  keep  the  straight  and 
narrow  road 

That  leads  me  home  to  God. 

I  love  to  follow  in  his  steps 
I  know  they  will  lead  me  home, 
I’ll  meet  with  friends 
and  loved  ones, 

There,  never  more  to  roam. 

And  when  I  reach 
my  home  above, 

All  robed  in  spotless  white, 

I’ll  sing  of  his  redeeming  love, 
Where  never  falleth  night. 

And  when  in  that 
bright  world  on  high, 

I  clasp  my  Master’s  hand, 

I’ll  live  with  Him,  no  more  to  die, 
And  join  the  angel  band. 

— by  Frank  M.  Hansford 


IN  THE  EVENING 

As  a  father  waits  for  his  children 
My  Lord  waits  for  me  in  the  still 
of  the  twilight. 

He  knows  I’ll  bring  to  Him 
each  burden, 

And  let  Him  take  them 
for  the  night. 

He  listens,  Oh,  so  patiently, 

To  the  joys  and  cares 
of  my  pressing  day. 

He  is  so  kind,  so  good, 
and  loving 

To  hear  me  as  I  kneel  to  pray. 

He  gives  my  heart, 
that  comes  so  weary. 

His  peace  that  comes 
from  heaven  above. 

I  go  to  sleep,  free  from  all  worry, 
Resting  in  His  eternal  love. 

— by  Margie  King 


This  step  that  we  have  taken  is  mak¬ 
ing  of  us  better  Christians  and  con¬ 
sequently  better  Methodists. 

For  years  I  have  desired  the  fruits 
of  the  Spirit  as  Paul  lists  them.  I  had 
been  sure  of  sins  forgiven  also,  but 
after  studying  the  book  of  Acts  with 
other  ladies  in  our  WSCS;  my  eyes 
were  suddenly  opened  and  our  search 
for  this  new  dimension  in  our  Chris¬ 
tian  walk  was  begun.  I  found  that  there 
is  a  difference  in  knowing  Jesus  with 
the  mind  and  knowing  Him  with  the 
heart.  As  we  get  to  know  Him  in  a 
more  intimate  way,  the  fruits  of  the 
Spirit  can  more  readily  be  obtained. 

Our  whole  family  is  active  in  the 
Methodist  church.  I  have  been  a  Meth¬ 
odist  for  almost  43  years  and  have  no 
desire  to  change  to  another  denomina¬ 
tion;  but  my  church  does  not  meet 
my  spiritual  needs.  We  frequent  those 
groups,  whenever  possible,  that  teach 
the  full  Gospel.  We  lack  nothing  in 
organization  and  I  appreciate  what  our 
Church  is  doing  for  mankind  in  the 
world.  We  have  gotten  to  the  place, 
many  of  us,  where  we  worship  the  in¬ 
stitutional  church  and  not  the  Lord 
Jesus.  We  are  “playing  church” — we 
have  “a  form  of  godliness,  denying 
the  power  thereof.” 

Pentecost  is  not  a  denomination,  it 
is  an  experience.  We  do  not  look  to 
the  experience,  but  when  God  touches 
a  life  deeply,  it  is  definitely  an  ex¬ 
perience.  The  disciples  were  real  believ¬ 
ers,  but  Jesus  commanded  them  to  wait 


for  the  promise  that  would  give  them 
power.  I  see  nowhere  in  the  Scriptures 
where  this  gift  was  only  for  those  in 
that  day.  Acts  2:39  says  that  this  prom¬ 
ise  is  for  “even  as  many  as  God  shall 
call.”  Jesus  commanded  it,  Paul 
preached  and  lived  it  and  I  am  so 
thankful  that  there  are  precious  peo¬ 
ple  in  our  day  that  keep  open  minds 
hearts  for  truth.  Because  truth  sets 
us  free. 

I  know  that  you  are  a  very  busy 
person,  so  I  thank  you  sincerely  for 
taking  the  time  to  read  my  letter.  I 
pray  God’s  blessings  upon  you,  your 
family,  and  all  the  workers  who  love 
Jesus  and  are  serving  Him  and  our 
Methodist  Church. 

Mrs.  K.  K.  Cottrell 
Yours,  in  Him, 
t 

METHODIST  NEWS  IN  BRIEF 

The  executive  committee  of  the 
Board  of  Missions’  National  Division 
has  approved  an  allocation  of  $20,000 
per  year  for  two  years  to  help  estab¬ 
lish  an  Inter-Religious  Foundation  for 
Community  Organization  to  work  with 
the  poor  and  other  groups. 

An  artist  and  lecture  series  is 
planned  for  this  summer  at  the  Lake 
Junaluska  (N.C.)  Methodist  Assembly 
that  will  include  such  personalities  as 
Chet  Huntley,  NBC  news  commenta¬ 
tor,  William  Walker,  Metropolitan 
Opera  baritone,  Merriman  Smith, 
White  House  news  correspondent,  and 
the  Transylvania  Symphony. 
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Methodist  Home  Visitor 

THE  METHODIST  CHILDREN'S  HOME 

Ruston,  Louisiana  Post  Office  Drawer  H  Telephone  255-5020 


Cottage  Nears  Completion 

The  first  of  three  proposed  new  cottages  on  the 
campus  of  the  Methodist  Children’s  Home  is  near¬ 
ing  completion.  There  will  be  replacement  cottages, 
eliminating  three  old  buildings  well  worn  by  hundreds 
of  boys  over  forty-three  year’s  time.  This  first  cot¬ 
tage  will  replace  the  old  Vaughan  Cottage  and 
will  itself  be  named  after  Doctor  R.  W.  Vaughan, 


for  many  years  Superintendent  of  the  Home.  It  is 
hoped  that  the  boys  can  move  into  the  new  build¬ 
ing  sometime  in  June.  Dedication  is  tentatively  set 
for  Sunday,  October  15. 

Special  Gifts  Needed 

These  cottages  are  being  built  and  furnished 
without  direct  call  upon  the  Conference.  This  creates 
a  real  strain  upon  the  finances  of  the  Home,  es¬ 
pecially  when  contributions  for  operations  continue 
to  fall  below  the  level  of  necessary  expenditure.  We 
would  welcome  any  direct  contribution  for  buildings 
or  furniture.  Actual  costs  are: 


Cost  of  the  building:  $64,437.00 
Furnishings: 

Boys  bedroom,  single _ $  212.00 

(Number  of  such  rooms,  4) 

Boys  bedroom,  double _  423.00 

(number  of  such  rooms,  4) 

Guest  room  (one) _ 213.00 

House  Parent  Apartment  (one) _  934.00 

Cottage  Living  Room  (one) -  1075.00 

Cottage  Dining  Room  (one) -  490.00 

Cottage  Kitchen  (one) _ 940.00 


Giving  of  cost  of  a  cottage  or  of  furnishings 
of  a  room  would  be  publicly  recognized  and  a  bronze 
plaque  commemorating  such  giving  would  be  at¬ 
tached  to  the  cottage  or  in  the  appropriate  room. 


Cottage  Sponsors  Appreciated 


For  several  years  the  Young  Adult  Class  of  the 
Mer  Rouge  Sunday  School  has  served  as  a  linen 
sponsor  for  Harmon  Cottage.  Recently  their  annual 
check  was  received.  Bedspreads,  sheets,  towels,  even 
some  cookware  were  purchased.  Shown  are  a  few 
of  the  boys  in  the  cottage,  together  with  the  ma¬ 
terials  purchased. 


Nine  High  School  Graduates 

The  Methodist  Children’s  Home  is  proud  of  the 
fact  that  nine  of  its  young  men  and  women  will 
graduate  from  high  school  this  spring.  Following 
Chapel  services  on  Wednesday  night,  May  10,  a 
reception  for  the  graduates  was  held  in  the  dining 
room  of  Webb  Hall.  Each  graduate  present  was 
presented  with  a  gift  from  the  Home  and  the  staff. 

Graduation  does  not  mean,  “goodbye.”  The 
Home  continues  to  help  its  young  people  to  educate 
themselves  or  otherwise  establish  themselves.  Plans 
are  made  for  and  with  all  of  the  graduates.  The 
plans  are  as  follows:  Brenda,  Betty,  David,  and  Jerry 
will  go  to  college.  Harold  will  go  to  trade  school. 
Sharon  will  go  to  I.B.M.  school.  Eunice  will  com¬ 
plete  a  practical  nurse  training  course  started  in  high 
school.  Ralph  plans  to  join  the  United  States  Navy. 
Patsy  will  plan  to  work  this  summer  and  be  married 
in  the  fall. 

The  Home  is  proud  of  each  one  of  these  young 
people.  They  go  forth  with  our  prayers  and  our 
very  best  wishes. 


MRS.  MINNIE  CHIPMAN 

by  Mrs .  Tom  Weaver,  Oil  City,  La . 

MRS.  FLORENCE  HETLAND 

by  Mr.  &Mrs.  Bob  Gaumnitz,  Tallulah,  La. 
by  Mr.  &Mrs.  Manfred  Gustafson,  Tallulah,  La. 

MR.  &  MRS.  MILO  W.  BURKHALTER 
by  Mrs.  John  B.  Shearer,  Jackson,  La. 

L.  FRANK  YOUNG. 

by  Mr.  &Mrs.  A.  B.  Freyer,  Shreveport,  La. 

by  Mrs.  Robert  Hart,  Jr.,  Campti,  La. 

by  Tbe  Campti  Methodist  Church 

by  Mrs.  E.  P.  Ferguson,  Campti,  La. 

by  Mrs .  Mary  Protho,  Campti,  La. 

by  The  Max  Evans  Family,  Campti,  La . 

byG.  F.  Wallace,  West  Monroe,  La. 

by  Mrs.  Louie  Trichel,  Campti,  La. 

by  Mr.  &Mrs.  J.  B.  Taylor,  Campti,  La. 

by  Mr.  &  Mrs.  Gus  O.  Broussard,  Campti,  La. 

by  Jordan  and  Booth,  Inc.,  Shreveport,  La. 

by  Mr.  &  Mrs.  P.  A.  Cloutier,  Campti,  La. 

by  The  Geronimo  Book  Club,  Natchitoches,  La. 

by  The  City  Bank  &  Trust  Co.,  Natchitoches,  La. 

by  Mr.  &  Mrs.  Ryan  Horton,  Natchitoches,  La. 

by  Mr.  &Mrs.  R.  G.  Markham,  Natchitoches,  La. 

MRS.  DAISY  EDGERTON 

by  Mrs.  L.  R.  Garrett,  Coushatta,  La. 

by  The  Patterson  Strother  Family,  Coushatta,  La. 

S.  E.  JOHNSON,  SR. 

by  Mrs.  Mary  R.  Johnson,  Keatchie,  La. 

MRS.  MARTHA  LYNN  McCORMICK  HATHAWAY 
by  Mrs.  J.  O.  Prairie,  Bunkie,La. 
by  Mrs.  Lucille  C.  Eason,  Alexandria,  La. 

WILLIAM  ALVIS  McGUFFIN 

by  Mr.  &  Mrs.  Owen  Clawson,  Vivian,  La. 

CHARLES  ALY 

by  Mr.  &  Mrs.  E.  R.  McDonald,  Newellton,  La. 

MRS.  WESLEY  HAWKINS 

by  The  Campti  Methodist  Church 


Board  of  Directors 

The  Board  of  Directors  met  Tuesday,  May  sec¬ 
ond.  Nominations  of  Board  members  for  three-year 
terms  were  made  to  the  Conference  Board  of  Hos¬ 
pitals  and  Homes.  These  will  be  presented  to  An¬ 
nual  Conference  for  election.  Programs  of  staff  de¬ 
velopment,  finance,  and  other  matters  were  dis¬ 
cussed.  Following  lunch  some  of  the  Board  were 
conducted  through  the  new  cottage. 

Green  Stamp  Drive 

The  Methodist  Youth  Fellowship  of  Trinity 
Church,  Ruston,  has  initiated  a  drive  for  Green 
Stamps  to  buy  a  station  wagon  for  the  Home.  At 
last  report,  about  half  of  the  required  number  of 
stamps  have  been  received.  The  following  letter  was 
received  by  the  Superintendent  of  the  Home: 

“Dear  Rev.  Ezell: 

The  Trinity  MYF  Green  Stamp  drive  is  coming 
along  fine.  We  have  had  such  a  good  response  from 
individuals  and  churches  throughout  the  state.  We 
still  need  more  stamps  or  cash  donations,  but  we 
are  still  working  at  it  and  hope  that  we  can  have 
the  car  for  the  Home  by  early  summer.” 

Sincerely, 

Barbara  McKee 

Steering  Committee  Chairman 

Alumni  Homecoming 

Mr.  Boyce  Davidson,  President  of  the  Alumni 
Association  of  the  Home,  announces  the  annual  re¬ 
union  for  Sunday,  June  11,  on  the  grounds  of  the 
Home.  Saturday  night,  June  10,  there  will  be  a 
barbeque  and  a  business  meeting  at  the  Leon 
Manning  residence,  Ruston.  Schedule  for  Sunday 
will  be:  Coffee  at  9:30;  business  meeting  at  10:30; 
worship  service  at  11:15;  lunch  at  noon.  Alumni 
and  their  families  are  cordially  invited  to  attend. 


HORACE  J .McKINLEY 

by  "The  Couples  Club",  Mobile,  Ala. 

DREW  MOSS 

by  Miss  Bertie  Whithome,  Oak  Ridge,  La. 

J.  E.  FILES 

by  Miss  Bertie  Whithome,  Oak  Ridge,  La. 

MOTHER  ZIMMER 

by  Miss  Bertie  Whithome,  Oak  Ridge,  La . 

MRS.  TURLEY 

by  Miss  Bertie  Whithome,  Oak  Ridge,  La. 

ED  SHORT 

By  Mr.  &  Mrs.  Gene  Benoit  &  Children,  Crowville,  La. 
MRS.  ISABEL  B.  ROLFE 

by  Roy  Windsor,  Jr.,  Bastrop,  La. 

O.  H.  BYNUM 

by  Roy  Windsor,  Jr.,  Bastrop,  La. 

by  Mrs.  Roy  C  Windsor,  Sr.,  Mer  Rouge,  La. 

MRS.  GRACE  MADDOX 

by  Mrs.  VidaB.  Campbell,  Castor,  La. 

E.  J.  SHORT 

by  Mr.  &Mrs.  Fred  L.  Hudson,  Winnsboro,  La. 

W.  F.  EDMISTON 

by  Mr.  &Mrs.  R.  C.  Hamilton,  Gilliam,  La. 
by  The  Lytton  Family,  Gilliam,  La. 
by  W.  D.  Garrett,  Hosston,  La. 
by  Mr.  &  Mrs.  A.  H.  Brownlee,  Gilliam,  La. 
by  Mr.  &Mrs.  Tommy  G.  Stinson,  Belcher,  La. 

MRS.  TENNIE  BROWNE 

by  Mr.  &  Mrs.  A.  M.  Boggs,  Plain  Dealing,  La. 
by  Miss  Zola  Keoun,  Plain  Dealing,  La. 

J.  L.  GARVER 

by  Mrs.  Roy  C.  Windsor,  Sr.,  Mer  Rouge,  La. 
by  The  Methodist  Choir,  Mer  Rouge,  La. 

MRS.  MARTHA  JANE  EDWARDS 

by  Mrs.  Laura  Bell  McKay,  Pollock,  La. 

by  Mr.  &  Mrs.  Charles  Thacker,  Winnsboro,  La. 


Continues  next  week 


Some  of  our  high  school  grads. 

Memorial  gifts  to  Home  to  honor  loved  ones 
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Covington's  Woman’s  Society  officers  are  pictured  at  the  installation  held 
on  May  9.  Mrs.  M.  D.  Fyfer,  New  Orleans  District  vice  president,  was  the  in¬ 
stalling  officer. 


COLUMBIA  MEMBERSHIPS 

The  Woman’s  Society  of  Christian 
Service  of  Columbia,  concluded  a  suc¬ 
cessful  year’s  work  in  a  general  session 
at  the  church  May  1  with  a  good 
attendance.  Mrs.  S.  A.  Seegers,  the 
president,  presided  and  gave  a  sum¬ 
mary  of  the  past  year’s  work  and  plans 
for  the  future.  Mrs.  Earl  Harris  pre¬ 
sented  the  program  topic,  “An  An¬ 
alogy.” 

Mrs.  Clyde  James,  treasurer,  report¬ 
ed  all  obligations  and  requirements 
met  and  paid  in  full  with  $1,800 
collected  and  expended  by  the  whole 
society,  not  including  funds  of  the 
Wesleyan  Service  Guild. 

Special  memberships  were  presented 
from  the  floor  to  Mrs.  Howard  Ben¬ 
nett,  spiritual  life  secretary,  by  Mrs, 
Charles  Simmons  from  the  Day  Circle 
and  to  Fran  Morris  from  the  Night 
Circle  by  Mrs.  Louis  Shelton  who 
mentioned  Fran  had  been  a  helpful 
youth  member  and  mascot.  Others  re¬ 
ceiving  special  memberships  not  able 
to  be  present  were  Mrs.  C.  D.  Farrow 
by  the  Night  Circle  and  Mrs.  S.  A. 
Seegers,  Jr.,  nee  Carolyn  Lee,  formerly 
of  Columbia,  now  of  Monroe,  who 
was  honored  by  her  husband’s  mother 
through  the  Night  Circle.  Babies  re¬ 
ceiving  special  certificates  from  the 
Day  Circle  were:  Sarah  Rose  Rowland, 
John  Collinsworth  McCants  III,  Wil¬ 
liam  Clay  Bennett,  and  Anna  Leslie 
Crump.  Mrs.  E.  L.  Carroll,  in-coming 
president,  presented  a  citation  and  past 
president’s  pin  from  the  society  to 
Mrs.  Seegers,  retiring  president. 


Mrs.  James  Plummer  receives  Life 
Membership  pin  from  the  Woman  s  So¬ 
ciety  of  Covington  First  Church.  The 
pin  is  presented  by  Mrs.  Henry  May- 
field. 


from  page  4 

DOCTORATES 

tive  in  the  fields  of  ministerial  recruit¬ 
ment  and  mission  leadership.  In  1958, 
he  was  chosen  by  the  Board  of  Mis¬ 
sions  to  participate  in  a  visit  to  sta¬ 
tions  in  Panama,  Bolivia,  Peru  and 
Chile.  In  1961  he  visited  missions  in 
India,  Hong  Kong,  Japan  and  Hawaii. 

He  has  also  been  most  effective  in 
his  work  with  young  people,  particular¬ 
ly.  in  guiding  them  in  the  field  of 
higher  education.  At  present  there  are 
ten  Centenary  Students  from  his  church 
in  New  Orleans  and  it  is  believed  that 
this  is  the  largest  group  from  any 
church  outside  Shreveport  presently  at¬ 
tending  Centenary. 


Shreveport  District  ministers  and  families  in  a  sing-a-long  led  by  Mrs.  J. 
C.  Skinner.  Hostesses  for  the  occasion  were  Mrs.  P.  M.  Caraway,  Sr.,  Mrs. 
G.  W.  Harkins,  Mrs.  E.  L.  McKay,  and  Mrs.  A.  J.  Trickett.  Mrs.  L.  A.  Carring¬ 
ton  is  the  current  president  of  parsonettes.  Mrs.  George  F.  Pearce,  Jr.  was 
honored  with  a  birthday  gift  from  the  parsonettes. 


Dressed  in  19th  century  dresses  in  observance  of  the  Lake  Charles  Cen¬ 
tennial,  WSG  officers  of  Simpson  Church  were  installed  at  a  supper  meeting 
May  16.  Guild  officers  (not  all  pictured  above)  are:  president,  Kathryn  Bower; 
1st  vice-president,  Opal  Thompson;  recording  secretary,  Evelyn  Chaney;  treas¬ 
urer,  Laura  Hebert;  membership  cultivation,  Beryle  Long;  missionary  education 
&  service,  Ruth  Smith;  Chri  stian  social  relations,  Dorothy  Hadley;  spiritual  life 
cultivation,  Rose  Foreman  and  Frances  Willard;  program  material,  Laura  Hebert; 
supply  work,  Mabel  Collette;  local  church  activities,  Jodie  Collette;  publicity, 
Eva  Hadley;  coordinators,  Vera  Miles  and  Ora  Tolbert. 


Comment 

MISSIONARY  EDUCATION  AND  SERVICE 


Dear  Friends,  ,  .  „  ,  ,  ,  . 

It  is  hoped  that  you  are  making  plans  to  attend  the  School  or  Christian 

Mission  at  Centenary  College,  July  17-21.  _ _ 

The  study  themes  that  will  be  explored  are  ECUMENICITY,  CHRIST 
AND  THE  FAITHS  OF  MEN,  JAPAN,  and  MAN  AND  COMMUNITY. 
In  addition  to  the  attention  given  the  studies,  a  major  block  of  time  at  the 
school  will  be  set  aside  for  emphasis  on  leadership  development.  You  will  find 
helpful  publicity  in  the  May  issue  of  the  Christian  Service  Times. 

For  a  listing  of  the  text  books  and  some  of  the  supplementary  resource 
material  for  the  Methodist  Mission  Study  Program  for  adults  for  1967-1968,  see 
the  back  page  of  the  May  issue  of  “The  Methodist  Woman”  and  the  center 
spread  on  pages  22  and  23.  For  a  more  complete  listing  of  audiovisual  resources 
see  pages  24  and  25. 

For  a  comprehensive  listing  of  the  1967-68  mission  study  materials  for 
children,  youth,  and  adults  see  the  new  “Service  Center  Catalog,”  or  the  booklet, 
“Resources  for  Mission  Education,  1967-68.”  Listed  in  this  booklet  are  certain 
units  of  study  in  the  Methodist  church  school  age-group  periodicals.  These  are 
the  units  which  emphasize  missionary  education  or  one  of  the  study  themes. 
The  catalog  and  the  booklet  are  available,  free  of  charge,  from  Service  Center, 
Board  of  Missions,  The  Methodist  Church,  7820  Reading  Road,  Cincinnati, 
Ohio  45237. 


The  May  issue  of  The  Methodist  Story,  the  Annual  Program  Planning 
Number,  lists  texts  and  supplementary  material  for  the  mission  studies  for  all 
age  groups.  See  pages  48-50. 

Ideally  the  church  should  deal  with  all  four  themes.  Where  local  churches 
find  it  desirable  to  coordinate  or  combine  the  themes,  suggestions  may  be  found 
in  the  book,  “Coordinating  Mission  Studies,  1967-1968,”  by  John  D.  Hum¬ 
phrey,  which  places  major  emphasis  upon  ecumenicity. 

As  you  help  plan  for  the  year  as  a  member  of  the  Commission  on  Missions 
of  the  local  church  and  as  a  member  of  the  Committee  on  Program  of  the 
Woman’s  Society,  use  the  recommended  study  themes  and  other  effective  ideas 
for  missionary  education  in  a  variety  of  ways  and  a  variety  of  educational 
settings  in  the  church.  Helping  your  church  to  have  a  greater  involvement  in 
Methodist  missions  is  an  exciting  challenge. 

Mrs.  Garland  Dean,  Conference  Secretary 
Missionary  Education  and  Service 


Shreveport  District  Parsonettes  had  their  annual  spring  picnic  on  May  12. 
Some  are  pictured  as  they  were  entertained  by  youth  from  several  of  the  dis¬ 
trict  parsonage  families. 
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*&ettvu  fri&Ht  <yux 

1 1  A  Cambridge  Rd. 

Kowloon,  Hong  Kong 

Dear  Friends: 

Chinese  New  Year — actually  the  Lunar  New  Year— -celebrations  have 
just  been  concluded  and  it  has  been  a  joyous  and  happy  occasion  for  many 
with  feasting,  exchange  of  gifts,  giving  children  red  packets  of  “lucky 
money”  and  visiting  friends  and  relatives.  Of  course  there  has  been  a  great 
deal  of  noise  attending  all  the  celebrations  with  the  ever  present  fire 
crackers.  The  streets  have  literally  run  red  with  the  paper  from  millions 
of  exploded  ones.  As  far  as  is  possible,  everyone  buys  a  new  set  of  clothes; 
there  is  a  grand  house  cleaning  and  some  even  are  repainted,  so  that  every¬ 
one  starts  the  new  year  fresh  and  clean.  They  also  make  a  point  of  paying 
and  collecting  all  debts  before  the  New  Year. 

In  China  itself,  however,  there  is  quite  a  different  story.  There  was 
no  celebration  this  year  because  it  was  forbidden  by  the  government.  There 
is  a  great  deal  of  suffering  among  the  innocent  who  always  suffer  under 
oppressive  regimes.  We  have  heard  from  friends  (Chinese),  living  in  Hong 
Kong  who  have  ocntact  with  their  families  still  on  the  mainland,  that  the 
Christian  leaders  in  the  Foochow  area,  where  I  grew  up,  have  been  badly 
beaten,  made  to  parade  in  the  streets  with  humiliating  signs  hung  around 
their  necks,  and  are  now  in  hard  labor  camps.  All  this  has  happened  since 
the  Red  Guard  movement.  The  sister  of  one  of  our  Christian  workers  here 
in  Hong  Kong,  committed  suicide  as  a  result  of  Red  Guard  harrassment. 
Others  have  had  their  homes  ransacked.  A  young  couple  we  know  here  in 
Hong  Kong  dare  not  get  married  because  of  fear  of  reprisals  against  the 
girl’s  father  who  is  a  well  known  professor  in  a  university  in  Canton.  Our 
amah  reports  that  her  family,  who  remain  on  the  mainland,  are  begging 
her  to  send  clothing  because  they  don’t  have  enough  to  wear  during  these 
cold  months.  Much  as  we  hate  the  Communist  government,  we  can’t  help 
but  pity  those  who  suffer  under  it.  They  aren’t  all  Communists. 

We  had  a  wonderful  visit  with  my  mother  and  her  traveling  com¬ 
panion.  They  were  with  us  for  almost  two  months  so  we  were  busy  doing 
and  seeing  as  much  as  possible. 

It  is  amazing  to  me  how  long  it  is  taking  to  develop  the  preliminary 
plans  for  the  hospital.  Our  original  estimates  of  time  were  grossly  under¬ 
estimated.  Our  consultant  architect  from  Chicago  made  three  visits  to 
Hong  Kong  last  year  and  we  now  believe  that  we  have  a  solid  basic  design 
upon  which  to  proceed. 

Now  that  the  preliminary  planning  is  largely  completed,  I  will  be 
directing  more  of  my  attention  toward  fund-raising  and  promotional  efforts 
for  the  hospital.  Our  goal  is  US  $4,800,000  and  thus  far  we  have  US 
$1,000,000  pledged  by  the  Churches  of  North  America  and  Europe.  We 
are  hoping  to  succeed  in  enlisting  the  interest  of  some  Government  and 
other  church  sources.  This  is  a  critical  year  for  if  we  cannot  see  the  way 
of  raising  the  capital  requirement  for  the  622-bed  hospital,  we  shall  be 
forced  to  reduce  the  scope  of  the  program,  which  may  mean  cutting  the 
size  as  much  as  50%.  We  feel  this  would  be  unfortunate  because  the 
steady  growth  in  Hong  Kong’s  population  is  making  this  hospital  more 
and  more  urgent,  while  the  necessary  medical  facilities  cannot  be  provided 
without  assistance  from  outside  sources;  the  land  for  this  project  has  been 
allocated  by  the  Hong  Kong  Government  (worth  an  additional  US 
$2,000,000),  planning  is  far-advanced,  personnel  can  be  found,  and  run¬ 
ning  expenses  are  assured  for  this  hospital. 

Sincerely,  Richard  &  Betty  Blakney 


Caranavi,  Bolivia  March  3,  1967 
Mail:  Casilla  1409  LaPaz,  Bolivia 

Dear  Friends: 

We  are  making  real  progress  on  the  house,  and  are  both  really 
enjoying  our  work  here.  I  just  organized  a  choir  in  the  Church  that  is 
really  making  a  difference  in  the  services.  I  do  a  chart  for  each  Sunday, 
put  it  on  the  wall  of  the  church  and  teach  one  hymn  from  the  New 
Methodist  (Spanish)  Hymnal  each  week.  There  are  not  nearly  enough 
hymnals,  as  each  person  has  to  buy  his  own  and  brings  it  with  him  to 
church. 

We  also  have  begun  a  teacher’s  organization — invited  all  the  teachers 
in  Caranavi  in  an  effort  to  have  some  way  to  work  on  the  problem  of 
bettering  education  in  the  public  schools.  We  had  22  teachers  present.  The 
Catholic  nuns,  Adventist  School  teachers,  our  own  and  public  school 
teachers.  I  was  elected  treasurer,  and  am  looking  forward  to  teaching  a 
class  in  the  public  school  soon. 

This  past  week  the  teams  of  young  people  from  the  colonies  came 
in  for  their  monthly  meeting  and  an  evaluation  of  their  first  year’s  work. 
The  Conference  Executive  Secretary,  Carl,  and  the  Conference  Anthropolo¬ 
gist  met  with  them.  The  results  of  their  evaluation  show  that  while  there 
are  still  problems,  they  have  made  some  tremendous  strides  toward  living 
and  working  together  which  are  basic  in  a  world  where  cultures  and 
individuals,  each  deeply  different,  must  learn  to  take  TOGETHER  the 
message  of  Christianity. 

The  boys  are  enjoying  High  School  in  La  Paz.  Christy  and  Louis  are 
learning  to  do  Spanish  homework.  I  am  teaching  English  in  our  school  and 
helping  organize  a  WSCS.  Carl  stays  on-the-go  as  coordinator  of  twelve 
fast-moving  young  people.  We  are  all  content  and  busy. 

Much  love,  Julia  Williams 


TtltiAioKCvUet 

Dear  Friends: 

We  have  been  in  Chile  four  months  and  everyone  is  adjusting  well. 
It  was  late  winter  when  we  arrived  at  Santiago.  Coming  from  the  tropical 
climate  of  Costa  Rica  and  sleeping,  dressing  and  showering  in  40°  tem¬ 
perature  with  only  a  little  kerosene  space  heater  were  a  bit  of  a  shock  to 
our  systems.  However,  we  are  fortunate  as  the  boys  in  the  agricultural 
school  here  do  not  have  any  heat  in  their  rooms  and  it  gets  down  to  freez¬ 
ing  several  times  during  the  winter. 

Joy’s  first  big  frustration  was  with  the  wood  cook  stove.  The  only 
wood  available  was  green  and  she  just  couldn’t  get  it  to  burn  fast  enough 
to  get  the  stove  hot  enough  to  cook  anything.  But  a  few  weeks  drying  in 
the  sun  solved  this  problem — we  were  glad  we  didn’t  arrive  during  the 
rainy  season. 

Chile  appears  to  be  progressing  quite  rapidly.  The  new  paved  road 
that  passes  in  front  of  the  farm  and  school  should  be  finished  next  year 
sometime.  A  new  national  agricultural  research  center  in  Santiago  is 
impressive.  This  year  a  new  hospital  will  be  ready  in  Angol,  a  city  of 
35,000  just  three  miles  away. 

El  Vergel  is  350  miles  south  of  Santiago,  12  hours  by  bus  and  14 
hours  by  train.  It  is  quite  dry  for  three  to  four  months  and  we  have  to 
irrigate  the  crops,  garden  plots  and  orchards.  We  get  about  40  inches  of 
rain  in  the  winter  months.  There  are  a  lot  of  scenic  hills  in  the  area  and 
from  the  tops  of  these  hills  one  can  see  to  the  east  the  majestic  snow¬ 
capped  Andes. 

The  children  are  learning  Spanish  rapidly  as  they  play  with  the  chil¬ 
dren  of  these  families.  They  are  having  summer  vacation  now  and  spend 
much  of  their  time  swimming.  They  are  also  enjoying  riding  the  many 
horses  that  are  used  for  farm  work  and  for  transporting  the  219  workers 
over  the  3,800  acres. 

The  biggest  share  of  the  farm  is  hills  of  pine  trees  interspersed  with 
permanent  pasture  where  there  is  feed  for  more  than  100  dual  purpose 
German  Clave  Aleman  cows  that  presently  graze  there.  We  have  about 
900  acres  of  crop  land  with  the  greatest  part  in  rotation  meadow  for 
pasture  and  hay  for  the  45  Holstein  cows,  heifers,  horses  and  beef  calves. 
There  is  barn  room  and  pasture  enough  for  75  to  80  cows  and  the  demand 
for  milk  is  far  from  being  met,  so  Bob  wants  to  increase  the  herd  size. 
Families  get  only  one-half  quart  a  day  and  some  have  six  to  eight  children. 
There  are  acres  of  fruit  trees  and  several  acres  used  for  the  nursery — trees, 
shrubs  and  flowers. 

There  will  be  about  60  boys  in  the  agricultural  school  next  year  which 
begins  the  latter  part  of  March — the  boys  spend  three  years  in  the  school 
after  two  years  of  previous  high  school  training.  Bob  will  be  teaching  the 
courses  in  Animal  Husbandry.  Joy  will  be  teaching  seventh  and  eighth 
grade  home  economics  in  the  girls’  agricultural  school  and  will  probably 
have  to  take  the  responsibility  as  the  dietician  at  the  agricultural  school 
for  boys. 

Joy  just  returned  from  Annual  Conference  with  the  news  that  Bob 
was  also  appointed  assistant  pastor  of  the  church  in  Huequen,  a  very  poor 
community  of  about  3,000,  one  mile  from  the  farm.  Many  of  the  El  Vergel 
farm  workers  live  there.  Those  that  do  common  labor  earn  about  $1.20  a 
day.  Social  service  is  desperately  needed.  I  notice  the  nurse  in  the  clinic 
here  at  the  farm  helps  care  for  some  of  the  sick  there. 

We  are  receiving  gifts  of  $50-$  100  each  month  for  our  pickup,  so 
it  appears  we  will  be  able  to  order  it  within  a  year. 

Cordially  yours, 

THE  ROBERT  K.  JOHNSONS, 
Bob,  Joy,  Maynard, 

Cheryl,  Sandra  and  Gary 


10525  Brockbank  Drive 
Dallas,  Texas  75229 
March  1967 

Dear  Friends: 

Our  hearts  have  been  saddened  these  past  few  weeks.  In  and  around 
the  city  of  Rio  de  Janeiro,  where  we  have  worked  for  four  years,  approxi¬ 
mately  500  people  have  lost  their  lives  due  to  heavy  flooding  and  land¬ 
slides.  These  tragedies  occurred  within  a  period  of  five  weeks.  Since  we 
lived  through  a  similar  experience  in  January  of  1966  in  which  more  than 
300  people  died,  we  can  well  imagine  how  much  suffering  is  now  taking 
place. 

It  would  be  difficult  to  describe  the  misery  which  exists  in  these  many 
shantytowns  which  are  so  common  not  only  in  Brazilian  cities  but  all  over 
Latin  America.  One  man  described  them  as  places  “where  the  world’s 
urban  poor  huddle  together  to  glare  at  the  affluent  world  around  them 
and  to  gnaw  on  the  bones  of  discontent.”  Living  in  such  a  situation  is  not 
what  these  people  want  but  they  have  no  other  choice. 

We  will  be  returning  to  Brazil  the  latter  part  of  this  year  to  work  in 
Brazil’s  poverty-stricken  Northeast.  We  have  been  assigned  to  Recife,  city 
of  one  million  people  and  capital  of  Pernambuco.  It  is  an  old  city — more 
than  400  years  old — where  our  Methodist  work  has  just  been  started.  We 
are  told  that  there  are  two  small  congregations  with  a  number  of  preaching 
points. 

In  Christ’s  Name, 

BOB  SPENCER 
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1966  General  Conference  Resolution 
now  before  all  Annual  Conferences 

( The  complete  text  of  the  resolution  which  deals  with  elimination  of 
the  racial  structure  which  now  exists  in  the  Central  J urisdiction  organi¬ 
zation  in  the  Methodist  Church ). 


1.  By  the  adoption  of  this  Resolution  each 
Annual  Conference,  each  Jurisdictional  Confer¬ 
ence,  the  General  Conference,  each  College  of 
Bishops  and  the  Council  of  Bishops  pledge  their 
best  efforts  to  eliminate  as  soon  as  possible  all 
forms  of  racial  structure  from  the  organization 
of  The  Methodist  Church,  and  further  pledge  to 
do  everything  possible  to  develop  greater  under¬ 
standing  and  brotherhood  in  all  aspects  of  church 
life  and  work. 

2.  Each  Annual  Conference  and  Jurisdic¬ 
tional  Conference  which  has  been  part  of  a  mer¬ 
ger  of  churches  or  Conferences  formerly  separated 
by  racial  distinctions  pledges  its  best  efforts  to 
work  out  all  remaining  adjustments,  to  use  the 
ability  of  both  clergy  and  laymen  wherever  they 
can  be  most  effective  in  the  work  of  the  Church, 
and  to  serve  all  people  without  regard  to  race. 

Where  such  mergers  have  not  yet  been 
realized,  each  such  Conference  expresses  its  earn¬ 
est  determination  to  work  toward  such  merger 
at  the  earliest  possible  date  and  hereby  pledges  to 
establish  a  Committee  on  Inter-Conference  Rela¬ 
tions  composed  of  an  equal  number  of  ministers, 
laymen  and  youth  to  implement  the  recommenda¬ 
tions  and  resolutions  of  this  report  and  recom¬ 
mendation  of  the  Plan  of  Action  for  the  elimination 
of  the  Central  Jurisdiction  adopted  by  the  1964 
General  Conference  and  that  each  board  and 
agency  of  the  Church  be  alert  for  opportunities  to 
assist  each  Committee  in  every  possible  way. 

3.  Whenever  such  mergers  hereafter  take 
place  the  continuing  Annual  Conference  will: 

a.  Accept  into  its  membership,  with  all  the 
same  rights,  privileges,  status  and  obligations, 
all  ministerial  members  (whether  on  trial  or 
in  full  connection)  appointed  to  charges  lo¬ 
cated  geographically  within  the  continuing 
Conference,  and  all  ministerial  members 
under  special  appointment  or  retired  minis¬ 
terial  members  who  hold  Quarterly  Confer¬ 
ence  membership  in  a  local  church  located 
geographically  within  the  boundaries  of  the 
continuing  Conference. 

b.  Insofar  as  possible,  the  ministerial  and  lay 
persons  now  serving  on  boards  and  agencies 
of  both  of  the  merging  Conferences  shall 
serve  during  the  current  quadrennium  on  like 
or  similar  boards  and  agencies  of  the  con¬ 
tinuing  Conference,  and  thereafter  member¬ 
ship  in  all  such  Conference  boards  and 
agencies  shall  be  open  to  all  persons  on  the 
basis  of  their  qualifications  without  regard 
to  race.  In  the  event  any  Disciplinary  pro¬ 
vision  limiting  the  number  of  members  of  a 
board  or  agency  should  prevent  the  continua¬ 
tion  of  all  members  during  the  current 
quadrennium,  the  Cabinet  shall  determine 
which  members  shall  continue,  in  the  spirit 
of  this  Resolution,  being  careful  to  provide 
for  a  continuing  representation  of  both  of 
the  former  Conferences. 

c.  Within  the  boundaries  of  such  a  continuing 
Conference  opportunities  for  spiritual  and 
intellectual  growth  in  Christian  service  shall 
be  made  available  to  all  without  regard  to 
race  or  color.  Such  equal  opportunities  shall 
be  provided  particularly  in  such  aspects  of 
Conference  programs  as  activities  of  the 
Woman’s  Society  of  Christian  Service,  Wes¬ 
leyan  Service  Guild,  youth  work,  leadership 
training  enterprises  and  the  Board  of  Lay 
Activities. 

4.  Upon  the  adoption  of  this  Resolution  by 
the  requisite  vote  in  the  North  Carolina-Virginia 
Conference,  each  of  the  Western  North  Carolina, 
North  Carolina  and  Virginia  Conferences,  all  of 
the  Annual  Conferences  of  the  Central  Jurisdic¬ 
tion  and  all  of  the  Conferences  of  the  Southeastern 
Jurisdiction,  the  North  Carolina-Virginia  Annual 
Conference  will  be  dissolved.  Each  church  for¬ 
merly  part  of  the  North  Carolina-Virginia  Con¬ 
ference  shall  thereupon  be  merged  with  and  be¬ 
come  part  of  the  other  of  said  Annual  Conferences 
within  the  geographic  bounds  of  which  it  is  lo¬ 
cated. 

5.  Upon  the  adoption  of  this  Resolution  by 
the  requisite  vote  in  the  Tennessee-Kentucky  Con¬ 
ference,  in  each  of  the  Hol3ton,  Tennessee,  Mem¬ 
phis,  Kentucky  and  Louisville  Annual  Conferences 
of  the  Southeastern  Jurisdiction,  in  all  of  the  An¬ 
nual  Conferences  of  the  Central  Jurisdiction  and 
in  all  of  the  Conferences  of  the  Southeastern  Juris¬ 
diction,  the  Tennessee-Kentucky  Annual  Confer¬ 
ence  will  be  dissolved.  Each  church  formerly  part 
of  the  Tennessee-Kentucky  Conference  shall  there¬ 
upon  be  merged  with  and  become  part  of  the  other 
of  said  Annual  Conferences  within  the  geographic 
bounds  of  which  it  is  located. 

6.  Upon  the  adoption  of  this  Resolution  by  a 
2/3rds  vote  of  those  present  and  voting  in  each  of 
the  Louisiana,  Southwest,  Texas  and  West  Texas 


Conferences  of  the  Central  Jurisdiction,  in  all  of 
the  Annual  Conferences  of  the  Central  Jurisdic¬ 
tion,  and  in  all  the  Annual  Conferences  of  the 
South  Central  Jurisdiction,  the  bishop  formerly 
serving  the  Southwestern  Area  of  the  Central 
Jurisdiction  shall  be  transferred  to  the  South 
Central  Jurisdiction  for  residential  and  presi¬ 
dential  service,  and  the  Louisiana,  Southwest, 
Texas  and  West  Texas  Conferences  formerly  part 
of  the  Central  Jurisdiction  will  be  Conferences  of 
the  South  Central  Jurisdiction. 

7.  Upon  the  adoption  of  this  Resolution  by 
a  2/3rds  vote  of  those  present  and  voting  in  each 
of  the  Central  Alabama,  Florida,  Georgia, 
Mississippi,  Upper  Mississippi  and  South  Carolina 
Conferences  of  the  Central  Jursdiction  and  in  all 
of  the  Annual  Conferences  of  the  Central  Juris¬ 
diction  and  all  the  Annual  Conferences  of  the 
Southeastern  Jurisdiction,  the  bishops  who  are 
then  serving  the  Atlantic  Coast  and  Nashville- 
Carolina  Areas  of  the  Central  Jurisdiction  shall  be 
transferred  to  the  Southeastern  Jurisdiction  for 
residential  and  presidential  service,  and  the  Cen¬ 
tral  Alabama,  Florida,  Georgia,  Mississippi,  Upper 
Mississippi  and  South  Carolina  Conferences  for¬ 
merly  part  of  the  Central  Jurisdiction  will  be  Con¬ 
ferences  of  the  Southeastern  Jurisdiction.  The 
transfer  and  merger  of  Conferences  under  para¬ 
graphs  4  and  5,  and  the  transfer  of  Conferences 
under  paragraphs  6  and  7  will  be  effective  upon 
the  close  of  a  special  session  of  the  Central  Juris¬ 
dictional  Conference  of  1967,  and  the  Central 
Jurisdiction  will  thereupon  be  dissolved. 

8.  By  the  adoption  of  this  Resolution  by  the 
Southeastern  and  South  Central  Jurisdictional 
Conferences  and  by  the  Colleges  of  Bishops  of 
Southeastern  and  South  Central  it  is  determined 
that  beginning  in  1968  the  episcopal  residences 
and  Areas  will  be  so  arranged  that  no  Area  will  be 
composed  solely  of  Annual  Conferences  formerly 
part  of  the  Central  Jurisdiction. 

9.  By  the  adoption  of  this  Resolution  the 
Council  of  Bishops  evidences  its  readiness  to  trans¬ 
fer  bishops  across  Jurisdictional  lines  in  order  to 
effectuate  the  purpose  of  this  Resolution,  and  the 
bishops  individually  affirm  their  readiness  to  serve 
wherever  they  can  be  of  greatest  use. 

10.  By  the  adoption  of  this  Resolution  each 
Annual  Conference,  each  Jurisdictional  Confer¬ 
ence,  the  General  Conference,  each  College  of 
Bishops  and  the  Council  of  Bishops  express  their 
determination  to  do  everything  possible  to  bring 
about  the  elimination  of  any  structural  organiza¬ 
tion  in  The  Methodist  Church  based  on  race  at 
the  earliest  possible  date  and  not  later  than  the 
close  of  the  Jurisdictional  Conferences  of  1972. 
They  further  express  their  earnest  determination 
to  do  everything  possible  to  develop  greater  under¬ 
standing  and  brotherhood  in  Methodism  as  well 
as  in  the  world. 


FORESIGHT  of 
one  man  brings 
HOPE  to  many 

Some  would  call  them  “highly  pro¬ 
fessional  junk  dealers,”  other  “pawn¬ 
brokers,”  but  to  Dr.  Burleigh  Mat¬ 
thews,  an  eye  specialist  from  Indian¬ 
apolis,  Ind.,  and  his  wife,  they  are  only 
“laymen  trying  to  help  the  cause  of 
Christians.” 

What  they  have  done  so  far  to  help 
the  “cause”  is  ship  50  tons  of  medical 
equipment  to  ten  hospitals  in  India, 
send  38  tons  of  medical  supplies  to 
World  Medical  Relief  in  Detroit,  Mich., 
build  a  medical  dispensary,  a  25-bed 
hospital,  leprosarium  and  electrical  sys¬ 
tem  for  Kamalnagar  Hospital,  India, 
provide  over  65,000  pairs  of  glasses 
to  Yadgiri  and  38  scholarships  at 
Prakashalaya,  Tandur  and  Baroda 
Schools.  Plans  are  now  underway  to 


purchase  a  much-needed  Indian  man¬ 
ufactured  ambulance  to  be  used  at 
Kamalnagar  Village  Medical  Center 
and  the  Leprosarium  at  Udgir. 

Their  shop  is  a  garage  in  the  back 
of  their  house  and  their  only  employ¬ 
ees  are  themselves  and  those  inter¬ 
ested  enough  to  keep  the  shop  going. 
Though  Dr.  Matthews  mostly  collects 
and  packs  the  materials  for  shipment 
himself,  he  is  aided  by  members  of 
the  Medical  Auxiliary,  volunteers  and 
a  few  retired  men  of  the  area. 

There  is  no  payment  for  supplies 
and  no  profit  to  be  gained  in  such  a 
business,  only  the  satisfaction  of  doing 
something  to  help  others.  It  is  a  dream 
come  true  and  a  feeling  of  pride  in 
seeing  the  dream  grow  and  grow. 

“Our  non-profit  project  is  almost 
getting  out  of  hand  since  we  are  at¬ 
tempting  to  do  so  much  alone,  but 
we  can’t  help  it  from  growing,”  Mrs. 
Matthews  said. 

The  Matthews  have  made  three  trips 
around  the  world  surveying  the  needs 
of  various  institutions  and  making  plans 
to  assist  in  new  projects.  Before  sailing 
on  their  last  trip  in  September  1966, 
they  had  made  arrangements  to  send 
lamps,  an  operating  table,  suction  ma¬ 
chine,  glasses  and  other  instruments  to 
India,  20  beds  to  Bombay  and  600 
pairs  of  glasses  to  Kapanga,  Congo. 
Over  $4,000  had  been  collected  in 
old  gold  which  will  help  to  finance  a 
mobile  eye  clinic  in  South  India. 

Such  a  task  has  taken  great  deter¬ 
mination  and  patience,  but  Dr.  Mat¬ 
thews  calls  himself  an  “impatient  Meth¬ 
odist”  needing  help  and  supplies  to 
continue  his  work. 

Asked  to  supply  the  Ludhiana  and 
Vellore  Hospitals  in  India  and  the 
Piper  Memorial  Hospital  in  Kapanga, 
Congo  with  glasses,  Dr.  Matthews  says 
he  needs  thousands  more. 

Other  needs  include  gold  objects 
(white  or  yellow)  of  any  kind,  such  as 
watch  cases,  chains,  rings,  stick  pins, 
tie  clasps,  earrings  and  bracelets. 

The  Matthews  set  up  shop  approxi¬ 
mately  six  years  ago  and  there  hasn’t 
been  a  free  moment  since.  On  a  round- 
the-world  trip,  they  stopped  to  visit  the 
Rev.  and  Mrs.  Paul  Wagner,  mission¬ 
aries  to  Udgir  and  members  of  the 
Matthews’  church  in  Indianapolis. 


Dr.  and  Mrs.  Burleigh  Matthews 
are  shown  surrounded  by  the 
medical  supplies  and  equipment 
that  will  make  the  dreams  of 
many  needy  persons  overseas  a 
real  ity . 

Mr.  Wagner  was  making  plans  to 
build  a  dispensary  and  asked  Dr.  Mat¬ 
thews  for  his  advice  on  how  to  equip 
it.  Advice  he  gave  but  more  important 
Dr.  Matthews  took  action. 

Since  that  day,  he  has  been  to  all 
four  comers  of  the  United  States  drum¬ 
ming  up  business  and  interest  in  his 
projects.  He  has  made  over  364  speech¬ 
es,  some  more  recently  to  teenage 
groups  in  local  high  schools.  Most  of 
the  money  received  for  speaking  and 
travel  expenses  goes  into  projects  for 
India,  but  wherever  there  is  a  need, 
Dr.  Matthews  and  his  wife  have  tried 
to  answer  it. 


KEEP  SMILING 

In  this  world 
it  is  not 

what  we  take  up, 
but  what  we 
give  up,  that 
makes  us  rich. 

Let  me  help  you  be 
more  successful. 
Ask  your  next-door 


ROY  E.  BELL 


MO  3-2503 
ighbor 


Little  Rock’s  Favorite  Eating  Place 

"QUALITY  FOOD  AT  POPULAR  PRICES" 

Stop  in  and  enjoy  our  ex¬ 
cellent  variety  of  delicious 
foods  —  at  reasonable 
prices. 

LIDO 

CAFETERIA 

Little  Rock,  Arkansas 
615  MAIN  STREET 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5807  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 
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On  the  eve  of  Annual  Conference,  and  busy  times  in  Shreveport,  the  Area 
Office  staff  took  time  off  to  honor  the  director,  Dr.  Luman  E.  Douglas 
shown  with  Mrs.  Douglas  in  picture  at  left.  At  right  are  other  guests 
with  Dr.  Douglas--the  Rev.  Robert  E.  Carter,  Houghton,  and  the  Rev. 
George  F.  Pearce,  Jr.,  Shreveport  district  superintendent.  (Ml  photos) 


BELOW  LEFT:  The  Rev.  Calvin  0.  Lapuyade,  Chatham  (standing)  reports 
on  Town  and  Country  Work  at  Ruston  District  Council  meeting  in  Arcadia. 
Others  in  Group  (left  to  right):  the  Rev.  Charles  H.  Giessen,  Downsville, 
Missions;  the  Rev.  Byrd  L.  Terry,  Bernice,  Christian  Social  Concerns; 
the  Rev.  John  H.  Sewell,  Arcadia,  Adult  Work.  BELOW  RIGHT:  Dr.  Hen¬ 
ry  Rickey,  district  superintendent,  talks  with  the  Rev.  J.  J.  Caraway,  dis¬ 
trict  director  of  Methodist  Information.  Robert  C.  Smith,  Springhill,  dis¬ 
trict  lay  leader  and  the  Rev.  William  M.  Finnin,  Dubach,  are  at  right  in 
picture.  (Ml  Photos) 


AT  LEFT:  Ednadeen  Breaux  and 
her  brother,  Warren  (lower  left), 
were  Grand  Champion  winners  at 
the  LSU  State  Spring  Show  in 
Baton  Rouge.  Both  are  active 
members  of  the  Vinton  Methodist 
Church.  Ednadeen  won  “Sheep 
Showmanship”  for  her  lamb  named 
Charles,  and  is  shown  here  re¬ 
ceiving  her  1967  award  from  State 
4— H  agent,  C.  S.  Shirley.  Warren 
won  the  Appaloosa  Gelding  event 
with  "CootervilleChicken  Hawk.” 
The  Rev.  James  M.  Poole  is  their 
pastor. 


Oak  Grove  Methodist 
Youth  Fellowship,  Nat¬ 
chitoches,  sponsored  a 
Saturday  Cake  Sale  re¬ 
cently  called  “Operation 
Love."  This  event  net¬ 
ted  $102  which  was  pre¬ 
sented  to  a  family  ir 
need. 


Monroe  and  West  Monroe  Golden  Age  Clubs  combined  for  their  regular 
quarterly  meeting  at  Southside  Methodist  Church  April  20th.  Mrs.  R.  C. 
Kester,  president  of  the  Southside  Club  is  shown  below  left.  The  Rev. 
E.  W.  Sandel,  Claiborne  Methodist  Church  pastor,  who  spoke  at  the  meet¬ 
ing,  is  shown  in  center  picture  with  the  Rev.  Lea  Joyner,  host  pastor. 
BELOW  RIGHT:  Golden  Age  members  at  serving  table.  About  80  per¬ 
sons  attended. 


Nolley  Memorial  Methodist  Church  ’67  Senior  Class  were  honored  guests 
at  the  parsonage  in  Jena  recently.  The  Nolley  WSCS  sponsored  the  event. 
Mrs.  E.  J.  Barksdale  and  Mrs.  Ed  Bass  were  co-hostesses.  The  Rev.  E. 
J.  Barksdale  is  pastor. 


The  Julia  Webb  Lipscomb  Memorial  Fountain  at  First  Methodist  Church, 
Ponchatoula,  was  dedicated  April  23rd.  The  Rev.  Bentley  Sloane,  dis¬ 
trict  superintendent  of  Baton  Rouge  District  conducted  the  service  assisted 
by  Newman  Fitzmorris,  chairman  of  the  Official  Board,  Johnnie  Lou  Lips¬ 
comb,  and  the  Rev.  Jack  Winegeart,  pastor.  The  fountain  and  gardens 
were  given  in  memory  of  Julia  Webb  Lipscomb  by  her  family  and  friends. 
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Bishop  Paul  E.  Martin 
to  speak  at 
Rayne  Memorial 

Bishop  Paul  E.  Martin,  resident 
bishop  of  the  Houston  Area,  will  be 
the  guest  preacher  at  Rayne  Memorial 
Methodist  Church,  New  Orleans,  on 
June  11,  according  to  Dr.  Benedict  A, 
Galloway,  pastor. 

Bishop  Martin, 
elected  to  the  episco¬ 
pate  in  1944,  was  as¬ 
signed  to  the  Arkan- 
sas-Louisiana  Area 
where  he  served  for 
sixteen  years.  In 
1960  he  was  reas¬ 
signed  to  the  Hous¬ 
ton  Area. 

Under  his  leader¬ 
ship  the  Louisiana  Conference  made 
great  spiritual,  numerical  and  financial 
gains  which  resulted  in  Louisiana  be¬ 
coming  a  separate  Area. 

Bishop  Martin  is  a  native  of  Blos¬ 
som,  Texas,  and  received  the  B.A.  de¬ 
gree  from  Southern  Methodist  Univer¬ 
sity,  and  the  B.D.  degree  from  the 
School  of  Theology  at  Southern  Meth¬ 
odist  University. 

He  has  been  prominent  in  the  ac¬ 
tivities  of  the  General  Boards  of  our 
church  and  served  as  President  of  the 
Council  of  Bishops,  1961-62.  He  is  an 
author,  lecturer  and  world  traveler, 
t 

The  homes  of  the  nation  are  the 
bulwarks  of  personal  and  national  safe¬ 
ty  and  thrift. — J.  G.  Holland 

t 


Centenary 

Commencement 

James  W.  Hargrove,  senior  vice- 
president  of  Texas  Eastern  Transmis¬ 
sion  Company,  Houston,  spoke  at 
Commencement  exercises  at  Cente¬ 
nary  College,  Sunday  afternoon,  May 
28th,  in  the  Reginald  Henry  Hargrove 
Theatre. 

Earlier  in  the  afternoon  the  Rev. 
Jack  Cooke,  pastor  o  fthe  University 
Methodist  Church,  Baton  Rouge,  pre¬ 
sented  the  Baccalaureate  sermon  in 
the  Brown  Memorial  Chapel. 

Dr.  Jack  S.  Wilkes,  Centenary  Col¬ 
lege  president,  presented  diplomas  to 
130  graduating  seniors,  assisted  by 
Dean  Thad  N.  Marsh. 

The  traditional  seniors’  gift  to  Cen¬ 
tenary  College  this  year  was  in  the 
form  of  a  collection  of  books  for  the 
library  in  memory  of  R.  Thomas  Mer¬ 
rill,  a  French  instructor  killed  in  an 
auto  accident  during  the  Spring  se¬ 
mester. 

The  complete  list  of  graduates: 

CANDIDATES  FOR  DEGREES 

BACHELOR  OF  ARTS  (46):  Jane 
Wroten  Bailey,  Shreveoprt;  William 
Ashbrooke  Beaird,  Shreveport;  Maxine 
Staten  Best,  Greenwood;  Vicki  Lynn 
Bischoff,  Hot  Springs,  Ark;  Lucienne 
Bond,  Shreveport;  Patricia  Ann  Bur- 
nap,  Dallas,  Tex;  Paula  Kay  Camp¬ 
bell,  Benton;  Joseph  Frank  Carlisle, 
Shreveport;  Bill  Leonard  Critcher, 
Houston,  Tex,;  Morgan  Kelley  Deare, 
New  Iberia;  Robert  Wallace  Dicker- 
son,  Shreveport;  Charles  Edward  Lee 
Dunn,  III  Shreveport;  Patric  Ross 
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Two  Louisiana  churches 
featured  in  May  World  Outlook 


—Methodist  Information  Photo 


Charles  E.  Brewster 
of  New  York 
(right) 

interviews  the 
Rev.  Daniel  Steere 
for  the  story 
on  Asbury  Methodist 
Church. 


Two  Louisiana  Methodist  churches 
are  featured  in  the  lead  article  in  the 
May  issue  of  World  Outlook. 

They  are  Francis  Asbury  Church  in 
Baton  Rouge  and  Terrytown  in  New 
Orleans,  both  organized  by  New 
Church  Development. 

World  Outlook  sent  photographer 
Toge  Fujihira  of  the  Board  of  Missions 


and  writer  Charles  E.  Brewster  to 
Asbury  Church  on  the  Sunday  it  re¬ 
ceived  a  $10,000  check  from  the  Loui¬ 
siana  Conference  Thousand  Club. 

On  that  same  day,  the  pastor,  the 
Rev.  Daniel  C.  Steere,  received  sev¬ 
eral  new  members  into  the  church  and 
the  district  superintendent.  Dr.  Bentley 
Sloane,  baptized  the  Steeres’  infant  son. 


Ewing,  Dallas,  Tex.; 

Eula  Carolyn  Garison,  El  Dorado, 
Ark.;  Wallace  Hight  Garrett,  Shreve¬ 
port;  Glyn  Ann  Gilcrease,  Shreveport; 
John  Edwin  Goodwin,  Houston,  Tex.; 
Richard  Bond  Grisham,  Dallas,  Tex.; 
Lester  H.  Hammond,  III  Garland, 
Tex.;  Louise  Bert  Harris,  Shreveport; 
Dennis  Ralph  Herrington,  Shreveport; 
Nita  Fran  Hutcheson,  Texarkana, 
Tex.;  Ronald  Raymond  Inderbitzin, 
Shreveport; 

Allen  Roy  Jones,  Hot  Springs,  Ark.; 
J.  Pitts  Launey,  Dallas,  Tex.;  Percy 
Lee  Lawrence,  III,  Crowley;  James 
Michael  Little,  Houston,  Tex.;  Frankie 
Hughes  Lollar,  Shreveport;  Daniel 
James  McGlaun,  Shreveport;  Barbara 
Ann  McMillian,  Shreveport;  Marie 
Ann  Morgan,  Bossier  City;  Polly 
Townsend  Page,  Shreveport;  William 
Charles  Park,  Springhill;  Lucy  Faye 
Myers  Payne,  Shreveport;  Nancy  Claire 
Pickering,  Logansport;  Pamela  Plim- 
mer,  Springfield;  Robert  Edward  Rob¬ 
inson,  Jr.,  Shreveport;  Susan  Erica 

Please  turn  to  page  8 


New  Orleans 
proclaims  "Religion 
and  Alcoholi sm  Day" 

The  weekend  of  June  10th  and  1 1th 
has  been  officially  proclaimed  “Re¬ 
ligion  and  Alcoholism  Day”  in  New 
Orleans.  Observed  annually  in  New 
Orleans,  “Religion  &  Alcoholism 
Day”  calls  public  attention  to  the  role 
played  by  clergymen  and  churches  in 
coping  with  the  illness  of  alcoholism. 

This  project  is  promoted  by  the 
Clergy  Sub-Committee  of  the  Commit¬ 
tee  on  Alcoholism,  a  United  Fund 
Agency,  whose  chief  concern  is  the 
promotion  of  public  information  con¬ 
cerning  alcoholism,  particularly  the 
idea  that  it  is  a  treatable  illness,  and 
that  clergymen  are  interested  in  and 
capable  of  helping  their  parishioners 
in  obtaining  help. 

The  official  proclamation  refers  to 

Please  turn  to  page  8 


The  Cabinet  in  pre-conference  sessions  at  the  Washington-Youree  Hotel  in  Shreveport.  LEFT:  Dr.  Luman  E. 
Douglas  (back  to  camera);  Bishop  Aubrey  G.  Walton  (at  left);  the  Rev.  John  Kilpatrick,  Alexandria;  the  Rev. 
George  F.  Pearce,  Jr.,  Shreveport;  the  Rev.  Edward  Haug,  Monroe;  Dr.  Bently  Sloane,  Baton  Rouge,  Dr.  Henry 
Rickey,  Ruston;  Dr.  Carl  Lueg,  New  Orleans;  Dr.  J.  Henry  Bowdon,  Lafayette.  CENTER:  In  the  midst  of  a  Cab¬ 
meeting,  the  Rev.  Edward  Haug  fields  a  call  from  Monroe.  RIGHT:  Making  appointments. 


Qditomd 

A  CHARGE  TO  KEEP  I  HAVE 

Most  Methodist  annual  conferences  open  with 
the  hymn  “And  Are  We  Yet  Alive”  and  close 
with  the  singing  of  “A  Charge  to  Keep  I  Have,” 
reminding  the  clerical  and  lay  delegates  that  there 
is  a  new  conference  year  ahead,  and  for  those  from 
churches  involved  in  pastoral  changes  there  are 
ate  reaction  to  the  Methodist  appointive  system, 
new  responsibilities.  Whatever  may  be  our  immedi- 
there  should  be  no  encouragement  of  any  union 
plan  or  any  re-structuring  that  does  not  preserve 
it  or  a  reasonably  accurate  facsimile. 

In  one  of  the  current  Sunday  school  lessons 
on  Acts  there  is  a  description  of  the  part  Barnabas 
played  in  bringing  Paul  to  his  first  pastoral  re¬ 
sponsibility  at  Antioch.  The  editors  of  the  material 
have  headed  one  of  the  paragraphs  “the  right  man 
for  the  right  church,”  pointing  out  that  after  Bar¬ 
nabas  had  fulfilled  his  responsibility  for  checking 
on  the  Christian  work  at  Antioch  he  thought  im¬ 
mediately  of  Paul  —  still  in  Tarsus  contemplating 
his  recent  conversion  experience  —  as  the  only 
man  he  knew  that  was  fitted  to  lead  the  new 
church  in  its  great  adventure.  Barnabas  never 
heard  of  a  Methodist  district  superintendent,  but 
he  fulfilled  the  same  responsibility  and  did  the 
Antioch  church  a  great  favor  in  so  doing. 

Antioch  Christians  had  peculiar  problems  ahead 
of  them.  The  organizers  of  their  church  had  been 
among  those  who  fled  Jerusalem  following  the 
persecutions  that  arose  as  the  aftermath  of  the 
martyrdom  of  Stephen.  Many  of  them  were  Greek 
in  their  background  and  with  little  or  no  reason 
to  believe  with  the  Jerusalem  Christians  that  a 
man  had  to  be  a  Jew  before  he  was  a  Christian. 
This  was  just  the  place  for  the  recently-converted 
Saul  to  begin  his  pastoral  ministry  and  Barnabas 
knew  this.  This  means  we  connot  take  lightly  the 
administrative  work  of  Barnabas,  nor  can  we  min¬ 
imize  the  long  hours  that  the  bishop  and  the  dis¬ 
trict  superintendents  have  labored  seeking  in  this 


God's  Growing  Gibraltar 


‘SO  MI6HTILY  SKEW  THE  WORD  OF  SOD  AND  PREVAILED 
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present  day  to  fit  “the  right  man  to  the  right' 
church.” 

Dr.  Van  Bogard  Dunn,  dean  of  the  Methodist 
Theological  School  in  Ohio,  writing  in  The  Adult 
Student,  said:  “It  would  be  ridiculous  to  claim 
that  the  connectional  system  of  The  Methodist 
Church  is  described  by  Luke  in  the  Book  of  Acts. 
Luke  had  never  heard  of  such  a  thing,  and  the 
church  had  not  yet  evolved  anything  remotely 
resembling  our  contemporary  ecclesiastical  organ¬ 
ization.  But  it  is  not  (ridiculous  to  observe  that 
already  in  Acts  the  Christian  communities  in  var¬ 
ious  locations  were  closely  interrelated.  The  church 
in  Jerusalem  was  connected  with  the  church  at 
Antioch.  Likewise  the  church  at  Antioch  was  not 
a  self-contained  unit  but  was  dependent  on  other 
Christian  communities  for  supervision  and  leader¬ 
ship.” 

When  a  Methodist  minister  is  received  into 
conference  membership  he  surrenders  some  of  his 
personal  freedom.  He  agrees  on  entering  the  “trav¬ 
eling  ministry”  that  he  will  go  where  he  is  sent. 
Yet  for  his  surrender  of  freedom  he  receives  a 
bit  of  insurance.  He  is  assured  that  so  long  as 
his  character  is  beyond  reproach  he  will  have  a 
place  to  preach  every  year  of  his  life  until  he 
reaches  retirement  age.  It  may  not  be  the  one 
he  wants,  or  thinks  he  ought  to  have,  but  it  will 
be  a  church  with  an  opportunity  to  serve  people. 
The  church  that  is  a  part  of  the  Methodist  fellow¬ 
ship  also  gives  up  a  bit  of  its  freedom.  It  agrees 
to  receive  the  minister  that  is  sent  by  the  annual 
conference  —  again  not  always  the  one  it  had 
its  eye  on  —  and  it  is  never  without  pastoral 
leadership,  not  even  for  a  single  Sunday.  Those 
of  the  connectional  persuasion,  think  these  sur¬ 
renders  of  freedom  are  too  great  a  price  to  pay, 
and  yet  many  of  them  will  tell  you  that  they  wish 
they  had  a  similar  system  of  pastoral  supply.  Our 
observations  of  the  developments  of  the  Consulta¬ 
tion  on  Church  Union  cause  us  to  conclude  that 
if  any  plan  of  church  union  is  ever  devised  by 
this  group  it  will  be  one  without  our  type  of 
pastoral  appointment,  and  this  would  be  a  shame. 

Again  we  find  a  wise  word  in  what  Dr.  Dunn 
says:  “Particularly  in  The  Methodist  Church  do 
we  need  to  see  our  connectional  system  not  as 
something  imposed  upon  the  church  from  without 
but  rather  as  a  means  whereby  the  church  seeks 
to  serve  the  gospel.  Of  course,  it  is  not  perfect  and 
infallible.  But  it  does  witness  to  the  reality  of 
our  unity  in  Christ,  and  it  does  provide  a  struc¬ 
ture  which  enables  the  church  to  use  its  resources 
wisely  and  well.  The  connectional  system  helps 
us  to  get  the  right  men  in  the  right  places  at  the 
right  time.” 


the 

Editor's 

Corner 

RESTRICTIONS 
ON  MIXED  MARRIAGES 

We  continue  to  be  somewhat  dis¬ 
turbed  by  the  lack  of  real  communi¬ 
cation  concerning  just  what  changes 
if  any  the  Roman  Catholic  Church  is 
making  in  its  routine  procedures.  For 
instance,  many  Protestants  are  of  the 
opinion  that  since  Vatican  II,  the 
problem  of  mixed-marriages  is  not 
what  it  used  to  be. 

Apparently  the  Catholics  are  hav¬ 
ing  the  same  problem  with  their  own 
members,  for  the  editor  of  The  Guar¬ 
dian,  publication  of  the  Little  Rock 
Diocese,  felt  it  necessary  to  tell  his 
readers  last  week  that  there  really  had 
been  no  real  changes  in  former  rules 
concerning  mixed  marriages. 

He  does  say  that  the  Protestant  par¬ 
ty,  agreeing  to  raise  the  children  as 
Catholics,  may  make  this  an  oral 
promise  instead  of  a  written  one  “if 
the  bishop  of  the  diocese  agrees.” 

However,  these  paragraphs  indicate 
that  no  serious  changes  have  actually 
occurred: 

“From  the  earliest  years  the  Cath¬ 
olic  is  taught  that  the  Catholic  Church 
is  the  only  true  Church  as  established 
by  Christ.  The  Catholic  is  also  taught 
that  faith  is  a  gift  from  God  ...  It 
is  hoped  that  the  millions  of  people 
who  do  not  possess  the  true  faith  are 
in  good  faith  in  the  religion  which 
they  profess  ...  In  that  case  we  say 
that  they  too  belong  to  the  true 
Church,  to  the  soul  of  the  Church. 

“Certainly  Catholics,  who  accept 
their  Church  as  the  only  true  one, 
could  not  be  satisfied  to  have  their 
children  reared  as  members  of  any 
other  Church.  A  non-Catholic  who 
believes  his  Church  to  be  the  true 
Church  should  not  want  his  children 
to  belong  to  any  other.  He  therefore 
should  not  and,  in  good  conscience, 
could  not  sign  the  required  promise. 
In  such  a  case  the  marriage  could  not 
take  place,  normally.” 

t 

After  Pentecost  those  disciples  who 
once  had  vacillated  stood  like  Gibral¬ 
tar. — G.  Ray  Jordan 
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Bishop  Mathews  addresses  Bi b/e  Society 


NEW  YORK  —  Methodist  Bishop  James  K.  Mathews  of  Boston  (right) 
was  the  prinicpal  speaker  at  the  151st  annual  meeting  of  the  American 
Bible  Society  in  New  York.  With  him  at  the  session  was  the  Rev.  Law¬ 
rence  F.  Almond,  executive  director  of  the  Massachusetts  Bible  Society. 


Methodist-EUB 

Merger 

Scoreboard 


Methodist-EUB  Merger  votes  re¬ 
ported  Monday,  May  29: 

EUB 

Six  additional  annual  conferences  of 
the  EUB  Church  have  voted  since  last 
week’s  tally,  making  a  total  of  17  con¬ 
ferences  having  voted.  Of  this  total, 
including  last  week,  there  were  2,037 
“Yes”  votes  and  616  “No”  votes.  The 
cumulative  affirmative  total  is  76.78%. 

METHODIST 


Here  are  the  results  from  the  8 
Methodist  Conferences  voting  during 
the  past  week: 


Conf. 

Yes 

No 

Northwest  Tex. 

350 

0 

Rio  Grande,  Tex. 

103 

1 

Central  Kans. 

371 

0 

S.  Car.  (CJ) 

11 

97 

Louisville,  Ky. 

254 

1 

Holston,  Tenn. 

603 

36 

Little  Rock,  Ark. 

167 

43 

Idaho 

83 

0 

TOTAL 

1942 

178 

This  is  almost  91.6%  affirmative, 
t 

Methodist  News  in  Brief 

The  Mississippi  and  North  Misissip- 
pi  Annual  Conferences  will  be  voting 
this  spring  on  a  detailed  plan  for  a 
$3,000,000  Mississippi  Methodist  Ac¬ 
tion  Crusade  for  capital  expansion  of 
conference-supported  institutions  and 
programs. 

Giving  to  the  Methodist  Youth  Fund 
showed  a  decrease  of  4.8  per  cent  in 
the  past  fiscal  year,  according  to  Miss 
Emeline  F.  Crane,  director  of  the  fund. 

Dean  Robert  E.  Cushman  of  the 
Duke  University  Divinity  School  has 
received  one  of  three  Outstanding 
Scholar-Teacher  Awards  presented  by 
Wesleyan  University  of  Middletown, 
Conn. 

*  *  * 

Methodist  Foundation 
for  Evangelism 
receives  $55 ,000 gift 

NASHVILLE,  Tenn.  —  Election  of 
officers  and  new  trustees  of  the  Meth¬ 
odist  Foundation  for  Evangelism  has 
been  announced,  along  with  a  large 
individual  gift  for  evangelistic  work. 

The  gift  is  a  $55,000  “initial”  dona¬ 
tion  from  A.  S.  “Gus”  Mertz,  Webster, 
N.  Y.  Such  gifts  are  channeled  through 
the  foundation  for  such  programs  as 
the  Harry  Denman  Lectureship,  train¬ 
ing  of  inner-city  parish  evangelists,  and 
other  special  projects  of  the  General 
Board  of  Evangelism  of  The  Methodist 
Church.  The  foundation  this  year  ap¬ 
propriated  more  than  $30,000  for  the 
general  purposes  of  the  Board  of  Evan¬ 
gelism  and  gave  support  to  several  spe¬ 
cial  projects. 

Re-elected  as  officers  of  the  founda¬ 
tion  were  Mr.  Mertz,  president;  Her¬ 
bert  J.  Taylor,  LaGrange,  Ill.,  vice- 
president;  Wilbert  H.  Dougherty, 
Natrona  Heights,  Pa.,  secretary;  and 
Harold  L.  Hermann,  Nashville,  treas¬ 
urer. 


(RNS  Photo) 

NEW  YORK— The  American  Bible 
Society  has  marked  the  150th  anniver¬ 
sary  of  free  Scripture  distribution  to 
the  U.  S.  Armed  Forces. 

Since  the  first  65  Bibles  were  given 
to  the  crew  of  the  USS  John  Adams  in 
1817,  almost  50,000,000  copies  of  the 
Scriptures  have  been  distributed  to 
military  personnel.  Part  of  the  socie¬ 
ty’s  funds  comes  from  Methodist 
World  Service. 

Keynote  speaker  for  the  observance, 
which  was  a  part  of  the  151st  annual 
meeting  of  the  society,  was  Methodist 


MCMSM  considers 
future  status 

NASHVILLE,  Tenn.  (MI)  —  The 
National  Conference  of  the  Methodist 
Student  Movement,  already  a  member 
of  the  new  ecumenical  University 
Christian  Movement,  plans  to  decide 
whether  to  continue  as  a  independent 
movement  “parallel”  to  UCM  or  to 
“affirm  the  UCM  as  its  primary  con¬ 
text  of  life”  and  “end  the  NCMSM 
structure.” 

The  Association  of  College  and  Uni¬ 
versity  Ministers  of  The  Methodist 
Church  expects  to  decide  in  June 
whether  to  unite  with  the  new  inter¬ 
denominational  National  Campus  Min¬ 
istry  Association. 

The  Association  is  not  in  the  Dis¬ 
cipline  and  would  not  need  General 
Conference  approval  for  its  decisions, 
the  spokesman  said. 

The  National  Conference  of  the 
Methodist  Student  Movement  will  meet 
at  Loyola  University,  Chicago,  June 
10-18,  in  conjunction  with  the  General 
Assembly  of  the  University  Christian 
Movement.  The  NCMSM  will  meet 
separately  June  10  and  11,  with  the 
UCM  June  11-16,  and  separately  again 
June  16-18. 

The  Association  of  College  and  Uni¬ 
versity  Ministers  of  The  Methodist 
Church  will  meet  with  the  National 
Campus  Ministry  Association  Convoca¬ 
tion  June  19-23  at  Michigan  State 
University,  East  Lansing. 

The  University  Christian  Movement, 
formed  last  year,  is  an  organization  of 
Protestant,  Anglican,  Roman  Catholic, 
and  Eastern  Orthodox  campus  groups. 

The  National  Campus  Ministry  As¬ 
sociation  has  members  from  several 
Protestant  denominations  and  some 
Roman  Catholics  also. 


Bishop  James  K.  Mathews  of  Boston, 
Mass.  “We  are  people  of  the  Word,” 
Bishop  Mathews  declared.  “The  Bible, 
as  the  Word  of  God,  offers  us,  through 
the  One  who  is  the  Word  made  flesh, 
an  avenue  of  access  to  God  and  to  a 
community  who  are  his  people.  The 
Word  is  the  key  to  the  power  of  God 
for  all  men  in  any  age.” 

Eduardo  Gattinoni,  head  of  Metho 
Press  and  board  chairman  of  the  Ar¬ 
gentine  Bible  Society,  was  one  of  ten 
named  to  honorary  life  membership 
in  the  American  Bible  Society. 


Four  receive 

Preaching 

Fellowships 

NASHVILLE,  Tenn.  (MI)  —  The 
Methodist  General  Board  of  Educa¬ 
tion’s  Department  of  Ministerial  Edu¬ 
cation  has  awarded  the  second  annual 
Fellowships  in  Preaching  to  four  Meth¬ 
odist  ministers  for  graduate  study  dur¬ 
ing  the  1967-68  academic  year. 

The  recipients  of  the  1967-68  Fel¬ 
lowships  in  Preaching  will  be  the  Rev. 
Richard  A.  Vickery,  Jr.,  Denver, 
Colo.;  the  Rev.  Kent  D.  Richmond, 
Evanston,  Ill.;  the  Rev.  David  M. 
Peters,  Shell  Beach,  Calif.;  and  the 
Rev.  Julian  M.  Aldridge,  Jr.,  Whitak¬ 
ers,  N.  C. 

The  ministers  will  attend  graduate 
schools  as  follows:  Mr.  Vickery,  Bos¬ 
ton  University;  Mr.  Richmond,  Garrett 
Theological  Seminary,  Evanston,  Ill.; 
Mr.  Peters,  School  of  Theology  at 
Claremont,  Calif.;  and  Mr.  Aldridge, 
Duke. 

The  basic  stipend  for  each  fellow¬ 
ship  grant  may  be  up  to  $3,500  de¬ 
pending  upon  the  recipient’s  antici¬ 
pated  needs,  according  to  Dr.  Gerald 
O.  McCulloh,  Nashville.  He  is  director 
of  the  Department  of  Ministerial  Edu¬ 
cation,  which  is  in  the  board’s  Division 
of  Higher  Education  here. 

t 

Evangelical  Theological  Seminary  in 
Naperville,  Ill.,  an  institution  of  the 
Evangelical  United  Brethren  Church, 
has  granted  the  request  of  Dr.  Paul 
H.  Eller  that  he  be  relieved  of  his 
responsibilities  as  president  by  this  au¬ 
tumn.  He  will  continue  as  a  mem¬ 
ber  of  the  Department  of  Church 
History. 


DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading:,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  jrulde  for 
use  in  your  homes. 

June  4 — Sunday  Psalms  66:1-20 

June  5  . Psalms  84:1-12 

June  6  ....  Psalms  92:1-15 

June  7  .  Matthew  7:13-29 

June  8  . . .  Matthew  10:16-33 

June  9  .  Matthew  16:13-28 

June  10 .  Mark  2:1-12 

June  11 — Sunday  Luke  6:39-49 


Methodist  Student 
Day,  June  11 

NASHVILLE,  Tenn.— Many  Meth¬ 
odist  churches  will  observe  the  annual 
Methodist  Student  Day  on  Sunday, 
June  11,  and  will  give  an  offering  to 
be  used  by  The  Methodist  Church  for 
scholarships  and  loans  for  outstanding 
students. 

The  purpose  of  Methodist  Student 
Day  is  to  help  deserving  Methodist 
students  get  a  college  or  university  ed¬ 
ucation  and  to  emphasize  the  work  of 
higher  education  in  Methodist-related 
institutions.  The  special  offering  will 
provide  Methodist  students  with  need¬ 
ed  financial  help  at  times  when  their 
earning  capacity  is  lessened  by  the  re¬ 
quirements  of  study. 

The  General  Board  of  Education 
administers  the  Methodist  Student 
Loan  and  Scholarship  program.  This 
program  benefits  Methodist  students 
considering  various  careers,  not  just 
those  planning  church-related  voca¬ 
tions. 

t 

Woman's  Division 
asks  all-out 
Vietnam  emphasis 

NEW  YORK — An  all-out  emphasis 
for  six  months  on  Vietnam,  at  the  same 
time  placing  it  in  “the  context  of  U.S. 
foreign  policy,”  was  supported  by  the 
Woman’s  Division  and  the  World  Di¬ 
vision  of  the  Methodist  Board  of  Mis¬ 
sions,  during  executive  committee 
meetings  here.  The  program  will  be  in 
cooperation  with  the  Methodist  Board 
of  Christian  Social  Concerns. 

The  emphasis  will  concentrate  on 
a  strategy  conference  in  Washington, 
D.  C.,  involving  Methodist  bishops 
with  a  special  interest  in  Vietnam  and 
at  least  100  persons  either  selected  by 
the  three  church  agencies  or  by  the 
bishops.  Lay  men  and  women  exper¬ 
ienced  in  international  affairs,  selected 
by  the  Board  of  Missions’  Woman’s 
Division  and  World  Division,  will  be 
included.  The  Vietnam  emphasis  will 
also  be  stressed  at  annual  conference 
meetings,  Christian  Social  Concerns 
strategy  conferences  and  regional 
schools. 

t 

A  $14,000  loan  has  been  made  by 
the  Board  of  Missions  to  the  New  Jer¬ 
sey  Council  of  Churches  to  help  make 
possible  a  rehabilitation  program  for 
men  and  women  released  from  prison. 
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Historical  Shiloh  Church  dedicated 


Pre-Conference  training  sessions 


Dr.  Pomeroy 
makes  the 
presentation  of 
the  resolution 
for  merger 
of  the 

Method  i  st- EUB 

churches  at 

Lake  Charles  meeting. 

Cecil  Bland 

and  W.  D.  Boddie 

made  other 

presentations.  There 
were  44  present. 


Wayne  Gilmore,  Lafay¬ 
ette  District  lay  leader 
presiding  over  session 
at  Franklin  Methodist 
Church  where  45  were 
in  attendance. 


Associate 
district  lay  leader 
Ron  Rickerson 
presides 
at  Alexandria 
District  meeting 
in  First 

Methodist  Church. 
29  attended. 


%£.?*** 

The  Rev.  Robert  Ed  Tay- 
'  lor  speaking  on  EUB  un- 

ion  at  Ruston  meeting— 
4  ^  which  attracted  the  lar- 

gest  attendance  of 
the 


Dr.  Carl  Lueg  presents 
the  facts  about  the  Meth- 
odist-EUB  church  merger 
being  voted  on  at  Annual 
Conference,  at  Baton 
Rouge-New  Orleans  train¬ 
ing  session. 


Sixty-one  attended  the 
session  at  Kenner  Metho¬ 
dist  Church,  where  the 
Rev.  Clyde  Frazier  (above) 
discusses  the  resolution 
to  dissolve  the  Central 
Jurisdiction. 


The  trustees— W.  P.  McFadden, 
Jr.,  Herbert  Ivy,  H.  H.  Timmons. 


Bishop  Walton  and  the  Rev. 
George  Pearce  greet  members  of 
congregation. 


Shiloh  Methodist  Church,  in  the 
Shreveport  District,  dates  back  to 
1895.  Its  1914  building  was  tom 
down  last  May.  A  year  later,  May 
21st  of  this  year,  the  congregation 
filled  the  new  pews  and  overflowed 
into  the  churchyard  as  Bishop  Walton 
conducted  a  service  of  dedication  for 
the  new  building — completely  paid  for. 

James  A.  Trickett,  a  Shreveport 
businessman,  is  part-time  supply  pas¬ 
tor,  studying  for  the  ministry.  This  is 
his  first  appointment. 

Dinner  on  the  grounds,  and  in  the 
rain,  followed  the  service.  A  similar 
service  was  held  last  spring  at  Long- 
street,  which  formerly  was  on  the  cir¬ 
cuit  with  Shiloh.  Longstreet,  too,  tore 
down  its  old  building,  built  a  new  one, 
paid  for  it  and  dedicated  it  within  a 
year,  and  Bishop  Walton  conducted 
the  service. 

Both  churches  share  an  origin  in  the 
late  1890s,  in  a  community  almost  on 
the  Texas  state  line. 

In  1914  the  Bethel  Church  —  now 
Shiloh  —  was  dedicated  by  the  Rev. 
George  Harper  and  the  Rev.  C.  H.  La- 
grone.  The  names  I.  M.  Timmons  and 
J.  A.  Luttrell  were  on  its  membership 
roll  —  names  repeated  in  this  year’s 
congregation. 

The  foundation  for  the  new  brick 
church  was  laid  on  June  15,  1966.  By 
mid-July  the  roof  was  on,  and  in  No¬ 
vember  the  furnishings  were  delivered 
and  installed. 

In  its  52  years,  Shiloh  has  had 
32  ministers. 

Trickett  is  the  owner  of  Shreveport 
Tent  and  Awning  and  Shreveport  Mat¬ 
tress  Company.  He  has  been  an  active 
member  of  Noel  church  for  many 
years,  and  teaches  a  Sunday  School 
class  there  three  Sundays  a  month,  go¬ 
ing  to  Shiloh  on  the  fourth  Sunday. 
Some  of  the  members  of  his  class  at¬ 
tended  the  dedication  service. 

He  is  associate  district  lay  leader 
of  the  Shreveport  District. 

He  graduated  from  Byrd  High 
School  and  in  1943  from  Centenary. 


— Methodist  Information  photos 


Shiloh  Methodist  Church 


The  Rev.  James  A.  Trickett  (left) 
and  visiting  pastor  from  neigh¬ 
boring  Baptist  Church. 


He  and  his  wife  Elizabeth  have  two 
sons,  David,  17,  graduating  this  month 
from  Byrd;  and  John,  12,  a  student  at 
Broadmoor. 

The  Shiloh  trustees  are  Hines  Tim¬ 
mons,  Herbert  Ivy,  and  W.  P.  McFad¬ 
den,  Jr.  T.  K.  Luttrell,  Sr.,  was  chair¬ 
man  of  the  memorials  committee.  On 
the  building  committee  are  Howard 
Gray,  Herbert  Ivy,  Dale  Heald,  H.  H. 
Timmons,  and  M.  F.  Timmons.  Mem¬ 
bers  of  the  finance  committee  are  Mrs. 
Dale  Heald,  Mrs.  D.  E.  Timmons,  and 
M.  F.  Timmons. 

The  Rev.  George  F.  £earce,  Jr., 
superintendent  of  the  Shreveport  Dis¬ 
trict,  participated  in  the  dedication 
service.  Mrs.  Trickett  was  pianist  and  a 
girls’  ensemble  from  Longstreet,  direct¬ 
ed  by  Mrs.  Eloise  Chaffin,  sang  two 
numbers. 

t 

MANGUM 

MEMORIAL  ACTIVITIES 

Dr.  Jack  S.  Wilkes,  president  of 
Centenary  College,  delivered  the  Min¬ 
istry  Sunday  address  in  Mangum  Me¬ 
morial  Church,  Shreveport,  May  21. 
At  the  same  service  the  multiple  choirs 
sang  “Thank  You  Lord”,  and  were 
recognized  for  their  faithful  service. 
Attendance  pins  and  certificates  were 
given  to  members  of  the  children’s 
and  youth  choirs.  Mrs.  Jimmy  Orton 
directs  the  Angel  Choir;  Mrs.  Rita 
Vines  is  director  of  the  Wesley  Choir; 
David  Edgar  directs  the  Youth  Choir. 
Mrs.  Ed  Kneipp,  music  director,  led 
the  multiple  choirs. 

Mrs.  Maxine  Watkins  presented  the 
program  “The  Business  Girls’  Inn  of 
Shreveport”  to  the  Sunday  evening 
Fellowship.  Mrs.  Watkins  is  director 
of  the  40-year  old  Methodist-sponsor¬ 
ed  institution.  The  Rev.  Ralph  Cain 
is  the  Mangum  pastor. 

t 

I  find  the  great  thing  in  this  world 
is  not  so  much  where  we  stand  as  in 
what  direction  we  are  moving. — Oliver 
Wendell  Holmes 
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DAVID  NESSER  WILL  SERVE  as 
president  of  the  Youth  Fellowship  of 
First  Church,  Baton  Rouge,  next  year. 
Officers  assisting  him  will  include 
Doug  Shepherd,  Viki  Wall,  Alice 
Walsh,  Ginger  Williams,  Betsy  Mc¬ 
Cord,  Marcia  Shaffer,  Randy  Harelson, 
and  Fran  Williams.  Their  pastor  is 
Dr.  Dana  Dawson,  Jr. 

THE  REV.  GRAYSON  WATSON, 
pastor  of  St.  Claude  Heights  Church 
and  Hope  Chapel,  spoke  to  the  Single 
Adult  Fellowship  of  Rayne  Memorial 
Church,  New  Orleans,  on  May  14  on 
the  subject:  “The  Church  and  Viet 
Nam.”  Dr.  B.  A.  Galloway  is  pastor. 

A  UNITED  WORSHIP  SERVICE 
was  held  by  the  Rocky  Springs  Bap¬ 
tist  Church  and  the  Lisbon  Methodist 
Church  at  Lisbon,  April  30.  The 
speaker  was  the  Rev.  Masingill.  The 
Rev.  C.  Ed  Henkel  is  pastor  of  Lisbon 
Methodists. 

SHARON  CUSICK  OF  SLIDELL 
was  named  as  representative  of  the 
New  Orleans  District  to  attend  the 
MYF  Mission  Tour,  sponsored  by  the 
Louisiana  Conference  Woman’s  So¬ 
ciety  of  Christian  Service,  according 
to  the  Slidell  Church  bulletin.  The 
charter  bus  tour  will  leave  June  4  and 
return  June  17,  after  visiting  Meth¬ 
odist  points  of  interest  in  southeastern 
states. 

MRS.  ROSS  FRYER  has  directed  the 
production  of  “The  Accusers,”  pre¬ 
sented  by  the  Junior  High  MYF  of 
Munholland  Church.  The  cast  in¬ 
cluded  Laurie  Adler,  Gail  Barber, 
Vicky  Claflin,  Debra  Fischer,  Chris 
Holmes,  Hugh  Joyner,  Daniel  Mal¬ 
lary,  David  Mallary,  Debra  Rhea,  and 
Bill  Rhea.  Presentations  were  made  in 
Parker  Memorial  Church,  New  Or¬ 
leans,  on  May  12,  and  in  Munholland 
Church,  Metairie,  on  May  13.  The 
Rev.  A.  W.  Townsend,  Jr.  is  their 
pastor. 

GRADUATES  WERE  HONORED 
by  the  Woman’s  Society  of  Wynn  Me¬ 
morial  Church,  Shreveport,  at  a  Sun¬ 
day  morning  breakfast  at  The  Foun¬ 
tain,  and  afterwards  at  the  morning 
worship  service,  May  14.  The  Rev. 
Ira  A.  Love  is  their  pastor. 


West  Monroe  First  Church  honored 
graduates,  pictured  above,  at  the  Sun¬ 
day  morning  service,  May  21,  and  af¬ 
terward  at  a  luncheon  at  the  Admiral 
Benbow  Inn.  A  swimming  party  fol¬ 
lowed  at  the  home  of  Mr.  and  Mrs. 
Charles  Chisholm.  The  Rev.  Kenneth 
McDowell  is  their  pastor. 


GRACE  CHURCH  METHODIST 
MEN  of  Ruston  have  elected  as  presi¬ 
dent  for  next  year  Mr.  Jack  Passon. 
Dr.  Rhesa  M.  Allen  will  be  program 
chairman,  and  Clyde  Taylor,  secre¬ 
tary-treasurer.  The  Rev.  Wilson  L. 
Watson  is  pastor. 


FOUR  CHOIRS  OF  BOSSIER  City 
First  Church  participated  when  the  new 
hymnal  was  introduced  to  the  congre 
gation  recently.  The  program  was  ar¬ 
ranged  by  Dean  Clark,  director  of  the 
adult  choir,  assisted  by  Douglas  Peter¬ 
son,  youth  choir  director,  and  Tommy 
Peyton,  director  of  two  children’s 
choirs.  Cedric  Smartt  is  organist  for 
all  groups.  The  orders  of  worship  and 
ritual  were  explained  by  the  pastor, 
the  Rev.  William  P.  Fraser.  The  thirty- 
voice  youth  choir  was  accompanied 
by  a  brass  quartet. 


DAY  WITH  CARLOS  WELCH  will 
be  observed  in  Natchitoches  First 
Church  on  June  4.  The  Rev.  and  Mrs. 
Welch,  missionaries  on  furlough  from 
India,  and  family  will  be  in  morning 
and  evening  services.  Mr.  Welch  re¬ 
ceived  his  early  education  in  Natch¬ 
itoches.  Dr.  Jolly  B.  Harper  is  the 
pastor. 

TRINITY  CHURCH,  RUSTON,  held 
the  annual  Family  Fun  Frolic  on  Tues¬ 
day,  May  9.  Tech  students  were  in¬ 
cluded  with  the  families.  Following  a 
covered-dish  supper  on  the  church 
lawn,  exhibits  were  viewed  in  Sunday 
school  rooms.  The  junior  high  youth 
presented  a  program.  The  Family  Life 
Committee  in  charge  of  arrangements 
included  Mrs.  Allen  Barksdale,  Mrs. 
David  Lee  Hays,  Mrs.  Scotty  Robert¬ 
son,  and  Mrs.  Jim  Dodds.  The  Rev. 
Douglas  L.  McGuire  is  pastor. 


The  Shreveport  district  parsonage  was  the  setting  for  a  party  on  May  20 
honoring  two  retiring  ministers  and  wives.  Pictured  above  on  the  right  are  the 
hosts,  the  Rev.  and  Mrs.  George  Pearce.  Retiring  couples  are  the  Rev.  and 
Mrs.  L.  A.  Carrington,  at  left,  and  the  Rev.  and  Mrs.  W.  H.  Bengston,  2nd  cou¬ 
ple  from  right.  Bishop  and  Mrs.  Aubrey  G.  Walton,  2nd  couple  from  left,  were 
also  guests 


Below  at  left,  honored  couples  hear  their  histories  read  by  the  Rev.  W.  R. 
Wendt  and  by  Dr.  B.  C.  Taylor.  At  right,  Ginger  and  Ryan  Horton  sing  and 
humorously  dramatize  retirement.  The  Rev.  and  Mrs.  B.  P.  Durbin,  also  retir¬ 
ing,  were  honored  earlier  in  the  year.  District  parsonettes  assisted  in  enter¬ 
taining.  Rob  Crichlow  sang,  accompanied  by  Mrs.  J.  A.  Trickett. 


Centenary  Church  at  Frankl inton  honored  seniors  on  April  23.  At  the  morn¬ 
ing  service  the  group  pictured  above  was  presented  gifts  by  the  WSCS  and  WSG. 
At  the  night  service,  the  entire  Franklinton  senior  class  members  were  guests 
at  worship  and  afterwards  at  a  reception  held  in  the  parsonage.  Receiving  the 
seniors  were  Mrs.  Chester  Green,  WSCS  president,  Mrs.  Fred  Schwendimann, 
wife  of  the  pastor,  and  Mrs.  Dorothy  Pierce,  campus  ministry  chairman.  At 
right,  above,  are  Mrs.  Earl  Martin,  Mrs.  Schwendimann,  and  Mrs.  Rufus  Dillon. 


BECKY  BUTLER  CROWNED 


“Miss  Northeast  1967”,  Rebecca 
Butler,  daughter  of  Mr.  and  Mrs.  Jerry 
R.  Butler  of  Arcadia,  is  crowned  by 
the  outgoing  Miss  Northeast,  Kathy 
Mooney,  at  the  annual  pageant '  re¬ 
cently  held  at  Northeast  Louisiana 
State  College  in  Monroe. 

Becky  Butler  is  a  freshman  at 
Northeast,  majoring  in  Home  Econom¬ 
ics.  In  the  Talent  division  she  demon¬ 
strated  how  several  costumes  may  be 
arranged  from  one  basic  outfit  with 
the  theme,  “There’s  No  Business  Like 
SEW  Business.”  She  will  compete  in 
the  Miss  Louisiana  Pageant  in  Monroe 
this  summer. 

Miss  Butler  is  a  graduate  of  Arcadia 
High  School  and  won  many  outstand¬ 
ing  honors  there.  She  wrote  a  weekly 
school  column  for  the  local  newspaper 
for  three  years  titled,  “BB  Shots.”  She 
was  also  very  active  in  her  church, 
First  Methodist  of  Arcadia,  where  she 
served  as  both  local  and  district 
M.Y.F.  officer,  and  was  a  member 
of  the  Youth  Choir.  She  was  also  Miss 
Bienville  Parish  of  1966. 

The  Rev.  John  H.  Sewell  is  her 
pastor  in  Arcadia. 

t 

FAMILES  OF  PINE  GROVE  Church 
near  Minden  enjoyed  a  family  night 
at  the  church  in  observance  of  Chris¬ 
tian  Family  Week.  Gay  and  Marcus 
Wren  of  First  Church,  Minden,  who 
attended  the  National  Family  Life  Con¬ 
ference  in  Chicago  last  fall,  shared 
their  experiences  and  gave  challenging 
thoughts  on  the  importance  of  family 
life  in  changing  times.  The  Rev.  John 
Lee  is  the  pastor  at  Pine  Grove. 


At  the  consecration  service  for 
the  new  parsonage  at  Grayson,  May  7, 
Bishop  Aubrey  G.  Walton,  left,  is  pic¬ 
tured  with,  from  left,  the  Rev.  Cecil 
C.  Mims,  pastor,  Mrs.  Mims,  Mrs.  A. 
Wells,  and  Monroe  District  Superinten¬ 
dent  Edward  R.  Haug. 
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Sunday  ScA&al 

By:  Alfred  A.  Knox 


LESSON  FOR  JUNE  11:  Salvation  for  all  men 


BACKGROUND  SCRIPTURE:  Acts  9:32  through 
11:18 


MEMORY  SELECTION:  God  our  Savior  ...  de¬ 
sires  all  men  to  be  saved  and  to  come  to  the 
knowledge  of  the  truth.  (I  Timothy  2:3-4) 


AIM  OF  THE  LESSON:  To  help  all  persons  come 
to  a  clearer  understanding  of  the  fact  that  the 
Christian’s  promises  arc  for  all  people  without 
any  reservation. 

*  *  * 

We  study  today  two  important  mileposts  in  the 
march  of  Christianity  away  from  an  exclusive 
Jewish  sect  to  a  worldwide  fellowship.  One  is  the 
story  of  Peter’s  vision  on  the  housetop  of  Simon 
the  tanner  in  Joppa  which  brought  him  the  divine 
message  that  “What  God  has  cleansed  you  must  not 
call  common,”  (11:9).  The  second  is  the  event  for 
which  the  first  must  be  seen  as  preparation  —  the 
conversion  and  baptism  of  Cornelius,  the  first  Gen¬ 
tile  received  into  the  Christian  fellowship. 

We  will  see  that  Peter  is  taken  to  task  by  the 
narrow  “circumcision  party,”  but  that  he  makes 
such  a  good  defense  that  this  radical  group  sees 
the  logic  of  the  position  and  comes  to  some  under¬ 
standing  that  it  is  the  desiny  of  “the  way”  to  carry 
the  word  of  the  risen  Christ  to  the  Gentile  world 
without  requiring  that  they  first  become  Jews.  This 
was  an  important  lesson  for  the  Jerusalem  Church 
to  learn,  and  it  is  one  that  is  just  as  important  for 
the  church  in  your  town.  The  Jews  saw  them¬ 
selves  as  a  “chosen  people,”  practicing  segregation 
against  all  manner  of  people  who  happened  to  be 
bom  outside  their  group.  In  every  age  the  people 
of  God  have  been  tempted  in  a  like  manner  to  be¬ 
lieve  that  their  protection  of  the  “purity  of  the 
faith”  required  some  kind  of  limitation  that  auto¬ 
matically  excludes  some  from  their  company.  God 
still  works  to  break  down  these  barriers  wherever 
they  occur. 

There  are  several  significant  points  in  the  ma¬ 
terial  covered  today.  Luke  has  devoted  almost  three 
whole  chapters  because  he  is  impressed  with  the 
importance  of  this  “next  step”  in  the  expansion  of 
the  Christian  movement.  Carrying  the  word  to  the 
Samaritans  had  been  one  step,  but  now  we  are  told 
how  an  outright  gentile  was  invited  to  share  in  the 
faith.  Dr.  Rhoda  C.  Edmeston,  in  The  International 
Lesson  Annual,  sees  more  to  it  than  that.  She  says: 
“But  this  was  not  only  an  expansion  in  the  mem¬ 
bership  of  the  group.  It  is  also  a  stretching  of  un¬ 
derstanding  on  the  part  of  the  followers  of  Jesus. 

*  *  * 

THE  VISION  ON  THE  HOUSETOP 

We  are  told  in  Acts  9:32-36  of  two  miracles 
of  healing  performed  by  Peter  at  Lydda  and  Joppa. 
They  sound  very  much  like  two  healing  miracles 
of  Jesus — the  curing  of  the  paralytic  (Luke  5:18-26) 
and  the  raising  of  the  daughter  of  Jairus  recorded 
in  Luke  8:41-56.  Since  the  author  is  the  same,  we 
can  conclude  that  Luke  is  purposely  trying  to  show 
a  relationship  between  the  cures  of  Peter  and  the 
miracles  of  Jesus. 

Following  the  miracles,  Peter  lodged  for  a  time 
in  the  home  of  Simon  the  tanner — hardly  a  suitable 


lodging  for  a  scrupulous  Jew  since  tanners  were 
officially  regarded  as  “unclean”  because  they  were 
constantly  in  touch  with  dead  animals. 

We  are  told  that  “Peter  went  up  on  the  house¬ 
top  to  pray  about  the  sixth  hour,  and  he  became 
hungry  and  desired  something  to  eat.”  (10:9  and  10). 
In  that  state  he  had  a  vision  of  a  great  sheet  coming 
down  laden  with  all  those  animals  that  a  Jew  re¬ 
garded  as  unfit  to  eat  because  of  the  teachings  of 
Leviticus.  With  the  vision  came  a  voice  commanding 
Peter  to  satisfy  his  hunger  by  killing  and  eating  the 
animals.  Protesting  in  good  Jewish  fashion,  Peter 
said,  “No,  Lord;  for  I  have  never  eaten  anything 
that  is  common  or  unclean.”  (10:14) 

Then  comes  the  divine  answer  which  must  be 
seen  as  the  heart  of  all  preaching  against  discrim¬ 
ination  against  any  person:  “What  God  has  cleansed 

you  must  not  call  common.”  (10:15) 

*  *  * 

THE  VISION  THAT  CAME  TO  CORNELIUS 

This  vision  was  appearing  to  Peter  at  the  same 
time  messengers  were  about  to  appear  from  the 
Roman  officer  Cornelius,  who  has  also  had  a  divine 
vision  which  indicated  that  the  time  was  just  right 
for  him  to  seek  entry  into  the  formerly-exclusive 
Christian  fellowship.  Acts  10:19  tells  us  “and  while 
Peter  was  pondering  the  vision,  the  Spirit  said  to 
him,  Behold  three  men  are  looking  for  you. 

The  vision  of  Cornelius  is  recorded  in  Acts 
10:3-8,  “he  saw  clearly  in  a  vision  an  angel  of  God 
coming  in  and  saying  to  him  .  .  .  send  men  to  Joppa 
and  bring  one  Simon  who  is  called  Peter.”  Luke 
knew  that  Peter  and  Cornelius  were  about  the  last 
two  persons  on  earth  whom  one  would  expect  to  be 
drawn  together.  He  was  convinced,  and  is  anxious  to 
convince  us  that  this  correlation  of  circumstances 
represented  the  leading  of  the  Holy  Spirit  in  this  step 
of  expansion. 

*  *  * 

THE  HAPPENING  IN  CORNELIUS’  HOUSE 

Cornelius  was  prepared  for  the  coming  of  Peter 
and  when  he  arrived  the  house  was  full  of  the 
officer’s  relatives  and  friends  who  had  been  brought 
together  in  a  spirit  of  expectancy  much  like  that  that 
characterized  the  day  of  Pentecost.  Peter  reminded 
them  that  he  would  have  regarded  them  as  unworthy 
of  his  association  just  a  short  time  before,  “but  God 
has  shown  me  that  I  should  not  call  any  man  com¬ 
mon  or  unclean.”  (10:28) 

You  will  notice  that  Luke  uses  an  interesting 
literary  device  to  call  our  attention  to  the  importance 
of  the  events  we  are  studying.  In  the  three  chapters, 
he  repeats  the  major  accounts.  In  Acts  10:30-33, 
Cornelius  retells  the  experience  about  which  we  have 
just  read  in  9:3-8.  Likewise,  the  story  of  Peter’s 
vision  on  the  housetop  is  recorded  in  9:9-16  and  is 
retold  in  11:5-10.  This  is  the  author’s  way  of  saying 
to  us  that  we  should  number  these  among  the  most 
significant  happenings  in  Acts. 

Before  such  a  receptive  audience  Peter  bursts 
out  into  a  sermon — one  which  we  have  heard  three 
times  before  in  the  early  part  of  our  series.  He  re¬ 
tells  the  life  of  Jesus  and  his  cruel  execution  at 
Jewish  hands — note  that  this  is  the  first  non-Jewish 
congregation  to  hear  the  message.  The  effect  de¬ 
scribed  is  much  like  that  at  Pentecost — the  Holy 
Spirit  descends  and  the  listeners  speak  in  tongues. 
There  is  absolutely  no  question  in  Peter’s  mind  that 
the  next  step  is  baptism.  Cornelius  and  an  uncertain 
number  of  his  relatives  and  friends  become  members 


of  the  Christian  fellowship — and  without  first  under¬ 
going  the  Jewish  rite  of  circumcision. 

*  *  * 

PETER’S  INQUISITION  AT  JERUSALEM 

Peter  expected  to  hear  from  the  brethren  at 
Jerusalem,  and  he  did.  We  read,  “Now  the  apostles 
and  the  brethren  who  were  in  Judea  heard  that  the 
Gentiles  also  had  received  the  word,  so  when  Peter 
went  up  to  Jerusalem,  the  circumcision  party  ques¬ 
tioned  him.”  (11:1,2).  Interestingly  enough,  they  did 
not  question  him  about  receiving  a  Gentile  into  the 
fellowship,  they  asked  him  why  he  ate  with  un¬ 
circumcised  men. 

These  inquisitors  had  neither  the  imagination 
nor  the  mind  to  grasp  the  vision  that  Christianity 
might  become  a  movement  out  from  Judaism.  Dr. 
Theodore  Ferris  in  The  Interpreter’s  Bible,  says, 
“It  is  to  Peter’s  everlasting  credit  that  he  did  not 
join  the  circumcision  party  .  .  .  Through  the  brief 
years  of  deepening  intimacy  with  Jesus,  he  had 
learned  more  than  he  knew;  he  had  caught  the  spirit 
of  the  Master  and  that  spirit  led  him  to  make  de¬ 
cisions  that  the  most  learned  might  have  been  unable 
to  make.” 

He  defended  himself  before  the  hostile  party  in 
Jerusalem  by  telling  of  his  vision  and  that  of  Cor¬ 
nelius,  and  of  the  manifestations  of  the  Holy  Spirit 
that  were  so  clearly  present  in  the  experience  in 
Caesarea.  Luke  makes  their  endorsement  of  what 
Peter  had  done  sound  too  easy,  “When  they  heard 
this  they  were  silenced,  and  they  glorified  God  say¬ 
ing,  “Then  to  the  Gentiles  also  God  has  granted 

repentance  unto  life.”  (11:18). 

*  *  * 

THE  REACTION  OF  RELIGION  TO 
THESE  EVENTS 

Dr.  Van  Bogard  Dunn,  in  Adult  Student,  asks 
us  to  observe  the  strategy  of  the  champion  of  the 
old  ways  of  religion  in  what  took  place  in  Cornelius’ 
house.  They  tried  to  discredit  Peter  by  accusing  him 
of  breaking  the  law.  If  they  could  prove  that  he 
had  acted  illegally,  then  they  could  defend  their 
own  position  and  require  that  all  Gentile  converts 
be  circumcised.  Now,  in  his  defense,  Peter  did  not 
deny  any  of  this.  Instead  he  reported  that  all  which 
had  happened  had  been  God’s  doing.  Then  he 
turned  the  tables  on  his  critics  by  asking,  “If  then 
God  gave  the  same  gift  to  them  as  he  gave  to  us 
when  we  believed  in  the  Lord  Jesus  Christ,  who  was 
I  that  I  could  withstand  God.”  (11:17) 

This  was  not  the  last  of  the  circumcision  party. 
Paul  struggled  with  them  all  through  his  ministry, 
and  in  some  of  these  episodes  Peter  will  appear  to 
be  siding  with  them.  Party  spirit  has  always  been 
a  bane  of  the  church’s  existence,  and  we  are  not 
free  of  it  in  our  time.  Even  now  there  is  widespread 
opposition  to  every  attempt  to  make  the  Christian 
church  an  all-inclusive  fellowship.  We  should  re¬ 
member  those  decisive  words  of  Peter:  “Who  was 
I  that  I  could  withstand  God?” 

*  *  * 

SALVATION  IS  FOR  ALL  PEOPLE 

If  we  are  not  willing  to  accept  the  fact  that 
salvation  is  for  all  people,  then  we  are  not  on  the 
side  of  the  apostle.  We  ought  rather  to  be  numbered 
among  his  critics.  As  we  have  indicated,  we  are  not 
through  with  this  question.  The  matter  of  an  inclu¬ 
sive  church  without  special  requirements  for  the 
gentile  members  will  continue  to  arise  all  through 
the  Book  of  Acts.  We  all  know  that  we  have  not 
solved  the  problem  in  our  own  time. 

One  of  the  statements  in  our  lesson  material 
affirms  that  “God  is  no  respecter  of  persons.”  (Acts 
10:34).  This  was  really  the  text  of  Peter’s  sermon  in 
Cornelius’  house.  Many  nations  and  races  have 
labelled  themselves  as  God’s  “chosen  people,”  and 
when  they  have  done  so  they  have  libeled  God. 

All  men  need  salvation.  Jesus  counted  all  men 
as  lost  sheep  or  as  lost  boys  outside  their  father’s 
house.  Dr.  John  Irwin  puts  it  this  way  in  Bible 
Lessons  for  Adults:  “The  wisest  man  is  ignorant 
in  the  face  of  the  immensity  of  the  universe.  The 
strongest  man  is  impotent  before  the  forces  of  na¬ 
ture.  The  healthiest  man  faces  death  and  decay.  The 
most  moral  man  falls  short  of  the  righteousness  of 
God.  Apart  from  God  we  are  all  lost.” 

The  heart  of  God  truly  longs  for  a  church  com¬ 
posed  of  all  his  children. 
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OF  THE  WORLD  OF  RELIGION 
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the  Editor 


Crowds  jammed  the  Christian  Pavilion  in  Expo 
’67,  Canada’s  world’s  fair,  and  early  indications 
were  that  the  exhibit  would  stir  more  controversy 
than  the  film  “Parable”  did  at  the  New  York’s 
world’s  fair.  The  pavilion  relies  almost  wholly  on 
large  photographic  portrayals  of  man  in  many 
moods,  activities  and  conditions. 

Many  of  the  early  visitors  expressed  the  feel¬ 
ing  the  pictures  were  too  sordid  and  depressing, 
and  there  was  not  enough  of  the  positive  mes¬ 
sage  of  the  “Christian  answer.”  Younger  vis¬ 
itors  were  inclined  to  express  some  degree 
of  enthusiasm  for  a  presentation  that  departs 
radically  from  the  traditional  stance  of  the 
church. 

In  New  York  there  was  “a  celebration  of  Pente¬ 
cost”  that  must  have  been  “the  living  end.”  The 
event,  which  took  place  on  the  stage  of  a  theatre 
in  Greenwich  Village  under  the  title  of  “An  Eve¬ 
ning  with  God,”  was  labeled  a  benefit  for  “Renew¬ 
al”  magazine. 

The  program  included:  the  burning  of  a  draft 
card  by  Paul  Krassner,  editor  of  “The  Realist” 
magazine;  a  mixed-media  lecture  by  Dr.  Timo¬ 
thy  Leary,  exponent  of  LSD;  a  routine  by  Ne¬ 
gro  comedian  Dick  Gregory,  during  which  the 
Baptist  satirist  came  out  against  the  use  of  the 
birth  control  pill;  a  speech  by  Dr.  Harvey  Cox, 
well-known  Protestant  theologian;  a  reading 
to  jazz  accompaniment  by  the  Rev.  Malcolm 
Boyd  of  selections  from  his  new  book,  “Free 
to  Live,  Free  to  Die”;  and  contemporary  folk 
music  by  folk  singer  and  civil  rights  activist 
Len  Chandler. 

Religious  bodies  in  Hong  Kong  joined  with  busi¬ 
ness,  civic  and  social  groups  in  issuing  statements 
supporting  the  government  and  deploring  the  recent 
violence  and  rioting  there.  The  statements  were 
issued  as  students  and  workers  staged  non-stop 
demonstrations  in  front  of  the  governor’s  residence, 
waving  books  and  posting  derisive  placards  on  guard 
houses  and  gates. 

Religious  authorities  appealed  to  their  con¬ 
gregations  to  disassociate  themselves  from  the 
demonstrations.  Police  said  riots  which  started 
a  week  earlier  through  minor  labor  troubles  es¬ 
calated  into  large-scale  demonstrations  of  vio¬ 
lence  against  British  authorities. 

“The  world  stands  at  a  crossroads  of  opportuni¬ 
ty  and  danger,”  Pope  Paul  VI  told  one  of  the  larg¬ 
est  audiences  he  has  ever  addressed  at  his  recent 
visit  to  the  shrine  of  Fatima  in  Portugal.  He  out¬ 
lined  the  danger  of  widespread  hunger  and  over¬ 
whelming  armaments  in  a  world  which  “has  not 
morally  progressed  as  much  as  it  has  scientifically 
and  technically.” 

There  were  varied  responses  to  the  Pope’s 
visit.  One  of  the  most  extreme  was  that  from 
Communist  Albania  which  charged  the  pil¬ 
grimage  was  undertaken  to  undergird  the  “fas¬ 
cist  Salazar  regime”  in  Portugal. 

Episcopal  Bishop  James  A.  Pike  has  warned 
that  the  crisis  in  authority  has  led  to  the  decline  of 
institutionalized  religion,  and  unless  the  Christian 
churches  reshape  their  thinking  and  approach  to 
this  problem,  they  are  doomed.  He  issued  the  warn¬ 
ing  during  an  address  at  Trinity  University,  a  Pres¬ 
byterian  school  in  San  Antonio,  Tex. 


In  Barnstable,  Mass.,  Superior  Court  Judge 
Amadeo  V.  Sgarzi  has  ordered  a  Christian  Scientist 
mother  to  stand  trial  for  manslaughter  in  connection 
with  the  death  of  her  5-year-old  daughter.  The 
judge  denied  motions  for  the  dismissal  of  an  indict¬ 
ment  against  Mrs.  Dorothy  Sheridan,  30,  of  Har¬ 
wich,  Mass.,  who  was  charged  with  failing  to  pro¬ 
vide  proper  medical  care  for  her  daughter,  who 
died  of  a  lung  infection  in  March. 

Eastman  Kodak,  criticized  by  church  groups 
for  its  repudiation  of  a  job-training  program 
for  Negroes,  made  the  “most  moral  choice” 
possible,  a  specialist  in  management  decision¬ 
making  has  declared.  Dr.  Benjamin  B.  Tregoe, 
Jr.,  Princeton,  N.  J.,  said  however,  that  the 
case  did  not  involve  a  “clear-cut  moral  issue.” 


Live  your  Faith. 
Light  the  world. 


NEW  YORK  —  "Live  Your  Faith  —  Light  the 
World”  is  the  theme  of  the  new  national  ad¬ 
vertising  campaign  being  launched  by  Religion 
in  American  Life  to  make  one's  faith  more  rele¬ 
vant  to  great  social  issues  facing  Americans 
today.  The  theme  will  be  depicted  on  thou¬ 
sands  of  bus  and  subway  car  cards,  transpor¬ 
tation  platform  posters,  and  outdoor  signs,  and 
in  newspapers  and  magazines  and  television. 
Other  RIAL  ads  will  focus  on  such  issues  as 
race  relations,  world  peace,  and  the  ecumeni¬ 
cal  movement.  Emphasis  is  being  placed  on 
youth  participation  in  putting  religion  to  work 
for  the  betterment  of  mankind.  (RNS  Photo) 


Coptic  Orthodox  Patriarch  Kyrillos  VI  has  re¬ 
peated  his  often-voiced  demand  for  the  return  of  St. 
Mark’s  body  to  Egypt.  The  relic  is  now  kept  in  the 
Cathedral  of  St.  Mark  in  Venice,  where  it  was  taken 
from  Alexandria  early  in  the  9th  Century.  Accord¬ 
ing  to  Coptic  tradition,  St.  Mark  came  to  Alexan¬ 
dria  and  founded  the  Coptic  Church  in  45  A.  D. 
and  died  a  martyr’s  death  there  17  years  later. 

In  Johannesburg,  South  Africa,  the  Rev.  J. 

A.  Swanpoel  created  considerable  surprise 
when  he  said  he  was  resigning  from  the  minis¬ 
try  because  his  Dutch  Reformed  denomina¬ 
tion  was  showing  “a  tendency  to  move  toward 
Rome”  in  its  teachings. 


The  cost  of  absorbing  Roman  Catholic  school  pupils 
into  the  public  school  system  would  ultimately  be 
“far  less”  than  the  cost  of  public  aid  to  parochial 
schools,  according  to  the  Committee  for  Public  Ed¬ 
ucation  and  Religious  Liberty  (PEARL).  The  group 
recently  published  a  booklet  entitled  “Protecting  Our 
Public  Schools,”  designed  to  “Help  New  Yorkers 
understand  the  issues  involved  in  what  is  expected 
to  be  the  most  controversial  issue  at  that  state’s 
Constitutional  Convention.” 

The  publication  calls  the  “child-benefit”  theory 
a  “fiction”  to  rationalize  public  aid  for  parochial 
schools.  It  also  criticizes  the  so-called  “double 
taxation”  charge. 

Scientists  were  recently  urged  by  a  theologian  to 
approach  the  use  of  DNA  chemistry  with  a  healthy 
dose  of  caution  and  reverence  for  human  life.  (DNA, 
short  for  deoxyribonucleic  acid,  is  the  molecule-gene 
that  contains  the  “secret  of  life”  and  offers,  some 
scientists  claim,  man  the  key  to  perfecting  the 
human  race.) 

Dr.  Roger  L.  Shinn,  professor  of  applied  Chris¬ 
tianity  and  dean  of  instruction  at  Union  The¬ 
ological  Seminary,  New  York,  said  well-mean¬ 
ing  social  planners,  when  they  start  pushing 
people  around  for  their  own  good,  can  easily 
become  tyrants. 

The  evangelical  churches’  reluctance  to  join  the 
ecumenical  movement  comes  primarily  from  a  fear 
of  a  “super  church,”  a  Southern  Baptist  minister 
told  a  recent  meeting  of  the  Fourth  National  Work¬ 
shop  for  Christian  Unity.  “We’re  scared  of  the 
structure  and  we’re  scared  to  death  of  the  institu¬ 
tion,”  said  Dr.  LeRoy  Moore,  a  former  professor 
at  Gold  Gate  Theological  Seminary  and  now  a  mem¬ 
ber  of  the  faculty  of  the  Graduate  Theological 
Union  in  Berkeley. 

Representatives  of  Britain’s  300,000  Baptists 
recently  paid  a  formal  and  official  farewell 
to  Dr.  Ernest  A.  Payne  who,  as  general  secre¬ 
tary  of  the  Baptist  Union  of  Great  Britain  and 
Ireland,  has  guided  the  denomination  to  a  large 
extent  since  1951.  Dr.  Payne,  who  is  65,  will 
be  succeeded  in  August  by  Dr.  David  S.  Russell, 
who  has  preached  and  lectured  in  Canada  and 
the  United  States. 

Conferences  on  Christian  witness  in  industry  and 
the  suburbs,  and  an  experimental  project  in  Florida 
were  cited  as  examples  of  Lutheran  efforts  to  meet 
modem  needs  at  the  spring  meeting  of  the  Luthr- 
eran  Church  in  America’s  Commission  on  Evangel¬ 
ism  in  New  York.  The  Rev.  Reynold  Johnson, 
director  of  the  commission,  noted  that  membership 
of  the  LCA  is  “almost  static,”  but  said  he  is  not 
sure  how  important  “book  membership”  is.  “I  am 
concerned,”  he  said,  “that  many  church  members 
do  not  speak  about  their  faith  because  they  feel 
it  is  too  personal  or  they  feel  they  can’t  prove  it.” 

In  Pretoria,  South  Africa  a  leading  Presbyterian 
spokesman  denied  that  English-speaking  Sooth 
African  Protestant  Churches  are  “ganging  up 
on”  the  Dutch  Reformed  Church  under  the 
guise  of  ecumenical  activity.  The  Rev.  Robert 
Orr  said  at  the  opening  of  South  Africa’s  Chris¬ 
tian  Unity  Week,  “With  all  the  emphasis  I 
command,  I  say  this  is  a  lie.  If  the  Dutch 
Reformed  Churches  at  any  time  wish  to  share 
our  search  for  unity,  we  will  welcome  them  with 
gladness  and  joy.” 

A  two-fold,  carefully  planned  anti-religious  program 
in  Communist  Albania  has  now  reached  the  point 
where  the  closest  ally  of  Red  China  is  promoting 
the  Marx-Leninist  dogma  as  “the  only  and  true 
religion”  of  the  people.  This  newest  stage  of  Al¬ 
bania’s  atheistic  campaign  follows  a  20-year-old 
quest  to  dominate  all  religions  by  reducing  their 
administrative  structure  to  make  their  spiritual  and 
functional  programs  ineffective. 
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Conference  talk! 


The  Rev.  K.  G.  Rorie,  associate  director  of 
the  Area  Office,  talks  over  conference  presen¬ 
tation  plans  with  the  chairmen  of  the  two  boards 
he  represents — the  Rev.  Roy  Mouser,  Board  of 
Evangelism.  The  meeting  took  place  in  Lake 
Charles,  where  Mouser  and  Merrill  serve  church¬ 
es. 


Louisiana  Conference  Committee  on  Urban  Work  met  at  Alexandria  May  13th  to  plan  for  a  confer¬ 
ence  convocation  on  urban  work  to  be  held  this  fall.  At  left:  Dr.  Benedict  A.  Galloway,  New 
Orleans,  (in  background)  chairman,  presides.  The  Rev.  Lonnie  Sibley,  Shreveport  (at  desk  in 
foreground).  RIGHT:  The  Rev.  Art  Baker,  chairman  of  Shreveport  District  Board  of  Missions;  the 
Rev.  Garland  Dean,  DeQuincy;  0.  W.  Marrs,  Baton  Rouge  District  lay  leader;  Dr.  Carl  F .  Lueg, 
Sr.,  New  Orleans  District  superintendent,  and  the  Rev.  George  W.  F.  Pearce,  Jr.,  Shreveport  Dis¬ 
trict  superintendent.  The  Rev.  Rupert  Coles,  Inner  City  minister  in  New  Orleans  was  beyond 
camera  range.  Also  attending  was  the  Rev.  K.  G.  Rorie  of  Area  Office,  who  took  pictures. 


from  page  one 

ALCOHOLISM 

Alcoholism  as  a  “progressive  illness 
afflicting  6  Vi  million  Americans,  and 
locally  30,000 — 50,000  citizens.”  Al¬ 
though  ranking  as  the  nation’s  third 
major  public  health  problem,  alcohol¬ 
ism  is  not  yet  being  combatted  with 
the  nation’s  fullest  resources — only 
about  16  cents  is  being  spent  annual¬ 
ly  to  treat  and  rehabilitate  each  al¬ 
coholic. 

The  Rev.  Sherwood  S.  Clayton, 
chairman  of  the  Clergy  Sub-Commit¬ 
tee,  said:  “Since  there  is  a  clergyman 
within  immediate  reach  of  every  fami¬ 
ly  in  New  Orleans,  there  is  no  reason 
for  any  alcoholic  or  family  member 
to  go  without  help.  It  is  the  hope  of 
the  Clergy  Committee  that  the  train¬ 
ing  of  clergymen,  their  understanding 
of  human  nature,  and  the  strength  of 
their  faith  will  be  brought  to  bear 
more  effectively  on  persons  suffering 
from  alcoholism.” 

During  the  week  preceeding  “Re¬ 
ligion  and  Alcoholism  Day,”  there 
will  be  special  programs  on  radio, 
television,  and  articles  in  church  bul¬ 
letins.  Hundreds  of  thousands  of 
pieces  of  literature  will  be  distributed 
among  those  worshipping  in  churches 
and  synagogues  throughout  the  city 
on  Saturday  and  Sunday.  These  leaf¬ 
lets  will  give  information  concerning 
the  services  of  the  Committee  on  Al¬ 
coholism,  and  the  Clinic  for  the  Di¬ 
agnosis  and  Treatment  of  Alcoholism, 
located  at  410  Chartres  St.,  and  op¬ 
erated  by  the  Louisiana  State  Depart¬ 
ment  of  Hospitals. 

In  announcing  the  proclamation  of 
the  Mayor  and  other  elected  officials, 
G.  Elmer  May,  President  of  the  Com¬ 
mittee  on  Alcoholism,  said,  “Many 
clergymen  today  have  received  Sem¬ 
inary  training  in  the  area  of  alcohol¬ 
ism  and  are  less  prone  to  write  it  off 
as  merely  moral  failure.  Public  aware¬ 
ness  that  many  clergymen  are  able  to 
offer  competent  and  positive  guidance 
to  those  afflicted  with  the  illness  of  al¬ 
coholism  is  prompting  more  and  more 
families  to  turn  to  their  clergyman  for 
help.” 

The  Rev.  Don  W.  Alverson,  Na¬ 
poleon  Avenue  Methodist  Church,  is 
a  member  of  the  Clergy  Sub-Commit¬ 
tee. 


from  page  one 

COMMENCEMENT 

Sigler,  Shreveport;  Benjamin  Allen 
Silber,  Riverside,  N.  J.;  Mary  Mar¬ 
garet  Sorrows,  Dallas,  Tex.;  John 
Douglas  Stowe,  Lake  Charles;  Lucile 
Agnes  Tindol,  Shreveport;  Earle  Kent 
Valentine,  New  Orleans;  Jeffrey  Paul 
Victory,  Shreveport;  Rex  Benjamin 
Wilkes,  Shreveport;  Reed  Henry  Yates, 
III,  Beaumont,  Tex. 

BACHELOR  OF  MUSIC  (5):  Cath¬ 
erine  Ellen  Henderson,  Bloomington, 
Ind.;  James  Wesley  Herrin,  Norman, 
Okla.;  Lela  Ann  Hohmann,  Baton 
Rouge.;  Yoko  Hori,  Itami-City,  Japan; 
Betty  Burnley  Kelley,  Shreveport. 

BACHELOR  OF  SCIENCE  (30); 
Adell  Bailif,  Metairie;  Frances  Patton 
Biggerstaff,  Bossier  City;  Charles  P. 
Bragg,  Shreveport;  Edwin  Louis  Cabra, 
Leesville;  Gaylon  Louis  Daigle,  Jr., 
Bossier  City;  John  Earl  Davidson, 
Houston,  Tex.;  Ruth  Catherine  Estes, 
Shreveport;  Robert  Perry  Fisher, 
Shreveport;  Garland  Elizabeth  Gibbs, 
Shreveport;  Frank  Broox  Hughes, 
Benton;  Larry  Wayne  James,  Shreve¬ 
port;  Lawrence  Albert  Jamison,  Jack- 
son,  Miss.;  James  V.  Jones,  Jr.,  Bas¬ 
trop;  Marylois  Brown  Landrum, 
Shreveport;  William  Matt  Lowe,  III, 
Shreveport;  Sherman  Elbert  Matthews, 
Sarepta;  Michael  Hugh  Miller,  Dallas, 
Tex.;  Robert  Frank  Mocata,  Shreve¬ 
port;  Lou  Allen  Popejoy,  Shreveport; 
Maurice  Dagwald  Regan,  Columbia, 
Miss.;  Robert  W.  Rockefeller,  Shreve¬ 
port;  John  Robert  Scalf,  Jr.,  Shreve¬ 
port;  Larry  Dean  Shoemaker,  Shreve¬ 
port; 

Larry  George  Sneddon,  N.  Little 
Rock,  Ark.;  Roy  Clinton  Stringfellow, 
Jr.,  Shreveport;  James  Allen  Tierce, 
Richardson,  Tex.;  Anna  May  Vaughn, 
Greenwood;  Richard  Lee  Voran, 
Shreveport;  Loren  Dean  Wallace,  Jer¬ 
sey  ville,  Ill.;  Bobbi  Lois  Whaley, 
Houston,  Tex. 

BACHELOR  OF  SCIENCE  IN 
BUSINESS  (28):  James  Lee  Brown, 
Jr.,  Bastrop;  Harry  Jonathan  Cooke, 
New  Orleans;  Danny  Eugene  Craw¬ 
ford,  Shreveport;  Donald  Andrew  Dav¬ 
ison,  Shreveport;  Peter  Alexander  Day, 
Shreveport;  William  Edward  Harris, 
Shreveport;  Betty  Melaine  Hollis,  Port 


Neches,  Tex.;  Phillip  Franklin  Jen¬ 
nings,  Shreveport;  Peter  Crump  Kee¬ 
nan,  New  Orleans;  David  Mark  Ker- 
stein,  Newwark,  N.  J.;  Robert  James 
Lowery,  Shreveport;  Kenneth  Dale 
Magee,  Shreveport;  Russell  E.  Newton^ 
Jr.,  Shreveport;  John  Moffett  Parsons, 
Shreveport;  Stella  Marsha  Pickett,  New 
Orleans;  Paul  Edward  Reinscheld,  Jr., 
Shreveport;  James  Alexander  Rice, 
Shreveport;  Marshall  Carl  Rice, 
Shreveport;  John  R.  Rogozinski,  Mas- 
sapequa,  N.  Y.;  Edward  Conway 
Simmons,  III,  Dallas,  Tex.;  Gerald 
Brady  Simonton,  Jr.,  Shreveport; 
Douglas  Allan  Simpson,  Dallas,  Tex.; 
Paul  Douglas  Skipworth,  Shreveport; 
David  Paul  Smith,  Shreveport;  James 
Frank  Strayhan,  Jr.,  Shreveport;  Dud¬ 
ley  Andrew  Talbot,  Shreveport;  Cyn¬ 
thia  Ann  Watts,  Shreveport,  Thomas 
Clyde  White,  Shreveport. 

BACHELOR  OF  SCIENCE  IN 
EDUCATION  (21):  Sue  Dugas  Ander¬ 
son,  Jonesboro;  William  Lloyd  Baker, 
Jr.,  Shreveport;  Barbara  Denny  Bays- 
den,  Shreveport;  Cynthia  Rankin 
Cates,  Ennis,  Tex.;  Phyllis  Kay  Clem, 
Shreveport;  Betty  Matthews  Cole, 
Shreveport;  Carolyn  Robertson  Diehm, 
Shreveport;  Betty  Sims  Gilmer,  Stone¬ 
wall;  Amy  Matthews  Hall,  Shreveport; 
Barrow  Felker  Long,  Shreveport; 
Paula  Lee  Marshall,  Dallas,  Tex.; 
Estelle  McLeod  Masters,  Shreveport; 
Linda  Jeanette  Okes,  Shreveport;  Mar¬ 
garet  Kay  Rheman,  Jennings;  Nita  A. 
Newman  Richardson,  Grand  Cane; 
Evelyn  Tomme  Sandifer,  Shreveport;. 
Norma  Jones  Sistrunk,  Shreveport; 
Sarah  Ann  Smith,  Dallas,  Tex.;  Donna 
Lou  Valliere,  Shreveport;  Laurie  Weir 
Wilson,  Shreveport;  Jacquelyn  Anselin 
Worley,  Shreveport. 

t 

The  Methodist  Board  of  Missions 
will  receive  a  total  of  $3,251,605  from 
the  Foreign  Claims  Settlement  Com¬ 
mission  in  Washington,  D.  C.,  for  prop¬ 
erty  losses  and  damage  in  China  from 
1937  to  1945. 

When  it  is  said  that  it  is  unfair 
for  God  to  make  us  suffer  in  order  to 
be  redeemed,  let  us  keep  in  mind  that 
God  thinks  creation  so  worth  while 
that  he  suffer  infinitely  more  than  any¬ 
one  else  to  redeem  us. — Nels  F.  S. 
Ferre 


Susan  Patten,  left,  receives  a  Bi¬ 
ble  from  Mrs.  Bascom  Talley,  Jr.  WSCS 
president,  at  the  senior  banquet  held  at 
the  Elizabeth  Sullivan  Memorail  Church, 
Bogalusa,  May  2.  Each  senior  was  so 
honored.  Eari  Quave  was  master  of  cer- 
monies;  Kemp  Amacker  welcomed  the 
seniors,  and  David  Preuss,  MY F  presi¬ 
dent,  gave  the  response.  Mrs.  Earl 
Gates,  WSCS  secretary  of  campus  min¬ 
istry,  was  in  charge  of  the  arrangments. 

NEWS  AND  NOTES 


VIVIAN  METHODIST  MEN  held  the 
regular  monthly  meeting  on  May  18. 
The  Rev.  Stone  W.  Caraway,  pastor, 
was  the  speaker,  and  Nathan  McDow 
showed  movies  of  his  recent  trip  to 
Alaska.  The  following  will  serve  as 
officers  for  the  new  year:  Hardy  Fox, 
president,  J.  A.  Buckliew,  vice  presi¬ 
dent,  Ken  Darnell,  secretary,  and  Ed 
Law,  treasurer. 

MRS.  ALLEN  PORTER,  who  recent¬ 
ly  made  a  trip  to  the  Holy  Land,  pre¬ 
sented  a  slide-lecture  at  the  evening 
service  in  New  Orleans’  First  Church, 
May  28.  Miss  Louise  Sharp  spoke  to 
the  Singleaires  the  same  evening,  fol¬ 
lowing  Mrs.  Peter’s  presentation.  Miss 
Sharp  told  about  St.  Mark’s  Commu¬ 
nity  Center,  of  which  she  is  director. 
First  Church  pastor  is  the  Rev.  Clyde 
S.  Clark. 
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Comment 


MISSIONARY  PERSONNEL 

“To  hear  is  to  Forget — To  do  is  to  Understand” — Anchient  Chinese 
Proverb?  I  don’t  know,  but  it  fits  today’s  VOLUNTEER.  Seemingly,  there  is 
no  end  to  the  vast  need  of  missionaries  in  every  type  of  vocation  that  can  be 
named.  The  US-2’s  in  rural  work  in  the  Appalachia  region  from  Georgia  to 
New  York,  rural  areas  of  the  South,  Midwest  and  Northwest,  Yuma,  Arizona 
work  among  the  Indians.  Nurses  to  serve  in  such  hospitals  as  those  located  in 
Jacksonville,  Florida;  El  Paso,  Texas;  and  Nome,  Alaska.  Workers  in  Children’s 
Homes,  Day  Care  Workers,  House  Parents,  Bookkeepers,  and  Workers  for 
Inner-City  Projects. 

hi  Education  we  need  Physical  Education  teachers,  Upper  Elementary,  Art, 
Librarians,  Dormitory  Supervisors,  Music  Teachers,  Home  Economic  Teachers, 
Foreign  Language  Teachers,  Business  Education  Teachers,  Agriculture  Teachers 
and  on  and  on. 

Overseas  3s  ,  there  is  overwhelming  need  for  Youth  Workers,  Pioneer 
Ministers,  Associate  Ministers,  Pastor  and  Student  Workers,  Chaplains  for 
Colleges,  Counselor’s  for  Girl’s  Hostel,  English  and  Speech  Teachers,  Group 
Workers,  Doctors,  Nurses,  Social  Workers.  One  can  quickly  see  there  is  an 
endless  line  of  “needs!” 


The  Methodist  Church  seeks  to  enlist  Deaconesses  for  the  positions  of  the 
National  Division  of  the  Board  of  Missions  and  other  personnel  openings  in 
the  church.  A  deaconess  is  a  spiritually  and  professionally  qualified  woman  who 
seeks  to  express  and  witness  to  the  Christian  faith  through  full-time  career 
service  related  to  the  church. 

I  wonder  why  the  list  of  needs  is  growing  longer  and  longer  each  year. 
Could  it  be  that  we  should  try  to  change  the  image  of  the  Missionary,  the 
Deaconess,  the  minister?  I  believe  it  would  help  all  right,  but  I  do  not  believe 
it  would  solve  all  the  problems.  For  instance,  just  how  hard  are  we  working  to 
create  in  the  local  church  a  climate  conducive  to  recruitment  for  Missionary  and 
Deaconess  opportunities,  qualifications  and  procedure?  Do  we  help  provide 
opportunities  for  students  to  be  involved  in  summer  service  ?I  wonder  how  many 
local  churches  in  the  Louisiana  Conference  even  have  a  Committee  on  Christian 
Vocations.  Oh,  sure,  it  takes  strength  and  endurance  to  work  anywhere  in  any 
kind  of  mission  work,  but  young  people  have  this  strength  and  endurance  which 
should  be  challenged  and  channeled  in  the  right  direction. 

Secretary  Missionary  Personnel 
Mrs.  John  R.  Oldham 
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MONROE  DISTRICT 


ZONE  IV 

Zone  IV  of  the  Monroe  District, 
Woman’s  Society  of  Christian  Service, 
met  at  the  Tallulah  Church  with  Mrs. 
L.  W.  Baker,  zone  leader,  presiding. 
Mrs.  E.  A.  Jennings,  president  of  the 
Tallulah  Society,  gave  the  welcome  and 
the  response  was  given  by  Mrs.  Baker. 

Roll  Call  was  answered  by  the  fol¬ 
lowing  Societies;  Delhi,  Epps,  Floydr 
Lake  Providence,  Oak  Grove,  Pioneer 
and  Tallulah.  Epps-Floyd  Societies  ex¬ 
tended  an  invitation  for  the  fall  zone 
meeting. 

Mrs.  John  Hester  of  the  Lake  Prov¬ 
idence  Society  brought  the  Devotional. 
The  opening  prayer  was  given  by  the 
Rev.  Clark  Bell  of  the  Tallulah  Church. 

The  district  officers  conducted  an 
officers  training  session,  dividing  into 
three  groups  for  easier  group  participa¬ 
tion.  The  groups  reassembled  for  the 
final  meditation,  prayer  of  consecration 
and  committment.  An  interlude  of 
beautiful  organ  music  was  played  by 
Mrs,  Clark  Bell. 

District  officers  attending  were  Mrs. 
Don  Wineinger,  president,  Mrs.  H.  B. 
Wiggers,  Sr.,  Mrs.  W.  R.  Olsen,  Mrs. 
Thomas  Guthrie,  Jr.,  Mrs.  J.  Herbert 
Walker,  Mrs.  Ferrell  Earl,  Mrs.  W. 
W.  Halbert,  Mrs.  Jack  Golson,  Mrs. 
Malcolm  L.  Mason,  Mrs.  Lucille  Good¬ 
win  and  Mrs.  Donald  Elliott,  leader 
of  Zone  I. 

A  coffee  and  conversation  hour  be¬ 
fore  the  meeting  and  a  luncheon  fol¬ 
lowing  were  courtesies  of  the  Tallulah 
Society. 
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ZONE  V 

Zone  V  of  the  Monroe  District, 
Woman’s  Society  of  Christian  Service, 
met  in  Waterproof  with  the  zone  lead¬ 
er,  Mrs.  M.  D.  Dodd,  presiding. 

The  Rev.  Gilbert  H.  Wade,  Jr.,  pas¬ 
tor  of  the  host  church,  gave  the  open¬ 
ing  prayer.  The  welcome  was  extended 
by  Mrs.  Emma  Lee  Rice,  president  of 
the  Waterproof  Society. 

Roll  call  was  answered  by  the  fol¬ 
lowing  societies:  Ferriday,  St.  Joseph, 
Vidalia,  Wesley  Chapel  and  Water¬ 
proof.  The  fall  meeting  will  be  at  St. 
Joseph  with  the  Wesley  Chapel  So¬ 
ciety  acting  as  hostess.  Mrs.  Robert 
Chennault,  of  the  Waterproof  Society, 
presented  Mrs.  Emma  Lee  Rice  with 
a  Past  President’s  pin  from  the  society. 

The  district  officers  gave  an  officers 
training  session,  dividing  into  groups 
for  better  participation.  At  the  con¬ 
clusion,  the  groups  reassembled  in  the 
sanctuary  where  the  district  officers 
summarized  their  work  by  presenting 
a  play  called  “Take  a  Towel.”  They 
invited  all  present  to  “take  a  towel” 
of  service,  and  consecration  and  com¬ 
mittment.  Mrs.  Don  Wineinger,  district 
president,  closed  with  a  prayer  of  com¬ 
mittment.  Mrs.  S.  A.  Seegers,  Past 
District  President,  gave  the  benedic¬ 
tion  and  grace  for  the  luncheon  which 
followed. 

t 

Be  not  deceived;  God  is  not  mocked. 
Sow  parsimoniously  in  church  giving 
and  reap  a  puny  harvest  in  spiritual 
productivity. 


RUSTON  DISTRICT  EXECUTIVES 
MET 


The  Ruston  District  executive  com¬ 
mittee  of  the  Woman’s  Society  of  Chris¬ 
tian  Service  met  on  May  10  in  the 
Homer  Church  with  Mrs.  George  Tig- 
ner,  Jr..,  president,  presiding.  New 
members  of  the  committee  are  Mrs. 
Mitchell  Jones  Jr.  of  Minden,  Mrs. 
Fairy  McBride  of  Ruston,  Mrs.  Harry 
Stahl  of  Minden,  Mrs.  E.  W.  Hage- 
man  of  Bernice,  Mrs.  P.  L.  Harvey, 
Mrs.  Ruth  Fitzhugh  of  Bernice,  and 
Mrs.  W.  F.  Manning  of  Ruston.  Mrs. 
Wideman  Watson  of  Homer  will  serve 
as  chairman  of  nominations,  Mrs. 
Mitchell  Jones,  Jr.  was  elected  chair¬ 
man  of  the  program  committee,  and 
Mrs.  John  Townsend,  Jr.  of  Cotton 
Valley  is  publicity  chairman, 
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Catchings  Visits  Africa 

Mrs.  Rose  Catchings  (Mrs.  L.  May¬ 
nard  Catchings,  Sr.),  acting  assistant 

General  secretary  for  Planning  of  the 
lethodist  Board  of  Missions’  World 
Division,  has  left  for  six  weeks’  of 
travel  in  Africa  to  meet  and  talk  with 
African  women  about  their  needs  and 
concerns. 

The  trip  has  grown  out  of  desires 
expressed  by  African  women  who  at¬ 
tended  a  World 
derstanding 
Workshop  last  Sep¬ 
tember  at  Kitwe, 
Zambia.  The  work¬ 
shop,  at  the  Mindo- 
la  Ecumenical 
Foundation,  was 
sponsored  by  the 
Woman’s  Division 
of  Christian  Service 
and  was  attended  by  both  American 
and  African  women. 

Mrs.  Catchings  will  be  going,  she 
said,  without  pre-conceived  ideas,  to 
listen  to  African  women  express  their 
needs  and  points  of  view.  She  will  be 
visiting  U.S.  Methodist  work,  work  be¬ 
ing  done  by  other  Methodist  churches, 
and  ecumenical  projects.  Especially  in 
Nigeria,  Sierra  Leone  and  Ghana  she 
will  be  involved  in  the  concerns  of  the 
Evangelical  United  Brethren  Church 
(which  is  in  the  process  of  possible 
merger  with  The  Methodist  Church). 
She  will  also  go  to  two  or  three  coun¬ 
tries  with  no  Methodist  work  at  all, 
but  where  she  will  see  what  is  being 
done  by  the  YWCA  and  other  agen¬ 
cies. 

Mrs.  Catchings  will  visit  Ethiopia, 
Kenya,  Zambia,  Rhodesia,  Nigeria, 
Ghana  and  Sierra  Leone. 

At  its  January  meeting,  the  Woman’s 
Division  launched  a  new  program  of 
advancement  for  African  women  in  ed¬ 
ucation,  citizenship-training  and  other 
fields. 

Mrs.  Catchings  joined  the  Board  of 
Missions  staff  in  January.  She  was 
educated  at  Bennett  College,  Greens¬ 
boro,  N.  C.;  Gammon  Theological 
Seminary,  Atlanta,  Ga.,  and  the  Atlan¬ 
ta  University  School  of  Social  Work. 
Among  other  work,  she  has  been  a 
psychiatric  social  worker  for  the  ju¬ 
venile  court  in  Washington,  D.  C.;  as¬ 
sociate  director  of  the  Department  of 
Social  Welfare  of  the  Washington 


Woman’s  Page 


The  Rev.  D.  W.  Poole,  pastor  of 
Henning  Memorial  Church  of  Sulphur, 
congratulates  Mrs.  Ruby  Pierce,  newly 
elected  president  of  the  Woman’s  So¬ 
ciety  of  Christian  Service,  and  Mrs. 
C.  T.  Cruce,  new  vice  president. 


Council  of  Churches;  a  caseworker  and 
consultant  for  the  Children’s  Aid  and 
Adoption  Society  in  East  Orange, 
N.J.;  and  head  teacher  in  the  Social 
Science  and  English  Department  at  the 
Singapore  American  School. 
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JEFFERSON  MEMBERSHIPS 

Jefferson  Woman’s  Society,  in  New 
Orleans,  awarded  Special  Member¬ 
ships  to  three  of  its  elder  members 
during  the  Morning  Worship  Service 
May  21.  The  persons  honored  were 
chosen  for  their  personal  contribution 
to  the  local  society  and  because  of  the 
contribution  their  children  have  made 
to  this  church  and  Methodism. 

Mrs.  W.  E.  Henkel  was  active  for 
many  years  until  her  health  prevented 
much  activity  beyond  her  home.  Her 
son,  the  Rev.  Ed  Henkel,  serves  the 
Harmony  Chapel,  Lisbon,  and  Ari¬ 
zona  Churches. 

Mrs.  Charles  Mittlestaedt  Sr.  was 
a  charter  member  of  this  Society  in 
1941.  One  daughter,  Mrs.  Wm.  van 
Santen,  is  past  president;  another 
daughter,  Helen,  is  the  wife  of  the  Rev. 
Richard  E.  Walton;  two  others  are 
active  in  New  Orleans  churches;  and 
her  son,  Charles,  is  a  member  of  Jef¬ 
ferson  Official  Board. 

Mrs.  Paul  Philebar  has  been  a  mem¬ 
ber  since  the  organization  of  the  socie¬ 
ty.  Her  daughter,  the  late  Helen  Lezina, 
served  as  president  and  was  held  in 
such  esteem  that  a  Circle  now  bears 
her  name;  another  daughter,  Mrs. 
George  Lamboume,  has  also  served  as 
president. 

Following  the  presentation  of  these 
Special  Memberships  by  WSCS  Pres¬ 
ident  Mrs.  Glenn  Taylor,  the  new  of¬ 
ficers  were  installed  by  the  pastor, 
t 

A  three-week  drama  workshop  on 
the  United  Nations  will  be  held  July 
10-27  at  the  Methodist  office  for  the 
UN  in  New  York.  The  workshop  is 
designed  to  improve  drama  in  the 
churches  and  stimulate  the  writing  of 
scripts  based  on  an  exploration  and 
interpretation  of  the  UN  and  the  con¬ 
troversial  moral  issues  involved. 

A  gathered  church  that  refuses  to  be 
a  scattered  church  might  as  well  not 
have  gathered  in  the  first  place. 
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•  On  a  Wide  Circuit 


"Morning" 

By  W.  W.  Reid 

Somewhere  in  one  of  Hal  Luccock’s 
first  volume  of  sparkling  essays,  he 
made  a  suggestion  to  “people  who  go 
the  same  old  path  to  the  same  old 
place”  each  moming.  And  the  sugges¬ 
tion  ran  something  like  this:  If  you 
are  in  the  habit  of  getting  up  at  6  a.m. 
each  day,  having  cereal,  orange  juice, 
and  coffee  at  6:30;  leaving  the  house 
at  7:15,  and  walking  down  the  south 
side  of  the  street  to  the  railroad  sta¬ 
tion  to  board  the  7:40  train  for  the 
office:  tomorrow  get  up  at  5:15;  break¬ 
fast  of  bacon  and  eggs  at  6;  leave  the 
house  at  6:30;  walk  down  the  north 
side  of  the  street  (or  the  next  block); 
and  get  the  7:10  train  —  “and  the 
whole  world  will  seem  different!”  It’s 
still  good  advice — and  it’s  especially 
good  to  get  a  new  view  of  your  world 
— big  or  little — now  that  spring  is 
here  .  .  . 

I  was  reminded  of  Hal’s  essay  today 
when  I  came  across  a  high  school  com¬ 
position  written  by  one  of  my  boys  so 
many  years  ago  now  that  the  paper  is 
falling  apart.  When  the  boys  were  in 
high  school  they  often — in  good  season 
and  bad — went  down  by  the  river  or 
into  the  woods  for  a  half  hour  or  hour 
of  “birding.”  Often  their  school  papers 
reflected  their  experiences  in  and  with 
nature.  This  particular  paper  bears  the 
simple  title  “Moming.”  Which  boy 
typed  it  I  cannot  now  tell — but  here 
is  the  text: 

“What  hours  are  more  fascinating 
than  those  daybreak  hours?  And  what 
is  more  thrilling  than  to  watch  Nature 
awaken  in  all  her  beauty  as  the  sun 
begins  to  rise? 

“One  moming  last  summer  we  spent 
those  first  hours  of  dawn  exploring  a 
swamp.  We  were  to  watch  the  birds, 
and  perhaps  make  some  new  acquaint¬ 
ances  among  them. 

“The  merry  littie  marsh  wrens  were 
the  first  to  bid  us  a  glad  ‘Good  morn¬ 
ing!’  They  flitted  gayly  and  quietly 
among  the  bushes  at  the  water’s  end, 
now  and  then  bursting  into  little  trills 
of  song.  One  knew  they  couldn’t  help 
but  sing.  We  almost  sang  ourselves, 
for  such  a  mom  was  made  for  song. 

“Out  among  the  swamp-reeds  we 
soon  found  several  nests  of  the  wrens 
—  big,  closely-woven  nests  at  first 
scarcely  to  be  distinguished  from  the 
protecting  brownish-gray  of  the  reeds. 
Near  one  nest  was  a  tiny,  fluffy  baby. 
He  had  probably  left  his  natal  home 
only  the  afternoon  before,  for  he  flew 
bravely  in  wavering  non-stop  flights 
of  about  two  yards. 

“Cheer-o-kee!  Cheer-o-kee!’ 

“We  knew  that  was  a  blackbird  even 
before  we  saw  the  red  and  orange 
chevrons  on  black  wings!  Swinging  to 
and  fro  on  the  tops  of  the  reeds  these 
gayly-colored  males  were  everywhere 
apparent.  Here  and  there  were  their 
dull-colored  mates,  more  quiet  because 
of  family  cares.  From  down  among  the 
reeds,  lust  young  ones  were  making  the 
announcement  that  has  never  changed 
through  all  the  centuries  at  this  hour — 
that  time  for  breakfast  had  arrived! 

“There  is  a  rattle,  distinguishable 
even  to  an  unmusical  ear  from  any 
other  sound  in  creation!  Yes,  a  hand¬ 
some  kingfisher  poises  for  several  sec- 


Magazine  and  newspaper  readers 
these  days  have  to  be  technical.  There 
are  so  many  new  words  and  phrases 
being  used.  They  have  their  fashion¬ 
able  time,  and  disappear  from  the 
scene,  and  the  poor  old  reader  has  to 
get  “with  it”  all  over  again  in  order  to 
understand  what  is  going  on.  You 
know  what  I  mean — you  only  have  to 
think  how  “O.K.”  words  live  for  a 
while,  have  their  being,  and  move  on. 
Not  long  ago,  everything  was  either 
“relevant”  or  “irrelevant.”  But  those 
two  well-worn  words  are  no  longer 
fashionable.  The  gobbledygook  goes 
on,  however,  and  I  was  interested  to 
see  that  a  number  of  people  who  were 
asked  about  the  most  obvious  “in” 
words  of  World  War  II  did  not  have 
a  clue  about  what  they  meant. 

Somebody  thought  that  “Blitz”  was 
a  professor’s  name,  and  that  “Stuka” 
(the  famous  German  bomber)  was  a 
place  on  the  Continent.  So  quickly 
do  we  lose  the  sense  of  words. 

A  Christian  word  which  has  suf¬ 
fered  is  “charity.”  In  England,  at  least, 
it  is  a  cold  word.  It  conjures  up  that 
particularly  hateful  kind  of  patronising 


onds  almost  motionless  over  the  water, 
then  dives  below  it  like  an  arrow.  Again 
he  poises  and  dives.  This  time  he  has 
caught  a  small  fish,  and  flies  ,  away 
to  share  it  with  his  queen  and  prince¬ 
lings. 

“A  great  blue  heron  is  a  fitting  cli¬ 
max  to  our  morning’s  quest.  Suddenly 
— almost  startlingly — there  is  a  flap¬ 
ping  of  wings  and  he  rises  akwardly 


SPRING  IN  THE 
ARKANSAS  OZARKS 

Some  poets  have  written  lovely 
words  about  Paris  in  the  spring. 

A  hillbilly  poet  jubilated  about 
springtime  in  the  Rockies. 

An  apartment  dweller  in  New  York 
wrote  ecstatic  words  about  Central 
Park  in  the  spring. 

Without  a  doubt  all  of  these  places 
have  their  points.  But  none  of  them 
can  outdo  the  springtime  beauty  of 
the  Arkansas  Ozarks. 

It  was  my  privilege  to  drive  into 
the  heart  of  these  beautiful  moun¬ 
tains  in  early  May  of  this  year.  The 
rains  and  the  cool  weather  had  con¬ 
spired  with  God  to  paint  the  trees  and 
grass  and  flowers  in  breath-takingly 
beautiful  shades  of  green.  The  bright 
leaves  of  the  sycamores  stood  in  con¬ 
trast  against  the  velvety  dark  green 
of  the  cedars  and  pines.  Grass  com- 


“do-gooder”  who  makes  the  recipient 
of  his  benevolence  feel  small.  “I  don’t 
want  your  charity”  we  say. 

Yet  charity  is  a  wonderful  word,  and 
one  which  needs  to  come  back  to  the 
heart  of  Christian  vocabulary.  This  is 
one  of  the  fruits  of  the  Spirit,  and  we 
need  to  see  it. 

Nowhere  is  it  needed  more  than  in 
the  current  debate  about  the  Church, 
and  its  attitudes.  This  debate  can  be 
described  in  a  number  of  ways,  but 
it  commonly  expresses  itself  in  a  ten¬ 
sion  between  the  so-called  “progres¬ 
sive”  and  the  alleged  “conservative.” 
And  when  these  two  start  a  discussion 
— or,  more  often,  an  argument — we 
too  often  see  the  end  of  charitable 
talk.  The  discussion,  in  fact  very  often 
too  quickly  degenerates  into  an  argu¬ 
ment,  and  an  acid  one  at  that. 

Let’s  make  a  recognition  of  the  un¬ 
doubted  fact  that  what  both  these  men 
want  in  all  sincerity  is  the  good  of  the 
church,  and  the  spread  of  the  King¬ 
dom  of  God.  They  may  even  agree 
that  a  reformation — a  renewal — is 
needed  in  the  church  to  help  bring 
this  about.  Admittedly  they  may  use 

into  the  air  not  more  than  ten  feet  in 
front  of  us.  We  had  never  seen  one  at 
such  close  range  before. 

“We  would  have  liked  to  stay  longer, 
but  there  was  school  that  day.  So  we 
went  back  to  town,  and  as  we  jour¬ 
neyed  through  village  streets,  the  alarm 
clocks  of  our  neighbors  were  calling 
them  to  arise  —  though  Nature  had 
been  up  and  stiring  these  two  hours!” 


peted  with  wild  daisies  to  carpet  the 
broad  meadows  in  shades  all  their  own. 
The  stately  catalpa  trees  dropped 
their  blossoms  to  cover  the  ground 
with  beautiful  orchid-like  flowers. 

Driving  along  the  highways  one 
passes  under  tall,  solemn  limestone 
bluffs  decorated  with  wild  ferns  that 
cling  stubbornly  to  the  crevices  be¬ 
tween  the  orderly  layers  of  stone 
placed  there  by  God’s  hand  ages  ago. 
Rounding  a  curve  the  scene  opens  up 
as  farmhouses,  some  modern  and 
some  old-fashioned,  snuggle  under 
hills  or  sit  contentedly  at  the  edges  of 
lush  meadows. 

One  day  the  lowering  clouds  drew 
misty  curtains  over  the  mountain  tops 
and  reached  down  at  times  into  the 
fertile  valleys.  But  they  did  not  dis¬ 
turb  the  thousands  of  sleek  cattle  that 
grazed  serenely  on  the  lush  grass  that 
covered  meadow  and  hillside.  This  is 
marvelous  grazing  land,  and  the  spring 


different  language  about  it.  But  they 
have  an  aim  in  common. 

And  if  this  reformation  is  to  be  tru¬ 
ly  creative,  it  is  essential  that  the  pro¬ 
gressive  and  the  conservative  both  see 
the  value  of  what  the  other  man  is  of¬ 
fering.  And  see  it  in  the  light  of  the> 
true  charity  which  is  the  gift  of  the 
Holy  Spirit. 

They  are  not  opponents  —  party 
men.  They  are  partners  in  the  King¬ 
dom  of  God.  They  can  only  give  of 
their  best  in  that  fellowship,  and  not 
in  isolation.  We  all  know  that  we  can¬ 
not  live  in  the  past,  and  even  the  most 
through-and-through  conservative  does 
not  really  want  that.  We  also  know 
that  we  cannot  spend  all  our  time  liv¬ 
ing  for  the  future — and  the  most  vi¬ 
sionary  of  the  progressives  do  not  ac¬ 
tually  want  us  to  do  that.  We  are  liv¬ 
ing  in  the  present,  and  both  these  men 
have  something  to  give  each  other 
(and  all  of  us)  right  at  this  moment. 

But  that  will  not  happen  unless 
there  is  real  generosity  of  heart,  real 
ability  to  understand  the  value  of  the 
other  man’s  point  of  view.  And  the 
courage  to  admit  that  we  are  some¬ 
times  wrong,  and  he  is  sometimes 
right.  Scorn  and  contempt  are  out. 
Charity  is  in. 

We  live  in  a  brash,  noisy  and  com¬ 
petitive  world.  And  it  sometimes  seems 
that  the  brashness  and  the  competitive 
contempt  has  rubbed  off  on  the 
church,  when  the  sweet  charity  which 
ought  to  be  in  the  heart  of  our  deal¬ 
ings  with  one  another  should  be  rub¬ 
bing  off  on  the  world. 

In  a  world  where  men  know  all 
about  controversy,  and  some  of  it  can 
be  bitter  indeed,  they  need  to  know 
that  there  is  a  place  where  men  can 
engage  in  controversy  without  being 
bitter,  where  men  can  speak  the  truth, 
and  yet  speak  it  in  love.  That  place 
is  the  fellowship  of  the  Church.  Or  it 
ought  to  be. 

We  need  so  much  to  remember  this 
in  England,  when  so  much  ferment  is 
going  on.  Is  it  like  that  in  America, 
too?  Let’s  begin  today  with  a  real 
transatlantic  pact  to  be  really  charita¬ 
ble.  Somebody’s  got  to  start. 

*  *  * 

LAST  WORD 

Church-going  declines,  not  so  much 
because  of  unbelief,  as  because  father 
has  made  a  down-payment  on  a  new 
ear. 


rains  this  year  have  revived  pastures 
that  had  been  parched  for  months. 

Buffalo  River,  queen  of  the  moun¬ 
tain  streams  in  the  area,  is  a  bit  un¬ 
predictable.  One  day  it  flows  crystal- 
clear  and  cool,  playing  hopscotch 
over  patient  rocks  or  coming  to  rest 
in  deep  pools  under  the  majestic 
bluffs.  The  next  day  it  gallops  muddy 
and  angry,  beating  against  the  startled 
trees  and  lapping  up  over  the  gravel 
bars  that  so  recently  had  furnished  an 
ideal  location  for  hardy  spring  camp¬ 
ers. 

One  should  never  overlook  the 
greatest  appeal  of  the  Ozarks;  its  peo¬ 
ple.  These  warm,  gentle  hill  folk  win 
my  heart  anew  every  time  I  visit  them. 
There  is  a  calm  serenity  here  that  mil¬ 
lions  of  citizens  in  the  great  roaring 
cities  would  yearn  to  acquire  if  they 
knew  where  to  seek  it. 

Many  city  people  worry  about  air 
pollution.  If  they  would  come  into  the 
Ozarks  they  could  breathe  air  just  as 
pure  as  it  was  when  God  made  it. 


Jicufman'i.  Witne-H 

by  Charles  A.  Stuck/Lay  Evangelist 
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Names  with  (1)  following  indicate 
new  appointment. 
ARKADELPHIA  DISTRICT 
Otto  W.  Teague, 

District  Superintendent  (2) 

Amity  (Ralph  E.  Hemund)  (5) 

Arkadelphia  Fred  R.  Harrison  (1) 

St.  Andrew — Hollywood  M.  W.  Miller  (2) 
Bismarck  Parish 

(David  M.  Dunaway)  (3) 
Dalark  Circuit  (Harold  Botteron)  (2) 
Delight  Circuit 

(Billy  W.  A.  McLean)  (1) 
Glenwood-Alder  Fred  R.  Smith  (2) 
Grant’s  Chapel-Norman 

(W.  H.  Watson)  (3) 
Gurdon  Cagle  E.  Fair  (1) 

Hot  Springs 

First  George  R.  Ivey  (1) 

Gardner-New  Salem 

Wayne  C.  Jarvis  (3) 
Grand  Avenue  Woodrow  W.  Smith  (2) 
Oaklawn  John  P.  Miles  (3) 

Parish  East  (Claud  Clark)  (1) 

Pullman  Height-St.  Phillips 

John  B.  Ross  (1) 

Malvern 

First  Lloyd  M.  Conyers  (4) 

Keith  Memorial-Butterfield 

Loyd  A.  Perry  (1) 
St.  Paul  Parish  O.  W.  Hoover  (2) 
Mt.  Ida-Oden  Thomas  J.  Nation  (1) 

Mountain  Pine-Gum  Springs  TBS 

Murfreesboro  James  W.  Shaddox  (6) 
Okolona  Ct.  David  M.  Hankins,  Jr.  (2) 
Associate  (Roy  Savage)  (2) 

Piney  Grove  (John  L.  Prothro)  (2) 
Shorewood  Hills  TBS 

Sparkman-Macedonia 

James  F.  Richardson  (4) 
Wesley  Foundation 

David  M.  Hankins,  Jr.  (2) 
SPECIAL  APPOINTMENTS 
WITH  ANNUITY: 

Student,  Perkins  School  of  Theology 

David  F.  Protho  (1) 
Student,  Perkins  School  of  Theology 

Rodney  Carrol  Wallace  (1) 
SPECIAL  APPOINTMENTS 
WITHOUT  ANNUITY: 

Chaplain,  U.  S.  Army  Billy  Howard  Cox 
Chaplain,  U.S.  Army  Winslow  E.  Brown 
Chaplain,  U.S.  Army  Gerald  K.  Hilton 
District  Directors: 

Arkansas  Methodist — O.  W.  Hoover 
Evangelism — George  F.  Ivey 
Stewardship — James  W.  Shaddox 
TRAFCO — Fred  R.  Harrison 
Christian  Social  Concerns — 

David  M.  Hankins 
Missions — Woodrow  W.  Smith 
Town  and  Country — 

James  F.  Richardson 
Christian  Vocations — John  P.  Miles 
Commissioner,  Methodist  Childrens 
Home — Kenneth  Ross 


Pleasant  Grove 

(William  T.  Dunker) 
Silver  Hill-Rhodes  Chapel 

(Ralph  S.  Mann) 
Smackover  Robert  W.  Trieschmann 
Stamps 


Stephens-McNeil 
Strong-Union 
Taylor-New  Era 
Village  Ct. 
Waldo-Willisville 

Welcome 


(Claude  O.  Hall) 
Dale  L.  Diffee 
(Richard  Poss) 

Carl  V.  Matthew 
(Leo  L .  Beck) 


Greer’s  Chapel  John  F.  Walker 
SPECIAL  APPOINTMENTS 
WITH  ANNUITY: 

Student,  Candier  School  of  Theology 
Claude  E.  Barron 
SPECIAL  APPOINTMENTS 
WITHOUT  ANNUITY: 
Student,  Perkins  School  of  Theology 
Faculty,  Oberlin  College 

Grover  Zinn,  Jr. 

Faculty,  Southern  State  College 

Donald  Lau 

Student,  St.  Paul  School  of  Theology 
Jack  A.  Wilson 

District  Directors: 

Arkansas  Methodist — 

Charles  O.  Walthall 
Evangelism — Michael  R.  Clayton 
Missions — Alvin  C.  Murray 
Stewardship — Robert  B.  Moore,  Jr. 
Christian  Social  Concerns — 

Carl  V.  Matthew 

Publishing  Interests — Edwin  B.  Dodson 
Christian  Vocations — Rayford  L.  Diffee 
TRAFCO — Robert  W.  Trieschmann 
Town  and  Country — Arnold  Simpson 
Commissioner  Children’s  Home — 
Burney  Wilson 


CAMDEN  DISTRICT 

C.  Ray  Hozendorf, 

District  Superintendent  (2) 
Bearden  H.  O.  Richardson  (2) 

Bradley  (Benny  G.  Jester)  (3) 

Buckner  Ct.  John  W.  Rushing  (1) 

Camden 

Fairview  Arnold  Simpson  (3) 

First  Edwin  B.  Dodson  (1) 

Associate  Therrel  Wilson  (1) 

St.  Mark  Michael  R.  Clayton  (2) 

Timothy  Doyne  E.  Graham  (1) 

Westside  H.  R.  Nabors  (5) 

Chidester  Ct.  (Veo  E.  Green)  (2) 

Columbia  Ct.  (Jess  W.  Taylor)  (2) 

Dumas-Lisbon  James  E.  Robken  (4) 

El  Dorado 

Centennial  (Oscar  A.  Haire)  (5) 

First  Alvin  C.  Murray  (2) 

Associate  David  B.  Wilson  (2) 

St.  Paul  Ralph  E.  Hale  (4) 

Vantrease  Noel  Cross  (2) 

Emerson  Ct.  (Winston  Roden)  (3) 

Harmony  Grove-Lakeside 

(E.  Stanley  Wagner)  (4) 
Holly  Springs  (Donald  E.  Wootton)  (1) 
Huttig-Bolding  (Robert  H.  Jackson)  (2) 
Junction  City  (Wm.  J.  Logan)  (2) 

Lewisville  Charles  O.  Whalthall  (1) 

Magnolia 

First  Robert  B.  Moore,  Jr.  (1) 

Jackson  St.  Rayford  L.  Diffee  (4) 

Magnolia  Ct.  (Welcome  Burleson)  (7) 
Marysville  Myron  C.  Pearce  (1) 

Norphlet  (James  Ford)  (6) 

Parkers  Chapel  W.  W.  Barron  (3) 


HOPE  DISTRICT 

Alf  A.  Eason, 

District  Superintendent  (2) 
Ashdown  Thomas  A.  Abney  (2) 

Bingen  Ct.  James  B.  Swain  (3) 

Blevins  Ct.  TBS 

Boyd-Fouke  (Bun  Gantz)  (13) 

De  Queen  Don  Alfred  (1) 

Dierks  Parish  Charlie  Mashburn  (2) 

Emmet  Ct.  (Calvin  L.  Miller)  (2) 

Foreman  Kenneth  M.  Goode  (1) 

Garland  Pryor  R.  Cruce  (2) 

Hatfield  Ct.  (Charles  Lawrence)  (1) 

(De  Witt  Harbeson)  (1) 
Hope  Everett  M.  Vinson  (1) 

Horatio  Ct.  (A.  J.  Lightfoot)  (2) 

Lockesburg  (J.  R.  Callicott)  (7) 

Mena  M.  U  Scott  (3) 

Mineral  Springs  Albert  M.  Elder  (1) 

Mountain  View  Ct. 

(Dorcey  Caldwell)  (1) 
Nashville  Alfred  DeBlack  (4) 

Olive  Branch  (L.  D.  Yates)  (9) 

Prescott  Osborne  White  (4) 

Prescott  Co.  (Jerry  Westmoreland)  (2) 
Rondo  Ct.  (Bruce  Bean)  (1) 

Springhill  Charge  Connie  Robbins  (3) 

Associate  (W.  R.  Burks)  (5) 

Texarkana 

College  Hill  Pryor  R.  Cruce  (3) 

Fairview  Winston  Hudnall  (2) 

Few  Memorial  (Ira  Mitchell)  (1) 
First  J.  Ralph  Hillis  (2) 

Associate 

J.  Thomas  Adkinson,  Jr.  (1) 
Washington  Ct.  (Joe  T.  Jones)  (8) 
Winthrop  Ct.  (Charles  E.  Messer)  (2) 
Extension  Church:  Center  Point 

Alfred  De  Black 
SPECIAL  APPOINTMENTS 
WITH  ANNUITY: 

Student,  Perkins  School  of  Theology 

Howard  Ritchie  (1) 
Student,  Drew  University 

John  Shafer  (1) 
SPECIAL  APPOINTMENTS 
WITHOUT  ANNUITY: 

Student,  Drew  University 

Wilbur  Jack  Bennett  (5) 
District  Directors: 

Arkansas  Methodist — Everett  Vinson 
Missions — Pryor  R.  Cruce 
Evangelism — M.  E.  Scott 
Publishing  Interests — Alfred  De  Black 
Town  and  Country — Winston  Hudnall 
Christian  Social  Concerns — 

Albert  Elder 

TRAFCO— J.  Ralph  Hillis 
Com.  Methodist  Children’s  Home- 
Ray  Turner 


LITTLE  ROCK  DISTRICT 

Joe  R.  Phillips,  Jr., 

District  Superintendent  (2) 

Austin  Ct.  (T.  G.  Poss)  (2) 

Bauxite  William  A.  Lea  (2) 

Benton 

First  George  G.  Meyer  (1) 

New  Hope-Mt  Carmel 


(1) 

(D.  Carl  Diffee) 

(2) 

Parkview 

George  G.  Kerr 

(3) 

(6) 

Salem-Congo 

Robert  W.  Johnson 

(3) 

(1) 

Bethel 

Carl  E.  Beard 

(1) 

(5) 

Bryant  Robert  M.  Van  Hook,  HI 

(2) 

(5) 

Carlisle 

Kirvin  A.  Hale 

(4) 

(1) 

Des  Arc-New  Bethel 

(1) 

Harold  W.  Brent 

(2) 

(3) 

Hamilton 

(Charles  Strong) 

(2) 

Hazen-De  Vails 

Bluff 

(2) 

Clyde  N.  Swift 

(4) 

(3) 

Hickory  Plains  Ct. 

TBS 

(3) 

Little  Rock 

(1) 

Asbury  Edward  B.  Hollenbeck 

(4) 

Capitol  View 

W.  Braska  Savage 

(3) 

First  Robert  E.  L.  Bearden 

(8) 

Associate 

Maurice  C.  Webb 

(8) 

(1) 

Galloway  Memorial 

(3) 

(Jesse  L.  Johnson) 

Geyer  Springs 

Palmer  Garner 

(4) 

Henderson 

W.  Darrell  Bone 

(1) 

Highland 

Clinton  M.  Atchley 

(4) 

(2) 

Hunter  Memorial 

Irl  Bridenthal 

(3) 

(1) 

Markham 

Fred  H.  Arnold 

(3) 

Oak  Forest 

Charles  G.  Ashcraft 

(1) 

(3) 

Pulaski  Heights 

James  B.  Argue 

(4) 

Associate 

O.  D.  Peters 

St.  Andrew 

Donald  F.  Nolley 

(3) 

St.  Luke 

Norris  Steele 

(2) 

St.  Paul 

J.  Robert  Scott 

(1) 

Associate 

(Robert  Robertson) 

(1) 

Trinity 

George  W.  Martin 

(7) 

Twenty-Eighth  Street 

(W.  R.  Johnson)  (2) 
Wesley  Foundation 

Harold  J.  Wells  (3) 


Western  Hills 

(Herman  G.  Bonds) 

(3) 

Winfield 

Elmo  Thomason 

(2) 

Associate 

James  B.  Scudder 

(3) 

Lonoke-Eagle 

John  O.  Alston 

(3) 

Mabelvale 

Ben  G.  Hines 

(2) 

Mt.  Pleasant 

(H.  O.  Bolin) 

(2) 

Mountain  View 

(Antony  L.  Chaffin) 

(2) 

Primrose 

(J.  Frank  Hamm) 

(1) 

Sardis 

Carl  E.  Beard 

(3) 

Traskwood  Ct. 

John  J.  McKnight 

(3) 

Woodlawn  Ct.  TBS 

SPECIAL  APPOINTMENTS 
WITH  ANNUITY: 
Superintendent,  Methodist  Childhen’s 

Home  J.  Edwin  Keith  (7) 
Executive  Secretary,  Conference 
Interboard  Council  W.  Neill  Hart  (4) 
Associate,  Interboard  Council 

F.  Giadwin  Connell  (3) 
Student,  Perkins  School  of  Theology 

Charles  K.  Wilmoth  (2) 
Student,  Union  Theological  Seminary 

Robert  E.  Price  (2) 
Student,  Perkins  School  of  Theology 

Fred  Haustein  (1) 
SPECIAL  APPOINTMENTS 
WITHOUT  ANNUITY  CLAIM  ON 
THIS  CONFERENCE 
Student,  Perkins  School  of  Theology 

James  H.  Sewell  (3) 
President,  Hendrix  College 

Marshall  T.  Steel  (10) 
Vice  President,  Hendrix  College 

James  E.  Major  (7) 
Missionary  to  Okinawa — William  M. 
Elder 

Professor,  St.  Paul  School  of  Theology — 
Charles  W.  Baughman 
Professor,  Baker  University — 

John  C.  English  (3) 
Chaplain,  U.S.  Air  Force — 

Jeff  E.  Davis 
Chaplain,  U.S.  Air  Fore — 

Ralph  Vanlandingham 
Chaplain,  U.S.  Army — Gerald  C.  Dean 
Chaplain,  Veterans’  Administration 
Hospital — James  W.  Workman 
Student,  Graduate  Program,  Southern 
Methodist  University — 

William  C.  Gentry  (3) 
Student,  Duke  University — 

Robert  L.  Moore  (3) 

District  Directors: 

Arkansas  Methodist — Charles  G. 
Ashcraft 

Christian  Social  Concerns — 

Robert  W.  Johnson 
Evangelism — Palmer  Garner 
Missionary  Secretary— J.  Robert  Scott 
Publishing  Interests— Robert  E.  L. 
Bearden 

Stewardship — Elmo  Thomason 
Town  and  Country — Kirvin  A.  Hale 
TRAFCO— O.  D.  Peters 


Commissioner,  Methodist  Children’s 
Home— James  G.  Gannaway 


MONTICELLO  DISTRICT 

J.  Edward  Dunlap, 
District  Superintendent  (2) 


Bryan  Stephens 
Harould  Scott 
(Colin  Ward) 
Don  Eubanks 
(Joe  Ogden) 
W.  Norton,  Jr. 
Fred  L.  Arnold 
N.  Lee  Cate 
George  Sam  Jones 
Edward  Matthews 
Charles  Ramsay 
N.  Lee  Cate 
Carlos  E.  Martin 


Arkansas  City 
Ashley-Drew  Ct. 

Associate 

Associate 
College  Heights 
Crossett  Ferries 
Dermott 
Dumas 
Eudora 
Fordyce 
Good  Hope 
Gould 

Hamburg  Charge 
Hampton -Harrell  (Dewey  McCauley) 
Hermitage  Ct.  (Harold  Rogers) 

Kingsland  Ct.  (Elam  Turner) 

Lacey  Harold  K.  Davis 

Lake  Village-Montrose 

Robert  Regnier 
McGehee,  First  Bryan  Stephens 
McGehee,  Wesley  Fred  L.  Arnold 
Monticello  Harold  K.  Davis 

Parkdale-Miller  Ch.  George  Cleary 

Portland  Carr  Dee  Racop,  Jr. 

Thornton  Ct.  (W.  Shelton  Kilgore) 
Tillar  Charge  Eugene  Efird 

Warren  Charles  Ramsay 

Watson-Kelso  Harould  Scott 

Wesley  Foundation  Harould  Scott 

Wilmar  Ct.  (Daniel  C.  George) 
Wilmot  Carr  Dee  Racop,  Jr. 

SPECIAL  APPOINTMENT 


(2) 

(4) 

(2) 

(2) 

(2) 

(1) 

(4) 

(5) 
(3) 
(2) 

(3) 
(5) 

(4) 
(3) 
(2) 
(1) 
(1) 

(3) 

(2) 

(3) 

(1) 

(1) 

(1) 

(1) 

(2) 

(3) 

(1) 

(5) 
(1) 
(1) 


Faculty,  The  Ecumenical  Institute — 
Frank  V.  Hilliard 
District  Directors: 

Methodist  Children’s  Home — - 
R.  B.  Newcome 
Education — Bryan  Stephens 
Evangelism — N.  Lee  Cate 
Stewardship — Charles  Ramsay 
Social  Concerns — Eugene  Efird 
Town  and  Country — Carr  Dee 
Racop,  Jr. 

Arkansas  Methodist — Harold  K.  Davis 
TRAFCO — Fred  L.  Arnold 
Publishing  Interests — Ferris  W. 
Norton,  Jr. 

Missions — Edward  Matthews 


PINE  BLUFF  DISTRICT 
Arthur  Terry, 

District  Superintendent  (2) 

Almyra  Harold  S.  Bailey  (2) 

Altheimer-Wabbaseka 

Kenneth  L.  Spore  (3) 
Bayou  Meto-Lodge’s  Corner 

Don  R.  Williams  (1) 
Carthage  Circuit  (Elmer  L.  Beck)  (2) 
De  Witt-De  Luce-Prairie  Union 

Thurston  Masters  (3) 

England-Keo  Anthony  Webster  (2) 

Gillett-Camp  Shed  Horace  Grogan  (2) 
Grady-Trinity  Robert  L.  Riggin  (2) 
Humphrey-Humnoke 

(G.  Coleman  Akin)  (3) 
Leola  Ct.  G.  C.  Bailey  (5) 

Pine  Bluff 

Carr  W.  Edgar  Outlaw,  Jr.  (3) 

First  John  W.  Lindsay  (4) 

Associate  George  A.  Tanner  (1) 

Good  Faith-Sulhpur  Springs 

Louis  M.  Mulkey  (3) 

Hawley  Joe  E.  Arnold  (2) 

Lakeside  Raymond  L.  Franks  (3) 

St.  Luke-Center  Grove 

Curtis  E.  Monroe  (2) 
Wesley  William  D.  Elliott  (1) 

Whitehall-Redfield 

Darrell  Van  Smith  (2) 
Rison-Mt.  Carmel  Allen  B.  Bonsall  (3) 
Roe  Ct.  (Thomas  Hatcher)  (1) 

Rowell  Ct  (Hursel  Richert)  (2) 

St.  Charles-Pleasant  Grove 

(Robert  Irvin)  (4) 

Sheridan  Joe  W.  Hunter  (4) 

Sherrill-Tomberlin 

C.  Everette  Patton  (4) 

Stuttgart 

First  Robert  O.  Beck  (2) 

Grand  Avenue  Herston  R.  Holland  (3) 
SPECIAL  APPOINTMENTS 
WITHOUT  ANNUITY: 
Part-Time  Teaching,  Art 
Department,  S.M.U. 

Robert  E.  Allen,  Jr.  (5) 
U.S.  Navy  Chaplain-Commander — 
Withers  M.  Moore 

SPECIAL  APPOINTMENTS 
WITH  ANNUITY: 

Student,  St.  Paul  School  of  Theology 

Leland  Gary  Goldman  (4) 
DISTRICT  DIRECTORS 
Arkansas  Methodist — Kenneth  L.  Spore 
Please  turn  to  page  15 
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Children's  Home  Report 

( Continued  from  last  week) 


JOHN  HARSTON  GRAVES 

by  the  WSCS  of  Port  Barre  Methodist  Church 
FRED  J.  WYBLE 

by  the  WSCS  of  Port  Barre  Methodist  Church 
J.  R.  WINTER 

by  Marion  Methodist  Church 
MRS.  NETTIE  CRUKSHANK 

by  the  DeQuincy  Insurance  Agency,  Inc . 

W.  F.  MANNING  ’ 

by  Beth  and  Dewitt  Clements,  Arcadia,  La . 
by  Dr .  and  Mrs .  Marvin  T .  Green,  Ruston,  La . 
by  the  Lincoln  Parish  Library  Staff,  Ruston,  La . 
by  Mr.  &Mrs.  H.  H.  Hanks,  Ruston,  La. 
by  Mrs.  B.  T.  Young,  Ruston,  La. 

MRS.  HESSIE  JANE  McFERRIN 
by  the  Zwolle  Methodist  Church 
CRIT  PETTY 

by  Mrs.  G.  Middleton,  Shreveport,  La. 

ORRIN  JAMES 

by  Mr.  &Mrs.  H.  C.  Miller,  HI,  Waterproof,  La. 
MRS.  MAMIE  FORD  MARTIN 

by  Mrs.  T.  L.  Rodes,  Benton,  La. 

MRS.  BOWER 

by  Mr.  &Mrs.  Herbert  Waller,  Fannerville,  La. 
THOMAS  LOWE 

by  Mr.  &  Mrs .  J .  P.  Comalander,  Shreveport,  La. 
MRS.  M.  E.  HIGGINBOTHAM 

by  Mr .  &  Mrs .  H.  C.  Miller,  HI,  Waterproof,  La . 
CHESTER  A.  COOK 

by  Miss  Maggie  and  John  Pitts,  Belcher,  La. 

DR.  W.  T.  OGLESBY 

by  Mrs.  William  Oglesby,  Baton  Rouge,  La. 

A.  R. SCOTT 

by  Dr.  and  Mrs.  Tom  Cochran,  Haynesville,  La. 
MRS.  HATTIE  L.  WALTERS 

by  J .  A .  Harper,  Crowville,  La . 

DUKE  YATES 

by  Mr.  &Mrs.  G.  R.  Jarrell,  Epps,  La. 

C.  W.  JOHNS 

by  Mr .  &  Mrs .  B .  F .  Heathman,  Shreveport,  La . 
by  Mrs .  Lucille  Middleton,  Shreveport,  La . 
by  Mr.  &Mrs.  W.  R.  Bledsoe,  Shreveport,  La. 
by  Mrs.  E.  R.  Burr,  Vivian,  La. 

MRS.  ELIZABETH  SHELBY  MITCHELL 

by  Mr.  &  Mrs.  Dick  Miller,  Shreveport,  La. 


B.  YEE 

by  Mr.  81  Mrs.  Dick  Miller,  Shreveport,  La. 

MRS.  ESTELLE  B.  HARRIS 

by  Miss  Lucie  Jane  Harris,  Bastrop,  La. 

W.  L.  HUTCHINSON 

by  Mrs.  R.  C.  Jeffress,  Jonesboro,  La. 

MRS.  ELLA  LEDBETTER 

by  The  Paul  Sherrard  Family,  Arcadia,  La. 

MRS.  JOHN  SHOLARS 

by  Mrs .  Dewitt  Henry,  Monroe,  La . 

MRS.  O.  E.  POOLE 

by  Mrs .  Dewitt  Henry,  Monroe,  La . 

J.  S.  TURRENTINE 

by  Mr.  &  Mrs .  W.  R.  Chadick,  Mooringsport,  La. 

M.  S.  HENDRICK 

by  Mr.  &Mrs.  W.  R.  Chadick,  Mooringsport,  La. 

RAY  MARTIN  KEASLER 

by  Mr.  &  Mrs.  W.  R.  Chadick,  Mooringsport,  La. 

MRS.  D.  M.  CAMPBELL 

by  Mr.  &  Mrs .  W.  R.  Chadick,  Mooringsport,  La. 

mr.  McFarland 

by  Mr.  &Mrs.  H.  H.  Hanks,  Ruston,  La. 

MRS.  CHESTER  FOWLER 

by  Mr.  &Mrs.  Douglas  Fowler,  Coushatta,  La. 
by  Mr .  &  Mrs .  Patterson  Strother  &  family,  Coushatta,  La . 
PAUL  WISE 

by  Mr.  &Mrs.  Douglas  Fowler,  Coushatta,  La. 
by  The  Patterson  Strother  Family,  Coushatta,  La. 

MRS.  MARY  WEEKS  CRAIN 

by  Mr.  &Mrs.  V.  S.  Brennan,  Shreveport,  La. 

MRS.  L.  P.  LEGENDRE 

by  Mr. &  Mrs.  Ryan  Horton,  Natchitoches,  La. 

CHARLES  J.  &  ODESSA  COOK 

by  Mr.  &  Mrs .  C.  J.  Cook,  Natchitoches,  La. 

MRS.  ALICE  G.  DAVIS 

by  Mr.  &Mrs.  E.  D.  Barnett,  Plain  Dealing,  La. 

JOSEPH  D.  HATCHER 

by  Mr.  &Mrs.  A.  M.  Boggs,  Plain  Dealing,  La. 
by  Zola  Keoun,  Plain  Dealing,  La. 

MRS.  VAR1A  TOMBY 

by  The  Wesleyan  Class  of  First  Methodist  Church, 

Cotton  Valley,  La. 

MR.  &  MRS.  TROY  HAWKINS 

by  Dr.  &Mrs.  Archie  Breazeale,  Jr.,  Natchitoches,  La. 
by  Bhoates  Furniture  Co.,  Natchitoches,  La. 
by  Mr.  &  Mrs .  Cary  Johnson,  Jr.,  Natchitoches,  La. 
by  Mr.  &Mrs.  WaddyK.  Norman,  Natchitoches,  La. 

M.  R.  WEAVER 

by  Mr.  &Mrs.  Cary  Johnson,  Jr.,  Natchitoches,  La. 
by  Sidney  Kaffie,  Natchitoches,  La. 


SERVICES  AT  ST.  LUKES 

Two  special  services  held  during  the 
past  year  at  St.  Luke’s  Methodist 
Church  in  Shreveport  can  serve  as 
models  for  other  churches. 

One  was  an  ecumenical  Good  Fri¬ 
day  service;  the  other  a  dramatic  pre¬ 
sentation  of  the  Last  Supper  on  Maun¬ 
dy  Thursday  night. 

It  is  hoped  that  each  will  become  an 
annual  affair. 

In  the  Good  Friday  service,  clergy¬ 
men  from  seven  different  denomina¬ 
tions  preached  on  the  Seven  Last 
Words  from  the  Cross.  The  leader  was 
the  pastor  of  St.  Luke’s,  the  Rev.  Ar¬ 
thur  Baker.  The  speakers  included  a 
Methodist,  the  Rev.  Robert  B.  Crich- 
low  of  Broadmoor,  and  the  pastors  of 
a  Lutheran,  Assembly  of  God,  Baptist, 
and  Presbyterian  church;  the  director 
of  the  Episcopalian  student  center  at 
Centenary,  and  Msgr.  Marvin  Borde¬ 
lon,  a  Roman  Catholic  priest. 

In  keeping  with  the  ecumenical 
theme,  the  offering  went  to  Meals  for 
Millions,  a  non-denominational  world 
relief  agency  which  provides  balanced 
meals  for  hungry  people. 

In  the  re-enactment  of  the  Last  Sup¬ 
per,  St.  Luke’s  used  a  chalice  from  St. 
George’s  Greek  Orthodox  Church  and 
the  pastor  of  that  congregation,  Father 
George  Seder,  baked  the  bread  used 
in  the  service.  The  scene  was  based 
on  the  Da  Vinci  Last  Supper.  The 
narrator  was  Kenneth  Rigby  of  Shreve¬ 
port,  member  of  the  church. 


SCHOLARSHIP  GRANTS 

Centenary  College  has  been  the  re¬ 
cipient  of  two  scholarship-grant  funds 
this  week  totaling  $3,500,  according  to 
President  Jack  S.  Wilkes. 

The  first  of  the  gifts  came  from  the 
Reader’s  Digest  Foundation  in  the 
amount  of  $2,500  for  a  two-year  peri¬ 
od.  The  current  pledge  brings  the  total, 
fund  up  to  $10,000,  and  is  issued  by 
Sterling  Fisher,  executive  director  for 
Reader’s  Digest.  The  stipulation  is  that 
only  the  interest  from  the  funds  be 
used  for  scholarships  each  year. 

Mr.  E.  L.  Williamson,  senior  vice 
president  of  the  Louisiana  Land  and 
Exploration  Company,  has  presented 
the  second  of  grants  in  the  amount  of 
$1,000  for  worthy  students  for  the 
1967-68  school  year.  The  stipulations 
of  this  gift  provide  one  scholarship 
of  not  more  than  $500  for  a  member 
of  the  senior  class  in  the  school  of 
geology,  and  one  scholarship  of  not 
more  than  $500  for  an  outstanding 
member  of  the  senior  class. 

t 


WESLEY  CHURCH  AT  SULPHUR 
held  a  service  of  dedication  for  the 
new  Verdin  680  Carillon.  The  carillon 
is  a  gift  to  the  church  from  Mr.  and 
Mrs.  Alva  Lathrop.  The  Rev.  Deen 
Thompson  is  pastor  of  Wesley. 


THE  REV.  CLARK  W.  BELL,  pastor 
of  the  Tallulah  Methodist  Church, 
brought  the  message  for  the  107  grad¬ 
uates  of  Tallulah  High  School  at 
Baccalaureate  services,  May  21.  Jane 
Graves,  active  MYFer,  was  saluta- 
torian  of  the  class. 


The  Rev.  George  Sherman,  Bish¬ 
op  Walton,  and  the  Rev.  Alvin 
S.  Mayo,  pastor,  at  dedication  of 
the  parsonage  at  Simmesport, 
May  (4th. 


THE  ISTROUMA  CHURCH  had  Mr. 
and  Mrs.  R.  M.  Steere  of  Ruston  as 
guest  speakers  on  Sunday  evening,  May 
14.  The  Steeres  told  of  their  experi¬ 
ences  taking  a  group  of  young  people 
to  Bolivia  last  summer  to  work  with 
missionaries  Carl  and  Julia  Williams. 
The  Steeres  are  parents  of  the  Rev. 
Daniel  Steere,  associate  pastor  at  Is- 
trouma.  The  Rev.  Marvin  H.  Corley  is 
pastor.  The  program  was  planned  by 
the  Commission  on  Missions,  Mrs.  T. 
M.  Ellis,  chairman. 


MEMBERS  OF  THE  MANY  Church 
and  their  families  gathered  for  a 
church  night  supper,  May  24,  to  honor 
the  Rev.  and  Mrs.  W.  H.  Bengston. 
Mr.  Bengston  is  completing  his  sixth 
year  as  pastor  at  Many,  and  plans  to 
accept  the  retired  relation  at  this 
week’s  session  of  the  Louisiana  Annual 
Conference.  The  Bengstons  have  pur¬ 
chased  a  home  in  Many,  after  serving 
43.5  years  as  an  effective  member  of 
the  conference.  Expressions  of  love 
and  appreciation  were  extended  by 
Bob  Clark  on  behalf  of  the  Men’s 
Bible  Class,  and  by  Garlor  Pharis  on 
behalf  of  the  Official  Board. 


If  you  don’t  help 
your  school  officials 
open  recreation  areas 
nights,  weekends  and 
during  the  summer, 
nobody  else  will. 
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A  reception  was  held  at  Second  Methodi: 
Church,  New  Orleans  May  21st  to  honor  the  Jc 
Daigle  family  --  moving  to  Baton  Rouge.  Th 
entire  family  has  been  unusually  active  in  Sec 
ond  Church  for  many  years,  the  parents  havir 
grown  up  there.  The  Rev.  Larry  Robertson  i 
pastor  of  Second  Church. 


At  Mangum  Memorial,  Shreveport, 
Mrs.  Gladys  Hendrick,  retired  educator 
and  member  of  First  Baptist  Church, 
reviewed  "The  Christian's  Secret  of 
Happy  Living”  by  Hannah  Wittal  Smith, 
for  the  Cheermakers’  Class.  Mrs.  J. 
L.  Kelly  is  president  of  the  class. 
The  Rev.  Ralph  Cain  is  pastor. 


Taking  time  out  from  the  hard  work  of  the 
"Month  of  Decision  campaign”  held  recently 
at  Mangum  Memorial  Church,  Shreveport  were, 
left  to  right,  Mrs.  Pearl  Ayers,  C.  B.  Weekley, 
Mrs.  C.  B.  Weekley,  Chester  Duckett,  and  Mrs. 
Juanita  Durrett. 


Methodist  Men  and  wives 
at  Pharr  Chapel  Metho¬ 
dist  Church,  Morgan  City, 
listen  attentively  as  the 
Rev.  Larry  Robertson, 
minister  in  New  Orleans 
Inner  City  Parish  shows 
slides  and  gives  running 
commentary  on  conditions 
confronting  the  Inner 
City  staff,  and  the  meas¬ 
ures  employed  to  meet 
problems  that  arise.  The 
Rev.  Reuel  H.  Allen  is 
pastor  of  the  Pharr  Cha¬ 
pel  Church, 
another,  sharing  information  about 
themselves,  comparing  backgrounds. 
It  turned  out  to  be  more  of  a  getting 
acquainted  period  than  a  tutorial  ses¬ 
sion.  But  it  was  time  well  spent,  for 
the  student  was  able  to  find  an  ear 
willing  to  listen  as  she  unburdened 
herself. 

It  would  be  difficult  to  estimate 
just  how  many  people  are  in  need  of 
a  friend  to  listen  as  they  talk.  They 
don’t  need  advice,  just  a  listener.  To 
know  that  someone  cares  enough,  is 
concerned  enough  about  you  to  take 
time  to  listen  and  reply  is  a  great  help 
to  the  lonely.  There  is  perhaps  no 
greater  service  that  one  can  render  to 
one  in  need  than  simply  being  a  friend. 

Being  a  friend  is  not  always  easy. 
It  takes  time  and  patience.  It  may 
take  a  willingness  to  listen.  It  takes  a 
feeling  of  compassion  for  those  about 
us  who  have  been  disadvantaged.  But 


this  is  what  it  means,  among  other 
things,  to  show  Christian  love  toward 
others. 

t 

NEWS  AND  NOTES 
A  RECENT  ISSUE  of  the  New  Or¬ 
leans  Inner  City  Parish  newsletter 
cited  Mrs.  Mary  Lou  Pleasant  of  the 
Lake  Vista  Methodist  Church  for  fill¬ 
ing  her  station  wagon  with  children  on 
Saturday  mornings  to  take  them  on 
field  trips.  They  have  visited  the  wax 
museum.  City  Park,  Audubon  Park 
Zoo,  the  lake  front  and  other  points 
of  interest.  For  most  youngsters  it  is 
their  first  visit  out  of  their  neighbor¬ 
hood.  Parish  ministers  Rupert  Coles, 
Larry  Robertson  and  Robert  Eaker  ex¬ 
press  a  hope  that  other  volunteers  will 
befriend  a  family  or  some  children  in 
the  underprivileged  areas  of  New  Or¬ 
leans. 


Vivian  Methodist  Observes  National 
Family  Week  with  a  ‘‘Family  Fair  on 
May  1  1.  Among  the  activities  were 
family  exhibits,  Grinmore's  Circus, 
Miss  U-Tell-Um,  Rogue's  Gallery,  Car¬ 
toons,  PetShow,  and  a  variety  of  snacks 
and  refreshments.  Goofy  Golf  was  one 
of  the  many  amusements. 


A  Doll  Show  was  one  of  the  several  family  exhibits  at  Vivian.  Pictured 
from  left  to  right  are:  Debbie  King,  Billie  Lou  Holbrook,  Kenneth  Burkman,  and 
Diane  Caraway.  The  Fair  profits  will  be  used  to  pay  for  a  week-end  retreat  to 
Caney  Lake  by  the  4th  through  8th  grade  boys  and  girls.  Mrs.  L.  B.  Smith  was 
general  chairman  of  the  Fair. 


Monty  Love  and  Roy  Wagner  are  pictured  be¬ 
side  the  white  cross  on  which  the  youth  of  Man¬ 
gum  Church,  Shreveport,  placed  their  individ¬ 
ual  pledge  cards. 


P.  K.  KORNER 

ROBERT  BOND,  older  son  of  the 
Rev.  and  Mrs.  Beverly  E.  Bond  of 
Baton  Rouge,  is  returning  from  over 
two  years’  service  in  Japan.  The  fam¬ 
ily  will  go  on  vacation  the  week  fol¬ 
lowing  conference,  and  the  North  Bat¬ 
on  Rouge  Church  pulpit  will  be  oc¬ 
cupied  June  4  by  the  Rev.  M.  C.  Cady, 
associate  pastor  of  Baton  Rouge  First 
Church. 

KATHLEEN  AND  LEE  CARRUTH, 
children  of  the  Rev.  and  Mrs.  Angus. 
Lee  Carruth  of  Jennings,  were  among 
49  ninth  and  tenth  grade  students  at 
Jennings  High  who  scored  above  92 
percentile  on  the  National  Education 
Development  Test  given  this  spring.. 
They  were  awarded  certificates  of 
achievement  at  a  recent  Honors  Day 
Assembly.  Their  younger  brothers, 
Paul  and  John,  are  also  honor  students 
at  Northside  Elementary  School. 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

One  of  the  heartening  stories  of 
achievement  of  what  we  are  trying  to 
accomplish  in  Inner  City  happened 
this  week.  It  is  not  a  story  of  people 
coming  to  church;  it  just  involves  two 
people.  But  it  does  demonstrate  the 
help  which  can  be  given  to  one  through 
the  interest  and  willingness  of  a  dedi¬ 
cated  Christian  layperson. 

A  mother  of  four,  who  had  not 
finished  school,  decided  she  would  like 
to  earn  her  diploma.  She  enrolled  in 
night  school,  accepting  the  obligation 
to  attend  two  nights  each  week.  Since 
enrolling  she  has  advanced  about  two 
grades.  She  is  presently  studying  at  a 
ninth  grade  in  some  subjects  and  the 
seventh  grade  level  in  other  subjects. 

But  her  progress  has  not  been  with¬ 
out  its  costs.  She  has  studied  long 
hours.  She  has  had  to  learn  a  great 
deal  in  a  short  time.  She  has  had 
discouragement  in  her  inability  to 
grasp  some  of  the  concepts.  Finally,  it 
was  necessary  for  her  to  ask  for  help; 
this  plea  was  made  to  laypersons  of 
suburban  churches.  Olive  Harkiss  of 
St.  Lukes  Methodist  church,  responded. 

Their  first  tutoring  session  resulted 
in  a  sizeable  amount  of  time  being 
spent  in  simply  getting  to  know  one 


The  MYFers  of  Ruston  First 
Church  announce  that  they  are 
within  250  stamp  books  of  being 
within  their  goal  to  obtain  the  sta¬ 
tion  wagon  for  the  Methodist  Chil¬ 
dren’s  Home.  Any  kind  of  stamps 
are  acceptable.  —  Or  cash! 
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Commissioning  services  for  four  of 
ten  Methodist  volunteers  assigned  to 
duty  in  Vietnam  were  conducted  at 
the  executive  committee  meeting  of 
Methodist  Committee  for  Overseas  Re¬ 
lief  held  in  New  York  (May  1-2). 

Bishop  Ralph  T.  Alton  of  the  Wis¬ 
consin  Area  presided  over  the  commis¬ 
sioning. 

The  ten  volunteers  are  assigned  un¬ 
der  the  auspices  of  Vietnam  Christian 
Service,  a  joint  refugee  relief  effort 
of  Church  World  Service  (relief  arm 
of  the  National  Council  of  Churches), 
Lutheran  World  Relief  and  the  Men- 
nonite  Central  Committee.  MCOR  pro¬ 
vides  both  personnel  and  money  to  this 
organization. 

Commissioned  were  Miss  Rebecca 
Gould,  Altoona,  Pa.;  Miss  Sarah  Kath¬ 
erine  Clark,  Decatur,  Ala.;  and  the 
Rev.  and  Mrs.  R.  Dean  Hancock,  Elk- 
horn,  Wis.  They  are  scheduled  to  ar¬ 
rive  in  Vietnam  some  time  in  July. 

Transferring  to  Vietnam  are  the  Rev. 
and  Mrs.  Everett  W.  Thompson,  Meth¬ 
odist  missionaries  presently  serving  in 
Japan.  Though  MCOR  is  committed 
to  send  10  volunteers,  the  remaining 
four  have  not  yet  been  selected. 

As  of  July,  the  number  of  Meth¬ 
odist  volunteers  in  Vietnam  with  VCS 
will  be  13.  According  to  Dr.  J.  Harry 
Haines,  general  secretary  of  MCOR, 
plans  are  underway  to  send  15-20  more 
during  the  fall  of  1968. 

Workers  provided  to  VCS  by  the 
committee  are  part  of  integrated  relief 
teams  working  in  various  parts  of  Viet¬ 
nam.  Each  team  includes  a  doctor, 
nurse,  agriculturalist,  social  worker  and 
home  economist. 

In  a  report  to  the  executive  com¬ 
mittee,  Dr.  Haines  noted  that  “post 
war  Vietnam  will  confront  the  Amer¬ 
ican  churches  with  an  opportunity  for 
service  unparalleled  in  their  long  his¬ 
tory.” 

While  the  results  of  a  Christian  pres¬ 
ence  in  Vietnam  have  been  emerging 
slowly,  they  have  nevertheless  been  evi¬ 
dent,  he  said,  but  we  must  also  be 
prepared  to  meet  the  challenge  of  a 
cease-fire  when  it  finally  comes. 

“The  ending  of  hostilities  will  leave 
that  small  country  with  a  ruined  local 
economy — large  areas  of  fields  and 
forests  defoliated,  abandoned  farm  land 
which  has  reverted  to  its  original  jun¬ 
gle  state,  clogged  inland  waterways, 
ruined  irrigation  systems,  dislocation 
of  one-tenth  of  its  population  who  are 
now  refugees,  burned  and  bombed  out 
villages,  destroyed  roads,  and  war- 
clogged  city  slums,  Dr.  Haines  ob¬ 
served. 

Not  only  will  the  Vietnamese  find 
themselves  wrapped  in  economic  chaos, 
but  the  state  of  mind  and  spirit  among 
the  civilian  populace  will  continue  to  be 
one  of  hatred  and  suspicion,  he  added. 

As  Dr.  Haines  explained,  the  task 


Two  Missionaries  Commissioned 
at  Troy  Annual  Conference 

During  sessions  of  Troy  Annual 
Conference  at  Lake  Placid,  N.Y.,  on 
May  14,  Mr.  and  Mrs.  Dwight  Strawn, 
both  former  short-term  missionaries, 
were  commissioned  as  regular  mission¬ 
aries  by  Bishop  Lloyd  C.  Wicke,  resi¬ 
dent  bishop  of  the  New  York  Area. 
They  will  leave  in  August  for  Seoul, 
Korea. 

At  the  same  Annual  Conference, 
Mrs.  Strawn’s  father,  the  Rev.  Frank 
J.  Reid,  retired  after  40  years  of  ser- 


Vo/unteers  commissioned 


for  missionary  service  in  Vietnam 


Commissioning  ceremonies  for  these  four  Methodist  volunteers  assigned 
to  Vietnam  were  held  at  executive  committee  meeting  of  Methodist  Com¬ 
mittee  for  Overseas  Relief,  May  1-2,  in  New  York.  Left  to  right:  the  Rev. 
and  Mrs.  R.  Dean  Hancock,  Elkhorn,  Wis.;  Miss  Rebecca  Gould,  Altoona, 
Pa.  Miss  Sarah  Katherine  Clark,  Decatur,  Ala. 


of  the  churches  would  be  that  of  aid¬ 
ing  and  assisting  the  Vietnamese  peo¬ 
ple,  not  to  build  new  economic  struc¬ 
ture  or  restore  the  old.  Such  a  task 
would  require  a  person-to-person  min¬ 
istry,  re-developing  some  of  the  mate¬ 
rial  needs  but  most  important  seeking 
to  create  self-confidence  and  confi¬ 
dence  in  the  future,  and  a  sense  of 
feeling  at  home  in  Vietnam  and  in  the 
larger  world. 

“Part  of  this  will  have  to  be  tackled 
only  after  hostilities  have  ended,”  Dr. 
Haines  said.  “However,  there  is  a  large- 
scale  operation  which  must  be  under¬ 
taken  now,  with  the  assumption  that 
this  would  be  expanded  many  times 
when  peace  finally  comes.” 

The  master  blueprint  for  the  church’s 
role  in  reconstruction  would  first  call 
for  an  increase  in  finances  and  per¬ 
sonnel.  An  additional  one  hundred  peo¬ 
ple  well  trained,  highly  motivated,  and 
hopefully  already  with  experience  at 
home  or  abroad,  will  be  available  to 
work  with  refugees  and  others  who 
can  be  reached. 

Presently  there  are  63  persons  em¬ 
ployed  on  the  VCS  staff  working  on 
a  $481,000  budget.  Such  a  move  would 
double  the  effectiveness  of  the  work 
now  underway,  as  well  as  the  budget, 
he  said.  As  these  workers  plan  and 
carry  out  their  activities,  they  would 
be  looking  to  the  post-war  period  and 


gearing  their  present  task  to  the  chal¬ 
lenge  that  lies  ahead. 

“The  exact  dimensions  of  the  job 
to  do  or  the  people  and  other  re¬ 
sources  needed  to  do  it  can  only  be 
approximated  until  a  cessation  of  hos¬ 
tilities  comes  about,”  the  general  sec¬ 
retary  further  noted. 

However,  he  estimated  that  the  re¬ 
construction  program  of  the  American 
churches  might  be  three  million  dol¬ 
lars  a  year  for  four  years.  This  would 
include  two  hundred  highly  trained  spe¬ 
cialists  in  the  field  of  medicine  and 
public  health,  community  development, 
agriculture,  handicrafts,  literacy  and 
village-level  education  and  social  wel¬ 
fare.  There  might  also  be  specialists 
in  the  field  of  training  amputees  and 
other  wounded  or  handicapped  per¬ 
sons. 


Miss  Rebecca  Gould 

Born  in  Cuba  City,  Wis.,  Miss 
Gould  comes  from  a  family  of  minis¬ 
ters.  Her  father,  the  Rev.  Theodore 
Gould,  is  a  pastor  in  the  Central  Penn¬ 
sylvania  Conference  of  The  Methodist 
Church,  and  she  has  two  uncles  also 
in  the  ministerial  field. 

She  attended  West  Suburban  Hos¬ 
pital  School  of  Nursing,  Oak  Park,  Il¬ 
linois,  where  she  received  her  diploma 
in  nursing  in  1962.  She  also  attended 
Wheaton  College  where  she  received 


vice  in  the  Conference. 

From  1960-64,  Mr.  Strawn  was  a 
short-term  missionary  in  Seoul,  where 
he  learned  Korean  and  taught  English. 
He  is  a  graduate  of  Clemson  College 
in  South  Carolina  and  has  studied  at 
the  Korean  Language  Institute  of 
Yonsei  University  in  Seoul.  During  the 
past  year,  both  Mr.  and  Mrs.  Strawn 
have  been  studying  at  Drew  University, 
Madison,  N.J. 

Mrs.  Strawn,  the  former  Sonia  Reid, 
is  a  graduate  of  the  University  of 
Rochester  in  New  York.  From  1960- 
63,  she  was  a  short-term  missionary 


in  Algeria.  She  also  took  part  in  an 
International  Youth  Work  Camp  in 
Fort  National,  Algeria,  in  1963. 

Dr.  and  Mrs.  Donald  C.  Woods 
To  Be  Commissioned  on  July  2 

Dr.  and  Mrs.  Donald  C.  Woods  will 
be  commissioned  as  missionaries  of 
The  Methodist  Church  on  July  2  at 
the  First  Methodist  Church  in  La 
Verne,  Calif.,  with  Bishop  Glenn  R. 
Phillips  officiating.  Scheduled  to  leave 
in  September  for  the  Philippines,  Dr. 
Woods  has  been  pastor  of  the  church 


a  bachelor  of  science  in  nursing  in 
1965. 

Prior  to  entering  the  mission  field, 
she  was  a  nurse  at  Columbia  Presby¬ 
terian  Hospital  in  New  York  City. 

Miss  Gould  has  been  appointed  as 
a  nurse  in  Vietnam. 


Miss  Sarah  Katherine  Clark 

Miss  Clark  also  comes  from  a  min¬ 
isterial  background,  having  a  brother 
and  a  father  serving  as  pastors  in  De¬ 
catur,  Ala.  She  attended  Birmingham 
Southern  College  for  three  years  study¬ 
ing  biology  and  chemistry  and  will 
complete  here  bachelor  of  science  de¬ 
gree  in  nursing  from  Emory  Univer¬ 
sity  School  of  Nursing  this  spring. 

Miss  Clark  has  been  assigned  to 
Dak  To,  Vietnam,  as  a  public  health 
nurse. 


The  Hancocks 

The  Rev.  and  Mrs.  R.  Dean  Han¬ 
cock  have  been  appointed  as  a  refugee 
nutrition  and  home  economist  in  Dak 
To,  Vietnam.  Prior  to  this  assignment, 
Mr.  Hancock  was  pastor  at  the  First 
Methodist  Church,  Elkhorn,  Wis. 

Mrs.  Margaret  Hancock  received 
her  education  at  Morningside  College, 
Sioux  City,  Iowa,  where  she  studied 
home  economics  and  social  psychol¬ 
ogy,  receiving  a  bachelor  of  arts  de¬ 
gree  in  1954.  She  holds  a  five  year 
Iowa  teaching  certificate.  She  has: 
taught  home  economics  in  Rock  Val¬ 
ley,  Iowa,  Waterford  and  Burlington 
High  Schools  in  Wisconsin. 

Mr.  Hancock  also  attended  Mom- 
ingside  College  majoring  in  sociology 
and  receiving  a  bachelor  of  arts  de¬ 
gree  in  1953.  He  received  his  bache¬ 
lor  of  divinity  degree  three  years  later 
from  Garrett  Theological  Seminary, 
Evanston,  Ill. 

The  Hancocks  are  members  of  the 
Wisconsin  Conference,  and  the  parents 
of  three  children. 


The  Thompsons 

Commissioned  as  regular  mission¬ 
aries  in  1926,  the  Rev.  and  Mrs.  Ev¬ 
erett  W.  Thompson  are  transferring  to 
Vietnam  from  Japan,  where  they  have 
served  for  nearly  41  years.  Bom  in 
Jefferson,  New  Hampshire,  Mr; 
Thompson  is  a  graduate  of  Wesleyan 
University  (B.D.,  1921),  Boston  Uni¬ 
versity  School  of  Theology  (S.T.B., 
1926),  and  the  New  York  School  of 
Social  Work  (B.S.,  1946). 

Mrs.  Thompson,  of  Trout  Run,  Pa., 
is  a  graduate  of  Ohio  Wesleyan  Uni¬ 
versity  (A.B.,  1923)  and  the  New 
York  School  of  Social  Work  (B.S., 
1946).  Their  only  son,  Lawrence  H.. 
Thompson,  also  is  a  missionary  in 
Japan  in  the  field  of  social  work. 


at  La  Verne  since  1963. 

Dr.  Woods  will  be  joining  the  faculty 
of  Philippines  Wesleyan  College  in 
Cabanatuan,  in  Central  Luzon,  teach¬ 
ing  in  the  field  of  psychology  and  do¬ 
ing  administrative  work.  He  has  stud¬ 
ied  at  Pasadena  City  College,  Univer¬ 
sity  of  California  at  Los  Angeles,  Gar¬ 
rett  Theological  Seminary,  University 
of  Chicago,  and  Washington  School  of 
Psychiatry.  Dr.  Woods,  who  was  born 
in  California,  served  churches  in  Illi¬ 
nois  and  Washington,  D.  C.,  as  well 
as  in  Pasadena,  Glendale,  Imperial 
Beach  and  La  Veme,  Calif. 
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APPOINTMENTS 

Christian  Social  Concerns — 

Louis  M.  Mulkey 
Church  School  Work — 

William  D.  Elliott 
Evangelism — John  W.  Lindsay 
Missions — W.  Edgar  Outlaw,  Jr. 
Publishing  Interests — Anthony  Webster 

Stewardship - Raymond  L.  Franks 

Town  and  Country  Work — 

Thurston  Masters 
TRAFCO— Herston  R.  Holland 
Commissioner,  Methodist  Children’s 
Home — Jerry  L.  Patterson 
Transfers  In 

T.  T.  McNeal,  Elder,  from  the  North  Ar¬ 
kansas  Conference,  May  23,  1967 

Transfers  Out 

Stacy  Ollar,  Jr.,  Elder,  to  the  Kansas 
Conference,  August  1,  1966 
Hal  R.  Sessions,  Elder,  to  the  Memphis 
Conference,  January  25,  1967 
Will  S.  Milton,  Elder,  to  the  Louisiana 
Conference,  May  26,  1967 
Joe  W.  McClain,  Elder,  to  the  Louisiana 
Conference,  May  26,  1967 
Larry  S.  Nicholson,  Elder,  to  the  Pacific 
Northwest  Conference,  May  26,  1967 
James  M.  Speights,  Jr.,  Deacon,  to  the 
North  Georgia  Conference,  May  26,  1967 
At  the  request  of  the  General  Board  of 
Missions,  the  following  recommended 
appointments  are  announced: 

Judith  Atwood,  Church  and  Community 
Worker,  Mena,  Arkansas 
C.  Ray  Tribble,  Home  Missionary,  Direc¬ 
tor,  Aldersgate  Methodist  Camp,  Little 
Rock 

APPOINTMENT  FOR  SPECIAL  VOTE 
BY  THE  ANNEAL  CONFERENCE: 
Donald  A.  Lau,  Assistant  Professor, 
Southern  State  College,  Magnolia 
Grover  Zinn,  Jr.,  Faculty,  Oberlin  Col¬ 
lege,  Oberlin,  Ohio 

Frank  V.  Hilliard,  Faculty,  The  Ecumen¬ 
ical  Institute,  Chicago,  Illinois 

t 

Mr.  Theodore  Runyan  To 
Leave  World  Division  Staff 

The  World  Division  of  the  Method¬ 
ist  Board  of  Missions  has  announced 
the  retirement  of  the  Rev.  Theodore 
Runyan,  assistant  treasurer,  effective 
August  18,  after  a  long  career  both 
as  a  missionary  and  as  a  member  of 
the  staff. 

Except  for  the  World  War  II  years, 
Mr.  Runyan  was  a  missionary  in  Ma¬ 
laysia  from  1930  to  1957. 

In  1940  he  was  named  principal  of 
the  Anglo-Chinese  School  at  Ipoh  and 
pastor  of  Wesley  Church,  and  the  fol¬ 
lowing  year  served  in  similar  posts  in 
Penang  where  he  was  also  district  su¬ 
perintendent  of  the  Northern  District. 

Following  his  return  to  the  States 
in  1957,  he  first  served  as  an  admin¬ 
istrative  assistant  to  the  General  Sec¬ 
retariat  before  his  election  at  the  Or¬ 
ganizational  Meeting  of  the  Board  of 
Missions  in  1960  as  assistant  secretary 
for  General  Administration. 

In  June  1962,  he  was  named  asso¬ 
ciate  director  for  Research,  and  fol¬ 
lowing  the  reorganization  of  the  Di¬ 
vision  and  Board  by  the  1964  Gen¬ 
eral  Conference,  was  voted  to  the  of¬ 
fice  of  assistant  treasurer  of  the  World 
Division. 

t 

DIRECTOR  OF  ADVANCE 
NAMED 

NEW  YORK  —  A  number  of 
changes  in  the  staff  of  the  Board  of 
Missions  has  been  announced. 

Dr.  Virgil  W.  Sexton,  Indianapolis, 
Ind.,  has  been  named  executive  secre¬ 
tary  of  the  Section  of  Cultivation  and 
director  of  the  Department  of  the  Ad¬ 
vance,  succeeding  Dr.  Donald  E.  Red¬ 
mond.  The  Rev.  Isaac  Bivens,  Austin, 


Jtt  Ulrmnrtam 


The  Rev.  Lewis  W.  Fair 

The  Rev.  Lewis  Willis  Fair,  93,  re¬ 
tired  member  of  the  North  Arkansas 
Annual  Conference  making  his  home 
in  Hot  Springs,  died  May  23  in  a  Hot 
Springs  hospital.  Funeral  services  were 
conducted  May  24  in  Gardner  Meth¬ 
odist  Church  by  Bishop  Paul  V.  Gal¬ 
loway,  the  Rev.  Wayne  Jarvis  and  the 
Rev.  W.  H.  Watson. 

He  was  born  in  Scott  County  Sep¬ 
tember  10,  1873,  the  son  of  Franklin 
and  Sarah  Jane  Martin  Fair.  He  was 
educated  at  Arkansas  Methodist  Col¬ 
lege,  later  Hendrix  College,  and  later 
taught  there.  He  was  married  to  the 
former  Lillie  Sorrells  who  died  in  1954. 
At  the  time  of  his  death,  he  was  mak¬ 
ing  home  with  his  daughter,  Mrs.  James 
A.  Wright,  Hot  Springs. 

Prior  to  his  retirement  in  1946,  he 
filled  many  patorates  in  Arkansas,  in¬ 
cluding  Booneville,  Magazine,  Cecil, 
Clinton,  Biggers,  Gregory,  Leslie  and 
Prairie  View. 

In  addition  to  Mrs.  Wright,  sur¬ 
vivors  include  two  other  daughters, 
Mrs.  Ella  Mae  Burr,  Hot  Springs,  and 
Mrs.  Christine  Hayes,  Chattanooga, 
Tenn.,  two  sons,  Frank  R.  Fair,  Mans¬ 
field,  Ark.  and  Arthur  Dell  Fair,  Mata¬ 
dor,  Tex.,  one  brother.  Dr.  E.  N.  Fair, 
Heavener,  Okla.,  two  sisters,  Mrs.  Nan¬ 
nie  Dozier,  Waldron,  Ark.,  and  Mrs. 
Luga  Kemp,  Wichita,  Kansas.,  seven 
grandchildren  and  three  great  grand¬ 
children. 

t 

Dr.  Alva  I.  Cox,  Akron,  Ohio, 
widely-known  Methodist  leader  and  re¬ 
tired  executive  secretary  of  the  North- 
East  Ohio  Annual  Conference  Board 
of  Education  died  April  26  after  a  long 
illness. 

t 

Mrs.  Wilbur  E.  Hammaker,  92,  wife 
of  retired  Bishop  Hammaker,  died  May 
8  in  Washington,  D.  C. 

11- 

Miss  E.  Mae  Young,  73,  a  retired 
staff  member  of  the  Interboard  Com¬ 
mittee  on  Missionary  Education  of  The 
Methodist  Church  died  in  mid-April 
in  Asheville,  N.  C.,  after  an  extended 
illness. 

t 

“Clergy  and  physicians  must  be  mo¬ 
tivators  and  coordinators  of  commu¬ 
nity  efforts  in  the  health  field.”  — 
Dr.  Amos  Johnson,  Garland,  N.  C. 


Texas,  has  been  named  associate  sec¬ 
retary  of  Missionary  Personnel,  and 
Dr.  Floyd  L.  Hinshaw,  Waterloo,  Iowa, 
has  been  appointed  a  fund-raising  di¬ 
rector  in  the  Department  of  Finance 
and  Field  Service. 

Promotions  of  present  staff  mem¬ 
bers  in  the  Joint  Commission  on  Edu¬ 
cation  and  Cultivation  include  Miss  B, 
Elizabeth  Marchant,  named  director  of 
fine  arts  and  graphic  services;  Mrs. 
Thomas  T.  Kajiwara,  appointed  asso¬ 
ciate  secretary  for  administration;  the- 
Rev.  David  W.  Briddell,  named  di¬ 
rector  of  the  Department  of  Visual 
Education;  and  Gilbert  M.  Galloway, 
appointed  associate  director  of  the  vis¬ 
ual  education  department. 


Elliedee  Beasley  Hughes 

Elliedee  Beasley  Hughes,  widow  of 
the  Rev.  C.  M.  Hughes,  died  in  Winns- 
boro,  La.,  May  23,  following  an  ex¬ 
tended  illness.  Funeral  services  and 
burial  were  in  Leesville,  May  24,  with 
the  Rev.  James  E.  Christie,  officiating. 

Mrs.  Hughes  was  well  known  in  her 
native  Shreveport  area,  having  served 
as  organist  at  First  Methodist  Church, 
Shreveport  and  as  organist-director  at 
Noel  Memorial  Methodist  Church.  She 
was  married  to  Mr.  Hughes  when  he 
was  headmaster  of  the  Centenary 
Academy. 

With  her  husband,  she  served  pas¬ 
torates  in  Arkansas,  Tennessee  and 
Kentucky,  before  returning  to  Lou¬ 
isiana.  Their  last  pastorate  was  at  Wa¬ 
terproof.  Upon  retirement,  they  made 
their  home  in  Leesville,  where  Mrs. 
Hughes  taught  a  large  number  of  piano 
and  organ  pupils  over  a  period  of  many 
years.  Following  her  husband’s  death, 
she  continued  to  teach,  and  actively 
participated  in  First  Church,  Leesville, 
until  failing  health  required  her  to 
enter  a  nursing  home,  where  she  has 
spent  her  last  years. 

t 


Ray  Cherry 

Kay  Cherry,  75,  member  of  the 
Reyno  Methodist  Church,  died  on  May 
22  following  a  heart  attack.  He  was 
a  lifetime  member  of  the  Reyno  Com¬ 
munity  in  Randolph  County,  Ark. 

He  had  been  very  active  in  the 
work  of  this  church  since  his  early 
childhood.  Funeral  services  were  con¬ 
ducted  by  the  Rev.  Y.  D.  Whitehurst 
and  the  Rev.  James  Chandler. 

He  is  survived  by  his  wife,  Pearl, 
and  by  three  sons,  Marion  Cherry, 
Bartlesville,  Okla.,  Sammie  Cherry, 
Denver,  Colo.,  and  Marvin  Cherry, 
St.  Louis,  Mo.,  two  daughters,  Mrtena 
Whitehead,  Portland,  Ore.,  and  Ana 
Ray  Heath,  Levels,  Ill.,  and  several 
grandchildren  and  stepchildren  and 
step-grandchildren . 


WILLIAM  CARPENTER 


William  Carpenter  is  a  post-graduate 
student  at  Ouachita  Baptist  Univer¬ 
sity  working  toward  a  degree  in  music. 

He  would  welcome  the  opportunity  to 
work  with  you  in  special  services  in 
your  church  as  soloist  and/or  song 
leader. 

WRITE 

William  Carpenter, 

702  E.  Second 
Pine  Bluff 

CALL 

JE-44417 
Pine  Bluff 


Mrs.  Mary  Elizabeth  Joiner 

Mrs.  Mary  Elizabeth  Lewis  Joiner 
passed  away  May  2.  A  native  of  Ath¬ 
ens,  La.,  she  had  lived  in  Shreveport 
the  last  twenty-three  years  of  her  life. 
She  had  .been  a  member  of  the  Athens 
and  Lakeview  Methodist  churches. 

Mrs.  Joiner  was  a  devoted  mother. 
Her  family  attests  to  her  exemplifica¬ 
tion  of  the  Beatitudes  in  her  daily 
living. 


“Dad,  is  God  with 
us  here  at  the 


lake?” 


v(v 


World's  most  widely  used  daily  devotional  guide 


37  Languages  —  44  Editions 


1908  Grand  Ave.,  Nashville,  Tenn.  37203 


"Yes,  son,  God  is  with  us 
everywhere.  He  is  with  us  at 
school,  at  work,  at  home  or 
away  .  .  .  and  every  day  of  the 
week,  not  just  Sundays  in 
church.” 

Is  God  part  of  your  life  and 
your  family’s  life,  every  day, 
seven  days  a  week?  You  and 
your  family  need  this  constant 
daily  communion  with  God. 

Daily  devotions  can  be  most 
helpful  and  meaningful  in  your 
own  or  your  family’s  worship. 
The  Upper  Room  is  an  easily- 
followed  devotional  guide.  World¬ 
wide  in  its  use  and  in  its  author¬ 
ship,  it  knows  no  national,  racial 
or  denominational  boundaries, 
but  strives  to  serve  Christians 
everywhere. 

You  can  help  spread  the 
ministry  of  The  Upper  Room  by 
giving  copies  to  the  ill,  to  shut- 
ins,  to  your  friends,  and  others. 


Write  for  FREE  SAMPLE 
COPY  or  send  your  .. 
order  now  to  begin 
with  the  July-August 
number.  Ten  or 
more  copies  of  ( 
issue  to  one  ad¬ 
dress,  10  cents 
per  copy.  Indi¬ 
vidual  yearly 
subscriptions, 

English  or 
Spanish, $1.00. 
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These  laymen  (and  laywoman)  qualified  recently  as  lay  speakers  by  at¬ 
tending  and  meeting  requirements  of  a  Lay  School  held  at  Natchitoches 
First  Methodist  Church  for  laypersons  in  the  Northwestern  Area  of  the 
Alexandria  District.  Sessions  were  held  on  six  Tuesday  nights  with  Dr. 
Charles  E.  Palmer,  (third  from  left)  Alexandria  District  director  of  Lay 
Speaking  and  professor  of  Speech  at  NSC,  as  instructor. 


Members  of  First  Methodist  Church,  Winnfiefd,  who  qualified  as  Lay  Speak¬ 
ers  at  Natchitoches  School  with  pastor  Richard  E.  Walton  (center).  Left 
to  right:  J.  G.  Russell,  W.  J.  Austin,  M.  T.  Crowe,  and  John  Jackson, 
charge  lay  leader. 


RIGHT:  Dr.  Glenn  Foumet,  Father  Walter 

Jarnezak,  and  the  Rev.  Roland  Freidrick  of 
Central  State  Hospital,  Pineville,  were  guest 
speakers  at  Southside  Methodist  Church,  Mon¬ 
roe  recently.  They  discussed  the  work  done 
by  the  hospital  and  the  Christian’s  obligation 
toward  mental  health.  The  Rev.  Lea  Joyner 
is  Southside  pastor. 


Clover  Bend  Methodist  Church  held  a  service 
of  dedication  for  new  Methodist  Hymnals  re¬ 
cently  with  the  Hymnal  Committee  (above) 
participating.  Official  Board  chairman  Clar¬ 
ence  Brand  (third  from  left).  The  Rev.  Bennie 
G.  Ruth  is  pastor. 


The  Springhill  Methodist  congregation  selected  the 
Wesley  Young  family  (above)  to  be  the  Family  of 
the  Year.  They  were  presented  a  plaque  of  appre¬ 
ciation  for  valuable  service  rendered  the  Springhill 
church.  The  Springhill  congregation  is  losing  the 
Young  family  due  to  a  job  promotion  for  Mr.  Young. 


Claiborne  MYF  members  (below)  presented  the 
evening  worship  at  Sunday  School  picnic  held 
at  Lake  Cheniere  recently.  Oma  Gene  Flem¬ 
ing,  chairman  of  the  Commission  on  Education 
and  his  father,  J.  0.  Fleming,  chairman  of  the 
Official  Board  cooked  hamburgers  forthe  event. 
The  Rev.  E.  W.  Sandel  is  pastor. 


The  Louisiana  Memorial  Methodist  Church  of  Opelousas  entertained  its 
high  school  seniors  with  dinner  at  Don  s  Seafood  and  oteak  House  in  La¬ 
fayette.  Accompanied  by  Mrs.  Mae  Aymond,  senior  high  counselor  and  the 
Rev.  and  Mrs.  Fred  Shirley,  they  later  attended  the  movie  A  Man  tor  All 
Seasons. 


These  MYF  officers  were  recently  honored  with  a  banquet  at  Elizabeth 
Sullivan  Memorial  Methodist  Church  in  Bogalusa.  The  Rev.  Cleburne 
QOaid  is  pastor.  David  Preuss,  fifth  from  left,  is  president. 


PAGE  SIXTEEN 


JUNE  1,  1967 


LIBRARY 

CENTENARY  COLLEG 

TO  BE  TAKEN  OUT 


JUN  8  1967 


tOT  I L 
AJEJqn  32s 


THE 


ouisiana 


(Dethobist 


j 


19th  YEAR 


THURSDAY,  JUNE  8,  1967 


NO.  23 


The  Rev.  Lonnie  Sibley  is  shown  as  he  spoke  during  the  special  presen- 
tation  of  the  Board  of  Education  and  the  Board  of  Education  in  the  Friday 
morning  session  of  the  Louisiana  Annual  Conference.  The  chart  refers 
to  the  decline  in  Church  School  attendance  in  the  conference. 

•  “No”  to  merger;  “Yes”  to  racial  resolution 

Louisiana  Annual  Conference 
session  is  called  "the  best  ever 


“The  best  annual  conference  in 
years,”  was  what  many  delegates  were 
saying  as  they  started  home  from 
Shreveport  Friday  after  the  close  of 
the  one  hundred  twenty-second  session 
of  the  Louisiana  Annual  Conference. 
Bishop  Aubrey  G.  Walton  said, 
“Judged  by  almost  any  yardstick  you 
want  to  use,  it  was  the  best  conference 
in  years.” 

The  delegates  “split  their  ballot”  on 
the  two  important  church-wide  issues 
which  camp  up  for  debate  and  vote.  The 
vote  was  against  the  proposed  Meth- 
odist-EUB  Merger  Plan  with  264  dele¬ 
gates  voting  against  it  and  189  voting 
for  it.  In  their  voting  Wednesday  on 
the  so-called  “Central  Jurisdiction 


APPOINTMENTS 
For  a  number  of  years  our  read¬ 
ers  have  indicated  that  they  want 
to  read  the  appointments  of  the 
other  conferences  involved  in  our 
constituency.  Following  this  sug¬ 
gestion,  you  will  find  the  entire 
appointment  lists  for  the  North 
Arkansas  Conference  and  for  the 
Louisiana  Conference  printed  on 
pages  10,  11  and  14  of  this  issue. 


Resolution,”  the  vote  was  234  for  the 
resolution  and  176  against. 

On  the  final  day  of  the  conference 
the  delegates  were  challenged  by  a 
joint  presentation  by  the  Board  of 
Evangelism  and  the  Board  of  Educa¬ 
tion  in  which  the  two  groups  present¬ 
ed  in  words  and  charts  the  urgent 
need  to  join  all  forces  to  change  the 
ownward  trend  in  Church  school  en¬ 
rollment  because  of  its  significance  in 
reaching  a  smaller  number  of  people 
each  year  for  a  number  of  years. 

In  what  has  become  one  of  the 
very  significant  events  of  the  annual 
session,  Dudley  Snow,  lay  leader  of 
the  Shreveport  District,  was  named 
“Layman  of  the  Year”  by  the  Con¬ 
ference  Board  of  Lay  Activities. 

One  of  the  smallest  number  of 
changes  in  pastoral  appointments  was 
noted  when  Bishop  Walton  read  the 
appointments  at  noon  on  Friday.  Only 
18  per  cent  of  the  appointments  will 
have  new  ministers.  This  is  well  below 
the  average  which  has  been  between  25 
and  30  per  cent  annually. 

Dr.  Earl  Emmerich,  who  has  been 
pastor  of  First  Church,  Pineville,  as 
appointed  associate  director  of  the 
Area  Council,  and  the  Rev.  Rex 
Squyres,  who  has  been  pastor  at  Kinder 
while  he  devoted  half  of  his  time  to 


Dr.  U.  Karl  Perego 
dies  at  conference 

Dr.  U.  Karl  Perego,  60,  associate 
pastor  of  First  Methodist  Church, 
Alexandria,  died  of  an  apparent  heart 
attack  while  in  Shreveport  attending 
the  session  of  the  annual  conference, 
Thursday,  June  1.  He  suffered  the 
seizure  while  driving  to  a  session  or 
the  conference,  and 
was  able  to  drive 
his  car  into  a  shop¬ 
ping  center  parking 
lot. 

Prior  to  joining 
the  staff  of  the 
Alexandria  church 
two  years  ago  he 
has  served  as  pas¬ 
tor  at  Pioneer,  La. 
A  native  of  Tex¬ 
as,  he  held  the  B.A.  degree  from  Lou¬ 
isiana  College,  the  Th.  B.,  Th.  M.,  and 
Th.  D.  degrees  from  the  New  Orleans 
Baptist  Seminary. 

He  was  a  chaplain  with  units  of 
the  Air  Force  for  seven  years  during 
and  just  after  World  War  II.  He  re¬ 
ceived  training  in  the  Chaplains’  School 
at  Harvard  University. 

While  on  the  staff  of  the  Alexan- 
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a  position  with  the  state  office  of  eco¬ 
nomic  opportunity,  was  named  confer¬ 
ence  director  of  church  survey  and 
community  development,  a  position  to 
which  he  will  devote  half  his  time 
while  he  serves  as  pastor  at  Moss 
Bluff. 

On  Friday  morning  Dr.  Jack  S. 
Wilkes,  chairman  of  the  Area  Coun¬ 
cil  and  Bishop  Walton  expressed  ap¬ 
preciation  for  the  work  of  Miss  Geor¬ 
gia  Dailey  who  is  leaving  the  staff  of 
the  Area  Council  as  director  of  Meth¬ 
odist  Information  after  two  years  in 
that  position.  Bishop  Walton  an¬ 
nounced  that  Cecil  Bland  of  the  area 
staff  will  assume  those  duties  tempo¬ 
rarily,  in  the  hope  that  Miss  Dailey 
can  return  to  the  post  soon. 

Ministers  who  retired  at  the  con¬ 
ference  were:  Lovice  A.  Carrington, 
Shreveport;  Paul  Durbin,  Logansport; 
William  H.  Bengtson,  Many;  Pleasant 
W.  Sibley,  Walker;  and  Van  Leo  West¬ 
brook,  Athens,  and  Theron  McKisson. 

The  conference  was  saddened  on 
Thursday  by  the  news  of  the  death  of 
Dr.  Carl  Perigo,  associate  pastor  of 
First  Church,  Alexandria,  following  a 
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uentenary  president 
presents  diploma 
to  son  Rex 


Centenary  President  Dr.  Jack  S. 
Wilkes  joined  the  other  proud  par¬ 
ents  at  the  college’s  graduation 
exercises  May  28,  as  he  presented 
a  diploma  to  hi s  son  Rex  B.  Wilkes. 
The  younger  Wilkes  finished  his 
work  at  Centenary  last  summer  and 
is  now  a  student  at  the  Duke  Uni¬ 
versity  School  of  Divinity.  He 
plans  to  follow  in  the  footsteps  of 
his  grandfather  and  father  as  a 
Methodist  minister. 


Oldest  Centenary 
alumnus  leaves  board 
at  own  request 

Dr.  John  L.  Scales,  Sr.,  Shreveport, 
oldest  living  alumnus  of  Centenary 
College,  now  95,  has  requested  that 
he  be  relieved  of  membership  on  the 
college  Board  of  Trustees  —  after 
nearly  fifty  years  of  service. 

Board  Chairman  George  D.  Nelson, 
after  reading  the  letter  of  resignation 
to  the  board  commented,  “In  recent 
years,  Dr.  Scales  has  asked  that  he 
be  relieved  of  these  duties,  but,  for 
sentimental  reasons,  we  have  not  hon¬ 
ored  his  request.  However,  Dr.  Scales 
insists  that  he  cannot  carry  this  re¬ 
sponsibility  because  of  his  years,  and 
I  reluctantly  recommend  that  we  ac¬ 
cept  his  resignation.” 

Nelson  continued,  “Dr.  Scales  has 
served  as  an  outstanding  leader,  both 
at  Centenary  College  and  the  First 
Methodist  Church.  His  quick  wit  has 
solved  many  a  knotty  problem.” 

After  the  Board  accepted  his  resig¬ 
nation,  Dr.  Scales  was  named  an  Hon¬ 
orary  Life  Member. 

Dr.  Henry  Bowden,  superintendent 
of  Lafayette  District,  observed  that  Dr. 
Scales  retirement  came  on  the  75th 
anniversary  of  his  graduation  from 
Centenary,  an  event  which  took  place 
back  in  1892. 

According  to  records  of  the  Board 
of  Trustees"  Dr.  Scales  was  named  a 
member  of  the  board  in  May,  1919, 
when  the  group  was  reorganized.  At 
that  point  "in  the  history  of  the  col¬ 
lege,  it’s  fortunes  were  at  a  low  ebb. 

Dr.  Scales  said  one  of  the  high 
points  of  his  career  as  a  member  of 
the  board  came  in  1921  when  a  group 
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THE  ITCH  TO  BE  RELEVANT 


Occasionally  an  editor  has  sense  enough  to  admit 
that  someone  else  has  said  something  so  much 
better  than  he  can  that  he  just  becomes  tempo¬ 
rarily  honest  and  sane  enough  to  say  to  his  readers, 
“Let  me  tell  you  what  someone  else  has  said.” 
We  have  had  for  some  time  now  an  editorial  sent 
in  by  a  reader  months  ago  from  The  Living  Church, 
one  of  the  outstanding  publications  of  the  Episco¬ 
pal  Church.  It  is  entitled  “The  Itch  to  be  Rele¬ 
vant,”  and  we’ve  been  planning  to  steal  the  title 
for  one  of  our  own  editorials.  However,  we  are 
afflicted  with  post-conference  doldrums  this  week 
and  it  seems  an  ideal  time  to  bring  out  this 
material. 

“Thirty  years  ago,  Emil  Brunner  wrote  that 
‘the  time-honored  scandal  of  Protestantism  is  its 
desire  to  keep  pace  with  the  times.’  This  effort,  he 
felt,  is  foolish  and  wrong  “When  the  Church  tries 
to  be  modem  she  always  arrives  too  late,  and  the 
world — rightly — is  only  amused  by  her  ‘modernity.’ 

“The  agonizing  itch  of  many  Churchmen  of 
today  to  be  relevant,  current,  up-to-date,  is  this 
same  tired  and  fruitless  old  vanity  and  striving 
after  wind;  and  it  is  worse  than  useless  because  it 
distracts  from  the  Father’s  business. 

‘To  be  sure,  Christians  must  try  to  keep  pace 
with  all  the  good  gifts  which  God  is  continually 
bestowing  through  science  and  other  means.  They 
should  do  this  for  the  same  reason  a  good  doctor 
tries  to  keep  pace  with  medical  advances — so  that 
he  can  best  do  his  job.  But  what  Brunner  means 
by  keeping  pace  with  the  times  is  very  different 
from  this,  and  is  in  part  a  corruption  of  it.  The 
corruption  may  be  seen  in  one  of  its  less  noxious 
forms  in  the  ‘in’  parson  talking  (or  trying  to  talk) 
‘in’  language  in  the  ‘in’  crowd,  hoping  to  pass  as 
an  authentic  ‘in-grouper’  even  though  he  is  a  par¬ 
son.  Or  a  Christian  moralist  with  the  itch  studies 
the  Kinsey  Report,  learns  how  most  people  ac- 


" BASED  ON  EXAMINATION  OF  ACTUAL  BLOOD  SAMPLE* 
TAKEN  FROM  DEAD  PILOTS^  THE  FA. A-  (.FEDERAL 
AVIATION  AGENCY)  H AS  DETERMINED  THAT  ONE 
GENERAL  AVIATION  PILOT  IN  EVERY1  THREE  WHO 
DIED  IN  A  CRASH  DURING  1965  HAD  BEEN  DRINKING 
ENOUGH  ALCOHOL  ID  AFFECT  WIG  FLYING  ABILITY 
ONE  IN  EVERY  FOUR  WAG  CROSS-EYED  DRUNK' 


tually  behave  sexually,  and  concludes  that  his  job 
is  to  provide  some  kind  of  moral  rationale  for  per¬ 
version  and  promiscuity.  To  find  such  illustrations 
of  the  danger  in  the  relevancy-first  principle  is  all 
too  easy  today;  but  because  it  is  a  sacred  cow,  to 
raise  questions  about  it  is  to  be  reactionary,  Vic¬ 
torian,  irrelevant  and  even — unkindest  cut  of  all 
— medieval. 

“What,  then,  is  the  Christian’s  true  calling  with 
respect  to  his  ‘times’?  If  we  have  read  the  New 
Testament  with  any  comprehension  at  all,  it  is 
to  be  neither  abreast  nor  behind  his  times,  but 
independent  of  his  times;  and  this  cannot  be,  so 
long  as  he  sees  hist  first  duty  to  God  and  neighbor 
being  relevant  and  up-to-date.  In  the  first  Chris¬ 
tian  sermon,  St.  Peter  exhorts  the  faithful  to  save 
themselves  from  ‘this  untoward  generation’  (Acts 
2:40).  The  old  text  might  well  be  dusted  off  and 
brandished  again  in  our  day.  It  is  rigorously  rele¬ 
vant  to  the  Christian’s  temptation  in  any  age  to 
make  an  idol  of  relevance. 

“Another  truly  relevant  Scripture  is  Christ’s 
promise  of  the  Spirit,  in  the  Gospel  for  the  Fourth 
Sunday  after  Easter:  “I  have  yet  many  things  to 
say  to  you,  but  you  cannot  bear  them  now.  When 
the  Spirit  of  truth  comes,  he  will  guide  you  into 
all  the  truth  ...  He  will  glorify  me,  for  he  will  take 
what  is  mine  and  declare  it  unto  you.’  (John  16: 
12-14,  RSV)  He  who  alone  is  the  Way,  the  Truth 
and  the  Life  offers  unfailing  guidance  to  His  peo¬ 
ple  in  their  pilgrimage  through  time.  This  guidance 
always  consists  of  the  Holy  Spirit’s  showing  them 
more  and  more  of  Christ  the  Truth,  as  fast  as 
they  grow  in  capacity  to  receive  it.  So,  Christians 
can  and  must  be  consistently  moving  toward  ‘into 
all  truth.’  But  the  truth  into  which  they  move  is 
Christ  himself.  Any  alleged  truth  which  is  not  of 
Christ  or  conformable  to  Him  must  be  a  chimera, 
not  matter  how  ‘a  la  mode.’  The  Christian  under 
the  Spirit’s  guidance  will  see  at  once,  for  example, 
that  the  cult  of  ‘Christianity  without  God’  is  such 
a  chimera,  since  God  is  Christ  and  Christ  without 
God  is  inconceivable.  The  truth  into  which  Chris¬ 
tians  are  moving,  when  they  are  moving  God’s 
way,  is  always  Christ’s  truth,  never  the  world’s 
Christians  who  cannot  see  the  difference  between 
Christ’s  truth  and  the  latest  sophistries  of  ‘the 
times’  are  in  bad  trouble,  and  so  is  the  Church. 

“To  be  free  to  serve  and  to  follow  Christ  the 
Truth  one  must  be  totally  independent  of  ‘the 
times’ — in  this  world  but  not  of  it.  This  is  some¬ 
thing  the  Holy  Spirit  is  always  speaking  to  the 
Church.  It  need  hearing  and  heeding  today,  in  this 
untoward  generation.” 


the 
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Recollections  of  Lidice 

One  day  last  week  was  the  25  th 
anniversary  of  the  Nazi’s  effort  to  com¬ 
pletely  wipe  from  the  face  of  the  earth 
the  little  village  of  Lidice  in  Czecho¬ 
slovakia.  This  event  stood  out  all  dur¬ 
ing  the  horrible  years  of  World  War 
II  as  an  extreme  example  of  the  in¬ 
famous  techniques  of  the  Nazis. 

You  will  remember  that  a  small 
number  of  persons  engaging  in  under¬ 
ground  activities  in  the  vicinity  of 
Lidice  led  to  the  direct  order  from 
Hitler  to  wipe  the  village  from  the 
face  of  the  earth  and  to  make  sure 
that  even  grass  would  not  grow  where 
it  stood. 

So  many  more  atrocities  were  en¬ 
tered  against  the  record  of  the  Nazis 
as  World  War  II  developed  that  the 
memory  of  Lidice  faded  into  the  awe¬ 
some  darkness  of  the  extermination 
camps  like  Buchenwald. 

Last  week  the  few  people  whose 
ties  with  families  in  Lidice  pointed 
with  pride  to  their  rebuilt  village  and 
to  the  fact  that  grass  was  growing  on 
the  soil  which  Hitler  thought  he  could 
defile  forever  with  his  infamous  or¬ 
ders.  The  green  grass  of  Lidice  is  an¬ 
other  illustration  that  the  dead  shall 
live  again  no  matter  what  the  method 
of  extermination. 

We  have  been  to  the  brink  of  war 
many  times  since  World  War  II  end¬ 
ed,  and  as  we  write  these  words  on 
Monday  the  headlines  are  as  ominous 
as  any  we  have  seen  since  the  end 
of  World  War  II.  All  of  us  know  there 
is  more  global  TNT  in  the  Middle  East 
in  a  minute  than  there  is  in  South 
Vietnam  in  a  year.  We  have  lived 
in  fear  that  events  in  Southeast  Asia 
might  escalate  at  any  moment  into 
something  capable  of  triggering  World 
War  III.  However,  we  know  that  full- 
scale  war  between  Israel  and  the  Arab 
Republic  is  such  a  brink  as  we  have 
not  previously  known. 

On  the  25  th  anniversary  of  Lidice 
let  us  be  in  deep  prayer  that  a  quick 
way  can  be  found  to  reconcile  the 
situation  in  the  Middle  East. 
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Methodist-EUB 

Merger 

Scoreboard 


As  of  this  date  (June  2),  29  of  the 
87  Methodist  conferences  in  the  U.  S. 
had  reported  their  votes,  indicating  an 
affirmative  of  89.18%. 

As  previously  stated  in  Report  on 
Voting,  No.  2,  17  of  the  32  EUB 
annual  conferences  have  reported  their 
votes  with  a  cumulative  total  percent¬ 
age  of  76.78 %  in  favor  of  the  union. 
Results  of  the  voting  in  the  one  EUB 
conference  meeting  this  week  were  not 
received  in  time  to  be  included  in  this 
report. 


Yes 

No 

stain 

Total  from  19 

Conferences  re- 

ported  last  week 

3851 

405 

8 

OKLAHOMA 

466 

25 

0 

NORTHWEST 

INDIANA 

312 

2 

0 

MAINE 

106 

13 

0 

East  WISCONSIN 

294 

0 

0 

LOUISIANA 

189 

264 

0 

NORTH 

ARKANSAS 

267 

11 

0 

NORTH  TEXAS 

424 

28 

0 

LOUISIANA  (CJ) 

115 

0 

0 

FLORIDA 

763 

80 

0 

CENTRAL 

ALABAMA 

101 

0 

0 

Total  to  date 

6888* 

828 

8 

89.18%  of  total  vote  cast. 


Scarritt  begins 
75th  anniversary 
celebration 

NASHVILLE,  Tenn.— Seventy-five 
bachelor  and  master  of  arts  degree 
candidates  received  their  diplomas 
from  Scarritt  College  here  Friday,  June 
2,  in  Wightman  Chapel. 

Dr.  Wilson  O.  Weldon,  the  new 
editor  of  The  Upper  Room,  Nashville- 
based  daily  devotional  guide,  was  the 
Commencement  speaker.  Dr.  Weldon 
has  been  senior  minister  of  West  Mar¬ 
ket  Street  Methodist  Church  in  Greens¬ 
boro,  N.  C.,  and  has  been  writing  de¬ 
votional  material  for  the  Methodist 
Upper  Room  for  many  years. 

He  has  served  at  the  3,800-member 
West  Market  Church  since  1963,  mov¬ 
ing  from  Myers  Park  Methodist 
Church  in  Charlotte.  Prior  to  assum¬ 
ing  these  pastorates,  Dr.  Weldon  was 
professor  of  Bible  at  Columbia  Col¬ 
lege,  Columbia,  S.  C.,  and  director  of 
the  Wesley  Foundation  Methodist  stu¬ 
dent  center  there. 

Of  the  75  candidates  at  Scarritt,  36 
received  the  B.A.  degree  and  39  the 
M.A.  degree. 

This  year’s  Commencement  marks 
the  beginning  of  Scarritt’s  75th  Anni¬ 
versary  celebration  which  will  run  to 
Commencement,  1968.  During  this 
year  the  College  seeks  $4  million  to  be 
raised  toward  a  $7.5  million  goal  for 
a  program  of  academic  innovation  and 
physical  expansion. 

t 


New  U.S.  Methodist  Tourist  Map 


HARRISBURG,  Pa.  (MI)— The  new 
United  States  Methodist  Tourist  Map 
has  now  been  put  into  the  resource 
files  of  one  of  the  nation’s  leading 
travel  information  authorities. 

The  presentation  was  made  here  by 
Dr.  Howard  Greenwalt,  Evanston,  Ill., 
general  secretary  of  the  denomination’s 
executive  vice-president  of  the  Penn¬ 
sylvania  American  Automobile  Asso¬ 
ciation  (AAA)  Federation.  Scene  of  the 
presentation  was  the  office  of  the  Hon. 
Clifford  L.  Jones,  Pennsylvania  Sec¬ 
retary  of  Commerce.  Both  Mr.  Pugh 


and  Mr.  Jones  are  Methodist  laymen. 

Mr.  Pugh,  who  also  is  a  director  of 
the  national  AAA,  told  Dr.  Greenwalt 
that  he  plans  to  put  the  map  in  each 
of  the  motor  club’s  900  offices  in  the 
United  States  and  Canada. 

The  map,  issued  earlier  this  year 
by  the  Commission  on  Promotion  and 
Cultivation,  shows  993  educational  in¬ 
stitutions,  homes,  hospitals,  Methodist 
shrines,  mission  projects,  area  head¬ 
quarters  and  Cokesbury  stores  and  re¬ 
gional  centers  located  in  relation  to 
the  major  U.  S.  highways. 


Looking  over 
a  copy 
of  the  new 
United  States 
Methodi  st 
Touri  st  Map  are, 
from  left, 

Charles  E.  Pugh, 
executive  vice-president 
of  the 

Pennsylvania  American 
Automobile  Association 
Federation,  the  Hon. 
Clifford  L.  Jones, 
Pennsylvania  Secretary 
of  Commerce,  and 
Dr.  Howard  Greenwalt, 
Evanston,  111., 
general  secretary 
of  the  Commission 
on  Promotion 
and  Cultivation 
which, issued  the  map. 


'Texas  Methodist' 
editor  named 

DALLAS,  Texas  —  John  Kinslow, 
assistant  news  editor  of  The  Dallas 
Morning  News,  has  been  named  editor 
of  The  Texas  Methodist,  effective 
June  1. 

Mr.  Kinslow  will  succeed  Dr.  Carl 
Keightley,  editor  the  past  eight  years. 
Dr.  Keightley  will  join  the  staff  of  the 
General  Board  of  Evangelism  in  Nash¬ 
ville,  Tenn.,  as  director  of  communi¬ 
cations. 

A  native  of  Dallas,  Mr.  Kinslow  is 
a  graduate  of  Texas  A  &  M  University, 
College  Station,  and  has  been  on  the 
News’  staff  for  12  years.  The  Texas 
Methodist  has  a  weekly  circulation  of 
60,000. 

t 

EUB's  commemorate 
historic  anniversary 

NEFFSVILLE,  Pa.  —  More  than 
1,100  Evangelical  United  Brethren 
churchmen,  and  guests  from  several 
other  denominations,  met  here  on  Pen¬ 
tecost  Sunday  (May  14)  to  commem¬ 
orate  the  200th  anniversary  of  the- 
historic  meeting  of  two  of  their  “spirit¬ 
ual  fathers”  —  Martin  Boehm  and 
Philip  William  Otterbein. 

Two  hundred  years  ago  in  a  nearby 
barn,  which  then  belonged  to  Isaac 
Long,  Boehm  and  Otterbein  met  and 
dramatically  expressed  their  common 
spiritual  ties.  Out  of  their  meeting  and 
joint  endeavors  came  the  United  Breth¬ 
ren  in  Christ,  a  fellowship  which 
joined  in  1946  with  the  Evangelical 
Church  to  form  the  present  Evangelical 
United  Brethren  denomination. 

Principal  speaker  at  the  anniversary 
service  was  Dr.  John  Ness,  Jr.,  Dayton, 
Ohio,  secretary  and  curator  of  the  EUB 
Historical  Society.  “The  average  man,” 
Dr.  Ness  said,  “does  not  need  the  gos¬ 
pel  presented  more  rationally;  he  needs 
to  hear  it  proclaimed  by  those  who  be¬ 
lieve  it  more  passionately.” 

The  original  meeting  of  Otterbein 
and  Boehm  was  re-enacted  with  the 
principal  roles  being  taken  by  Dr.  A. 
Glen  O’Dell,  New  Albany,  Ind.,  and 
the  Rev.  Elwood  Needy,  Waynesboro, 
Pa.  Dr.  O’Dell  is  a  seventh-generation 
direct  descendant  of  Boehm. 

Dr.  Albea  Godbold,  Lake  Junaiuska, 
N.  C.,  executive  secretary  of  the  As¬ 
sociation  of  Methodist  Historical  So¬ 
cieties,  headed  the  Methodist  delega¬ 
tion  attending  the  service. 


Methodist-Roman  Catholic 
Conversations  to  Continue 

LAKE  JUNALUSKA,  N.C.— The 
third  in  a  series  of  conversations  be¬ 
tween  representatives  of  the  Roman 
Catholic  and  the  Methodist  Churches 
will  be  held  June  28-30  at  Lambuth 
Inn  here. 

The  conversations  are  part  of  a 
series  involving  the  Catholic  church 
and  various  Protestant  groups  and 
grow  out  of  the  statements  on  Chris¬ 
tian  unity  of  the  Second  Vatican  Coun¬ 
cil.  The  two  earlier  sessions  were  held 
in  Chicago,  Ill.  Main  topic  for  the 
sessions  here  will  be  “The  Presence  of 
the  Holy  Spirit  in  Individuals  and  in 
the  Church.” 

t 

A  Christian  is  the  highest  style  of 
man.  — Edward  Young 


DAILY  BIBLE  BEADING 

Below  Is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

June  11 — Sunday  ...  Luke  6:39-49 

June  12  . Luke  12:13-40 

June  13  . -Luke  15:11-32 

June  14  ..._ . Luke  18:15-30 

June  15  _ John  4:27-42 

June  16  _ _ John  6:47-71 

June  17  _ John  15:12-27 

June  18 — Sunday John  17:1-10 


Moscow's  new 
Protestant  chaplain 


VALLEY  FORGE,  Pa.  The  Rev. 
Rodger  D.  Harrison,  an  American 
Baptist  clergyman,  has  been  named 
a  Protestant  Chaplain  to  Moscow, 
U.S.S.R.  Pastor  of  the  Catalina 
Baptist  church,  Tucson,  Ariz., 
he  will  take  over  his  new  post  on 
Sept.  1.  The  National  Council  of 
Churches  arranges  the  assignment 
of  chaplains  to  Protestants  in  the 
Russian  capital.  (RNS  Photo) 

SMU  CONFERS 
HONORARY  DEGREES 

Five  honorary  doctorates  were 
conferred  at  the  52nd  annual  com¬ 
mencement  exercises  of  Southern 
Methodist  University  on  May  21. 

Recipients  were: 

Dr.  Gordon  S.  Brown  of  Massa¬ 
chusetts  Institute  of  Technology,  a 
pioneer  in  evolving  a  new  synthesis 
of  science  and  technology  for  training 
engineering  students;  Cecil  H.  Green 
of  Dallas,  an  industrial  adviser  to  edu¬ 
cational  institutions,  and  leader  in 
inter-university  cooperation  of  the 
region. 

Also  United  States  District  Judge 
Sarah  T.  Hughes  of  Dallas,  civic  leader 
and  counselor  to  women  involved  in 
community  affairs;  Sir  Harold  Jeffreys, 
a  noted  British  geophysicist  and  as¬ 
tronomer  currently  serving  as  visiting 
professor  at  SMU;  and  Mrs.  Mary 
Moody  Northen  of  Galveston,  busi¬ 
ness  executive  and  patron  of  philan¬ 
thropic  organizations. 

t 

The  Christian  experience  is  verifia¬ 
ble  by  anyone  who  cares  to  try  it. 

— Edwin  E.  Slosson 
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Presentation  of  Methodist  —  EUB  Merger 


Participants  in  the  discussion  of  the  proposed  Jack  S.  Wi Ikes,  president  of  Centenary  College,  intendent,  who  spoke  against  the  plan;  and 

Methodi st- EUB  merger  on  Tuesday  afternoon  who  presented  the  merger  proposal:  CENTER:  RIGHT:  Dr.  Ben  R.  01  i phi nt,  pastor  of  First 

at  the  Louisiana  Conference  were:  LEFT:  Dr.  Dr.  Carl  F.  Lueg,  New  Orleans  District  Super-  Church,  Alexandria,  who  spoke  in  favor  of  the 
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heart  attack  while  driving  his  car  in 
Shreveport. 

ELECTION  OF  DELEGATES: 
Twenty  ballots  were  required  for  the 
election  of  the  12  clerical  and  12  lay 
delegates  to  General  and  Jurisdictional 
conferences.  They  were: 

GENERAL  CONFERENCE:  Cler¬ 
ical:  Ben  Oliphint,  D.  L.  Dykes,  Carl 
Lueg,  George  Pearce,  Jr.,  and  Henry 
A.  Rickey;  Lay:  W.  D.  Cotton,  Thom¬ 
as  H.  Matheny,  Robert  P.  Lay,  Vin¬ 
son  M.  Mouser,  and  Dudley  V.  Snow. 

JURISDICTIONAL  CONFER¬ 
ENCE:  Clerical:  Jack  S.  Wilkes,  R. 
Leonard  Cooke,  D.  W.  Poole,  Jack 
Cooke,  Rex  Squyres,  Ed  Haug  and  Roy 
Mouser;  Lay:  Robert  J.  O’Neal,  John 
A.  Dixon,  Jr.,  Mrs.  Glenn  E.  Laskey, 

J.  C.  Love,  Jr.,  Keith  Mason,  Mrs. 
C.  B.  McGowan,  and  Walter  P.  Har¬ 
ris,  Sr. 

RESERVES:  Clerical:  John  Winn, 
Bentley  Sloane,  and  Clyde  Frazier; 
Lay:  Cecil  E.  Bland,  Jr.,  Mrs.  George 
W.  Dameron,  and  O.  W.  Marrs. 

MEMORIAL  SERVICE:  Bishop 
Aubrey  G.  Walton  called  the  confer¬ 
ence  to  order  on  Monday  evening, 
May  29,  in  First  Methodist  Church, 
Shreveport.  Ralph  Cain,  conference 
secretary,  announced  plans  for  the  roll 
call  and  the  conference  organization 
was  completed.  Dr.  D.  L.  Dykes,  Jr., 
pastor  of  First  Church,  brought  the 
memorial  sermon. 

The  following  were  read  as  those 
who  have  died  during  the  year:  Dr.  A. 
M.  Serex,  Louis  Hoffpauir,  George  M. 
Home,  Mrs.  A.  M.  Wynnee,  Mrs.  C. 
M.  Hughes,  Mrs.  Perry  O.  Lowrey, 
Mrs.  S.  L.  Riggs  and  Mrs.  W.  W. 
Holmes. 

Bishop  Walton  officiated  at  the  Ser¬ 
vice  of  Communion. 

RECEPTION  OF  CLASS  IN  FULL 


CONNECTION:  One  of  the  early  items 
of  business  on  Tuesday  morning  was 
Report  No.  1  of  the  Board  of  Minis¬ 
terial  Training  and  Qualification  and 
the  reception  of  the  class  in  full  con¬ 
nection.  The  following  were  received 
by  Bishop  Walton: 

William  James  Butts,  Jr.,  Harry 
Arthur  Harrington,  Jr.,  James  Ryan 
Horton,  Jr.,  Paul  Wilton  Carter,  John 
Calvin  Coker,  Milton  Peter  Guttier- 
rez  II,  Miss  Bonnie  Ruth  Holley,  Rob¬ 
ert  Dale  Myers,  Jr.,  William  Douglas 
Peeples,  Henry  England  Pickett,  Rich¬ 
ard  Dale  Waggoner,  and  Jack  Sidney 
Singleton. 

Immediately  following  the  reception 
of  the  class  in  full  connection,  ballot¬ 
ing  began  for  delegates  to  General 
and  Jurisdictional  conferences. 

AREA  COUNCIL:  Dr.  Luman  E. 
Douglas  and  Dr.  Jack  S.  Wilkes  pre¬ 
sented  the  report  of  the  Area  Coun¬ 
cil.  They  expressed  appreciation  for 
Miss  Georgia  Dailey  and  J.  C.  Skinner 
who  are  leaving  the  staff  of  the  coun¬ 
cil.  Included  in  the  report  adoption 
was  a  resolution  calling  for  all  boards 
and  agencies  of  the  conference  to  “sub¬ 
mit  in  writing,  not  later  than  fifteen 
days  prior  to  the  announced  date  of 
the  spring  planning  session  of  the  con¬ 
ference  program  committee,  a  brief 
summary  of  respective  programs 
planned  for  the  ensuing  year  or  years 
and  chronologically  listed  applicable 
dates  recommended.” 

JURISDICTIONAL  SECRETARY: 
Dr.  Virgil  D.  Morris,  executive  sec¬ 
retary  of  the  South  Central  Jurisdiction 
and  a  member  of  the  Louisiana  Con¬ 
ference,  reported  on  the  work  of  his 
office. 

TELLERS:  John  F.  Kilpatrick,  sec¬ 
retary  of  the  cabinet,  nominated  the 
following  tellers  for  the  election  of 
delegates:  Clerical:  James  J.  Caraway, 
chairman,  Byrl  Moreland,  Marvin  Mc- 


merger. 
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Dr.  Perego 

dria  Church  he  pioneered  in  the  or¬ 
ganization  of  an  active  club  for  re¬ 
tired  persons,  called  the  XYZ  Club. 
This  group  attracted  senior  citizens 
from  Alexandria  and  Pineville. 

Surviving  are  his  widow:  Mrs.  Vera 
M.  Perego;  one  son,  Philip  K.  Perego 
of  Shreveport;  one  daughter,  Miss  Vir¬ 
ginia  K.  Perego  of  Dallas,  Tex.,  and 
a  brother;  J.  W.  Perego,  Houston,  Tex. 

Funeral  services  were  conducted  Sat¬ 
urday,  June  3,  at  Rose-Neath  Funeral 
Home,  Shreveport,  by  Dr.  Ben  R. 
Oliphint, pastor  of  First  Church,  Alex¬ 
andria,  and  the  Rev.  John  F.  Kilpat¬ 
rick,  district  superintendent  of  Alex¬ 
andria  District. 


Farland,  Robert  R.  Miller,  Robert  A. 
Jamieson,  James  Evans,  Dan  W.  Toh- 
line,  Arthur  M.  Baker;  Lay:  L.  D.  Mc- 
Gehee,  chairman;  C.  A.  McCartney,  O. 
W.  Marrs,  Bob  Croom,  Ed  Cloutman, 
Theron  Dupree;  Walter  P.  Harris,  Sr., 
and  Dudley  Snow. 

INTRODUCTIONS:  Military  chap¬ 
lains,  both  active  and  former  chaplains, 
were  presented  to  the  conference. 
Chaplain  Oakley  Edwards  spoke  to  the 
conference,  and  the  Rev.  William  J. 
Reid  led  in  prayer. 

Dr.  Sam  Nader  presented  Mrs. 
Aubrey  G.  Walton  to  the  conference. 
K.  G.  Rorie  presented  Bishop  and  Mrs. 
Walton  a  lei  from  Hawaii,  a  remem¬ 
brance  from  the  Rev.  Ben  Youngblood. 

RESOLUTION  CONCERN¬ 
ING  GRANT-IN  AID:  Dr.  J.  Wood- 
row  Hearn,  chairman  of  the  Board  of 
Christian  Social  Concerns,  offered  a 
resolution  to  be  sent  immediately  to 
the  Legislature  opposing  the  Grant-in- 
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Oldest  alumnus 


of  Shreveport  businessmen  including 
E.  A.  Frost,  F.  T.  Whited,  George  S. 
Prestridge,  J.  C.  Foster,  T.  C.  Clanton, 
R.  T.  Moore,  A.  J.  Peavy,  J.  B.  At¬ 
kins  and  W.  K.  Henderson  met  and 
pledged  enough  money  to  put  the  col¬ 
lege  back  on  its  feet. 

“After  that,”  said  Dr.  Scales,  “the 
progress  of  the  college  was  gradual 
and  continuous  ...  It  is  interesting  to 
note  that  the  Frost-Whited  interests' 
are  still  among  the  prime  supporters 
of  the  college.”  He  referred  to  the  re¬ 
cent  grant  to  the  college  from  the  Frost 
Foundation  for  the  Business  and  Eco¬ 
nomics  Department  of  Centenary. 

Bom  in  Mansfield,  La.  in  1874, 
he  studied  medicine  at  the  University 
of  Nashville  (now  Vanderbilt  Univer¬ 
sity)  and  then  practiced  in  various 
towns  in  Louisiana  until  1909.  In  that 
year  he  went  to  Europe  to  study  eye, 
ear,  nose,  and  throat  surgery  in  Lon¬ 
don  and  Vienna.  In  1910  he  located 
his  practice  in  Shreveport  where  he 
served  his  patients  until  his  retirement 
at  the  age  of  75  in  1946. 


Please  turn  to  page  8 

Debate  on  Central  Jurisdiction  Resolution 


The  discussion  of  the  Central  Jurisdiction  Reso¬ 
lution  occupied  most  of  the  business  session 
on  Wednesday  afternoon.  Participants  included: 
LEFT:  the  Rev.  Roy  Mouser,  pastor  of  Simp¬ 


son  Church,  Lake  Charles,  who  supported  the 
resolution,  and  his  brother,  Vinson  M.  Mouser 
of  Columbia,  who  spoke  against  it,  visiting 
after  the  conference  had  voted  to  support  the 


resolution;  CENTER:  Robert  Roland,  layman 
of  Baton  Rouge,  who  spoke  against  the  resolu¬ 
tion;  RIGHT:  Judge  W.  D.  Cotton,  Rayville, 
who  opposed  the  resolution. 
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THREE  YOUTH  CHOIRS  are  visit¬ 
ing  Munholland  Church  this  month. 
On  Sunday  morning,  June  4,  the  choir 
from  First  Church,  Natchitoches,  sang. 
On  Monday  evening  the  Chapel  Choir 
from  First  Methodist  Church,  East 
Point,  Georgia,  brought  a  concert, 
using  singers,  instrumentalists,  and 
handbells.  Next  Sunday  morning,  June 
11,  youth  from  Oak  Grove  Methodist 
Church,  Decatur,  Georgia,  will  sing. 
The  Rev.  A.  W.  Townsend,  Jr.  is 
pastor. 

ELIJAH  by  Felix  Mendelssohn,  was 
presented  in  First  Church,  Baton 
Rouge,  by  the  Chancel  Choir  of  First 
Presbyterian  Church  and  the  Motet 
Choir  of  First  Methodist  Church.  Dr. 
Earl  Redding  was  Elijah  at  the  May 
28  performance.  Other  soloists  were 
Richard  Veale,  Mrs.  George  Bogusch, 
Miss  Jerri  Ford,  Rolland  Neve,  Mrs. 
Earl  Redding,  and  Mrs.  Gene  Worley. 
Edward  Smith  directed  and  Mrs.  Eliza¬ 
beth  T.  Pierce  was  the  organist. 


LAY  SPEAKERS  in  Alexandria  First 
Church  on  May  28  was  Alec  Hutton, 
newly  elected  chairman  of  the  Com¬ 
mission  on  Lay  Activities  and  church 
lay  leader.  The  Rev.  Ben  Oliphint  is 
pastor. 

THE  SPRING  CONCERT  of  Lake 
Charles  First  Church  Chancel  Choir 
was  presented  Sunday  evening,  May 
21.  Donald  E.  Allured,  minister  of 
music,  directed  Brahms’  “A  German 
Requiem.”  Lamar  Robertson  was  solo¬ 
ist.  Dr.  George  Pomeroy  is  pastor. 

DR.  HARRY  ESKEW,  choir  director 
for  Parker  Memorial  Church  in  New 
Orleans,  and  Mrs.  Eskew  were  hon¬ 
ored  at  a  church  reception,  May  14, 
prior  to  their  departure  for  Europe 
where  they  will  continue  their  studies. 
Preceding  the  reception  he  directed  the 
choir  in  presenting  a  program  of  “Early 
American  Folk  Hymns  and  Spirituals.” 
The  Parker  pastor  is  the  Rev.  Lael  S. 
Jones. 


THE  CARROLLTON  CHURCH 
bade  farewell  to  Mrs.  Ann  Calcote  as 
she  left  that  New  Orleans  community 
after  serving  the  church  fifteen  months 
as  director  of  Christian  education  to 
move  to  DeRidder  where  she  will  serve 
the  First  Methodist  Church  there  in  a 
similar  capacity. 

THE  COMBINED  FELLOWSHIP  of 
Methodist  Men  of  Gilbert,  Boeuf 
Prairie  and  Wisner  met  at  the  latter 
church  on  May  26  and  heard  the  Rev. 
Douglas  Williams,  pastor  of  the  Winns- 
boro  Methodist  Church.  Host  pastor 
was  the  Rev.  John  R.  Johns. 

UNIVERSITY  CHURCH,  Lake 
Charles,  sponsored  a  book  review  to 
raise  funds  for  the  Methodist  Chil¬ 
dren’s  Home  in  Ruston.  The  commun¬ 
ity  was  invited  to  hear  Mrs.  Pat 
Dominques,  May  21,  as  she  reviewed 
“The  Von  Trapp  Family  Sings,”  con¬ 
cerning  the  family  about  whom  “The 
Sound  of  Music”  was  written.  The  Rev. 
Merlin  W.  Merrill  is  the  University 
Church  pastor. 


A  camping  retreat  was  held  at  Caney  Lake  by  37  members  of  the  Vivian 
MYF  with  seven  counselors.  They  are  pictured  above  in  front  of  the  dining 
hall.  Mrs.  L.  B.  Smith  directed  the  retreat,  assisted  by  Mrs.  J.  D.  Scaggs,  Mrs. 
J.  B.  King,  Mrs.  S.  W.  Caraway,  Mr.  Smith  and  Mr.  Scaggs.  The  Rev.  Stone  W. 
Caraway  is  the  Vivian  pastor. 

Below,  one  of  the  six  groups  of  Vivian  MYFers  hold  worship  services  at  a 
setting  prepared  in  the  woods. 


IN  MEMORY  OF  Dawson  Kimbell, 
Mr.  and  Mrs.  W.  D.  Kimbell,  and  Day- 
ton  Kimbell,  a  carpet  was  installed  in 
the  Arizona  Methodist  Church  by  Mr. 
and  Mrs.  Melton  Kimbell  of  Long 
Beach,  California.  The  Rev.  C.  Ed 
Henkel  is  pastor. 


THE  REV.  AND  MRS.  CARLOS 
Welch,  missionaries  on  furlough  from 
India,  were  guest  speakers  at  Lisbon 
Church,  May  29.  Members  from 
churches  of  the  Harmony  Chapel 
Charge  attended.  Mr.  Welch  is  a 
nephew  of  Otis  Welch  of  Lisbon.  The 
Rev.  C.  Ed  Henkel  is  the  pastor. 

THE  BROADMOOR  CHURCH, 
Shreveport,  featured  all  the  choirs  on 
May  21,  during  the  evening  Choir 
Festival.  Miss  Norma  Jean  Locke  is 
director  of  Youth  and  Chancel  Choirs; 
Mrs.  Daisy  Duncan  is  organist  and  di¬ 
rector  of  Children’s  Choirs.  Miss  Kaye 
Steinwinder  was  guest  organist.  Ap¬ 
proximately  100  voices  participated. 
The  Rev.  Robert  B.  C  richlow  is  pas¬ 
tor. 


Members  of  the  Baton  Rouge  High 
Key  Club  presented  a  "Faith  Month 
program  for  the  MYF  of  First  Church  on 
the  last  Sunday  in  May.  Key  Clubbers 
pictured  are:  Doug  Shepherd,  seated, 
a  Methodist  and  chairman  of  the  Key 
Club  Faith  Committee;  standing,  from 
left:  David  Nesser,  a  Methodist;  Randy 
LeRay,  a  Catholic;  and  Gary  Weill,  a 
member  of  the  Jewish  Faith. 


Seniors  of  Indian  Bayou  Church 
were  honored  by  the  Woman’s  Society 
with  a  banquet  held  in  the  church  hall. 
Youth  Membership  pins  were  presented 
to  Wanda  LeDoux  and  Roger  Perry  for 
their  outstanding  work  in  the  church. 
Other  seniors  pictured  above  are  Sharon 
Spell,  Barbara  Pryor,  Loretta  Hebert, 
and  Francis  Rush,  all  of  whom  received 
a  book  entitled  '“The  Greatest  Thing  in 
the  World".  The  Rev.  T.  R.  Bergeron 
is  their  pastor. 


MEMBERS  OF  THE  SPEECH  De¬ 
partment  of  Centenary  College  pre¬ 
sented  “This  Is  Man,”  a  reading  pre¬ 
pared  and  directed  by  Miss  Ruth  Alex¬ 
ander,  associate  professor  of  speech, 
in  the  Springhill  Church  on  May  21. 
The  Rev.  Loyd  E.  Williams  is  pastor. 

A  WEDDING  IN  SOUTHSIDE 
Church,  Monroe,  united  Miss  Dorothy 
Mae  McGowen  and  the  Rev.  Hugh 
Garland  Dunn,  Jr.,  on  Tuesday,  June 
6.  Mr.  Dunn  served  as  associate  pas¬ 
tor  at  Southside  and  is  now  minister 
of  the  Mangham  Church.  The  cere¬ 
mony  was  read  by  the  Rev.  Lea  Joy¬ 
ner. 

THE  HOUMA  MINISTERIAL  Al¬ 
liance  sponsored  Baccalaureate  ser¬ 
vices  for  the  senior  class.  Held  in  First 
Methodist  Church,  May  28,  speaker 
for  the  occasion  was  the  Rev.  Francis 
Alewine,  chaplain  at  the  Houma  Radar 
Station.  Methodist  seniors  were  feted 
at  a  dinner  at  the  church,  May  24, 
sponsored  by  the  Woman’s  Society  of 
Christian  Service. 


Representatives  from  the  South 
Capitol  Sub-District  to  the  Baton  Rouge 
District  Council  are:  Connie  Oldham, 
seated,  and  standing  from  left,  Josh 
Speakman,  Mike  Lord,  and  Richard 
Brown. 


TRINITY  CHURCH,  ALEXAN¬ 
DRIA,  will  host  the  Youth  Choir  of 
St.  Matthew’s  Methodist  Church,  New 
Orleans,  next  Sunday  evening,  June 
1 1 .  The  singing  group  will  climax  a 
concert  tour  with  this  presentation. 

V  ID  ALIA  HIGH  SCHOOL  Method¬ 
ist  graduates  were  honored  with  a 
church  sponsored  party  at  the  Lake 
home  of  Mr.  and  Mrs.  W.  F.  Johnson 
on  Lake  Concordia,  May  1 1 .  The  Rev. 
Odell  Simmons  spoke  to  the  group. 

THE  REV.  WILSON  WATSON,  pas¬ 
tor  of  Rusion’s  Grace  Church,  de¬ 
livered  the  Baccalaureate  sermon  for 
Ruston  graduates  in  Howard  Audi¬ 
torium,  May  21. 

“EDUCATION  FOR  LIFE”  was  the 
subject  when  the  Rev.  Ted  Howes, 
pastor  of  Delhi  Methodist  Church,  gave 
the  Baccalaureate  sermon  for  Delhi 
High  School  seniors  on  May  21. 

THE  REV.  J.  PHILIP  WOODLAND, 
pastor  of  St.  Luke  Church  in  New  Or¬ 
leans,  is  chairman  of  the  Greater  New 
Orleans  Federation  of  Churches’  De¬ 
partment  of  Christian  World  Fellow¬ 
ship  which  sponsored  a  conference  on 
Vietnam  held  yesterday,  June  7.  Two 
of  the  speakers  were  Dr.  John  C.  Ben¬ 
nett,  president  of  Union  Theological 
Seminary  in  New  York,  and  Dr.  Theo¬ 
dore  Weber,  professor  of  Candler 
School  of  Theology  at  Emory  Univer¬ 
sity  in  Atlanta. 

GUESTS  IN  JEFFERSON  CHURCH, 
Baton  Rouge,  on  June  4  were  Mr.  and 
Mrs.  Larry  Pleimann,  former  mission¬ 
aries  to  the  Congo.  Mrs.  Pleimann 
gave  a  slide-lecture  concerning  their 
work  in  the  Congo.  J.  Larry  Clanton 
is  chairman  of  the  Commission  on 
Missions,  sponsoring  their  visit.  The 
Rev.  Robert  H.  Windsor  is  pastor. 

THE  SLIDELL  CHURCH  MYF 
elected  Sharon  Cusick  to  be  president 
of  the  group,  Barbara  Rowe  for  vice 
president,  Susanne  Cocran,  recording 
secretary,  Sue  Croak,  corresponding 
secretary,  and  Tommy  Abney  as  treas¬ 
urer.  Graydon  Has  and  Ken  Worth¬ 
ington  are  adult  counselors.  The  Rev. 
Kirby  A.  Vining  is  pastor. 

DR.  PAUL  BRAND  was  guest  speak¬ 
er  at  both  Sunday  morning  services  in 
First  Church,  Baton  Rouge,  May  21. 
Graduating  seniors  were  special  guests. 
Dr.  Brand  was  with  Christian  Medical 
College,  Velore,  India  for  19  years. 
His  work  with  leprosy  patients  made 
him  a  specialist  in  dealing  with  bone 
deformities  by  surgery.  He  traveled 
over  the  world  for  a  few  years  with 
the  World  Health  Organization,  talking 
about  leprosy  rehabilitation.  He  is  now 
with  the  U.  S.  Public  Health  Hospital 
at  Carville,  Louisiana. 

THE  YOUTH  CHOIR  of  Hammond 
First  Church  held  a  retreat  at  the 
Methodist  Assembly  Grounds,  Biloxi, 
Mississippi,  in  May  to  prepare  for  the 
annual  spring  concert  which  they  pre¬ 
sented  on  Sunday,  May  21.  Mrs.  Eloise 
Cranke  directs  the  group,  and  Miss 
Evelyn  Edwards  is  organist.  Adults 
who  accompanied  them  on  the  trip 
in  addition  to  the  two  named  were 
Mrs.  Linda  Wells,  Mr.  Jimmy  Cranke, 
and  the  Rev.  Jack  Singleton,  associate 
pastor. 
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LESSON  FOR  JUNE  18:  A  Growing  Church 

BACKGROUND  SCRIPTURE:  Acts  11:19-30 

MEMORY  SELECTION:  The  hand  of  the  Lord 
was  with  them,  and  a  great  number  that  be¬ 
lieved  turned  to  the  Lord.  (Acts  11:21) 

AIM  OF  THE  LESSON:  To  show  the  characteris¬ 
tics  of  one  of  the  earliest  Christian  churches, 
suggesting  that  growth  can  still  take  place  in 
the  church  that  follows  the  same  patterns  of 
life  and  work. 

*  *  * 

We  can  read  casually  the  statement  that  “in 
Antioch  the  disciples  were  for  the  first  time  called 
Christians,”  (Acts  1 1 :26)  and  not  begin  to  under¬ 
stand  the  full  implications  of  what  Luke  meant  by 
these  words  or  what  they  could  mean  to  us  in  our 
own  time  if  we  would  only  let  them. 

Today’s  lesson  represents  a  continuation  of  8:1, 
shifting  the  scene  back  to  Paul.  It  goes  beyond  a 
few  isolated  incidents  in  which  the  principle  has 
been  established  that  the  Christian  life  must  reach 
beyond  the  Jewish  family  and  takes  us  to  Antioch 
where  there  is  a  successful  church  already  at  work 
in  which  the  most — if  not  all  of  the  members  are 
Gentiles,  In  the  latter  part  of  our  lesson  we  read 
that  this  church,  hearing  of  serious  need  in  the 
mother  church  at  Jerusalem,  raises  one  of  the  first 
benevolent  offerings  by  a  Christian  congregation 
and  sends  it  to  Jerusalem  to  dramatically  illustrate 
the  close  ties  that  exist  in  the  Christian  fellowship. 

Dr.  Rhonda  C.  Edmeston,  in  The  International 
Lesson  Annual,  says:  “The  first  twelve  chapters  of 
Acts  form  a  definite  section  of  that  book  describ¬ 
ing  the  spread  of  Christianity  beyond  Jerusalem  and 
Judea.  The  lesson  for  today  is  the  climax  of  that 
account,  the  final  stage  in  the  expansion  of  Chris¬ 
tianity  into  gentile  circles.  The  gospel  had  been 
taken  to  a  related  people,  the  Samaritans,  and  in 
an  exceptional  case  to  a  gentile  household.  But  in 
this  lesson  it  was  taking  root  in  the  gentile  city  of 
Antioch.  A  Christian  fellowship  group  including 
gentiles  was  about  to  be  formed.  This  marked  a 
transition  point  in  the  development  of  the  Christian 
movement,  the  importance  of  which  would  be  diffi¬ 
cult  to  overstress.” 

*  *  * 

THE  CITY  OF  ANTIOCH 

Antioch  was  the  headquarters  of  the  Roman 
government  in  the  east,  and  very  soon  we  will  see 
it  become  the  headquarters  of  the  Christian  mis¬ 
sionary  enterprise  under  the  leadership  of  Paul.  So 
that  we  will  not  be  confused  later  on,  we  need  to 
point  out  that  there  are  two  cities  called  by  this 
name  that  play  an  important  part  in  Paul’s  world. 
This  is  Syrian  Antioch,  not  Pisidian  Antioch,  which 
Paul  visited  later  in  our  story  (13:14).  This  city  was 
at  the  head  of  navigation  on  the  Orontes  River  and 
was  an  important  trade  center. 

It  was  a  great  metropolis  of  perhaps  half  a  mil¬ 
lion  population,  most  of  whom  were  worshipers  of 
one  or  more  of  the  Near  Eastern  gods  and  god¬ 
desses.  It  was  a  crossroads  city  where  people  of 
every  culture  mingled  freely. 

The  city  was  the  seat  of  the  imperial  legate  of 
the  Roman  province  of  Syria  and  Cilicia.  It  was 
the  third  city  of  the  Roman  empire,  next  only  to 
Rome  and  Alexandria.  The  mass  of  the  population 
was  Syrian,  but  its  culture  was  chiefly  Greek.  It 


was  not  far  from  the  city  of  Daphne,  headquarters 
of  the  religious  cult  of  Apollo  and  Artemis.  We 
will  be  seeing  how  the  center  of  gravity  of  Chris¬ 
tianity  passed  rapidly  from  Jerusalem  to  Antioch. 
Tradition  closely  associates  Peter  with  this  city, 
naming  him  as  its  first  bishop.  Later  illustrous 

names  of  bishops  are  Ignatius  and  John  Chrysotom. 

*  *  * 

THE  PLACE  OF  BARNABAS 

We  have  already  been  introduced  to  Barnabas 
in  our  study  of  Acts.  We  found  him  first  selling 
his  farm  in  order  to  give  the  proceeds  to  the  Chris¬ 
tian  community  in  Jerusalem.  We  saw  him  involved 
in  the  rescue  of  Paul  when  his  life  was  threatened 
during  his  first  Christian  experience.  Dr.  Theodore 
P.  Farris,  in  Interpreter’s  Bible,  says:  “He  was  the 
kind  of  man  whose  eyes  could  see  the  substance  of 
things  yet  being  imperfect.  He  could  see  possibilities 
in  Paul  and  he  could  see  infinite  possibilities  in  the 
Christian  church  in  Antioch.” 

We  need  to  see  that  he  was  responsible  for 
bringing  Paul  back  into  the  center  of  the  develop¬ 
ing  Christian  movement.  For  this  and  other  rea¬ 
sons  Barnabas  is  a  more  important  figure  in  the 
early  church  than  we  are  apt  to  realize.  There  are 
many  who  say  that  we  are  indebted  to  this  man 
for  the  encouragement  he  gave  to  Paul  and  for  the 
entire  future  success  of  his  missionary  efforts.  The 
name  Barnabas  means  “son  of  encouragement”  and 
this  definition  is  shown  to  be  an  apt  one  as  this 
man  used  that  attribute  of  his  personality  to  help 
show  Paul  what  his  mission  was. 

Dr.  F.  J.  Foakes  Jackson,  in  his  book  The  Acts 
of  the  Apostles,  says:  “Barnabas  indeed  is  one  of 
the  most  attractive  characters  in  the  New  Testa¬ 
ment.  He  possessed  the  rare  gift  of  discerning  merit 
in  others.” 

*  *  * 

‘THE  RIGHT  MAN  FOR  THE  RIGHT  CHURCH’ 

We  read,  following  the  acount  of  Barnabas’ 
positive  evaluation  of  the  work  being  done  in  the 
Antioch  church  (11:22-24)  that  “Barnabas  went  to 
Tarsus  to  look  for  Saul.”  (11:25).  After  working  for 
a  time  himself  with  this  congregation,  it  ocurred  to 
Barnabas  that  the  right  man  for  the  leadership  of 
that  work  was  Paul.  How  important  it  has  been 
through  the  years  for  the  Christian  church  to  find 
the  right  persons  for  leadership!  A  Methodist  nat¬ 
urally  thinks  of  the  appointive  system  in  his  church. 
We  have  just  come  through  our  annual  confer¬ 
ences,  and  the  bishop  and  his  cabinet  have  been 
faced  with  the  challenge  of  fitting  the  right  minis¬ 
ters  and  the  right  churches  together.  We  may  some¬ 
times  treat  our  method  of  making  appointments 
lightly,  and  yet  if  we  are  objective  we  will  recall 
the  times  we  know  about  when  certain  appointments 
seemed  to  be  unusually  appropriate  and  churches 
made  great  steps  forward  because  these  who  have 
this  responsibility  in  our  church  found  “the  right 
man  for  the  right  job.” 

We  do  not  know  what  Paul  had  been  doing  in 
the  period  since  his  conversion.  He  had  returned 
to  his  home  city  of  Tarsus,  and  it  is  altogether  pos¬ 
sible  that  he  was  undergoing  some  doubts  about 
his  future  course  when  Barnabas  arrived  and  took 
him  to  Antioch.  We  know  some  dear  friends  in 
the  ministry  who  have  served  as  Barnabas  to  some 
other  person  who  was  seriously  tempted  by  doubts 
to  turn  aside  from  his  call  to  the  Christian  ministry. 


“THE  DISCIPLES  WERE  FIRST  CALLED 
CHRISTIANS” 

As  indicated  above,  we  need  to  give  some  serious 
consideration  to  those  words  in  Acts  11:26,  “in 
Antioch  the  disciples  were  for  the  first  time  called 
Christians.”  More  than  likely  the  title  was  first 
given  in  derision — this  was  the  manner  in  which 
the  word  “Methodist”  was  first  used.  But  before  long 
the  nickname  which  was  given  in  jest  had  become  a 
badge  that  men  and  women  wore  with  honor  and 
distinction. 

The  exact  meaning  of  the  word  “Christian”  in 
our  time  may  be  open  to  some  question,  but  there 
is  little  doubt  that  it  originally  meant  “Christlike.” 
There  never  has  been  a  better  name  by  which  to 
describe  the  followers  of  Christ.  We  are  not  pri¬ 
marily  Protestant  or  Catholic,  Methodist  or  Bap¬ 
tist,  liberal  or  conservative.  We  are  Christians,  and 
in  that  descriptive  name  we  ought  to  find  the  basis 
for  our  unity. 

Among  our  fondest  recollections  of  days  in  theo¬ 
logical  school  are  those  related  to  some  personal 
memories  of  Bishop  Warren  Candler  who  was  alive 
and  occasionally  in  and  out  of  the  school  at  Emory 
University  named  for  his  family.  We  heard  him  say 
one  day,  referring  to  the  “modernist-fundamental¬ 
ist”  controversy  of  the  last  years  of  his  active  epis¬ 
copal  leadership,  “I  told  them  they  could  call  me  a 
fundamentalist  if  they  wanted  to,  but  if  so,  they 
should  spell  it  with  a  little  “f.”  Or  they  could  call 
me  a  modernist,  but  be  sure  and  use  a  little  “m,” 
but  when  they  called  me  a  Christian  they  should 

spell  it  with  a  great  big  “C.” 

*  *  * 

THE  RELIEF  OFFERING 

In  the  great  church  at  Antioch,  the  meaning  of 
sharing  became  apparent  when  word  came  that, 
because  of  a  famine,  the  Christians  in  Jerusalem 
were  in  real  want.  The  members  immediately  re¬ 
sponded,  and  we  are  told  that  all  contributed,  “every 
man  according  to  his  ability.”  (11:29)  This  should 
undoubtedly  be  called  a  “first”  in  Christian  con- 
nectionalism.  You  can  choose  whether  it  should  be 
labeled  the  first  “Christian  benevolent  offering”  or 
the  first  collection  for  “overseas  relief,”  but  the 
fact  is  that  these  Christians  did  what  Christians  have 
always  done  since  that  time.  They  responded  where 
there  was  human  need. 

There  are  some  scholars  who  make  a  big  point 
of  the  date  of  this  so-called  “famine  visit,”  of  Paul 
to  Jerusalem,  mainly  over  the  question  of  whether 
this  was  his  first  or  second  visit  there  following  his 
conversion.  This  does  not  seem  to  us  to  be  of 
primary  importance.  Josephus  tells  us  that  there  was 
a  serious  famine  about  46  A.D.  and  this  is  gen¬ 
erally  accepted  as  the  date  of  this  offering  and  its 
delivery  in  person  by  Paul  and  Barnabas. 

The  real  point  here  is  that  when  there  is  hun¬ 
ger  anywhere  on  earth,  Christians  do  not  look  at 
name  tags  or  party  labels — they  man  the  relief 
vehicles  and  reach  into  their  resources  and  speed 
them  on  their  way,  because  they  are  Christian — 
they  are  endeavoring  to  be  “Christ-like.”  There  is 
no  doubt  this  is  what  our  Lord  would  do  and  would 
want  us  to  do. 

*  *  * 

GROWING  CHURCHES  THEN  AND  NOW 

The  aim  of  our  lesson  is  to  point  out  the  char¬ 
acteristics  of  this  Antioch  Christian  Church — what 
made  it  grow  and  what  attributes  of  that  congrega¬ 
tion  might  be  suggestive  for  us.  We  are  concerned 
to  see  our  church  grow,  not  just  so  it  can  be  larger 
and  we  can  brag  about  it,  but  because  the  involve¬ 
ment  of  more  people  will  suggest  that  more  people 
are  endeavoring  to  pattern  their  lives  after  Christ. 

Dr.  William  Neil  in  The  Adult  Teacher,  suggests 
that  there  are  four  insights  we  can  gain  from  the 
church  at  Antioch: 

First,  the  doors  were  open  to  everyone.  For  the 
first  time  no  strings  were  attached  to  faith,  such  as 
circumcision  or  Jewish  origin  (in  our  day — class, 
color  or  confirmation).  Second,  the  church  was 
founded  and  built  by  laymen  who  did  not  wait  for 
permission  or  stimulation  from  a  professional  min¬ 
istry;  third,  once  the  church  got  hold  of  people  it 
proceeded  to  teach  them.  Finally,  it  was  a  church 
with  a  social  conscience.  It  did  things  for  other 
people.  This  is  the  chief  reason  for  the  church’s 
existence,  then  and  now. 
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An  interreligious  church  service  scheduled  for  June 
10  to  mark  Commonwealth  Day  in  London  has 
been  cancelled  because  the  Archbishop  of  Canter¬ 
bury,  Dr.  Arthur  Michael  Ramsey,  withheld  his 
approval.  The  service  was  to  have  been  held  in  St. 
Martin-in-the-Fields,  noted  tourist-attraction  church 
overlooking  Trafalgar  Square.  It  had  been  intended 
to  bring  together  Christians,  Moslems,  Buddhists 
and  Hindus  for  a  service  similar  to  one  held  in  the 
same  church  on  the  same  occasion  last  June  which 
was  attended  by  Queen  Elizabeth. 

The  chairman  of  the  committee  planning  the 
service,  Viscount  Amory,  said  it  had  been  noti¬ 
fied  by  the  Church  of  England  that  a  church 
building  could  not  be  used  for  a  multi-relig¬ 
ious  ceremony  but  that  there  was  no  objection 
to  its  being  held  in  a  secular  building. 

As  the  battle  over  President  Johnson’s  $3. 3-billion 
school  aid  legislative  package  went  to  the  House 
floor  for  debate,  the  chairman  of  the  Education  and 
Labor  Committee,  Rep.  Carl  D.  Perkins  (D.-Ky.) 
warned  that  amendments  proposed  by  Republicans 
would  revive  the  controversial  church-state  question 
over  education. 

The  veteran  Kentucky  legislator  also  warned 
that  if  proposals  advanced  by  Rep.  Albert  Quie 
(R.-Minn.)  are  approved,  “The  sad  truth  is 
that  we  will  be  back  where  were  were  in  the 
1940’s.” 

A  young  lady  has  become  the  president  of  the 
YMCA  at  Virginia  Polytechnic  Institute.  Sue  Ann 
Shertzer,  a  child  development  major  in  the  college 
of  home  economics  has  been  elected  to  head  the 
organization  at  the  predominantly  male  institution. 

She  is  believed  to  be  the  only  female  president  of 
a  chapter  of  the  Young  Men’s  Christian  Asso¬ 
ciation.  Co-eds  have  enjoyed  full  membership 
status  since  the  YWCA  became  inactive  on  that 
campus  several  years  ago. 

The  civil  rights  movement  is  losing  the  support  of 
the  general  public  because  of  the  tactics  of  some 
groups  and  leaders  the  Philadelphia  Annual  Con¬ 
ference  of  the  African  Methodist  Episcopal  Church 
was  told  at  its  recent  meeting.  The  report  of  its 
Social  Action  Committee  called  for  more  modera¬ 
tion  and  full  obedience  to  the  law  by  civil  rights 
groups,  and  offered  a  disclaimer  of  “Black  Power.” 

The  report  called  picketing,  marching,  sit-ins, 
boycotts  and  similar  demonstrations  “a  waste 
of  power,”  and  said:  “The  misnomer  ‘Black 
Power’  has  created  so  much  hatred  among  our 
enemies  and  so  much  confusion  among  our 
friends  that  the  rights  movement  appears  to  be 
stalemated.” 

There  are  partially-conflicting  rumors  circulating 
that  Pope  Paul  VI  will  summon  a  consistory  for 
the  appointment  of  new  cardinals,  either  on  June 
29  or  later  in  1967.  June  29,  the  feast  of  Sts.  Peter 
and  Paul,  is  the  first  day  of  a  “Year  of  Faith”  al¬ 
ready  proclaimed  by  the  Pope. 

Some  informed  Vatican  sources,  however, 
doubt  that  the  Pope  will  appoint  new  cardinals 
until  the  slow-moving  reform  of  the  Curia  is 
completed.  Among  such  proposed  reforms  are 
some  that  affect  the  Curia,  the  Code  of  Canon 
Law  and  even  the  College  of  Cardinals  itself. 


Opposition  to  the  waiving  of  educational 
standards  for  two  small  Old  Order  Amish  rural 
schools  in  northeast  Iowa  has  been  reiterated 
by  the  executive  board  of  the  Iowa  State  Edu¬ 
cation  Association.  The  board’s  action  differed 
sharply  with  a  report  made  by  a  special  “blue 
ribbon”  study  committee  headed  by  Episcopal 
Bishop  Gordon  T.  Smith. 

British  Methodists  critics  of  plans  for  uniting 
the  denomination  with  the  Church  of  England  en¬ 
tered  a  new  stage  of  activity  recently  when  their 
leaders  called  on  them  to  prepare  for  “a  crisis”  by 
planning  the  formation  of  a  “continuing  Methodist 
Church.”  The  call  was  made  by  the  National  Liai¬ 
son  Committee,  formed  in  1965  by  Methodists  who 
seek  unity  but  are  in  general  dissent  from  the  An- 
glican-Methodist  unity  proposals  under  discussion. 


MONTREAL  —  Father  Irenee  Beaubien,  S.  J.,  presi¬ 
dent  of  the  Christian  Pavilion  at  Canada’s  World 
Fair,  gave  the  principal  address  at  ceremonies  mark¬ 
ing  Christicn  Pavilion  Day.  Father  Beaubien  told 
visitors  gathered  at  Expo’s  Place  des  Nations  that 
by  working  together  in  the  building  and  furnishing  of 
the  pavilion,  the  eight  cooperating  Churches  demon¬ 
strated  “'through  a  concrete  undertaking  visible  to 
all  that  Christ  is  bringing  closer  together  those  who 
formerly  were  strangers  to  each  other.”  Designs  on 
the  wall  at  the  rear  of  the  outdoor  platform  are  a  part 
of  Expo's  symbol.  (RNS  Photo) 


More  than  a  century  of  Roman  Catholic 
dreams  reached  reality  on  Pentecost  Sunday  in 
Liverpool,  Eng.  when  the  new  Metropolitan 
Cathedral  of  Christ  the  King  was  solemnly 
opened  before  priests  and  prelates  of  the 
church.  Archbishop  Andrew  Beck  was  unable 
to  open  the  new  $11,500,000  cathedral  because 
of  a  heart  attack  suffered  earlier  this  year.  He 
attended  the  rites,  but  remained  seated  through¬ 
out. 

In  Barnstable,  Mass.,  Superior  Court  Judge 
Amadeo  V.  Sgarzi  has  ordered  a  Christian  Scientist 
mother  to  stand  trial  for  manslaughter  in  connection 
with  the  death  of  her  5-year-old  daughter.  The 
judge  denied  motions  for  the  dismissal  of  an  indict¬ 
ment  against  Mrs.  Dorothy  Sheridan,  30,  of  Har¬ 
wich,  Mass.,  who  was  charged  with  failing  to  pro¬ 
vide  proper  medical  care  for  her  daughter,  who 
died  of  a  lung  infection  in  March. 


The  Genera!  Council,  policy-making  agency 
of  the  American  Baptist  Convention,  was  re¬ 
cently  warned  against  “an  audibility  gap”  be¬ 
tween  itself  and  the  denomination’s  churches 
by  Dr.  Carl  W.  Tiller,  ABC  president.  He  said 
new  structural  arrangements  may  be  needed  to 
assure  that  the  the  Council  hears  what  its  con¬ 
stituency  is  saying. 

The  General  Division  of  Laymen’s  Work  of 
the  Episcopal  Church  was  recently  dissolved  by  the 
Church’s  Executive  Council  at  the  request  of  the 
laymen  themselves.  Dale  Pederson,  Council  repre¬ 
sentative  for  the  Division,  told  the  Council  at  its 
meeting  in  Greenwich,  Conn,  that  the  "drastic 
move”  was  thought  advisable  in  order  that  the 
whole  Church  might  keep  up  with  the  times  in  meet¬ 
ing  the  needs  of  today's  world. 

A  young  English  chaplain  is  preparing  plans 
in  Birmingham  for  the  creation  of  a  new  inter¬ 
national  religious  order  of  social  workers.  He 
is  the  Rev.  David  John  Collyer,  28,  who  was 
educated  at  Keble  College,  Oxford,  and  a  Cam¬ 
bridge  theological  college.  He  was  chosen  to 
found  the  new  order  by  delegates  from  22 
countries  who  attended  a  conference  on  youth 
organized  by  the  World  Council  cf  Churches 
in  Geneva  in  April. 

President  Sekou  Toure,  in  a  broadcast  com¬ 
memorating  the  tenth  anniversary  of  the  first  Guin¬ 
ean  government,  renewed  his  demand  for  the  “total 
Africanization”  of  Roman  Catholic  and  Protestant 
churches  in  his  West  African  country.  He  said,  “We 
demand  total  Africanization  because  in  20  centuries, 
in  the  history  of  Christianity,  no  African  or  Colored 
person  has  been  raised  to  the  dignity  of  archbishop 
or  even  bishop  in  any  European  country.” 

The  only  major  Protestant  mission  in  Guinea 
announced  plans  to  evacuate  its  entire  staff  of 
54  American  and  Canadian  missionaries  by 
June  1.  Dr.  Nathan  Bailey,  president  of  the 
Christian  and  Missionary  Alliance,  said  the 
evacuation  was  deemed  necessary  following  the 
Guinean  president’s  May  Day  speech. 

A  new  religious  magazine  will  be  published  in  Can¬ 
ada,  starting  in  September,  that  claims  to  be  “broad¬ 
er  than  ecumenical.”  The  editorial  board,  chaired 
by  Rabbi  A.  Gunther  Plaut  of  Toronto,  has  mem¬ 
bers  from  conservative,  evangelical  Protestant, 
Greek  Orthodox,  Roman  Catholic,  Unitarian,  Jew¬ 
ish,  Buddhist  and  Moslem  communities. 

The  University  of  California  is  considering  the 
establishment  of  an  undergraduate  major  in  re¬ 
ligious  studies,  according  to  Chancellor  Roger 
Heyns.  Constitutional  and  school  authorities 
have  declared  that  such  a  special  religious  pro¬ 
gram  would  not  conflict  with  constitutional 
provisions  on  separation  of  church  and  state. 

Climaxing  eight  years  of  study  and  debate,  the 
United  Presbyterian  Church  approved  by  a  standing 
vote,  estimated  at  4  to  1,  the  Confession  of  1967. 
The  Confession,  with  its  strong  social  emphasis,  is 
the  first  major  change  in  the  Church’s  statement  of 
faith  in  300  years.  However,  it  will  not  supersede, 
but  stand  with,  eight  other  historic  creeds  of  the 
church. 


FIGHT,  an  organization  of  105  groups  from 
poverty  areas  of  Rochester,  N.  Y.,  is  planning 
the  next  step  in  its  long  hassle  with  Eastman 
Kodak  Co.,  over  jobs  for  Negroes.  The  Rev. 
Franklin  D.  R.  Florence,  president  of  the  or¬ 
ganization,  said,  “But  we  are  not  saying  what 
those  next  steps  will  be.  We  have  learned  from 
Muhammed  Ali  (deposed  heavyweight  boxing 
champ  Cassius  Clay)  to  never  tell  an  enemy 
where  you  are  going  to  strike  you  just  hit 
him.” 
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A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

Our  church  year  is  rapidly  drawing 
to  a  close.  With  this  will  come  some 
change  in  our  Inner  City  program  . .  . 
curtailing  of  some  activities,  initiation 
of  new  or  different  projects.  This  is 
a  good  time  to  review  with  you  some 
of  the  things  we  have  tried  to  do  this 
year. 

First,  I  want  to  emphasize  that  what 
has  been  accomplishment  was  made 
possible  through  the  voluntary  service 
of  Inner  City  and  suburban  church 
laypeople.  To  do  the  work  that  must 
be  done  is  a  many-person  task.  The 
dedication  of  a  few  laypersons  has  gone 
a  long  way  in  service.  It  opens  our 
eyes  to  the  much  good  which  could 
be  done  through  the  involvement  of 
more  persons  on  a  more  extensive 
program. 

The  community  service  program 
carried  on  at  Second  Methodist  church 
will  be  revised  in  June.  Already  the 
sewing  classes  have  closed  to  be  re¬ 
commenced  in  the  fall.  Of  course  tutor¬ 
ing  will  be  discontinued  until  school 
reopens.  The  cultural  enrichment  ac¬ 
tivities  on  Saturday  morning  will  con¬ 
tinue  on  through  the  summer  with, 
hopefully,  additional  leadership.  This 
is,  perhaps,  one  of  the  most  helpful 
things  which  can  occur  in  the  life  of 
an  underprivileged  child. 

The  Teen-Canteen,  called  “The 
Place”  by  the  teeners,  will  reopen 
soon.  It  will  offer  an  opportunity  for 
wholesome  recreation  to  the  neighbor¬ 
hood  youth.  There  are  no  parks  or 
playgrounds  in  this  neighborhood  and 
recreation  to  these  young  people  means 
pool  in  a  bar-room  ...  or  worse.  With 
proper  leadership  softball  and  volley¬ 
ball  teams  can  be  organized. 

Larry  Robertson,  pastor  of  Second 
Church,  has  done  a  marvelous  job  in 
instituting  these  programs  in  his  area. 

At  Felicity  Methodist  Church  Bob 
Eaker  has  kept  things  humming  with 
an  assortment  of  activities.  His  Fixit 
Shop  has  caught  on  with  the  boys. 
Bob  gathers  them  under  his  wing  and 
together  they  make  things  out  of 
wood.  Even  more  important  they  gain 
confidence  in  themselves,  and  Chris¬ 
tian  characters  are  developed.  Bob 
continues  to  give  invaluable  leadership 
to  the  Spanish-speaking  work  of  Inner 
City.  His  work  has  doubtless  made  the 
difference  between  adjustment  and 
maladjustment  in  the  lives  of  countless 
families.  Felicity  is  a  Cuban  Relief 
depot  and  the  basement  is  filled  with 
articles  of  usefulness  to  newcomers 
who  need  a  helping  hand. 

Next  week  we  will  talk  more  about 
what  we  have  tried  to  do  this  year. 


Dr.  Robert  F.  Harrington,  Mt. 
Zion  Methodist  Church,  New  Or¬ 
leans,  who  spoke  to  the  confer¬ 
ence  as  a  fraternal  delegate  from 
the  Louisiana  Conference  of  the 
Central  Jurisdiction. 
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Conference 

aid  legislation.  The  resolution  said  that 
while  the  conference  recognized  the 
right  of  any  individual  or  group  of  es¬ 
tablished  private  schools,  a  strong  sys¬ 
tem  of  public  schools  is  essential  for 
a  democratic  society.  It  said:  “The 
state  of  Louisiana  cannot  afford  to 
support  a  system  of  private  schools 
without  jeapordizing  adequate  finan¬ 
cial  support  of  public  schools.” 

BOARD  OF  PENSIONS:  James  L. 
Adams,  chairman  of  the  Board  of 
Pensions,  guided  the  report.  Dr.  Ernest 
Tripp  of  the  General  Board  of  Pensions 
spoke  to  the  report.  Included  was  ac¬ 
tion  to  incorporate  the  board. 

FRATERNAL  DELEGATE:  Cle¬ 
burne  W.  Quaid,  pastor  at  Bogalusa, 
was  appointed  by  Bishop  Walton  to 
be  the  fraternal  delegate  from  the  con¬ 
ference  to  the  meeting  of  the  Louisiana 
Annual  Conference  of  the  Central  Jur¬ 
isdiction. 

PROPOSAL  FOR  MERGER:  Dr. 
Jack  S.  Wilkes  presented  the  Constitu¬ 
tion  and  Enabling  Legislation  for  the 
merger  of  The  Methodist  Church  and 
the  Evangelical  United  Brethren 
Church.  Dr.  Carl  F.  Lueg  summarized 
the  action  of  the  1966  special  session 
of  the  General  Conference  relative  to 
the  merger.  Dr.  Wilkes  spoke  in  sup¬ 
port  of  the  plan,  Dr.  Carl  Lueg  spoke 
against  it,  and  Dr.  Ben  R.  Oliphint 
spoke  for  it. 

Judge  W.  D.  Cotton  spoke  against 
the  merger.  Dr.  Henry  A.  Rickey 
moved  to  limit  debate  to  three  min¬ 
utes  per  person.  Other  speakers  against 
the  merger  plan  were  Bob  Roland,  lay 
delegate  from  Baton  Rouge,  Ray  Bran- 
ton,  pastor  of  Aurora  Church,  New 


Miss  Georgia  Daily,  di¬ 
rector  of  Methodist  In¬ 
formation,  speaks  to  the 
conference.  Dr.  Jack  S. 
Wilkes,  right,  followed 
her  report  with  words  of 
appreciation  for  the  work 
she  has  done  in  Louisi¬ 
ana. 


Sarah  Smith  of  Dallas, 
Tex.,  was  one  of  three 
students  graduated  magna 
cum  laude  at  Centenary 
College's  commencement 
May  28.  Diplomas  were 
handed  out  by  Centenary 
President  Jack  W.  Wilkes 
(center)  and  Dean  Thad 
N.  Marsh.  The  other  two 
magna  cum  laude  gradu¬ 
ates  were  Polly  Page  of 
Shreveport  and  Gaylon 
Louis  Daigle  of  Bossier 
City. 


Orleans.  The  conference  ordered  a  se¬ 
cret  ballot  on  the  proposal  and  when 
it  was  reported  the  vote  was  189  for 
and  264  against. 

DEATH  OF  MR.  CADWALLAD- 
ER:  Bishop  Walton  announced  to  the 
conference  that  Charles  M.  Cadwal- 
lader  died  Sunday  in  Nice,  France, 
and  that  funeral  services  would  be  held 
Thursday  in  Lincoln,  Neb.  The  con¬ 
ference  voted  to  send  a  message  of 
sympathy  to  Mrs.  Cadwallader. 

RETIREMENTS:  The  Report  of  the 
Committee  on  Conference  Relations 
was  presented  by  W.  D.  Boddie  and 
Clark  W.  Bell.  This  included  the  re¬ 
tirements  previously  indicated. 

METHODIST  HOSPITAL:  John 
Koelemay  presented  a  progress  report 
on  the  construction  of  the  new  Meth¬ 
odist  Hospital  in  New  Orleans.  He  in¬ 
troduced  to  the  conference  the  follow¬ 
ing  have  played  a  big  part  in  the  de¬ 
velopment  of  the  plans  for  the  hos¬ 
pital:  Seymour  Weiss,  Edward  Lennox, 
G.  C.  Walther,  George  Williams,  and 
M.  Kenneth  Schor. 

RESOLUTION  ON  CENTRAL 
JURISDICTION:  Dr.  Jolly  B.  Harper 
presented  the  resolution  on  the  Cen¬ 
tral  Jurisdiction.  Tom  Matheny  moved 
that  the  vote  be  by  secret  ballot.  Judge 
V.  M.  Mouse  and  Bob  Roland  spoke 
against  the  resolution  and  Dr.  Keith 
Mason  and  Roy  Mouser  spoke  for  the 
resolution.  The  vote  was  234  for  the 
resolution  and  176  against. 

PERKINS  SCHOOL  OF  THEOL¬ 
OGY:  Dr.  Joseph  Quillian  of  Perkins 
School  of  Theology  spoke  on  the  work 
of  that  institution  and  on  the  jurisdic¬ 


tional  plan  of  support  for  the  theol¬ 
ogical  schools. 

ADMITTED  ON  TRIAL:  On  rec¬ 
ommendation  of  the  Board  of  Minis¬ 
terial  Training  and  vote  of  the  confer¬ 
ence  the  following  were  admitted  on 
trial:  Lamont  Chesteen  Rouse,  John 
Hurst  Chadwick,  David  Robert  Dykes, 
William  Alton  Rowell,  Jr.,  and  Rex 
Benjamin  Wilkes. 

ELECTED  TO  DEACON’S  OR¬ 
DERS:  The  following  were  elected  to 
Deacon’s  orders;  John  Hurst  Chad¬ 
wick,  David  Robert  Dykes,  William 
Alton  Rowell,  Jr.,  Rex  Benjamin 
Wilkes,  I.  Elmer  Malone,  Ernest  Ma¬ 
rion  Dill,  Allen  Richard  Reeves,  Jr., 
and  J.  Reed  Hoffpauir,  Jr. 

ELECTED  TO  ELDER’S  OR¬ 
DERS:  The  following  were  elected  to 
Elder’s  orders:  James  Ryan  Horton, 
Jr.,  William  Douglas  Peeples,  Milton 
Peter  Guttierrez  II,  John  Calvin  Coker, 
Harry  A.  Harrington,  Jr.,  Paul  W. 
Carter,  Jack  Sidney  Singleton,  Henry 
England  Pickett,  Richard  Dale  Wag- 
gonner,  Bonnie  Ruth  Holley,  William 
James  Butts,  Jr.,  and  Robert  Dale 
Meyers,  Jr. 

SPECIAL  APPOINTMENTS:  The 
following  special  appointments  requir¬ 
ing  approval  of  the  conference  were 
presented  and  approved:  John  M.  Nor¬ 
ris,  professor  New  Testament  Greek, 
Union  Theological  Seminary;  James  A. 
McLean,  associate  professor  of  art, 
Georgia  State  College;  T.  Wayne  Per- 
rott,  associate  professor  of  sociology, 
William  Carey  College;  Torbert  H.  Mil- 

Please  turn  to  page  twelve 


The  conference  Board  of  Missions  met  on  the  Monday  before  conference  at 
Business  Girls'  Inn,  Shreveport,  which  is  seeking  to  become  an  Advance 
Special  project.  Pictured  here  are  (I.  to  r.):  Mrs.  W.  W.  Baldridge,  presi¬ 
dent  of  the  board  of  the  inn;  Mrs.  Maxine  Watkins,  director  of  the  inn;  and 
Mrs.  L.  G.  Thomas,  outgoing  president. 
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Methodist  educator  to  India  school 


Harold  Humble  and  family 


•  On  a  Wide  Circuit 

Confession  of  sin 

By  W.  W.  Reid 

In  one  of  the  very  earliest  references 
in  the  Old  Testament  to  the  need  of 
“confess  our  sins,”  God  said  to 
Moses,  “Say  to  the  people  of  Israel, 
When  a  man  or  a  woman  commits  any 
of  the  sins  that  men  commit  by  break¬ 
ing  faith  with  the  Lord,  and  that  per¬ 
son  is  guilty,  he  shall  confess  his  sin 
which  he  has  committed;  and  he  shall 
make  full  restitution,  adding  a  fifth  to 
it,  and  giving  it  to  him  to  whom  he 
did  the  wrong  (Numbers  5:6,  7).” 

It  is  noteworthy,  however,  that  there 
is  after  this  relatively  little  reference 
to  confession  in  the  Old  Testament. 
And  when  we  look  at  the  New  Testa¬ 
ment,  while  there  is  plenty  of  reference 
to  confession  of  sins,  the  idea  of  resti¬ 
tution  is  played  down,  and  the  em¬ 
phasis  is  rather  on  his  forgiveness  by 
God  through  the  sacrifice  of  Christ. 
(I  note  there  are  some  theologians  who 
reject  this  as  a  too-simple  explanation 
of  the  Crucifixion  —  but  hasn’t  the 
church  long  taught  this?) 

We  seem  to  be  in  a  period  in  our 
churches  where  we  can’t  have  any 
Christian  gathering  without  a  long  pe¬ 
riod  of  confession  of  personal  sins  and 
(more  often)  of  corporate  sins.  Our 
pastors  seem  to  be  quite  willing  to  have 
us  confess  the  sins  of  laymen  and  of 
society  in  general.  While  we  all  know 
that  we  are  all  sinners  “and  fall  far 
short,”  yet,  to  me  at  least,  confession 
is  a  very  personal  thing,  and  not  some¬ 
thing  for  “whole-hearted  unison  pro¬ 
jection”  in  tones  that  (to  the  unini¬ 
tiated)  could  be  mistaken  for  boasting. 
How  often  are  there  tears,  or  regret, 
or  desire  to  make  restitution,  or  per¬ 
sonal  commitment  to  changed  action 
in  a  unison-recited  prayer  of  confes¬ 
sion  of  sin  or  error?  Rather,  does  not 
constant  and  unfelt  lip-repetition  dead¬ 
en  both  understanding  and  intent? 

The  other  day  this  confession  was 
given  our  congregation  for  all  to  “re¬ 
peat”:  “O  Lord,  we  acknowledge  be¬ 
fore  thee  that  we  do  not  fear  thee, 
and  that  we  do  not  love  thee  above  all 
things.  We  do  not  delight  in  prayer, 
nor  take  pleasure  in  thy  Word.  W& 
do  not  really  love  our  neighbor.  We; 
lack  the  conscience  that  should  accom¬ 
pany  our  Christian  profession.  Our 
hearts  are  divided,  crossed  by  doubts 
and  guilty  desires.  We  accuse  ourselves 
before  thee,  O  God,  and  implore  thee 
to  forgive  us  .  .  .” 

In  similar  strains  this  particular  con¬ 
gregation  “worships  and  confesses” 
Sabbath  after  Sabbath  ...  I,  for  one, 
cannot  with  any  honest  intent  say  such 
a  prayer  for  other  people:  much  of  it 
is  doubtless  applicable  to  me  person¬ 
ally  —  but  I  would  have  to  “think  it 
through”  before  making  it  “mine.” 
Often  I  am  driven  (by  conscience?) 
to  stop  in  the  early  part  of  such  prayer 
and  not  complete  it:  neither  my  mind 
nor  heart  accepts  it  or  can  honestly 
say  it  to  God.  Perhaps  I  know  this 
congregation  as  I  know  no  other:  and 
I  know  as  many  near-saints  as  I  know 
“vile  wretches  of  sin.”  I  know  those 
among  them  who  do  fear  and  love  the 
Lord  in  deeds  as  well  as  words;  some 
who  do  love  their  neighbors  and  at¬ 
tempt  to  serve  their  needs;  some  who 
do  delight  in  prayer  and  take  joy  in 
obeying  God’s  word;  some  who  do 


"On  a  Wide  Circuit" 
columnist  named 
Hymn  Society  "Fellow" 

William  Watkins  Reid,  an  associate 
lay  leader  of  the  New  York  Confer¬ 
ence  and  former  director  of  the  De¬ 
partment  of  News  Service  of  the  Meth¬ 
odist  Board  of  Missions,  was  named 
a  “Fellow  of  the  Hymn  Society  of 
America”  at  the  recent  annual  meet¬ 
ing  of  that  1900-member  organization. 
The  recognition  was  for  “contributions 
in  the  writing  of  new  hymns”  and  for 
service  to  the  Society. 

Mr.  Reid  is  the  author  of  “Sing 
With  Spirit  and  Understanding,”  a  his¬ 
tory  of  the  Society  from  1 922  to  1 962; 
and  of  a  volume  of  65  hymns  and 
poems  entitled  (after  the  first  hymn) 
“My  God  Is  There,  Controlling.” 

The  Society  has  seven  living 
“fellows.” 


have  such  keen  consciences  that  they 
actually  suffer  and  sacrifice  for  their 
beliefs.  Why  should  they  be  forced  to 
“confess”  in  abject  terms  to  what  is  not 
true?  I  very  much  doubt  that  God  wel¬ 
comes  such  “confessions.” 

There  is,  of  course,  therapeutic 
value  in  genuine  confession  of  wrong¬ 
doing:  the  psychiatrists,  Alcoholics 
Anonymous  and  some  other  groups 
have  proven  that.  But  when  it  is  done 
by  rote,  by  the  reciting  of  other  peo¬ 
ple’s  texts,  it  seems  little  better  than 
the  “public  witness”  of  the  convert  that 
occasionally  smacks  of  boasting  —  if 
not  of  pride  —  in  former  wrong-doing. 
Confession  is  valuable  as  a  first  step 
toward  turning  away  and  restitution,  it 
is  a  step  toward  conversion.  When  con- 


METHODS  OF  EVANGELISM 

Dr.  Kermit  Long,  secretary  of  the 
General  Board  of  Evangelism,  said 
recently: 

“Too  often  the  church  has  been 
caught  in  the  cathedral.  And  we  have 
not  scattered  to  witness.  A  football 
team  that  spends  too  long  in  the  hud¬ 
dle  is  penalized.  There’s  a  time  to  line 
up  and  carry  the  ball  —  for  the  Lord.” 

One  important  reason  why  the 
church  is  not  reaching  people  as  fast 
as  they  are  born  is  that  we  are  too 
much  in  love  with  the  upholstered  com¬ 
fort  of  the  sanctuary.  The  world  can¬ 
not  be  won  to  Christ  in  this  stained 
glass  isolation  any  more  than  the  foot¬ 
ball  game  can  be  won  in  the  huddle. 

Those  who  are  really  concerned 
about  reaching  the  world  for  Christ 
are  beginning  to  realize  that  we  must 
try  many  methods.  Some  will  fail  and 
must  be  discarded.  Others  will  be  suc¬ 
cessful  for  a  time  and  in  certain  areas 


The  principal  of  a  high  school  in 
Farmington,  Mich.,  his  wife  and  their 


fession  is  not  followed  by  such  change, 
it  is  mere  prattle.  And  constant,  or 
thoughtless,  or  unfelt  reiteration  of 
one’s  “sins”  —  whether  really  com¬ 
mitted  or  only  read  from  a  book  — 
can  harden  mind,  and  heart,  and  spirit. 

Perhaps  at  the  Sabbath  morning 
service,  instead  of  a  vague  confessing 
to  sins  which  we  do  not  really  recog¬ 
nize,  we  might  have  a  period  of  silent 
personal  confession  to  God  —  with 
new  emphasis  on  sins  of  omission 
(probably  the  sins  most  of  us  most  fre¬ 
quently  commit  —  often  because  of 
unconsciousness  of  what  they  are),  and 
new  emphasis  on  the  making  of  restitu¬ 
tion  if  only  by  greater  zeal  for  better 
concern  and  action  in  the  future, 
t 


of  life.  Those  must  be  used  as  long 
as  they  bring  results  in  terms  of  souls 
brought  to  Christ.  Just  as  the  football 
team  cannot  win  a  game  with  just  one 
play,  so  the  church  cannot  be  most 
effective  with  only  one  method  of 
evangelism.  We  must  be  constantly  on 
the  watch  for  new  and  profitable 
methods.  Here  are  just  a  few. 

Mass  evangelism  or  revivalism  is 
still  a  very  valuable  instrument  of 
salvation.  I  know  from  the  experience 
of  well  over  100  revivals  within  the 
past  10  years  that  “revival”  type  evan¬ 
gelism  is  still  powerful  where  and  when 
it  is  accepted  with  an  open  mind 

Jail  and  prison  evangelism  has  ap¬ 
pealed  especially  to  me  in  the  past  few 
years.  And  the  visible  results  alone 
have  been  almost  phenomenal. 

Face-to-face  evangelism;  witnessing 
to  one  person  at  a  time;  is  as  valuable 
today  as  it  was  when  Jesus  talked  to 
the  woman  at  the  well,  and  to  Nico- 
demus. 


four  children,  will  leave  the  United 
States  in  the  late  summer  for  India 
where  he  will  begin  a  term  as  principal 
of  the  Kodaikanal  school. 

Mr.  Harold  Humble,  42,  has  been 
head  of  Farmington’s  high  school,  with 
1,800  students,  for  five  years.  He  and 
his  wife,  Jane,  are  members  of  First 
Methodist  Church  in  Farmington, 
Where  they  are  both  active  on  church 
commissions  and  in  the  Sunday  school. 
They  became  interested  in  a  special 
appointment  as  missionaries  under  the 
Methodist  Board  of  Missions  when 
they  learned  of  the  need  for  a  profes¬ 
sional  educator  at  the  Kodaikanal 
school  in  the  Palni  Hills  of  South 
India. 

The  school,  governed  by  its  own 
council,  is  supported  and  maintained 
by  11  cooperating  Protestant  mission 
groups.  Founded  in  1901  for  children 
of  American  missionary  families  work¬ 
ing  in  India,  the  school  now  also  serves 
children  coming  from  families  repre¬ 
senting  a  growing  number  of  profes¬ 
sions  and  living  in  a  wide  area  in 
Southern  Asia.  The  school  includes 
both  elementary  and  secondary  grades. 

The  four  Humble  children,  Susan, 
15;  John  13;  Jefferey,  10;  and  Steven, 
9;  will  attend  the  Kodiakanal  school. 

Mr.  Humble  is  a  graduate  of  West¬ 
ern  Michigan  University  and  has  his 
master’s  degree  from  the  University  of 
Michigan.  He  taught  school  for  seven 
years  before  becoming  a  school  ad¬ 
ministrator. 

Mr.  and  Mrs.  Humble  will  attend 
orientation  programs  this  summer  and 
the  family  expects  to  sail  for  India  in 
August  or  early  September. 

t 


Neighborhood  evangelism;  sending  a 
witnessing  team  into  a  section  of  a 
town  or  city  that  stands  in  special  need 
of  the  Gospel,  is  always  good. 

Short  worship  services  when  per¬ 
mitted  in  places  of  business  before  the 
work  day  starts,  have  reached  many. 

There  is  some  concern  in  the  minds 
of  ministers  and  laymen  about  the  use 
of  the  “right  language”  in  evangelism. 
There  is  only  one  “right  language.”  It 
speaks  from  the  heart  of  the  witness 
and  in  simple  words  that  the  listener 
can  understand.  Big  words  and  tired, 
worn-out  phrases  don’t  belong  to 
Christian  witnessing.  A  study  of  the 
words  and  ideas  that  Jesus  used  will 
be  the  best  training  that  the  lay  wit¬ 
ness  can  take. 
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North  Arkansas  Conference  Appointments 


TRANSFERS  IN 

Earl  Lancaster,  Elder, 

Little  Rock  Conference 
James  Keith,  Elder,  Dec.  1,  1966, 
Nebraska  Conference 
Robert  N.  Crawford,  Deacon  O.  T., 

Nov.  15,  1966,  North  Texas  Conference 
Frank  Hursh,  Elder,  July  15,  1966, 

Little  Rock  Conference 

TRANSFERS  OUT 
T.  T.  McNeal,  Elder, 

To  Little  Rock  Conference 
Joe  Black,  Elder,  Dec.  1,  1966, 

To  N.  East  Ohio  Conference 


Sylvan  Hills 

John  S.  Workman 

(4) 

Wash.  Ave. 

Roy  Poyner 

(3) 

Ola-Plainview 

M.  J.  Pollard 

(5) 

Perry  Cty.  Par. 

James  Breazeale 

(1) 

Associate 

TBS 

Plumerville 

(C.  King  Hall) 

(1) 

Russellville 

John  B.  Hays 

(5) 

Associate 

Frank  Hursh 

(2) 

Rus.  Wes.  Fnd. 

Muriel  Peters 

(2) 

Rus.  Wes.  Par. 

(Charles  Reed) 

(3) 

Stu.  Asst. 

TBS 

BATESVILLE  DISTRICT 

E.  J.  Holifield, 

District  Superintendent  (3) 

Antioch  Ct.  (Harry  W.  Price)  (3) 

Bald  Knob-Russel  Ellsworth  Watson  (1) 
Batesville 

First  W.  D.  Golden  (2) 

Asbury  Willis  LeGrand  (1) 

Central  Ave.  James  Beal  (3) 

Beebe  Gerald  Hammett  (5) 

Associate  Orville  Stahl  (1) 

Bradford-Pleasant  Plains 

Everne  Hunter  (3) 
Cabot  John  Chapman  (5) 

Calico  Rock  Eugene  Davis  (1) 

Calico  Rock  Ct  (Burl  Long)  (4) 

Cave  City  Ct.  (Gerald  Martin)  (8) 

Cotter-Bull  Shoals  Jewel  Linam  (3) 

Desha  Ct.  (Charles  Nance)  (3) 

Evening  Shade  T.  B..  S. 

Griffithville  (Louis  Ernest)  (3) 

Heber  Springs  Earl  Hughes  (3) 

Holiday  Hills  (Tom  Cowan)  (3) 

Horseshoe  Bend  (Harrel  Ford)  (2) 

Judsonia  James  Weatherford  (2) 

Kensett-McRae  G.  L.  McGehey  (3) 

Marshall-Leslie  (Elbert  Bruner)  (4) 

Melbourne  Ct.  (Kelly  Jones)  (2) 

Moorefield  Ct.  Joe  Hutto  (1) 

Mt.  Home-lst  W.  M.  Womack  (3) 

Mt.  Home  Ct  (Don  Moore)  (2) 

Mt  View  Denzel  Stokes  (2) 

Newark  Luther  Wilson  (2) 

Pangbum  Ct.  (John  Sandage)  (2) 

Salem-Viola  L.  L.  Bounds  (3) 

Searcy-First  D.  Mouzon  Mann  (2) 

Searcy-Grace  M.  L.  Kaylor  (2) 

Van  Buren  County  Parish: 

Clinton  Kenneth  Renfroe  (3) 

Quitman  (Charles  Crossno)  (3) 

Associate  (Jack  Blume)  (3) 

Associate  (Ramsey  Woodall)  (3) 

SPECIAL  APPOINTMENTS 
Chaplain  U.  S.  Army  T 

Robert  B.  Howerton,  Jr. 
Bridwell  Library-S.M.U.  Page  A.  Thomas 
Yale  University  E.  Brooks  Holifield 

District  Appointments: 

Evangelism — D.  Mouzon  Mann 
Missions — W.  D.  Golden 
Stewardship — John  Chapman 
Social  Concerns— Earl  Hughes 
Trafco— Kenneth  Renfroe 
Town  and  Country— Jewel  Linam 
Arkansas  Methodist — L.  L.  Bounds 
Golden  Cross— Joe  Hutto 
Vocations— Elbert  Bruner 
Education— George  L.  McGehey 
Camping— James  Beal 
Commission  of  Children  s  Home 
Eugene  Dodson 

CONWAY  DISTRICT 

Ben  Jordan, 

District  Superintendent  (1) 
Atkins-Pottsville  James  McCammon  (1) 

BeUville  Ct.  J.  Wayne  Edwards  1) 

Conway.  First  Worth  W.  Gibson  (3) 

Conway,  Wesley  John  Jump  1 

Conway  Wes.  Fnd.  Carl  Settle  3 

Danville  Eugene  Atkins  2) 

Dardanelle  Par.  Charles  Casteel  4) 
Stu.  Asst.  (David  Nicholson)  (3) 

Faulk.  Cty.  Par.  . 

Pastor  Dr.  Ira  A.  Brumley  (1) 

Stu  Asst  (David  Scroggin)  (2) 

Itu  Asst.  (Charles  Watts)  (2 

Jacksonville  Bob  Edwards  (1 

Morrilton  H?r~d  n 

Morrilton  Circuit 

N.L.R.  Amboy  Dois  Kennedy  (6) 

First  Rufus  Sorrells  (4) 

Gardner  Floyd  G.  Villines,  Jr.  (3) 

Indian  Hills  Sam  Teague  1 

Lakewood  David  J' •S°Tr«  <¥) 

LgVV  James  M.  Meadors  (3> 

Rose  City  Beac.  Willis  B.  Harl  (1) 
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SPECIAL  APPOINTMENTS 

Chap.  Hosp.— George  Stewart 
Prof.  Wesley  Sem. — James  Clemmons 
Ex.  Sec.  Inter-Board  Council — 

Harold  Eggensperger 
Associate — Earl  Carter 
Dir.  of  Town  &  Country-Stewardship— 

W.  O.  Scroggin 

Ed.  Together — Ewing  T.  Wayland 
Ed.  Ark.  Meth— Alfred  A.  Knox 
Prof.  Hendrix — James  S.  Upton 
Prof.  Hendrix — Robert  W.  Goodloe 
Prof.  Hendrix— Ferris  Baker 
Ed.  Mus.  Min.— V.  Earl  Copes 
Chaplaincy — B.  Vernon  Dennis 
DISTRICT  STAFF 

Education : 

Adult  Work— Harold  Spence 
Youth  Work — Charles  Casteel 
Children’s  Work — 

Mrs.  Floyd  Villines,  Jr. 

Evangelism— Worth  Gibson 
Missions — Rufus  Sorrells 
TRAFCO — Dois  Kennedy 
Golden  Cross— John  Workman 
Town  &  Country— James  Breazeale 
Arkansas  Methodist— David  P.  Conyers 
Christian  Social  Concerns— John  Jump 
Christian  Vocations — James  Meadors 
Camping— Eugene  Atkins 
Commissioner  to  Children’s  Home 
J.  G.  Moore 

STUDENT  APPOINTMENTS 
St.  Paul— Carl  Crider 
St.  Paul — Jerry  Joe  Nichols 
St.  Paul — David  Moose 
St.  Paul— (Pat  Warrick) 

Duke — (Andy  M.  Hall,  Jr.) 

Duke— (Henry  Lovelace) _ ^ 

SPECIAL  APPOINTMENTS 
Dean,  Hendrix— Francis  Christie 
Instructor,  Univ.  of  Tubingen,  Germany— 
Steven  Ozment 

Ex.  Dir.,  C.C.F.— W.  Henry  Goodloe 

FAYETTEVILLE  DISTRICT 

Myers  B.  Curtis, 

District  Superintendent  (3) 
Bentonville  W.  Maurice  Lanier  (3) 

Associate  Kenneth  E.  Nesbitt  (4) 

Berryville  Calvin  Mitchell  (3) 

Brightwater  Par.  (C.  L.  Martin)  (4) 

Centerton  A.  N.  Storey  (1) 

Decatur  (Rayburn  Jackson)  (2) 

Elkins  TBS 

Elm  Springs-Harmon 

(Joe  Sherman)  (2) 
Eureka  Springs  N.  L.  Edgington  (3) 
Fayetteville-Central  Joel  A.  Cooper  (1) 
Associate  Victor  Nixon  (1) 

Sequoyah-Farmington 

Von  Dell  Mooney  (1) 

Trinity  Dewey  Dark  (1) 

Wiggins  Aaron  F.  Barling  (3) 

Wesley  Foundation 

Lewis  Chesser,  Jr.  (1) 
Gentry  Par.  John  Braden  (2) 

Goshen  (OrviU  Knapp)  (2) 

Grovcttc  James  Linam  (2) 

Green  Forest-Alpena  Oliver  Logan  (1) 

Harrison: 

First  William  Connell  (2) 

St.  Paul’s  Joe  Wilkerson  (1) 

Bellefonte-Valley  Springs  TBS 

Omaha-Bergman  (Howard  C.  Cook)  (1) 
St.  Joe-Everton  (Leslie  Beck)  (5) 

Lincoln-Morrow  Par.  _  ... 

Woodrow  Woods  (1) 
Associate  (D.  A.  Peters)  (3) 

Madison  Co. 

Huntsville-  Pres.  Ch. 

(Charles  Wages  (2) 

Associate  (Robt.  Southwick)  (2) 

Jasper-Valley  View  Wilbert  Feagan  1 
Pea  Ridge  Vann  Hooker  (2) 

Prairie  Grove  Harvey  Hazlewood  (7) 
Rogers,  Central  Charles  McDonald  (3) 
Siloam  Springs  Arvill  Brannon  (3) 

Springdale,  L  wi]liams  (1) 

Associate  (Gerald  K.  Rainwater)  (1) 


Springdale,  Wesley  Daniel  Evans  (3) 
Sulphur  Springs  (Lindsay  Rolland)  (2) 
Winslow  TBS 

Yellville  Par.  Aubra  O.  Hays  (2) 

SPECIAL  APPOINTMENTS 
Superintendent,  Western  Methodist 
Assembly — E.  G.  Kaetzell 
Teacher,  Union  Theological  Seminary— 
A.  W.  Martin,  Jr.,  Mexico  City 
Chaplain,  U.  S.  Air  Force— 

Willie  L.  Walker 
Chaplain,  U.  S.  Air  Force— 

J.  Rudolph  Woodruff 
Chaplain,  U.  S.  Navy— Marvest  Lawson 
Rural  Worker,  Harrison  Area— 

Mrs.  Leonard  Rogers 
Deaconness,  Scarritt  College — 

Miss  Mary  Chaffin 

School  of  Social  Work,  Graduate  School, 
NYC— Charles  L.  Johnson 
District  Directors: 

Arkansas  Methodist — 

William  P.  Connell 

Christian  Education— Aaron  F.  Barling 
Children’s  Work— Mrs.  Bernice  Rogers 
Youth  Work— Daniel  H.  Evans 
Adult  Work— Arvill  C.  Brannon 
Camping — John  Braden 
Christian  Vocations— Dewey  Dark 
Christian  Social  Concerns — 

Joel  A.  Cooper 

Golden  Cross— Harvey  Hazelwood 
TRAFCO— Victor  Nixon 
Missions — Charles  McDonald 
Town  and  Country — Joe  Wilkerson 
Evangelism — Howard  Williams 
Commissioner,  Children's  Home — 

Dr.  Will  H.  Mock 


FORREST  CITY  DISTRICT 

Ethan  Dodgen, 
District  Superintendent  (1) 


Aubrey-Lexa 

T.  B.  S. 

Augusta-Fitzhugh 

Harold  Wilson 

(2) 

Brinkley-Brasf. 

Pharis  Holifield 

(4) 

Cherry  Valley 

James  Barton 

(1) 

Clarendon-Shiloh 

H.  L.  Robison 

(9) 

Colt  Charge 

(Berlin  Davis) 

(1) 

Cotton  Plant-Hunter 

Cleve  Yarbrough 

(2) 

Crawfordsville 

Uriah  Smith 

(6) 

Earle 

Wendell  Dorman 

(3) 

Elaine  Charge 

W.  P.  Fiser 

(3) 

Forrest  City,  1st 

Byron  McSpadden 

(1) 

Forrest  City,  Forrest  Hills 

Harold  Hansford 

(1) 

Helena 

G.  B.  Ames 

(1) 

Holly  Grove 

Iri  S.  Lancaster 

(1) 

Hughes 

Raymond  Dorman 

(6) 

Marianna 

Clyde  Parsons 

(3) 

Marion 

W.  L.  Douglas 

(2) 

Marvell-Turner 

Lowell  Eaton 

(1) 

McCrory  Charge 

H.  J.  Couchman 

(4) 

Parkin 

Bob  Orr 

(4) 

Vanndale  Charge 

(Otha  Strayhom) 

(2) 

West  Helena 

Allan  Hilliard 

(3) 

W.  Memphis,  1st 

Clint  Burleson 

(2) 

W.  Memphis,  Rosewood 

B.  J.  VanCleve 

(2) 

Wheatley  Charge 

J.  D.  Lawrence 

<1> 

Widener  Charge 

Omma  Daniel 

(2) 

Wynne-McElroy 

John  McCormack 

(5) 

Whitehall-Deview 

(Cecil  Harrison) 

(2) 

Altus  Parish  (W.  G.  Conner)  (3) 

Booneville-Washburn 

Norman  Carter  (3) 

Charleston-Branch 

Frank  Clemmons  (3) 
Clarksville  J.  Clarence  Wilcox  (2) 

FORT  SMITH  CHURCHES 

Cavanaugh  Joe  E.  Linam  (3) 

First  John  A.  Bayliss  <3) 

Associate  Jerry  Canada  (3) 

Associate  Willis  B.  Alderson  (1) 

Goddard  Memorial 

Charles  W.  Richards  (2) 
Associate  Stephen  R.  Boone  (1) 
Hendricks  Hills  J.  Leon  Wilson  (4) 
Massard-Barling  (Felix  Holland)  (4) 
Midland  Heights  Clyde  E.  Crozier  (1) 
St.  Paul  G.  A.  McKelvey  (1) 

Wesley  Paul  Lanier  <3> 

Wyatt  Memorial  Thomas  Weir  (3) 
Greenwood-Milltown  Emus  Brown  (3) 
Hartford  Charge  T.B.S. 

Hartman  Charge  T.B.S. 

Lamar  Charge  (Jimmy  Brooks)  (1) 
Lavaca  Charge  (J.  C.  Wright  (3) 

Magazine  Charge  Fern  Cook  (4) 

Mansfield-Huntington  J.  J.  Clark  (2) 
Mountain  View  (M.  C.  Bevens)  (9) 
Mulberry-Dyer  (H.  Doyle  Millard)  (1) 
New  Hope-Kibler  Clint  Good  (3) 

Ozark -Cecil  William  C.  Hightower  (6) 
Paris-Coles  Chapel  Virgil  C.  Bell  (2) 
Prairie  View— Scranton  Parish 

(H.  M.  Smith)  12) 

Scott  County  Parish 

(Charles  E.  Reed)  (4) 
VAN  BUREN  CHURCHES 
City  Heigh ts-Newberry  Chapel 

(George  Kleeb)  (3) 
First  Leonard  Westphal  (4) 

St.  John’s  Cyril  Wilson  (1) 

Waldron  (Britt  H.  Cordell)  (3) 

SPECIAL  APPOINTMENTS 
Chaplain,  State  Sanitorium,  Booneville— 
Bates  Sturdy 

Missionary  To  Congo — Jon  Guthrie 
Dean  of  Men,  S.M.U.— William  H.  Fox 
Assistant  Professor,  West  Virginia  Wes¬ 
leyan  College— Robert  Paul  Sessions 
Perkins  School  of  Theology — 

J.  Kenneth  Shamblin,  Jr. 

Perkins  School  of  Theology 
Herschel  McClurkin 

DISTRICT  STAFF 

Education: 

Adult  Work— William  C.  Hightower 
Youth  Work— Thomas  E.  Weir 
Children’s  Work— Mrs.  Virgil  C.  Bell 
Evangelism— J.  Clarence  Wilcox 
Missions — G.  A.  McKelvey 
Trafco— Frank  Clemmons 
Golden  Cross— Elmus  Brown 
Town  and  Country— Britt  Cordell 
Arkansas  Methodist — John  Bayliss 
Christian  Social  Concerns— 

J.  Leon  Wilson 

Christian  Vocations— Norman  Carter 
Camping — Virgil  Bell 
Commissioner,  Children’s  Home — 
Roger  W.  Lynch 


SPECIAL  APPOINTMENTS 
St.  Paul  School  of  Theology— 

Robert  Duane  Stephens 
Perkins  School  of  Theology — 

James  McKay 

Perkins  School  of  Theology — 

Ronald  Knight 
Perkins  School  of  Theology — 

John  Russell  Collier  III 
Vanderbilt  School  of  Religion— 

James  Robnolt 

Deaconness,  Director  of  Ed,  1st  West 
Memphis— Mrs.  Ann  Neidner 
District  Directors: 

Evangelism — Bob  Orr 
Missionary  Secretary — 

Raymond  Dorman 

Arkansas  Methodist— Byron  McSpadden 
Golden  Cross—  Harold  Wilson 
Trafco— H.  J.  Couchman 
Christian  Social  Concerns— 

Clyde  Parsons 

Commissioner,  Children’s  Home — 

Fred  Rhodes 

General  Church  School  Work — 

Clint  Burleson 
Town  and  Country  Work— 

Wendell  Dorman 

Christian  Vocations — W.  L.  Douglas 
Camping — B.  J.  Van  Cleve 

FORT  SMITH  DISTRICT 

Archie  Boyd, 

District  Superintendent  (1) 

Alix  (J.  M.  Nichols)  (4) 

Alma-Bethel  J-  M.  Rogers  (1) 


JONESBORO  DISTRICT 

M.  A.  Bridwell, 

District  Superintendent  (2) 
Bay-Lunsford  Mitchell  Sanford  (2) 

Blytheville 

First  Virgil  D.  Keeley  (3) 

Blytheville 

Lake  Street  Eugene  H.  Hall  (9) 

Bono  Parish  Lester  Nance  (1) 

Caraway-Black  Oak 

Sherman  Waters  (3) 

Dell-Christ  Jesse  A.  Bruner  (3) 

Harrisburg-Pleas.  Valley 

Charles  W.  Lewis  (2) 
Hickory  Ridge-Tilton 

Charles  W.  Thompson  (4) 
Joiner-Turrell  Ray  Burrow  (2) 

JONESBORO  ^  ^  ^ 

First  J-  Ralph  Clayton  (2) 

Associate  Waymon  Hollis  (1) 

Fisher  Street-St.  Andrew 

Lon  Brewer  (3) 

Huntington  J-  Albert  GaUin  (2) 

Nettleton-Brookland  Glenn  Bruner  (5) 
St.  Paul-Mt.  Carmel 

J.  Hillman  Byram  (1) 

Keiser-Garden  Point 

Larry  D.  Powell  (2) 

Lake  City-Pleas.  Valley  T.B.S. 

Leachville  Frank  C.  Weatherford  2) 
Lepanto-Dyess  Vernon  Paysinger  (5) 
Luxora-Yarbro  Arvest  Lawson  (1) 

Manila-Community  Jack  W.  Glass  (7) 

Marked  Tree-Calvary 

William  Wilder  (1) 
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Louisiana  Conference  Appointments 


TRANSFERS  IN 

William  Ferrell  Pledger,  Elder  in  Full 
Connection,  from  the  Gujarat  Confer¬ 
ence,  Bombay  Area. 

George  Dupree  York,  Elder  in  Full  Con¬ 
nection,  from  the  Montana  Conference. 
William  Spiller  Milton,  Elder  in  Full 
Connection,  from  the  Little  Rock  Con¬ 
ference. 

William  Marshall  McCutcheon,  Deacon  on 
Trial,  from  the  Florida  Conference. 
Richard  Dale  Waggoner,  Deacon  on  Trial, 
from  the  Minnesota  Conference. 

Joe  Wayn  McClain,  Elder  in  Full  Con¬ 
nection,  from  the  Little  Rock  Confer¬ 
ence. 

TRANSFERS  OUT 

Neal  Bond  Fleming,  Elder  in  Full  Con¬ 
nection,  to  the  North  Georgia  Confer¬ 
ence. 

James  Britton  Scott,  Deacon  on  Trial,  to 
the  North  Texas  Conference. 

Ben  Frank  Youngblood,  Elder  in  Full 
Connection,  to  the  Southern  California- 
Arizona  Conference. 

Roland  William  Faulk,  Elder  in  Full  Con¬ 
nection,  to  the  Southern  Colfiornia- 
Arizona  Conference. 

Joel  Brent  Doan,  Elder  in  Full  Connec¬ 
tion,  to  the  Southern  California-Ari- 
zona  Conference. 

Richard  Dale  Waggoner,  Elder  in  Full 
Connection,  to  the  Minnesota  Confer¬ 
ence. 

Daniel  C.  Steere,  Elder  in  Full  Connec¬ 
tion,  to  the  Central  Texas  Conference. 
Lamont  Chesteen  Rouse,  Elder  on  Trial, 
to  the  Mississippi  Conference. 

SPECIAL  APPOINTMENTS 
Area  Council  Director 

•Luman  E.  Douglas  (2) 
Associate  Area  Council  Director 

♦Kenneth  G.  Rorie  (5) 
Associate  Area  Council  Director 

♦Earl  B.  Emmerich  (1) 
Superintendent,  Methodist  Children’s 
Home  *Harry  E.  Ezell  (8) 

Superintendent,  Methodist  Home 
Hospital  "Jack  H.  Midyett  (4) 

Promotional  Director,  Methodist 
Hospital,  New  Orleans 

John  B.  Koelemay  (4) 
Conference  Director  of  Church  Survey 
and  Community  Development 

Rex  Squyres  (1) 

Conference  Treasurer 

♦John  E.  Hearn  (17) 
President,  Centenary  College 

#Jack  Stauffer  Wilkes  (4) 
Professor  and  Head  of  Department  of 
Religion,  Centenary  College 

#Webb  D.  Pomeroy  (15) 
Chaplain  and  Director  of  Church 
Relations,  Centenary  College 

♦Robert  E.  Taylor  (7) 
Professor  of  Sociology  and  Religion  and 
Head  of  Department  of  Sociology, 
Centenary  College 

#W.  Ferrell  Pledger  (2) 
Assistant  Professor  of  Religion, 

Centenary  College 

#Alton  O.  Hancock  (4) 
Professor,  Perkins  School  of 
Theology  #Douglas  E.  Jackson  (11) 
Associate  Professor,  Southern 
Methodist  University 

#Benjamin  A.  Petty  (15) 
Associate  Professor,  Uiff  School  of 
Theology  #Clarence  H.  Snelling,  Jr.  (4) 
Professor  of  New  Testament  Greek, 
Union  Theological  Seminary 

#John  M.  Norris  (4) 
Associate  Professor  of  Art,  Georgia 
State  College  #James  A.  McLean  (5) 
Associate  Professor  of  Social  Ethics, 
Candler  School  of  Theology 

#Theodore  R.  Weber  (10) 
Assistant  Professor  of  Sociology, 

William  Carey  College,  Hattiesburg, 
Miss.  #T.  Wayne  Perrott  (2) 

Associate  Director  of  Curriculum, 
Department  of  Human  Relations, 
Loyola  University 

#Clarence  G.  Fuller,  Jr.  (1) 
Executive  Secretary,  South  Central 
Jurisdication  *Virgil  D.  Morris  (8) 
Director,  Church  Extension,  Division 
of  National  Missions 

#Karl  B.  Tooke  (6) 
Executive  Director,  Fort  Worth  Area 
Council  of  Churches 

*J.  Woodrow  Hearn  (2) 


Executive  Secretary,  Santa  Monica  Bay 
Council  of  Churches,  Santa  Monica, 
California  fMaurice  D.  Fulkerson  (4) 
Science  Librarian,  University  of 
Oklahoma  #Torbert  H.  Milby,  Jr.  (6) 
Interne,  Ecumenical  Institute, 

Chicago  #John  F.  Baringer  (2) 

Interne,  Ecumenical  Institue, 

Chicago  #George  R.  Holcombe  (2) 
♦With  annuity 

#With  annuity  on  institution 
fWithout  annuity 


SABBATICAL  LEAVE 
Karl  D.  Wood 
Stephen  F.  Wendt 
Ladell  J.  Futch 

WESLEY  FOUNDATION  DIRECTORS 

Northwestern  State  College 

Robert  L.  Tatum  (9) 
Louisiana  State  University 

Delton  J.  Pickering  (7) 
Southeastern  Louisiana  College 

Brady  B.  Forman  (2) 
University  of  Southwestern  Louisiana 

Wayne  Reece  Smith  (2) 
McNeese  State  College 

Joseph  R.  Thomas  (3) 
Northeast  State  College 

Roy  Brown  Nash  (3) 

Tulane-Newcomb 

Howard  L.  Daughenbaugh,  Jr.  (10) 
Louisiana  Polytechnic  Institute 

William  M.  Stokes,  Jr.  (11) 
(All  Wesley  Foundation  Directors  with 
annuity) 

MILITARY  CHAPLAINS 


U.  S.  Air  Force  Oakley  E.  Edwards  (13) 
U.  S.  Air  Force  Lucien  E.  Larche,  Jr.  (12) 
U.  S.  Army  Howard  D.  Ellzey  (11) 

U.  S.  Army  Forest  N.  Blount  (6) 

U.  S.  Army  Paul  G.  Durbin  (6) 

U.  S.  Navy  James  E.  Reaves  (26) 

U.  S.  Navy  William  G.  Willson  (10) 
(All  Military  Chaplains  without  annuity) 
HOSPITAL  CHAPLAINS 


Veterans  Administration  Hospital, 
Brooklyn,  New  York 

f Thomas  M.  Babington  III  (1) 
Glenwood  Hospital,  West  Monroe 

♦Don  E.  Wineinger  (5) 
Central  Louisiana  State  Hospital, 
Pineville  #Roland  K.  Friedrich  (4) 
MISSIONARIES 


Korea  James  W.  Spitzkeit  (19) 

DEACONESSES 


Sager-Brown  School,  Baldwin 

Barbara  Boultinghouse 
Sager-Brown  School,  Baldwin 

Judith  Doyle 

First  Methodist  Church,  Alexandria 

Norma  Garlingtort 

Methodist  Home-Hospital,  New  Orleans 

Evelyn  Murphree 

Methodist  Home-Hospital,  New  Orleans 
Margaret  Field 

♦With  annuity 

#With  annuity  on  institution 
fWithout  annuity 


ALEXANDRIA  DISTRICT 

District  Superintendent 

John  F.  Kilpatrick  (3) 
Alexandria,  First  Ben  R.  Oliphint  (3) 
Associate  Gilbert  H.  Wade,  Jr.  (1) 
Horseshoe  Drive 

Louis  M.  Coppage,  Jr.  (6) 
Trinity  Byrl  J.  Moreland  (6)' 

Wesley-St.  Paul 

(J.  C.  Zerangue,  Sr.)  (2) 
Alexandria  Greater  Circuit 
Lewis  Chapel-Melder 

(Henry  O.  Pinckard)  (3) 
Liberty  Chapel  C.  J.  T.  Cotten  RS  (1) 
Pleasant  Grove  (Barney  Durand)  (3) 
Ball-Clear  Spring-Springhill 

(Finas  P.  Corie)  (1) 
Boyce-Seiper-Lahey  Chapel 

Robert  D.  Meyers  (1)' 
Bunkie-White’s  Chapel 

Eskel  L.  Tatum  (3) 
Colfax-Hollins  Chapel 

Lars  L.  Broadus  (1) 
Elizabeth-Hopewell  D.  R.  Deen  (4) 
Evergreen-Simmesport 

(S.  Alvin  Mayo)  (2) 
Glenmora-Forest  Hill-Fellowship 

Edwin  H.  House,  Jr.  (1) 
Jena-Belah  Edwin  J.  Barksdale  (5) 

Jonesville  S.  B.  Dampier  (2) 

Lecompte-Bayou  Chicot-Cheneyville 

Robert  I.  Galatas  (5) 


Marksville-Oak  Grove 

Sam  S.  Holladay  (4) 
Marthaville-Beulah-Robeline 

(Jerry  McLaurel,  St.  S)  (1) 
Montgomery-Campti 

Henry  E.  Pickett  (1) 

Mt.  Zion-Atlanta 

(Fred  W.  Campbell)  (1) 
Natchitoches,  College  Avenue-Provencal- 
Weaver  Walter  C.  Worthy  (2) 

First  Jolly  B.  Harper  (4) 

Oak  Grove-Davis  Springs 

(Elmer  I.  Malone)  (1) 
Oakdale-Pine  Prairie 

William  F.  Howell  (2) 
Olla-Tullos  George  F.  Sherman,  Jr.  (2) 
Palestine-Bethel 

C.  Richard  Hoffpauir  (6) 

Pineville,  First  Wilson  L.  Watson  (1) 

Pollock-Selma-Bentley 

Lillard  R.  Bevil  (3) 

Trout-Eden-Urania 

J.  Vernon  Fairey  (2) 

Winnfied-Couley 

Richard  E.  Walton  (2) 

District  Director,  General  Cfturcn 

School  Work  Ben  R.  Oliphint 

District  Director,  Young  Adut  Work 

Lars;  L.  Broadus 
District  Director,  Youth  Work 

Robert  Dale  Myers 
District  Director,  Camping 

Eskel  L.  Tatum 

District  Director,  Christian  Vocations 

Richard  E.  Walton 
Ristrict  Director,  Evangelism 

Louis  M.  Coppage 
District  Director,  The  Louisiana 
Methodist  William  F.  Howell 

District  Missionary  Secretary 

Wison  L.  Watson 

District  Secretary,  Christian  Social 
Concerns  Jolly  B.  Harper 

District  Secretary,  Town  and 
Country  Work  George  H.  Sherman,  Jr. 
District  Secretary,  Worshop 

Edwin  J.  Barksdale 

BATON  ROUGE  DISTRICT 

District  Superintendent 


Bentley  Sloane 

(5) 

Amite 

William  C.  Blakely 

(2) 

Angie-Vamado  (M.  L.  Davis) 

(4) 

Baker 

Albert  A.  Collins 

(3) 

Baton  Rouge, 

Asbury 

Ray  Rolon  Spiller 

(1) 

Broadmoor 

H.  Barry  Bailey 

(6) 

Associate 

Kenneth  D.  Norton 

(1) 

First 

Dana  Dawson,  Jr. 

(14) 

Associate 

H.  Warren  Blakeman 

(4) 

Associate 

M.  C.  Cady 

(2) 

Ingleside 

Harvey  G.  Williamson 

(8) 

Istrouma 

Marvin  H.  Corley 

(3) 

Jefferson 

Robert  H.  Windsor 

(3) 

North  Baton  Rouge 

Beverly  E.  Bond 

(3) 

St.  John’s 

Harold  L.  Price 

(3) 

St.  Luke’s-Port  Allen 

Walter  L.  Baker 

(4) 

St.  Paul 

Glendon  R.  Messer 

(2) 

William  B.  Reily  Memorial  University 
Jack  Cooke  (2) 
Associate  Charles  B.  Humphreys  (3) 
Winboume  Thomas  M.  Lancaster  (6) 
Bethel  Marvin  R.  McFarland  (2) 

Blackwater  Hugh  L.  Baker  (4) 

Bluff  Creek  (Harold  Babin)  (3) 

Bogalusa  Cleburne  W.  Quaid  (2) 

Carpenter’s  Chapel 

(Leroy  Hoover)  (2) 
Clinton-Clear  Creek  W.  Carl  Barham  (5) 
Concord-New  Hope  (Ellis  Bankston)  (5) 
Deerford  (James  M.  Wilkes)  (3) 

Days-Center-Darlington 

(John  C.  Bonds)  (3) 

Denham  Springs 

Edward  O.  Pickens  (1) 
Donaldsonville  (Marshall  C.  Paine)  (5) 
Faithful-New  River-Meadows 

Collins  D.  Pinkard  (2) 
Fisher-Mt.  Hermon 

(Walter  L.  Gilbert)  (2) 

Franklin  ton 

Fred  W.  Schwendiman  (5) 
Gonzales  Thomas  O.  Crosby,  Jr.  (2) 
Grand  River  (John  Oldham)  (2) 

Greensburg- Wesley  John  H.  Casey  (6) 
Hammond,  First  Alfred  M.  Brown  (2) 
Associate  Jack  S.  Singleton  (2) 

J ackson-Ethel  John  B.  Shearer  (15) 

Kentwood  Carey  A.  Martin  (3) 

Livingston- James  Chapel 

(Ernest  M.  Dill)  (1) 
Live  Oak  William  T.  Eubanks  (5) 

Loranger-Cooper’s  Chapel  TBS 

Lottie-Rosedale  (George  J.  Burlew)  (3) 
Magnolia-Corbin 

(Allen  R.  Reeves,  Jr.)  (1) 
Pine  Grove-Montpelier 

(Cecil  C.  Mims)  (1) 


Plaquemine  J.  Henry  Bowdon,  Jr.  (5) 
Ponchatoula  Jack  S.  Winegeart  (3) 
St.  Francisville-Tunica 

Theodore  J.  Smith  (3) 


Slaughter-New  Roads 

(Halley’s  Comet  Howell)  (1) 
Springfield-Huff’s  Chapel-Maurepas 

(John  W.  Sayes)  (5) 
Tangipahoa-Spring  Ridge 

,  John  F.  Kellogg  (1) 

Tickfaw-Independence 

(Charles  E.  Brister,  St.  S)  (2) 
Walker-Man  gum-Friendship 

Paul  W.  Carter  (2) 
Wesley-Lee’s  Landing  (Carl  L.  Lipe)  (2) 
Zachary  Bob  L.  Lawton  (3) 

Student,  Perkins  School  of  Theology— 
Michael  Edward  Kirby 
Student,  Graduate  School,  Vanderbilt 
University — William  Russell  Pregeant 
Student,  Perkins  School  of  Theology — 
Edwin  E.  Sylvest,  Jr. 

Student,  Pacific  School  of  Religion — 
Robert  M.  Collie 

Student/  Mississippi  State  University — 
George  M.  Hess 

Chaplain,  Greenwell  Springs  Hospital— 
Marvin  R.  McFarland 
Chaplain,  Angola  State  Penitentiary— 
Theodore  J.  Smith 
District  Director,  Adult  Work — 

James  H.  Humphreys 
District  Director,  Camping — J.  Henry 
Bowdon,  Jr. 

District  Director,  Christian  Vocations — 
Harold  L.  Price 

District  Director,  Evangelism — Jack  S. 
Winegeart 

District  Director,  The  Louisiana 
Methodist — John  H.  Casey 
District  Secretary,  Christian  Social 
Concerns — Alfred  M.  Brown 
District  Secertary,  Town  and  Country 
Work — Carey  A.  Martin 
District  Secretary,  Worship — Charles 
B.  Humphreys 

District  Missionary  Secretary — 

Harvey  G.  Williamson 

LAFAYETTE  DISTRICT 


District  Superintendent 

J  .Henry  Bowdon,  Sr. 
Abbeville-Pecan  Island 

Tracy  R.  Arnold 
Bayou  Vista  (Clifton  M.  Bailey) 
Berwick  J.  C.  Wallace 

Church  Point-Pitreville 

Frank  C.  Lankford 
Crowley,  First  W.  D.  Boddie 

Wesley  (Etienne  Brouillette) 

Ebenezer  R.  R.  Branton  (RS  2) 

Franklin  C.  R.  McCammon  (2) 

Golden  Meadow-Grand  Isle 

Ira  M.  Robinson 
Houma,  First  A.  Jerome  Cain 

Houma  Heights-Lagrange 
Memorial-Dulac 

William  Spiller  Milton 
Indian  Bayou-Kaplan 

Tommy  Ray  Bergeron 
Iota-Maxie  (J.  Reed  Hoffpauir) 
Jeanerette-Lydia-Weeks  Island 

(John  D.  Bell) 
Lafayette,  Asbury  George  W.  Ross 

Davidson  Memorial -Ivanhoe 

Roy  L.  Garrett 
First  James  L.  Stovall 

Associate 

Milton  P.  Guttierrez  H 
Lockport-Raceland 

B.  Joseph  Martin 
Melville-Palmetto  Charles  E.  Scott 

Morgan  City  Reuel  H.  Allen 

New  Iberia  Duke  R.  Barron 

Opelousas  Fred  O.  Shirley 

Patterson  Sale  T.  Lilly 

Port  Barre-Waxia-Krotz  Springs 


(2) 

(5) 

(1) 

(5) 

(2) 

(8) 

(2) 


(1) 

(2) 


(1) 

(2) 

(1) 

(1) 

(2) 

(4) 

(3) 

(2) 

(3) 

(1) 

(3) 

(2) 

(2) 

(2) 


(J.  David  Strozier)  (4) 
Rayne-Branch  Conrad  P.  Edwards  (3) 
Thibodaux-Vacherie-Gibson 

Lael  S.  Jones  (1) 
Student,  Florida  State  University — 
Robert  S.  Barefield 
Chaplain,  Houma  Hospitals — William 
Spiller  Milton 

Chaplain,  Lafayette  Hospitals — Roy  L. 
Garrett 

Chaplain,  Crowley  Old  Folks  Homes— 
Frank  Lankford 

District  Director,  General  Church 
School  Work — Duke  R.  Barron 
District  Director,  Youth  Work — 

Fred  O.  Shirley 

District  Director,  Adult  Work — J.  C. 
Wallace 


District  Director,  Young  Adult  Work — 
Lael  S.  Jones 

District  Director,  Camping — 

Conrad  P.  Edwards 
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At  the  Retired  Ministers'  Banquet  on  Tuesday 
at  Noel  Memorial  Church  (I.  to  r.):  Dr.  J.  Henry 
Bowdon;  Dr.  Ernest  Tripp  from  Board  of  Pen¬ 
sions;  S.  L.  Riggs,  Glenn  Messer,  Mrs.  James 
L.  Adams,  and  Mr.  Adams,  chairman. 


Entertainment  for  the  Retired  Ministers’  Ban¬ 
quet  was  furnished  by  Becky  Hollis,  David 
Adams  and  Barbara  Franklin. 


At  one  of  the  business  sessions  (I.  to  r.):  Rob¬ 
ert  P.  Lay,  Donald  M.  Serex,  Judge  Vinson 
Mouser,  Tom  Matheny  and  Keith  Mason. 


••••» 


The  Rev.  John  Koelemay,  director  of  development  for  the  Methodist  Hos¬ 
pital,  New  Orleans,  reported  to  the  conference  on  the  progress  that  had 
been  made  in  the  construction  of  the  hospital. 


from  page  eight 

Conference 

by,  Jr.,  science  librarian,  University 
of  Oklahoma;  George  C.  Fuller,  Jr., 
associate  director  of  curriculum,  de¬ 
partment  of  human  relations,  Loyola 
University;  John  F.  Barringer,  interne, 
Ecumenical  Institute;  and  George  R. 
Holcombe,  interne.  Ecumenical  Insti¬ 
tute.  „ 

HOSPITAL  AND  HOMES;  Dr.  G. 
W.  Pomeroy  presented  the  report  of 
the  Board  of  Hospitals  and  Homes. 
The  following  spoke  to  the  report: 
Donald  Wineinger,  Jack  Midyett,  Ewell 
Singleton  and  J.  R.  Russell. 


Dr.  Luman  E.  Douglas,  director 
of  the  Area  Council,  and  the  Rev. 
Douglas  McGuire,  pastor  of  Trin¬ 
ity  Church,  Ruston. 


Marvin  McFarland  presented  a  res¬ 
olution  authorizing  the  raising  of  funds 
for  an  interfaith  chapel  at  the  TB  San¬ 
itarium  at  Greenwell  Springs.  Robert 
B.  Crichlow  said  that  the  effort  had  the 
approval  of  the  World  Service  and  Fi¬ 
nance  Commission.  The  resolution  was 
adopted. 

DR.  FREEMAN  SPEAKS;  Dr.  G. 
Ross  Freeman  of  Candler  School  of 
Theology  spoke  to  the  conference. 

TOWN  AND  COUNTRY  COM¬ 
MISSION;  Garland  Dean  and  Rex 
Squyres  presented  the  report  of  the 
Town  and  Country  Commission.  In¬ 
cluded  was  the  announcement  of  the 
national  consultation  on  church  and 
community  life  to  be  held  September 
5-8  at  Ohio  State  University,  Colum¬ 
bus,  O.  Also  announced  were  plans 
to  have  a  conference  library  of  church 
building  plans.  The  commission  an¬ 
nounced  that  it  was  memorializing  the 
General  Conference  asking  for  a  vote 
in  the  annual  conference  for  approved 
supply  pastors,  “except  in  matters  of 
ministerial  orders  and  relations.” 

SPONSORS  FOR  ORDINATION 
SERVICE:  Bishop  Walton  announced 
that  Douglas  L.  McGuire  and  A.  W. 
Townsend  would  serve  as  sponsors  for 
the  elders  at  the  ordination  service, 
and  that  J.  T.  Harris  and  Donald 
Risinger  would  be  the  sponsors  for  the 
deacons.  „  „ 

SPECIAL  CONFERENCE 
CLAIMANTS:  W.  D.  Boddie  recom¬ 
mended  that  the  following  approved 
supply  pastors  be  named  special  con¬ 
ference  claimants:  Lee  Grafton  Shaw 
and  Van  Leo  Westbrook.  This  was  ap¬ 
proved.  „  .  . 

PRESENTATIONS:  Dr.  Kermit  L. 
Long,  general  secretary  of  the  Board 


ot  Evangelism,  conterence  preacher 
was  presented  to  the  conference  for  a 
word.  Sam  Allen,  executive  secretary 
of  the  Louisiana  Council  of  Churches, 
spoke  briefly  on  the  work  of  that  or¬ 
ganization. 

FEASIBILITY  OF  ANOTHER 
DISTRICT:  Dr.  R.  Leonard  Cooke, 
for  the  cabinet,  presented  the  follow¬ 
ing  resolution: 

“We  recommend  that  the  Louisiana 
Annual  Conference  request  Bishop 
Aubrey  G.  Walton  to  appoint  a  com¬ 
mittee  to  study  the  advisability  of  form¬ 
ing  an  additional  district  within  the 
bounds  of  the  Louisiana  Annual  Con¬ 
ference,  and  that  this  committee  be 
instructed  to  present  its  report  to  the 
1968  session  of  the  annual  confer¬ 
ence.”  The  resolution  was  approved. 


BOARD  OF  EVANGELISM:  Mer¬ 
lin  Merrill  presented  the  report  of  the 
Board  of  Evangelism,  and  Dr.  Kermit 
L.  Long,  secretary  of  the  general 
board  spoke  to  it,  revealing  some  of 
his  dreams  for  the  board  and  its  pro¬ 
gram  for  the  future. 

MISSIONARIES  SPEAK:  The  Rev. 
and  Mrs.  Carlos  Welch,  Leonard  The¬ 
ological  College,  India,  were  intro¬ 
duced  by  Bishop  Walton,  and  they 
spoke  to  the  conference  briefly. 

REPORT  NO.  1,  BOARD  OF  ED¬ 
UCATION:  Dr.  Ben  R.  Oliphint, 
chairman,  guided  the  presentation  of 
the  report  of  the  Board  of  Education. 
Dr.  Jack  S.  Wilkes  gave  the  report. 
The  report  was  adopted. 

COMMITTEE  ON  REVIEW  AND 
RESOLUTIONS:  J.  C.  Love,  chair¬ 
man,  presented  two  resolutions,  being 
memorials  to  the  1968  General  Con¬ 
ference.  L.  Ray  Branton  spoke  for  the 
first  resolution  which  urged  the  Gen¬ 


Bishop  Walton,  assisted 
by  Dr.  Ben  Oliphint,  com¬ 
missioned  Dr.  Clarence 
H.  Snelling,  Jr.  as  a  di¬ 
rector  of  religious  edu¬ 
cation.  Dr.  Snelling  is 
on  the  faculty  of  lliff 
School  of  Theology. 


eral  Conference  to  negotiate  and  par¬ 
ticipate  in  the  formation  and  organiza¬ 
tion  of  the  new  church  union  as  being 
developed  by  the  Consultation  on 
Church  Union.  The  second  resolution 
was  from  the  Town  and  Country  Com- 
misison  and  urged  the  granting  of  the 
vote  in  the  annual  conference  to  ap¬ 
proved  supply  pastors.  Both  were  ap¬ 
proved  for  transmission  to  the  Gen¬ 
eral  Conference. 

FRATERNAL  DELEGATE:  Dr. 
Jolly  B.  Harper  introduced  the  Rev. 
Robert  F.  Harrington,  pastor  of  Mt. 
Zion  Methodist  Church,  New  Orleans, 
fraternal  delegate  from  the  Louisiana 
Conference  (Central  Jurisdiction) 
which  is  holding  its  meeting  in  Lake 
Charles.  He  spoke  to  the  conference. 
Bishop  Walton  announced  that  that 
conference  has  approved  Methodist- 
EUB  merger  and  the  Central  Jurisdic¬ 
tion  by  unanimous  votes. 

WOMAN’S  SOCIETY:  Mrs. 
Charles  B.  McGowan,  conference  pres¬ 
ident  of  the  Woman’s  Society  of  Chris¬ 
tian  Service,  gave  the  report  for  that 
organization.  Mrs.  McGowan  presented 
Mrs.  Glenn  E.  Laskey  of  Ruston,  pres¬ 
ident  of  the  Woman’s  Division  of 
Christian  Service.  The  conference  stood 
in  appreciation  of  Mrs.  Laskey  who 
has  brought  so  many  honors  to  Lou¬ 
isiana  in  recent  years. 

BOARD  OF  LAY  ACTIVITIES: 
Thomas  H.  Matheny,  conference  lay 
leader,  gave  the  report,  including  the 
report  of  the  “One  Thousand  Club.” 
He  read  the  nominations  for  district 
lay  leaders  and  their  associates  and 
they  were  elected  by  the  conference. 

Mr.  Matheny  announced  that  Dud¬ 
ley  V.  Snow,  district  lay  leader  of  the 

Please  turn  to  page  13 
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Bishop  Aubrey  G.  Walton  is  shown 
as  he  presided  over  the  one  hun¬ 
dred  twenty-second  session  of 
the  Loui  siana  Annual  Conference. 
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Conference 

Shreveport  District  had  been  chosen 
as  “Layman  of  the  Year.” 

COMMITTEE  TO  STUDY  NEW 
DISTRICT:  Bishop  Walton  announced 
the  following  as  members  of  the  com¬ 
mittee  to  study  the  feasibility  of  a  new 
district:  Dr.  Sam  Nader,  chairman; 
Tom  Matheny,  Rex  Squyres,  Fred  Flur¬ 
ry  and  George  D.  Williams. 

Ed  Haug  was  announced  as  the  dis¬ 
trict  superintendent  to  serve  on  the 
commission  on  vocations. 

BOARD  OF  CHRISTIAN  SOCIAL 
CONCERNS:  Dr.  Woodrow  Hearn 
presented  the  report  of  the  Board  of 
Christian  Social  Concerns  and  called 
attention  to  the  workshop  on  moral  is¬ 
sues  which  will  be  held  soon  at  First 
Church,  Shreveport.  He  emphasized 
that  young  people  and  their  leaders 
attending  the  workshop  were  expected 
to  return  to  their  districts  and  sub¬ 
districts  and  conduct  similar  training 
there. 

J.  P.  Woodland  presented  certain 
resolutions  which  the  board  had  in¬ 
cluded  in  their  report,  but  for  which 
he  asked  a  separate  vote  from  the  con¬ 
ference.  These  were:  resolution  calling 
for  the  observance  of  World  Order 
Sunday.  He  announced  a  seminar  on 
Vietnam  to  be  held  in  New  Orleans, 
June  7;  the  second  resolution  deals 
with  the  Declaration  of  Human  Rights 
and  asks  the  members  of  the  confer¬ 
ence  to  write  their  congressmen  and 
urge  them  to  bring  the  declaration  be- 


At  a  recent  service  at  Belle 
Chasse  Methodist  Church  a  me¬ 
morial  altar  vessel  was  presented 
in  memory  of  the  late  Dr.  A.  M. 
Serex.  His  son,  Donald  M.  Serex, 
is  shown  presenting  it  for  the 
people  to  J.  D.  Bulloch,  chairman 
of  the  commission  on  worship  and 
charge  lay  leader. 


Bishop  and  Mrs.  Walton  are  shown  as  they  were  formally  presented  to  the 
conference  by  Dr.  Sam  Nader  of  the  courtesy  committee. 


Dr.  Jack  S.  Wilkes  and  Dr.  Luman  Douglas  are  shown  as  they  presented  a 
framed  Methodist  Tourist  Map  to  Bishop  Walton. 


fore  the  Congress  for  a  vote;  Their 
third  resolution  asked  that  the  con¬ 
ference  journal  include  a  list  of  the 
ministers  and  their  addresses  of  the 
Louisiana  Conference  of  the  Central 
Jurisdiction;  the  final  resolution  called 
on  the  district  directors  of  social  con¬ 
cerns  to  give  attention  to  crime,  gam¬ 
bling  and  the  involvement  of  young 
people. 

MORAL  AND  CIVIC  FOUNDA¬ 
TION:  Dr.  J.  Henry  Bowdon  called 
attention  to  the  observance  of  the  25th 
anniversary  of  the  Louisiana  Moral  and 
Civic  Foundation  in  a  special  service 
to  be  held  at  Immanuel  Baptist 
Church,  Alexandria.  He  also  called  at¬ 
tention  to  the  addition  of  Mrs.  Harold 
Hine  to  the  staff  of  the  foundation. 

MINIMUM  SALARY:  Ira  W. 
Flowers  presented  the  report  of  the 
Minimum  Salary  Commission,  pointing 
out  the  changes  that  are  contained  in 
the  program  and  asked  all  conference 
members  to  familiarize  themselves  with 
them. 

WORLD  SERVICE  AND  FI¬ 
NANCE  COMMISSION:  Robert  B. 
Crichlow  presented  the  report  including 
a  resolution  that  in  the  future  the  sal¬ 
ary  of  the  district  superintendents  be 
based  on  the  average  of  the  top  20 
ministers  salaries  in  the  conference. 
John  Koelemay  read  the  reports  of  the 
commission,  and  they  were  adopted 
one  by  one. 

ABANDONED  PROPERTY:  Dr. 
B.  A.  Galloway,  for  the  Board  of 


The  class  that  was  received  in  full 
ence. 


Trustees,  introduced  a  resolution  pro¬ 
viding  that  the  property  formerly  used 
for  Mt.  Zion  Church  in  the  Ruston 
District  be  transferred  to  the  associa¬ 
tion  that  maintains  a  cemetery  there. 

TRAFCO:  Wilson  Watson  present¬ 
ed  the  report  of  this  group  which  in¬ 
cluded  the  giving  of  a  citation  to  M. 
C.  Cady  who  has  been  broadcasting 
the  program  “The  Word  and  Music” 
for  more  than  six  months. 

ARKANSAS/LOUISIANA  METH¬ 
ODIST  COMMISSION:  Dr.  George 
W.  Pomeroy  introduced  the  editor.  Dr. 
Alfred  A.  Knox,  who  spoke  to  the  re¬ 
port  and  expressed  gratitude  to  the 
churches  of  the  conference  for  the  fine 
support  given  to  the  circulation  cam¬ 
paign  this  year. 

DR.  EWING  WAYLAND 


connection  at  the  Louisiana  Confer 


SPEAKS:  Dr.  Ewing  T.  Wayland,  edi¬ 
torial  director  of  Together/Christian 
Advocate,  spoke  to  the  conference  on 
the  work  of  these  publications  and  also 
reported  on  the  total  program  of  the 
Methodist  Publishing  House. 

PUBLIC  RELATIONS  AND 
METHODIST  INFORMATION:  Dr. 
Jack  S.  Wilkes,  chairman  of  the  Area 
Council,  presented  the  report  and 
spoke  words  of  appreciation  for  Miss 
Georgia  Daily  who  is  finding  it  neces¬ 
sary  to  give  up  her  position  as  director 
of  Methodist  Information.  Bishop  Wal¬ 
ton  added  his  own  words  of  apprecia¬ 
tion  for  Miss  Daily. 

YOUTH  SPEAKER:  Miss  Anna 
Kay  Montgomery,  district  MYF  presi¬ 
dent  of  the  Lafayette  District,  spoke 
to  the  conference  on  the  total  program 
of  the  MYF  and  especially  urged  the 
pastors  to  help  with  the  promotion  of 
the  conference  youth  assembly. 

COMMISSION  OF  DRE:  Bishop 
Walton  and  Dr.  Ben  Oliphint  officiated 
at  the  service  of  commission  of  Dr. 
Clarence  Snelling  as  a  director  of  re¬ 
ligious  education.  They  indicated  that 
he  might  be  the  only  seminary  pro¬ 
fessor  teaching  religious  education  who 
has  actually  been  commissioned  a 
DRE. 

JOINT  PRESENTATION  OF 
BOARD  OF  EVANGELISM  AND 
BOARD  OF  EDUCATION:  These 
two  boardsjoined  in  a  challenge  to  the 
churches  of  Louisiana  in  the  matters 
of  reaching  more  persons  and  doing 
something  to  reverse  the  downward 
trends  indicated  in  declines  in  church 
and  church  school  membership  and  at¬ 
tendance.  Taking  part  in  this  program 
were  Lonnie  Sibley,  George  W.  Ross, 
Merlin  Merrill  and  Bishop  Walton. 
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LOUISIANA  APPOINTMENTS 

District  Director,  Christian  Vocations  — 
Tommy  Ray  Bergeron 
District  Director,  Evangelism — 

James  L.  Stovall 

District  Director,  The  Louisiana  Meth¬ 
odist  —  Ira  A.  Robinson 
District  Missionary  Secretary — 

Roy  L.  Garrett 

District  Secretary,  Christian  Social 
Concerns  —  Ruel  H.  Allen 
District  Secretary,  Town  and  County 
Work— Sale  T.  Lilly 
District  Secretary,  Worship —  George 
W.  Ross 

LAKE  CHARLES  DISTRICT 
District  Superintendent 

R.  Leonard  Cooke  (6) 
Cameron-Grand  Chenier 

Robert  M.  Bentley  (5> 
DeQuincy  Garland  C.  Dean,  Jr.  (3) 
DeRidder,  First-Pine  Grove 

Robert  H.  Jamieson  (11) 
Wesley-Holly  Grove 

Arby  W.  Coody  (3) 
Elton-Basile  Samuel  P.  Emanuel  (1> 
Eunice-Ville  Platte 

Robert  C.  Carter  (4) 
Fairview-Sweet  Lake 

Raymond  M.  Crofoot  (3) 
Gueydan  William  B.  Shaw  (2) 

Iowa-Bell  City-Hayes 

James  E.  Hodges  (2) 
Jennings  Angus  L.  Carruth  (3> 

Kinder-Oberlin 

James  W.  Matthews,  Jr.  (1) 
Lake  Arthur  Lawrence  L.  Gilbert  (2) 
Lake  Charles,  First 

George  W.  Pomeroy  (6) 
Associate  Hubert  A.  Gibbs  RS  (3) 
Oak  Park  Oakley  Lee  (1> 

St.  Luke  William  D.  Peeples  (3) 

Simpson  Roy  E.  Mouser  (3) 

University  Merlin  W.  Merrill  (3) 

Associate  (Walter  M.  Clarke)  (1) 
Leesville  James  E.  Christie  (2) 

Maplewood-Hackberry 

William  J.  Reid  (2) 
Merryville-Broadlands 

James  A.  Knight  RS  (2> 
Moss  Bluff  Rex  Squyres  (1) 

P  rospect-Hornbeck 

(Lewis  E.  Milem)  (2) 
Raymond  Oilie  L.  Golson  (2) 

Sulphur,Henning  Memorial 

D.  W.  Poole  (5) 
Wesley  L.  Deen  Thompson  (2) 

Vinton  James  M.  Poole  (6) 

Welsh  Henry  C.  Blount,  Jr.  (1) 

Westlake  Paul  C.  Carroll  (3) 

Chaplain,  Memorial  Hospital,  Lake 
Charles — Oakley  Lee 
Chaplain,  Lake  Charles  Hospital- 
William  D.  Peeples 
Chaplain,  St.  Patrick  Hospital,  Lake 
Charles — L.  Deen  Thompson 
Chaplain,  Calcasieu-Cameron  Hospital, 
Sulphur — James  M.  Poole 
District  Director,  General  Church  School 
Work — Henry  C.  Blount 
District  Director,  Youth  Work — - 
William  D.  Peeples 

District  Director,  Adult  Work  —  D.  W. 
Poole 

District  Director,  Young  Adult  Work— 
Joseph  R.  Thomas 

District  Director,  Camping  —  Garland 
C.  Dean 

District  Director,  Christian  Vocations  — 
James  M.  Poole 

District  Director,  Evangelism — Raymond 
M.  Crofoot 

District  Director,  The  Louisiana  Meth¬ 
odist — Oakley  Lee 

District  Missionary  Secretary  —  Angus 
L.  Carruth 

District  Secretary,  Christian  Social 
Concerns — Paul  C.  Carroll 
District  Secretary,  Town  and  Country 
Work — William  B.  Shaw 
District  Secretary,  Worship — Robert  H. 
Jamieson 

MONROE  DISTRICT 

District  Superintendent 

Edward  R.  Haug  (6) 
Bartholomew-Hughes  Chapel — T.B.S. 
Bastrop,  First  Robert  L.  Peyton  (6) 
Memorial-Beekman 

Abe  M.  Conerly  (5) 
Bonita-Jones  Kenneth  K.  Carithers  (2) 
Collinston-Bonne  Idee 

Bonnie  Ruth  Holley  (2) 
Columbia-Hebert  Joseph  W.  Boyd  (3) 
Crew  Lake  (James  Saunders,  St.  S)  (1) 
Crowville-Baskin — T.B.S. 

Delhi  Ted  T.  Howes  (4) 


Epps-Floyd  (A.  E.  Wingfield)  (3) 

Ferriday  Jerry  A.  Means  (5) 

Gilbert-Boeuf  Prairie 

(Heaton  B.  Crammer)  (2) 
Grayson-Kelly  (Joseph  A.  Way)  (1) 
Kilbourne-Locust  Grove 

(Rose  P.  Carithers)  (2) 
Lake  Providence  Ned  L.  Stout  (4) 
Little  Creek-Union 

(Sam  A.  Hargrove)  (3) 
Manghan  (Hugh  G.  Dunn,  Jr.)  (2) 

Mer  Rouge  U.  Karl  Perego  (1) 

Monroe,  First  George  W.  Harbuck  (6) 
Gordon  Avenue 

(Louis  F.  Roos,  St.S)  (2) 
Memorial  Ira  W.  Flowers  (3) 

St.  Mark’s  James  O.  Evans  (7) 

St.  Paul’s  Fred  S.  Flurry  (3) 

Southside  Lea  Joyner  (16) 

Stone  Avenue  Nicholas  D.  Pearce  (2) 
Newellton  Richard  R.  Meek  (2) 

Oak  Grove  Robert  R.  Miller  (1) 

Oak  Ridge  (James  B.  McCann)  (2) 

Pioneer-Forest — T.B.S. 

Rayville-Holly  Ridge 

Alton  A.  McKnight  (2) 
St.  Andrew’s  Minns  R.  Robertson  (3) 
St.  Joseph-Wesley 

Wallace  P.  Blackwood  (5) 
Sicily  Island-Harrisonburg 

Luther  W.  Taylor  (5) 
Tallulah  Clark  W.  Bell  (5) 

Vidalia  W.  Odell  Simmons  (3) 

Waterproof-Clayton 

William  T.  Hall,  Jr.  (1) 
West  Monroe,  Brownville 

Isaac  A.  Patton  (3) 

Claiborne-Wilhite 

Elias  W.  Sandel  (2) 
First  Kenneth  G.  McDowell  (4) 

McGuire  Alvin  P.  Smith  (3) 

Walnut  Grove  William  H.  Carroll  RS  (2) 
Winsboro  Douglas  T.  Williams  (2) 
Wisner  John  R.  Johns  (2) 

Woodlawn-Luna 

(Cloward  K.  Brooks)  (2) 
Student,  New  College,  University  of 
London,  England — George  C.  Purvis,  Jr. 
Student,  Saint  Paul  School  of  Theology 
Methodist — Frank  M.  Jones 
Chaplain,  St.  Francis  Hospital  —  James 
O.  Evans 

Chaplain,  Conway  Memorial  Hospital  — 
(James  C.  Saunders) 

District  Director,  General  Church  School 
Work  —  Fred  S.  Flurry 
District  Director,  Youth  Work 
James  O.  Evans 
District  Director,  Camping — 

Ted  T.  Howes 

District  Director,  Christian  Vocations  — 
Ira  W.  Flowers 

District  Director,  Evangelism  — 

Lea  Joyner 

District  Director,  The  Louisiana  Meth¬ 
odist  —  Alton  A.  McKnight 
District  Missionary  Secretary — Joseph  W. 
Boyd 

District  Secretary,  Christian  Social 
Concerns — Robert  L.  Peyton 
District  Secretary,  Town  and  Country 
Work — Wallace  P.  Blackwood 
District  Secretary,  Worship  —  Minns 
S.  Robertson 

NEW  ORLEANS  DISTRICT 

District  Superintendent 

Carl  F.  Lueg,  Sr.  (6) 
New  Orleans,  Algiers 

J.  P.  McKeithen  (3) 
Aurora  L.  Ray  Branton  (6) 

Belle  Chasse 

James  Ryan  Horton,  Jr.  (1) 
Carrollton  James  T.  Harris  (2) 

Elysian  Fields 

Daniel  W.  Tohline  (2) 
First  Clyde  S.  Clark  (6) 

Associate  Joe  E.  Fogle  (2) 

Gentilly  William  F.  Mayo  (3) 

Gretna  J.  Taylor  Wall  (5) 

Inner  City 

Felicity-Spanish  Speaking  Work 

(Robert  C.  Eaker)  (2) 
St.  Mark’s  John  Wesley 

Rupert  D.  Coles  (3) 

Second-Terrytown 

Larry  D.  Robertson  (2) 
Jefferson  Donald  J.  Hall  (3) 

Kenner  W.  Spencer  Wren  (4) 

Lake  Vista  Clyde  C.  Frazier,  Jr.  (17) 
Metairie  John  Calvin  Coker  (1) 

Munholland  Memorial 

A.  W.  Townsend,  Jr.  (8) 
Associate  Q.  C.  Roberts,  Jr.  (6) 
Napoleon  Avenue 

Don  W.  Alverson  (12) 

Parker  Memorial  Albert  S.  Hurley  (1) 
Rayne  Memorial 

Benedict  A.  Galloway  (6) 
Associate  Ronald  G.  Ramke  (3) 
Associate  (Henry  W.  Dorsey)  (2) 


St.  Andrew's  Robert  L.  Potter  (10) 
St.  Bernard  George  D.  York  (2) 
St.  Claude  Heights-Hope  Chapel 

Grayson  B.  Watson  (3) 
St.  James  (Harold  B.  Bordages)  (2) 
St.  John’s  (James  Rosemergy)  (2) 
St.  Luke’s  James  P.  Woodland  (6) 
St.  Matthews  Luther  L.  Booth  (2) 
Associate  James  W.  Jones  (3) 

St.  Paul’s  Charles  S.  Walker  (1) 

Covington  William  R.  Irving  (4) 


William  R.  Irving 
Fitzgerald-Waldheim 

(James  E  Constable)  (4) 
Lacombe-St.  Tammany 

(Henry  G.  Ensenat)  (9) 
Luling  Lloyd  A  Foreman  (3) 

Lutcher-LaPlace  George  A.  Duerson  (1) 
Pearl  River-Talisheek 

William  M.  Jacocks  (2) 
Slidell  Kirby  A.  Vining  (2) 

Sun-Bush  T.B.S. 

Trinity- Asbury  Frederick  A  Mead  (6) 
Student,  Peabody  College  for  Teachers, 
Nashille  Warren  L.  Levingston 

Chaplain,  Charity  Hospital 

Larry  D.  Robertson 
Chaplain,  Southern  Baptist  Hospital 

Don  W.  Alverson 
Chaplain,  Touro  Infirmary 

Robert  C.  Eaker 

Chaplain,  Ochsner  Foundation  Hospital 

Donald  J.  Hall 
District  Director,  General  Church  School 
Work  Q-  C.  Roberts,  Jr. 

District  Director,  Youth  Work 

James  W.  Jones 

District  Director,  Young  Adult  Work 

Joe  E.  Fogle 

District  Director,  Adult  Work 

Donald  G.  Ramke 
District  Director,  Evangelism 

Clyde  C.  Frazier,  Jr. 
District  Director,  The  Louisiana 
Methodist  Don  W.  Alverson 

District  Director,  Public  Relations 

William  F.  Mayo 
District  Director,  Camping 

Robert  L.  Potter 

District  Director,  Christian  Vocations 

James  T.  Harris 
District  Missionary  Secretary 

L.  Ray  Branton 

District  Secretary,  Christian  Social 
Concerns  J.  P.  Woodland 

District  Secretary,  Town  and  Country 
Work  William  R.  Irving 

District  Secretary,  Worship 

Grayson  B.  Watson 

RUSTON  DISTRICT 

District  Superintendent 

Henry  A.  Rickey  (5) 
Ansley  William  M.  Stokes,  Jr.  (8) 

Arcadia-Mt.  Mariah  John  H.  Sewell  (3) 
Athens-Bethel-Cross  Roads  T.  B.  S. 

Bernice-Alabama-Beech  Grove 

Byrd  Lee  Terry  (3) 
Bienville-Mill  Creek-Strange  T.  B.  S. 
Calhoun-Beulah-Indian  Village 

(Oliver  C.  Thomas,  St.  S)  (2) 
Castor  R.  H.  Staples  RS  (5) 

Center  Point  James  T.  Garrett  RS  (11) 
Chatham-Mt.  Pleasant-Zoar 

Calvin  O.  Lapuyade  (2) 
Choudrant-Douglas 

Harry  A.  Harrington,  Jr.  (1) 
Clay  (V.  L.  Westbrook)  RS  (1) 

Cotton  Valley-Sarepta 

Terral  T.  Lowe  (2) 
Dodson-New  Hope  (W.  R.  Akin)  (3) 
Downsville-Bethel-Mt.  Nebo 

Joe  W.  McClain  (1) 

Doyline-Mclntyre 

(Harold  W.  Longfellow)  (4) 
Dubach-Hilly  William  M.  Finnin  (4) 
Eros  (John  Roddy  Taylor,  St.  S)  (3) 
Farmerville  John  D.  Corley  (6) 

Gibsland-Oak  Grove 

William  J.  Butts,  Jr.  (1) 
Harmony  Chapel-Lisbon-Arizona 

C.  Ed  Henkel  (4) 
Haynesville-Colquitt  A.  G.  Taylor  (5) 
Heflin-Brushwood 

(W.  Paul  Cassels)  (2) 
Hodge  Dell  S.  Durant,  Jr.  (2) 

Homer-Wesley  Chapel 

James  J.  Caraway  (4) 
Jonesboro  G.  Eldred  Blakely  (3) 

Marion-Bird’s  Chapel 

(George  A.  McVay)  (4) 
Minden,  First  Edward  R.  Thomas  (3) 
Lakeview-Pleasant  Valley 

W.  O.  Lynch,  Jr.  (2) 
Pine  Grove,  Bethlehem,  Evergreen 

John  M.  Lee  (5) 
Quitman  Tillman  A.  Brown  (5) 

Ringgold-Grand  Bayou-Rocky  Mount 

Alfred  D.  St.  Amant,  Jr.  (1) 
Ruston,  Grace-Wesley  Chapel 

George  W.  Harkins  (1) 
Third  (R.  Roy  Grant)  (1) 


Trinity  Douglas  L.  McGuire  (8) 

Associate  Otis  W.  Spinks  RS  (2) 

Ruston  Greater  Circuit,  Antioch-Frantom 
Chapel  B.  Paul  Durbin  RS  (1) 

Concord  R-  H.  Hearn  RS  (4) 

Sanders  Chapel  T.  B.  S. 

Siloam  Springs  T.  B.  S. 

Shongaloo-Whitehall 

Joe  H.  Robinson  (1) 
Sibley  (Lionel  J.  Marcel)  (2) 

Simsboro-Salem 

(Jimmie  D.  Pyles,  St.  S)  (2) 
Springhill  Loyd  E.  Williams  (3) 

Summerfield  J.  E.  Hearn  (5) 

Student,  Yale  University 

Frederic  R.  Kellogg 
District  Director,  General  Church  School 
Work  Dell  S.  Durand,  Jr. 

District  Director,  Youth  Work 

W.  O.  Lynch,  Jr. 
District  Director,  Adult  Work 

John  H.  Sewell 
District  Director,  Camping 

Terral  T.  Lowe 

District  Director,  Christian  Vocations 

William  M.  Finnin 
District  Director,  Evangelism 

Loyd  E.  Williams 
District  Director,  The  Louisiana 
Methodist  James  J.  Caraway 

District  Missionary  Secretary 

Joe  W.  McClain 

District  Secretary,  Christian  Social 
Concerns  Byrd  Lee  Terry 

District  Secretary,  Town  and  Country 
Work  Calvin  O.  Lapuyade 

District  Secretary,  Worship 

William  J.  Butts,  Jr. 

SHREVEPORT  DISTRICT 

District  Superintendent 

George  F.  Pearce,  Jr.  (4) 

Belcher-Gilliam 

Robert  A.  Shirley  (2) 
Benton  Leon  C.  Scott  (4) 

Bethany  T.  B.  S. 

Bethel  (Mrs.  Allen  R.  Reeves,  Sr.)  (1) 
Blanchard-Rodessa 

Frank  M.  Stage,  Jr.  (2) 
Bossier  City,  Barksdale 

(William  G.  Stegall)  (1) 
Curtis  Park-Love  Chapel 

George  B.  Cunningham  (2) 
First  William  P.  Fraser  (4) 

Coushatta  L.  Gray  Wilson  (2) 

Cross  Roads  (Kenneth  E.  Griffith)  (4) 
Ellerbe  Road  (Thomas  A.  Wilson)  (3) 
Grand  Cane  T.  B.  S. 

Greenwood  Clarence  B.  Krumnow  (2) 
Haughton  Charles  H.  Giessen  (1) 

Hall  Summit-Wesley  Chapel  T.  B.  S. 

Holly  Springs  (Floyd  A.  McCarty)  (2) 

Hosston-Ida  Harold  B.  McClung  (2) 

Keatchie  W.  R.  Wendt  RS  (3) 

Logansport  Woodrow  W.  Bevill  (1) 

Mansfield  Robert  W.  Bengston  (4) 

Many  James  C.  Skinner  (1) 

Mooringsport  Edwin  A.  Keasler  (5) 

Oil  City  Floyd  M.  Durham  (3) 

Pelican-Mitchell 

(Terry  C.  Willis,  St.  S)  (3) 
Pleasant  Hill-Bayou  Scie-Converse 

(Reuben  M.  Harrell,  St.  S)  (2) 
Plain  Dealing-Walker’s  Chapel 

Ira  A.  Love  (1) 

Shiloh  (James  A.  Trickett)  (2) 

Stonewall-Keithville-Longstreet 

Allen  R  Reeves,  Sr.)  (1) 
Vivian  Stone  W.  Caraway  (3) 

Zwolle-Noble  (Hal  P.  Cansler)  (1) 

Shreveport,  Broadmoor 

Robert  B.  Crichlow  (4) 
Associate  James  L.  Beasley  (1) 

Caddo  Heights  Lonnie  M.  Sibley  (5) 
Cedar  Grove  John  M.  Winn,  Jr.  (2) 

Christ  Church  Oscar  E.  Cloyd  (6) 
Shreveport,  First  D.  L.  Dykes  (14) 
Associate 

William  M.  McCutcheon  (1) 
Associate  August  E.  Aamodt  (5) 

Associate  P.  M.  Caraway  RS  (4) 

Lakeview  William  E.  Nolan  (1) 

Mangum  W.  Ralph  Cain  (3) 

Morningside  M.  David  Felder  (2) 

Noel  Sam  Nader  < 6) 

Associate  William  V.  Sirman  (1) 

North  Highlands 

Donald  M.  Risinger  (1) 

Summer  Grove  James  L.  Adams  (2) 
St.  Luke’s  Arthur  M.  Baker  (5) 

Trinity  (William  L.  Proctor)  (1) 

Wesley  Edgar  C.  Dufresne  (3) 

Wynn  Robert  E.  Carter  (1) 

Student,  Perkins  School  of  Theology 

Willis  William  Dear 
Student,  Perkins  School  of  Theology 

Jesse  Lafayette  Means,  Jr. 
Student,  Perkins  School  of  Theology 

William  A.  Rowell 

Please  see  next  page 
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NORTH  ARKANSAS 
APPOINTMENTS 

Monette-Macey  Ray  H.  Edwards  (2) 

Osceola  Joseph  H.  Taylor  (4) 

Truman-Pleasant  Grove 

Gail  Anderson  (2) 

Tyronza-Centerview  Victor  Green  (5) 
Weiner-Fisher  Raymond  Hawkins  (3) 

Wilson  William  Haltom  (1) 

Promised  Land  James  Barton  (3) 

Wesley  Foundation 

Robert  Crawford  (2) 
SPECIAL  APPOINTMENTS 
JONESBORO  DISTRICT 

Chaplain,  U.  S.  Air  Force — 

Paul  Dean  Davis 

Chaplain,  U.  S.  Air  Force — Leroy  Henry 
Chaplain,  Veteran’s  Administration— 
Robert  A.  Simpson 

STUDENT  APPOINTMENTS 
Asbury  Theological  Seminary — John  Lee 
Duke  University — Dubois  Pettit 
DISTRICT  STAFF 
Evangelism — Virgil  D.  Kelley 
Education — Joseph  E.  Taylor 
Missions — Gail  Anderson 
Town  and  Country — Raymond  Hawkins 
Youth  Work — Victor  Green 
Christian  Vocation — Robert  Crawford 
Golden  Cross — Frank  Weatherford 
Arkansas  Methodist — Lon  Brewer 
Christian  Social  Concerns — Jesse  Bruner 
Commissioner  to  Children’s  Home — 
Hudson  Wren 
Camp  Director — 

Trafco — 


PARAGOULD  DISTRICT 

S.  B.  Wilford, 
District  Superintendent  (3) 


Beech  Grove 

Black  Rock 

Boydsville 

Cherokee  Village 

Corning 

Hardy 

Hoxie 

Imboden 

Mammoth  Spring 
Marmaduke 
Maynard 


(T.  B.  Parmenter) 
(Marvin  Ahlf) 
(Chester  Penny) 
Lawrence  Dodgen 
James  Keith 
(Carl  Strayhorn) 
Bennie  Ruth 
Wayne  Clark 
Graham  Sellers 
(Kern  Johnson) 
(Maurice  Kemp) 


Newport,  First  William  A.  Stewart 
Newport,  Umsted  (Leon  Gilliam) 
Paragould,  First  J.  William  Watson 


Brady  Cook 
Eugene  Bain 
William  Watt 
James  R.  Lloyd 
J.  B.  Harris 
James  Chandler 
(Ivan  Wilson) 
W.  B.  Stallcup 
Freddie  Roberts 
(Gaston  Matthews) 
Franklin  Maples 
Theo  Luter 
James  Randle 
W.  Leonard  Byers 


(4) 

(2) 

(3) 

(4) 
(2) 
(3) 

(3) 
(2) 
(1) 
(2) 
(2) 
(1) 

(4) 
(1) 
(4) 
(1) 
(1) 
(1) 
(1) 
(3) 

(3) 

(4) 
(1) 

(3) 
(2) 
(1) 
(1) 

(4) 


Paragould,  Griffin 
Paragould  Parish 
Paragould  Parish 
Paragould  Parish 
Piggott 
Pocahontas 
Ravenden  Spr. 

Rector 
Rector  Ct. 

St.  Francis 
Sedgwick 
Swifton 
Tuckerman 
Walnut  Ridge 
Extension 

Dean  (W.  T.  Lingo)  (2) 

Old  Walnut  Ridge  (W.  T.  Lingo) 

Eli  Lindsey  W.  T.  Watson  (1) 

Powhattan  W.  T.  Watson 

Friendship 

SPECIAL  APPOINTMENTS 
St.  Paul — Jack  Skelton 
District  Directors: 

Evangelism — J.  William  Watson 
Adult  Work — W.  B.  Stallcup 
Youth  Work — Lawrence  Dodgen 
Children’s  Work — William  Stewart 
Missions — James  Chandler 
TRAFCO— Bennie  G.  Ruth 
Golden  Cross — Brady  Cook 
Town  &  Country — Gene  Bain 
Arkansas  Methodist — James  Randle 
Christian  Social  Concerns — J.  B.  Harris 
Christian  Vocations — James  Randle 
Camping — W.  Leonard  Byers 
Commissioner,  Children’  Home — 
Winfred  Polk 


Methodist  News  in  Brief 

The  Rev.  Theodore  Runyan,  as¬ 
sistant  treasurer  of  the  Board  of  Mis¬ 
sions’  World  Division,  will  retire 
August  18  after  a  long  career  as  mis¬ 
sionary  and  member  of  the  board  staff, 
t 


At  the  request  of  the  Lord’s  Day 
Alliance  of  the  U.  S.,  the  Hymn  So¬ 
ciety  of  America  is  conducting  a 
“quest”  for  new  hymn  texts  on  the 


LOUISIANA  APPOINTMENTS 

Student,  Perkins  School  of  Theology 

James  Franklin  Babcock 
Student,  Perkins  School  of  Theology 

Joseph  Frank  Carlisle 
Student,  Perkins  School  of  Theology 

John  Hurst  Chadwick 
Student,  The  Divinity  School,  Duke 
University  Roger  Dick  Johns 

Student,  The  Divinity  School,  Duke 
University  C.  Randal  James 

Student,  The  Divinity  School,  Duke 
University  Rex  Benjamin  Wilkes 

Student,  Candler  School  of  Theology 

John  Edwin  Dilworth 
Student,  Candler  School  of  Theology 

David  Robert  Dykes 
Chaplain,  Veterans  Hospital  and 
Confederate  Memorial  Hospital 

Floyd  M.  Durham 

Chaplain,  Pines  Sanitorium  and  Bossier 
City  Hospital  William  L  Proctor 

Chaplain,  Doctors  Hospital  and 
Physicians  &  Surgeons  Hospital 

Lonnie  M.  Sibley 

Chaplain,  Highland  and  Willis-Knighton 
Hospitals  M.  David  Felder 

Chaplain,  Gowen  and  Gilmer  Hospitals 

William  G.  Stegall 
District  Director,  General  Church  School 
Work  Donald  M.  Risinger 

District  Director,  Youth  Work 

William  E.  Nolan 
District  Director,  Camping 

George  B.  Cunningham 
District  Director,  Adult  Work 

William  P.  Fraser 
District  Director,  The  Louisiana 
Methodist  Harold  B.  McClung 

District  Director,  Evangelism 

Lonnie  M.  Sibley 
District  Missionary  Secretary 

Leon  C.  Scott 

District  Secretary,  Christian  Social 
Concerns  Oscar  E.  Cloyd 

District  Secretary,  Town  and  Country 
Work  Clarence  B.  Krumnow 


Social  Security  Concern  Voiced 

NEW  YORK  —  A  “great  concern” 
for  more  adequate  Social  Security  pro¬ 
visions  has  been  expressed  by  the 
Woman’s  Division  of  the  Methodist 
Board  of  Missions. 

At  executive  committee  meetings  of 
the  board  here  the  division’s  Section  of 
Christian  Social  Relations  recommend¬ 
ed  that  pending  legislation,  HR  5710, 
be  called  to  the  attention  of  Methodist 
women  and  that  they  be  urged  to  study 
and  convey  their  convictions  to  their 
congressmen.  In  other  action,  the 
Woman’s  Division  urged  Methodist 
women  to  increase  their  efforts  for 
home  rule  for  the  District  of  Columbia 
The  division  also  joined  other  mem¬ 
bers  of  the  Citizens’  Committee  for 
UNICEF  in  a  statement  on  budget 
needs,  to  be  used  in  the  1967  Con¬ 
gressional  hearings. 


Assistant  Named  for 
Youth  Publications 

NASHVILLE,  Tenn.  —  The  Rev. 
James  S.  Gadsden,  Camden,  S.  C.,  will 
begin  his  work  here  June  1  as  an 
assistant  editor  in  the  Department  of 
Youth  Publications  of  the  Board  of 
Education’s  Editorial  Division. 

Pastor  of  Trinity  Methodist  Church 
in  Camden  since  1960,  Mr.  Gadsden 
earlier  held  other  pastorates  and  has 
served  as  a  teacher  and  chaplain  at 
Boylan  -  Haven  -  Mather  Academy,  a 
Methodist-related  institution  in  Cam¬ 
den. 


theme  of  the  sigmticance  of  the  first 
day  of  the  week  as  a  time  for  special 
religious  observance  by  Christians, 
t 

God’s  vote  always  determines  final 
outcomes. 


Ecumenical  Study 
Fellowships  Given  Two 

EVANSTON,  Ill.  —  Seminary  stu¬ 
dents  from  Indiana  and  California 
have  been  chosen  to  receive  the  1967 
ecumenical  study  scholarships  award¬ 
ed  by  the  national  Methodist  Com7 
mission  on  Ecumenical  Affairs. 

Selection  of  the  Rev.  Robert  E. 
Paulsen,  a  senior  at  Yale  University 
Divinity  School,  and  the  Rev.  Dono¬ 
van  O.  Roberts,  a  senior  at  Boston 
University  School  of  Theology,  was 
announced  here  May  22  by  Dr.  Robert 
W.  Huston,  general  secretary  of  the 
Commission  on  Ecumenical  Affairs. 

The  scholarships  are  for  18  weeks 
of  study  during  the  autumn  term  at 
the  Graduate  School  of  Ecumenical 
Studies  at  the  Ecumenical  Institute, 
Chateau  de  Bossey,  Switzerland.  The 
institute  is  co-sponsored  by  the  World 
Council  of  Churches  and  the  Univer¬ 
sity  of  Geneva  and  is  administered  by 
the  university.  Instituted  a  year  ago, 
the  awards  cover  registration,  tuition, 
board  and  room  for  the  full  term,  ap¬ 
proximately  $400.  The  theme  of  study 
for  this  autumn  is  the  relationship  of 
the  ecumenical  movement  and  church 
renewal.  Dr.  Huston  said  the  fellow¬ 
ships  are  “designed  to  encourage  re¬ 
sponsible  Methodist  participation  in 
this  inter-confessional  school  and  help 
provide  potential  future  Methodist 
leadership  with  this  type  of  ecumenical 
experience.” 


Relief  Funds  Allocated 

NEW  YORK — The  executive  com¬ 
mittee  of  Methodist  Committee  for 
Overseas  Relief  has  approved  the  al¬ 
location  of  $227,413  for  relief  work 
both  at  home  and  abroad  during  the 
next  fQur  months. 

The  committee  will  provide  $54,- 
964  through  Methodist  agencies  and 
$172,449  through  interdenominational 
outlets,  with  little  change  in  total  giv¬ 
ing  from  the  previous  four-month  per¬ 
iod.  Priority  projects  within  the  Meth¬ 
odist  realm  include  a  $2,820  gift  for 
the  Yang  Social  Center,  a  new  multi¬ 
facet  program  developing  in  Hong 
Kong. 

Other  grants  include  $10,000  for 
continued  help  to  tuberculosis  patients 
in  India.  $5,000  for  Boys  Town  and 
Angels  Haven  in  Korea,  $7,500  for 
social  welfare  work  for  Cuban  refu¬ 
gees  in  Miami,  Fla.,  $64,209  for 
Church  World  Service  projects  in  Af¬ 
rica,  Asia,  Latin  America,  Europe  and 
the  Middle  East  and  $6,666  for  Heifer 
Project,  Inc. 

*  *  * 

Dr.  Frederick  E.  Maser,  pastor  of 
Old  St.  George’s  Methodist  Church  in 
Philadelphia,  Pa.,  believed  to  be  the 
world’s  oldest  Methodist  church  edi¬ 
fice  in  continuous  service,  is  planning 
a  year’s  research  in  depth  of  the  life 
of  John  Wesley. 

f 


Mrs.  L.  Maynard  Catchings,  Sr., 
acting  assistant  general  secretary  for 
planning  in  the  Board  of  Missions* 
World  Division,  is  on  a  six-weeks  tour 
of  Africa  to  talk  with  women  there 
about  their  needs  and  concerns. 


KEEP  SMILING 

Don’t  hesitate 
being  honest 
about  yourself, 
but  always  hesitate 
being  honest 
about  another. 


Let  me  help  you  be 
more  successful. 
Ask  your  next-door 


ROY  E.  BELL 

MO  3-2503 
ne  ighbor 


A  true  follower  of  Jesus  will  use  a 
map  which  includes  the  whole  world 
and  all  the  people  in  it. 

— Bruce  R.  Baxter 


Chimes  For  Sale 

A  set  of  Ampex  outdoor 
chimes  for  roof  mounting.  In¬ 
cludes  powerful  amplifier,  au¬ 
tomatic  tape  deck,  all-weather 
speakers,  and  steel  tower. 
Priced  at  one-third  original 
cost.  Write  Box  3547,  Little 
Rock,  Ark.,  72203. 
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Little  Rock’s  Favorite  Eating  Place  j 

"QUALITY  FOOD  AT  POPULAR  PRICES" 


Stop  in  and  enjoy  our  ex¬ 
cellent  variety  of  delicious 
foods  —  at  reasonable 


prices. 


LIDO 

CAFETERIA 

Little  Rock,  Arkansas 
615  MAIN  STREET 


3<X3l 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5S07  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 
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Above  are  pictured  the  thirty-nine  four  and  five  year  old  Lake  Charles  boys  and  girls  who  grad¬ 
uated  from  the  Simpson  Methodist  Nursery  School  and  Kindergarten,  May  23rd. 


The  Rev.  Roy  Mouser,  Simpson  Methodist 
Church  pastor,  presents  a  diploma  to 
Paula  Harris,  five  year  old  adoptee  of  the 
Methodist  Home  Hospital  in  New  Orleans, 
daughter  of  Mr.  and  Mrs.  George  C.  Harris. 


An  important  part  of  the  Every-Member  Visitation  program  at  Wisner 
Methodist  Church  was  the  "Information  Dinner.’  Kenneth  Miller,  ste¬ 
ward  and  trustee,  acts  as  master  of  ceremonies  in  above  picture.  Pas¬ 
tor  John  R.  Johns  and  commission  chairmen  presented  the  program  for 
the  new  year. 


North  Highlands  Church,  Shreveport,  tried  a  training  session  approach 
to  the  Every-Member  Visitation  program.  Directors  Jim  Thompson  and 
Jack  Timmons  chose  13  couples  to  serve  as  group  leaders.  These 
couples  were  trained  to  lead  small  group  seminars  discussing  church 
program,  needs-and  how  to  meet  them.  Every  member  of  the  church 
was  invited  to  group  seminars  that  met  over  a  period  of  eight  weeks. 
This  program  was  climaxed  with  Loyalty  Sunday  and  a  one  week  follow¬ 
up  program.  The  Rev.  George  Harkins  is  pastor.  (The  group  shown 
above  was  in  training  session) 


Mr.  Carl  Fogleman,  from  Houston,  Texas, 
is  the  new  Director  of  Christian  Educa¬ 
tion  at  Broadmoor  Methodist  Church, 
Shreveport. 


Bishop  Aubrey  G.  Walton  held  service  of  blessing  for  the  new  Broadmoor  parsonage  in  ftreve- 
port,  May  30th.  The  residence,  containing  300  square  feet  was  bu.lt  at  a  cost  of  j’jf 

$25  000  qift  from  the  G.  M.  Anderson  family  along  with  contributions  from  firms  and  other  in  i 
viduals  made  its  construction  possible.  The  Robert  B.  Crichlow  s  are  the  fortunate  occupants 
of  the  residence. 
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SMU  school  for 
approved  supply 
pastors  scheduled 

Some  100  supply  pastors  of  the 
Methodist  Church  are  expected  to  at¬ 
tend  each  of  two  special  courses  to  be 
offered  this  summer  at  Southern 
Methodist  University’s  Perkins  School 
of  Theology. 

The  study  course,  being  held  June 
12-July  7  and  again  July  10-Aug.  4, 
is  sponsored  by  the  SMU  theology 
school,  the  South  Central  Jurisdiction 
of  the  Methodist  Church,  and  the  De¬ 
partment  of  Ministerial  Education. 

The  supply  pastors  will  receive 
course  credit  from  the  Department  of 
Ministerial  Education  in  Nashville, 
Tenn. 

Each  student  will  receive  a  scholar¬ 
ship  for  room  and  board  and  a  travel 
allowance. 

Dr.  Alsie  H.  Carleton,  professor  of 
church  administration  and  director  of 
field  education  at  Perkins,  will  serve 
as  director  for  the  first  term.  Director 
of  the  term  will  be  Dr.  Marvin  T. 
Judy,  Perkins  professor  of  church  ad¬ 
ministration  and  rural  sociology. 

Serving  with  them  will  be  a  total  of 
22  faculty  members  from  SMU  and 
other  colleges,  universities  and  semi¬ 
naries  across  the  country. 

t 

Shreveport  PK  will 
go  to  Switzerland 
as  exchange  student 

Mike  Adams,  Castle  junior  at 
Woodlawn  High  School,  Shreveport, 
will  leave  soon  for  Geneva,  Switzer¬ 
land,  where  he  will  be  an  exchange 
student  for  a  year.  Adams,  according 
to  ICYE  officials,  is  the  first  repre¬ 
sentative  from  Louisiana  Methodism 
to  take  part  in  the  program. 

The  son  of  the  Rev.  and  Mrs.  James 
L.  Adams,  Mike  attended  Sulphur 
High  School  before  moving  to  Shreve¬ 
port  where  his  father  is  pastor  of  the 
Summer  Grove  Methodist  Church.  He 
has  maintained  a  straight  A  average 
while  participating  in  French  and 
Latin  Clubs  and  the  National  Honor 
Society. 

Mike  is  going  to  Europe  under  the 
International  Christian  Youth  Ex¬ 
change  Program.  This  program  is  for 
the  young  people  between  the  ages  of 
16  and  18,  sponsored  officially  by 
twelve  denominations  in  the  U.S.  Mike 
is  sponsored  by  the  Summer  Grove 
Methodist  Church.  While  Mike  is 
away  thirteen  months,  Jean-Marie 
Soumies  from  Chalons-Sur-Mame, 
France  will  be  in  his  home.  Jean  will 
be  a  junior  at  Woodlawn  High  School 
next  year. 

Stiff  requirements  had  to  be  met 
before  Mike  was  accepted  as  an  ex¬ 
change  student.  In  the  district  office 
in  Marshall,  Texas  Mike  had  a  per¬ 
sonal  interview  by  the  District  Direc¬ 
tor,  Dr.  Robert  Brown.  In  addition  to 
reading  15  books  and  then  passing 
tests  on  them,  he  prepared  ten  papers 
on  such  topics  as  The  Ecumenical 
Council,  Vietnam,  and  drinking  cus¬ 
toms  in  Europe  and  America.  This  was 
in  preparation  for  social  problems  and 
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The  Rev.  Bill  Fraser,  right,  pastor  of  First  Church,  Bossier  City,  who 
will  serve  as  dean  of  the  MYF  Assembly,  is  pictured  at  annual  conference 
as  he  discussed  the  assembly  with  Miss  Anna  Kay  Montgomery,  center, 
president  of  the  Lafayette  District  young  people  and  member  of  the  state 
council,  and  the  Rev.  Oscar  Cloyd,  platform  speaker  for  the  assembly. 


■  William  Fraser  is  dean 

MYF  Assembly  is  scheduled 
for  Centenary  College,  July  10-14 


The  Louisiana  M.Y.F.  Assembly  will 
convene  at  Centenary  College,  July 
10  to  July  14  with  registration  to  be¬ 
gin  at  2  p.m.  on  July  10th. 

Dean  of  the  Assembly  this  year  is 
Rev.  Bill  Fraser,  P.  O.  Box  5517, 
Bossier  City,  Louisiana.  All  names  of 
youth  planning  to  attend  should  be 
forwarded  to  him  together  with  $24.00 
total  cost  for  each  person  for  the  week. 
(You  may  fill  out  the  Registration 
Form  printed  on  this  page,  cut  out 
and  mail  with  -youf  check).  Mrs. 
Eleanor  Bingham,  Rt.  2,  No.  24,  Sims- 
boro,  Louisiana,  will  again  serve  as 
Dean  of  Women. 

•  The  theme  for  this  year’s  Assem¬ 
bly  is  “The  Church  in  A  Revolution¬ 
ary  Age.”  Rev.  Oscar  Cloyd  will  be 
the  Platform  Speaker.  Discussion 
groups  will  be  led  by  Rev.  Byrl  More¬ 
land,  Rev.  W.  O.  Lynch,  Rev.  Kirby 
Vining,  Rev.  Art  Baker  and  Rev.  Rup¬ 
ert  Coles.  Recreation  will  be  led  by 
Rev.  Brady  Foreman.  Miss  Brenda 
Crofoot  will  be  pianist  and  organist 
and  Mr.  Jerry  Ross  will  be  song  lead¬ 
er.  Rev.  Robert  Shirley  will  be  in 
charge  of  all  assignments  to  housing 
and  work  groups. 

Each  church  is  permitted  one  dele¬ 


gate  until  July  1st,  at  which  time  all 
applications  will  be  accepted  as  they 
arrive  until  the  total  reaches  200. 

An  added  activity  this  year  will  be 
swimming.  All  youth  are  invited  to 
bring  bathing  suits. 

t 

Shreveport  attorney 
named  Centenary 
Alumni  president 

Ray  Barlow,  a  Shreveport  attorney 
has  been  named  president  of  the  Cen¬ 
tenary  Alumni  Association  at  the  an¬ 
nual  election  meeting  of  the  Board  of 
Directors  on  the  college  campus,  June 
8. 

Barlow  suceeds  Jack  Williamson 
who  has  headed  up  the  5800  member 
organization  for  the  past  year. 

Other  officers  elected  to  serve  with 
Barlow  are:  Dr.  Wayne  Hanson,  head 
of  the  Chemistry  Department,  1st  Vice- 
President;  Charles  Ellis  Brown,  a  mem¬ 
ber  of  the  Board  of  Trustees,  2nd 
Vice-President;  Mrs.  Halton  H.  An¬ 
drews,  a  1950  graduate,  Secretary;  and 
Jack  Elgin,  a  local  stock  broker. 
Treasurer. 

The  new  members  of  the  board  se- 
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June  4  was  big 
day  at  Effie  Church 

Cecil  Bland,  associate  director  of 
the  Area  Council,  was  the  speaker  at 
Oak  Grove  Church,  Effie,  on  Sunday, 
June  4,  when  the  church,  located  22 
miles  east  of  Alexandria,  received  a 
check  for  $10,001.53  from  the  third 
call  of  the  One  Thousand  Club. 

Over  100  years  old,  this  church  is 
experiencing  a  rebirth  with  the  aid  of 
this  gift.  The  extra  $1.53  came  from 
the  Friendship  Class  of  St.  Luke’s 
Church,  Shreveport. 

The  sanctuary  of  the  church  was 
filled  as  the  pastor,  the  Rev.  Sam  Hol¬ 
liday  led  the  congregation  in  the  spe¬ 
cial  service.  Mr.  Bland  presented  the 
check  on  behalf  of  the  Thousand  Club 
to  Amie  Fuqua,  chairman  of  the  Board 
of  Trustees. 

Additional  money  was  collected  dur¬ 
ing  the  service,  and  this  plus  the  1000 
Club  check  will  assure  a  starting  date 
on  the  new  church  building  in  the 
very  near  future. 

Following  the  service,  everyone  was 
treated  to  a  covered  dish  dinner,  with 
“cochon  de  lait”  as  the  main  dish.  This 
is  young,  milk-fed  pig  roasted  over  a 
wood  fire.  Mr.  Bland  says,  “It  was 
delicious!” 
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lected  by  a  mail  ballot  of  the  mem¬ 
berships  during  May  and  announced 
tonight  are:  Mrs.  Andrews,  Mr.  Brown, 
W.  W.  “Weenie”  Bynum,  Mrs.  Ed¬ 
win  C.  Harbuck,  Mrs.  O.  Kenneth 
Hickman,  Mrs.  Bruce  Middlebrooks, 
Mrs.  William  L.  Murdock,  and  Dr. 
Webb  Pomeroy.  Re-elected  were  Mr. 
Elgin  and  Tyler  Pirtle. 

Barlow  is  a  partner  in  the  law  firm 
of  Hargrove,  Guyton,  Van  Hook  and 
Ramey.  Graduating  from  Centenary  in 
1953,  he  has  served  on  the  Board  of 
Directors  for  three  years  and  was  the 
1st  Vice-President  last  year.  He  has 
been  active  in  local  state  and  national 
Bar  Associations;  is  a  member  of  the 
Salvation  Army  Advisory  Board,  and 
has  held  membership  in  the  Shreve¬ 
port  Junior  Chamber  of  Commerce 
and  the  American  Cancer  society. 

(Incumbent  board  members  are  Bar- 
low,  Emory  C.  Browne,  Mrs.  Jack 
Clark,  the  Rev.  Oscar  Cloyd,  the 
Rev.  Bill  Fraser,  Dr.  Hanson,  Miss 
Flavia  Leary,  Mrs.  Helen  Linebarger, 
Tom  Peyton  and  Mrs.  Olga  Stewart.) 

(Ex-Officio  members  of  the  board 
are:  Dr.  Moss  Bannerman,  Baton 
Rouge:  Wynn  Stanton,  Dallas,  Texas; 
Dr.  James  T.  Harris,  New  Orleans; 
James  J.  Serra,  Shreveport;  and  the 
Rev.  Robert  Crichlow,  Shreveport.) 


QditotiiaQ 

SOMEWHERE  EAST  OF  SUEZ 

VENTS  HAVE  MOVED  so  rapidly  during  the 
past  week  that  one  hardly  dares  to  comment 
on  the  current  Israeli- Arab  War.  One  com 
mentator  pointed  out  that  in  the  military  opera¬ 
tions  of  1956  it  took  the  army  of  Israel  150  hours 
to  reach  the  Suez  Canal,  but  that  they  made  it  in 
half  that  time  last  week.  Even  the  writers  and 
publishers  of  resolutions  have  been  frustrated 
because  the  specific  objects  of  their  “therefore  be 
it  resolved”  phrases  have  been  obsolete  before  they 
could  get  into  print. 

Instead  of  joining  in  any  collective  statements 
in  which  we  “view  with  alarm,”  we  feel  we  would 
do  our  readers  a  greater  service  by  filling  in  some 
of  the  background  of  this  continuing  hostility  in 
the  Middle  East. 

You  may  recall  that  after  the  Allies  suffered 
a  rather  humiliating  defeat  by  the  Turks  and  the 
Germans  in  the  Dardanelles,  the  English  and 
French  appealed  to  the  Arab  world  to  join  them 
in  a  campaign  against  the  Turks  who  had  con¬ 
trolled  the  eastern  shore  of  the  Mediterranean  for 
centuries.  General  Allenby  and  the  fabulous  “Law¬ 
rence  of  Arabia”  were  important  figures  in  this 
campaign  in  which  the  Turks  were  decisively 
defeated.  In  exchange  for  Arab  assistance,  promises 
were  made  of  independence  and  national  self-de¬ 
termination  —  promises  which  were  quickly  for¬ 
gotten  and  the  Middle  East  became  colonies  of  the 
British  and  French  under  a  so-called  “mandate” 
of  the  League  of  Nations. 

At  about  this  same  time  a  strong  Zionist 
organization  in  London  headed  by  Dr.  Chaim 
Weizmann,  applied  pressure  on  the  British  govern¬ 
ment  until  the  Balfour  Declaration  was  issued  in 
1917.  Lord  Balfour  wrote  a  letter  to  Lord  Roths¬ 
child,  in  which  it  was  stated:  “His  Majesty’s  gov¬ 
ernment  views  with  favor  the  establishment  in 
Palestine  of  a  national  home  for  the  Jewish  people 
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and  will  use  their  best  endeavors  to  facilitate  the 
achievement  of  this  object,  it  being  clearly  under¬ 
stood  that  nothing  shall  be  done  which  may 
prejudice  the  civil  and  religious  rights  of  existing 
non- Jewish  communities  in  Palestine  or  the  rights 
and  political  status  enjoyed  by  Jews  in  any  other 
country.” 

Near  the  end  of  World  War  II,  as  European 
Jews  were  released  from  prison  camps,  they  began 
to  swarm  into  Palestine  and  long  before  the 
creation  of  the  new  nation  of  Israel  the  Zionists 
had  three  rather  large  armies  with  excellent  equip¬ 
ment.  When  a  special  session  of  the  General 
Assembly  of  the  United  Nations  on  Nov.  29,  1947 
voted  33  to  13  to  partition  Palestine  and  create  the 
new  nation  of  Israel,  Civil  War  was  touched  off 
immediately  between  Jews  and  Arabs.  In  seeking 
to  effect  a  truce  in  this  war,  Count  Bemadotte, 
outstanding  UN  diplomat  lost  his  life.  By  Decem¬ 
ber  the  last  Arab  soldier  had  been  driven  from 
Palestine  and  the  1949  boundaries  were  set. 

Following  this  conflict  the  big  problem  became 
the  Arab  refugees,  some  700,000  of  them  located  in 
camps  in  Gaza  and  Jordan.  Some  years  later  we 
heard  a  lecturer  affirm  that  neither  the  Jews  nor 
the  Arabs  wanted  to  see  the  problem  of  the  Arab 
refugees  solved  because  as  long  as  it  existed  it 
furnished  both  sides  with  a  strong  bargaining  tool 
in  international  diplomacy. 

Again  in  1956  when  Egypt  seized  the  Suez 
Canal,  the  Israeli  army  came  thundering  across  the 
Sinai  Peninsula  in  the  record  time  referred  to 
above.  Following  this  campaign,  the  UN  Truce 
Team  was  established  in  the  Gaza  Strip  and  the 
uneasy  peace  was  kept  for  10  years  by  their  pres¬ 
ence. 

Then  in  the  latter  part  of  May  of  this  year 
President  Nasser  of  Egypt  exercised  his  privilege 
of  demanding  that  the  UN  Truce  Team  be  re¬ 
moved  from  the  Gaza  Strip.  It  will  always  be  a 
puzzle  to  this  writer  and  to  a  great  number  of  other 
people  why  this  request  was  implemented  so 
rapidly  by  Secretary  General  U  Thant.  It  was  done 
almost  overnight  and  with  some  secrecy,  although 
the  man  in  the  street  in  every  nation  knew  that 
the  removal  of  the  UN  presence  would  trigger 
another  war.  The  second  thing  that  many  of  us  find 
it  hard  to  understand  is  why  President  Nasser 
made  this  request  unless  he  was  positive  that  he 
was  in  a  position  to  defeat  the  Israeli  army 

The  next  steps  will  be  taken  in  the  UN 
Security  Council  and  it  is  entirely  possible  that 
President  Nasser  may  come  there  asking  for  the 
UN  Truce  Team  to  return  to  the  exact  spot  where 
it  was  one  month  ago. 


the 

Editor's 
Comer 

ISRAEL’S  PR  OFFENSIVE 

During  the  few  brief  hours  when 
the  outcome  of  the  current  Israeli- 
Arab  conflict  seemed  to  be  in  doubt, 
there  was  never  any  question  in  the 
mind  of  this  editor  as  to  who  was  win¬ 
ning  the  public  relations  battle.  For 
three  days  over  the  week-end  this  of¬ 
fice  received  dispatches  via  “Air  Mail, 
Special  Delivery” — heavy  manuscripts 
of  speeches  made  in  the  UN  and  else¬ 
where — which  must  have  cost  $1.00 
to  $1.50  each  for  postage.  We  wonder 
how  many  thousands  of  them  were 
being  sent  out. 

By  Tuesday  the  forces  seemed  to  be 
so  unevenly  matched  that  Israeli  vic¬ 
tory  appeared  certain  unless  the  large 
powers  intervened — so  the  PR  bom¬ 
bardment  stopped.  While  it  continued, 
however,  it  was  a  remarkable  demon¬ 
stration  of  the  operational  procedures 
of  Israel.  There  still  seems  to  be  some 
doubt  as  to  what  constitutes  aggres¬ 
sion  in  a  conflict  like  this — we  thought 
the  closing  of  the  Gulf  of  Aqaba  was 
pretty  aggressive  and  rather  offensive 
for  a  nation  that  had  been  barred 
from  using  the  Suez  Canal. 

One  of  the  PR  releases  contained 
the  transcript  of  a  Arab  radio  broad¬ 
cast  which  said,  in  part:  “People  of 
Israel,  the  Arabs  are  over-running 
your  nation.  We  will  destroy  Israel  and 
her  people.  You  do  not  have  a  chance 
against  the  United  Arab  Republic.  ’ 
We  wonder  if  this  message  is  still  be¬ 
ing  broadcast  or  if  some  one  has  told 
the  stations  they  can  take  it  off  the  air 

now.  . 

On  Wednesday  people  in  Little  Rock 
were  talking  about  the  proposal  made 
by  one  congressman  that  the  United 
States  trade  Israel  200  airplanes  for 
their  defense  minister — and  then  send 
him  to  Vietnam  to  run  the  war  over 
there.  Another  wag  suggested  that  the 
effectiveness  of  the  Israeli  Army  might 
be  due  to  the  fact  that  they  have  wom¬ 
en  fighting  in  the  combat  units  right 
alongside  the  men. 
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New  staff 

assignments  at  SMU 

Top  administrative  appointments  to 
two  newly-created  positions  at  South¬ 
ern  Methodist  University  were  an¬ 
nounced  May  27  by  SMU  President 
Willis  M.  Tate. 

Dr.  John  M.  Claunch,  who  has 
served  as  dean  of  SMU’s  Dallas  Col¬ 
lege  for  the  past  ten  years,  will  assume 
new  duties  as  director  of  the  Univer¬ 
sity’s  Institute  of  Urban  Studies. 

Dr.  Fred  W.  Bryson,  SMU’s  long¬ 
time  student  center  director  and — for 
the  past  three  years — dean  of  student 
life,  is  to  be  promoted  to  the  rank  of 
an  academic  dean  and  given  the  au¬ 
thority  to  mobilize  the  University’s 
full  resources  in  the  development  of 
educational  programs  for  adults. 

In  addition  to  his  responsibilities  as 
dean  of  continuing  education,  Dr. 
Bryson  will  be  coordinator  of  inter¬ 
national  programs  at  SMU. 

The  Institute  of  Urban  Studies  was 
established  in  May  of  1966  as  a  re¬ 
search  agency  in  the  field  of  urban 
development.  In  addition  to  conduct¬ 
ing  its  own  research,  the  Institute  has 
engaged  in  compiling  and  integrating 
the  findings  and  recommendations 
made  by  other  universities  in  the  re¬ 
gion  and  by  agencies  involved  in  urban 
planning. 

Dr.  Claunch,  an  SMU  faculty  mem¬ 
ber  for  the  past  29  years,  will  retain 
his  duties  as  a  professor  of  govern¬ 
ment  and  chairman  of  the  Department 
of  Government,  but  he  will  be  freed 
of  his  responsibilities  as  dean  of  Dallas 
College,  according  to  Dr.  Tate. 

“John  Claunch  is  well-qualified  to 
assume  these  new  duties  as  director  of 
the  Institute  of  Urban  Studies  and  he 
will  do  so  with  the  support  of  the 
Institute’s  board,”  Dr.  Tate  said. 

The  executive  board,  which  has 
directed  the  activities  of  the  Institute 
during  its  first  year  of  existence,  is 
composed  of  Administrative  Vice  Pres¬ 
ident  R.  Richard  Rubottom,  Jr.,  Dr. 
Claunch  and  Professors  John  Fitz¬ 
gerald  (law),  Douglas  Jackson  (theol¬ 
ogy),  Richard  Johnson  (economics), 
Bruce  Pringle  (sociology),  Sydney 
Reagan  (business),  and  Israel  Santry 
(civil  engineering). 

“We  have  the  hope  that  he  will  help 
SMU  identify  the  unique  role  which 
it  should  play  in  the  burgeoning  field 
of  urban  studies,”  the  president  con¬ 
tinued.  “He  also  will  coordinate  the 
research  efforts  of  no  less  than  eight 
or  ten  departments  of  the  University 
who  will  each  be  contributing  from 
one-quarter  to  one-half  time  of  one 
of  their  faculty  to  the  work  of  the 
Institute.” 

In  reference  to  Dean  Bryson’s  ap¬ 
pointment,  President  Tate  commented: 

“After  surveying  the  entire  Univer¬ 
sity,  Dr.  Fred  Bryson  stands  out  as 
the  best  qualified  person  to  occupy  this 
new  position.  He  has  all  the  necessary 
qualifications,  plus  the  priceless  in¬ 
gredients  of  experience,  knowledge  of 
and  loyalty  to  SMU.” 

According  to  Dr.  Tate,  Dean  Bry¬ 
son  will  be  asked  to  review  the  present 
offerings  of  Dallas  College  and  its 
schedule  and  to  recommend  both  ad¬ 
ditions  and  curtailments  with  an  eye 
to  the  providing  of  a  dynamic  educa¬ 
tional  opportunity  to  adults  of  varied 
educational  backgrounds. 

“Although  we  expect  to  see  Dean 
Bryson  recommend  a  continuation  of 


New  World  Service 
staff  member 

EVANSTON,  Ill.— Dr.  Norman  L. 
Conard,  Eugene,  Ore.,  will  join  the 
staff  of  the  national  Methodist  Council 
on  World  Service  and  Finance  here 
on  June  15  as  director  of  the  church’s 
convention  bureau. 

Dr.  Conard’s  appointment  was  an¬ 
nounced  in  Oregon  by  Bishop  A.  Ray¬ 
mond  A.  Raymond  Grant  and  here  by 
Dr.  Don  A.  Cooke,  general  secretary 
of  the  council. 

Dr.  Conard  has  been  pastor  of  First 
Methodist  Church  in  Eugene  for  the 
past  five  years  and  before  that  served 
pastorates  in  California,  including 
seven  years  as  senior  minister  of  Glide 
Memorial  Methodist  Church  in  San 
Francisco,  and  was  superintendent  of 
the  Fresno  District  and  then  the  Metro¬ 
politan  District.  He  served,  also,  as 
executive  secretary  of  the  Califomia- 
Nevada  Board  of  Education. 

In  his  new  post,  Dr.  Conard  will 
assist  in  making  arrangements  for 
meetings  of  general  boards  and  agen¬ 
cies  and  for  quadrennial  convocations. 
Since  1952,  Dr.  Conard  has  served 
as  chairman  of  the  arrangements  com¬ 
mittee  of  the  Commission  on  Enter¬ 
tainment  and  Program  of  the  General 
Conference  and  he  currently  is  vice- 
president  for  facilities  of  that  commis¬ 
sion. 

A  native  of  St.  Louis,  Mo.,  Dr. 
Conard  holds  degrees  from  Chapman 
College  in  Orange,  Calif.,  the  Univer¬ 
sity  of  Southern  California  at  Los 
Angeles,  and  the  University  of  the 
Pacific  at  Stockton,  Calif.  He  and  Mrs. 
Conard  have  two  children,  a  daughter 
married  and  living  in  San  Francisco, 
and  a  son  who  is  a  senior  at  the  Uni¬ 
versity  of  Oregon. 


both  credit  and  non-credit  courses,” 
he  continued,  “we  are  asking  his  spe¬ 
cial  attention  for  the  problem  of  ‘re¬ 
newal’  and  ‘up-grading’  of  professional 
people  at  all  levels  who  are  now  facing 
the  prospect  of  being  out-of-date  un¬ 
less  their  studies  are  renewed  every 
five  or  ten  years.” 

In  addition  to  his  other  duties,  Dr. 
Bryson  would  supervise  the  Institute 
of  Management,  Correspondence  Div¬ 
ision,  an  expanded  series  of  interna¬ 
tional  programs,  and  such  other  proj¬ 
ects  as  the  Upward  Bound  summer 
courses. 

A  native  of  Louisiana,  Dr.  Claunch 
did  his  undergraduate  work  at  Louis¬ 
iana  State  University  and  Stephen  F. 
Austin  State  College.  He  holds  M.A. 
and  Ph.D  degrees  from  the  University 
of  Texas.  His  doctoral  dissertation  was 
on  the  government  of  Dallas  County. 

After  having  served  as  a  public 
school  system  superintendent  for  six 
years  and  as  a  member  of  the  42nd 
Legislature  of  Texas,  he  joined  the 
SMU  faculty  in  1938.  During  World 
War  II,  he  was  a  captain  in  the  Air 
Force. 

Dr.  Bryson,  a  native  of  Midlothian, 
earned  a  B.A.  degree  at  Bethel  Col¬ 
lege,  an  M.A.  at  Scarritt  College,  and 
an  Ed.D.  at  North  Texas  State  Uni¬ 
versity.  After  serving  as  a  teacher  for 
the  Presbyterian  Church  in  Columbia, 
he  joined  SMU  in  1947. 

An  ordained  minister,  he  has  since 
served  as  president  of  the  Texas  Sy¬ 
nodical  Board  of  Missions  of  the  Cum¬ 
berland  Presbyterian  Church. 


Berger  Conrad 


Berger  joins  lay 
activities  staff 

EVANSTON,  Ill.  —  The  Rev.  Hil¬ 
bert  J.  Berger,  pastor  of  First  Evan¬ 
gelical  United  Brethren  Church  in 
Hammond,  Ind.,  joined  the  staff  of 
the  General  Board  of  Lay  Activities 
of  The  Methodist  Church  here  June  1. 

Mr.  Berger  will  work  in  the  Sec¬ 
tion  of  Stewardship  and  Finance  head¬ 
ed  by  Dr.  Edwin  A.  Briggs,  according 
to  Dr.  Robert  G.  Mayfield,  general 
secretary  of  the  board. 

Mr.  Berger  has  been  senior  pastor 
of  the  Hammond  church  since  1959. 
Earlier  he  served  pastorates  in  Water¬ 
loo,  Avilla  and  Elkhart,  Ind. 

From  1956  until  1964  the  new 
Board  of  Lay  Activities  staff  member 
was  executive  secretary  of  stewardship 
of  the  EUB  Indiana  Annual  Confer¬ 
ence  North,  and  for  the  past  eight 
years  he  has  participated  in  steward¬ 
ship  education  programs  in  a  number 
of  annual  conferences  of  his  denomina¬ 
tion  and  in  other  denominations.  He 
has  held  a  number  of  other  steward¬ 
ship  posts  in  his  church  and  is  a  mem¬ 
ber  of  the  Department  of  Church  Re¬ 
newal  of  the  National  Council  of 
Churches’  Division  of  Christian  Life 
and  Mission.  His  interest  in  travel  has 
taken  him  to  16  countries  in  Latin 
and  South  America  and  to  Europe. 

t 

Study  evaluation 
of  theatrical  films 

WASHINGTON,  D.  C.  —  How  do 
you  evaluate  the  effect  of  films  on 
personality?  That’s  the  main  question 
discussed  by  a  score  of  persons  from 
religion,  film-making  and  other  disci¬ 
plines  May  14-17  at  San  Dimas,  Calif. 

The  interfaith  research  conference 
on  “Theological  Considerations  in 
Evaluating  the  Theatrical  Film”  was 
sponsored  by  the  Methodist  General 
Board  of  Christian  Social  Concerns. 
It  was  the  first  stage  in  a  long-range 
study  and  development  program  in  the 
area  of  personality  and  culture  involv¬ 
ing  contemporary  art  forms  in  personal 
value  formation. 

The  conference  featured  free  dis¬ 
cussion,  rather  than  prepared  papers 
or  lectures,  according  to  Dr.  Frank  M. 
Bockus  of  the  board  staff,  who  was  the 
administrator.  Host  was  Dean  F. 
Thomas  Trotter  of  the  School  of  Theol¬ 
ogy  at  Claremont,  Calif. 

The  invited  participants  included 
representatives  of  mental  health,  edu¬ 
cation  and  broadcasting  organizations, 
as  well  as  religious,  both  Protestant 
and  Catholic. 

The  sponsoring  board  plans  to  pub¬ 
lish  a  monograph  based  on  transcript 
of  the  conference. 

t 

Leadership  should  never  be  confused 
with  “pushmanship.” 


DAILY  BIBLE  READING 

Below  is  a 

schedule  for  the 

Daily  Bible  Reading:,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a 

regular  guide  for 

use  in  your  homes. 

June  18 — Sim. 

John  17:1-10 

June  19 

Acts  1:1-11 

June  20 

Acts  4:1-22 

June  21  . 

.  Acts  20:17-38 

June  22 

Acts  22:1-21 

June  23  . 

..  Romans  8:1-21 

June  24 

I  Cor.  10:1-15 

June  25 — Sun. 

I  Cor.  14:1-20 

Methodist-EUB 

Merger 

Scoreboard 


As  of  June  9,  49  of  the  87  Meth¬ 
odist  conferences  in  the  U.  S.  had  re¬ 
ported  their  votes,  indicating  an  af¬ 
firmative  vote  of  84.85  per  cent.  Forty- 
two  conferences  overseas  are  also  vot¬ 
ing  on  union. 

At  the  same  time,  21  of  the  32  EUB 
conferences  in  the  U.  S.  and  Canada 
had  reported  a  total  vote  of  3,488: 
yes,  2,541;  no,  947.  This  is  72.85% 
affirmative. 

Tabulation  of  the  voting  follows  on 
page  2. 

VOTE  IN  EVANGELICAL  UNITED 
BRETHREN  CONFERENCES 
Conference  Yes  No 

Total  from  17  conferences 

previously  reported  2037  616 

76.78%  affirmative 
NORTHWEST  CANADA  8  51 

OHIO  MIAMI  142  34 

EASTERN  324  112 

PACIFIC  NORTHWEST  30  134 

Total  to  date  2541  947 

72.85%  affirmative 
VOTE  IN  METHODIST 
ANNUAL  CONFERENCES 

Ab- 


Yes 

No 

stain 

Total  from  29 

Conferences  previously 

reported 

6888 

828 

8 

ALABAMA- 

WEST  FLORIDA  281 

269 

0 

MISSOURI  WEST 

336 

0 

0 

TEXAS  (CJ) 

179 

0 

0 

UPPER  MISSIS¬ 

SIPPI  (CJ) 

87 

0 

0 

SO.  DAKOTA 

162 

0 

0 

SOUTHWEST 

TEXAS 

377 

16 

3 

NO.  ALABAMA 

418 

282 

0 

SOUTHERN 

ILLINOIS 

284 

3 

0 

NORTHERN 

NEW  JERSEY 

344 

9 

0 

ROCK  RIVER 

440 

58 

12 

CENTRAL  TEXAS  403 

3 

0 

NEBRASKA 

333 

3 

0 

TEXAS 

495 

6 

0 

NO.  MISSISSIPPI 

150 

145 

0 

SO.  CAROLINA 

387 

396 

0 

WEST 

WISCONSIN 

164 

0 

0 

DETROIT 

550 

42 

4 

WEST  VIRGINIA 

541 

74 

0 

WESTERN  NORTH 

CAROLINA 

907 

52 

4 

SOUTH  GEORGIA  255 

279 

0 

Total  to  date  13981*  2465.  31 
*84.85%  of  total  vote  cast 
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St.  Matthew's  Youth  Choir  on  tour 


The  forty- voice  Youth  Choir  of  St.  Matthew’s  Methodist  Church,  Metairie, 
will  present  a  program  of  sacred  music  in  seven  Louisiana  churches,  June 
7-12.  Trout,  Monroe,  Pollock  and  Alexandria  are  included  on  the  tour. 
The  program  will  include  selections  by  Bach,  Boyce,  Franck  and  contem¬ 
porary  composers.  Nigerian  and  Chinese  hymns  will  be  introduced  from 
the  new  Methodist  Hymnal.  The  group  is  also  prepared  to  present  a  short 
secular  program  upon  request.  Mrs.  William  Allen  is  the  director  and  Mrs. 
James  Jones  and  accompanist.  The  Rev.  Luther  Booth  is  pastor  at  St. 
Matthew's  and  the  Rev.  James  Jones  is  associate  pastor. 


New  Centenary  board  members 


Three  new  members  of  the  Board 
of  Trustees  of  Centenary  College  were 
approved  by  the  Louisiana  Methodist 
Conference  meeting  here  last  week. 

The  new  members  are:  J.  Hugh  Wat¬ 
son,  president  of  the  First  National 
Bank  of  Shreveport;  Don  Raymond, 
president  of  the  Caddo  Oil  Company 
of  Shreveport;  and  Murray  C.  Finch¬ 
er,  vice-president  and  general  manager 
of  Southern  Bell  in  Louisiana  of  New 
Orleans. 

Their  names  were  submitted  by  the 
Nominating  Committee  of  the  Board 
at  their  annual  meeting  on  the  Cen¬ 
tenary  College  campus,  and  approved 
at  the  annual  Methodist  Conference. 

At  the  meeting  Dr.  Jack  S.  Wilkes, 
president  of  Centenary,  reported  on 
the  significant  growth  of  the  college  in 
recent  years.  He  cited  figures  to  show 
that  since  1964,  the  student  body  has 
grown  37  percent,  those  living  on  cam¬ 
pus  increased  63  percent,  faculty  sal¬ 
aries  had  gone  up  43  percent  and 
library  holdings  were  up  40  percent. 

Other  board  members  re-elected  to 
serve  terms  expiring  in  1970  were  S. 
Perry  Brown,  Dr.  Dana  Dawson,  Jr., 


Dr.  D.  L.  Dykes,  Dr.  James  T.  Har¬ 
ris,  Mrs.  E.  E.  Hurley,  G.  W.  James, 
T.  B.  Landford,  Tom  H.  Matheny, 
Albert  Sklar  and  Edwin  Whited. 

Dr.  J.  Henry  Bowdon  was  named  to 
a  term  expiring  in  1968.  The  board  ac¬ 
cepted  the  resignations  of  Dr.  John 
L.  Scales,  who  was  made  an  Honorary 
Lifetime  Member,  and  R.  Zehntner 
Biedenham  who  was  cited  for  his  out¬ 
standing  service  to  the  college. 

All  officers  of  the  Board  were  re¬ 
elected  for  the  coming  year;  George  D. 
Nelson,  chairman;  Howard  Crumley, 
vice  chairman  and  Edwin  F.  Whited, 
secretary. 

Watson  is  no  stranger  to  Centenary 
College.  He  served  as  General  Chair¬ 
man  for  the  successful  Great  Teachers- 
Scholars  Campaign  in  1967  which 
raised  a  total  of  $170,000. 

Born  in  Arcadia,  he  entered  the 
field  of  banking  in  his  home  town 
after  World  War  II  and  was  later 
named  a  National  Bank  Examiner  f$r 
the  Comptroller  of  the  Currency. 

In  1948  he  was  employed  by  the 

Please  turn  to  page  12 


Dr.  Henry  Rickey  (Rus- 
ton  district  superinten¬ 
dent)  and  Mrs.  Rickey, 
are  pictured  here  with 
the  Rev.  and  Mrs.  Roy 
Grant,  Ringgold  Metho¬ 
dist  Church  pastor  and 
wife,  at  entrance  of 
church,  the  day  of  May 
21st  dedication.  The 
church  constructed  in 
1958  is  valued  at  $78,- 
796.  Grant  began  his 
ministry  in  the  Ringgold 
Church  in  1956.  Dr.  Guy 
M.  Hicks,  former  district 
superintendent,  assisted 
with  the  service  of  dedi¬ 
cation. 


CORRECTION 

Please  note  the  following  cor¬ 
rections  in  the  list  of  appoint¬ 
ments  for  the  Louisiana  Confer¬ 
ence  printed  last  week: 
HAUGHTON: 

James  H.  Humphries 
MER  ROUGE: 

Charles  H.  Giessen 
BAYOU  VISTA: 

(Lionel  J.  Marcel) 

SIBLEY: 

(Thomas  G.  Hale) 
from  page  one 

Exchange  student 

customs  he  will  encounter  in  Europe, 
and  as  a  representative  of  America. 

Mike  will  receive  full  credit  for  all 
courses  he  will  take  in  Switzerland  as 
he  will  graduate  there.  Since  not  all 
classes  meet  every  day,  Mike  doesn’t 
know  what  all  of  his  subjects  will  be, 
but  he  knows  definitely  there  will  be 
English,  French,  Latin,  and  math.  He 
will  take  about  17  courses. 

Leaving  Shreveport  June  28,  Mike 
will  go  to  Philadelphia,  Pennsylvania, 
for  about  two  weeks  of  orientation 
with  all  ICYE  exchange  students  from 
the  United  States;  they  will  leave  for 
New  York  City  for  three  more  days  of 
orientation  and  sightseeing. 

From  New  York  City  they  will  fly 
to  Amsterdam  where  all  exchanges 
will  be  divided  into  groups.  All  pupils 
going  to  French  speaking  countries  will 
then  depart  for  Paris,  France,  for  two 
more  weeks  of  orientation  and  sight¬ 
seeing.  In  order  to  familiarize  the 
group  with  the  language,  nothing  but 
French  will  be  spoken.  At  the  end  of 
the  session,  their  new  “parents”  will 
come  and  meet  them. 

Mike  said,  “I  want  to  represent 
Woodlawn,  America,  and  Methodism 
as  well  as  I  can;  and  I  hope  Jean  will 
go  back  to  France  at  the  end  of  his 
year  in  America  with  a  great  appre¬ 
ciation,  love,  and  understanding  of 
Americans.” 


Mike  Adams,  son  of  the  Rev.  and 
Mrs.  James  Adams  of  Summer 
Grove  Methodist  Church,  Shreve¬ 
port,  who  is  to  be  an  exchange 
student  in  Switzerland  next  year. 


IN  BATON  ROUGE,  the  youth  group 
of  University  Presbyterian  Church  are 
meeting  jointly  with  the  MYF  of  Reily 
Memorial  University  Church  for  a  ser¬ 
ies  of  programs  for  nine  weeks.  Each 
Tuesday  morning  the  groups  are  par¬ 
ticipating  in  “Operation  Enrichment,” 
a  program  for  cultural  enrichment  of¬ 
fered  to  Negro  children  of  the  South 
Baton  Rouge  Neighborhood  Center. 
On  Thursday  evenings  the  young  peo¬ 
ple  will  be  attending  the  summer  film 
festival  or  creative  arts  night. 

t 

MRS.  L.  W.  HOLBROOK  was  the 
director  of  the  vacation  church  school 
held  at  the  Vivian  Church,  May  29- 
June  2.  There  was  62  children,  8 
teachers,  and  15  helpers  participating. 
The  offering  collected  was  sent  to  the 
Louisiana  Migrant  Ministry  and  the 
Methodist  Children’s  Home  in  Ruston. 

f 


Big  Day  at  Effie 


ABOVE:  Arnie  Fuqua,  left,  receiving  1000  Club  check  from  Cecil  Bland. 
Others  are:  Richard  Guillory,  the  Rev.  John  F.  Kilpatrick,  and  the  Rev. 
Sam  Holladay;  BOTTOM  LEFT:  Dwain  Spruill,  church  treasurer,  record¬ 
ing  the  more  than  $2,000  in  gifts  received  after  the  presentation  of  the 
check;  BOTTOM  RIGHT:  The  Effie  Church  which  will  undergo  badly- 
needed  reworking  with  these  funds. 
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EWS 

and 

OTES 

LAKE  CHARLES  MAYOR  James 
Sudduth  was  the  speaker  when  Meth¬ 
odist  Men  of  Oak  Park  Church  enter¬ 
tained  at  their  annual  Ladies’  Night, 
June  14  at  the  Chateau  Charles.  The 
Rev.  Oakley  Lee  is  the  new  pastor  at 
Oak  Park. 

THE  TRINITY  CHURCH  MYF 
stamp  drive  to  secure  a  car  for  the 
Methodist  Children’s  Home  in  Ruston 
is  near  enough  completion  that  they 
have  placed  the  order  for  the  car. 
Others  wishing  to  assist  them  should 
send  stamp  books  or  money  to  the 
Trininty  MYF  at  300  N.  Vienna, 
Ruston. 

CLAIBORNE  MYFers  had  five  of 
their  members  elected  to  sub-district 
offices  recently.  They  are  Mike  Flem¬ 
ing  for  president,  Ann  Shields  as  vice 
president,  Pam  Wilkerson,  reporter, 
Dianne  Hargrove,  MYFund  treasurer, 
and  Penny  Byrd,  publicity.  Their  pas¬ 
tor  is  the  Rev.  E.  W.  Sandel. 

THE  YOUTH  CHOIR  of  St.  Mat¬ 
thew’s  Methodist  Church,  Metairie, 
gave  a  concert  in  St.  Mark’s  Methodist 
Church  of  Monroe,  Thursday,  June  8. 
All  Methodists  of  the  area  were  in¬ 
vited.  Doris  Allen  directs  the  choir  and 
Mary  Alice  Jones  is  accompanist.  Host 
pastor  was  the  Rev.  James  O.  Evans. 

FRANK  CHAPMAN  brought  the 
morning  sermon  in  Southside  Church, 
Monroe,  on  May  28.  Frank  is  planning 
to  go  into  the  ministry  and  is  working 
on  his  degree  at  Northwest  State  Col¬ 
lege,  in  addition  to  working  at  the 
Monroe  Recreation  Center.  His  sub¬ 
ject  was  “Rebirth  and  Repentance.” 
The  Rev.  Lea  Joyner  was  recently  ap¬ 
pointed  to  her  16th  year  as  pastor  of 
Southside. 

THE  YOUTH  CHOIR  of  Natchi¬ 
toches  First  Church  spent  the  week¬ 
end  of  June  3  and  4  in  New  Orleans. 
The  group  sang  at  the  Sunday  morn¬ 
ing  service  of  Munholland  Memorial 
Church  where  Dr.  A.  W.  Town¬ 
send,  Jr.  is  pastor,  and  at  night  in  St. 
Matthew’s  Church  where  the  Rev.  L. 
L.  Booth  is  the  minister.  Mrs.  Earle 
Cross  is  director  of  the  Youth  Choir 
and  Dr.  Jolly  B.  Harper  is  the  pastor. 

STEVE  LEFTWICH  is  the  new  presi¬ 
dent  of  the  Senior  High  MYF  of  New 
Orleans  First  Church,  elected  at  the 
recent  youth  retreat.  Linda  Lirette  is 
vice  president,  and  Philip  Jerominski 
is  secretary-treasurer.  The  Rev.  Clyde 
S.  Clark  is  pastor  at  First  Church,  and 
the  Rev.  Joe  E.  Fogle  is  associate 
minister. 

PETE  MILLER  is  the  new  president 
of  the  Methodist  Youth  Fellowship  of 
Jefferson  Church,  New  Orleans.  Sarah 
Miece  is  vice  president,  and  Michele 
Miller  is  secretary-treasurer.  The  Rev. 
Donald  Hall  is  pastor. 

MANGUM  MEMORIAL  SUNDAY 
evening  fellowship  on  May  28  featured 
travel  filmstrip  and  slides.  “Touring 
Hawaii”  with  slides  taken  by  Sybil 
Kelly  while  she  was  a  student  at  the 
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University  of  Hawaii,  was  preceded  by 
“Exploring  Louisiana,”  produced  by 
Jimmy  Stockard,  Powell  Layton,  and 
Stan  Powell.  The  Rev.  Ralph  Cain  is 
pastor. 

ALEXANDRIA-PINEVILLE  Church 
Women  United  held  the  May  Fellow¬ 
ship  luncheon  at  Trinity  Methodist 
Church  on  May  5  with  Mrs.  A.  C. 
Avey,  president,  presiding.  Mrs.  Rob¬ 
ert  Pospisil  reported  on  the  annual 
meeting  held  in  New  Orleans  in  April. 
Mrs.  Bill  Morrish  introduced  the 
speaker,  Mrs.  Lammoine  Waggaman. 
Host  pastor  was  the  Rev.  Byrl  More¬ 
land. 

MRS.  C.  W.  BRYANT,  Jr.  of  New 
Orleans,  needlework  artist,  exhibited 
her  works  and  discussed  “Art  and  the 
Church”  at  the  June  6  meeting  of  the 
Woman’s  Society  of  Alexandria  First 
Church. 

ZOAR  CHURCH  homecoming  was 
held  May  14.  Maurice  Griggs  from 
West  Monroe  acted  as  master  of  cere¬ 
monies  for  the  day.  The  Rev.  Calvin 
O.  Lapuyade  brought  the  message  at 
11  o’clock.  This  was  followed  by  din¬ 
ner  and  fellowship  singing.  The  Rev. 
Falcon  Heame  occupied  the  Chatham 
pulpit  in  the  absence  of  Mr.  Lapuyade. 


At  the  Pharr  Chapel  Church  in 
Morgan  City,  Mrs.  Melvin  Blcnchard  is 
presenting  Mrs.  Merton  Yonge  a  gift 
during  the  Junior-Senior  Banquet  in 
appreciation  of  her  long  and  dedicated 
service  with  the  MYF.  The  Rev.  Reuel 
All  en  is  pastor. 

PONCHATOULA  METHODIST  men 
report  a  profit  of  $560  on  their  recent 
barbecue.  Their  club  and  the  MYF 
have  recently  had  work-days  to  clean 
the  church  grounds.  The  Rev.  Jack 
Winegeart  is  their  pastor. 

NEW  ORLEANS  FIRST  CHURCH 
Methodist  Men  have  elected  the  follow¬ 
ing  officers:  W.  D.  Stroud,  president; 
John  Temple,  vice  president;  Tom  Vas- 
tine,  secretary;  O.  J.  Dunn,  treasurer. 
At  the  May  19  meeting  the  program 
was  presented  by  the  Wesleyan  Class. 

SUB-DISTRICT  MYF  ELECTS 

The  annual  sub-district  meeting  of 
the  Vinton,  DeQuincy,  Westlake,  Wes¬ 
ley,  Henning  Methodist  churches  was 
held  at  Henning  Memorial  Church, 
Sulphur.  The  purpose  was  to  elect  sub¬ 
district  officers.  They  are  as  follows: 
president:  Mary  Sue  Reed;  vice  presi¬ 
dent:  Mark  McMurry;  secretary:  Myra 
Woodley;  treasurer:  Joan  King;  re¬ 
porter:  Chris  Blanchard. 

After  the  elections,  refreshments 
were  served  and  then  a  filmstrip,  “Sex, 
the  Moral  Delema  for  Teenagers,”  was 
shown.  A  discussion  followed.  The 
meeting  was  closed  with  the  benedic¬ 
tion. 


HENNING  MEMORIAL  Senior  High 
MYF  elected  these  new  officers  at  the 
May  21  meeting:  president,  Mark  Mc¬ 
Murry;  vice  president,  Ronnie  Riley; 
secretary,  Mary  Ellen  Bowers;  treas¬ 
urer,  Mary  McLeod.  Chairmen  are: 
publicity,  Joan  King;  faith,  Pam  Col¬ 
vin;  fellowship,  Natalie  Duck;  citizen¬ 
ship,  David  Williams,  witness,  Chad 
Carnahan;  outreach,  Kerry  Ellender. 
The  Rev.  D.  W.  Poople  is  pastor  of 
Henning  Church,  Sulphur. 

RAGAN  K.  NELSON  will  serve  as 
chairman  of  the  Official  Board  of  Alex¬ 
andria  First  Church  this  year.  He  has 
been  president  of 
the  Methodist 
Men’s  Club  and  of 
the  Fifty-Fifty  Sun¬ 
day  School  Class, 
chairman  of  the 
Commission  on 
Membership  and 
Evangelism,  and  of 
the  Financial  Cam¬ 
paign.  He  has  a 
B.S.  in  agriculture  from  LSU  and  is 
vice  president  and  sales  manager  of  the 
Louisiana  Seed  Company,  Inc.  Officers 
assisting  him  will  be  Dr.  Jack  T.  Cap- 
pel,  Jr.  as  vice  chairman;  Thilo  Stein- 
schulte,  2nd  vice  chairman,  and 
George  H.  Pitts,  secretary.  Frank 
Brasher  and  Harris  Prosser  were  elect¬ 
ed  treasurers.  Dr.  Ben  Oliphint  is 
pastor. 

RUSTON’S  NEWEST  congregation 
will  hold  the  first  service  next  Sunday, 
June  18,  in  the  chapel  of  the  Method¬ 
ist  Children’s  Home.  The  Ruston  Dis¬ 
trict  Board  of  Missions  has  requested 
that  some  families  from  Trinity  and 
Grace  Churches  support  the  new 
church  for  at  least  a  year  by  putting 
their  memberships  into  it. 

MUNHOLLAND  CHURCH  held  a 
reception  honoring  Mrs.  Persis  Johns 
Barber,  May  21,  church  secretary  who 
was  moving  to  Monroe  with  daughters, 
Joy,  Gail,  and  Linda.  Mrs.  Barber  is 
the  daughter  of  Dr.  H.  L.  Johns,  re¬ 
tired  minister,  and  Mrs.  Johns,  who 
live  in  Monroe.  She  will  be  employed 
as  secretary  to  the  Dean  of  Instructed 
at  Northwest  Louisiana  State  College. 

WALTER  PARKER,  JR.  who  re¬ 
cently  committed  himself  to  the  minis¬ 
try,  gave  his  first  sermon  Sunday,  May 
21,  in  Ponchatoula  First  Church.  The 
Rev.  Jack  Winegeart  is  the  pastor. 

CARROLLTON  LAYMEN  who  were 
certified  as  lay  speakers  at  Sunday 
morning  services,  May  28,  were  Gil¬ 
bert  Andry,  Chris  Barnette,  Walter 
Harris,  and  Frank  Smith.  The  Rev. 
James  T.  Harris  is  pastor  of  the  Car¬ 
rollton  Church  in  New  Orleans. 

GEORGE  ARCENEAUX  was  the 
speaker  when  the  Woman’s  Society  of 
Christian  Service  of  First  Church, 
Houma,  honored  graduating  seniors  at 
a  dinner  recently.  The  Rev.  Jerome 
Cain  is  their  pastor. 

METHODIST  MEN  OF  CROWLEY 
First  Church  left  at  4  p.m.,  Monday, 
June  5,  to  go  to  Sammy  Bacon’s  camp 
for  their  supper  meeting.  The  Rev. 
Dan  Tohline,  pastor  of  Elysian  Fields 
Church,  was  guest  speaker.  The  Rev. 
W.  D.  Boddie  is  the  Crowley  pastor. 


NEW  DISTRICT  COUNCIL  MEETS 

The  Monroe  District  MYF  Council 
met  May  27  at  Rayville  Methodist 
Church.  Plans  for  the  new  conference 
year  were  formulated.  A  district  rally 
for  thjs  fall  was  discussed  by  the  coun¬ 
cil.  The  MYFund  secretary  for  the 
district,  Dianne  Kincaid,  announced 
that  MYFund  teams  from  the  sub¬ 
districts  would  be  formed  within  the 
next  few  weeks.  The  goal  of  each  local 
church  having  a  MYFund  Pledge  Ser¬ 
vice  was  set.  The  Rev.  James  Evans, 
district  director  of  youth,  explained 
the  senior  high  institute  for  the  dis¬ 
trict  to  be  held  July  3-8  at  Caney  Lake 
near  Minden.  The  MYF  workshop  for 
June  25-July  1  was  also  discussed. 
President  Ann  McConnell  called  on 
each  sub-district  for  a  report  of  its 
activities.  After  the  reports,  the  Coun¬ 
cil  adjourned  at  3:30. 

Those  present  at  the  meeting  were: 
Ann  McConnell  (president)  of  Ray¬ 
ville,  Carol  Sawyer  (treasurer)  of  Oak 
Grove,  Ann  McHale  (sub-district  rep¬ 
resentative)  from  Harrisonburg,  Jess 
Gilbert  (vice-president)  of  Sicily  Island, 
Dianne  Kincaid  (MYFund  secretary) 
from  Fort  Necessity,  the  Rev.  James 
Evans  from  St.  Mark’s  in  Monroe,  Bill 
McHale  (sub-district  representative)  of 
Harrisonburg,  Mrs.  Sawyer  from  Oak 
Grove,  Mrs.  Heaton  Crammer  of 
Mangham,  and  Wayne  Evans  (publicity 
chairman)  of  St  Mark’s  in  Monroe, 
t 

ARTS  FESTIVAL  AT  ASBURY 

Three  Sunday  evening  services  at 
Asbury  Church,  Lafayette,  were  de¬ 
voted  recently  to  a  Festival  of  the  Arts, 
on  the  theme:  Christ  and  the  Fine  Arts. 

The  first  in  the  series  featured  a 
panel  of  artists,  Tommy  Sommers  and 
Dennis  Witcher,  USL  Students;  Mrs. 
H.  A.  Moore,  Miss  Evelyn  Mallory 
and  Earl  Warner,  all  members  of  As¬ 
bury  Church,  who  answered  questions 
about  their  work.  Following  the  panel 
discussion,  there  was  an  exhibit  of  the 
artists’  work  in  the  Fellowship  Hall. 

The  second  in  the  series  was  a  con¬ 
cert  of  sacred  music  on  the  marimba 
by  Mrs.  Beverly  Wharton,  a  member 
of  the  church  and  also  a  member  of 
the  music  faculty  of  the  University  of 
Southern  Louisiana.  Mrs.  Wharton  was 
accompanied  by  Mrs.  Ruth  Ballard  at 
the  organ. 

The  third  in  the  series  was  a  con¬ 
cert  of  sacred  and  classical  music  on 
the  harp  by  Mrs.  Maryce  Pickering, 
local  harpist. 

The  Rev.  George  W.  Ross  is  pastor. 


WHEN  HOUMA  FIRST  CHURCH 
held  the  annual  ladies’  night  dinner- 
program,  May  18,  the  featured  speak¬ 
er  was  Dr.  B.  A.  Galloway,  former 
pastor  at  Houma  who  is  now  minister 
of  Rayne  Memorial  Church  in  New 
Orleans.  Levy  Marcel  is  president  of 
the  men’s  club.  The  Rev.  A.  Jerome 
Cain  is  the  pastor. 


JOE  M.  GREER  will  chair  the  Of¬ 
ficial  Board  of  Minden  First  Church 
this  year.  Marcus  Wren  is  vice  chair¬ 
man  and  Miss  Ruby  Craton  is  secre¬ 
tary  of  the  board.  James  Rhea  Love 
is  president  of  Methodist  Men,  A1  Fug- 
ler  is  vice  president,  and  Digger  O’Dell 
is  secretary-treasurer. 
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StCKcUuf,  Sc&oal 

By:  Alfred  A.  Knox 

LESSON  FOR  JUNE  25:  Persecution  and  Deli  verance 


BACKGROUND  SCRIPTURE:  Acts  12:1-25 
MEMORY  SELECTION:  If  you  are  reproached  for 
the  name  of  Christ,  you  are  blessed  because  the 
spirit  of  glory  and  of  God  rests  upon  you.  (I 
Peter  4:14) 

AIM  OF  THE  LESSON:  To  help  us  understand 
how  God  has  brought  deliverance  in  many  dif¬ 
ferent  ways  in  times  of  crisis  and  unusual  stress. 

*  *  * 

With  another  thrilling  story  of  rescue  we  bring 
to  a  close  the  first  half  of  the  Book  of  Acts.  In 
next  week’s  lesson  we  will  shift  to  the  missionary 
activities  of  Paul.  For  several  weeks  we  have  been 
altematingbetween  Peter  and  Paul  as  the  central 
figure  in  our  lesson.  Luke  has  done  a  remarkable 
job  of  telling  of  the  birth  of  the  church  in  these 
first  12  chapters.  Now  we  are  ready  to  start  on  an 
exciting  travelogue  as  we  go  along  with  Paul  on  his 
missionary  journeys. 

Today’s  lesson  concerns  the  remarkable  escape 
of  Peter  from  a  Roman  jail  when  every  security 
precaution  had  been  taken.  Luke  has  told  us  of 
these  escapes  of  Christians  from  tight  spots  in  an 
effort  to  show  that  the  Spirit  was  present  not  only 
at  the  birth  of  the  church  at  Pentecost,  but  also  when 
any  of  the  faithful  had  been  persecuted  or  impris¬ 
oned  for  righteousness’  sake.  Now  we  know  that 
some  Christians  have  not  been  so  delivered,  but  it 
seemed  most  important  to  list  those  who  were. 

Peter’s  imprisonment  resulted  from  the  decisions 
of  Herod  Agrippa  to  curry  favor  with  the  Jerusalem 
Jewish  leadership  by  persecuting  the  Christians 
whom  they  despised. 

*  *  * 

THE  ACT  OF  DELIVERANCE 

We  read  in  Acts  12:5-11  the  details  of  the  de¬ 
liverance  that  came  to  Peter  although  he  was  chained 
to  two  guards  and  extra  sentries  were  guarding  the 
door  to  his  cell.  Luke  says  “And  behold,  an  angel 
of  the  Lord  appeared,  and  a  light  shone  in  the 
cell;  and  he  struck  Peter  on  the  side  and  woke 
him,  saying,  ‘Get  up  quickly.’  And  the  chains  fell 
off  his  hand.”  (12:7) 

Even  after  he  had  left  the  prison  and  was  on 
the  way  to  rejoin  his  friends  Peter  thought  he  had 
had  a  dream  or  was  in  some  kind  of  trance.  What 
had  happened  to  him  seemed  so  improbable  that 
he  just  could  not  believe  that  it  had.  There  are 
many  people  who  will  want  to  debate  just  what 
occurred,  but  one  thing  is  sure,  when  Luke  wrote 
this  story  he  was  sure  that  God  had  sent  a  messenger 
to  save  Peter  so  that  he  might  continue  his  work 
in  the  church. 

Luke  says,  “Behold,  an  angel  of  the  Lord  ap¬ 
peared.”  It  was  the  author’s  conviction  that  this 
was  a  supernatural  being.  We  have  been  told  of 
other  heavenly  messengers  through  the  New  Testa¬ 
ment  and  we  cannot  understand  why  some  scholars 
make  such  a  big  point  of  the  question  as  to  whether 
this  was  really  an  angel  or  not.  However,  there  is 
ground  for  thought  in  a  question  raised  by  Dr. 
Rhoda  C.  Edmeston  in  The  International  Lesson 
Annual:  “Would  it  not  have  been  equally  the  mi¬ 
raculous  work  of  God  if  some  secret  Christian 
sympathizer  among  the  guards  had  been  inspired 
to  risk  his  life  to  bring  about  Peter’s  release?”  _ 

Dr.  John  C.  Irwin  says:  “Whenever  our  practical 
twentieth-century  minds  are  tempted  to  rule  out 
miracles  as  impossible,  we  need  to  remember  that 
the  universe  is  not  an  automated  machine.  If  men 
can  alter  the  operation  of  the  law  of  gravity  so 
that  a  heavier-than-air  machine  can  fly,  we  must 


not  assume  that  God  is  powerless  to  act  in  his 
universe.” 

*  *  * 

A  NEW  KIND  OF  PERSECUTION 

It  is  quite  significant  to  note  that  we  have 
the  beginning  of  a  new  kind  of  persecution  of  the 
church  in  this  lesson.  Up  to  now  the  trouble  has 
all  come  from  the  religious  leaders  who  felt  that 
their  kind  of  religion  was  endangered  by  the  new 
spiritual  emphases  being  made  by  the  Christians. 
Now,  we  have  for  the  first  time  a  representative 
of  the  Roman  government  initiating  a  persecution 
for  reasons  of  political  expediency. 

This  is  the  third  Herod  to  whom  we  have  been 
introduced  in  the  New  Testament,  and  each  was 
at  the  bottom  of  the  most  extreme  kind  of  cruelty. 
This  first  had  been  responsible  for  “the  slaughter 
of  the  innocents”  in  an  effort  to  exterminate  the 
baby  Jesus.  The  second  had  been  responsible  for 
the  beheading  of  John  the  Baptist.  Now  the  third 
has  ordered  the  death  of  the  apostle  James  and  the 
lesson  today  says  that  Peter’s  deliverance  came  at 
a  strategic  moment,  “the  very  night  when  Herod 
was  about  to  bring  him  out.”  (12.6)  The  implica¬ 
tion  is  that  Herod  was  about  to  bring  him  out  for 
his  execution. 

The  persecution  of  Christians  by  a  Roman  au¬ 
thority  was  a  threatening  cloud  on  the  horizon  for 
the  Christians.  Untold  thousands  of  the  faithful 
were  to  lose  their  lives  in  the  next  few  years  to 
either  the  whims  or  the  malice  of  Roman  emperors. 
In  a  sense  the  blood  of  all  of  them  is  on  the  hands 
of  Herod  Agrippa,  who  first  took  the  lives  of  Chris¬ 
tians  because  it  pleased  a  powerful  bloc  of  his 
constituents. 

*  *  * 

THE  CHURCH  HAS  PRAYED  FOR 
PETER’S  DELIVERANCE 

It  is  interesting  to  observe  that,  although  he 
was  chained  between  two  guards,  Peter  was  sleep¬ 
ing.  (v.  6)  He  was  able  to  sleep  under  such  cir¬ 
cumstances  because  he  trusted  in  God,  and  he 
knew  that  the  community  of  the  faithful  were  pray¬ 
ing  for  his  deliverance.  Dr.  Charles  M.  Laymon 
says:  “There  are  times  when  sleeping  is  a  kind  of 
giving  up  to  misfortune.  But  there  are  other  times 
when  sleeping  is  a  vote  of  confidence  in  God. 

One  of  the  interesting  stories  told  of  the  sleep¬ 
lessness  that  results  from  the  lack  of  faith  is  one 
that  Bishop  Quayle  used  to  tell.  He  said  that  he  was 
unusually  disturbed  by  some  problem  of  his  parish 
and  was  pacing  the  floor  late  at  night  because  he 
could  not  sleep.  (We  wonder  just  how  many  sleep¬ 
less  nights  your  pastor  spends  because  of  your  prob¬ 
lems.)  He  said  that  after  several  hours  of  this,  a 
voice  came  to  him  saying:  “All  right,  Quayle,  you 
can  go  to  bed  now.  I’ll  sit  up  and  worry  the  rest 
of  the  night.” 

One  of  the  great  ministries  of  the  church  is 
that  of  praying  for  those  with  special  needs  and 
problems.  Although  they  were  themselves  in  real 
danger,  the  Christians  had  gathered  in  the  house  of 
Mary.  The  church  had  no  buildings  of  its  own,  so 
it  used  the  homes  of  its  members  for  meetings.  It 
was  to  this  house  that  Peter  turned,  still  stunned 

and  startled  by  his  deliverance. 

*  *  * 

THOSE  WHO  HAD  PRAYED  WERE 
SURPRISED  WHEN  THEIR  PRAYERS 
WERE  ANSWERED 

When  Peter  knocked  on  the  door  at  Mary’s 
house,  a  maid  named  Rhoda  responded,  and,  al¬ 


though  she  knew  that  the  visitors  in  the  home  were 
in  prayer  for  the  deliverance  of  Peter,  when  she 
announced  to  them  that  the  liberated  Peter  was 
just  then  at  the  door,  they  took  the  same  attitude 
others  had  taken  when  word  came  that  Jesus  had 
been  liberated  from  the  tomb.  “They  said  to  her, 
‘You  are  mad.’”  (v.  15)  It  seems  that  they  were 
not  prepared  to  have  their  prayers  answered. 

Many  sermons  have  been  preached  on  this  very 
subject.  Here  was  the  Christian  community  in  an 
all-night  prayer  vigil  with  a  single  purpose,  and  when 
that  purpose  was  achieved  they  were  not  ready  to 
admit  that  their  prayers  had  been  answered.  There 
is  a  very  cruel  story  told  of  a  high  church  leader 
who  went  into  the  church  to  pray  late  one  night. 
When  he  lifted  his  eyes  and  said,  “Lord,”  a  voice 
came  back  saying,  “Yes,  my  son.”  The  churchman 
was  found  next  morning  dead  of  heart  failure. 

How  many  times  we  have  heard  persons  repeat 
the  Lord’s  Prayer  asking  God  to  let  his  will  be 
done  on  earth  as  it  is  in  heaven.  Many  of  these 
are  totally  unprepared  to  accept  the  answer  to  their 
petition — “the  will  of  God”  done  on  earth  as  in 
heaven. 

*  *  * 

PETER  KEPT  KNOCKING 

After  Peter  was  left  standing  at  the  door  while 
the  maid  tried  to  convince  those  inside  that  he  had 
in  truth  been  released  and  was  standing  at  the  door 
we  read  “But  Peter  continued  knocking.”  (v.  16) 
We  usually  think  of  Peter  as  being  fiery,  impulsive, 
passionate,  but  he  could  be,  when  the  occasion 
called  for  it,  plodding  and  persistent.  Dr.  Theodore 
Farris,  in  The  Interpreters  Bible,  says:  “It  is  worth 
remembering  that  most  people  have  more  than  one 
side  to  their  character.  Certain  traits  are  likely  to 
predominate  over  others,  but  it  is  always  dangerous 
and  unfair  to  interpret  another  person’s  action  sole¬ 
ly  in  the  terms  of  any  single  trait  in  his  character.” 

One  of  the  great  illustrations  of  persistence  in 
American  history  is  the  patience  shown  by  Thomas 
A.  Edison  in  many  of  his  experiments.  We  are  told 
that  he  often  repeated  a  process  1,000  times  when 
he  had  continually  failed  to  have  a  satisfactory  result. 
On  one  occasion  he  was  asked  if  it  was  not  dis¬ 
couraging  to  fail  1,000  times.  He  replied,  “I  do 
not  think  in  terms  of  failing.  I  know  1,000  things 
that  will  not  work.” 

*  *  * 

ALTERNATING  PERSECUTION  AND 
DELIVERANCE  BECOMES  PATTERN 
OF  THE  CHURCH 

One  thing  Luke  has  established  in  our  thinking 
in  this  first  half  of  Acts.  The  story  of  the  early 
Christian  church  is  one  of  alternating  persecution 
and  deliverance.  In  these  first  12  chapters  we  have 
been  introduced  to  three  persecutions — and  this  is 
just  the  beginning.  Each  time  the  persecution  was 
followed  by  a  period  of  peace  and  quiet,  and,  as 
we  read,  following  the  death  of  Herod  Agrippa, 
“the  word  of  God  grew  and  multiplied.”  (Acts 
12:24). 

There  are  many  places  on  earth  where  it  is 
not  easy  to  witness  to  the  Christian  faith.  In  the 
little  African  country  of  Guinea,  missionaries  have 
just  been  ordered  out  by  the  president  who  cannot 
seem  to  distinguish  between  the  truth  of  the  Chris¬ 
tian  gospel  and  Subversion.  (There  are  some  in  our 
older  countries  that  seem  to  have  difficulty  with 
that  distinction.)  One  of  our  Methodist  bishops  is 
regarded  such  a  threat  to  the  peace  of  Portugese 
colonies  in  Africa,  that  he  is  not  allowed  to  visit 
his  own  conferences. 

May  we  close  with  this  question  of  Dr.  Irwin 
in  Bible  Lessons  for  Adults:  “What  is  the  American 
church  praying  for  in  these  days?  Is  it  eager  to  un¬ 
dertake  risks  for  the  kingdom  of  God,  or  is  it 
anxious  not  to  offend  anyone?  Do  congregations 
ask  their  pastors  to  proclaim  the  full  word  of  God 
for  the  entire  range  of  human  life,  or  do  they  warn 
them  to  leave  “controversial  issues”  alone?  If  the 
church  is  at  peace  today,  is  it  necessarily  a  mark 
of  God’s  favor  and  approval?  Or  may  it  be  a  sign 
that  the  church  has  failed  to  witness  for  Christ 
as  it  should?'* 
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The  General  Board  of  the  New  Jersey  Council  of 
Churches  overwhelmingly  rejected  a  resolution  that 
would  have  congratulated  Cassius  Clay,  heavyweight 
champion  who  refused  to  serve  in  the  armed  forces. 
It  turned  down  the  proposal  that  would  have 
thanked  him  “for  the  fine  example  of  loyalty  to  his 
religious  beliefs  that  he  has  set  for  the  youth  of 
America  and  his  financial  and  personal  sacrifices 
for  the  truth  as  he  sees  it.” 


One  of  New  York’s  largest  suburban  banks 
has  decided  not  to  sell  lottery  tickets  for  the 
state.  The  chairman  of  the  Franklin  National 
Bank,  largest  banking  institution  on  populous 
Long  Island,  said  the  decision  was  made  be¬ 
cause  “lotteries  undermine  the  inescapable  re¬ 
sponsibility  of  a  bank  always  to  be  both  a  sym¬ 
bol  and  an  example  of  stability  and  security  in 
the  community.” 


Dr.  Robert  McAfee  Brown,  professor  of  relig¬ 
ion  at  Stanford  University,  recently  defended 
today’s  “hippies”  at  a  press  conference  in  Port¬ 
land,  Ore.  He  said  the  bearded,  sandaled,  un¬ 
washed  “hippies,”  practicing  their  concept  of 
love  for  mankind  in  an  unorthodox  way,  are 
probably  closer  to  the  original  Christian  com¬ 
munity  than  today’s  churches. 

A  small  group  of  Quakers  bent  on  dramatizing  their 
concern  fpr  peace  created  a  minor  disturbance  at 
Expo  67,  the  world’s  fair  in  Montreal.  The  Quakers 
let  it  be  known  to  the  press  in  Montreal  that  they 
were  to  meet  at  the  U.  S.  Pavilion,  where  U.  S. 
Quakers  would  present  a  check  for  medical  sup¬ 
plies  for  war  victims  in  North  Vietnam.  The  man¬ 
agement  of  the  pavilion,  however,  declined  its  hos¬ 
pitality  for  the  occasion. 

Eastman  Kodak,  criticized  by  church  groups 
for  its  repudiation  of  a  job-training  program 
for  Negroes,  made  the  “most  moral  choice” 
possible,  a  specialist  in  management  decision¬ 
making  has  declared.  Dr.  Benjamin  B.  Tregoe, 

Jr.,  Princeton,  N.  J.,  said  however,  that  the 
case  did  not  involve  a  “clear-cut  moral  issue.” 

Coptic  Orthodox  Patriarch  Kyrillos  VI  has  re¬ 
peated  his  often-voiced  demand  for  the  return  of  St. 
Mark’s  body  to  Egypt.  The  relic  is  now  kept  in  the 
Cathedral  of  St.  Mark  in  Venice,  where  it  was  taken 
from  Alexandria  early  in  the  9th  Century.  Accord¬ 
ing  to  Coptic  tradition,  St.  Mark  came  to  Alexan¬ 
dria  and  founded  the  Coptic  Church  in  45  A.  D. 
and  died  a  martyr’s  death  there  17  years  later. 

In  Johannesburg,  South  Africa,  the  Rev.  J. 

A.  Swanpoel  created  considerable  surprise 
when  he  said  he  was  resigning  from  the  minis¬ 
try  because  his  Dutch  Reformed  denomina¬ 
tion  was  showing  “a  tendency  to  move  toward 
Rome”  in  its  teachings. 

Sixty-five  per  cent  of  the  diocesan  priests  in 
the  Roman  Catholic  Archdiocese  of  Portland,  Ore. 
are  in  favor  of  the  clergy  having  the  freedom  of 
choice  to  marry,  according  to  the  results  of  a  sur¬ 
vey  announced  there.  The  questions  on  celibacy 
were  contained  in  a  survey  mailed  to  the  185  di¬ 
ocesan  priests  by  the  Priest’s  Renewal  Committee. 

Episcopal  women  will  no  longer  have  a  state¬ 
wide  women’s  organization  in  Iowa  after  Dec. 
31.  At  the  annual  meeting  in  Davenport,  Epis¬ 
copal  Churchwomen  of  Iowa  voted  119  to  5  to 
disband.  Women  henceforth  will  work  with 
men  of  the  Church  through  existing  depart¬ 
ments  of  the  Diocese  of  Iowa. 

Episcopal  Bishop  James  A.  Pike  has  warned 
that  the  crisis  in  authority  has  led  to  the  decline  of 
institutionalized  religion,  and  unless  the  Christian 
churches  reshape  their  thinking  and  approach  to 
this  problem,  they  are  doomed.  He  issued  the  warn¬ 
ing  during  an  address  at  Trinity  University,  a  Pres¬ 
byterian  school  in  San  Antonio,  Tex. 


Cardinal  Joseph  Ritter,  Archbishop  of  St.  Louis, 
said  the  vast  U.  S.  parochial  school  system  would 
not  be  started  if  it  were  proposed  today  for  the 
first  time.  In  a  special  televised  interview  on  his 
50th  anniversary  as  a  priest,  the  cardinal,  taking 
note  of  the  pluralistic  atmosphere  of  the  world  today 
and  the  impossibility  of  educating  every  child  in  a 
Catholic  school,  said  that  “if  we  were  confronted 
with  the  question  of  whether  we  should  start  paro¬ 
chial  schools  today,  I  am  sure  they  would  not  be 
started.” 


(RNS  Photo) 

EDINBURGH  —  General  view  of  the  opening  ses¬ 
sion  of  the  Church  of  Scotland  (Presbyterian)  Gen¬ 
eral  Assembly  in  Edinburgh.  Dr.  W.  Roy  Sanderson, 
newly  elected  moderator,  is  shown  as  he  turned  to 
hear  the  address  of  the  Lord  High  Commissioner 
from  the  throne  gallery.  On  Dr.  Sanderson’s  left  is 
the  retiring  moderator,  Dr.  R.  Leonard  Small. 


Earlier  the  10,000  ministers  at  the  Baptist 
Convention  Pastors’  Conference  were  repeat¬ 
edly  told  during  their  two-day  meet  that  the 
church  must  become  more  involved  in  social 
issues.  The  outgoing  president  of  the  pastors, 
the  Rev.  C.  A.  Roberts  of  Tallahassee,  said: 

“It  is  time  that  we  ministers  stop  throwing 
away  the  ball  and  adopt  a  policy  of  penetrating 
the  many  worlds  about  us.” 

Archbishop  John  P.  Cody  of  Chicago,  formerly  of 
New  Orleans  is  one  of  four  Americans  who  will  be 
raised  to  Cardinal  in  a  consistory  on  June  26.  The 
three  other  Americans  to  be  elevated  are:  Patrick 
A.  O’Boyle  of  Washington,  D.  C.,  John  J.  Krol  of 
Philadelphia,  and  Msgr.  Francis  Brennan,  dean  of 
the  sacred  Roman  Rota,  a  court  of  appeals  at  the 
Vatican.  He  is  a  native  of  Pennsylvania. 

These  appointments  will  bring  the  College  to 
a  historic  high  membership  of  120,  including 
37  Italians  and  9  Americans. 


Although  the  annual  assembly  of  the  Congregational 
Union  of  Scotland  accepted  a  “Basis  and  Plan  of 
Union”  with  Britain’s  Presbyterians  and  recom¬ 
mended  its  study  to  denominational  churches,  the 
document  is  not  having  smooth  sailing  in  Scotland. 
One  critic  of  the  proposal,  the  Rev.  James  Proud- 
foot  of  Kirkcaldy,  said,  “I  cannot  say  that  I  am 
happy  with  the  plan.  I  don’t  want  to  give  up  Con¬ 
gregationalism  to  become  a  Presbyterian.” 

The  second  Pacem  in  Terris  conference  re¬ 
cently  closed  in  Geneva  with  continued  criti¬ 
cism  of  U.  S.  policy  in  Vietnam,  but  also  with 
criticism  of  the  criticism.  Dr.  Robert  M.  Hutch¬ 
ins,  president  of  the  Center  for  the  Study  of 
Democratic  Institutions,  which  sponsored  the 
four-day  conference,  said  consensus  of  the  dele¬ 
gates  present  was  that  the  war  in  Vietnam  was 
at  best  a  mistake.  Criticism  of  the  criticism 
came  from  Porter  McKeever  of  New  York, 
executive  vice-president  of  the  United  Nations 
Association  of  the  United  States,  who  said: 

“I  have  sat  here  and  heard  words  like  ‘savage,’ 
‘brutal,’  ‘uncivilized,’  applied  to  a  country 
which  has  poured  its  human  and  material  re¬ 
sources  into  the  hands  of  others  on  a  scale 
for  which  history  has  no  precedent.” 

The  Roman  Catholic  Church  has  formally  reasserted 
its  traditional  teaching  that  Jesus  Christ  is  “sub¬ 
stantially  present”  in  the  bread  and  wine  consecrated 
at  Mass.  In  a  12,000  word  document,  the  church 
also  repeated  frequent  papal  warnings  against  ex¬ 
treme  liturgical  experiments  and  asserted  that  the 
bishops,  not  individuals,  must  decide  what  is  proper 
in  Eucharistic  ceremonies.  It  said:  “The  Eucharist 
is  not  a  rite  established  on  private  initiative,  but  the 
church’s  public  worship,  the  regulation  of  which  was 
entrusted  by  Christ  to  the  Apostles  and  their 
successors.” 

The  Sunday  School  Times,  a  108-year-old  re¬ 
ligious  weekly  newspaper  published  in  Phila¬ 
delphia,  suspended  publication  with  its  May  27 
edition.  Its  closing  was  announced  in  a  box  on 
Page  1  of  the  publication,  saying  “income  from 
subscriptions,  advertising  and  gifts  was  not 
sufficient  to  continue  publication.” 

New  York  has  a  new  campaign — “I  Give — Won’t 
Gamble.”  It  was  inaugurated  on  the  day  some  $1 
million  worth  of  state  lottery  tickets  were  sold  in 
New  York  City.  The  campaign  began  as  the  city’s 
banks  reported  long  lines  of  lottery  purchasers 
queued  up  at  their  windows. 

Sponsored  by  the  Salvation  Army,  the  program 
opposing  the  lottery  is  restricted  to  Army  per¬ 
sonnel.  Rather  than  buy  the  $1  lottery  tickets 
(about  50  per  cent  of  the  state’s  gross  will  go 
to  aid  education)  members  of  the  Salvation 
Army  will  donate  $1  to  assist  state  education. 

A  Protestant  theologian  and  the  superior  general  of 
the  Paulist  Fathers  have  sharply  criticized  Bishop 
Thomas  K.  Gorman  for  his  directive  to  Paulists  to 
leave  the  Roman  Catholic  Diocese  of  Dallas-Fort 
Worth.  Dr.  Albert  C.  Outler,  professor  at  Perkins 
School  of  Theology  and  a  delegate-observer  at  the 
Second  Vatican  Council,  said  Bishop  Gorman  erred 
in  his  decision. 

The  situation  developed  when  Bishop  Gorman 
announced  that  he  was  terminating  a  contract 
with  the  Paulists  which  had  been  in  effect  for 
11  years.  The  religious  order  came  to  the  dio¬ 
cese  to  establish  a  parish  in  Richardson  and 
to  conduct  Newman  Club  activities  at  non- 
Catholic  colleges  and  universities  in  the  diocese. 

The  179th  General  Assembly  of  the  United  Pres¬ 
byterian  Church  rejected  as  likely  to  produce 
“chaos”  a  proposal  that  it  support  “selective  con¬ 
scientious  objection.”  A  proposal  to  back  young 
men  “conscientiously  opposing”  armed  service  in 
particular  wars  in  which  the  nation  might  be  engaged 
was  urged  by  the  Assembly’s  Church  and  Society 
Committee.  The  Assembly  did  support  wider 
grounds  for  conscientious  objection. 
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Rev.  L.  R.  Branton 


School  of  Christian  Mission 


Mrs.  G.  W.  Dameron 


Mrs.  H.  M.  Russell 


Mrs.  W.  E.  Trice 


Mrs.  Sam  B.  Dunbar 


Major  thrust  of  the  plenary  sessions  at  the  School 
of  Christian  Mission  this  summer  will  be  ECUME¬ 
NISM. 

Four  topics  for  study  will  cluster  under  this  gen¬ 
eral  emphasis  and  will  be  the  topics  of  the  applica¬ 
tion  groups. 

The  Reverend  Ray  Branton,  pastor  of  the 
Aurora  Methodist  Church  in  New  Orleans,  will 
serve  as  coordinator  for  the  leaders  of  these  appli¬ 
cation  groups  as  they  combine  their  efforts  to  plan 
and  present  the  plenary  sessions  at  the  School. 


Ecumenicity 

Ecumenicity  (church  unity)  is  one  of  the  most  dis¬ 
cussed  developments  within  Christianity  this  century 
and  yet  few  of  us  are  really  aware  of  what  it  is  all 
about.  This  course  gives  scriptural  and  theological 
bases  far  it,  outlines  the  history  and  discusses  the 
spirit  in  which  we  need  to  consider  and  grow  in 
church  unity. 

EVERYONE  IN  THE  SCHOOL  IS  ASKED  TO  READ 
THE  TEXT  FOR  THIS  COURSE-That  the  World  May 
Believe  by  Albert  C.  Outler  $1.00.  This  is  important 
since  all  application  groups  will  be  related  to  the 
topic  of  Ecumenism  through  the  plenary  sessions. 
Guide  to  "That  the  World  May  Believe"  by  Dorothy 
McConnell 

Leader  for  the  application  group  on  Ecumenicity 
will  be  Mrs.  W.E.  Trice,  wife  of  Dr.  W.E.  Trice,  pas¬ 
tor  of  University  Park  Methodist  Church  in  Dallas, 
Texas.  The  Trice's  served  the  University  Methodist 
Church  in  Baton  Rouge  for  twenty-five  years.  Mrs. 
Trice  has  served  the  Louisiana  Conference  Woman's 
Society  of  Christian  Service  as  secretary  of  student 
work,  youth  work,  and  as  recording  secretary.  She 
has  been  president  of  the  Baton  Rouge  District  Wo¬ 
man's  Society,  a  delegate  to  South  Central  Jurisdic¬ 
tion  Woman's  Society  and  assistant  editor  of  Louisi¬ 
ana  Conference  News. 

Leora  is  an  experienced  teacher  in  Schools  of  Chris¬ 
tian  Mission.  Her  other  interests  rar.ge  from  Family 
Court  through  tennis  and  P.T.A.  to  flowers.  She  is 
presently  engaged  in  trying  to  make  azaleas,  camel¬ 
lias,  and  hibiscus  act  in  North  Texas  as  they  do  in 
Louisiana 


Mrs.  -C.  R.  McCammon,  wife  of  the  minister  of 
First  Methodist  Church  in  Franklin,  is  to  be  "lead¬ 
ership  chairman"  this  summer  at  the  School  of 
Christian  Mission,  July  17-21,  at  Centenary  College. 
A  major  block  of  time  at  the  school  will  be  set 
aside  for  leadership  training  sessions  led  by  Con¬ 
ference  officers,  secretaries  and  chairmen  and  coor¬ 
dinated  by  Mrs.  McCammon. 

Janelle,  former  secretary  of  missionary  personnel 
and  of  youth  work,  is  currently  editor  of  CHRISTIAN 
SERVICE  TIMES  for  the  Woman's  Society.  She  will 
deliver  the  keynote  address  for  Guild  Weekend, 
July  21-23  at  Centenary  College. 


Purposes  projected  for  the  sessions  have  been 
to  consider  current  leadership  trends  and  their  po¬ 
tentials  for  the  Woman's  Society  and  Wesleyan  Ser¬ 
vice  Guild  and  to  develop  personal  leadership  poten¬ 
tial. 


Christ  &  the  Faiths  of  Man 

ENCOUNTER  OF  THE  FAITHS  by  Georgt  Wayland 
Carpenter  $1.75 

THE  BIBLE  AND  THE  FAITHS  OF  MEN  by  Dr.  V.E. 
Devedutt  $  .85 

STUDY- ACTION  MANUAL  "CHRIST  AND  THE 
FAITHS  OF  MEN"  by  Mrs.  C.  SJ.  Hunter  $1.25 
What  does  the  man  of  another  faith,  or  of  none,  see 
and  hear  as  he  looks  at  your  church  and  mine,  at  you  and  at 
me  --  Christians?  Those  choosing  this  application 
group  will  study  other  faiths  and  search  for  a  way  to 
relate  to  these  faiths  in  a  lively,  practical  and  Chris¬ 
tian  Way.  They  will  consider  to‘o,  what  we  can  say 
about  our  faith  and  how  we  should  say  it. 

Leaders  of  the  two  application  groups  on  "Christ 
and  the  Faiths  of  Men"  will  be: 

Mrs.  G.W.Dameron,  a  native*  Louisianian,  has  serv¬ 
ed  the  Woman's  Society  at  every  level  and  has  been 
a  member  of  the  Board  of  Missions  of  The  Methodist 
Church.  She  is  the  immediate  past-president  of  the 
Louisiana  Conference  Woman's  Society. 

Estelle  has  taught  in  Schools  of  Christian  Mission 
throughout  the  South  Central  Jurisdiction  and  was 
assistant  dean  of  the  Gulf  Regional  School  for  two 
years.  She  has  been  chairman  of  the  Conference  Com¬ 
mission  on  Christian  Vocations  and  is  presently 
serving  as  chairman  of  the  Conference  Committee  on 
Mission  Studies.  She  was  a  delegate  to  the  1964  and 
1966  General  Conference  and  to  the  1966  World  Coun¬ 
cil  of  The  Methodist  Church  in  London,  England. 

Mrs.  Dameron  is  the  wife  of  the  Reverend  George 
Dameron  and  they  have  one  son,  Dr.  George  Dameron, 
Jr.,  and  three  grandchildren. 

Mrs.  H.M.  Russell,  a  native  of  Tennessee,  is  also 
married  to  a  Methodist  minister,  a  District  Superin¬ 
tendent  in  the  Holston  Conference.  She  has  served 
as  president  of  the  Holston  Conference  Woman's  So¬ 
ciety,  has  served  one  term  as  Secretary  of  promotion 
for  the  Southeastern  Jurisdiction  and  is  now  presi¬ 
dent  of  that  jurisdiction. 
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JUNE 


-  Centenary  College , 


Mrs.  W.  B.  Landrum  Mrs.  Dean  Isaacs 


July  17-21 


Mrs.  J.  Russell  Henderson  Mrs.  C.  R.  McCammon 


Miss  Marie  White 


heme: 

4MON  FAITH" 


At  the  Wesleyan  Service  Guild  Weekend  the  same 
four  studies  will  be  skillfully  combined  in  a  single 
presentation  by  Mrs.  J.  Russell  Henderson  of  Little 
Rock,  Arkansas.  Mrs.  Henderson,  a  member  of  the 
Board  of  Missions  of  The  Methodist  Church,  has 
served  the  Woman's  Society  as  secretary  of  Christ¬ 
ian  social  relations  of  the  SouthCentral  Jurisdiction 
and  as  president  of  the  Little  Rock  Conference  of 
of  The  Methodist  Church  as  well  as  in  many  other 
capacities.  She  is  well  known  and  well  loved  as  a 
teacher  in  schools  of  Christian  mission  and  as  an 
able  leader  in  all  phases  of  church  work. 

The  Guild  Weekend  program  chairman  is  Miss 
Maree  White,  Guild  Conference  Recording  Secretary. 
Maree  teaches  seniors  at  Opelousas  High  School  as 
a  profession.  Her  church  and  Guild  memberships  are 
at  the  Louisiana  Memorial  Methodist  Church.  Before 
becoming  Conference  Recording  Secretary  in  1963 
she  served  in  most  offices  in  the  local  Guild  and 
served  four  years  as  Lafayette  District  Secretary. 

We  look  forward  to  the  Guild  Weekend  program  with 
the  theme  "Lift  Us  To  High  Resolve-Through  Faith- 
In  Christ  For  Service." 


Japan  has  moved  ahead  in  the  past  twenty  years  in 
tremendous  strides  and  her  people  have  adjusted  to 
change  in  the  world  about  them,  in  their  way  of  life, 
in  their  attitudes  and  values.  The  church  in  Japan  is 
seeking  a  way  to  interpret  the  Gospel  to  modem  man 
so  that  he  can  recognize  in  it  the  answer  to  his  need. 
We  need  to  know  more  of  the  method  of  adjusting  to 
change  and  of  interpreting  the  gospel  in  a  time  of 
change.  The  study  of  Japan  at  this  time  is  of  parti¬ 
cular  value. 

The  Response  of  the  Church  in  Changing  Japan  by 
Charles  H-  Germany,  $1.75  and  the  Adult  Guide  on 
Japan  by  Miriam  Brattain  ($.75)  are  backed  up  by  the 
Adult-Youth  book,  This  Is  Japan  Today  by  Buma 
giving  three  excellent  tools  for  the  study  of  Japan. 

Leading  the  study  in  the  Louisiana  school  will  be: 

Mrs.  Sam  Dunbar,  business  woman  with  the  Fede¬ 
ration  of  Churches  in  New  Orleans.  Mrs.  Dunbar  has 
served  as  conference  officer  in  missionary  education 
and  supply  work  and  was  the  South  Central  Jurisdic¬ 
tion  secretary  of  supply  for  eight  years.  She  has  trav¬ 
eled  extensively— has  visited  Japan  twice  and  was  in 
Africa  this  past  summer. 

Mrs.  W.B.  Landrum,  Regional  Secretary  for  the  Wo¬ 
man's  Division— in  the  Atlanta  Region,  has  had  wide 
experience  in  the  work  of  the  Woman's  Society  at  lo¬ 
cal,  district,  conference  and  jurisdiction  levels  and 
was  a  member  of  the  Board  of  Missions  in  the  second 
guadrennium.  Mrs.  Landrum  is  an  accredited  teacher 
and  has  taught  courses  on  the  work  of  the  Woman's 
Society.  In  1962  she  traveled  around  the  world 
spending  six  weeks  in  Japan  and  six  in  Korea  in  lea¬ 
dership  development  with  the  women  and  in  speaking 
in  churches,  colleges  and  universities  in  Japan  and 
Korea. 


Man  and  Community 

PATHS  TO  WORLD  ORDER,  the  text  for  the  appli¬ 
cation  group  "Man  and  Community"  is  written  by 
Andrew  W.  Cordier  and  Kenneth  Maxwell.  At  a  time 
when  we  sense  a  great  need  for  understanding  of  our 
fellow  men  and  for  channels  of  communication  around 
the  world,  titles  such  as  these  for  the  text  and  this 
application  group  call  us  to  study. 

The  group  will  be  led  in  the  Louisiana  school  by 
Mrs.  Dean  Isaacs,  daughter  of  a  Methodist  minister 
and  wife  of  a  range  conservationist  with  the  Soil 
Conservation  Service.  Mrs.  Isaacs  has  served  the  Woman's 
Society  of  Christian  Service  as  Conference  secretaryof  mem- 
vership  cultivation  and  district  secretary  of  mission¬ 
ary  education  and  service  as  well  as  in  ecumenical 
movements.  She  is  a  church  organist,  teaches  piano, 
and  has  two  sons— one,  a  senior  at  the  University  of 
Texas,  working  in  anthropology  and  related  social 
problems  in  research;  and  one,  teaching  in  the  physics 
department  at  Nebraska  Wesleyan  University  in  Lin¬ 
coln. 


Program  Materials 

A  NOTE  FROM  MRS.  ROBERT  REICH-Louisiana 
Conference  Secretary  of  Program  Materials: 

Order  your  texts  for  these  studies  ahead  from: 
SERVICE  CENTER,  7820  Reading  Road,  Cincinnati, 
Ohio,  —  45237.  You  will  have  faster,  more  accurate 
service  if  you  will  order  them  through  your  local  sec¬ 
retary  of  program  materials.  Service  Center  has  a 
computerized  system  for  handling  orders  and  your 
local  secretary  of  program  materials  has  a  card  and 
number  onfile  there  which  allows  orders  going  through 
her  to  move  in  streamlined  fashion. 

The  Conference  Woman's  Society  has  two  copies 
of  the  film  strip  "The  Walls  Fall  Down"  which  will 
help  your  church  or  society  understand  the  steps  to¬ 
ward  dissolving  the  Central  Jurisdiction  of  The  Me¬ 
thodist  Church,  Write  Mrs.  Robert  Reich,  333  East 
Boyd,  Baton  Rouge— 70808,  if  you  are  interested. 
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•  On  a  Wide  Circuit 

Our  greatest  army 

By  W.  W.  Reid 

The  months  of  May  and  June,  1967, 
saw  the  largest  “parades”  of  American 
youth  in  the  history  of  the  nation. 
They  weren’t  protesting  anything;  they 
weren’t  demonstrating  for  or  against 
any  “cause”  or  “ism;”  they  carried  no 
placards  nor  banners,  nor  did  they 
shout  any  slogans  that  jeered,  or  de¬ 
nounced,  or  satarized  their  elders  or 
their  nation.  They  were  —  and  are  — 
America’s  most  powerful  army  for  to¬ 
day  and  tomorrow  —  the  “regular” 
army  of  young  people  going  “on 
leave”  from  school  classes  for  the 
summer. 

It  is  estimated  that  1967  finds  some 
6,000,000  American  youth  enrolled  in 
higher  education  —  colleges,  univer¬ 
sities,  and  professional  schools.  Popu¬ 
lation  and  age  increases  and  new  em¬ 
phasis  on  education  indicate  that  by 
1975  we  may  expect  9,000,000  in  such 
institutions.  In  addition,  secondary 
schools  now  enroll  more  than  16,000,- 
000  youth;  and  the  elementary  schools 
more  than  40,000,000.  This  is,  indeed, 
a  sizeable  army  —  the  nation’s  hope, 
strength,  and  security. 

It  is  unfortunate  for  youth  (and  for 
those  adults  “conditioned”  to  look 
askance  at  youth)  that  this  “army”  and 
its  long  and  sometimes  arduous  “train¬ 
ing”  for  service  seldom  are  considered 
“news”  in  our  mass  media  of  com¬ 
munication.  The  radio  blares  forth, 
the  TV  cameras  rush  to  action,  and 
the  newspapers  vie  for  bolder  head¬ 
lines  when  one  youth,  or  a  group  of 
them  commit  some  act  of  violence  that 
shocks  society;  and  our  minds  and  eyes 
are  fed  a  continuous  diet  of  stories 
and  pictures  of  youthful  bandits,  dis¬ 
orderly  groups  of  rioters,  dope  addicts, 
“joiners”  in  any  protest,  and  a  con¬ 
fusion  of  miniskirts,  abbreviated 
slacks,  curling  hair  and  beards — not 
“evil”  or  “criminal”  but  indicating  a 
protest  against  convention,  and  a  de¬ 
sire  for  attention  or  “recognition.” 

The  law-breaking,  the  queer,  the 
capricious  behavior  of  the  few — often 
the  very  few — becomes  “news”  on  the 
media  of  communication:  the  law- 
abiding,  “normal,”  courteous  and  well- 
behaved  great  majority  are  too  com¬ 
mon  to  be  “news.”  (The  journalism 
schools  define  “news”  as  “what  people 
do;”  but  in  actual  reportorial  practice 
It  is  the  unique,  the  abnormal,  the 
anti-social,  and  the  bizarre  things  that 
people  do  that  find  their  way  into 
print). 

And  this  is  unfortunate  for  at  least 
two  reasons.  In  the  first  place,  it  gives 
us  a  warped  and  wholly  false  “image” 
of  the  new  generation.  We  have  diffi¬ 
culty  in  not  identifying  youth  (all 
youth)  with  the  few  who  are  in  print 
on  our  front  pages  because  of  their 
^‘moving  away  from  center”  (or  from 
society’s  edicts  concerning  their  be¬ 
havior);  and  we  never  see,  and  seldom 
hear  about  that  far  greater  “parade” 
in  and  from  our  schools — the  millions 
who  are  not  dropouts,  or  addicts,  or 
delinquents. 

Worse  yet,  our  young  people  do  not 
know  themselves  as  they  really  are. 
They  see  only  this  mass  communica¬ 
tion  “news”  of  youth.  Those  in  the 
news  are  “recognized;”  this  is  the  road 
to  the  recognition  that  makes  one 


One  problem  we  face  in  this  column 
is  the  difficulty  of  commenting  on  some 
happenings  because  by  the  time  the 
comment  reaches  you,  the  news  basis 
is  out  of  date.  Every  newspaper  man 
who  is  a  realist  knows  that  he  is  not 
writing  imperishable  prose  (though 
some  fine  prose  has  been  produced  by 
newspapermen).  He  is  writing  for  the 
moment.  And  no  news  is  such  cold 
news  as  old  news. 

By  the  time  you  read  this  the  news 
that  Sir  Francis  Chichester  has  land¬ 
ed  successfully  in  Plymouth  is  old  in¬ 
deed.  The  media  of  television  and  ra- 
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dio,  and  the  fast  communication  of 
news  in  the  modern  world  makes  sure 
of  that.  But  I  make  no  apology  for 
featuring  him  this  week. 

I  was  not  privileged  to  be  on  Plym¬ 
outh  Hoe  when  he  landed.  But  I  was 
numbered  amongst  the  millions  who 
watched  the  whole  thing  on  television. 
Ironically,  we  television  viewers  saw 
more  of  the  great  moment  than  those 
who  were  there,  peering  through  the 
gathering  darkness. 

And  it  was  a  great  moment.  Please 
forgive  my  pride  in  a  British  seaman, 
reminiscent  of  Drake,  who  used  this 


stand  out  as  an  individual,  stand  out 
from  the  crowd.  There  is  a  “con¬ 
tagion”  that  can  easily  catch  hold  of 
one  when  recognition  through  publicity 
singles  out  a  person  or  a  group  from 
others:  this  is  why  excessive  picturing 
of  long-haired  boys,  or  short-skirted 
girls,  or  rioting  students  will  often  give 
rise  to  a  new  trend,  or  fashion,  or 
activity.  If  these  episodes  were  given 
their  rightful  and  proportionate  place 
in  the  press  and  not  blown  up,  many  of 
these  social  excesses  might  be  avoided. 

I  have  before  me  a  copy  of  the 
Windber  Era  (Windber,  Pa.;  popula¬ 
tion  9,000)  of  May  17.  About  a  fourth 
of  this  32-page  weekly  is  devoted  to 
news  of  the  young  people  attending 
and  graduating  from  the  four  high 
schools  of  the  surrounding  area.  Here 
are  pictures  of  the  activities  of  couples 
and  small  groups,  class  officers,  activi¬ 


ties  of  the  clubs,  plans  for  the  summer 
and  for  college;  and  brief  essays  by 
graduates  (pictured)  with  such  titles 
as:  “Preparation  Said  Vital  to  Future,” 
“Seniors  on  Brink  of  Being  Adults,” 
“Learning  Process  Must  Never  End,” 
“Challenge  Awaits  1967  Graduates,” 
“Being  a  Christian  Is  My  Aim.”  Here 
is  worthy  recognition  of  “average 
American  students.”  How  much  more 
normal  and  representative  than  stories 
of  delinquency! 

Some  other  papers,  I  know,  simi¬ 
larly  “recognize”  their  community 
youth.  But  not  nearly  enough  mass 
communication  —  not  even  church 
media  —  do.  A  wider  emphasis  on, 
and  recognition  of,  “the  great  good  in 
the  great  majority  of  our  youth,”  their 
improved  image  of  themselves  —  and 
our  true  image  of  them  —  could  lift 
them  to  new  social  and  moral  heights. 


&  Jlcufman'l  WUneiA. 


by  Charles  A.  Stuck/Lay  Evangelist 


HOW  CAN  WE  STOP  WAR? 

The  war  in  Vietnam  continues  to 
drain  dollars  and  blood  from  our 
country.  The  trouble  in  the  Near  East 
adds  another  cause  for  deep  concern. 
The  threat  of  a  civil  war  in  Nigeria, 
even  though  far  away,  gives  us  any¬ 
thing  but  quieting  thoughts.  Certainly 
these  are  troubled  days.  If  it  were  not 
so  tragic  it  would  be  just  plain  boring 
to  read  about  these  new  areas  of  dis¬ 
turbance  constantly  developing  before 
our  eyes. 

Some  thoughtful  persons  are  trying 
to  fathom  in  their  minds  where  the  end 
of  this  will  come.  Most  people  throw 
up  their  hands  in  complete  frustration 
and  try  to  drive  it  out  of  their 
thoughts. 

But  millions  of  others  cannot  be  rid 
of  the  terror  of  it.  Fathers,  mothers, 
grandparents,  wives,  children;  all  of 
these  have  a  deep  and  tender  invest¬ 
ment  in  the  wars  so  many  miles  away. 
What  can  be  done  to  bring  them  to  a 
close?  How  can  we  stop  the  shooting, 


even  thought  we  might  not  have  a  last¬ 
ing  peace?  Is  there  any  end  to  this  bit¬ 
ter  blood-letting  that  continues  ta 
reach  into  our  hearts? 

Some  of  our  military  men  have  told 
us  that  pacification  can  come  by 
heavier  involvement.  On  the  very  face 
of  it,  that  cannot  be  a  proper  answer. 
One  never  promoted  peace  by  fash¬ 
ioning  new  and  more  destructive  arms. 
Love  was  never  created  by  hating  an¬ 
other  person  or  nation.  So  this  will 
not  answer  our  questions. 

A  Psalm  writer  penned  these  hope¬ 
ful  words  .  .  .  “He  makes  wars  to 
cease  .  .  .” 

Man  has  seldom  claimed  the  limit¬ 
less  power  of  God  on  any  occasion. 
We  are  prone  to  try  any  hard  task  by 
ourselves.  And  making  wars  to  cease 
is  no  exception.  We  want  to  do  it  our 
own  way. 

How  far  are  we  willing  to  go  in 
asking  God  to  stop  the  war  in  Vietnam 
on  His  terms  instead  of  ours?  We 
like  to  think  that  God  is  on  our  side, 
but  are  we  sure  we  are  on  God’s  side? 


same  vast  Plymouth  Sound.  But  there 
was  more  than  national  pride  in  this 
moment.  This  man  was  actually  sixty- 
five  years  old  —  what  we  in  Britain 
sometimes  call  an  “old-age  pensioner.” 
He  had  suffered  from  lung  cancer,  and 
had  undergone  a  marvellous  cure.  And 
when  the  Press  conference  took  place 
in  Plymouth’s  majestic  civic  hall,  some¬ 
one  asked  him  if  he  would  like  to  do 
the  trip  again.  “Not  for  a  week”  he 
replied! 

This  great  round-the-world  voyage 
says  something  to  us  about  the  human 
spirit.  In  essential,  we  are  dissatisfied 
men.  We  conquer  Everest,  and  then 
space  beckons  us.  We  sail  the  seas,  and 
a  lonely  vigil  round  the  Horn  is  a 
challenge.  We  break  this  record,  only 
to  see  that  it  is  broken  again  and  yet 
again. 

There  is  an  instinct  for  the  highest 
in  us  all.  The  real  danger  is  that  we 
get  too  easily  satisfied  with  the  lowest. 
The  easily-attainable  is  something  that 
Christians  reject,  or  ought  to  reject. 
For  the  Christian  it  is  not  enough  to 
have  a  staircase  to  the  first  floor  — 
he  wants  nothing  less  than  a  ladder  to 
the  stars.  And  in  the  faith  he  has  just 
this.  Jesus  Christ  came,  not  to  make 
us  a  little  bit'  better  than  we  are,  but 
to  raise  us  to  the  heights  to  which  we 
belong.  And  for  those  of  you  who  are 
enthusiastic  about  John  Wesley  that  is 
something  about  the  doctrine  of  per¬ 
fection!  Is  that  such  a  far  cry  from 
the  wonderful  sailing  achievement  of 
Sir  Francis  Chichester?  I  think  not. 

I  fancy  he  is  a  perfectionist! 

*  *  * 

NEVER  ON  SUNDAY 

We  have  had  a  little  controversy 
lately  about  the  use  of  Sunday.  Some 
of  our  younger  ministers  in  the  border 
country  between  England  and  Wales 
have  been  experimenting  in  the  use  of 
Sunday  with  their  young  people.  Out¬ 
rage  has  been  the  result,  and  church 
leaders  have  resigned  over  issues  about 
whether  young  people  should  be  al¬ 
lowed  social  activity  as  well  as  wor¬ 
ship,  sponsored  by  the  church. 

From  what  we  hear  in  this  country 
about  the  imaginative  way  in  which 
some  of  your  churches  make  Sunday  a 
rallying-point  for  all  kinds  of  activity 
in  the  church,  we  still  have  a  lot  to 
learn  in  coming  to  terms  with  the 
modem  day  in  this  country. 

It  would  be  a  good  thing  if  we 
could  get  the  issues  clear  about  mak¬ 
ing  rules  for  ourselves.  “If  you  do 

Please  turn  to  page  15 


As  long  as  we  make  Him  a  tribal 
war  god  we  can  never  know  the  mean¬ 
ing  of  true  peace. 

God  has  made  wars  to  cease  in  the 
past.  He  can  make  them  to  cease  to¬ 
day.  But  we  also  have  a  part  in  it. 
We  must  ask  Him  to  show  us  the 
route  that  He  wants  our  country  to 
follow. 

There  is  another  step  that  we  must 
take.  Jesus  told  His  followers  to  pray 
for  their  enemies.  And  that  order  is  as 
good  today  as  it  was  ages  ago.  Are 
we  praying  for  the  young  men  in  the 
opposing  armies?  Their  families  love 
them  as  much  as  our  families  love  our 
young  men. 

Could  it  be  that  God  is  waiting  to 
see  if  we  have  the  Christian  grace  to 
pray  for  our  enemies  before  He  grants 
us  peace?  Could  it  be  that  this  is  hold¬ 
ing  up  the  beginnings  of  a  real  peace? 
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Dean  Peerman,  editor,  FRONT-  Brown  and  Daniel  Callahan.  Surely 
LINE  THEOLOGY,  $4.50,  John  we  must  call  that  an  All-American 
Knox  Press,  172  pp.  Team. 

This  is  a  collection  of  nineteen  es¬ 
says  by  modern  theologians  concern-  — o — 

ing  the  basic  issues  that  are  current-  Carl  F.  H.  Henry,  EVANGEL- 
ly  being  kicked  around  on  the  the-  ICALS  AT  THE  BRINK  OF  CRISIS, 

ological  scene.  There  appeared  first  $1.95  (paperback),  Word  Books,  120 
in  the  “How  I  am  Making  Up  My  pp. 

Mind”  series  in  The  Christian  Century,  With  a  sub-title  “Significance  of  the 
and  when  seen  together  they  must  be  World  Congress  on  Evangelism,”  Dr. 

recognized  as  an  outstanding  collec-  Henry,  editor  of  CHRISTIANITY  TO- 

tion  of  articles  in  the  nature  of  self-  DAY  which  sponsored  the  congress, 

analysis.  goes  a  bit  farther  than  just  an  analysis 

It  is  entirely  possible  that  the  book  of  last  summer’s  Berlin  meeting.  It  ap- 

may  truly  measure  up  to  the  evalu-  pears  to  us  he  makes  of  this  little 

tion  of  the  dust  jacket:  “In  book  form,  book  a  manifesto  which  declares  that 

they  make  the  freshest  statement  to  ecumenical  Christianity  and  conciliar 

date  of  current  theological  trends  and  ecumenism  cannot  both  survive, 

give  a  firsthand  look  at  the  men  be-  He  says,  “It  is  my  personal  convict 
hind  them.”  tion  that  the  next  ten  years — the  dec- 

There  is  a  fine  introduction  by  Dr.  ade  between  now  and  the  end  of  1975 
Martin  E.  Marty  in  which  he  gives  an  — are  critical  ones  for  both  conciliar 
exciting  evaluation  of  just  where  we  ecumenism  and  evangelical  Christian- 
are  in  the  theological  interchange.  If  ity.  If  conciliar  ecumenism  continues 
the  price  were  a  little  less,  we  would  to  repress  the  evangelical  witness,  and 
feel  no  reluctance  at  all  in  saying  the  prevents  it  from  coming  to  formative 
introduction  to  the  book  is  well  worth  ecumenical  influence,  then  conciliar 
the  price.  ecumenism  can  only  bog  into  a  re- 

The  line-up  of  the  authors  includes:  tarded  form  of  Christianity.”  Any  book 
Landon  Gilkey,  John  B.  Cobb,  Jr.,  which  makes  such  a  claim  as  that  ought 
Paul  M.  Van  Buren,  Gordon  D.  Kauf-  to  be  read  by  friends  and  foes  of  both 
man,  James  M.  Robinson,  William  the  movements  indicated  because  they 
Hamilton,  Thomas  J.  J.  Altizer,  Ken-  sound  like  “fighting  words”  to  both, 
neth  Hamilton,  Gregory  Baum,  O.S.A.,  There  are  three  major  sections:  “the 
Jaroslav  Pelikan,  Van  A.  Harvey,  evangelicals  and  the  theological  crisis,” 
Claude  Welch,  Schubert  M.  Ogden,  “evangelicals  and  the  social  crisis,”  and 
James  M.  Gustafson,  Richard  R.  Nie-  “evangelicals  and  the  ecumenical 
buhr,  Harvey  Cox,  Robert  McAfee  crisis.” 


Harold  Howe,  U.S.  Commissioner  of 
Education:  “Nothing  is  safer  these  days 
than  denouncing  bigotry.  But  I  find 
myself  puzzling  over  which  is  worse, 
honest  bigotry  or  well-intentioned  tim¬ 
idity.” 

U  99 

Philip  Johnson,  architect  who  de¬ 
signed  the  exterior  of  the  new  Hen¬ 
drix  library,  in  a  speech  delivered  in 
Washington,  D.C.:  “We  have  an  ac¬ 
counting  to  give  to  history.  Every  other 
great  civilization  has  left  great  buildings 
behind  it.” 

U  99 

The  Rev.  Leon  Harris,  after  he  had 
been  criticized  for  allowing  a  group  of 
“hippies”  to  use  his  church  fellowship 
hall:  “Hippies  are  a  manifestation  of  a 
major  social  revolution  which  is  sweep¬ 
ing  the  world  and  may  quite  possibly 
go  down  in  history  as  the  most  signif¬ 
icant  development  of  the  20th  century.” 

<«  99 

George  Wallace,  former  governor  of 
Alabama,  commenting  on  the  possibil¬ 
ity  of  whether  he  will  be  a  presidential 
candidate  in  1968:  “There  is  more 


chance  that  I  will  run  than  there  is 
that  I  won’t  run.” 

«  99 

Arthur  J.  Goldberg,  United  States 
ambassador  to  the  UN :  “Modern  diplo¬ 
mats  approach  every  problem  with  an 
open  mouth.” 

«  99 

Roy  Wilkins,  NAACP  director, 
commenting  on  civil  rights  leaders  tak¬ 
ing  part  in  anti-war  demonstrations: 
“I  don’t  speak  as  a  hawk  or  a  dove. 
I  speak  as  a  civil  rights  person,  and 
I  don’t  want  anyboy  to  get  in  the  way, 
whether  it  be  Martin  Luther  King  or 
Lurleen  Wallace.  But  is  it  wrong  for 
people  to  be  patriotic?  Is  it  wrong  for 
us  to  back  our  boys  in  the  field?” 
t 

CORZINE  ON  LOAN 

TO  WSCF  HEADQUARTERS 

NASHVILLE,  Tenn.  (MI)  —  The 
Rev.  William  Corzine,  staff  member 
of  the  Methodist  General  Board  of 
Education  here,  will  be  loaned  to  the 
World  Student  Christian  Federation 
for  a  year,  beginning  Sept.  1. 

He  and  his  family  will  go  to  Geneva, 
Switzerland,  and  his  office  will  be  at 
the  WSCF  headquarters  there. 

Replacing  Mr.  Corzine  on  the  staff 
of  the  Department  of  College  and  Uni¬ 
versity  Religious  Life  of  the  Board 
of  Education  will  be  the  Rev.  Samuel 
Kirk,  associate  director,  Methodist 
Student  Foundation,  DePauw  Univer¬ 
sity,  Greencastle,  Ind. 

Mr.  Corzine  will  go  to  the  World 
Student  Christian  Federation  to  be 


Toppled  signpost  shows  the  way  to  Jericho  and  the  Mount  of  Olives  as 
Israeli  mechanized  forces  smashed  Arab  defenses  and  went  on  to  capture 
the  famed  Biblical  city  in  the  brief  Israeli-Arab  War  last  week. 


organizing  secretary  for  two  major  of  Turku,  Finland,  and  the  WSCF 
WSCF  meetings  to  be  held  in  the  sum-  General  Committee  meeting  Aug.  2- 
mer  of  1968  —  a  World  Student  Con-  14  at  Otaniemi  near  Helsinki,  Finland, 
ference  July  22-31  at  the  University  f 
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by  Barbara  L.  Mulkey 


One  sees  the  touch  of  the  Master’s  hand  in  the  arrival  of  a 
new  season  .  .  .  another  in  the  very  personal  pull  upon  the 
individual  life.  The  Christian  point  of  view  is  limited  only  in  so  far 
as  everything  must  be  viewed  with  the  eyes  of  the  heart. 


WHEN  I  AWOKE 
THIS  MORNING 

When  I  awoke  this  morning 
My  heart  began  to  sing. 

It  sang  a  lovely  lilting  tune, 

A  rhapsody  of  spring. 

A  song-bird  in  the  treetop 
Outside  my  cabin  door 
A  tune  so  sweet  his  warbling 
made 

I’d  never  heard  before. 

To  me,  there  came  a  gladness 
That  gratitude  can  bring, 

For  all  the  wondrous  sights  and 
sounds 

That  only  come  with  spring. 

When  I  awoke  this  morning 
I  came  to  know  again 
That  life  made  new  and  fresh  as 
spring 

Is  what  God  wills  for  man. 

— by  Mattie  L.  Kelley 


TOUCHED  WITH  WONDER 

Streams  of  living  water  flow 
through  me — 

I  feel  the  force,  but  cannot  fully 
understand. 

Sacred  music  and  words  of  joy 

Throb  my  brain  ...  my  heart .  .  . 
my  soul. 

The  richest  mantle  wraps  my 
being 

And  the  Psalms  seem  written 
just  for  me — 

So  deeply  touched  am  I  when 
things  made  beautifully 
complete 

Fall  delicately  .  .  .  weightless  .  .  . 

Upon  my  shoulders  bent  in 
prayer. 

— by  Etta  Caldwell  Harris 
t 
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Methodist 

Personality 

Miss  Julia  Dieffenwierth,  of 
5651-36th  St.,  No.,  St.  Peters¬ 
burg,  Fla.,  is  the  daughter  of 
Philip  Henry  Dieffenwierth,  char¬ 
ter  member  of  the  Louisiana  Con¬ 
ference.  The  last  of  eight  chil¬ 
dren,  Miss  Julia  was  bom  on 
January  8,  1880  at  Tensas  Par¬ 
ish,  La.  Her  mother  was  Mary 
Agnes  McGaughey,  daughter  of 
the  Rev.  W.  G.  McGaughey  of 
the  Louisiana  Conference. 

The  Rev.  James  Miller  Dief¬ 
fenwierth,  Local  Elder  and  half- 
brother  of  Miss  Julia,  moved  to 
Clearwater,  Florida  in  1880.  The 
Rev.  P.  H.  Dieffenwierth,  who 
was  superannuated  in  1876,  fol¬ 
lowed  his  eldest  son  to  Florida  in 
1882.  Miss  Julia,  left  by  her  fath¬ 
er  with  members  of  the  family  in 
Louisiana,  moved  to  Clearwater 
in  1886.  The  trip  was  made  by 
steamer  to  Mobile,  then  by  train 
to  Cedar  Key,  Florida  via  Bald¬ 
win,  Fla.,  and  by  sail  boat  from 
Cedar  Key  to  Clearwater. 

Miss  Julia  attended  the  Florida 
Conference  College  at  Leesburg, 
Fla.  under  a  scholarship  provid¬ 
ed  by  the  Louisiana  Conference. 
When  the  Leesburg  college 
closed,  she  transferred  to  the  Ath¬ 
ens  College  for  Women,  the  Ala¬ 
bama  Conference  College.  She 


Miss  Dieffenwierth 


began  her  career  as  school  teach¬ 
er  in  1899  at  Thonotosassa,  Fla. 
She  received  the  A.  B.  degree 
from  the  University  of  Florida 
in  1936  and  retired  from  active 
teaching  in  1949. 

She  is  a  member  of  the  2900- 
member  First  Methodist  Church, 
St.  Petersburg,  whose  first  pastor 
and  organizer  was  her  half-broth¬ 
er,  the  Rev.  J.  M.  Dieffenwierth. 

Miss  Dieffenwierth’s  nephew, 
the  late  D.  D.  Dieffenwierth,  was 
a  member  of  the  Florida  Confer¬ 
ence  for  49  years.  Her  great- 
nephew,  D.  G.  Dieffenwierth,  is 
pastor  of  the  Euclid  Methodist 
Church,  St.  Petersburg, 
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A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

Last  week  we  discussed  the  neigh¬ 
borhood  service  work  which  has  been 
taking  place  at  Second  Church  this 
year.  We  also  learned  a  bit  more  about 
Bob  Eaker’s  work  with  the  Spanish 
speaking  people,  as  well  as  his  efforts 
to  minister  to  the  children  and  youth 
through  his  Fixit  Shop.  This  article 
will  discuss  Larry  Robertson’s  work 
with  the  youth  of  his  neighborhood 
through  his  Teen  Canteen. 

Last  summer  the  Teen  Canteen  was 
conceived  at  Second  Church  to  fur¬ 
nish  wholesome  recreation  to  the  youth 
of  that  150-block  area.  The  Inner 
City  MYF,  numbering  about  twelve 
youth,  served  as  sponsors  for  the 
project.  In  all  some  sixty  young  peo¬ 
ple,  exclusive  of  the  MYF,  were  at¬ 
tracted  to  the  canteen. 

Among  other  things  we  learned  that 
there  was  a  great  difference  between 
the  MYF  and  the  other  youth.  The 
non-MYF  group  was  more  rough  and 
tumble.  Less  orderly,  less  disciplined, 
less  able  and  less  willing  to  learn  new 
games  and  to  undergo  new  expe¬ 
riences.  The  reason  the  two  groups 
were  different  is,  in  general,  laid  to 
their  difference  in  backgrounds. 

The  youngster  who  grows  up  in  the 
street,  so  to  speak,  is  tougher  and 
rougher  than  his  more  protected  coun¬ 
terpart  in  society.  This  is  all  he  knows. 


He  plays  rough,  talks  rough  because 
this  is  normal  to  him.  Anything  less 
is  weak  and  abnormal.  He  needs  to 
learn  what  is  acceptable  to  society  and 
why  his  way  is  unacceptable.  He  has 
to  come  to  see  why  that  which  is  ac¬ 
ceptable  is  better  than  the  other. 

No  great  victories  were  won  at  the 
canteen.  There  were  moments  of  ten¬ 
sion  and  friction.  But  several  things 
were  accomplished  that  seemed  worth¬ 
while. 

First  the  group  learned  to  some  ex¬ 
tent  that  certain  rules  had  to  be  re¬ 
spected  if  members  were  to  be  allowed 
to  participate.  This  is  one  of  the  les¬ 
sons  which  a  member  of  any  group 
must  learn.  It  doesn’t  mean  there  can 
be  no  progress  or  individuality.  It 
simply  means  there  are  certain  boun¬ 
daries  to  group  behavior. 

Second,  the  group  learned  that  vast 
differences  in  persons  exist.  Yet  such 
differences  do  not  mean  necessarily 
that  people  are  incompatible.  Differ¬ 
ences  in  preferences  and  personalities 
are  not  the  crucial  issues.  Crucial 
issues  have  to  do  with  human  rela¬ 
tionship,  with  attitudes,  with  ambi¬ 
tions,  with  good  results  despite  great 
handicaps. 

Finally,  the  group  learned  there  is 
a  way  of  life  which  gives  greater  mean¬ 
ing  than  other  ways  of  life.  They  may 
have  learned  the  difference  between 
that  which  is  uplifting  and  that  which 
is  destructive. 

Only  time  will  tell  what  effect  activi¬ 
ties  at  the  canteen  will  have  on  the 
youth.  We  may  never  know,  but  Larry 
is  optimistic  enough  about  these  possi¬ 
bilities  to  spend  part  of  another  sum¬ 
mer  giving  leadership  at  the  canteen. 


from  page  one 
Centenary  board 

First  National  Bank  of  Shreveport  and 
in  1964,  was  elected  a  Director  ami 
President. 

He  has  served  as  president  of  the 
United  Fund  of  Caddo  and  Bossier 
Parishes,  chairman  of  the  Budget  Com¬ 
mittee  of  the  Community  Chest,  Di¬ 
rector  and  Treasurer  of  the  Better 
Business  Bureau. 

Raymond  is  a  graduate  of  Yale  Uni¬ 
versity,  a  retired  Major  in  the  army 
and  has  been  a  Shreveport  business¬ 
man  since  1946.  In  that  year,  he  or¬ 
ganized  the  Caddo  Oil  Company  and 
has  served  as  its  president  since  that 
time. 

He  is  a  board  member  of  the  YMCA 
and  a  member  of  the  First  Presbyterian 
Church  of  Shreveport  . 

He  is  married  to  the  former  Ann 
North  and  they  are  the  parents  of  3 
sons;  Andrew  N.  and  Robert  W.,  and 
D.  A.,  Ill  who  is  a  student  at  Cen¬ 
tenary.  The  family  resides  at  1132  Erie 
Street. 

Fincher  is  a  28  year  career  man 
in  telephone  communications  and  was 
elected  a  vice  president  of  Southern 
Bell  in  1963,  and  appointed  to  direct 
the  company’s  operations  in  Louisiana. 

His  wide  interest  in  Louisiana  civic 
affairs  has  led  him  to  serve  the  state 
in  many  organizations,  including  the 
Louisiana  Council  on  Economic  Edu¬ 
cation,  the  Public  Affairs  Research 
Council  and  the  Board  of  Council  for 
a  Better  Louisiana. 

He  is  a  graduate  of  Birmingham- 
Southern  College  in  Birmingham,  Ala¬ 
bama. 

t 

Dr.  Carl  H.  King,  Statesville,  N.  C., 
one  of  the  deans  of  Christian  educa¬ 
tion  work  in  The  Methodist  Church 
and  executive  secretary  of  the  Western 
North  Carolina  Annual  Conference 
Board  of  Education  since  1934,  will 
retire  June  30. 


Trinity  MYF  sees 
bus  goal  in  sight 

The  Senior.  Hi  MYF  of  Trinity 
Methodist  Church,  Ruston,  which  has 
been  working  for  some  time  on  a 
project  to  gather  enough  S  and  H 
Green  Stamps  to  purchase  a  vehicle 
for  the  Methodist  Children’s  Home  are 
now  within  sight  of  their  goal. 

Last  week  the  Rev.  Harry  E.  Ezell, 
superintendent  of  the  Home  was  in¬ 
formed  by  Mrs.  Eleanor  Bingham,  ed¬ 
ucational  director  of  the  church,  that 
they  had  enough  confidence  in  reach¬ 
ing  their  goal  that  they  were  going 
ahead  and  purchase  a  van  for  the  use 
of  the  Home. 

Mr.  Ezell  wishes  to  say  that  “their 
purchase  represents  a  tremendous  ac¬ 
complishment  by  the  Senior  Hi  MYF 
of  Trinity  and  the  people  of  Louisiana 
who  have  helped  them.” 

We  have  the  impression  that  they 
would  still  be  glad  to  accept  additional 
books  of  stamps  on  this  project, 
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Higher  Education  Institute  Planned 

NASHVILLE,  Tenn.  —  The  twen¬ 
tieth  Institute  of  Higher  Education, 
with  the  theme  “Colleges  and  Universi¬ 
ties  of  Tomorrow,”  will  be  held  here 
July  24-26. 

Sponsors  for  the  institute  are  the 
Division  of  Higher  Education  of  the 
Methodist  Board  of  Education,  Scar- 
ritt  College  for  Christian  Workers,  the 
Vanderbilt  University  Divinity  School, 
the  Methodist  Board  of  Evangelism, 
the  National  Division  of  the  Board  of 
Missions  of  The  Methodist  Church, 
the  University  Senate  of  The  Method¬ 
ist  Church  and  other  cooperating  in¬ 
stitutions  and  agencies.  The  meeting 
is  for  college  and  university  adminis¬ 
trative  officials.  Attending  will  be  pres¬ 
idents,  academic  and  personnel  deans, 
business  officers,  public  relations  and 
development  officers,  chaplains  and 
directors  of  religious  life,  and  others, 
t 


Five  generations  of  Methodists 


Left  to  right:  Mrs.  Milton  C.  Hostetler,  Mrs.  Dudley  V.  Snow,  Mrs.  J.  0. 
Davidson  and  Mrs.  J.  D.  McKinley.  The  center  of  attention,  seated  on  his 
mother’s  lap,  is  Master  Charles  Dudley  Hostetler,  age  2  months.  All  five 
generations  attend  the  Broadmoor  Methodist  Church,  Shreveport,  where  the 
Rev.  Bob  Crichlow  is  pastor. 
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CAMPUS  MINISTRY 

Sunday,  June  11,  was  designated  as  Methodist  Student  Day.  The  offering 
for  this  day  goes  to  the  Methodist  Student  Loan  Fund,  one  of  the  largest 
student  loan  funds  in  the  world.  During  1965-66,  the  church  loaned  $1,104,825 
to  2,835  Methodist  students  as  well  as  granting  National  Methodist  Scholar¬ 
ships  for  a  total  of  $319,583.  Loan  officers  at  Methodist  supported  schools 
can  give  the  youth  of  your  church  help  and  information  about  these  loans. 
Or  students  may  write  the  Dept,  of  Student  Loans  of  the  Board  of  Education, 
P.  O.  Box  871,  Nashville,  Tenn  37202.  Many  of  tomorrow’s  Christian  leaders 
are  securing  their  education  with  this  help. 

If  your  church  failed  to  observe  this  day  or  does  not  have  this  item 
in  its  budget,  please  help  promote  it.  No  more  worthwhile  offering  can  be 
made  to  assure  benefits  for  our  young  adults.  Also  let  deserving  young  adults 
of  your  church  know  about  the  helping  hand  the  church  offers  them  for  se¬ 
curing  their  higher  education  through  this  Methodist  Student  Loan  Fund  and 
the  National  Methodist  Scholarship. 

Eleanor  Bingham  (Mrs.  R.  M.) 

Sec.  for  Campus  Ministry 

t 


At  Second  Methodist  Church,  New  Orleans,  Miss  Emma  Oser,  left,  is  shown 
presenting  a  plaque  from  the  WSCS  in  honor  of  Nic  Incrivoglia,  2nd  from  left, 
to  Harold  Helmke,  chairman  of  the  Board.  The  Rev.  Larry  Robertson,  pastor, 
is  in  the  background.  The  inscription  reads:  In  appreciation  to  Nic  Incrivoglia 
for  many  years  of  service  rendered  to  Second  Methodist  Church.  May  1967. 


NEWS  IN  BRIEF 


MRS.  G.  W.  DAMERON  was  the 
speaker  in  First  Church,  Baton  Rouge, 
June  6,  when  members  of  the  Wom¬ 
an’s  Society  and  Wesleyan  Service 
Guild  met  together.  Ladies  from  other 
churches  in  the  area  were  invited. 

THE  REV.  ODELL  SIMMONS  was 
honored  with  a  special  membership  by 
the  Woman’s  Society  of  Vidalia 
Church.  Others  receiving  special  Life 
Memberships  were  Mrs.  Lucille  Schiele 
and  Mrs.  Julia  Knight. 

LAKE  CHARLES  FIRST  CHURCH 
Woman’s  Society  held  the  annual  cof¬ 
fee  honoring  new  members  on  May  1 1 
in  the  home  of  Mrs.  Fred  A.  Neal. 

THE  MUNHOLLAND  Wesleyan  Ser¬ 
vice  Guild  and  Woman’s  Society  held 
a  Mother-Daughter  Tea  on  Sunday, 
May  7,  to  which  all  ladies  of  the 
church  were  invited. 

JUDGE  GORMAN  TAYLOR,  juve¬ 
nile  judge  of  Caddo  Parish,  was  guest 
speaker  when  WSCS  circles  of  North 
Highlands  Church  met  at  the  Busi¬ 
ness  Girls  Inn  in  April. 

MRS.  W.  B.  GARDNER  installed 
Woman’s  Society  officers  of  the  Sum¬ 
mer  Grove  Church  at  a  May  breakfast 
and  pledge  service  in  the  home  of  Mrs. 
T.  E.  Stuard.  Mrs.  H.  R.  Bagley  was 
leader  of  the  program. 

MRS.  SAM  ALLEN  of  Baton  Rouge 
was  the  keynote  speaker  when  Church 
Women  United  of  the  Hammond- 
Ponchatoula  Area  observed  May  Fel¬ 
lowship  Day,  May  5,  at  the  First  Chris¬ 
tian  Church  of  Hammond. 

CHURCH  WOMEN  UNITED  of  the 
Greater  New  Orleans  Area  held  the 
May  Fellowship  Day  observance  on 
May  12  in  the  First  United  Church 
of  Christ.  Materials  for  Cuban  refugees 
were  brought  to  the  meeting. 

IN  MONROE,  the  St.  Paul  Woman's 
Society  made  about  $400  on  a  recent 
smorgasbord.  Proceeds  will  be  directed 
toward  the  Don  Smalls,  missionaries 
to  Malaysia,  and  new  tables  for  the 
church. 


AT  SULPHUR  the  Woman’s  Society 
of  Wesley  Church  honored  the  out¬ 
going  president,  Mrs.  Willa  Perry,  with 
a  Life  Membership.  Mrs.  Perry  has 
headed  the  work  of  the  women  of 
Wesley  Church  since  the  beginning  of 
the  church.  The  Rev.  Deen  Thompson 
is  the  minister. 

NEW  OFFICERS  of  the  Vivian  Wom¬ 
an’s  Society  were  installed  by  the  pas¬ 
tor,  the  Rev.  Stone  Caraway,  at  the 
morning  worship  service,  May  28.  Of¬ 
ficers  are:  president,  Mrs.  M.  H.  Kib- 
ler;  vice  president,  Miss  Helen  Burr; 
secretary,  Mrs.  Jim  Matthews;  treas¬ 
urer,  Mrs.  S.  O.  Wilson.  Secretaries  of 
lines  of  work  are  Mrs.  Stone  Caraway, 
campus  ministry;  Mrs.  T.  R.  Walker, 
social  concerns;  Mrs.  Roy  Bennett, 
membership;  Mrs.  L.  B.  Smith,  mis¬ 
sionary  education;  Mrs.  J.  D.  Briggs, 
Jr.,  program  materials;  Mrs.  C.  R.  Mc- 
Eachem,  spiritual  life;  Mrs.  J.  O.  Ar- 
ledge,  supply  work. 

MEMORIAL  CHURCH  in  Monroe 
honored  the  graduate  with  a  breakfast 
at  Holiday  Inn,  May  21,  with  the 
Woman’s  Society  as  hostess.  The  theme 
was  “You’ve  Got  a  Lot  to  Offer  the 
World  and  the  World  Has  a  Lot  to 
Offer  You.”  The  Rev.  Ira  Flowers 
is  pastor. 

LIFE  MEMBERSHIPS  were  present¬ 
ed  to  Mrs.  Rosa  Crockett,  Mrs.  Mary 
Owen,  and  Mrs.  Dixie  King  by  the 
Woman’s  Society  of  the  Slidell  Church. 
The  group  also  honored  the  minister, 
the  Rev.  Kirby  A.  Vining,  with  a  spe¬ 
cial  offering  to  missions  in  his  name, 
t 


HORSESHOE  DRIVE  OFFICERS 

TAKE  A  TOWEL  AND  SERVE 
was  the  theme  and  invitation  extended 
to  the  thirty-seven  ladies  attending  the 
10th  Anniversary  of  Horseshoe  Drive 
Church  Woman’s  Society  on  May  17 
in  Alexandria. 

Mrs.  George  Pitts  was  guest  speaker 
at  this  Annual  Installation  and  Pledge 
Service.  Mrs.  Pitts  was  the  first 
W.S.C.S.  president  of  Horseshoe  Drive 


Mrs.  J.  Paul  Smith,  left,  was  the 
first  Life  Membership  presented  by  the 
Woman's  Society  of  St.  Mark’s  Church, 
Monroe.  The  pin  was  presented  by 
Mrs.  C.  D.  Whipple  following  installa¬ 
tion  of  new  officers.  The  Rev.  James 
0.  Evans  is  pastor. 


when  it  was  organized  in  1957. 

Earlier  in  the  evening  Mrs.  Darby 
Miller,  accompanied  by  Mrs.  C.  F. 
Nunnally,  Jr.,  entertained  the  group  in 
Fellowship  Hall  with  a  medley  of  fav¬ 
orite  songs. 

As  the  ladies  assembled  in  the  sanc¬ 
tuary  for  the  program,  Mrs.  Mack 
King,  a  former  president,  welcomed 
guests.  Mrs.  Wilburn  Smith,  president 
of  the  Day  Circle,  presented  this  year’s 
life  membership  pin  from  the  society  to 
Mrs.  Dan  Boone.  She  is  the  second 
lady  from  Horseshoe  to  receive  a  life 
membership  this  year.  Mrs.  Jimmy 
Cheneval  was  a  recipient  in  January. 

The  following  officers  were  installed: 
president,  Mrs.  Roy  Ussery;  vice-pres¬ 
ident,  Mrs.  J.  W.  Pearson;  recording 
secretary,  Mrs.  A.  L.  Wilson,  Jr;  treas¬ 
urer,  Mrs.  Ivan  Butterfield;  member¬ 
ship  cultivation,  Mrs.  R.  L.  Beck;  mis¬ 
sionary  education  and  service,  Mrs. 
Wallace  Sandifer;  program  materials, 
Mrs.  Joe  O’Mealey;  campus  ministry, 
Mrs.  Stanley  Knapp;  Christian  social 
relations,  Mrs.  Darby  Miller;  supply 
work,  Mrs.  S.  S.  Anderson;  local 
church  activities,  Mrs.  John  Winning, 
Mrs.  H.  K.  Beebe  and  Mrs.  Bobby 
Monk,  assistants;  Christian  vocations, 
Mrs.  A.  D.  Deville. 


*  "  '  '  ''  '*wTrT*  ' 


Mrs.  MargreUe  Reyenga,  left,  has 
served  the  Summer  Grove  W.S.C.S.  for 
the  past  two  years  as  president.  Mrs. 
Florence  Kirpatrick,  center,  Shreve¬ 
port  District  President,  gave  the  June 
program  entitled  "Principles  in  Demo¬ 
cratic  Processes,”  Mrs.  Virginia  Alex¬ 
ander,  right,  is  the  newly-elected 
president  of  the  Summer  Grove  W.S.C. S. 


Participants  in  concert  at  Harrison 
were,  from  left;  Mrs.  Willis  Alderson, 
Mrs.  Sally  Jo  Gibson,  and  Mrs.  Billie 
Dun  lap. 

PRESENTED  IN  VOCAL  and  piano 
recital  at  Harrison,  (Ark.)  during  Na¬ 
tional  Music  Week  were  Mrs.  Billie 
Dunlap  and  Mrs.  Sally  Jo  Gibson.  Mrs. 
Willis  Alderson  who  accompanied  Mrs. 
Gibson  is  the  wife  of  the  pastor  (then) 
of  St.  Paul  Methodist  Church  in  Har¬ 
rison  (who  has  since  been  appointed 
associate  pastor  of  Fort  Smith  First 
Church).  As  Karis  Robinson  she  has 
been  organist  at  Minden,  Louisiana, 
while  her  father,  the  Rev.  Dan  Rob¬ 
inson,  was!  pastor  there.  Mrs.  Gibson, 
a  native  of  Tallulah,  Louisiana,  is 
choral  director  for  Harrison  High 
Schools,  where  Mrs.  Dunlap  also 
teaches. 
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Plight  of  farm  workers - a  concern  of  Board  of  Missions 


The  plight  of  the  farm  workers,  par¬ 
ticularly  the  seasonal  and  migratory 
workers,  has  long  been  a  concern  of 
The  Methodist  Church.  Both  the  Wom¬ 
an’s  and  National  Divisions  of  the 
Methodist  Board  of  Missions  have 
taken  action  to  bring  the  issue  before 
the  people. 

In  an  effort  to  gain  “ground  swell” 
support  for  a  bill  which  would  extend 
the  National  Labor  Relations  Act  to 
roughly  1.5  million  agricultural  em¬ 
ployees,  the  Woman’s  Division  and  its 
Section  of  Christian  Social  Relations 
have  joined  the  National  Campaign  for 
Agricultural  Democracy  (NCAD).  Also 
background  material  on  the  issue  will 
be  made  available  to  women  attending 
the  Regional  Schools  of  Christian  Mis¬ 
sion  this  summer. 

Likewise,  the  National  Division  has 
secured  support  for  its  proposal  that 
there  be  an  augmented  program 
through  the  Texas  Council  of  Churches 
to  develop  authentic  conversations  be¬ 
tween  growers  and  agricultural  work¬ 


ers  and  with  the  whole  community  as 
well. 

The  major  responsibility  of  the 
Washington  staff  is  to  develop  legisla¬ 
tive  strategy  effective  in  getting  con¬ 
gressional  support;  and  to  disseminate 
identical  information  to  all  participat¬ 
ing  national  organizations. 

The  bill  has  been  submitted  to  the 
House  of  Representatives,  (HR  6343), 
and  also  to  the  Senate  (S  1 866).  Com¬ 
mittee  hearings,  both  in  Washington 
and  out  in  the  field  are  now  in  session. 
The  NCAD  is  presently  involved  in 
building  a  factual  case  supporting  the 
bill  and  obtaining  affirmative  testi- 

In  joining  NCAD,  the  Woman’s  Div¬ 
ision  has  united  with  other  church, 
labor,  civil  rights,  student  and  civic 
groups  in  an  effort  to  bring  justice  to 
the  “most  dispossessed  and  powerless 
members  of  our  society.”  Both  The 
Methodist  Church,  through  its  boards 
and  agencies  and  the  National  Coun¬ 
cil  of  Churches  are  original  partici¬ 
pants  of  NCAD,  founded  nearly  four 
months  ago  in  Washington,  D.  C. 


monies  from  growers,  small  farmers, 
sharecroppers  and  farm  workers  them¬ 
selves. 

The  chief  argument  offered  by  the 
opposition  of  amending  the  National 
Labor  Relations  Act  deals  with  the 
“cost  price  squeeze,”  saying  in  effect, 
prices  will  increase  drastically  if  wages 
are  increased. 

It  is  at  this  point  that  NCAD  of¬ 
ficials  believe  the  women’s  organiza¬ 
tions  can  play  a  key  role.  It  is  their 
responsibility  to  study  and  research  the 
issue  and  then  interpret  to  their  con¬ 
stituencies  the  problems  of  the  farm . 
workers,  and  the  relationship  to  the 
consumer. 

Both  the  Woman’s  and  National 
Divisions’  proposals  have  such  dia¬ 
logues  included.  Under  the  auspices 
of  the  Woman’s  Division,  jurisdictional 
and  conference  officers  attending  the 
regional  schools  will  receive  materials 
based  on  the  Washington  hearings  and 
they  in  turn  will  interpret  it  in  the 
conference  schools. 

A  meeting  of  the  Texas  Council  of 
Churches  in  Corpus  Christie  June  8 


and  9  will  set  in  motion  active  steps 
for  bringing  the  migrant  ministry, 
Texas  Council,  growers  and  workers 
together. 

Two  staff  people  have  been  em¬ 
ployed  by  the  Texas  Council  of 
Churches  to  interpret  the  program  to 
churches  in  the  area  and  to  help  people 
be  involved  in  mediation  and  recon¬ 
ciliation  of  this  group  of  farm  people. 

Dr.  Harry  Komuro,  executive  secre¬ 
tary  for  Missions  and  Provisional  An¬ 
nual  Conferences,  will  attend  the  June 
8  meeting. 

Both  the  Woman’s  and  National 
Divisions  have  confirmed  their  belief 
in  the  principle  of  the  Social  Creed 
of  The  Methodist  Church  that  supports 
the  right  of  free  and  collective  bar¬ 
gaining  for  all  workers,  including  farm 
workers. 

They  have  also  reaffirmed  their  be¬ 
lief  in  a  minimum  wage  coverage  to 
all  farm  workers  and  have  urged  their 
members  to  make  their  voices  heard 
in  Congress  and  the  entire  national 
community. 


"Lit-Lit"  observes  25th  anniversary 


New  Hebrides  t 


Mexico  X 


Guatemala  * 

Nicaragua  * 
Costa  Rica  *  t 
Panama  * 
Colombia  * 
Ecuador  * 


Nigeria  5  X 
Cameroun  5  tt 
Gabon  %' 
Congo  *  X 
Angola 
Southwest  Africa  t 

Botswana  ' 


Adult  literacy  and  literature 
programs  supported  by  Lit-Lit 

Dark  areas  indicate  countries  with  less  than  $250  per  capita  Gross 


KEY 

Literacy  Work 
Literature  Program 
Leadership  Training 
National  Product 


NEW  YORK  —  Protestant  and  Orthodox 
churches  throughout  the  country  have 
saluted  "Lit-Lit”  on  its  25th  anniver¬ 
sary.  The  National  Council  of  Churches’ 
Committee  on  World  Literacy  and  Chris¬ 
tian  Literature  operates  in  countries 
throughout  the  world,  bringing  literacy 
and  Christian  reading  material  to  the  un¬ 
derprivileged.  In  a  congratulatory  mes¬ 
sage,  President  Johnson  wrote:  "Thanks 
to  you,  millions  of  underprivileged  people 
throughout  the  world  have  had  the  word 
of  God  placed  in  their  hands.  The  minds 
you  have  freed  from  ignorance  will  free 
others.”  — RNS  Photo 
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BRITISH  SCENE 

exactly  what  I  want  you  to  do,  you 
are  O.K.”  is  simply  not  good  enough 
for  thoughtful  people  (and  not  only 
young  people)  these  days. 

The  kind  of  muddled  thinking  I 
mean  is  shown  by  a  man  I  once  met 
who  was  horrified  that  I  sometimes 
went  to  the  movies.  No  Christian — so 
he  told  me — should  do  that!  But  he 
owned  a  21 -inch  television  set! 
t 

METHODIST  LAYMAN 
WILL  HEAD 
NEW  AGENCY 

WASHINGTON,  D.  C.  (MI)  —  A 
Washington  Methodist  layman  and  for¬ 
mer  church  executive  has  been  named 
national  director  of  a  new  agency  to 
work  with  Job  Corps  trainees. 

Dr.  Roger  Burgess,  who  was  with 
the  Methodist  Board  of  Christian 
Social  Concerns  and  its  predecessor, 
Board  of  Temperance,  serving  as  as¬ 
sociate  general  secretary  1960-65,  will 
be  the  national  executive  director  of 
Joint  Action  in  Community  Service. 

JACS  will  recruit  volunteers  through 
religious,  service  and  business  groups 
to  give  trainees  personalized  aid  in 
job-finding  and  job-keeping  as  they 
return  to  their  communities.  The  U.  S. 
Job  Corps,  now  turning  out  about 
1,000  trainees  a  week,  helps  to  find 
jobs  but  does  not  work  individually 
in  communities. 

The  new  non-profit  organization  is 
funded  largely  by  a  $214,500  contract 
with  the  Job  Corps. 

Members  of  the  board  of  directors 
include  Dr.  J.  Edward  Carothers,  New 
York,  associate  general  secretary, 
Methodist  Board  of  Missions,  and 
James  Hamilton,  Washington,  Method¬ 
ist  layman  and  director  of  the  National 
Council  of  Churches’  Washington 
office. 

Two  of  the  seven  regional  directors 
are  Methodist  ministers  —  the  Rev. 
Harold  B.  Keir,  San  Francisco,  re¬ 
cently  executive  director  for  San  Diego 
County  Council  of  Churches,  and  the 
Rev.  Marshall  E.  Hodge,  Chicago,  re¬ 
cently  director  of  the  Methodist  Inner 
City  Parish  in  Kansas  City,  Mo. 
t 

Health  Benefits  Liberalized 

EVANSTON,  Ill.  —  For  the  second 
time  this  spring,  the  General  Board 
of  Pensions  of  The  Methodist  Church 
has  liberalized  the  benefits  in  its  group 
health  expense  program  for  persons 
age  65  and  over. 

Changes  in  the  program  as  an¬ 
nounced  here  May  22  by  Dr.  Claire  C. 
Hoyt,  general  secretary  of  the  board, 
include  provisions  covering  in-patient 
hospital  service,  out-patient  hospital 
diagnostic  services,  nursing  home  care, 
physicians  and  other  medical  services, 
drugs,  and  full-time  private-duty  nurs¬ 
ing.  Dr.  Hoyt  said  that  the  changes 
were  made  possible  by  the  record  com¬ 
piled  by  the  2,700  participants  in  the 
program  during  its  first  year. 

In  general,  the  Methodist  program 
now  covers  deductible  items  in  the 
federal  Medicare  program  and  extends 
coverage  to  several  items  not  included 
at  all  in  Medicare,  such  as  80  per  cent 
of  self-administered  prescription  drugs 
beyond  $100  each  year  up  to  a  maxi¬ 
mum  in  one  lifetime  of  $10,000. 


Jtt  Memortam 

— — - - - - — 


Roy  G.  Custer 

It  is  in  loving  memory  of  Roy  Gallo¬ 
way  Custer  that  we  pause  today  and 
share  these  moments  to  pay  tribute 
to  one  so  dear  to  all  who  were  priv¬ 
ileged  to  know  him. 

Roy  was  our  teacher  for  thirteen 
years.  It  was  in  June,  1948  that  he 
volunteered  to  be  the  teacher  of  a  new¬ 
ly-organized  class  until  they  could  se¬ 
cure  another  teacher.  His  kindness  was 
accepted  and  there  was  never  another 
teacher  until  his  resignation  in  June, 
1961. 

His  knowledge  of  the  Bible  and  its 
teachings  entered  every  heart  for  he 
lived  and  believed  the  teachings  of  the 
Holy  Word.  The  lessons  which  he 
brought  to  our  class  were  the  results 
of  hours  of  preparation,  preceded  by 
prayer. 

A  plaque  has  recently  been  placed 
on  the  door  of  our  classroom  bearing 
the  name  of  Roy  Custer.  It  is  with 
gratitude  and  respect  for  it  represents 
a  man  of  high  esteem  among  his  fel¬ 
low  men.  He  humbly  walked  with  his 
God.  He  was  a  devoted  husband,  fath¬ 
er  and  grandfather.  He  was  a  servant 
of  his  Church  and  cherished  his  many 
blessings.  He  was  a  lover  of  nature 
and  shared  with  others  the  beauty  of 
his  flowers.  He  was  a  friend  to  man 
and  had  a  good  sense  of  humor  and 
a  smile  that  was  bom  within  a  warm 
heart. 

We  shall  miss  him,  but  rejoice  with 
him  in  the  union  with  his  loved  ones 
who  have  gone  on  before  him.  We 
know  that  he  has  received  the  reward 
of  everlasting  love  and  peace. 

Be  it  resolved  on  this  21st  day  of 
May,  1967,  that  a  copy  of  this  tribute 
be  placed  in  our  class  scrapbook  for 
permanent  record  and  that  copies  be 
sent  to  his  devoted  daughter,  Jane  Cus¬ 
ter  Maas,  and  his  sister,  Rose  Custer 
Hollis. 

— Mrs.  Sloan  Cummings 
Roy  Custer  Bible  Class 
First  Church,  Pine  Bluff 
t 

Mrs.  T.  T.  McNeal 

Mrs.  T.  T.  McNeal,  Sr.,  88,  mother 
of  the  Rev.  T.  T.  McNeal,  Jr.,  retired 
member  of  the  Little  Rock  Annual 
Conference  making  his  home  in  Para- 
gould,  Ark.,  died  June  10  in  Paris, 
Ark. 

She  was  a  member  of  First  Method- 
list  Church,  Paris,  and  a  lifelong  resi¬ 
dent  of  Logan  County. 

Funeral  services  were  held  June  12 
at  Prairie  View  Methodist  Church  by 
the  Rev.  Virgil  Bell  and  the  Rev.  H. 

N.  Smith.  Burial  was  in  Prairie  View 
Cemetery. 

Survivors  include  fiveother  sons,  W. 

O.  McNeal  of  Florida,  Presley  McNeal 
of  Oklahoma,  Reg  McNeal  of  Cali¬ 
fornia,  Glen  McNeal  of  Paris  and  John 
McNeal  of  Minnesota;  two  daughters, 
Mrs.  Marietta  Blagg  of  Little  Rock 
and  Mrs.  Sarah  Farmer  of  Texas;  23 
grandchildren  and  40  great-grandchil¬ 
dren. 

f 

The  good  old  summertime  is  made 
better  by  the  inclusion  of  an  extra  good 
vacation  church  school. 


The  Rev.  C.  H.  Gilliam  The  Rev.  G.  M.  Horne 

The  Rev.  Cleveland  Howard  Gil-  May  25,  1967,  The  Reverend 

liam,  aged  78,  Hot  Springs,  Ark.,  a  George  M.  Horne,  a  retired  Methodist 
retired  Methodist  minister,  died  June  Minister,  living  in  Baton  Rouge,  Lou- 
4tlJ-  .  isiana,  joined  the  Church  Triumphant. 

Mr.  Gilliam,  before  his  retirement  Brother  Horne  was  born  in  Grape- 
m  1952,  had  served  pastorates  at  Ro-  land,  Texas,  May  10,  1895.  He  spent 
land,  Gilliam,  Cherry  Hill,  Fountain  his  childhood  and  youth  there  He 
Lake,  Morning  Star  and  the  Rowell,  served  in  World  War  I  as  a  Chief 
Tichnor,  Watson  and  Texarkana  Cir-  Petty  Officer  in  Communications.  After 
cuits.  He  was  a  Mason  and  a  member  service  he  returned  home  and  married 
of  the  Little  Rock  consistory.  Miss  Mary  Hite,  September  8  1919 

He  is  survived  by  his  wife,  Mrs.  He  received  a  law  degree  from 
Elizabeth  Fortenberry  Gilliam;  three  American  Extension  University  and 
sons,  James  H.  and  Claud  H.  Gilliam  was  admitted  to  the  Oklahoma  bar  in 
of  California  and  Charles  M.  Gilliam  1925. 


of  Georgia;  two  step-daughters,  Mrs. 
Louise  Fickel  of  Hot  Springs  and  Mrs. 
Marie  Bridges  of  Mississippi;  two  sis¬ 
ters,  Mrs.  Ola  Walker  and  Miss  Myrtle 
Gilliam  of  Tennessee,  and  11  grand¬ 
children.  Funeral  services  were  held  by 
Caruth  Funeral  Service. 

t 

Philippe  Maury 

(Geneva) — Philippe  Maury,  50,  di¬ 
rector  of  the  Department  of  Informa¬ 
tion  of  the  World  Council  of  Churches, 
died  today  (June  6)  in  Lyon,  France. 

Mr.  Maury  had  undergone  major 
surgery  on  May  11,  for  re-routing  of 
the  circulation  and  removal  of  the 
spleen.  He  seemed  to  be  progressing 
well,  but  a  second  operation  was  neces¬ 
sary  to  remove  blood  accumulated  in 
an  artery.  One  June  3,  he  lapsed  into 
a  coma  and  never  regained  conscious¬ 
ness. 

A  member  of  the  Reform  Church  of 
France,  Philippe  Maury  served  as  the 
general  secretary  of  the  World  Student 
Christian  Federation  from  1949  to 
1961.  He  had  been  the  World  Coun¬ 
cil  of  Churches’  information  officer 
since  April,  1961. 

Bom  at  Andouze,  France  on  Octo¬ 
ber  16,  1916,  he  was  the  son  of  the 
late  Rev.  Pierre  Maury,  who  taught 
systematic  theology  at  the  Protestant 
Faculty  in  Paris  and  was  president  of 
the  Reformed  Church  of  France.  His 
brother,  the  Rev.  Jacques  Maury,  is 
a  pastor  in  the  Reformed  Church  of 
France. 

t 


In  1926-27  he  attended  Southern 
Methodist  University,  and  then  some 
years  later  received  a  Bachelor  of 
Theology  degree  from  Union  Theolog¬ 
ical  College  in  Chicago. 

He  was  admitted  into  the  Texas 
Conference  on  trial  in  1941,  admitted 
into  full  connection  in  the  Texas  Con¬ 
ference  in  1945.  In  1948  Reverend 
Horne  transferred  to  the  Louisiana  An¬ 
nual  Conference  where  he  spent  most 
of  his  ministry.  Some  of  the  Charges 
he  held  were  Tickfaw-Loranger  Cir¬ 
cuit,  where  under  his  Pastorate  the 
beautiful  Cooper’s  Chapel  Church  was 
built.  From  there  he  was  assigned  the 
Walker  Charge  in  1951,  and  moved  to 
Deerford  in  1955.  It  was  while  serving 
Deerford  Church  that  Brother  Horne 
retired  in  June,  1960. 

The  Revered  Horne  was  highly  es¬ 
teemed  by  the  people  he  served  and 
with  whom  he  worked.  He  was  well 
known  both  in  Church  and  Fraternal 
Circles.  At  the  time  of  his  death  he 
was  State  Chaplain  to  World  War  One 
Veterans. 

He  is  survived  by  his  wife,  Mrs. 
Mary  Home,  one  son,  Chaplain  Rob¬ 
ert  A.  Home,  stationed  in  Germany, and 
one,  daughter,  Mrs.  Elsie  Wayne  Tis¬ 
dale,  Baton  Rouge. 

Memorial  services  were  held  in  the 
Istrouma  Methodist  Church  with  The 
Reverend  Jerome  Cain  and  Marvin 
Corley  officiating. 

_  f 

Strange,  isn  t  it,  how  many  people 
there  are  who  would  rather  go  to 
church  than  be  the  church? 


LIFETIME  INVESTMENTS 
Through 

GIFT  ANNUITY  AGREEMENTS 
LIFE  INCOME  CONTRACTS 

A  gift  through  the  Methodist  Foundation  of  Arkansas  provides  a 
sound  investment  for  you  and  also  support  for  the  Methodist  Church. 

Benefits  inc  lude: 

.  guaranteed  income  for  life 
.  lowering  of  estate  taxes 
.  most  of  income  is  tax-free 
.  part  qualifies  as  a  gift  deduction 
.  perpetuation  of  Stewardship 

For  more  information  write 

THE  METHODIST  FOUNDATION 
OF  ARKANSAS 

METHODIST  HEADQUARTERS  BUILDING 
1723  Broadway 

Little  Rock,  Arkansas  72206 
Or  Phone  FR5-4689 
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The  Rev.  Roy  Mouser  (left)  pastor  of  Simpson  Methodist  Church, 
Lake  Charles,  with  the  Rev.  Robert  F.  Harrington,  pastor  of  Mt. 
Zion  Methodist  Church,  New  Orleans,  at  Louisiana  Annual  Methodist 
Conference  in  Shreveport.  Mr.  Harrington  was  a  fraternal  delegate 
from  the  Louisiana  Conference  (Central  Jurisdiction)  which  held  its 
meeting  in  Lake  Charles. 


Dr.  Kermit  Long  (right)  general  secretary  of  the  Methodist  Board  of 
Evangelism,  was  the  nightly  speaker  at  the  Louisiana  Annual  Con¬ 
ference.  With  him  looking  over  the  program  before  the  ordination 
service  are  Bishop  Aubrey  Walton  (left),  and  the  Rev.  Merlin  Merrill 
of  Lake  Charles,  conference  chairman  of  evangelism. 


The  MYF  of  Claiborne  Methodist  Church,  West 
Monroe,  made  a  field  trip  to  Houston,  Texas 
recently.  Here  they  are  shown  traveling  by 
chartered  bus.  They  were  housed  at  Holiday 
Inn,  attended  a  game  at  the  Astrodome,  swam, 
ate,  toured  various  points  of  interest,  and  on 
Sunday  morning  attended  First  Methodist  Church, 
Houston.  Including  counselors,  over  thirty 
persons  made  the  trip. 


The  Rev.  and  Mrs.  Carlos  Welch,  missionaries 
to  India,  were  presented  during  the  Annual  Con¬ 
ference. 


Shown  following  their  installation  as  new  offi¬ 
cers  of  the  No.el  Memorial  Methodist  MYF 
(Shreveport)  are:  Alan  Prater,  president;  Nancy 
Richardson,  secretary;  Mary  Kay  Powell,  host¬ 
ess;  Jon  Sage,  vice  president.  Dr.  Sam  Nader 
is  pastor. 


RIGHT: 

Class  of  1967 
graduates 
of  the 

Vidalia  Methodi  st 
Church  Kindergarten! 
Mrs.  Barbara 
Landry  i  s  the 
teacher; 

Mrs.  Annie  Mae 
Lawrence, 
assi  stont; 

Mrs.  Marilyn 
Archer, 
director,  and 
the  Rev.  Odell 
Simmons,  minister. 
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Th's  is  the  new  educational  building  of  William  B.  Reily  University  Meth¬ 
odist  Church  which  was  consecrated  on  Sunday,  June  4. 


Daughenbaugh 
Scholarship  winners 
are  announced 


Miss  Gratton  Miss  Lovelace 

Miss  Margarett  Ann  Gratton  of 
Welsh  and  Miss  Terry  Lovelace  of 
Plaquemine  have  been  named  recip¬ 
ients  of  the  Howard  L.  Daughenbaugh 
Centenary  Scholarships  for  1967-68. 
David  H.  Morgan  is  chairman  of  the 
scholarship  committee  of  the  Confer¬ 
ence  Board  of  Lay  Activities  which 
recently  made  its  selection. 

For  the  past  several  years  the  board 
has  offered  Centenary  College  scholar¬ 
ships  to  girls  who  are  interested  in 
careers  in  religious  education.  To  pro¬ 
vide  funds  for  the  project  the  laymen 
of  each  district  are  asked  to  contribute 
a  minimum  of  $250  per  year  through 
their  district  Board  of  Lay  Activities. 

Miss  Gratton  was  salutatorian  of  her 
class  at  Welsh  High  School  where  she 
maintained  a  grade  point  average  of 
3.6.  She  was  president  of  the  4-H  Club 
and  senior  editor  of  the  school  paper. 
She  is  president  of  the  Welsh  MYF 
and  president  of  the  Riceland  Sub¬ 
district  MYF.  She  is  secretary  of  the 
Student  Council  and  accompanist  of 
the  school  chorus.  She  is  a  member 
of  the  French  Club  and  the  Beta  Club. 

Miss  Lovelace  maintained  an  A 
average  in  Plaquemine  High  School 
and  was  editor  of  her  school  paper. 
She  is  a  former  president  of  the  MYF 
of  the  Plaquemine  Church  and  par¬ 
ticipated  in  the  Baton  Rouge  District 
Mission  Tour  and  the  Conference  Mis¬ 
sion  Tour  in  1966.  She  has  entered 
and  placed  in  many  Science  Fairs.  She 
is  a  member  of  the  marching  and  the 
concert  bands  and  a  member  of  her 
church  choir.  She  is  also  a  member  of 
the  Speech  Club  and  the  Beta  Club. 


Education  building 
consecrated  at 
Baton  Rouge  church 

On  Sunday,  June  4th,  a  new  educa¬ 
tional  building  was  consecrated  at  the 
William  B.  Reily  Memorial  University 
Methodist  Church  at  3350  Dalrymple 
Drive.  Leading  the  service  was  the 
Rev.  Jack  Cooke,  pastor.  The  Rev. 
Charles  Humphreys,  associate  minister, 
assisted  as  did  the  Rev.  W.  G.  Parker. 
This  new  building  brought  to  comple¬ 
tion  the  present  plans  of  the  Long 
Range  Planning  Committee  headed  by 
L.  W.  Eaton,  Jr.  The  ground  breaking 
took  place  in  June  of  1966  and  the 
new  building  was  officially  completed 
by  Janflary  of  1967. 

This  new  facility  was  designed  by 
Wilson  and  Coleman,  Architects,  and 
constructed  by  the  L.  W.  Eaton  Com¬ 
pany.  It  is  a  two  story  structure  totaling 
8,280  square  feet,  The  new  building 
was  designed  and  constructed  to  tie  in 
to  the  present  children’s  educational 
building  with  the  same  *  brick  being 
used  for  these  buildings.  The  bottom 
floor  houses  the  church  library  and 


Five  members  of  a  New  Orleans 
Methodist  church  recall  the  years  when 
a  day’s  work  ended  with  a  night  of 
laying  floor  tiles,  plastering  ceilings  and 
painting  walls. 

This  was  two  decades  ago  and  the 
beginning  of  St.  Luke’s  Methodist 
Church,  5875  Canal  Blvd. 

On  Sunday,  June  18,  the  600-mem¬ 
ber  congregation  celebrated  the  20th 
anniversary  of  the  founding  of  the 
church. 

Five  charter  members,  the  only  orig¬ 
inal  members  still  at  St.  Luke’s,  re¬ 
member  when  the  first  building — the 
Educational  Building  —  was  con¬ 
structed. 

“It  was  only  a  shell,”  recalled  Mrs. 
E.  J.  Mullet.  But  the  members  weren’t 
asking  for  more.  They  were  willing  to 
put  the  trimmings  on  themselves. 

“We  worked  for  weeks  holding 
church  bazaars,  cake  sales  and  all  sorts 
of  projects  just  to  purchase  the  red 


connected  reading  room.  This  first 
floor  provides  rooms  for  the  crib  nurs¬ 
ery  through  the  four  year  olds.  There 
are  a  total  of  eight  rooms  on  the 
first  floor. 

The  second  floor  is  designed  to  take 
care  of  the  adult  classes  of  the  church. 
Seven  spacious  rooms  are  provided  for 
this  purpose.  The  University  Method¬ 
ist  Day  School  will  be  using  the  first 
floor  -of  this  new  facility  beginning  this 
fall. 

This  new  building  completes  a  much 
needed  facility  to  adequately  accom¬ 
modate  the  growing  congregation  num¬ 
bering  now  over  1,700  members.  With 
the  consecration  of  this  building,  the 
W.  W.  Holmes  Building  has  been 
turned  over  to  the  Youth  Division  for 
educational  purposes  since  adult  class¬ 
es  will  no  longer  use  this  building.  This 
now  makes  three  educational  facilities 
put  into  use  by  University  Methodist 
Church. 


velvet  material  to  make  a  drape  to 
hang  behind  the  pulpit,”  she  said. 

Mr.  D.  C.  Dickert,  the  “captain  of 
the  crew,”  headed  up  the  group  of 
about  10  members  who  spent  nights 
working  for  more  than  two  years  to 
give  St.  Luke’s  a  home.  Others  who 
helped  and  are  still  at  the  church  are 
Mr.  E.  J.  Mullet  and  Mr.  and  Mrs. 
R.  B.  Lawson. 

The  New  Orleans  District  of  The 
Methodist  Church  helped  begin  the  ef¬ 
fort  in  1947  with  the  $13,500  purchase 
of  the  lot  along  New  Orleans’  floral 
trail.  On  Easter  Sunday,  1947,  the  first 
service  was  held  outside  on  the  lot.  A 
$15,000  loan  was  offered  at  the  serv¬ 
ice  by  the  General  Board  of  Missions. 
The  money  was  used  for  the  Educa¬ 
tional  Building  the  following  year. 
Meanwhile,  the  small  congregation  met 
in  the  Lakeview  Theater  building  on 
Harrison  Avenue. 

Please  turn  to  page  4 


Christian  Mission 
School  accepts 
larger  enrollment 

The  publicity  concerning  the  Lou¬ 
isiana  Conference  School  of  Christian 
Mission  which  was  printed  in  this 
paper  last  week  did  not  indicate  a 
new  emphasis  that  is  being  made  this 
year:  The  school  is  open  this  year  to 
others  than  just  members  of  the  Wom¬ 
an’s  Society  and  Wesleyan  Service 
Guild.  Anyone  interested  in  promotion 
and  training  for  mission  study  is  es¬ 
pecially  invited.  This  applies  specific¬ 
ally  to  members  of  the  Conference 
Committee  on  Mission  Studies;  mem¬ 
bers  of  the  District  Committee- on  Mis¬ 
sion  Studies;  and  District  Directors  of 
Christian  Social  Concerns. 

The  registration  fee  is  $4.00,  and 
advance  registration  by  June  30  is 
requested.  Registration  should  be  sent 
to  Miss  Arline  Tyler,  702  East  Wash¬ 
ington,  Shreveport,  71104. 

The  school  is  scheduled  to  be  held 
at  Centenary  College,  July  17-21. 
f 

The  name  of  the  Rev.  John  O. 
Gross,  Nashville,  Tenn.,  retired  top 
executive  of  the  Division  of  Higher  Ed¬ 
ucation  of  The  Methodist  Church’s 
General  Board  of  Education,  has  been 
included  in  the  Hall  of  Distinguished 
Alumni  of  the  University  of  Kentucky. 


Retired  minister  dies 

The  Rev.  A.  M.  Martin,  re¬ 
tired  member  of  the  Louisiana 
Conference  who  made  his  home 
in  Westlake,  died  Friday,  June 
9.  Memorial  services  were  con¬ 
ducted  in  the  Westlake  Church, 
Saturday,  June  10,  by  the  Rev. 
Paul  Carroll  and  the  Rev.  D.  W. 
Poole.  Funeral  services  were  con¬ 
ducted  in  the  Indian  Bayou 
Church  Sunday,  June  11,  with 
the  following  ministers  participat¬ 
ing;  Dr.  J.  Henry  Bowdon,  Dr. 
R.  Leonard  Cooke,  the  Rev. 
Tommy  Bergeron,  the  Rev.  Paul 
Carroll,  the  Rev.  Rex  Squyres 
and  the  Rev.  Conrad  Edwards. 


St.  Luke's  Church,  New  Orleans 
observes  twentieth  anniversary 


QditoiiiaQ 

RELIGION  IS  A  LOT  OF  THINGS  — 

NOT  JUST  A  FEW 

REACTIONS  FROM  THE  Christian  Pavilion 
at  Expo  67,  Montreal’s  World’s  Fair,  indicate 
That  there  is  a  great  deal  of  confusion  about 
the  nature  of  religion  when  it  is  placed  on  exhibi¬ 
tion  by  a  broadly  based  ecumenical  group.  It  sounds 
as  if  those  in  charge  of  the  planning  carried  some 
of  the  extremes  of  the  New  York  Fair  to  a  degree 
that  sounds  almost  unforgiveable.  If  Catholic, 
Protestant  and  Orthodox  groups  are  going  to  enter 
into  such  an  undertaking  it  should  be  recognized 
that  religion  is  a  lot  of  things  to  a  lot  of  people  — 
not  just  a  few  of  the  things  that  are  modish  at  the 
moment. 

As  we  understand  it,  the  exhibit  at  Montreal 
relies  heavily  on  still  photographs  to  portray  the 
“conditions”  of  men,  and,  like  a  lot  of  existentialist 
sermons  we  have  heard,  the  collection  is  weighted 
on  the  side  of  telling  what  a  terrible  mess  the 
world  is  in  and  scarcely  touches  the  matter  of  the 
Christian  hope  for  meaning  and  for  salvation.  This 
is  not  fair  to  the  casual  viewer  or  to  religion  itself. 

The  first  set,  or  “zone”  of  pictures  in  the 
pavilion  are  supposed  to  show  man  as  he  is  —  at 
work,  at  play,  loving,  fighting,  meditating,  rejoic¬ 
ing.  In  the  second  “zone,”  and  this  seems  to  be  the 
one  that  is  overdone  according  to  the  present  con¬ 
sensus,  still  pictures  depict  the  degradations  man 
has  injected  into  his  world  —  poverty,  drug  and 
alcohol  addiction,  racial  prejudice,  sexual  deviations 
and  exploitations.  This  point  is  reinforced  by  a 
short  film  which  dramatically  portrays  some  of  the 
most  horrible  aspects  of  modem  warfare. 

The  third  reflects  the  Christian  hope  for  mean¬ 
ing  and  salvation,  again  through  the  use  of  photo¬ 
graphs  and  fine  Biblical  texts.  According  to  a 
Religious  News  Service  survey,  many  feel  that  this 
section  lacks  the  force  that  it  should  have  if  the 
cooperative  exhibit  is  to  say  that  there  is  confi¬ 
dence  among  the  churches  in  the  Christian  hope. 
One  woman  said:  “It’s  horrid.  A  lot  of  people  who 
aren’t  Christians  are  going  to  go  there  and  see  all 
that  stuff,”  and  she  seemed  worried.  Another  said, 


Still  Their  Avowed  Purpose 


“A  place  like  this,  a  fair  where,  lots  of  people  are 
going  —  they  ought  to  show  Christians  helping  one 
another.  I’m  very  disappointed.”  A  couple  re¬ 
ported,  “We  didn’t  see  a  thing.  Our  minister  spoke 
in  such  glowing  terms.  He  said  we’d  come  into  that 
third  zone  and  feel  so  uplifted  and  come  out  with 
such  a  glow.  But  we  sure  didn’t  get  that  out  of  it.” 

Some  observers  reported  that  there  was  a  more 
favorable  reaction  among  the  younger  visitors  to 
the  exhibit.  However,  a  Syracuse  school  girl  of  13 
reported  that  she  found  the  whole  effect  as 
“spooky.”  She  claimed  that  she  personally  liked 
the  exhibit,  but  then  declared  with  the  accumu¬ 
lated  wisdom  of  her  years,  “I’ll  tell  you  one  thing. 
I  sure  wouldn’t  take  a  kid  to  it.” 

Most  critics  of  the  exhibit  are  people  who  have 
an  orientation  in  the  church  and  they  have  reason 
to  believe  that  there  should  be  mirrored  in  such  an 
exhibit  some  of  the  best  of  what  the  church  has 
done  in  2000  years.  Perhaps  the  feeling  of  this 
group  is  represented  by  the  man  who  said,  “It’s  too 
sophisticated  and  too  subtle.  People  want  to  know 
where  Christ  is.” 

We  admit  that  it  is  not  the  best  kind  of 
editorializing  to  come  to  conclusions  from  second¬ 
hand  information.  However,  we  do  feel  that  Re¬ 
ligious  News  Service  has  reported  this  whole  matter 
in  such  depth  that  we  feel  (justified  in  repeating 
that  religion  is  a  lot  of  things  —  not  just  a  few. 
This  is  what  a  number  of  persons,  devoted  to  the 
modish  fads  of  the  moment,  cannot  seem  to  keep 
in  sharp  focus.  We  feel  sure  that  no  other  exhibit 
of  any  kind  at  Montreal  has  focused  on  such  a 
small  segment  of  the  whole  of  its  product  or  its 
message.  The  subtle  approach  —  no  matter  how 
cleverly  done  —  gets  through  to  only  a  small  per¬ 
centage  of  the  general  public.  We  do  have  a  mes¬ 
sage  from  Christfor  the  whole  of  the  general  public, 
if  we  are  interested  in  people  as  we  say  we  are, 
and  we  ought  not  to  send  so  many  of  them  away 
empty  when  they  have  honestly  come  seeking  the 
water  and  bread  of  life. 

We  have  felt  compelled  to  say  these  things 
because  we  visited  the  Protestant  Pavilion  at  the 
New  York  Fair,  taking  two  teen-age  daughters  who 
were  thoroughly  confused  by  the  controversial  film 
“Parable,”  on  which  we  based  our  case  at  that  fair. 
Now,  it  appears  that  a  minority  committed  to  this 
manner  of  communication  have  again  spent  thou¬ 
sands  of  dollars  so  that  they  might  tell  each  other 
how  “in”  the  exhibit  is  whether  it  draws  a  single 
soul  toward  the  Christ  or  makes  a  single  Christian 
point  with  pride  to  the  visualization  of  his  faith. 

We  can’t  forget  something  that  one  of  the  per¬ 
sons  who  manned  the  Methodist  exhibit  at  New 
York  said  at  a  meeting  of  the  Council  of  Secretaries 
when  asked  what  the  visitor  appreciated  most 
about  the  building.  He  said  “The  chairs.  They  were 
the  only  comfortable  chairs  at  the  fair.” 


A  COMPREHENSIVE  LOOK 
AT  COCU 

The  voting  from  the  annual  confer¬ 
ences,  including  the  troublesome  Pa¬ 
cific  Northwest  of  the  EUB  Church, 
now  indicates  that  merger  is  a  “fait 
accompli” — or  so  nearly  so  that  the  re¬ 
turns  of  the  next  two  weeks  voting  in 
both  denominations  should  bring  the 
percentage  of  majority  that  will  make 
it  a  sure  thing. 

Now,  the  interest  of  the  church  will 
be  quickly  directed  to  the  larger  pro¬ 
posals  of  the  Consultation  on  Church 
Union  which  developed  from  the  so- 
called  Blake-Pike  proposal.  Twelve  de¬ 
nominations  are  now  a  part  of  this 
consultation  and  the  1968  General 
Conference  of  the  United  Methodist 
Church  will  no  doubt  spend  a  good 
deal  of  time  discussing  the  Methodist 
relationships  to  this  group.  Full  Meth¬ 
odist  participation  has  never  been  de¬ 
bated  in  a  Methodist  General  Confer¬ 
ence. 

We  have  said  all  this  to  point  out 
that  value  of  the  June  15  issue  of 
Christian  Advocate  which  is  devoted 
almost  entirely  to  COCU  —  pro  and 
con. We  suggest  that  all  of  our  readers 
who  have  access  to  this  publication 
read  it  and  then  file  it  safely  away  as 
a  reference  source. 

This  publication  frequently  presents 
both  sides  of  controversial  issues,  but 
in  our  opinion  they  have  not  previous¬ 
ly  done  as  good  a  job  as  they  have  in 
the  look  at  COCU. 

The  Rev.  James  E.  Will,  an  EUB 
minister  and  professor,  Dr.  J.  Robert 
Nelson  of  Boston  University  School  of 
Theology  and  the  Rev.  Thomas  C. 
Oden,  a  member  of  the  Oklahoma  Con¬ 
ference,  have  articles  in  behalf  of  the 
COCU  proposals  as  developed  thus 
far.  Calling  for  caution  in  regard  to 
these  proposals  are  the  Rev.  Harold  R. 
Hodgson,  a  Methodist  pastor  in  Con¬ 
necticut,  who  says,  “Halt  the  Ecu¬ 
menical  Bandwagon,”  and  Bishop  No¬ 
lan  B.  Harmon  who  writes  on  “Meth¬ 
odist  Polity  and  Church  Union.” 

We  have  written  from  time  to  time 
on  this  issue  and  feel  sure  that  we 
will  again,  and  when  we  do  we  will 
lean  heavily  on  these  articles  indicated. 
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B  Church  and  State  Department  participation 

Missions  and  Social  Concerns  boards 
launch  churchwide  Vietnam  study 


SCARRITT’S  OLDEST  AND 

YOUNGEST:  Miss  Layona  Glenn, 
70 7,  Scarritt  Colleges  first  and 
oldest  graduate,  was  the  speaker 
for  the  annual  alumni  dinner  June 
1  at  the  college  in  Nashville. 
With  her  is  the  youngest  member 
of  the  1967  graduating  class, 
Paul  Rogers,  l9.  Miss  Glenn,  a 
former  Methodist  missionary  to 
Brazil,  now  lives  at  a  Methodist 
retirement  center  in  Atlanta. 
Paul's  parents  are  also  former 
Methodist  missionaries  to  Brazil, 
and  his  father  is  now  a  minister 
at  Buffalo,  S.  C.  Miss  Glenn 
holds  a  citation  she  received  at 
the  dinner. 


Editor  of  youth 
publications  honored 

NASHVILLE,  Tenn. — Miss  Row- 
ena  Ferguson,  Nashville,  editor  of 
Methodist  church  school  publications 
for  youth,  has  been  given  an  honorary 
doctor  of  divinity  de¬ 
gree  by  Iowa  Wes¬ 
leyan  College,  Mount 
Pleasant,  Iowa. 

In  presenting  the 
degree  June  5,  Dr. 
Franklin  H.  Littell, 
Iowa  Wesleyan  pres¬ 
ident,  cited  her  as 
a  distinguished  lay 

...  woman  of  the  church 

Miss  Ferguson  who  has  «5roUght 

Christian  education  to  a  new  and  high 
level  of  method  and  content.” 

Miss  Ferguson  heads  the  Depart¬ 
ment  of  Youth  Publications  in  the  Ed¬ 
itorial  Division  of  the  Methodist  Gen¬ 
eral  Board  of  Education  here.  The  16 
editors  and  editorial  workers  in  this 
department  edit  ten  dated  periodicals 
with  an  average  circulation  of  1,300,- 
000  copies  each  quarter. 

An  architect  of  the  Cooperative 
Curriculum  Project  of  16  denomina¬ 
tions,  she  “has  shown  ecumenical 
statesmanship  of  the  highest  order,” 
said  Dr.  Littell. 

Miss  Ferguson  has  written  several 
books,  the  latest  beamed  at  teenagers 

and  entitled  My  Life:  What  Shall  I 
Make  of  It? 


WASHINGTON,  D.  C.— A  summer 
of  leadership  training  and  materials 
development  will  precede  an  effort  this 
fall  to  have  groups  in  every  Methodist 
church  discuss  the  issues  of  the  na¬ 
tion’s  current  military  stance  in  Viet¬ 
nam.  One  of  the  climactic  points  will 
be  Oct.  22,  observed  by  many  de¬ 
nominations  as  World  Order  Sunday. 

The  emphasis  aims  to  provide  in¬ 
formation  on  which  debate  can  be 
based,  to  raise  the  basic  questions  for 
discussion,  to  develop  courses  of  ac¬ 
tion  for  Methodists  and  possibly  to 
create  a  movement  among  Methodists 
calling  for  re-evaluation  of  national 
policy. 

The  sponsoring  agencies  are  the 
Boards  of  Missions  and  of  Christian 
Social  Concerns,  both  of  which  have 
celled  for  negotiations  to  end  the  Viet¬ 
nam  fighting  and  for  the  U.  S.  to  stress 
redevelopment  in  Southeast  Asia. 

How  to  avoid  another  Vietnam, 
which  was  called  “a  tragic  result  of 
some  aspects  of  current  U.  S.  foreign 
policy,”  was  one  of  the  day’s  prime 
questions. 

Another  was  how  to  “increase  un¬ 
derstanding  and  acceptance  of  respon¬ 
sibility  in  regard  to  the  right  to  dissent 
and  conscientious  objection.”  The 
view  was  expressed  that  the  nation  is 
in  danger  of  moving  into  “another 
period  of  McCarthyism”  and  the  sup¬ 
pression  of  dissenting  voices. 

While  one  of  the  aims  of  the  em- 


Methodist-EUB 

Merger 

Scoreboard 


As  of  June  16  with  reports  in  from 
68  of  the  87  Methodist  Conferences 
in  the  United  States  and  13  of  the  42 
overseas  conferences,  the  total  affir¬ 
mative  vote  on  union  stands  at  22,472. 
This  is  86.33  per  cent  of  the  total  votes 
cast  so  far.  Only  48  of  the  129  Meth¬ 
odist  conferences  are  yet  to  vote,  and 
a  number  of  these  are  currently  in 
session  but  had  not  yet  reported  their 
vote.  As  can  be  seen  from  the  tally, 
the  response  from  overseas  conferences 
so  far  is  almost  unanimous. 

Church  and  Home,  EUB  magazine, 
has  assembled  the  votes  from  "25  of 
their  32  annual  conferences  and  shared 
them  with  Methodist  Information. 
Their  vote  is  72.39  per  cent  affirmative. 

VOTE  IN  EVANGELICAL  UNITED 
BRETHREN  CONFERENCES 


Conference 
Total  from  21 

conferences  previously 


Yes 


No 


reported 

NEW  YORK 
MISSOURI 
OHIO  EAST 
VIRGINIA 

Total  to  date 


2,541  947 

72.85%  affirmative 


48 

19 

184 

50 


1 

16 

55 

65 


phasis  is  to  provide  “objective,  ac¬ 
curate  and  understandable  informa¬ 
tion,”  rather  than  trying  to  “tell  ten 
million  Methodists  what  to  do  or  think, 
most  of  the  information  they  get  now 
is  on  the  other  side  from  the  boards’ 
position,”  according  to  Dr.  A.  Dudley 
A.  Ward,  general  secretary  of  the  con¬ 
cerns  board. 

The  new  arena  of  conflict  in  the 
Middle  East  kept  appearing  in  the 
discussions  here,  but  the  projected  pro¬ 
gram  does  not  involve  it  directly. 

Already  under  way  as  part  of  the 
emphasis  are  presentations  in  most  an¬ 
nual  conferences  and  training  pro¬ 
grams  for  local  leadership  through  the 
conference  and  regional  schools  of 
missions. 

Among  proposals  which  emerged 
from  the  group’s  discussion  were  these: 

Increased  exercise  of  dissent,  sup¬ 
port  for  Congress  members  in  trouble 
with  their  voters  because  of  unpopular 
stands,  encouragement  for  local  church 
boards  to  study  and  take  stands  on 
the  issues,  cooperative  projects  with 
other  denominations,  recruitment  of 
college  professors  on  sabbaticals  to 
help  in  the  education  of  churchmen, 
establishment  of  roving  “peace  teams,” 
providing  communication  with  Con¬ 
gressmen  and  State  Department  rep¬ 
resentatives. 

Final  plans  will  be  made  by  a  com¬ 
mittee  representing  the  two  sponsoring 
boards. 


DAILY  BIBLE  READING 

Below  is  a  schedule  for  the 
.Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

June  25 — Sunday  I  Cor.  14:1-20 

June  26  . . . Eph.  1:15-23 

June  27  Eph.  2:1-10 

June  28  . Eph.  4:1-16 

June  29  Phillipians  2:1-13 

June  30  ....  Phillipians  3:8-21 

July  1  Exodus  19:1-9 

July  2 — Sunday  ..  Exodus  20:1-17 


VOTE  IN  METHODIST 
ANNUAL  CONFERENCES 


Ab 


Methodist  brothers 
are  chaplains 

WASHINGTON,  D.  C.  —  The  ex¬ 
panding  Methodist  contingent  in  the 
Army  chaplaincy  now  includes  a  pair 
of  brothers,  as  well  as  a  father-son 
combination. 

The  brothers  are  Glenn  P.  Hall,  just 
returned  from  Vietnam  to  Tappan,  N. 
Y.,  and  Robert  D.  Hall,  who  entered 
the  service  June  1  and  is  at  Ft.  Hood, 
Tex.  Both  are  from  Missouri  but  in 
different  conferences.  They  are  the 
first  Methodist  brothers  on  simultane¬ 
ous  chaplaincy  duty  since  1961,  when 
Cecil  and  Kenneth  Reed  of  Texas  were 
both  in  uniform,  also  Army. 

There  are  now  more  than  545  Meth¬ 
odist  ministers  on  active  duty  as  chap¬ 
lains  with  the  military,  according  to 
the  Methodist  Commission  on  Chap¬ 
lains  here. 

Glenn  Hall,  the  older  brother,  was 
ordained  an  elder  in  Missouri  West 
Conference  in  1964  and  went  on  duty 
that  summer,  after  serving  pastorates 
in  Madison,  Centerview,  Sweet  Springs 
and  Slater,  Mo. 

Robert  Hall  was  ordained  elder  in 


Conference  Yes  No 

In  the  United  States 

Total  from  49 
Conferences 
previously 

reported  13,981  2,465  31 


To  correct  an  error  in  report  of 
Northern  New  Jersey:  We  re¬ 
ported  215  yes  votes  on  resolu¬ 
tion;  it  should  have  been  250,  so 
we  add  35. 


stain  Missouri  East  Conference  in  1965  and 
has  been  a  pastor  in  Chamois,  Gil¬ 
liam,  Pilot  Grove  and  Moberly,  Mo. 

Both  are  graduates  of  Central  Col¬ 
lege  and  St.  Paul  School  of  Theology. 

The  father-son  team  are  James  A. 
and  Reynold  B.  Connett. 
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OREGON 
PACIFIC 
NORTHWEST 
MEMPHIS 
FLORIDA  (CJ) 
NO.  CAROLINA- 
VIRGINIA 
BALTIMORE 
WESTERN 
NEW  YORK 
KANSAS 
KENTUCKY 
NEW  ENGLAND 


197 

387 
262 
97 

127 
667 

245 
259 
290 
219 

NORTH  INDIANA  477 


52  0 


Dr.  Samuel  E.  Stumpf,  philosopher 
and  assistant  to  the  chancellor  of  Van¬ 
derbilt  University,  Nashville,  Tenn.,  has 
been  elected  1 1  th  president  of  Meth¬ 
odist-related  Cornell  College,  Mt.  Ver¬ 
non,  Iowa. 


2,842  1,084 

72.39%  affirmative 


OHIO  816 

SOUTH  IOWA  346 

NORTH 

CAROLINA  342 

MISSISSIPPI  140 

VIRGINIA  913 

CENTRAL 

ILLINOIS  489  36  0 

SOUTHERN 

NEW  JERSEY  425  1  0 

WESTERN 

PENNSYLVANIA  665  41  0 


32 

4 

0 

14 

0 

1 

7 

3 

27 

11 

268 

1 

108 

307 

72 


0 

0 

0 

0 

0 

0 

2 

0 

0 

0 

1 

0 

0 

0 

0 


Overseas  Conferences 
ARGENTINA  99 

BENGAL  63 

CENTRAL 
GERMANY  145 

CHILE  57 

DENMARK  35 

HYDERABAD  83 

LIBERIA  158 

LUCKNOW  86 

NORTHEAST 
GERMANY  40 

NORTHWEST 
GERMANY  58 

SOUTH  INDIA  132 

SWITZERLAND  133 

URUGUAY  39 


2 

0 

0 

0 

0 

0 

0 

0 


0 

0 

0 

0 

0 

0 

0 

0 


0  0 


0 

0 

1 

2 


0 

0 

0 

0 


Total  to  date  22,472*  3,455  34 

*86.33%  of  total  vote  cast 
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Five  charter  members  of  St.  Luke's  Methodist  Church,  New  Orleans,  stand 
by  the  cornerstone  of  the  church's  educational  building,  which  they  helped 
to  build.  Now  celebrating  the  20th  anniversary  of  their  church,  they  are 
(I.  to  r.):  D.  C.  Dickert,  Mr.  and  Mrs.  R.  B.  Lawson,  and  Mr.  and  Mrs. 
E.  J.  Mullet. 


Two  new  members 
named  to  Methodist 
Hospital  board 

Two  new  members  have  recently 
been  elected  to  the  Board  of  Directors 
of  the  Methodist  Hospital,  New  Or¬ 
leans,  according  to  the  Rev.  John  B. 
Koelemay,  promotional  director.  They 
are  Dr.  Homer  Hitt  and  Alfred  M. 
Barnes,  Sr.  They  were  elected  at  the 
recent  session  of  the  Louisiana  Annual 
Conference. 

Dr.  Hitt  has  been  chancellor  of  the 
Louisiana  State  University  in  New  Or¬ 
leans  since  1963.  He  had  served  pre¬ 
viously  as  vice-president  of  that  institu¬ 
tion.  He  is  active  in  many  community 
service  organizations  including  Cultural 
Attractions  Fund,  Training  and  Re¬ 
search  Council  of  the  Louisiana  State 
Department  of  Hospitals,  Commission 
on  Mental  Illness  of  the  Southern  Re¬ 
gional  Education  Board,  Total  Com¬ 
munity  Action,  Inc.,  Gulf  South  Re¬ 
search  Institute  and  New  Orleans  Phil¬ 
harmonic  Society. 

Mr.  Barnes,  president  of  Calhoun 
and  Barnes,  Inc.,  is  an  active  Method¬ 
ist  layman  and  a  member  of  Parker 
Memorial  Methodist  Church  in  New 
Orleans.  He  also  is  a  member  of  the 
Board  of  Directors  of  Homestead  Sav¬ 
ings  and  Loan  Association,  the  Ex¬ 
ecutive  Club,  and  the  Board  of  Mag¬ 
nolia  School. 

Reelected  to  membership  on  the 
board  at  Conference  were:  Alfred  F. 
Hanson,  Pendleton  E.  Lehde,  the  Rev. 
John  B.  Koelemay,  Seymour  Weiss,  C. 
C.  “Bud”  Walther,  T.  J.  Fuson  and 
Murray  C.  Fincher. 

The  present  officers  of  the  Board  of 
Directors  were  re-elected  for  another 
tfcrm.  They  are:  M.  Kenneth  Schor, 
president;  George  D.  Williams,  vice- 
president;  Mrs.  Margaret  B.  Manis, 
secretary,  and  the  Rev.  John  B.  Koele¬ 
may,  treasurer. 

The  hospital,  a  160-bed  general  hos¬ 
pital,  is  under  construction  at  5620 
Read  Road  in  East  New  Orleans.  The 
target  date  for  completion  is  October 
1,  1968. 

+ 

As  to  the  value  of  conversions,  God 
only  can  judge. — Goethe 


from  page  one 

St. Luke's  anniversary 

The  Rev.  B.  R.  Oliphint  was  se¬ 
cured  as  first  pastor  in  June,  1947, 
and  on  October  1,  1947,  the  church 
was  formally  organized  with  17  mem¬ 
bers  as  Lakeview  Methodist  Church, 
later  changed  to  St.  Luke’s.  Construc¬ 
tion  on  the  Education  Building  was 
begun  January  1,  1948,  and  101  mem¬ 
bers  held  services  in  it  the  following 
Mother’s  Day. 

The  Rev.  Clark  W.  Bell  became 
pastor  in  June,  1949.  Following  Mr. 
Bell  were  the  Rev.  Darwin  Farquahar, 
who  served  in  1950,  and  the  Rev.  W. 
Spencer  Wren,  serving  from  1951  to 
1959. 

During  Mr.  Wren’s  ministry,  pleas 
went  out  to  the  membership  and  friends 
to  build  a  church  sanctuary.  In  1957, 
the  new  sanctuary  and  additional  fa¬ 
cilities  were  completed  at  a  total  cost 
of  $140,000. 

The  Rev.  J.  Philip  Woodland,  pres¬ 
ent  pastor,  came  to  St.  Luke’s  in  June 
of  1962  from  the  Broadmoor  Meth¬ 
odist  Church  in  Baton  Rouge. 


The  church  celebrated  the  anni¬ 
versary  with  the  return  of  the 
church’s  first  pastor,  Mr.  Oliphint,  as 
speaker  at  8:30  and  11  a.m.  services. 
The  visiting  minister  is  pastor  of  the 
First  Methodist  Church  of  Alexandria. 
Other  former  pastors  also  were  pres¬ 
ent.  _ 

The  Chancel  Choir  sang  an  anthem, 
“Psalm  108,”  written  in  honor  of  the 
anniversary  by  Robert  Flurry,  minister 
of  music.  Following  services,  an  anni¬ 
versary  banquet  honored  charter  mem¬ 
bers  in  the  Fellowship  Hall. 

t 

Jurisdiction  Guild 
meeting  at  Sequoyah 

The  twenty-sixth  annual  meeting  of 
the  South  Central  Jurisdiction  Wesley¬ 
an  Service  Guild  will  be  held  at  Mount 
Sequoyah,  June  23-25,  according  to 
Mrs.  Hazel  Dabney,  Pine  Bluff,  Ark., 
jurisdiction  secretary  of  Wesleyan 
Guild. 

Registration  will  begin  at  1:00  p.m. 
Friday,  June  23,  and  the  first  general 
session  will  be  held  in  Clapp  Auditor¬ 
ium  at  7:45  p.m.  Speakers  for  the  Fri¬ 
day  evening  session  will  be  Mrs.  C.  C. 
Coffee,  jurisdiction  president  of  the 
Woman’s  Society,  and  Miss  Doris  Pet¬ 
erson,  conference  guild  secretary  of  the 
Kansas  Conference.  The  closing  ses¬ 
sion  in  Clapp  Auditorium  will  begin 
at  8:15  a.m.,  Sunday. 

The  theme  of  the  meeting  will  be 
“A  Cup  of  Cold  Water,”  and  the  ques¬ 
tion  which  will  be  held  foremost 
throughout  will  be  “Apathy  or  Action.” 

The  1967  studies  will  be  presented 
Saturday  by  Mrs.  A.  B.  Lewis,  chair¬ 
man  of  missionary  education  and  ser¬ 
vice  for  the  jurisdiction.  Mrs.  Clar¬ 
ence  Clardy,  St.  Louis,  member  of 
the  division  guild  committee,  will  speak 
Saturday  afternoon,  and  the  principal 
speaker  on  Saturday  evening  will  be 
Mrs.  Harold  Baker,  Toledo,  Ohio, 
chairman  of  the  section  on  finance 
of  the  Woman’s  Division. 

t 

How  the  church  can  lead  and  di¬ 
rect  social  change  will  be  the  theme  for 
Methodist  social  action  leaders  of  the 
Southeast  at  a  conference  July  3-6  at 
Lake  Junaluska,  N.  C. 


LAY  REVIVAL  AT  DERIDDER 

In  cooperation  with  other  laymen  of 
the  Lake  Charles  District,  the  Meth¬ 
odist  Men  of  both  Wesley  and  First 
Methodist  churches  of  DeRidder  are 
sponsoring  a  lay  revival  to  be  held  in 
Wesley  Methodist  Church  June  28-29, 
at  7:30  p.m. 

“The  Methodists,”  a  group  of  lay¬ 
men  fro  mthe  Sulphur  Area  under  the 
able  leadership  of  Hubert  Blanchard, 
district  lay  leader,  together  with  Floyd 
Martin,  sub-district  lay  leader,  will  be 
in  charge.  Two  evenings  of  visitation 
by  the  laymen  will  precede  the  revival. 
All  Methodist  churches  in  the  area  are 
invited  to  take  part  in  this  revival  and, 
while  it  is  sponsored  by  the  men, 
everyone  is  invited. 

The  Rev.  Arby  W.  Coody  is  the 
pastor  of  Wesley  Church. 

t 

Gulf  Region  School 
of  Mission  being  held 

Members  of  the  Woman’s  Society  of 
Christian  Service  of  the  two  Methodist 
annual  conferences  in  Louisiana  are 
participating  in  the  Gulf  Region  School 
of  Christian  Mission  being  held  June 
19-23  at  Southern  Methodist  Univer¬ 
sity  and  Highland  Methodist  Church 
in  Dallas.  Mrs.  E.  Maurice  Faubion, 
vice-president  of  the  South  Central  Jur¬ 
isdiction  Woman’s  Society,  is  serving 
as  dean  of  the  school. 

The  theme  of  the  school  is  “One 
Common  Faith”  and.  the  theme  hymn 
is  “At  Length  There  Dawns  the  Glor¬ 
ious  Day.” 

The  courses  and  their  leaders  are: 
ECUMENISM:  Arthur  Moore,  Jr.,  ed¬ 
itor  of  WORLD  OUTLOOK,  and  Dr. 
J.  B.  Holt,  Perkins  School  of  The¬ 
ology;  JAPAN:  the  Rev.  Perry  Saioto, 
pastor  of  Lake  Street  Methodist 
Church,  Eau  Claire,  Tex.;  CHRIST 
AND  THE  FAITHS  OF  MEN:  Miss 
Maryruth  Nickels,  regional  secretary, 
Dallas  Region;  and  MAN  AND  COM¬ 
MUNITY:  Dr.  Carl  Soule  of  the  staff 
of  the  Board  of  Christian  Social  Con¬ 
cerns. 

The  Gulf  Region  includes  the  fol¬ 
lowing  conferences:  North  Texas,  Cen¬ 
tral  Texas,  Southwest  Texas,  Okla¬ 
homa,  Louisiana,  Rio  Grande,  Ala¬ 
bama-West  Florida,  and  the  Louisiana, 
Texas,  and  East  Texas  conferences  of 
the  Central  Jurisdiction. 

t 

Interfaith 
Day  of  Prayer 
for  Peace 

LOUISVILLE,  Ky.  (MI)— Method¬ 
ists  are  urged  to  observe  Sunday,  June 
25,  as  an  interfaith  Day  of  Prayers 
for  Peace  in  Vietnam  according  to 
an  announcement  made  by  Bishop  Roy 
H.  Short  of  Louisville,  Ky. 

At  that  time,  the  National  Council 
of  Churches  is  requesting  its  34  mem¬ 
ber  communions  to  ask  their  congre¬ 
gations  to  observe  the  day  of  prayer. 
Bishop  Short  is  secretary  of  the  Meth¬ 
odist  Council  of  Bishops  and  is  the 
spokesman  for  the  Methodist  delega¬ 
tion  on  the  NCC  General  Board. 

“It  is  my  hope,”  Bishop  Short  said, 
“that  special  prayers  will  be  offered 
in  all  churches  on  that  day  for  peace 
in  Vietnam.” 


Bishop  Aubrey  G.  Walton  and  the  Rev.  Edward  Haug  are  shown  as  they 
recently  visited  the  site  of  the  new  First  Methodist  Church,  Monroe,  which 
is  moving  toward  a  completion  date  in  November.  The  structure  contains 
40,000  square  feet  and  will  be  completed  at  that  time,  with  the  exception 
of  the  sanctuary.  The  Rev.  George  W.  Harbuck  is  the  pastor. 
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FRANCIS  MADISON,  choir  director 
and  Worship  Commission  chairman  at 
Slidell  Methodist 
Church,  was  hon¬ 
ored  recently  with 
the  presentation  of 
the  American  Citi¬ 
zenship  Teach¬ 
er  Award  by  VFW 
Post  5  7  3  5,  for 
“meritorious  serv¬ 
ice  as  a  teacher  of 
the  students  of  Sli¬ 
dell  Junior  High 
School .  .  .  contributing  to  the  advance-' 
ment  and  success  of  his  students.  By 
his  unquestionable  integrity,  courtesy, 
and  many  acts  of  kindness,  he  main-- 
tained  those  standards  of  conduct 
which  are  the  foundation  of  an  ex¬ 
cellent  citizen.” 

ASBURY  CHURCH,  LAFAYETTE, 
recently  held  an  Awards  Night  for  the 
Graded  choir  program.  Approximately 
50  boys  and  girls  received  choir  pins 
or  hymnals  as  awards  for  attendance  at 
rehearsals,  performances,  and  comple¬ 
tion  of  special  projects  assigned  by 
their  directors.  About  150  children  are 
involved  in  the  choir  system,  ranging 
from  first  grade  through  junior  high 
school.  The  Rev.  George  W.  Ross  is 
pastor. 

THE  VIVIAN  CHURCH  MYFers 
(4th,  5th,  and  6th  graders)  were  en¬ 
tertained  with  a  hobo  party  on  June 
8  at  the  home  of  their  counselors,  Mr. 
and  Mrs.  L.  B.  Smith.  There  were 
17  “tramps”  who  gathered  for  the  re¬ 
union  of  the  clan  “Bums  ’67.”  The 
Rev.  Stone  Caraway  is  pastor. 

SPECIAL  EVENTS  IN  RAYNE  Me¬ 
morial  Church,  New  Orleans,  included 
a  Sunday  evening  (June  11)  presenta¬ 
tion  by  the  Chancel  Choir  of  Bach’s 
“Jesus,  Thou  My  Wearied  Spirit,”  and 
Schubert’s  “Mass  in  G  Major.”  John 
Hutton,  Jr.  is  minister  of  music.  On 
June  12  a  session  of  the  convention 
of  the  Southern  Region  of  the  Amer¬ 
ican  Guild  of  Organists  was  held  at 
Rayne  Memorial,  including  an  organ 
recital  by  Kathleen  Thomerson. 

CHATHAM  METHODIST  MEN 
elected  H.  C.  Womack  to  serve  the 
group  as  president,  Fred  Wilhite  as 
vice  president,  and  Everette  Leehy  as 
secretary-treasurer.  At  the  May  meet¬ 
ing,  the  Jack  Wilder  team  fed  the 
Gene  Hall  team  a  steak  supper.  Judge 
V.  M.  Mouser  of  Columbia  was  guest 
speaker.  The  Rev.  Calvin  O.  Lapuyade 
is  pastor. 

THE  MYF  EVERGREEN  Church  has 
elected  the  following  officers:  Sara 
Tanner,  president;  Donivan  Mayo,  vice 
president;  Jeanette  Mabou,  secretary; 
Sally  Tanner,  treasurer;  Raymond 
Mabou,  reporter.  The  group  had  a  hay- 
ride  on  June  9;  As  projects,  the  mem¬ 
bers  are  working  on  a  new  sign  for 
the  church,  with  time  of  services  and 
pastor’s  name,  and  are  also  organizing 
a  room  of  the  church  for  a  recreation 
room.  The  Rev.  Alvin  Mayo  is  pastor. 


The  MYF  of  Pineville  First  Church 
won  first  place  in  the  Alexandria  Sub¬ 
district  basketball  tournament.  Ex¬ 
amining  the  trophy  are  Billy  Beeson, 
president  of  Methodist  Men,  Bob  T. 
Hedrich  and  the  Rev.  Earl  Emmerich 
(then  pastor). 


Gonzales  Church  members  wel¬ 
comed  their  pastor  and  family  back 
with  a  reception  and  pounding  June  11. 
Above  are  the  Rev.  and  Mrs.  Tom  0. 
Crosby,  Jr.  with  Gene,  Cheryl  and 
Cynthia. 

BROADMOOR  CHURCH, 
Shreveport,  held  a  reception  follow¬ 
ing  the  evening  service,  June  11, 
to  honor  several  members  of  the 
staff.  Honored  were:  the  Rev.  and 
Mrs.  Robert  B.  Crichlow,  pastor  and 
wife  returning  for  the  fourth  year  of 
service;  the  Rev.  and  Mrs.  James 
Beasley,  new  associate  pastor  and 
wife;  Carl  Fogleman  and  Norma 
Jean  Locke,  also  recent  additions  to 
the  staff;  and  Dudley  V.  Snow,  chair¬ 
man  of  the  Official  Board  who  was 
named  “Layman  of  the  Year”  at  the 
recent  Annual  Conference  session. 

ALICE  COLLINS  WAS  CHOSEN  as 
president  of  the  Paul  E.  Martin  Sub- 
district  MYF,  Ruston  District,  for  the 
coming  year.  To  help  her,  the  follow¬ 
ing  officers  were  chosen:  Margaret 
Anna  Heame,  vice  president;  Ginger 
Hathaway,  secretary;  Sallie  Dell  Mize, 
treasurer;  Virginia  Chandler,  publicity; 
Elwin  Jones,  program  and  recreation 
chairman. 

FOUR  METHODIST  SUPPLY 
preachers  from  the  Shreveport  area  are 
attending  a  3Vi  week  course  at  Perk¬ 
ins  Schools  of  Theology,  Southern 
Methodist  University,  Dallas.  They  are: 
Tom  Wilson,  of  the  Ellerbe  Road 
Church;  Terry  C.  Willis  of  the  Pelican- 
Mitchell  Charge;  Reuben  Harrell  of 
Pleasant  Hill;  and  Mrs.  Allen  Reeves, 
Sr.  of  the  Bethel  Church.  The  course 
began  June  12. 


Simpson  Church  (Lake  Charles) 
Vacation  Church  School  received  $45 
in  offerings  which  will  be  directed  to 
Lydia  Patterson  institute,  El  Paso. 
Presenting  the  offering  for  dedication 
are  two  junior  boys,  Jaye  and  Charles 
LeJeune. 


Mr.  and  Mrs.  Frank  Waldroup,  ac¬ 
tive  members  of  Mangum  Memorial 
Church  in  Shreveport,  are  shown  with 
some  of  the  trophies  won  recently  in 
the  Shreveport  Rose  Show. 


Farewell  at  Ringgold  for  the  Rev. 
and  Mrs.  Roy  Grant  after  an  eleven- 
year  pastorate. 


RINGGOLD  BAPTISTS  HONOR 
METHODIST  MINISTER 

With  their  pastor,  the  Rev.  Calvin 
Hazelwood,  members  of  the  Ringgold 
Baptist  Church  turned  out  en  masse, 
June  4,  to  hear  the  Rev.  Roy  Grant’s 
last  message,  ending  his  11 -year  tenure 
as  pastor  of  the  Ringgold  Methodist 
Church.  Mr.  Hazelwood  presented  Mr. 
Grant  a  Bible  from  the  Board  of 
Deacons  and  members  of  the  Baptist 
Church,  in  appreciation  of  the  years 
of  cooperation. 

The  Grants  were  given  a  reception 
on  May  28  in  the  Ringgold  Methodist 
Fellowship  Hall.  Members  of  the 
churches  on  the  Ringgold  Charge, 
namely:  Ringgold,  Grand  Bayou,  and 
Rocky  Mount,  presented  Mr.  and  Mrs. 
Grant  with  a  color  television  set  in 
appreciation  of  their  eleven  years  of 
ministry  in  the  community.  Elaborate 
decorations  and  refreshments  were  in 
keeping  with  the  theme. 

At  conference  Mr.  Grant  was  ap¬ 
pointed  to  serve  the  new  church  being 
organized  at  Ruston. 


AT  BOSSIER  CITY  First  Church,  the 
youth  department  had  added  to  the 
staff  for  the  summer  months  Tommy 
Peyton  and  Carol  Kirkland.  Tommy  is 
a  Student  at  Centenary  College  and  is 
planning  a  career  as  director  of  youth 
in  church  work.  Carol  is  a  regular  stu¬ 
dent  at  Louisiana  Tech  and  a  part- 
time  summer  student  at  Centenary.  The 
Rev.  William  P.  Fraser  is  the  pastor. 

KENT  BENNETT,  COUNSELOR  at 
Slidell  Junior  High  School,  was  guest 
resource  person  for  the  recent  discus¬ 
sion  on  parent-teen  relationships  by 
youth  of  the  Slidell  Church.  The  Rev. 
Kirby  A.  Vining  is  their  pastor. 

THE  JEFFERSON  CHURCH  MYF 
of  New  Orleans  has  placed  Bibles  in 
the  pews,  matching  them  with  the  new 
hymnals.  The  project  was  completed 
and  the  Bibles  were  dedicated  on  Sun¬ 
day  morning,  June  18.  The  Rev.  Don¬ 
ald  J.  Hall  is  pastor. 

SYMPATHY  IS  EXTENDED  to  Mrs. 
Sam  Nader  in  the  loss  of  her  father, 
Joseph  John,  of  Sulphur,  who  died 
on  June  4.  Mrs.  Nader  is  the  wife  of 
the  pastor  of  Noel  Memorial  Church 
in  Shreveport. 

DR.  CARL  F.  LUEG  presented  the 
spiritual  message  at  the  men’s  retreat 
held  by  Methodist  Men  and  the  Men’s 
Bible  Class  of  Munholland  Church, 
Metairie.  The  groups  went  to  the  T. 
L.  James  Game  Reserve  near  Abita 
Springs  on  June  17.  Dr.  Lueg  is  super¬ 
intendent  of  the  New  Orleans  District 
Dr.  A.  W.  Townsend,  Jr.  is  pastor  of 
Munholland  Church. 

CRAIG  BROWN  IS  REPRESENT¬ 
ING  the  Raymond  Church  MYF  on 
the  mission  tour  sponsored  by  the  Lou¬ 
isiana  Conference  WSCS.  The  group 
left  Camp  Istrouma  on  June  5,  touring 
Methodist  points  of  interest  in  Missis¬ 
sippi,  Tennessee,  Georgia,  Alabama, 
and  Florida. 

C.  O.  HOLLAND,  president  of  Peo¬ 
ples  Bank  and  Trust  Company  of  Min- 
den,  was  guest  speaker  in  the  Springhill 
Church  at  the  morning  service,  June 
1 1 .  “Buddy”  Burke  spoke  during  the 
evening  service.  I.  L.  Park  and  Herb 
Park  presided.  The  Rev.  Loyd  E.  Wil¬ 
liams  is  pastor. 

VETERANS  OF  THE  CROSS  were 
featured  in  Mangum  Memorial  Church, 
Shreveport,  June  11  and  18.  Two  re¬ 
tired  Methodist  ministers,  each  with 
approximately  40  years  of  service, 
spoke  to  the  congregation,  sharing  their 
many  experiences.  The  Rev.  W.  R. 
Wendt,  a  native  of  Texas  who  pastored 
in  Missouri,  Illinois,  and  Louisiana,  is 
now  living  in  Shreveport  where  he  de¬ 
votes  much  of  his  time  to  his  favorite 
hobby,  gardening.  The  Rev.  R.  L.  Clay¬ 
ton  is  a  native  of  New  Orleans  and 
served  all  his  ministry  in  Louisiana., 
Mr.  Clayton  has  traveled  in  26  foreign 
countries  and  all  the  States,  averaging 
30,000  miles  a  year.  The  Mangum  pas¬ 
tor  is  the  Rev.  Ralph  Cain. 

DR.  RYUICHI  NISHIMURA  of  Ja¬ 
pan,  who  is  with  the  Tulane  Medical 
School,  was  guest  speaker  for  the 
Singleaires  of  First  Church,  New  Or¬ 
leans  on  Sunday  evening,  June  11. 
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By:  Alfred  A.  Knox 


LESSON  FOR  JULY  2:  The  Church  Reaches  Out 

BACKGROUND  SCRIPTURE:  Acts  13 

MEMORY  SELECTION:  The  Lord  has  command¬ 
ed  ns,  saying,  “I  have  set  yon  to  be  a  light 
for  the  Genres,  that  yon  may  bring  salvation 
to  the  uttermost  parts  of  the  earth.”  (Acts  13:47) 

AIM  OF  LESSON:  To  help  us  to  see  how  the 
Christian  missionary  enterprise  got  its  start,  and 
to  challenge  us  to  do  all  in  our  power  to  con¬ 
tinue  its  outreach. 

*  ♦  * 


Although  the  lessons  for  the  next  quarter  will 
continue  our  study  of  Acts,  we  begin  with  the  13th 
chapter  the  story  of  the  real  missionary  outreach 
of  the  church  and  the  part  that  Paul  played  in  it. 
Someone  has  said  that  this  chapter  begins  “The 
Acts  of  Paul.”  It  is  true  that  from  this  point  on 
the  other  apostles  are  hardly  mentioned  and  Paul 
is  the  dominating  figure.  We  can  be  sure  that  the 
other  apostles  were  busy  too,  but  we  have  no  record 
of  their  work  in  Acts. 

The  scholars  see  in  chapter  13  the  reliance 
of  Luke  on  a  source  which  contained  a  rather  de¬ 
tailed  description  of  the  missionary  journeys  of 
Paul.  They  feel  that  the  first  12  chapters  have  not 
been  characterized  by  the  quality  of  detail  that  makes 
the  rest  of  the  book  so  exciting. 

In  this  chapter  we  find  the  story  of  the  com¬ 
missioning  of  Paul  and  Barnabas  as  the  first  Chris¬ 
tian  missionaries;  the  mission  to  Cyprus;  the  de¬ 
sertion  of  the  expedition  by  John  Mark;  and  the 
preaching  in  Antioch  of  Pisidia.  It  is  also  in  this 
chapter  that  we  find  the  author  begins  calling  our 

main  character  Paul  instead  of  Saul. 

*  *  * 

THE  BEGINNING  OF  THE  GREAT 
MISSIONARY  ENTERPRISE 

It  is  exciting  to  be  in  on  the  beginning  of  any 
great  movement.  As  we  read  the  1 3th  chapter  of 
Acts  we  are  standing  in  the  presence  of  the  service 
of  commissioning  for  the  first  Christian  missionaries. 
It  has  been  our  privilege  to  witness  several  com¬ 
missioning  services  at  the  annual  meeting  of  the 
Board  of  Missions,  and  there  is  always  an  unusual 
excitement  about  it  as  we  see  these  young  people 
start  out  on  such  a  great  adventure.  But  just  think! 
Here  we  are  witnessing  the  first  such  service  ever 
held  anywhere — right  here  in  the  church  at  Antioch. 
We  like  the  words  used  by  Dr.  Robert  P.  Parker 
in  Wesley  Quarterly:  “The  church  was  poised  to 
take  one  of  the  greatest  steps  in  its  history — the 
implementation  of  Jesus’  command  to  take  the  gos¬ 
pel  into  afl  the  world.” 

Dr.  Theodore  Ferris  tells  us  there  are  several 
things  we  should  note  about  this  great  pioneering 
movement.  Among  these  are:  (1)  The  mission  had 
a  long  history  behind  it.  It  was  not  just  planned  on 
paper;  it  grew  out  of  the  soil  of  events;  (2)  the 
mission  had  the  right  man  at  the  head  of  it.  Every 
movement  needs  the  direction  and  leadership  of 
a  man;  (3)  Paul  was  aware  that  he  had  the  fellow¬ 
ship  of  the  church  behind  him.  He  did  not  under¬ 
take  his  mission  singlehanded  and  alone;  (4)  Paul 
had  Barnabas  beside  him.  God  sent  them  out  not 
only  one  by  one,  but  also  in  pairs  and  teams;  and 
(5)  the  movement  had  the  spirit  of  God  within  it. 
Things  begin  to  move  when  the  Spirit  makes  itself 
known  to  the  persons  involved. 


THIS  WAS  A  COMMISSIONING  SERVICE, 
NOT  AN  ORDINATION 

We  read:  “the  Holy  Spirit  said,  ‘Set  apart  for 
me  Saul  and  Barnabas  for  the  work  to  which  I 
have  called  them.’  Then  after  fasting  and  prayer 
they  laid  their  hands  on  them  and  sent  them  off.” 
(Acts  13:  2  and  3).  Because  the  term  “they  laid 
hands  on  them”  is  used,  and  because  this  has  be¬ 
come  an  expression  related  to  the  Church’s 
Ordination  Service,  there  are  some  who  would  have 
us  believe  that  this  was  the  first  ordination — the 
beginning  of  the  so-called  “apostolic  succession.” 

Dr.  G.  H.  C.  Macgregor  deals  at  some  length 
with  this  question  in  The  Interpreter’s  Bible  saying: 
“It  is  extremely  dangerous  to  read  into  this  scene 
later  Catholic  ideas  of  church  orders  and  ordina¬ 
tion,  as  if  it  was  at  this  moment  that  Paul  was 
received  into  the  ‘apostolic  succession’  and  received 
from  aspostolic  hands  the  apostleship  which  was 
his  greatest  boast.”  He  goes  on  to  say  that  there 
was  not  a  single  apostle  present  nor  anyone  who 
could  by  any  stretch  of  the  imagination  be  called  a 
bishop.  Barnabas  and  Paul  are  simply  being  “set 
apart”  formally  by  the  laying  on  of  hands  to  be  the 
church’s  representatives  in  the  missionary  work  they 

were  about  to  undertake. 

*  *  * 

THE  PLACE  OF  THE  SENDING  CHURCH 

We  rerad  somewhere  that  the  real  hero  of  this 
story  is  the  church  at  Antioch.  They  had  faith 
enough  in  these  men  and  in  the  gospel  to  give  them 
backing  in  this  pioneering  venture.  Dr.  Ferris  says, 
“Paul  did  not  undertake  his  mission  singlehanded 
and  alone.  Nor  did  he  do  it  in  the  spirit  of  a  prima 
donna.  It  was  not  a  spectacular  solo  flight.”  Paul 
was  one  of  several  men  ministering  to  the  Christians 
at  Antioch.  It  was  those  Christians  who,  after  they 
had  fasted  and  prayed  about  the  matter,  laid  their 
hands  on  him  and  his  companion  and  sent  them 
off. 

Often  the  program  of  the  church  has  failed  be¬ 
cause  it  has  fallen  into  the  hands  of  prima  donnas 
who  insisted  on  doing  things  their  own  way.  No 
matter  what  denomination  sends  out  a  missionary, 
there  is  always  a  sense  of  dependence  on  the  send¬ 
ing  church  and  an  obligation  to  witness  in  a  way 
that  the  church  feels  will  achieve  the  most  for  the 
glory  of  God.  There  are  records  of  a  few  who  have 
gone  to  the  mission  field  as  “free  lancers”  and 
succeeded,  but  for  every  such  one  there  are  thou¬ 
sands  who  made  their  most  effective  witness  in  the 
awareness  of  the  support  and  the  prayers  of  the 
sending  church. 

In  a  previous  lesson  we  have  referred  to  the 
statement  that  the  disciples  were  called  Christians 
first  at  Antioch.  We  might  also  say  that  the  Chris¬ 
tians  were  called  missionaries  first  at  Antioch. 

*  *  # 

THE  ENCOUNTER  ON  CYPRUS 

As  the  party  moves  from  Antioch  to  Cyprus 
the  “first  missionary  journey”  has  begun.  It  is  like¬ 
ly  that  Cyprus  was  chosen  as  the  first  stop  because 
it  was  Barnabas’  homeland.  We  are  told  that  “when 
they  had  gone  through  the  whole  island  as  far  as 
Paphos,  they  came  upon  a  certain  magician,  a 
Jewish  false  prophet,  named  Bar-Jesus.  He  was  with 
the  proconsul,  Sergius  Paulus,  a  man  of  intelligence, 
who  summoned  Barnabas  and  Saul  and  sought  to 
hear  the  word  of  God.”  (13:6  and  7) 

Bar-Jesus,  or  Elymas  as  he  was  also  called,  did 
everything  he  could  to  keep  the  missionaries  from 
getting  their  message  through  to  his  master.  His  line 


of  trade  was  magic  and  he  sought  to  use  it  against 
their  religious  witness.  You  will  notice  that  they 
did  not  counter  his  sorcery  with  logic  but  called 
on  the  Spirit  to  give  them  a  power  that  would 
be  superior  to  his. 

It  is  also  interesting  to  note  that  Paul  used 
rather  strong  language  for  a  missionary  in  dealing 
with  this  magician.  In  fact,  he  said:  “You  son  of 
the  devil,  you  enemy  of  all  good,  full  of  all  craft 
and  all  cunning,  will  you  never  stop  diverting  the 
straight  paths  of  the  Lord?”  (v.  10)  The  Interpreter’s 
Bible  says:  The  kindest  thing  that  Paul  could  have 
done  for  Elymas  was  just  what  he  did — to  tell  him 
exactly  what  he  was,  a  fake,  a  quack;  to  show  him 
exactly  where  he  stood,  namely,  under  the  threat 
of  blindness  as  a  sign  of  the  Lord’s  judgment. 

*  *  * 

PAUL’S  FIRST  SERMON 

In  verses  17-41  we  have  Paul’s  first  recorded 
sermon  delivered  in  the  synagogue  at  Antioch  of 
Pisidia — which  we  must  keep  distinct  in  our  minds 
from  Antioch  in  Caria,  from  which  our  missionaries 
came.  After  a  regular  synagogue  service,  the  elders 
invited  him  to  give  an  exhortation  to  the  congrega¬ 
tion.  (You  will  remember  that  on  more  than  one 
such  occasion  Jesus  was  invited  to  speak  in  the 
synagogue  after  the  formal  service  was  concluded.) 

One  can  be  sure  that  Luke  did  not  have  an 
exact  transcript  of  the  message.  It  must  be  seen 
as  a  free  composition  with  some  of  the  ideas  of 
the  author  included  occasionally.  The  general  form 
erf  the  sermon  is  very  much  like  those  preached  by 
Peter  earlier  in  Acts,  and  very  definitely  is  one 
planned  for  a  Jewish  congregation. 

The  entire  sermon  is  cast  in  the  form  of  an  out¬ 
line  of  Jewish  history.  Dr.  Ferris  calls  the  sermon 
“a  universal  message  in  a  local  frame.”  There  is 
the  same  climactic  use  of  emotion  that  Peter  had 
used  as  he  pointed  the  accusing  finger  concerning 
the  death  of  Jesus,  “Though  they  could  charge  him 
with  nothing  deserving  death,  yet  they  asked  Pilate 
to  have  him  killed.”  (v.  28) 

However,  we  should  point  out  that  the  heart  of 
Paul’s  sermon  is  in  w.  32  and  33:  “So  we  now 
preach  to  you  the  glad  news  that  the  promise  made 
to  the  fathers  has  been  fulfilled  by  God  for  us  their 
children,  when  he  raised  Jesus.”  (Moffatt). 

*  *  * 

THE  GOOD  NEWS  THAT  PAUL  PREACHED 

There  are  quite  a  number  of  things  in  this 
first  sermon  of  Paul’s  that  sound  very  contemporary. 
They  have  as  much  meaning  today  as  they  did  then. 
First,  Paul’s  sermon  was  filled  with  good  news  in¬ 
stead  of  good  advice.  This  has  been  said  so  many 
times  that  it  ought  to  be  commonplace  and  yet  many 
preachers  feel  that  their  mission  in  the  pulpit  is 
to  give  good  advice.  Dr.  W.  A.  Smart  has  said  in 
his  book,  Contemporary  Thinking  About  Jesus:  “If 
a  man  is  overboard  in  the  middle  of  the  Atlantic, 
it  is  useless  to  instruct  him  in  the  best  methods 
of  swimming  ashore.  He  cannot  achieve  anything 
in  his  own  strength.  Left  to  himself,  he  is  doomed, 
and  his  only  hope  is  in  something  or  somebody 
outside  himself  who  can  save  him.” 

Paul’s  sermon  then  was  about  the  rescue  of  the 
whole  human  race  that  had  recently  taken  place. 
He  did  not  begin  by  telling  people  they  ought  to 
be  good,  but  by  telling  them  that  God  was  good 
enough  to  do  something  which  would  save  them 
from  destruction. 

The  proof  of  the  promise  of  salvation  for  Paul 
and  the  other  early  apostles  was  the  resurrection 
of  Jesus.  This  is  why  the  good  news  for  them  con¬ 
sisted  simply  of  the  restatement  erf  the  fact  that 
Jesus  Christ  had  risen  from  the  dead.  He  told  his 
congregation:  You  crucified  Christ;  God  raised  him 
up  again.  It  is  not  likely  that  a  contemporary  preach¬ 
er  would  set  forth  the  resurrection  truth  in  the 
same  manner  Paul  used  that  day  in  Antioch  of 
Pisidia.  But  the  truth  cannot  be  altered.  It  can  only 
be  placed  in  a  setting  that  is  more  understandable 
to  the  congregation  involved. 

Finally,  Paul  affirmed  that  the  good  news  of 
salvation,  attested  to  by  the  resurrection,  has  moral 
consequences.  He  said:  “Through  this  man  forgive¬ 
ness  of  sins  is  promised  to  you.”  But  Christianity  was 
and  is  more  than  just  a  way  out  of  trouble.  It  is 
also  the  path  to  newness  of  life,  and  Paul  erifc 
phasized  that  also  to  his  listeners — and  to  us. 
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More  than  95%  of  the  nation’s  college  students 
have  no  contact  with  a  church,  the  president  of  the 
campus  Crusade  for  Christ  International  recently 
reported.  Dr.  William  R.  Bright,  San  Bernardino. 
Calif.,  said  students  are  “spiritually  illiterate”  often 
because  nobody  has  talked  to  them  about  Chris¬ 
tianity. 

The  organization,  which  Dr.  Bright  founded,  is 
an  interdenominational  movement  with  a  staff 
of  more  than  700  persons.  It  attempts  to  pro¬ 
vide  both  the  initial  interest  in  Christianity 
through  crusades  and  a  follow-up  by  trained 
persons  in  weekly  meetings  of  small  groups. 

Anglican  priests  find  it  embarrassing  to  have  to 
“chisel”  their  way  through  life  accepting  “clergy 
discounts”  on  clothes  and  “tips”  for  performing 
weddings  and  funeral  services,  the  Rev.  W.  C.  Ash¬ 
by  charged  in  London,  Ontario.  He  told  a  reporter 
that  he  would  prefer  not  to  be  paid  for  weddings 
and  funerals  because  “it’s  like  a  waiter  getting  a 
tip.” 

Mr.  Ashby  estimated  that  with  his  free  rectory 
and  car  allowance  his  income  is  $5,500  a  year. 

His  wife,  he  said,  is  forced  to  work  and  the 
family  has  to  forget  many  “simple  pleasures” 
that  others  take  for  granted. 

The  Rev.  Ian  Reid,  for  the  past  20  years  minister 
of  the  Old  Kirk  in  Edinburgh,  Scotland,  has  been 
elected  the  new  leader  of  the  famous  Iona  Com¬ 
munity  in  northwest  Scotland.  He  will  succeed  the 
Very  Rev.  Lord  MacLeod  of  Fuinary,  dynamic 
Scotch  Presbyterian  who  founded  the  community  on 
Iona  Island  in  1933  and  has  been  its  only  leader. 

Episcopal  Bishop  James  A.  Pike,  denounced 
as  a  heretic  by  some  of  his  fellow  bishops, 
recently  declared  that  he  is  “very  much  of  a 
conservative.”  He  compared  the  Christian 
church  to  a  declining  business  firm  and  him¬ 
self  to  an  executive  trying  to  get  complacent 
partners  to  revive  sales  by  adopting  new  meth¬ 
ods.  “I  think  those  who  are  so  troublesome 
are  the  real  conservatives  in  the  Church,”  Bish¬ 
op  Pike  said,  adding,  “I  wouldn’t  dream  of 
leaving.” 

The  Pentagon  has  given  assurance  that  United  Pres¬ 
byterians  who  subscribe  to  a  controversial  passage 
in  the  Confession  of  1967  touching  on  national  se¬ 
curity  will  not  run  the  chance  of  being  refused 
security  clearance.  Assistant  Secretary  of  Defense 
Thomas  D.  Morris  issued  a  statement  which  said: 
“From  the  plain  meaning  of  the  language  of  the 
Confession  we  find  nothing  to  suggest  that  dis¬ 
loyalty  to  the  United  States  is  encouraged.”  The  line 
in  question  follows  a  statement  expressing  willingness 
to  forgive  enemies  in  the  search  for  peace.  It  says: 
“This  requires  the  pursuit  of  fresh  and  responsible 
relations  across  every  line  of  conflict,  even  at  risk 
to  national  security,  to  reduce  areas  of  strife  and  to 
broaden  international  understanding.” 

The  3.3  million  member  United  Presbyterian 
Church  in  the  U.S.A.  elected  as  its  head  a  Ten¬ 
nessee  clergyman  who  has  spent  his  entire  pas¬ 
torate  in  a  church  having  only  75  members. 
Dr.  Eugene  Smathers,  60,  pastor  of  the  Calvary 
Presbyterian  Church,  Big  Lick,  Tenn.,  defeated 
the  only  other  candidate,  Dr.  William  H.  Hud- 
nut,  Jr.  of  New  York. 


Billy  Graham  revealed  recently  at  his  head¬ 
quarters  in  Minneapolis  that  he  is  being  urged 
to  run  for  President  next  year.  But  the  48-year- 
old  evangelist  insisted  that  he  is  staying  out  of 
politics. 

The  dean  of  student  affairs  at  St.  Louis  University, 
Father  Thomas  F.  McQueeny,  S.  J„  has  refused  to 
authorize  the  inclusion  of  Episcopal  Bishop  James 
A.  Pike  and  “black  power”  advocate  Stokely  Car¬ 
michael  in  the  1967-68  student-sponsored  Great 
Issues  series.  In  announcing  his  decision,  Father 
McQueeny  said  that  the  qualifications  of  Bishop 
Pike  to  discuss  his  subject,  “The  Relevance  of 
Theology  to  the  Modem  World”  were  questionable, 
and  Mr.  Carmichael’s  “demagoguery”  was  not  con¬ 
ducive  to  discussion  of  civil  rights  at  the  university 
level. 


NEW  YORK  —  The  American  Bible  Society  marks 
the  150th  anniversary  of  its  program  of  providing 
Bibles  to  men  in  the  U.  S.  armed  forces.  Second 
from  left,  an  American  sailor  is  attired  in  the  1817 
naval  enlisted  man’s  uniform,  symbolic  of  the  fact 
that  the  program  began  in  that  year.  Left  to  right 
are  Rear  Admiral  George  R.  Luker,  U.S.N.,  repre¬ 
senting  Navy  Secretary  Paul  H.  Nitz;  Musician  2nd 
Class  Ralph  L.  Dial  of  Washington,  D.  C.;  Everett 
Smith,  president  of  the  ABS;  and  Rear  Admiral  James 
W.  Kelly,  Chief  of  Chaplains,  U.  S.  Navy.  Since 
1817,  the  society  has  given  50  million  Scriptures  to 
military  personnel.  Photo  was  taken  at  the  ABS 
annual  meeting  in  New  York.  (RNS  Photo) 


Dr.  Robert  J.  McCracken,  who  retired  June  4 
as  senior  minister  of  New  York’s  Riverside 
Church,  will  add  his  personal  library  to  that  of 
his  predecessor,  Dr.  Harry  Emerson  Fosdkk, 
at  the  Evangelical  Seminary  of  Puerto  Rico. 
The  interdenominational  seminary  in  San  Juan 
received  Dr.  Fosdick’s  personal  library  in  1961, 
and  a  $100,000  “Fosdick  Library  Fund”  drive 
is  underway  to  enlarge  the  collection. 

“The  Church  of  England  is  approaching  its  greatest 
crisis  in  its  history  and  within  a  few  years  may  have 
ceased  to  exist,”  according  to  Bishop  John  Moorman 
of  Ripon.  He  expressed  this  view  in  the  June  issue 
of  his  diocesan  newsletter.  He  said  the  days  of  the 
Anglican  Communion  as  a  “national”  Church  are 
over  and  the  question  has  become  whether  it  will 
merge  with  the  Reformed  Church  family  or  the 
Roman  Catholic  Church. 


A  Canadian  rabbi,  in  listing  ground  rules  for  Chris- 
tian-Jewish  dialogue,  advised  Jews  to  confine,  their 
efforts  to  “contemporary-minded  Christians.”  “It 
is  with  such  Christians  as  those  that  Jews  should 
seriously  seek  dialogues  in  faith,”  said  Rabbi  Stuart 
E.  Rosenberg  of  Beth  Tzedec  Congregation  in 
Toronto. 

He  further  defined  “contemporary  Christians” 
as  those  “who  are  seeking  to  come  to  terms 
with  the  human  diversity  outside  of  the  church, 
and  who  regard  Christianity  not  as  a  majority, 
but  a  minority  faith  in  the  world.  It  is  and 
should  come  to  terms.” 

The  elaborate  ceremony  and  ornate  vestments  as¬ 
sociated  with  the  College  of  Cardinals  will  be  sim¬ 
plified,  beginning  with  the  consistory  scheduled  for 
June  26.  The  Sacred  Ceremonial  Congregation,  re¬ 
porting  on  changes  to  be  introduced  at  the  next 
consistory,  said  they  are  made  for  the  purpose  of 
simplification  in  harmony  with  the  suggestions  of 
the  Second  Vatican  Council. 

Among  the  changes  one  of  the  most  signifi¬ 
cant  will  be  the  abolition  of  all  distinctions  of 
dress  between  cardinals  who  belong  to  the 
secular  clergy  and  those  who  belong  to  re¬ 
ligious  orders.  The  red  hat  associated  with 
cardinal  rank  will  remain,  but  it  will  not  be 
presented  to  the  cardinal  by  the  Pope  at  the 
consistory. 

A  move  to  reapportion  membership  on  commissions 
and  institutional  boards  of  the  Southern  Baptist 
Convention — which  would  have  limited  the  rep¬ 
resentation  of  smaller  state  Baptist  conventions— 
suffered  a  narrow  defeat  at  the  denomination’s  an¬ 
nual  meeting  in  Miami  Beach. 

Originally  the  motion  for  reapportionment 
would  have  affected  10  states,  but  an  amend¬ 
ment  cut  the  number  of  Baptist  church  mem¬ 
bers  necessary  to  assure  a  state  full  represen¬ 
tation,  thus  affecting  only  six  states.  Still  the 
motion  failed  to  get  the  two-thirds  majority 
necessary  for  passage. 

A  bill  exempting  clergymen  from  being  forced  by 
the  courts  to  reveal  information  given  them  by 
communicants  has  been  passed  by  the  North  Caro¬ 
lina  House  and  sent  to  the  Senate,  where  it  was 
favorably  received  by  the  Senate  Judiciary  Com¬ 
mittee.  The  bill,  which  grants  immunity  to  minis¬ 
ters  unless  the  person  with  whom  he  has  talked 
agrees  that  the  conversation  can  be  placed  in  the 
evidence,  won  unanimous  approval  from  the  Senate 
committee. 

The  last  Roman  Catholic  Negro  parish  in  Ten¬ 
nessee  was  closed  on  June  11.  The  parish,  St. 
Francis  Church  in  Chattanooga,  was  established 
in  1948  to  serve  a  growing  Negro  Catholic 
population,  a  statement  issued  by  the  Diocese 
of  Nashville  explained.  Two  weeks  earlier,  an¬ 
other  Negro  parish,  St.  Anthony  Church  in 
Memphis,  was  “phased  out.” 

The  Southeastern  Minnesota  District  of  the  Ameri¬ 
can  Lutheran  Church  has  decided  to  join  the  Min¬ 
nesota  Council  of  Churches.  Delegates  voted  284 — 
110  for  Council  membership  at  the  annual  con¬ 
vention.  The  district,  which  has  some  240,000  bap¬ 
tized  members,  will  be  the  first  in  the  American 
Lutheran  Church  to  seek  membership  in  a  state 
council  of  churches. 

American  Baptists  are  called  to  be  a  “bridge” 
between  nearly  30  other  Baptist  denominations 
and  the  rest  of  Christendom,  their  national 
president  has  affirmed.  Speaking  in  Pittsburgh, 
Dr.  Carl  W.  Tiller,  who  recently  ended  a  one 
year  term  as  president  of  the  American  Bap¬ 
tist  Convention,  said,  “American  Baptists  are 
ideally  located  in  the  families  of  churches  to  be 
— and  I  believe,  are  called  of  God  to  be — a 
bridge  between  other  Baptists  and  the  rest  of 
Christendom.” 
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Will  our  churches  be  prepared  to  offer 
100  hours  of  serious  study  ? 


Dr.  Earl  B.  Emmerich,  Associate 
Director  of  the  Area  Council  of  our 
Methodist  Church,  under  the  direction 
of  the  General  Board  of  Education, 
has  challenged  both  Churches  and 
Church  members  with  a  call  for  every 
member  to  endeavor  to  spend  100 
hours  in  serious  study  this  year.  As 
your  Associate,  primarily  concerned 
with  the  educational  program  of  our 
church,  I  am  impressed  with  this  chal¬ 
lenge. 

The  General  Secretary  of  the  Meth¬ 
odist  Board  of  Education,  Dr.  Ham, 
made  a  survey  of  parents  of  some  3000 
children  in  the  Church  School.  He  said 
the  investigation  showed  that  only 
about  3  per  cent  of  parents  were  cap¬ 
able  of  giving  adequate  religious  train¬ 
ing  to  their  children  at  home.  This  is 
appalling!  The  new  literature  is  de¬ 
signed  to  help  every  adult,  not  only 
know  his  church’s  beliefs,  but  to  under¬ 
stand  the  basic  elements  of  the  Gospel 
of  Christ.  Regardless  how  well  planned 
the  new  literature  may  be,  unless 
church  members  give  adequate  study, 
the  whole  plan  will  be  defeated. 

As  one  vitally  interested  in  how 
our  churches  will  implement  this  pro¬ 


gram,  by  offering  study  opportunities 
at  the  local  level,  I  am  writing  this 
note  to  both  preacher  and  layman. 
Will  you  share  with  me  some  of  the 
ways  you  have  already  tried  to  achieve 
this  end  in  your  church?  We  need  to 
share  with  each  other  our  various  at¬ 
tempts  to  realize  this.  This  past 
year,  the  First  Methodist  Church  at 
Alexandria  held  a  special  Lay  Acad¬ 
emy  over  a  period  of  six  weeks.  Others 
in  New  Orleans,  I  am  told,  held  a 
one  day  approach  to  education  be¬ 
ginning  at  breakfast  and  going  to  about 
9  P.M.  that  night.  The  whole  block  of 
time  including  three  meals,  was  used 
to  awaken  an  awareness  to  education¬ 
al  needs. 

You  can  help  me  by  sharing  your 
experiences  with  me. 

The  word  serious  qualifies  the  type 
of  study.  Much  of  our  study  on  Sun¬ 
day  morning  lacks  any  serious  effort 
to  reach  the  true  goals  of  our  Church 
School.  Let  me  hear  from  you.  Ad¬ 
dress:  Dr.  Earl  B.  Emmerich,  Meth¬ 
odist  Area  Council,  P.  O.  Box  4325, 
Shreveport,  Louisiana  71104. 
f 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

This  article  is  a  continuation  of  the 
report  of  what  we  have  tried  to  ac¬ 
complish  during  the  church  year  of 
1966-67. 

One  of  the  most  critical  areas  of 
concern  is  that  of  the  relationship  of 
the  races.  All  Inner  City  churches  ex¬ 
cept  Second  are  in  neighborhoods 
which  are  about  fifty  percent  Negro. 
This  means  that  at  least  half  the  peo¬ 
ple  standing  in  need  of  help  are  Negro 
— probably  a  much  higher  percentage. 
The  challenge  before  us  is  for  the 
Methodist  church  in  Louisiana,  par¬ 
ticularly  in  New  Orleans,  to  remove 
whatever  barriers  may  stand  in  the 
way  of  serving  the  Negro  community. 

This  is  not  simple  to  do.  We  were 
bom  into  a  climate  of  the  tradition 
of  segregation.  We  did  not  erect  it,  but 
we  have  been  shaped  by  it.  This  is 
what  we  are  accustomed  to.  The  idea 
of  existing  otherwise  has  never  been 
considered  much  by  many  of  us  and 
it  is  natural  for  us  to  be  uncomfortable 
at  the  thought. 

Anxiety  at  unfamiliarity  is  the  usual 
state  of  things.  As  a  rule  we  don’t 
know  quite  what  to  say  after  a  round 
of  introductions  where  we  find  it  neces¬ 
sary  to  talk  with  strangers.  The  aver¬ 
age  person  does  not  move  easily  and 
readily  into  new  experiences  and  sur¬ 
roundings.  This,  I  believe,  is  responsi¬ 
ble  as  much  as  anything  else  for  the 
reluctance  of  the  Southern  White  man 
to  move  away  from  segregation.  I  don’t 
believe  this  reluctance  is  due  to  a  log¬ 
ical,  pre-determined  stance  which  he 
takes  toward  life.  It  is,  rather,  the 
result  of  his  finding  himself  in  a  sit¬ 


uation  and  not  going  to  the  trouble 
to  project  beyond  the  particular  mo¬ 
ment. 

On  the  assumption  that  we  feel  as 
we  do  because  we  have  been  subject 
to  certain  conditioning,  the  Interracial 
Dialogue  group  was  created  to  give 
Negroes  and  whites  new  experiences. 
We  wanted  to  move  away  from  this 
unfamiliarity.  We  began  to  arrange 
conditions  so  that  Negroes  and  whites 
could  have  dialogue  or  talk  with  one 
another.  Out  of  these  meetings  have 
come  a  better  understanding  of  one 
race  for  another,  a  better  appreciation 
of  individuals  one  for  another,  a  deep¬ 
er  commitment  on  the  part  of  the  con¬ 
cerned  to  a  worthwhile  cause.  Some 
real  friendships  have  been  made,  and 
we  are  all  richer  for  it. 

Meetings  are  held  monthly,  alter¬ 
nating  with  Central  and  South  Central 
jurisdiction  churches.  Attendance  has 
been  as  many  as  sixty,  it  is  irregular, 
however.  Topics  discussed  have  dealt 
with  the  relating  of  strangers  to  one 
another,  a  discussion  of  the  nature  of 
love,  a  study  into  discrimination,  and 
a  glimpse  into  the  removal  of  the  jur¬ 
isdictional  segregation  of  the  church. 

All  persons  are  invited  to  attend  the 
dialogue  groups.  For  further  informa¬ 
tion  and  a  knowledge  of  scheduled 
meetings  contact: 

Methodist  Inner  City  Parish 
1130  N.  Rampart  Street 
New  Orleans,  Louisiana  70116 
Phone:  523-0450 
t 

The  Methodist  Southeastern  Region¬ 
al  Family  Life  Conference  will  be  held 
at  Lake  Junaluska,  N.  C.,  July  5-9. 
“The  Christian  Family  Serves  Through 
the  Church  and  Community”  will  be 
theme  of  the  sessions. 

t 

God’s  way  becomes  plain  when  we 
start  walking  in  it. — Roy  L.  Smith 


Vinton  Methodist  Church  laymen  who  reported  to  their  congregation  on 
recent  activities,  are  left  to  right:  D.  L.  Moreau,  Jr.,  Dexter  Brown,  Gerald 
Cormier,  Jack  Schanz,  Sr.,  Charles  Coppels,  George  Boudreaux.  Mr.  Bou¬ 
dreaux,  delegate  to  Annual  Conference  in  Shreveport,  reported  on  confer¬ 
ence  proceedings.  The  other  laymen  told  of  their  recent  trip  to  Washing¬ 
ton,  D.  C.,  as  members  of  the  Vinton  Harbor  and  Terminal  Board,  and  as 
City  Council  members.  The  Rev.  James  M.  Poole  is  pastor  of  the  Vinton 
Church. 


A  school  for  training  district 
superintendents  needed 

by  George  W.  Dameron 


As  a  former  Executive  Secretary  of' 
the  Conference  Board  of  Education,  it 
was  my  privilege  to  work  very  closely 
with  district  superintendents  over  a 
period  of  nine  years.  One  of  the  most 
neglected  fields  of  service,  related  to 
this  office,  was  that  of  close  super¬ 
vision  of  the  pastors  in  the  district. 
It  isn’t  that  the  district  superintendent 
isn’t  busy.  It  is  rather  the  question  of 
whether  or  not  he  is  busy  doing  the 
most  essential  things  of  his  office. 
From  my  experience  and  observation, 
the  greater  responsibility  of  his  office 
is  that  of  continuous,  close  supervision 
of  the  work  of  his  district.  Calling  a 
district  meeting  of  the  pastors  once  a 
month  for  a  two  or  three  hour  ses¬ 
sion  does  not  meet  the  need. 

The  seminaries  give  very  Tittle  train¬ 
ing  in  methods,  procedures,  or  in  ad¬ 
ministration  in  their  training  of  min¬ 
isters.  The  office  of  district  superin¬ 
tendent  is  primarily  a  managerial  posi¬ 
tion.  Unless  there  is  an  opportunity 
for  the  superintendent  to  secure  spe¬ 
cial  training  for  his  work,  he  comes 
into  his  office  gravely  handicapped. 
About  all  the  training  he  has  for  his 
managerial  position  is  a  short  briefing 
by  another  district  superintendent.  Re¬ 
cently  I  heard  a  district  superintend¬ 
ent  remark:  “After  we  hold  our  so- 
called  quarterly  conferences,  which  are 
two  a  year,  we  are  pretty  much  on 
our  own  as  to  how  we  use  our  time.” 

One  of  the  first  steps  toward  setting 
up  a  school  for  training  district  super¬ 
intendents  would  be  that  of  a  job  an¬ 
alysis.  This  would  help  clarify  the  ele¬ 
ments  needed  in  the  curriculum  for 
such  a  school.  In  a  recent  conversa¬ 
tion  with  the  dean  of  one  of  our  semi¬ 
naries,  I  was  told  that  if  he  had  a 
little  time  to  work  out  the  plans,  the 
curriculum,  and  secure  some  addition¬ 
al  funds,  a  short-term  school  for  dis¬ 
trict  superintendents  could  be  devel¬ 
oped. 


Some  such  plan  of  supervision  as 
the  following  could  prove  to  be  very 
helpful:  Let  the  district  superintendent, 
after  dividing  his  district  into  zones — 
not  over  eight  or  ten  pastors  in  a 
group — meet  once  a  quarter  in  each 
zone  to  make  specific  plans  for  the 
next  three  months.  At  the  end  of  each 
quarter,  a  check-up  could  be  made  on 
how  much  of  the  planned  work  had 
been  accomplished  and  plans  made  for 
the  next  quarter.  If  there  were  four 
zones  in  the  district,  and  the  district 
superintendent  gave  a  full  day  to  each 
zone  for  planning  and  checking  each 
quarter,  only  eight  days  out  of  the 
ninety-one  days  in  the  quarter  would 
be  required.  If  this  kind  of  careful  su¬ 
pervision  could  be  carried  on  through¬ 
out  the  year  in  each  zone  of  each  dis¬ 
trict  in  Methodism,  I  believe  the  re¬ 
sults  in  positive  accomplishments 
would  be  astonishing! 

Pastors  are  more  or  less  left  to  their 
own  discretion  as  to  the  most  valid 
way  of  using  their  time  and  abilities. 
For  most  pastors,  their  first  pastorate 
is  their  first  position.  By  meeting  in 
small  groups  in  zones  with  other  pas¬ 
tors  to  plan  for  the  work  of  the  local 
church,  to  compare  ideas  as  to  some 
best  ways  of  using  one’s  time,  and  to 
share  experiences  regarding  the  de¬ 
velopment  of  Christian  motivation, 
each  pastor  would  be  able  to  arrive 
at  some  criteria  by  which  he  could 
judge  the  effectiveness  of  his  o\yn  lead¬ 
ership. 

With  the  pastors  of  local  churches 
needing  more  help  and  the  district  su¬ 
perintendents  needing  more  specific 
training  to  give  this  help,  it  does  seem 
that  the  time  is  NOW  for  establishing 
a  training  school  to  meet  this  need! 
The  kind  of  Church  God  requires  to 
act  for  Him  in  this  kind  of  world  calls 
for  persons  trained  in  skills,  as  well  as 
persons  dedicated,  committed,  and 
consecrated! 
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The  members  of  Many  WSCS  are  pictured  on  their  annual  outing  to  Hodges 
Gardens.  Mrs.  W.  H.  Bengston  is  president  of  the  group.  Special  guests  were 
district  officers:  Mrs.  T.  E.  Kirkpatrick,  Mrs.  Jack  Carlyle,  and  Mrs.  Jack 
Bussie. 


The  Woman's  Society  of  Carrollton  Church,  New  Orleans,  honored  new 
members  at  a  coffee,  May  26,  in  the  home  of  Dr.  and  Mrs.  James  T.  Harris. 
Mrs.  Ross  Cahal,  president,  and  Mrs.  Pat  Latuso,  vice  president,  alternated 
at  the  coffee  service.  A  few  of  the  new  members  are  pictured. 


Woman's  Division  Schedules 
National  Seminar  in  August 


South  Sea  Island 
Women  Seek  Status 

by  Geraldine  Sartain 

Women  of  the  romantic  but  culture- 
lagging  South  Sea  Islands  may  not  use 
the  same  weapons  today  as  did  our 
own  early  women  suffragists,  but  they 
are  definitely  on  the  march,  demanding 
the  education,  the  training  and  the  vote 
that  will  launch  them  belatedly  into 
the  20th  Century. 

Increasingly,  women  of  the  South 
Pacific  Islands  want  to  scrap  their  prim¬ 
itive  grass  shacks  and  housekeeping 
methods  handed  down  by  countless  gen¬ 
erations  of  island  forbears.  They  are 
eagerly  absorbing  modern  skills  in  child 
care,  cooking,  hygiene,  sewing,  nutri¬ 
tion  and  citizenship.  At  election  time 
in  some  islands,  they  have  set  up  booths 
to  register  their  sisters  and  laggard 
males  so  they  can  vote  and  carry  out 
their  duties  as  new  citizens.  They  aren’t 
pressing — yet — to  hold  office,  but  this 
may  be  just  around  the  corner.  These 
women  are  taking  enormous  strides  to¬ 
ward  responsible  citizenship  roles. 

Such  is  the  report  of  the  first  Wom¬ 
en’s  Interests  Officer  of  the  South  Pa¬ 
cific  Commission  as  she  spoke  to  115 
representatives  from  three  sponsoring 
organizations  who  gathered  to  honor 
her  recently  at  a  luncheon  held  at  the 
Church  Center  for  the  United  Nations. 

Miss  Marjorie  Stewart  has  spent  the 
last  seven  years  in  the  South  Pacific. 
She  was  recruited  and  supported  for 
the  first  two  years  by  Church  Women 
United  of  the  National  Council  of 
Churches.  Later  she  came  to  the  staff 
of  the  South  Pacific  Commission,  which 
serves  the  trust  territories  of  six  gov¬ 
ernments  —  Australia,  New  Zealand, 
United  States,  France,  United  Kingdom 
and  Western  Samoa.  In  that  vast  ocean 
area,  Miss  Stewart  was  made  responsi¬ 
ble  for  helping  women  to  prepare  them¬ 
selves  to  participate  fully  in  community 
and  public  life.  She  has  traveled  in 
hedge-hopping  planes,  by  copra  freight¬ 
er,  by  outrigger  canoe. 

In  1963,  the  year  when  Miss  Stewart 
opened  the  first  course  in  community 
Work  in  Suva,  she  and  a  Fijian  govern¬ 
ment  representative  took  to  the  hustings 
as  a  team,  presenting  in  distant  villages 
by  means  of  a  flannelgraph  demon¬ 
stration  how  the  new  constitution, 
which  had  just  been  won  by  the  Fijians, 
worked. 

In  1 966,  when  Fiji  gained  a  still  more 
advanced  constitution  guaranteeing  un- 


The  quadrennial  National  Seminar 
of  the  Woman’s  Division  of  Christian 
Service  will  focus  on  “Human  Rights 
in  World  Perspective,”  during  its  ses¬ 
sions  on  August  1-10  at  the  St.  Paul 
School  of  Theology  Methodist,  in  Kan¬ 
sas  City,  Mo. 

Aimed  at  creating  new  understand¬ 
ing  and  greater  concern  for  human 
rights,  the  seminar  will  be  attended  by 
about  175  persons,  including  repre¬ 
sentatives  of  the  jurisdictional  WSCS, 
members  of  the  Woman’s  Division, 
representatives  from  both  the  World 
Division  and  the  National  Division  of 
the  Board  of  Missions,  staff  members, 
and  ecumenical  participants,  includ¬ 
ing  representatives  of  women’s  organi¬ 
zations  on  COCU  (the  Consultation 
on  Church  Union)  and  Church  Wom¬ 
en  United. 

The  seminar,  described  as  one  of 
the  major  ways  of  projecting  the  quad¬ 
rennial  program,  will  help  create  a 
greater  understanding  of  the  biblical 
and  theological  basis  of  the  Christian’s 
concern  for  and  commitment  to  the 
realization  of  human  rights  for  all 
people.  It  will  help  stimulate  world 
perspective  on  human  rights;  show 
ways  of  identifying  and  gaining  great¬ 
er  insights  into  special  human  rights 
issues  and  goals;  and  suggest  directions 
in  which  Methodist  women  should 
move  in  making  new  plans  directed  to 
ward  the  realization  of  these  goals. 

Miss  Thelma  Stevens,  who  heads 


iversal  suffrage,  she  helped  the  women 
form  a  Standing  Committee  of  the  Con¬ 
stitution  on  Women’s  Affairs  that  car¬ 
ried  out  the  registration  of  voters. 

In  a  recent  project  entitled  "The 
Child  in  the  Family,”  Miss  Stewart’s 
Suva  Center  students  brought  women 
together  in  many  villages  to  be  taught 
modern  methods  of  feeding  and  rear¬ 
ing  their  babies. 

A  crowning  gain  on  this  march  of 
women  toward  knowledge  and  advance¬ 
ment  was  achieved  when  a  demand  was 
voiced  by  the  churches  for  youth  lead¬ 
ership  training.  A  four  week’s  course 
was  held  and  for  the  first  time  men 
came  to  attend,  40  of  them  coming  for 
extension  work  in  agriculture. 

Women  began  learning  home  skills 
first — cooking,  sanitation,  child-rearing 
—as  well  as  the  social  and  economic 
factors  affecting  family  and  community 


the  Section  of  Christian  Social  Rela¬ 
tions  of  the  Woman’s  Division,  de¬ 
scribes  the  seminar  as  “ten  days  of 
study  and  planning,  as  we  seek  to  un¬ 
derstand  the  human  rights  goals  before 
us  and  ways  we  must  work  toward 
their  realization.” 

Two  booklets,  prepared  for  the  sem¬ 
inar,  are  off  the  press.  They  are, 
“Human  Rights,  U.S.A.:  1948-1966,” 
by  Dr.  Pauli  Murray,  consultant. 
Equal  Employment  Opportunity  Com¬ 
mission,  in  Washington,  D.C.;  and 
“Segregation  in  The  Methodist 
Church,”  by  Miss  Peggy  Billings  of 
the  staff  of  the  Woman’s  Division.  A 
third  booklet  by  Mrs.  Margaret  Ben¬ 
der,  an  executive  secretary  and  UN 
observer  for  the  Division,  is  being  pre¬ 
pared.  Its  title  is  “Human  Rights  ill 
World  Perspective.” 

Leading  speakers  have  been  an¬ 
nounced  by  Miss  Stevens.  The  opening 
address,  described  as  a  background 
address  on  “Human  Rights  in  World 
Perspective,”  will  be  given  by  Prof. 
Ronald  MacDonald  of  the  Faculty  of 
Law  at  the  University  of  Toronto.  Dr. 
Dean  Kelly  of  the  National  Council  of 
Churches  will  lead  a  panel  with  Jew¬ 
ish  and  Roman  Catholic  members  to 
discuss  human  rights  from  their  per¬ 
spective.  Prof.  Richard  Schaull  of 
Princeton  University  will  speak  on 
human  rights  and  economic  develop¬ 
ment.  Mrs.  Pumla  Kisosonkola  of 
Uganda,  one  of  the  speakers  at  the 


life,  health,  food  production  and  thrift. 
They  passed  on  their  new  knowledge 
by  setting  up  clubs  and  small  groups 
throughout  the  Pacific.  There  are  liter¬ 
ally  hundreds  of  these  clubs  now  func¬ 
tioning. 

But  the  men,  so  far,  were  little 
touched  by  the  ferment  among  their 
women,  beyond  accepting  tolerantly  the 
fruits  of  the  new  homemaking  skills. 
Now  they  are  to  become  a  part  of  the 
whole  endeavor,  says  Miss  Stewart. 

Miss  Stewart’s  successor  in  the  South 
Pacific  Commission  work,  is  to  be  a 
man — Edward  Clunies-Ross,  from  the 
Community  Development  Clearing 
House  of  the  University  of  London. 

Miss  Stewart  feels  that  this  appoint¬ 
ment  is  a  significant  breakthrough.  "It 
is  absolutely  imperative  that  island  men, 
as  well  as  women,  be  trained  for  mod¬ 
ern  living,”  she  says. 


LECOMPTE  MEMBERSHIPS 

At  a  recent  meeting  of  the  Wom¬ 
an’s  Society  of  Christian  Service,  at 
Lecompte,  two  life  memberships  were 
presented:  to  Mrs.  Taft  Fletcher,  sec¬ 
retary  of  membership  cultivation;  and 
to  Mrs.  Robert  Galatas,  the  pastor’s 
wife.  Mrs.  Wilbur  Hathom  is  the  out¬ 
going  president  of  the  local  society. 
Mrs.  Raymond  Roberts  has  assumed 
her  duties  as  the  new  president, 
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Woman’s  Division  World  Understand¬ 
ing  Workshop  last  September  at  Kitwe, 
will  be  a  seminar  speaker. 

“The  International  Year  of  Human 
Rights  —  1968:  Its  Origin  and  Signifi¬ 
cance,”  will  be  the  topic  of  a  speech 
by  Ambassador  E.  R.  Richardson, 
Jamaica’s  permanent  representative  to 
the  UN,  who  introduced  the  resolution 
at  the  UN  declaring  1968  Interna¬ 
tional  Year  of  Human  Rights. 

Two  Methodist  laymen  will  speak 
on  human  rights  and  education.  They 
are  Dr.  Dan  Dodson,  who  is  director 
of  the  Center  of  Human  Relations  at 
New  York  University,  and  Miss  Julia 
Henderson  who  has  headed  a  social 
commission  for  the  United  Nations. 
Dr.  James  Laney,  a  former  missionary 
in  Korea  and  now  on  the  staff  of  the 
School  of  Religion  at  Vanderbilt  Uni¬ 
versity,  will  speak  on  human  rights 
and  the  meaning  of  revolution. 

Dr.  Roger  Ortmayer,  former  editor 
of  Motive,  Methodist  student  maga¬ 
zine,  and  now  on  the  staff  of  the  Na¬ 
tional  Council  of  Churches,  will  be 
responsible  for  the  use  of  the  arts  at 
the  seminar.  It  is  expected  that  some 
artists  —  poets,  writers,  painters, 
musicians  —  will  be  in  residence  at 
the  seminar,  and  that  some  original 
work  will  come  out  of  the  meetings, 
with  the  artists  involving  the  partici¬ 
pants. 

Hopefully,  two  publications  will 
grow  out  of  the  seminar,  one  on  the 
biblical  perspective  of  human  rights, 
and  one  an  over-all  report  on  possible 
program  projects,  plus  background 
material  from  the  seminar. 

Closing  sessions  of  the  seminar  will 
be  devoted  to  planning  for  the  1968 
year  of  human  rights,  while  other  ses¬ 
sions  will  deal  with  the  church’s  role 
in  achieving  human  rights  today  and 
with  planning  goals  and  programs  for 
the  Woman’s  Division. 
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•  On  a  Wide  Circuit 

The  joys 
of  teaching 

by  W.  W.  Reid 

Something  of  the  joys  and  satisfac¬ 
tions — far  beyond  and  above  the  re¬ 
ward  of  money — that  come  to  teachers 
who  see  growth  and  development  in 
their  students,  may  be  gleaned  from 
statements  made  by  three  New  York 
University  professors  recently  voted 
“Great  Teachers  of  1967”  by  the  stu¬ 
dent  body. 

Said  Dr.  Rita  Nealon  Cooley,  pro¬ 
fessor  of  government,  to  her  inter¬ 
viewer:  “My  belief  in  the  importance 
of  education  in  a  democracy,  my  sense 
of  the  relevance  of  my  subject,  politi¬ 
cal  science,  in  the  contemporary  world, 
and  the  freedom  and  independence  of 
the  scholarly  community  attracted  me 
to  an  academic  career. 

“Now,  20  years  and  thousands  of 
happy  classroom  hours  later,  I  have 
found  another  reward  in  the  teaching 
profession.  There  are  now  so  many 
alumni  of  whom  I  can  say  with  im¬ 
mense  pride:  ‘Former  student  of  mine!’ 
That  a  few  of  these  have  been  kind 
enough  to  say  of  me  with  some  degree 
of  enthusiasm:  ‘She  was  my  teacher!’ 
is  a  source  of  deep  personal  satisfac¬ 
tion.” 

Equally  enthusiastic  was  Dean  John. 
W.  Knedler,  Jr.,  professor  of  English: 
“A  teacher’s  pleasures  arise  from  his 
opportunity  to  immerse  himself  even 
more  deeply  in  a  subject  matter  he  has 
chosen  for  the  intellectual  and  spiri¬ 
tual  stimulation  it  provides  him;  from 
his  skill  in  providing  a  climate  (class¬ 
room?)  in  which  students  younger  than 
himself  may  cultivate  their  responses 
to  the  subject  that  has  meant  most  to 
him;  from  his  leisure  to  observe  with 
gratification  or  despair  the  growth  of 
intellects  and  personalities  that  come 
under  his  tutelage;  from  the  compan¬ 
ionship  of  his  fellow  teachers  who 
share  his  predilection  for  the  life  of 
contemplative  action. 

“These  pleasures  I  have  tasted, 
swallowed  and  digested  for  decades, 
and  I  am  not  yet  surfeited.” 

N.Y.U.’s  professor  of  law,  Dr.  Walt¬ 
er  J.  Derenberg,  told  the  reporter: 
“One  of  the  joys  of  teaching  lies  in 
the  fact  that — in  the  words  of  the 
founder  of  our  Law  Center — legal  ed¬ 
ucation  is  a  life-long  process  for  both 
student  and  teacher.  Furthermore,  to 
have  been  associated  with  the  develop¬ 
ment  and  growth  of  a  great  law  school 
perhaps  imparts  a  small  share  in  the 
atmosphere  of  excitement  implicit  in 
modern  legal  education. 

“Another  great  challange  for  a 
teacher  who  has  been  privileged  for 
more  than  30  years  to  combine  law 
teaching  with  an  active  practice  in  the 
field  of  intellectual  property  stems 
from  the  ever-present  opportunity  to 
bring  the  students  into  contact  with  the 
facts  of  daily  life. 

“But  the  greatest  reward  and  joy 
may  be  the  realization  that  over  the 
years  a  bond  of  goodwill  has  been  cre¬ 
ated  not  only  with  former  students  in 
the  United  States  but  alumni  in  other 
parts  of  the  world,  wherever  former 
members  of  our  Institutes  of  Compara¬ 
tive  and  Inter-American  Law  may  re¬ 
side.  The  building  and  cultivation  of 
such  goodwill  among  our  alumni  must 


The  question  of  Unity  is  one  which 
engages  the  attention  of  Christians 
constantly  in  these  days,  and  another 
move  on  the  British  scene  will  be  of 
interest  to  all  of  you,  I  am  certain. 

In  the  Conversations  and  the  debate 
which  goes  on  about  the  proposed 
unity  scheme  between  Anglicans  and 
Methodists  in  the  present  time,  there 
has  been  one  concern  which  has  ap¬ 
peared  again  and  again. 

It  is  the  concern  of  those  who  do 
not  want  unity  with  the  Church  of 
England  at  the  price  of  moving  away 
from  those  Free  Churches  in  England 
— especially  the  Congregational  and 
Presbyterian  Churches  —  with  which 
Methodists  have  always  had  such  close 
links. 

At  the  forthcoming  Methodist  Con¬ 
ference  in  July,  the  Interim  Report 
of  the  Commission  which  has  been 
giving  further  consideration  to  the 
questions  of  unity  on  the  Anglican- 
Methodist  front  will  be  presented. 
Much  appears  in  that  report  which 
should  allay  many  fears.  But  a  further 
heartening  report  has  appeared. 

A  standing  Committee  of  the  Brit¬ 
ish  Council  of  Churches  has  issued  a 


result  in  a  sense  of  fulfillment  and 
enthusiasm  for  a  teacher  of  law.” 

It  would  seem  to  me  that  the  “joy 
and  satisfaction”  that  comes  to  the 

teacher  who  loves  and  is  concerned  for 
people  comes  also  to  the  minister  who 
sees  people  grow  and  develop  spiri¬ 
tually  and  intellectually  under  his 


“IT’S  UP  TO  YOU” 

He  is  a  bedraggled  little  hillbilly, 
one  of  11  children,  who  have  never 
had  a  fair  go  at  life.  He  had  pushed 
his  ancient  bicycle  uphill  for  2  miles 
to  ask  for  air  at  the  roadside  filling 
station.  Then  I  noticed  that  the  front 
wheel  was  about  to  fall  from  the 
warped  frame,  and  that  the  whole  ma¬ 
chine  was  about  as  feeble  as  it  could 
be  and  still  run. 

We  patched  up  his  bicycle.  Then  I 
asked  him  if  he  had  eaten  breakfast. 
He  shook  his  head  sadly.  And  knowing 
the  appetites  of  young  boys,  I  invited 
him  to  have  breakfast  with  me  at 
the  small  cafe  where  I  was  eating  that 
week. 

The  kind-hearted  lady  who  operates 
the  cafe  had  promised  me  that  for 
breakfast  that  morning  there  would  be 
plenty  of  hot  biscuits.  So  when  the 
boy  and  I  sat  down,  she  brought  a 
pan  of  ten,  hot,  fresh  from  the  oven, 


suggestion  which  it  is  expected  will  be 
placed  before  the  governing  bodies  of 
various  denominations  during  the 
course  of  this  summer  and  it  is  one 
which  may  have  far-reaching  results. 

Although  the  report  cannot,  of 
course,  make  formal  resolutions,  it  now 
suggests  that  the  four  churches  in  Eng¬ 
land — which  are  at  present  approach¬ 
ing  important  decisions  about  church 
union  should  take  an  initiative  in  work¬ 
ing  out  a  “Covenant  for  Union”  in 
which  they  all  might  join.  These 
churches  are  the  Methodists,  the  An¬ 
glicans,  Congregationalists  and  Presby¬ 
terians. 

If  they  decided  to  do  this,  what 
would  happen  is  this.  The  four  church¬ 
es  would  seal  a  Covenant  in  some  his¬ 
toric  place  in  a  solemn  act  of  wor¬ 
ship — the  place  suggested  is  Westmins¬ 
ter  Abbey.  And  after  this  the  church 
involved  would  “be  fully  committed  to 
corporate  life,  witness  and  work  to¬ 
gether  .  .  .  they  would  have  taken  a 
decisive  step  on  the  road  to  full  Church 
Union.” 

There  are  many  reasons  why  this 
imaginative  scheme  might  catch  fire. 
The  first  is  that  inevitably,  in  the  corn¬ 


teaching,  preaching,  and  guidance.  This 
is  the  plus  without  which  any  profes¬ 
sion  or  occupation  can  be  sheer  drud¬ 
gery.  And  I  wonder  if  the  man  who 
does  not  find  it  in  serving  —  and 
serving  with — his  congregation  really 
belongs  in  the  Christian  ministry, 
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and  beautifully  browned.  As  the  boy 
and  I  ate  that  fine  breakfast  of  bacon, 
eggs,  and  home-made  jelly  he  kept 
reaching  for  the  biscuit  pan,  but  he 
never  seemed  to  have  one  on  his  plate. 
In  an  effort  to  speed  up  production  I 
offered  to  butter  them  as  they  passed 
by.  And  every  time  I  offered  this  as¬ 
sistance  he  had  the  same  answer. 

“It’s  up  to  you.” 

I  ended  up  buttering  7  good-sized 
hot  biscuits  for  this  tow-headed  little 
fellow.  Every  time  I  offered  another 
biscuit,  his  answer  would  be  the  same 
— “It’s  up  to  you.” 

When  the  last  biscuit  had  disap¬ 
peared,  he  rose  from  the  table,  mum¬ 
bled  a  timid  “Thank  you,”  and  re¬ 
turned  to  his  timeworn  wheel  and  start¬ 
ed  off  for  town,  9  miles  away. 

His  home  is  over-ridden  with  lazi¬ 
ness,  carelessness,  and  with  no  desire 
to  send  the  children  to  school  or  even 
to  change  their  clothes  until  they  near- 


plicated  discussions  and  amendments 
which  are  all  part  of  long-term  plan¬ 
ning  for  unity,  the  whole  thing  tends 
to  get  slowed  down,  and  people  be¬ 
gin  to  think  that  nothing  is  ever  going 
to  happen.  Such  a  move  as  this  would 
give  new  impetus  in  actual  work  and 
witness  together. 

The  second  reason  is  the  one  I  re¬ 
ferred  to  at  the  beginning  of  this  ar¬ 
ticle.  Those  who  feel  that  unity  is  lop¬ 
sided  because  not  enough  attention  is 
being  given  to  the  “Free”  Churches 
would  realise  that  this  “lop-sidedness” 
need  not  at  all  be  part  of  the  unity 
movement. 

But  the  most  important  thing  is  that 
this  scheme  could  inject  a  sense  of 
urgency  into  the  situation  which  is 
very  badly  needed  at  present.  Of  course 
the  church  courts,  such  as  the  Meth- 
pdist  Conference  do  not  have  to  make 
this  covenant.  But  not  to  do  so  would 
be,  I  believe,  a  rejection  of  something 
which  could  be  of  immense  value. 

GOD  IS  FOR  REAL,  MAN 

I  have  been  looking  at  a  very  re¬ 
markable  book,  which  comes  from  New 
York  State.  The  Chaplain  of  Erie 
County  Jail  is  Carl  Burke,  and  he  has 
produced  a  book  with  the  title  which 
heads  this  paragraph.  In  his  work  he 
deals  with  hostile  and  indifferent  youths 
from  New  York’s  toughest  areas.  To 
help  to  realise  the  truths  of  the  Bible 
he  got  them  to  re-tell  Bible  stories 
in  their  own  slang.  The  result  is  start¬ 
ling  and  provocative.  Example: 

“The  fear  of  the  Lord  is  the  be¬ 
ginning  of  knowledge;  fools  de¬ 
spise  wisdom  and  instruction.” 
(Proverbs  1.7) 

This  text  is  re-written  by  these  jun¬ 
ior  New  York  gangsters  as: 

“Trusting  God  is  the  first  step  in 
getting  wised  up  and  only  some 
kind  of  a  nut  don’t  want  to  learn 
new  things.” 

Like  most  “far-out”  efforts  this  book 
has  genuine  shock-value.  But  I  found 
myself  looking  beneath  the  brash 
language  to  something  which  sounded 
like  a  genuine  expression  of  a  growing 
awareness  of  God  in  this  context.  There 
are  new  images  on  every  page,  some 
of  them  intensely  moving  and  this  one 
shows  us  a  slant  on  life  of  a  kind  most 
of  us  can  be  grateful  we  do  not  have. 
It  is  a  paraphrase  of  the  23rd  Psalm, 
and  it  goes  like  this: 

“The  Lord  is  like  my  Probation 
Officer, 

He  will  help  me. 

He  tries  to  help  me  make  it 
every  day, 

He  makes  me  play  it  cool 

And  feel  good  inside  of  me.” 

Please  turn  to  page  IS 

ly  drop  off  them.  I  found  out  by  ques¬ 
tioning  that  he  had  been  exposed  to 
a  little  Christian  teaching.  But  when 
he  comes  into  adolescence  there  will 
be  temptations  that  he  does  not  know 
about  now.  And  unless  he  hears  more 
about  God,  he  will  hear  so  much  about 
the  devil  that  he  will  head  straight  for 
trouble  without  realising  where  he  is 
going. 

Will  he  hear  about  God’s  love?  Or 
about  Jesus’  death  for  his  sins?  How 
will  he  learn  more  about  Christian 
living?  He  did  not  answer  these  ques¬ 
tions  directly.  But  his  blue  boyish  eyes 
held  the  answer  for  me.  They  seemed 
to  say,  as  I  had  heard  a  few  minutes 
before — -“It’s  up  to  you.” 
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James  C.  Hefley,  ADVENTURERS 
WITH  GOD,  $2.50,  Zondervan,  124 

pp. 

Dr.  Hefley,  a  native  of  Ohio,  who 
spent  his  boyhood  in  the  Ozarks  and 
served  churches  in  Arkansas,  Louisiana 
and  Illinois,  is  known  to  a  number  of 
our  readers.  He  is  now  a  free-lance 
writer  after  serving  for  a  time  as  an 
editor  with  the  David  C.  Cook  organ¬ 
ization. 

The  book  contains  brief  biograph¬ 
ical  sketches  and  evaluations  of  15 
scientists  who  are  also  professing  Chris¬ 
tians — many  of  them  leaning  to  the 
evangelical  side  if  we  are  to  follow 
the  lines  of  demarcation  drawn  by 
Dr.  Carl  Henry  in  his  book,  Evangel¬ 
icals  at  the  Brink  of  Crisis. 

Included  in  the  book  are  articles 
about:  Dr.  C.  Everett  Koop,  Dr.  Rob¬ 
ert  E.  Wilfong,  Dr.  Ralph  L.  Byron, 
Jr.,  Drs.  Alexander  and  Rosalie 
Haraszti,  Dr.  Howard  H.  Hamlin,  Dr. 
James  Shaw,  Dr.  Wayne  U.  Ault,  Ulric 
Jelinek,  Dr.  A.  Kurt  Weiss,  Dr.  Elmer 
W.  Engstrom,  Dr.  Edward  J.  Matson, 
Dr.  Walter  Hearn,  Dr.  V.  Elving  An¬ 
derson,  Dr.  David  Busby  and  Walter 


The  General  Synod  of  the  Associate 
Reformed  Presbyterian  Church  at  its 
recent  annual  session  said  “participa¬ 
tion  in  war  as  a  last  resort  is  not 
immoral  to  the  extent  that  it  is  en¬ 
gaged  in  to  protect  oppressed  people.” 

14  JJ 

Moderator  Alexander  Ross  of  the 
United  Free  Church  of  Scotland,  in 
his  annual  address  to  the  General  As¬ 
sembly  of  his  denomination:  “I  see  no 
hope  for  a  compromising  church. 
Nothing  confuses  the  outsider  more 
than  a  semi-religious,  semi-popular 
conformist  attitude.  The  people  want 
clear  guidance  and  straight-forward 
answers.” 

Bishop  C.  Kilmer  Myers,  Episcopal 
bishop  of  California  (successor  to  Bish¬ 
op  James  A.  Pike)  said  in  recently 
urging  that  all  Christians  recognize  the 
Pope  as  their  pastoral  leader:  “I  hope 
they  all  will  recognize  the  Pope’s  pas¬ 
toral  leadership  of  the  Christian  com¬ 
munity  without  at  this  point  commit¬ 
ting  themselves  to  any  scheme  for  re¬ 
union.” 

(4  » 

Svetlana  Alliluyeva,  daughter  of  the 
late  Joseph  Stalin,  when  asked  if  she 
was  planning  to  seek  American  citi¬ 
zenship,  said:  “Well,  I  think  that  be¬ 
fore  the  marriage,  there  should  be  love. 
If  this  country  will  love  me,  then  the 
marriage  will  be  settled,  but  I  can¬ 
not  say  now.” 


F.  Burke.  Yes,  I  know,  I  had  not  heard 
of  most  of  them  either  until  I  read 
this  book — you  should  meet  them. 

Fred  Gladstone  Bratton,  A  HIS¬ 
TORY  OF  THE  BIBLE,  $2.45  (paper¬ 
back)  Beacon  Press,  382  pp. 

This  is  a  paperback  reprint  of  a 
textbook  first  published  in  1959 — but 
thoroughly  revised  to  include  the  con¬ 
tributions  of  the  Dead  Sea  Scrolls.  You 
may  say  that  you  quit  reading  text¬ 
books  when  you  left  college  or  semi¬ 
nary.  Here  is  one  that  you  should  pick 
up  and  examine  if  you  are  at  all  in¬ 
terested  in  your  continuing  education. 

Here  is  what  one  reviewer  has  said, 
and' we  would  like  to  pass  it  along  as 
our  comment:  “I  know  of  no  other 
single  volume  covering  all  of  the  mate¬ 
rial  essential  for  an  introduction  of 
the  Bible  through  the  historical  method. 
Recent  archaelogical  discoveries  are  in¬ 
corporated  and  the  language  is  non¬ 
technical.  The  author  is  objective  and 
of  sound  scholarship.  Extreme  funda¬ 
mentalism  will  reject  some  of  the  find¬ 
ings,  but  liberals  and  conservatives 
will  applaud  the  scholarship.” 


Methodist  Missionary 
Weds  Retired  Minister 

Miss  Marguerite  Deyo,  executive 
secretary  for  Angola,  Mozambique, 
Rhodesia  and  South  Africa  for  the 
Board  of  Missions,  was  married  on 
June  6  th  to  Dr.  A.  Wesley 
Pugh,  retired  member  of  the  North 
Indiana  Conference. 

The  wedding,  a  private  ceremony, 
took  place  at  the  Indiana  Area  epis¬ 
copal  residence  in  Indianapolis  with 
Bishop  Richard  C.  Raines  officiating. 
After  a  wedding  trip  and  attendance  at 
sessions  of  the  North  Indiana  Annual 
Conference,  the  couple  will  live  at  401 
W.  Bougainvillea  Road,  LeHigh  Acres, 
Florida. 

Miss  Deyo,  who  left  the  board  on 
June  2,  was  a  missionary  in  Rhodesia 
for  31  years.  She  has  been  on  the 
Board  of  Missions  World  Division  staff 
since  September,  1964.  Miss  Deyo  was 
born  in  Kewanna,  Ind.,  and  spent  her 
early  life  in  South  Dakota  and  Minne¬ 
sota.  She  attended  Taylor  University, 
Upland,  Ind.,  where  she  received  both 
the  bachelor’s  and  master’s  degrees. 

Dr.  Pugh  has  been  the  pastor  of 
several  churches  in  Indiana  and  super¬ 
intendent  of  Richmond  District  and 
Fort  Wayne  District.  He  has  been  a 
member  of  many  General  Conferences 
and  was  a  member  of  the  General 
Board  of  Publication  from  1944  to 
1956.  He  is  a  member  of  the  Judicial 
Council.  He  is  a  graduate  of  Taylor 
University  and  was  awarded  the  hon¬ 
orary  Doctor  of  Divinity  degrees  by 
Taylor  University  and  DePauw  Uni¬ 
versity.  He  retiled  in  1961. 


Pope  Pius  VI,  requesting  continuing 
prayers  for  the  continuation  of  peace 
in  the  Middle  East:  “Until  the  desire 
for  peace  is  based  on  justice  and  not 
on  force  and  is  promoted  by  righteous¬ 
ness,  not  by  calculated  self-interest, 
we  must  work,  hope  and  pray.” 


PHILADELPHIA  —  An  ecumenical  wedding  at  historic  Christ  Episcopal 
church  in  Philadelphia,  one  in  which  a  Roman  Catholic  priest  was  the 
officiant.  Left  to  right,  are  Father  James  J.  Murphy,  Catholic  chaplain  at 
the  University  of  Pennsy I vania;  thebridegroom,  John  J.  Rumbarger,  a  Roman 
Catholic;  Dr.  Ernest  Harding,  rector  of  the  Episcopal  church;  and  the  bride, 
the  former  Margaret  C.  Love  of  Baltimore,  an  Episcopalian.  The  ceremony 
was  approved  by  Archbishop  John  J.  Krol  and  Episcopal  Bishop  Robert 
DeWitt.  Father  Murphy  was  the  officiating  priest,  while  Dr.  Harding  read 
the  Epistle  and  gave  the  benediction  in  closing  the  rite.  (RNS  Photo) 


'Po^Uf  'P&KVlMta, 

by  Barbara  L.  Mulkey 


A  speaker  on  the  television  program  The  21st  Century  pointed 
out  that  the  biggest  problem  facing  the  whole  world  was  how  to 
tame  the  human  heart.  He  said  that  by  the  21st  century  we  will 
have  faced,  one  way  or  the  other,  two  alternatives  ...  we  will 
have  tamed  the  human  heart  or  destroyed  ourselves. 


SPIRITUAL  VISION 

Clear  Thou  my  vision,  Lord  above. 

Remove  the  veil  that  shades  my  blinded  eyes; 
With  singleness  of  heart  turned  to  Thy  love — 
Shine  in  my  heart  dear  Lord,  or  else  it  dies. 

Let  Thy  pure  light,  bum  through  and  through, 

Until  all  vestige  of  self  is  gone, 

And  eyes  of  spirit  can  see  Thee  true; 

This  heart  of  mine,  be  yours,  alone. 

With  clearer  eyes  of  spirit,  Lord, 

Grant  a  fullness  of  life  in  Thee. 

With  holy  vision,  help  me  live  Thy  word. 

May  Thy  pure  light  shine  out  through  me.  Amen. 

— by  Margie  King 

CEPHAS 

In  solitude 
man  must  dwell 
dare  to  be  alone 
to  mold  his  soul 
in  tempered  iron 
to  be 

a  live  stone. 

— by  Billie  Allen 
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Method ist  Child ren' s  Home 

Ruston,  Louisiana 
June  1,  1967 

Cash  contributions  for  the  past  three  years 


1964 -65  1965-66  1966-67 

Churches  and  Unclassified  Givers  $147,425.19  $142,135.19  $149,623.96 

Alexandria  District 


Akgcandria -First  Church 
Horseshoe  Drive 
Trinity 
Wesley 
St.  Paul’s 
Selper 

M elder  (Friendship) 

Pine  Prairie 

Pleasant  Grove 

Ball 

Bentley 

Clear  Creek 

Springhill 

Bel  ah 

Eden 

Lewis  Chapel 
Tull  06 
Boyce 

Labey  Chapel 
Bunkie-Haas  Memorial 
White's  Chapel 
Colfax 

H oil  in's  Chapel 

Elizabeth 

Hopewell 

Evergreen 

S mimes  port 

Glenmora 

Hines  too  (Fellowship) 

Forest  Hill 

Jena -Noll ey  Memorial 

Janesville 

Harrisonburg 

Lecompte 

Chaneyville 

Bayou  Chicot 

Marks  ville 

Effie  (Oak  Grove) 

Martha  ville 
Beulah 
Robeline 
Montgomery 
St.  Maurice 
Campti 
Mt.  Zion 
Atlanta 

Natchitoches  -College  Avenue 
First  Church 
Oak  Grove 
Weaver 
Davis  Springs 
Oakdale 
Oila 

Palestine 

Bethel 

Pineville -First  Church 

Pollock 

Provencal 

Liberty  Chapel 

Selma 

Trout 

Urania  -* 

Winnfield 

Christ 

Couley 

Unclassified 

f 

Baton  Rouge  District 

Amite 

Angie 

Baker 

Baton  Rouge -Broadmoor 
Fust  Church 
Ingieside 
Istrouma 
Jefferson 

North  Baton  Rouge 
St.  Johns 
St.  Luke's 
Port  Allen 
St.  Paul's 
University 
Winbourne 
Bethel 
BLackwater 
Bhifl  Creek 

Bogalusa-E.S.  Memorial 

Carpenter's  Chapel 

Clinton 

Clear  Creek 

Concord 

New  Hope 

Corbin 

Deerford 

Day  *8 

Center 

Darlington 

Denham  Springs 

Donalds  on  ville 

Faithful 

New  River 

Meadow  *8  Chapel 

Fisher 

Mt.  Herman 

Franklin  too 

Gonzales 

Grand  River 

Greens  burg 

Wesley 

Hammond 

Jackson 

Ethel 

Kentwood 

Live  Oak 

Livingston 

James  Chapel 

Lo ranger 

Cooper's  Chapel 


2,980.26 

2, 721.16 

1.523.52 

88.00 

165.00 

150.00 

662.69 

529.34 

465.96 

17.36 

44.62 

80.75 

33.00 

16.23 

22.37 

22.00 

17.00 

27.50 

22.00 

20.00 

74.50 

87.00 

66.00 

10.00 

65.00 

41.50 

274. S9 

136.00 

107.00 

5.00 

20.00 

10.00 

62.50 

40.00 

40.00 

7.00 

5.00 

26.50 

11.50 

9.00 

30.00 

30.00 

15.00 

40.00 

40.00 

195.55 

139.70 

94.85 

19.25 

18.00 

10.00 

511.32 

722.39 

786.46 

20.00 

32.50 

20.00 

135.25 

164.10 

284.51 

35.34 

20.30 

60.99 

76.00 

121.60 

162.88 

145.84 

217.42 

215.49 

45.25 

49.85 

68.00 

18.85 

36.50 

22.35 

177.00 

190.00 

207.00 

120.00 

120.00 

60.00 

72.00 

50.00 

70.00 

385.00 

305.00 

425.00 

205^25 

150.00 

150.00 

137.60 

163.00 

249.5s 

261.20 

270.70 

300.27 

149.50 

138.50 

110.00 

135.40 

150.10 

75.00 

95.50 

60.15 

25.00 

73.50 

91.50 

5.00 

30.00 

30.00 

35.00 

20.00 

5.00 

141.00 

55.00 

268.00 

28.00 

24.00 

114.00 

63.00 

110.50 

36.55 

108.00 

65.00 

29.64 

32.50 

35.46 

36.50 

21.34 

1,096.61 

1,047.73 

1,241.01 

76.00 

88.00 

60.00 

600.00 

600.00 

500.00 

61.50 

55.00 

57.00 

365.00 

462.00 

513.48 

274.25 

327.31 

292.87 

152.60 

175.60 

321.00 

45.00 

56.00 

30.55 

613.39 

802.44 

961.95 

43.12 

72.00 

7.05 

20.00 

75.00 

98.00 

60.00 

95.00 

93.00 

59.00 

100.00 

150.00 

•6.69 

75.00 

150.15 

145.58 

730.00 

1,154.27 

965.77 

456.11 

20.05 

42.39 

22.84 

195.50 

325.00 

263.50 

12,443.63 

$  13,621.81 

$  12,  104.17 

362.00 

410.10 

423.23 

65.00 

73.00 

52.00 

25.00 

10.00 

21.25 

135.00 

228.65 

136.50 

1.193.46 

1,948.00 

3,064.34 

1,876.20 

1,968.28 

1,911.20 

719.20 

714.37 

850.81 

1.00 

298.66 

420.66 

257.95 

160.27 

275.15 

180.57 

138.91 

236.51 

10.00 

138.85 

64.44 

19.00 

45.65 

16.75 

51.00 

6.75 

42.30 

29.00 

146.75 

1,744.24 

2, 107.72 

575.00 

220.77 

221.29 

286.42 

6JL50 

67.00 

186.40 

332.00 

400.11 

410.00 

27.50 

45.00 

962.34 

1,044.96 

1,047.75 

83.21 

70.00 

123.00 

305.24 

251.00 

429.53 

115.00 

120.00 

150.00 

14.50 

30.00 

35.00 

26.00 

32.10 

36.00 

157.00 

173.00 

119.00 

133.00 

233.56 

127.93 

50.00 

35.00 

52.50 

10.00 

20.00 

20.00 

20.00 

20.00 

288.00 

288.00 

338.00 

52.65 

39.20 

28.25 

30.00 

70.95 

71.66 

131.15 

93.00 

114.17 

28.65 

35.10 

36.00 

83.31 

55.00 

20.00 

34.00 

20.00 

495.28 

447.75 

519.18 

59.23 

30.86 

116.02 

640.00 

329.00 

250.00 

263.22 

199.92 

259.30 

40.00 

20.00 

37.50 

1. 149.47 

968.60 

1,240.33 

57.72 

229.13 

223.06 

70.50 

71.00 

50.50 

152.47 

157.00 

250.00 

211.62 

227.64 

345.75 

41.10 

37.42 

67.49 

37.10 

39.14 

49.25 

68.00 

67.00 

72.50 

15.00 

10.00 

6.60 

Lottie 

Rosedale 

Magnolia 

Pine  Grove 

Montpelier 

Independence 

Plaque  mine 

Pbnchatoula 

St.  Francisville 

Tunica 

Slaughter 

New  Roads 

Springfield 

Maurepas 

Huff's  Chapel 

Tangipahoa 

Pine  Ridge 

Tickfaw-Nesom  Memorial 

Walker 

Mangum 

Friendship 

Wesley  Chapel 

Lee’s  Landing 

Zachary 

Unclassified 

Total  for  District 
Lafayette  District 

Abbeville 

Pecan  Island 
Berwick 
Church  Point 
Pitrevllle 

Crowley-First  Church 
Wesley 
Ebenezer 
Esterwood 
Franklin 
Golden  Meadow 
Grand  Isle 
Houma -First  Church 
Houma  Heights 
LaG  range  Memorial 
Dulac 


86.00 

150.00 

109.40 

208.92 

10.00 

10.00 

119.81 

73.18 

58.56 

79.32 

5.00 

76.00 

549.08 

592.21 

671.33 

640.00 

80.85 

122.40 

38.50 

119.19 

582.59 

541.32 

52.00 

38.00 

55.30 

122.25 

60.00 

60.98 

25.00 

3.50 

88.25 

125.19 

19.00 

18.00 

185.00 

104.92 

144.38 

73.08 

70.00 

43.00 

200.00 

161.45 

37.32 

79.79 

49.50 

37.00 

540.80 

491.00 

340.00 

692.53 

$  17,184.86 

$  19,162.58 

386.79 

548.58 

196.06 

212.61 

1, 156.00 

1, 069.00 

36.60 

91.05 

15.00 

732.06 

808.62 

8.50 

8.50 

115.00 

’  69.00 

55.00 

10.00 

962.00 

1,566.00 

83.44 

92.31 

162.30 

177.85 

595.15 

1,106.91 

57.90 

40.00 

41.25 

50.00 

Iota 

Maxie 

Indian  Bayou. 

Kaplan 
Jeanerette 
Weeks  Island 
Lydia 

Lafayette  -As bury 
Davidson  Memorial 
Ivanhoe 
First  Church 
Lockport 
Rac  eland 
Melville 
Palmetto 
Morgan  City 
New  Iberia 
Opelousas 
Patterson 
Bayou  Vista 
Port  Barre 
Krotz  Springs 
Waxia 
Rayne 
Branch 
Thibodeaux 
Vacherie 
St.  Martinsville 
Unclassified 

Total  for  District 
Lake  Chartes  District 

Cameron 

Grand  Chenier 
DeQuincy 

DeRidder -First  Church 
Wesley 
Pine  Grove 
Holly  Grove 
Elton 
Basile 
Eunice 
Ville  Platte 
Fairview 
Sweetlake 
Florien  (Prospect) 
Horabeck 
Gueydan 
Iowa 
Bell  City 
Hayes 
Jennings 
Kinder 
Oberlin 
Lake  Arthur 

Lake  Charles -First  Church 
Oak  Park 
St.  Luke's 
Eastwood 
Simpson 
University 
Lees  ville 
Maplewood 
Hackberry 
Merryville 
Broadlands 
Moss  Bluff 

Sulphur -Henning  Memorial 

Sulphur  -Wesley 

Raymond 

Vinton 

Welsh 

Westlake 

Lakeview 

Unclassified 


142.75 

149.07 

200.00 

148.07 

297.10 

153.78 

242.92 

261.54 

276.45 

199.64 

40.00 

32.00 

23.50 

688.62 

551.15 

310.25 

883.70 

55.40 

1,412.74 

517.87 

65.65 

20.00 

13.50 

25.00 

88.00 

90.00 

31.00 

58  DO 

359.50 

569.01 

1,684.60 

1,127.85 

566.00 

345.78 

97.77 

121.34 

38.76 

3.34 

80.89 

104.22 

*  22.89 

43.96 

18.89 

25.22 

63.75 

60.13 

30.00 

15.00 

75.00 

70.00 

77.00 

32.00 

66.50 

$  11,537.08 

$  11,124.43 

147.05 

240.29 

80.00 

400.60 

369.74 

233.15 

59.73 

120.72 

46.00 

25.00 

50.00 

52.00 

155. 6S 

171.37 

28.55 

42.00 

150.00 

150.00 

30.00 

15.00 

37.'95 

32.50 

89.50 

99.90 

90.00 

64.50 

34.31 

83.25 

289.55 

261.47 

126.00 

102.00 

25.00 

25.00 

358.00 

399.00 

754.67 

817.00 

20.00 

25.00 

375.00 

140.00 

2,522.72 

2.946.64 

153.90 

237.31 

84.73 

101.30 

15.25 

318.23 

342.72 

892.47 

906.76 

895.00 

1,019.13 

257.94 

128.25 

38.00 

28.00 

46.00 

30.05 

40.00 

28.00 

42.63 

25.00 

600.00 

524.34 

64.00 

73.02 

323.45 

491.35 

50.00 

189.00 

1,711.07 

148.10 

87.76 

49.50 

13.00 

123.00 

35.00 

195.00 

78.01 

72.86 

89.89 

105.01 

20.35 
596.14 
740.00 
148.05 

48.00 

692.53 

30.00 

140.30 
28.00 

21.25 
127.88 

50.00 

176.65 
43.83 
52.78 

157.40 

80.99 

50.00 

681.00 

1,075.70 

$  20,934.95 

355.51 

188.05 

875.00 

65.48 

20.00 

1,045.58 

139.00 

1,257.00 

87.30 

49.25 
1, 197.65 

35.98 

123.45 

51.00 

50.00 

265.04 

188.22 

8.35 
30.00 
10.00 

588.87 

323.30 

5.00 

824.92 

10.00 

184.85 

68.00 

709.41 

1.070.31 

644.19 

177.65 

29.82 

214.86 
29.90 

18.65 

90.25 
25.00 

31.25 
135.00 

24.50 

81.66 


$  11,329.25 


713.00 

90.00 

299.96 

563.40 

116.20 

50.00 

68.00 

135.39 

30.00 

186.65 
31.32 
38.00 
80.27 

115.25 

219.66 
442.10 
166.60 
25.00 

438.00 

681.85 

18.00 

190.03 

3,009.76 

261.75 

71.26 


405.68 

942.35 

68180 

333.00 

12.00 

72.00 

45.50 

18.21 

580.00 

120.95 

575.20 

184.00 

356,24 

81.20 

268.00 


Total  for  District  $ 

Monroe  District 
Bartholomew 
Hughes  Chapel 
Bastrop-First  Church 
Memorial 
Bee  km  an 
Bonita 
Jones 
Coll  ins  tor 
Columbia 
Hebert 
Crew  Lake 
Holly  Ridge 
Crowville 
Baskin 
Delhi 
Epps 


.526.71 

$  10,872.36 

$  12,717.58 

60.00 

60.00 

100.00 

5.00 

10.00 

17.00 

981.88 

1,248.04 

1,354.51 

49.30 

61.79 

32.00 

37.75 

70.00 

15.00 

54.00 

83.50 

37.80 

18.00 

20.00 

118.11 

104.15 

146.01 

304.14 

271.67 

118.70 

80.00 

98.00 

65.00 

50.00 

50.00 

45.85 

155.16 

184.00 

96.85 

85.00 

113.00 

115.00 

25.00 

58.00 

60.50 

562.00 

364.66 

405.44 

99.00 

62.50 

83.25 

Floyd 

67.70 

36.50 

25.00 

Ferriday 

415.20 

422.06 

442  <67 

Gilbert 

150.00 

210.00 

Boeuf  brairle 

285.28 

219.37 

252.00 

Grayson 

202.25 

158.00 

138.35 

Kelly 

180.61 

89.10 

83.48 

Kilboume 

100.00 

70.00 

70:00 

Goodwill 

50.64 

10.00 

32.51 

Locust  Grovee 

22.00 

Lake  Providence 

749.53 

654.55 

813.80 

Luna 

30.00 

30.00 

45.00 

Walnut  Grove 

30.00 

35.00 

40.00 

Little  Creek 

97.75 

92.85 

86.25 

Union 

124.35 

76.07 

95.03 

Mangham 

242.31 

170.10 

166.73 

Mer  Rouge 

1,  126.25 

1,376.19 

1,500.42 

Bonne  Idee 

111.86 

86.10 

124.76 

Monroe -First  Church 

2,125.36 

2, 075.54 

Gordon  Avenue 

131.50 

82.50 

Memorial 

657.66 

501.52 

765.97 

St.  Mark's 

107.14 

105.77 

147.56 

St.  Paul's 

428.15 

548.84 

718.28 

Souths  ide 

224.56 

143.60 

287.66 

Stone  Avenue 

173.00 

173.00 

173.00 

Oak  Grove 

226.70 

236.29 

228.10 

Oak  Ridge 

310.50 

248.15 

412.50 

Pioneer 

138.14 

103.00 

149.55 

Forest 

77.00 

67.80 

Rayville 

413.50 

552.45 

1,246.15 

St.  Andrew’s 

32.90 

67.05 

50.25 

St.  Joseph 

248.00 

208.05 

159.30 

Wesley  Chapel 

155.00 

25.23 

63.00 

Sicily  Island 

159.10 

131.09 

148.00 

Clayton 

18.00 

14.25 

Tallulah 

1,968.00 

1,289.00 

1,068.39 

Vidal  ia 

105.65 

294.45 

614.66 

West  Monroe  -Brownville 

38.62 

52:50 

109.50 

Waterproof 

125.84 

107.50 

170.08 

Claiborne 

192.70 

458.55 

191.36 

First  Church 

2,064.41 

1,620.72 

1,478.39 

McGuire 

185.70 

177.29 

297.12 

Woodlawn 

45.00 

44.31 

58.30 

Wilhite 

39.50 

45.00 

12.00 

Winns boro 

1,077.34 

977.16 

994.20 

Wisner 

158.35 

163.70 

281.50 

Newellton 

378.50 

309.50 

311.50 

Harrisonburg 

173.65 

Unclassified 

720.50 

1, 123.00 

942.00 

Total  for  District 

$  19,155.64 

$  18,494.46 

$  20,016.48 

New  Orleans  District 


Algiers 

167.53 

72.06 

207.78 

Aurora 

270.55 

200.00 

Belle  Chasde 

60.00 

59.00 

Carrollton 

673.80 

659.00 

901.37 

Blysian  Fields 

20.00 

New  Orleans  -  First  Church 

468.35 

776.00 

945.00 

Gentilly 

917.49 

634.45 

921.84 

Oretna 

185.90 

287.58 

257.80 

Felicity 

24.50 

9.27 

St.  *Marks  -  John  Wesley 

34.25 

20.00 

Jefferson 

100.00 

211.24 

251.21 

Kenner 

234.59 

60.20 

40.00 

Lake  Vista 

1, 199.02 

1,215.52 

814.68 

Luling 

55.00 

54,00 

80.00 

8t.  Joh/ns 

46.52 

97.69 

Lutcher 

80.00 

85.00 

57.35 

Metairie 

11.26 

54.55 

St.  James 

128.25 

52.63 

90.53 

Munholland  Memorial 

937.08 

648.08 

165.09 

Napoleon  Avenue 

200.0© 

200.00 

200.00 

Parker  Memorial 

182.00 

70.00 

167.00 

Rayne  Memorial 

1,241.36 

1,034.09 

St.  Andrews 

St.  Bernard 

35.60 

8.65 

48.25 

Ut.  Claude  Heights 

29.34 

14.00 

Hope  Chapel 

108.00 

41.20 

St.  Luke's 

289.81 

243.89 

372.21 

St.  Matthew's 

545.00 

475.00 

525.00 

St.  Paul's 

15.77 

86.00 

33.00 

New  Orlean 's  -Second  Church 

188.86 

165.58 

122.57 

Covington 

286.06 

247.12 

227.35 

Fitzgerald 

53.00 

13.75 

Waldhiem 

22  JJ 

41.55 

51.50 

Lacombe 

143.71 

121.20 

95.00 

St.  Tammany 

72.25 

115.00 

112.00 

Pearl  River 

13.00 

39.75 

10.00 

Talisheek 

44.16 

56.06 

55.22 

Slidell 

414.81 

141.50 

775.79 

Sun 

25.00 

35.75 

47.60 

Bush 

35.00 

28.50 

40.00 

Trinity 

As bury 

135.70 

165.00 

36.94 

141.68 

Lasseigne 

83.50 

171.85 

159.79 

Unclassified 

393.00 

265.00 

355.00 

Total  for  District 

Ruston  District 

$  10,316.19 

$  8,543.63 

$  10,021.76 

Ansley 

37.89 

38.46 

68.08 

Arcadia 

808.97 

874.17 

955.75 

Mt.  Mariah 

70.00 

95.00 

102.00 

Athens 

Bethel 

126.75 

70.00 

139.00 

5.00 

Crossroads 

58.05 

88.41 

75.00 

Alabama 

60.00 

60.00 

20.00 

Beech  Grove 

17.25 

6.10 

14.00 

Bienville 

68.00 

60.00 

149.00 

Mill  Creek 

75.00 

50.00 

115.00 

Strange 

30.00 

25.00 

30.00 

Calhoun 

430.04 

471.00 

500.00 

Beulah 

42.00 

25.00 

30.00 

Castor 

111.00 

126.00 

122.00 

Indian  Village 

13.00 

8.35 

26.50 

Center  Point 

86.00 

118.00 

143.00 

Bemiece 

431.00 

417.00 

605.50 

Chatham 

342.76 

240.86 

205.00 

Mt.  Pleasant 

38.50 

40.00 

40.00 

Zoar 

28.00 

40.55 

51.00 

Qioudrant 

396.05 

487.68 

511.95 

Douglas 

186.93 

178.16 

124.80 

Concord 

16.00 

15.68 

15.00 

Cotton  Valley 

512.55 

839.89 

Pleasant  Valley 

190.87 

215.86 

213.17 

Dodson 

20.00 

30.00 

26.00 

New  Hope 

10.00 

20.00 

Downs  ville 

332.00 

371.00 

641.00 

Bethel 

100.00 

100.00 

100.00 

Mt.  Nebo 

340.00 

290.00 

435.00 

Doyllne 

252.00 

210.25 

287.90 

McIntyre 

182.00 

244.50 

212.00 

Dubach 

343.84 

150.40 

105.50 

Hilly 

38.50 

15.00 

10.00 

168.50 

190.00 

276.39 

Continued  on  page  13 
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Pineville  First  Church  high  school  graduates  were  honored  at  a  reception. 
May  21.  Pictured  from  left  are:  Joey  Couch,  Fred  Cook,  Jay  Hinckley,  Gary 
Stroud,  Beverly  Stroud,  Jere  Bice,  Sharyn  Buckalew,  and  Yvonne  Gary. 


Graduates  are  pictured  at  the  annual  banquet  in  Pharr  Chapel  Church,  Mor¬ 
gan  City.  Inspirational  speaker  was  the  Rev.  Sale  Lilly  of  Patterson.  The 
Rev.  Reuel  H.  Allen  is  pastor  at  Pharr  Chapel. 


from  preceding  page 

Children’s  Home 


Making  plans  at  First  Church,  West  Monroe,  for  the  new  MYF  summer  pa¬ 
per  "The  Tablet”  are,  from  left:  Jan  Hamm,  Joe  Rice,  summer  youth  director. 
Pill  McDowell,  and  Twyla  Harrelson.  The  pastor  is  the  Rev.  Kenneth  McDowell. 


At  the  "new-member  dinner”  given  at  Elizabeth  Sullivan  Memorial  Church, 
Bogalusa,  a  few  of  the  guests  are  grouped  with  the  pastor,  the  Rev.  Cleburne 
W.  Quaid. 


THE  REV.  REX.  B.  WILKES  has 
joined  the  staff  of  Mangum  Memorial 
P.  K.  KORNER  Church,  Shreve¬ 

port,  for  the  sum¬ 
mer  as  assistant  to 
the  pastor,  the  Rev, 
Ralph  Cain.  Mr. 
Wilkes  graduated 
from  Harding  High 
School  in  Oklaho¬ 
ma  City  and  from 
Centenary  College, 
Shreveport,  and  is 
attending  Duke 
University  Divinity  School.  He  is  the 
son  of  Dr.  Jack  Wilkes,  president  of 
Centenary  College,  and  Mrs.  Wilkes, 
and  is  a  fifth  generation  Methodist 
minister. 


MARY  ENEILE  COOKE  and  David: 
Lee  Larson  were  married  in  First 
Church,  Lake  Charles,  June  10.  Mary 
Eneile  is  the  daughter  of  the  Rev.  and 
Mrs.  R.  Leonard  Cooke.  Dr.  Cooke 
is  superintendent  of  the  Lake  Charles 
District. 


Antioch 

55.00 

15.00 

Fran  tom  Chapel 

10.00 

Fannerville 

525.00 

511.50 

847.23 

Gibsland 

351.89 

641.42 

852.85 

Oak  Grove 

100.00 

115.00 

125.00 

Harmony  Chapel 

138  B0 

118.00 

222.00 

Wesley  Chapel 

115.00 

105.58 

115.25 

Haynes  ville 

1,624.33 

1, 488.55 

1,446.75 

Colquitt 

120.00 

Heflin 

278.80 

270.85 

353.86 

Brushwood 

'93.45 

86.65 

109.05 

Hodge 

554.21 

478.77 

391.64 

Homer 

753.55 

1,062.19 

962.57 

Jonesboro 

1,351.59 

1,415.72 

1,431.38 

Lisbon 

102.00 

106.05 

227.06 

Arizona 

25.50 

18.20 

30.35 

Marion 

280.00 

357.50 

393.00 

Bird's  Chapel 

37.25 

40.00 

Minden -First  Church 

2,530.21 

2,580.48 

3,930.00 

Lakeview 

122.25 

116.13 

488.62 

Pine  Grove 

110.10 

131.55 

143.92 

Evergreen 

50.00 

50.00 

50.00 

Bethlehem 

20.00 

20.00 

25.00 

Quitman 

115.35 

173.75 

120.00 

Clay 

214.64 

319.32 

533.50 

Ringgold 

121.48 

166.25 

291.95 

Ruston -Grace 

1,223.68 

882.05 

606.58 

Trinity 

18, 256.02 

16. 437.25 

12,857.23 

Sarepta 

60.00 

65.20 

70.70 

Shongaloo 

126.00 

50.00 

211.80 

Whitehall 

15.00 

21.25 

Sibley 

86.00 

71.00 

92.11 

Grand  Bayou 

33.00 

55.00 

76.00 

Rocky  Mount 

20.00 

Sims  boro 

307.00 

253.50 

306.50 

Antioch 

84.18 

170.95 

119.00 

Salem 

181.82 

221.15 

207.65 

Springhill 

871.00 

1, 191.00 

948.00 

Summerfield 

95.76 

86.59 

86.00 

Unclassified 

534.35 

788.05 

384.50 

Total  for  District 

$  37,469.61 

$  36,874.77 

$  36,286.13 

Shreveport  District 

Belcher 

370.25 

106.00 

349.00 

Gilliam 

425.92 

460.31 

203.59 

Benton 

845.84 

871.86 

860.89 

Bethany 

30.74 

38.65 

34.60 

Blanchard 

91.00 

121.35 

105.44 

Barksdale 

63.00 

30.52 

5.00 

Curtis  Park 

50.51 

35.95 

140.65 

Bossier  City -First  Church 

616.50 

979.24 

875.75 

Coushatxa 

1,015.74 

954.74 

765.45 

Cross  Roads 

14.67 

25.00 

Elterbe  Road 

242.00 

150.00 

180.00 

Grand  Cane 

90.40 

91.00 

40.75 

Bethel 

66.93 

Greenwood 

300.81 

316.13 

324.88 

Haughton 

248.55 

219.85 

200.00 

Hall  Summit 

23.00 

25.00 

30.00 

East  Point 

117.00 

123.00 

114.00 

Wesley  Chapel 

15.00 

21.00 

27.50 

Holly  Springs 

5.00 

14.50 

320.65 

Carroll  Creek 

5.00 

5.00 

Hosston 

236.00 

231.00 

246.51 

Ida 

116.00 

132.66 

136.00 

Keatchie 

50.00 

16.00 

217.00 

Logansport 

204.25 

258.81 

222.91 

Love  Chapel 

44.25 

32.86 

22.75 

Mansfield 

1,472.86 

1,314.43 

1,785.32 

Many 

1, 193.00 

1,553.00 

1,730.00 

Moorings  port 

70.00 

76.25 

161.00 

OU  City 

167.30 

165.50 

187.50 

Pelican 

299.60 

217.50 

294.82 

Mitchell 

125.00 

115.78 

117.00 

Plain  Dealing 

459.77 

536.43 

551.39 

Pleasant  Hill 

76.65 

77.68 

58.00 

Bayou  Scie 

23.30 

16  38 

24.36 

Rodessa 

66.00 

110.00 

98.00 

Shiloh 

7.00 

8.50 

Longs tree t 

106.00 

110.59 

110.00 

Stonewall 

132.10 

147.35 

135.90 

Keithville 

42.00 

50.00 

131.50 

Vivian 

734.19 

743.22 

1. 144.25 

Zwolle 

171,81 

224.55 

113.90 

Noble 

10.00 

15.00 

Shreveport -Broadmoor 

3,231.17 

3,052.31 

4,241.36 

Caddo  Heights 

138.32 

154.52 

217.58 

Cedar  Grove 

369.77 

362.88 

447.02 

Christ  Church 

186.35 

113.57 

218.88 

First  Church 

7,071.90 

3,012.28 

1,465.00 

Mangum  Memorial 

750.94 

905.77 

1,299.19 

Mornings  ide 

227.00 

230.70 

245.75 

Noel  Memorial 

1,706.92 

1,553.29 

1,396.89 

North  Highlands 

229.92 

320.36 

355.46 

Lakeview 

137.70 

112.09 

206.08 

Summer  Grove 

548.25 

491.85 

328.43 

St  -  Luke's 

652.30 

436.96 

439.53 

Trinity 

117.85 

155.65 

145.70 

Wesley 

23.36 

24.70 

27.50 

Wynn  Memorial 

253.00 

132.61 

158.08 

Converse 

15.50 

42.78 

55.00 

Unclassified 

1,425.71 

1,092.34 

1,680.50 

Total  for  District 

$  27,458.97 

5  22,937.26 

$  25,066.14 

Contributions  from  out  of  State 

332.50 

453.90 

1. 107.50 

Statewide  Unclassified 

50.00 

40.00 

AMIE  JO  CLARK  was  born  to  Mr. 
and  Mrs.  Norman  Clark  of  Victoria, 
Kansas,  on  June  3.  Norman  is  the- 
son  of  the  Rev.  and  Mrs.  Clyde  S. 
Clark  of  First  Church,  New  Orleans. 

A  “P.K.  PARTY”  (preachers’  kids 
party)  was  held  in  honor  of  Becky 
Blount,  daughter  of  the  Rev.  and  Mrs. 
Henry  Blount,  and  Michael  Adams, 
son  of  the  Rev.  and  Mrs.  James  A. 
Adams,  June  6.  Their  families  were 
also  guests.  Hosts  were  the  Rev.  and 
Mrs.  George  Pearce,  the  Rev.  and  Mrs. 
Lonnie  Sibley,  the  Rev.  and  Mrs.  Bill 
Frasier,  and  Dr.  and  Mrs.  Sam  Nader. 


At  P.K.  Party  in  Shreveport  dis¬ 
trict  parsonage  are,  from  left:  Kenneth 
Rorie,  Lonnie  Sibley,  Becky  Blount, 
Michael  Adams,  and  Carl  Pearce. 
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No  wish-granting  genie  has  leaped 
out  of  Aladdin’s  ancient  lamp  lately 
— or  out  of  the  oil  lamp  which  sym¬ 
bolizes  higher  education. 

But  educators  across  the  nation  keep 
on  rubbing  and  wishing  for  appari- 
tional  insight  into  tomorrow’s  colleges, 
universities  and  graduate  schools. 

Scarritt  College’s  faculty  and  admin¬ 
istration  in  Nashville,  Tenn.,  are  no  ex¬ 
ception.  Depth  studies  have  been  made 
to  try  to  determine  the  future  course 
of  Scarritt,  a  senior  college  and  grad¬ 
uate  school  owned  by  the  General  Con¬ 
ference  of  The  Methodist  Church,  com¬ 
missioned  to  prepare  lay  men  and 
women  for  professional  Christian  ser¬ 
vice. 

Scarritt’s  unique  relationship  with 
the  Church-at-large  presents  prediction 
problems  that  secular  institutions  do 
not  face.  Not  only  must  Scarritt  specu¬ 


late  as  to  probable  developments  of  an 
electronic  era  with  the  unlimited  po¬ 
tential  of  computerized  education  — 
along  with  a  potpourri  of  technological 
gadgetry — but  the  college  must  look 
ahead  to  the  path  the  Church  will  fol¬ 
low. 

Commencement  this  spring  marked 
the  beginning  of  Scarrit’s  75th  Anni¬ 
versary  year — a  time  of  commemora¬ 
tion,  academic  and  physical  expansion, 
as  well  as  introspection  and  specula¬ 
tion. 

A  Quick  Look  Back 

Miss  Belle  Harris  Bennett,  Scarritt’s 
founder,  had  no  genii  friends  to  con¬ 
sult  in  1892,  but  she  had  definite  ideas, 
ideals,  hope,  friends,  and  faith.  Most 
importantly  she  had  a  long  range  pur¬ 
pose:  to  build  a  college  to  serve  the 
Church. 

The  catalog  for  1895-96  stated  that 
Scarritt  was  a  Bible  and  training  school 
for  the  preparation  of  “missionaries 
and  other  Christian  workers”  of  The 
Methodist  Episcopal  Church,  South. 

Then,  as  now,  Scarritt’s  curriculum 
reflected  the  Church’s  concern  that  re¬ 
spondents  to  a  Christian  service  call 
be  adequately  prepared.  Bible  study, 
moral  philosophy,  church  history,  his¬ 
tory  of  missions  and  city  mission  work 
were  some  of  the  school’s  departments. 

Later  a  deaconess  program  was 
added.  And  still  later — men. 

A  name  change  came  in  1921.  Scar¬ 
ritt  Bible  and  Training  School  evolved 
into  Scarritt  College  for  Christian 
Workers.  And  a  change  of  address  fol¬ 
lowed..  Scarritt  moved  from  Kansas  City 
to  Nashville  in  1924  to  utilize  the  re¬ 
sources  of  the  Church’s  headquarters. 
New  developments  popped  in  quick 
succession. 

Scarritt  affiliated  with  George  Pea¬ 
body  College  for  Teachers  immediately 
and,  shortly  thereafter,  with  Vander¬ 
bilt  University.  This  affiliation  contin¬ 
ues  to  provide  supplementary  course 
work  at  a  minimum  cost.  At  the  same 
time  it  created  the  cultural  and  edu- 


The  famous 
Scarritt  Tower, 
soaring 

over  the  chapel, 
is  familiar 
to 

alumni  and  friends 
of 

the  col  lege. 


An  old 
landmark 
on  the 

Scarritt  campus 
is  Strother’s 
Meeting  House 
where  in  March, 
the 

Rev.  Dan  Tohline, 
Circuit  Rider 
from  Loui  si  an  a, 
stopped  to  chat 
with  students 
Dorothy  Abel 
and 

Jim  Strickland. 


cational  environment  of  a  large  uni¬ 
versity  center,  while  retaining  a  small 
person-oriented  Christian  atmosphere. 

True  to  the  principles  of  Christian¬ 
ity,  Scarritt  soon  became  interracial, 
interdenominational  and  international. 

After  a  careful  study  of  the  needs  of 
The  Methodist  Church  and  the  varied 
factors  involved  in  the  preparation  of 
lay  workers,  it  was  decided  in  the 
early  1920s  that  the  emerging  college 
should  be  a  senior  college  and  grad¬ 
uate  school. 

Related  fields  of  Christian  concern 
were  investigated  and  social  work, 
rural  church  and  community,  and  field 
instruction  programs  were  added  to  the 
curriculum. 

Scarritt  has  continued  to  stretch  and 
grow  to  meet  the  needs  of  an  expand¬ 
ing  Church. 

Today’s  catalog  lists  graduate  pro¬ 
grams  for  the  master  of  arts  degree  in 
Christian  education,  Christian  life  and 
thought;  church  and  community  in  in- 
nercity  or  town  and  country  settings; 
church  music;  evangelism;  intercultural 
studies;  Christian  world  mission;  and 
social  welfare  and  religion. 

Undergraduatesbave  a  program  for 
the  bachelor  of  arts  degree  in  religion, 
drama,  or  the  behavioral  sciences. 

A  Look  Ahead 

“Scarritt’s  future  rests  with  the 
Church  and  the  crisis  of  the  Church 
is  Scarritt’s  crisis.” 

These  words  from  Dr.  Leo  Rippy, 
Jr.,  associate  professor  of  Christian  ed¬ 
ucation,  reflect  what  seems  to  be  a 
common  consensus  of  thought  of  the 
College’s  faculty  and  administration. 

Dr.  Rippy  questions  whether  the 
Church  will  continue  to  became  more 
clerical  with  seminary  and  ordination 
as  the  only  route  to  ministry,  or  wheth¬ 
er  the  Church  will  take  seriously  lay 
ministry  and  the  training  of  competent 
professional  laymen  in  and  for  the 
Church.  He  personally  sees  lay  min¬ 
istry  as  becoming  increasingly  significant 
with  Scarritt  on  the  ground  floor  to 
meet  this  need. 

His  views  are  shared  by  Dr.  Walter 
Towner,  associate  professor  of  evan¬ 
gelism.  Dr.  Towner  feels  that  the  local 
church  cannot  be  manned  by  an  or¬ 
dained  clergy  alone. 

“Despite  heroic  efforts  by  many,” 
Dr.  Towner  said  recently,  “there  are 
simply  not  enough  young  persons  who 
are  making  themselves  available  to  the 
Lord  for  ordination  to  the  pulpit  min¬ 
istry.  There  is  emerging  a  series  of 
specialized  needs  within  the  local 
church  which  can  be  supplied  by  ca¬ 
reer  laymen.” 


Dr.  Towner  sees  Scarritt  as  having 
a  ground  to  cultivate  as  these  needs 
continue  to  develop  by  virtue  of  tra¬ 
ditionally  having  a  curriculum  especial¬ 
ly  designed  to  equip  lay  people  for 
Christian  service.  He  foresees  expand¬ 
ed  programs  at  Scarritt  in  evangelism, 
church  music,  Christian  education  and 
church  administration. 

Dr.  Omar  L.  Hartzler,  the  college’s 
academic  dean,  also  believes  that  Scar¬ 
ritt’s  identity  as  a  special  institution 
for  the  Church  will  be  maintained  in 
the  future.  He  predicts  reaching  a  max¬ 
imum  enrollment  of  600  students  in 
a  few  years  with  an  increasing  em¬ 
phasis  on  the  graduate  program. 

Confident  that  the  college  will  con¬ 
tinue  to  be  committed  to  serious  aca¬ 
demic  study,  Dr.  Rippy  thinks  that  “it 
will  come  to  terms  with  automated 
devices  to  teach  effectively  the  cogita¬ 
tive  content  of  Bible,  theology  and 
church  history.  Such  a  development 
calls  for  more  proficient  technical  skills 
than  now  exist  in  the  Church.  Scar¬ 
ritt  will  train  for  these  skills  and  will 
engage  in  broadly  based  research  pro¬ 
grams.” 

Professor  emeritus  of  social  anthrop¬ 
ology,  Dr.  Ina  Corinne  Brown,  com¬ 
mented  on  the  future  of  Scarritt  in 
light  of  a  series  of  recent  articles  in 
the  Wall  Street  Journal  on  likely  de¬ 
velopments  between  now  and  the  year 
2000.  In  each  article  the  Journal  in¬ 
serted  a  boxed  statement  that  the  pre¬ 
dictions  were  “premised  on  the  as¬ 
sumption  that  the  earth  will  not  be 
incinerated  in  a  nuclear  holocaust  dur¬ 
ing  the  next  generation.” 

Both  the  articles  and  the  warning, 
Dr.  Brown  said,  indicate  what  should 
be  an  ever-enlarging  and  significant 
role  for  institutions  like  Scarritt  Col¬ 
lege.” 

“For  to  avoid  the  catastrophe  which 
would  end  it  all  or  the  equally  dis¬ 
astrous  slow  deterioration  and  break¬ 
down  of  relations  between  individuals, 
groups  and  nations,  human  beings 
must  groAr  into  greater  maturity  and 
responsibility  with  reference  to  their 
own  lives  and  the  lives  of  their  fel¬ 
low  man.” 

In  a  world  of  increasing  technol¬ 
ogical  change,  Dr.  Brown  pointed  out, 
“life  will  be  livable  only  if  there  is  a 
great  increase  in  quality  and  quantity 
of  the  social  and  personal  services  once 
carried  on  informally  by  families,  rel¬ 
atives  and  neighbors.  The  ever  grow¬ 
ing  social  problems  of  poverty,  unem¬ 
ployment,  ignorance,  disease,  crime, 
delinquency  and  violence  must  be  dealt 
with  in  remedial  and  preventive  terms. 

Continued,  on  next  page 
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Scarritt  College 

“And  in  a  world  that  is  becoming 
increasingly  interdependent  and  which 
is  rapidly  shanking  to  what  Time  called 
‘room-sized’  dimensions,  our  concerns 
and  our  services  must  be  worldwide.” 

These  things,  she  summarized,  add 
up  to  certain  basic  propositions; 
“Christians  and  others  concerned  with 
human  values  and  human  welfare  must 
learn  to  live  constructively,  creatively 
and  helpfully  as  members  of  a  world 
community. 

“There  must  be  an  enormous  in¬ 
crease  in  the  number  of  dedicated  peo¬ 
ple  willing  to  teach  and  serve  then- 
fellow  men  through  the  helping  minis¬ 
tries  of  various  kinds. 

“The  nature  and  role  of  these  min¬ 
istries  must  be  constantly  redefined  in 
keeping  with  the  changes  of  modem 
life. 

“And  the  people  who  serve  can  be 
trained  for  their  tasks  only  in  educa¬ 
tional  institutions  that  constantly  re¬ 
define  their  goals  and  revise  and  re¬ 
vitalize  their  curricula  in  the  light  of 
changing  needs  and  demands. 

“In  its  past  Scarritt  College  has  met 
the  more  slowly  changing  needs  of 
three  generations  of  people  preparing 
for  the  helping  ministries  appropriate 
to  their  day.  Its  purpose  remains  the 
same.  Its  future  role  will  be  an  ever 
changing  and  expanding  one  as  it  ad¬ 
justs  the  program  to  the  rapidly  chang¬ 
ing  and  expanding  needs  of  an  increas¬ 
ingly  complex  and  interdependent 
world.” 

As  Scarritt  celebrates  its  75th  an¬ 
niversary,  June  1967  to  June  1968,  it 
seeks  to  underline  the  traditional  role 
Dr.  Brown  describes,  and  to  continue 
building  for  its  future  role.  As  part 
of  the  anniversary,  the  college  is  work¬ 
ing  toward  a  development  program 
totaling  $7.5  million  for  new  buildings 
and  an  increase  in  the  permanent  en¬ 
dowment. 

Scarritt’s  foundation-laying  coupled 
with  its  sensitivity  to  the  need  of  the 
world  and  the  Church  no  doubt  helps 
keep  the  lamp  of  higher  education — 
source  of  intellectual  illumination  — 
burning  brightly. 
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from  page  ten 

British  Scene 

At  first,  did  you  think  there  was  no 
need  to  change  the  image  from  “Shep¬ 
herd”  to  “Probation  Officer?”  But  sup¬ 
posing  you  had  never  seen  a  sheep? 
And  supposing  “Father”  means  only 
a  brutal  or  an  absent  figure?  Perhaps 
the  Probation  Officer  is  the  image  of 
the  best  you  would  ever  know?  It’s  a 
thought. 


President  Franklin  H.  Littell  of 
Methodist-related  Iowa  Wesleyan  Col¬ 
lege,  Mt.  Pleasant,  is  scheduled  to  be 
among  participants  at  a  nationwide 
conference  June  26-30  on  the  Concept 
of  the  Believers’  Church  at  the  South¬ 
ern  Baptist  Theological  Seminary  in 
Louisville,  Ky. 


Repentance  and  conversion  and 
spiritual  renewal  are  still  the  most  in¬ 
dispensable  words  of  our  time. — Sam¬ 
uel  M.  Cavert 


Leadership  ‘Crisis’  Reported 

NEW  YORK  —  “The  church  is  in  a 
state  of  leadership  crisis.” 

That  is  the  opinion  of  Robert  L. 
Wilson  and  James  H.  Davis  of  the 
Department  of  Research  and  Survey 
of  the  Methodist  Board  of  Missions. 
Mr.  Wilson  and  Mr.  Davis  have  pre¬ 
pared  a  paper  on  “Leadership  Needs 
of  The  Methodist  Church,”  which  sur¬ 
veys  the  church’s  objectives,  looks  at 
what  makes  a  relevant  church,  what 
it  means  to  be  a  relevant  church  and, 
finally,  at  the  leadership  needs  for 
the  relevant  church. 

The  paper  points  out  that  despite 
the  amount  of  formal  education  of 
clergy  and  the  effort  spent  in  providing 
training  and  printed  resources  for  lay¬ 
men,  there  is  a  general  dissatisfaction 
with  the  church  leadership.  But,  it  goes 
on,  the  leadership  needs  of  any  organi¬ 
zation  depend  on  its  objectives  and, 
for  the  church,  they  are  complex. 
“There  is  a  serious  gap  between  the 
statement  of  objectives  as  stated  in 
theological  language  .  .  .  and  the  un¬ 
derstanding  of  the  next  step  that  can 
be  taken  on  the  local  level  toward 
achieving  these  goals.” 

The  church,  the  paper  continues, 
“is  not  characterized  by  withdrawal, 
but  by  so  broad  and  superficial  in¬ 
volvement  in  so  many  diverse  aspects 
of  society  that  it  fails  to  make  an 
impact.  The  result  is  pious  sentiments 
about  a  multiplicity  of  issues  and  no 
real  influence  on  most.”  The  leader¬ 
ship  of  the  denomination  must  limit 
the  institutional  involvement  of  the 
church.  The  areas  of  society  in  which 
the  church  becomes  involved  should 
depend  on  the  situation  current  at  the 
time,  the  writers  say. 
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Church  World  Service  appeals 
for  relief  funds  for  Mid-East 

NEW  YORK,  N.Y.,  June  13  — 
Church  World  Service  is  appealing  to 
U.S.  Protestant  and  Orthodox  churches 
for  a  minimum  of  $1  million  in  cash, 
food,  medicine,  clothing  and  other  re¬ 
lief  supplies  for  war  refugees  in  the 
Middle  East,  it  was  announced  here 
today  by  James  MacCracken,  execu¬ 
tive  director  of  the  relief  and  rehabil¬ 
itation  agency  of  the  major  Protestant 
and  Orthodox  denominations. 

The  Protestant  agency  has  for  some 
years  supported  projects  of  the  Near 
East  Christian  Council  Committee  on 
Refugee  Work,  Mr.  MacCracken  said. 
Most  of  these  projects  were  located 
on  the  west  bank  of  the  Jordan  River, 
in  the  hills  of  Samaria.  Requests  for 
emergency  relief  funds  and  supplies 
have  come  from  a  Church  World  Ser¬ 
vice  representative  who  was  in  Beirut 
during  the  warfare.  A  field  report 
from  the  representative  is  expected 
soon,  he  said. 

The  Church  World  Service  appeal  is 
being  made  as  part  of  the  World  Coun¬ 
cil  of  Churches’  initial  appeal  for  $2 
million  to  aid  war  victims  throughout 
the  Middle  East,  Mr.  MacCracken  an¬ 
nounced. 

The  World  Council  appeal,  de¬ 
scribed  by  that  organization  as  “the 
most  widely  circulated  emergency  ap¬ 
peal  that  the  World  Council  of  Church¬ 
es  has  ever  made,”  called  for  funds 
to  aid  victims  of  the  war  “and  to  re¬ 
start  compassionate  work  among  the 
distressed  of  all  nationalities  and  re¬ 
ligions  in  every  country  affected  by 
the  conflict.” 


WCC  asks  funds  to 
aid  Near  East  victims 

(Geneva)  —  The  World  Council  of 
Churches  (June  9)  appealed  for 
an  initial  two  million  dollars  to  aid 
war  victims  throughout  the  Near  East 
and  restart  compassionate  work  among 
distressed  of  all  nationalities  and  re¬ 
ligions  in  every  country  affected  by  the 
conflict.  The  appeal  was  made  to  mem¬ 
ber  churches  in  all  parts  of  the  world, 
including  Eastern  Europe.  This  is  the 
most  widely  circulated  emergency  ap¬ 
peal  ever  made  by  the  World  Council 
of  Churches.  Funds  will  be  sent  to  the 
Council’s  Division  of  Inter-Church  Aid, 
Geneva,  which  also  is  investigating 
channels  available  for  sending  material 
aid  supplies  needed  forprograms  of  re¬ 
habilitation  and  reconstruction  in  war 
zones. 

An  appeal  for  help  for  victims  of 
war  has  also  been  made  by  the  Roman 
Catholic  organization  International 
Caritas  with  whom  the  World  Council 
is  maintaining  liaison.  The  aim  is  to 
promote  collaboration  of  all  Christian 
communions  in  programs  to  care  for 
war  victims  of  all  kinds. 
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Consultation  on  Laity  Planned 

EVANSTON,  Ill. — A  national  con¬ 
sultation  on  Methodist  work  with  the 
laity  has  been  scheduled  for  December 
6-9  at  French  Lick,  Ind. 

Dr.  Robert  G.  Mayfield,  general 
secretary  of  the  General  Board  of  Lay 
Activities,  said  that  about  1 00  especial¬ 
ly  selected  church  officials,  parish  min¬ 
isters  and  laymen  are  expected  to  take 
part  in  the  sessions  to  study  the  future 
needs  and  concerns  of  lay  activities 
within  the  denomination.  Participants 
will  include  representatives  of  the 
Evangelical  United  Brethren  Church. 

The  consultation  will  consider  such 
topics  as  the  culture  of  the  future,  de¬ 
veloping  resources  for  organizational 
creativity,  new  understandings  of  lead¬ 
ership,  organizational  innovation  and 
utilization  of  leadership  knowledge, 
and  the  laity  of  the  future.  Develop¬ 
ments  coming  from  the  consultation 
will  be  tested  in  the  field  by  the  Board 
of  Lay  Activities  staff  for  at  least  a 
year  and  then  be  formulated  into  pro¬ 
grams  and  procedures. 
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Dr.  Taylor  McConnell,  program 
director  of  the  Rocky  Mountain  An¬ 
nual  Conference  since  1958,  has  been 
appointed  professor  of  religious  educa¬ 
tion  at  Garrett  Theological  Seminary, 
Evanston,  Ill. 


No  man  ever  really  comes  to  him¬ 
self  without  meeting  God  somewhere 
along  the  way. — Roy  L.  Smith 


KEEP  SMILING 

Live  a  new 
and  radiant  life 
day  by  day 
and  be 
“fun  to 
live  with.” 

Let  me  help  you  be 
more  successful. 


Ask  your  next-<ioor  neighbor 


T  FENCE 


If  you  don’t 
help  your 
school  officials 
open 

recreation  areas 
nights,  weekends 
and  during 
the  summer, 
nobody  else  will. 


For  a  free  button 

and  information  to  help  you,  write: 
Fitness,  Washington,  D.  C.  20203 


PRESIDENT’S  COUNCIL  ON  PHYSICAL  FITNESS 


CHURCH  PEWS 
FOR  SALE 

Twenty-four  church  pews 
— 12  feet  long, 

One  pulpit 

One  communion  table 

May  be  seen  at  First  Methodist 
Church,  Berryville,  Ark. 

Cost  $650. 

Contact: 

Central  Manufacturing  Co 

P.  0.  Box  695 

North  Little  Rock,  Ark. 

(Also  have  available  24  church 
pews — fifteen  feet  long,  excel¬ 
lent  condition.  Cost  $3.25  per 
foot.) 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  @!m^)  Fayetteville,  Arkansas 
Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 
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The  Mangham  Methodist  Church  Official  Board,  officers  and  chairmen  of  the  church  and  Church 
School  were  consecrated  during  the  morning  service  May  28th.  Mr.  Robert  Bell  is  lay  leader,  Mrs. 
Christine  McConnell,  chairman  of  the  Board,  Mr.  Johnny  Etier,  Church  School  superintendent,  and 
the  Rev.  Hugh  Dunn  is  pastor. 


RIGHT:  New  officers  of 
the  South  Capitol  Sub- 
District  in  Baton  Rouge 
were  installed  during  the 
May  meeting  at  Univer¬ 
sity  Methodist  Church. 
Mike  Lord  (second  row, 
at  right),  is  president. 


Youth  Choir  from  St.  Matthew’s  Methodist  Church,  Metai rie,  performed 
at  Eddy  Justiss  Memorial  Methodist  Church,  Trout,  recently.  Mrs. 
Doris  Allen,  director,  and  the  Rev.  James  Jones,  associate  pastor 
and  Mrs.  Jones  accompanied  the  choir.  The  Rev.  J.  Vernon  Fairley 
is  pastor  of  the  Trout  church. 


BELOW:  The  following  MYF 

officers  were  installed  at  Mang¬ 
ham  recently — Dianne  Welch, 
president;  Kenneth  McDonald, 
vice-president;  Chip  Etier,  re- 
porter-treasurer;  Ted  Brunson, 
secretary.  The  Rev.  Hugh  Dunn, 
Jr.  is  pastor. 


RIGHT:  A  Vacation 

Church  School  scene  at 
Simpson  Methodist  Church 
in  Lake  Charles— Pastor 
Roy  Mouser  with  Junior 
girls  examines  study  ma¬ 
terials  on  "The  Life  of 
Paul." 


Miss  Connie  Berry  was  recently 
crowned  “Miss  Lake  Charles 
by  Miss  Mary  Ann  Mobley,  a  for¬ 
mer  “Miss  America."  She  will 
represent  the  Centennial  City  — 
Lake  Charles  at  the  “Miss  Lou¬ 
isiana”  pageant  in  Monroe.  Con¬ 
nie  is  active  in  the  University 
Methodist  Church,  and  formerly 
served  as  president  of  Lake 
Charles  Sub-District  MYF.  She 
is  the  daughter  of  Mrs.  Cathleen 
Baldridge  Berry  and  the  late 
Thomas  Berry. 


BELOW:  Cherub,  Primary  and 

Junior  Choir  members  at  Broad¬ 
moor  Methodist  Church,  Shreve¬ 
port,  who  received  attendance 
awards  at  annual  banquet.  The 
Rev.  Robert  B.  Crichlow  is  pas¬ 
tor,  and  Mrs.  Daisy  Duncan  is 
director  of  Children’s  Choirs. 
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Bishop  Paul  E.  Martin  of  the 
Houston  Area  will  preach  at 
Broadmoor  Methodist  Church, 
Baton  Rouge,  July  16-19,  with 
services  each  evening  at  7:30. 
Bill  Mann  of  Dallas  will  be  guest 
soloist.  The  Broadmoor  pastors 
are  the  Rev.  Barry  Bailey  and 
the  Rev.  Kenny  Norton. 


Laymen's  retreat 
to  place  emphasis 
on  theology 

The  agenda  for  courses  and  speakers 
for  the  Lay  School  of  Theology  to  be 
presented  during  the  eleventh  annual 
Conference  Lay  Retreat  has  been  com¬ 
pleted.  The  Retreat  will  be  held  on 
the  Centenary  College  Campus  in 
Shreveport,  the  weekend  of  July  29- 
30.  Ernie  Logan,  National  Director  of 
the  Twelve,  the  small  group  witnessing 
movement  of  the  General  Board  of 
Evangelism,  will  be  the  featured  speak¬ 
er  for  the  Retreat. 

Four  more  Lay  School  of  Theology 
courses  are  being  offered  this  year  than 
last,  bringing  the  total  to  ten.  They 
are  as  follows: 

Course  I  — Comparative  Religions, 
Dr.  W.  F.  Pledger;  Course  II — The 
Old  Testament  as  a  Christian  Book, 
the  Rev.  Robert  Ed  Taylor;  Course 
III — The  Gospel  of  Mark  for  Today, 
Dr.  Jack  Wilkes;  Course  IV — The  New 
Morality  and  Christian  Ethics,  Dr.  J. 
Woodrow  Hearn;  Course  V  —  Lay 
Speaking/Lay  Leadership,  Mr.  Ken¬ 
neth  Rigby;  _  , 

Course  VI — The  Church  m  a  Tech¬ 
nological  Age,  the  Rev.  Howard 
Daughenbaugh,  Jr.;  Course  VII — Prac- 
tics  in  Church  Renewal,  the  Rev.  Joe 
Thomas;  Course  VIII — The  Coming 
Great  Church,  the  Rev.  L.  Ray  Bran- 
ton;  Course  IX — The  Local  Church 
and  Its  Property,  Mr.  Thomas  A.  Har- 

Pl  ease  turn  to  page  8 

Sequoyah  July  7—27 
training  opportunities 

Training  activities  of  the  Board  of 
Education  will  fill  the  program  time 
at  Mount  Sequoyah  in  the  period  from 
July  7-21.  Included  in  this  period  will 
be  the  Leadership  School,  Laboratory 
Schools  and  a  conference  for  Church 
School  administrators. 

The  Church  School  Administrators 
Conference,  planned  for  the  week-end 
of  July  7-9,  is  planned  to  help  local 

Please  turn  to  page  8 
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The  Rev.  George  Pearce,  Jr.  of  Shreveport  District  is  shown  as 
he  spoke  at  the  Area  Council  meeting  in  Alexandria  last  week 
on  suggestions  for  the  J*New  Life  in  the  Church  program. 


■  Wilkes  re-elected  chairman 

Area  Council  launches  first  stages 
of  "New  Life  in  the  Church"  program 


“New  Life  in  the  Church,”  the  pro¬ 
gram  approved  by  the  recent  session 
of  the  Louisiana  Annual  Conference 
on  recommendation  of  its  Board  of 
Evangelism  and  Board  of  Education, 
received  implementation  for  its  next 
steps  at  the  annual  meeting  of  the 
Area  Council,  June  20,  at  First 
Church,  Alexandria. 

The  Council  also  adopted  the  rec¬ 
ommendation  of  its  Nominating  Com¬ 
mittee  that  the  officers  be  re-elected. 
These  are:  Dr.  Jack  S.  Wilkes,  chair¬ 
man;  Dr.  Bentley  Sloane,  vice  chair¬ 
man;  and  the  Rev.  Jack  Cooke,  sec¬ 
retary. 

Following  the  presentation  of  the 
outline  of  the  “New  Life”  program  to 
the  program  committee  of  the  Area 
Council  and  the  Council  as  a  whole, 
Bishop  Aubrey  G.  Walton  spoke  with 
conviction  concerning  the  recruitment 
aspects  of  the  program  in  which  evan¬ 
gelism  and  education  both  have  a  stake 

*  ***************** 

*  NO  ISSUE  NEXT  WEEK  * 

*  Following  a  tradition  of  many  * 

*  years,  there  will  be  no  issue  of  * 

*  the  METHODIST  during  the  * 

*  week  of  July  4.  This  means  you  * 

*  will  receive  no  paper  next  week.  * 

*  For  those  who  look  to  the  paper  * 

*  for  help  with  their  Sunday  School  * 

*  lessons,  material  for  July  9  and  * 

*  July  16  is  printed  in  this  week’s  * 

issue  on  pages  6  and  11.  ^ 

*  ********  *  *  ******  * 


and  affirmed  that  recruitment  is  di¬ 
rectly  related  to  the  relevance  of  all 
that  the  Church  is  doing. 

Bishop  Walton  named  as  the  Steer¬ 
ing  Committee  for  the  entire  program 
the  Program  Committee  of  the  Area 
Council  plus  the  chairmen  and  execu¬ 
tive  secretaries  of  the  two  boards  con¬ 
cerned.  This  would  mean  the  Cabinet, 
the  director  of  the  Area  Council,  Dr. 
Ben  R.  Oliphant,  chairman  of  the 
Please  turn  to  page  4 


At  the  final  report  meeting  of  the 
Church  Relocation  Building  Crusade 
of  Trinity  Methodist  Church,  Ruston, 
June  20,  it  was  revealed  that  a  total 
of  $571,041  had  been  pledged  on  a 
goal  of  $425,000,  with  a  number  of 
contacts  yet  to  be  made. 

The  campaign  was  organized  and 
directed  by  Dr.  Thomas  Williams  of 
the  National  Division  of  Board  of  Mis¬ 
sion,  and  Dr.  Felton  Green  served  as 
general  chairman  of  the  Building  Fund 
Campaign. 

Five  years  of  prayerful  study  and 
detailed  planning  came  to  a  climax  on 
Sunday  night,  April  23,  1967,  when 
the  congregation  of  this  church  voted 
in  a  Church  Conference  to  relocate 
the  church  and  build  a  completely  new 
facility. 


Long-time  Centenary 
supporter  makes 
$100,000  gift 

A  $100,000  gift  has  been  made 
to  Centenary  College  for  teaching 
equipment  in  the  department  of  Phys¬ 
ics  according  to  Dr.  Jack  S.  Wilkes, 
Centenary  president. 

The  gift  was  given  to  the  college  by 
W.  Russell  Barrow,  a  Shreveport  in¬ 
vestment  broker  in  memory  of  his 
mother,  Mrs.  Addie  Johnson  Barrow 
and  the  laboratories  housing  the  new 
equipment  will  be  named  in  her  honor. 

Barrow  said  the  funds  included  in 
the  gift  to  the  college  had  accumu¬ 
lated  over  a  period  of  years.  “After 
careful  consideration  and  as  an  expres¬ 
sion  of  my  confidence  in  the  adminis¬ 
tration  and  future  of  Centenary,”  said 
Barrow,  “I  have  come  to  the  conclu¬ 
sion  that  this  money  can  best  be  used 
at  Centenary.  It  is  my  hope  that  this 
will  enable  the  college  to  actively  par¬ 
ticipate  in  the  revolution  that  is  taking 
place  in  science  in  the  20th  Century.” 

In  accepting  the  gift  from  Barrow, 
Dr.  Wilkes  said,  “All  of  us  at  Centen¬ 
ary  and  particularly  the  faculty,  are 
grateful  to  Mr.  Barrow.  This  type  of 
gift  is  concerned  with  people  and  pro¬ 
grams  and  flows  directly  into  the  op¬ 
erating  budget  of  the  college.  As  such 
it  is  the  most  valuable  type  of  support 
we  can  receive  as  it  provides  “instant 
excellence”  in  critical  educational  pro¬ 
grams. 

Mr.  Barrow’s  association  with  Cen- 


The  Building  Committee  was  in¬ 
structed  to  proceed  with  the  develop¬ 
ment  of  all  necessary  plans  for  build¬ 
ing  and  financing  the  project.  Every 
family  in  the  church  was  given  a  copy 
of  preliminary  plans,  and  was  urged 
to  study  them  and  submit  in  writing 
to  the  Building  Committee  their  ideas, 
reactions  and  suggestions. 

The  Building  Fund  Crusade  was  or* 
ganized  under  the  direction  of  Dr.  Wil¬ 
liams.  In  view  of  the  prospect  that  the 
undertaking  might  cost  a  million  dol¬ 
lars  or  more,  the  three-year  pledge 
goal  of  $425,000  was  set. 

Some  200  dedicated  and  enthusi¬ 
astic  workers  made  a  superb  effort  in 
promotion  and  solicitation,  and  there 

Please  turn  to  page  4 
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Trinity  Church,  Ruston  oversubscribes 
ambitious  goal  for  new  building 


Qdito/iia@ 

THE  RESOLUTION  THAT  COULDN'T 
HAVE  PASSED 

HE  RESOLUTION  sent  down  from  the  1966 
special  session  of  General  Conference  and  act¬ 
ed  on  in  the  recent  annual  conferences  under 
various  titles — usually  “the  racial  resolution”  or 
“the  Central  Jurisdiction  resolution”  —  has  been 
clearly  defeated  and  therefore  will  be  of  no  effect 
on  the  eventual  transition  from  the  present  struc¬ 
ture  to  a  Methodist  Church  in  which  there  is  no 
Central  Jurisdiction.  Like  many  other  Methodists, 
we  had  studied  this  resolution  only  casually  and 
mistakenly  had  concluded  that  its  passage  depend¬ 
ed  on  the  same  cumulative  two-thirds  majority  re¬ 
quired  of  the  Methodist-EUB  Merger  proposal.  We 
could  not  have  been  more  wrong  in  this  conclusion. 
This  resolution  was  defeated  the  first  day  the  first 
annual  conference  failed  to  pass  it.  It  might1  be 
more  accurate  to  say  it  was  defeated  the  day  it 
was  written,  because  this  was  one  piece  of  legisla¬ 
tion  that  simply  could  not  have  passed.  (It  would 
have  taken  a  two-thirds  vote  in  each  and  every 
annual  conference  and,  short  of  the  coming  of  the 
millennium,  we  believe  this  is  a  challenge  that  de¬ 
serves  to  be  categorized  as  “impossible.”) 

This  is  a  resolution  that  undertook  to  do  more 
than  any  such  document  should  have  been  asked  to 
do.  It  was  “omnibus”  legislation  with  too  many 
separate  issues  seeking  to  ride  into  reality  on  the 
bus.  Many  have  asked  us  to  interpret  this  reso¬ 
lution,  its  vote,  and  what  its  failure  means  to  the 
church.  This  is  what  we  will  endeavor  to  do  just 
now. 

This  resolution  was  the  report  of  the  General 
Commission  on  Interjurisdictional  Relations  estab¬ 
lished  by  the  1964  General  Conference.  It  was 
asked  to  report  to  the  special  session  in  1966  on 
progress  in  regard  to  steps  toward  abolition  of  the 
Central  Jurisdiction.  Many  feel  that  they  went  be¬ 
yond  their  mandate  when  they  wrote  the  resolu¬ 
tion  in  question  and  passed  it  on  to  the  annual 


TO  WHICH  WE  OWE  OUR  POSITION 


conferences,  the  Council  of  Bishops,  colleges  of 
bishops  of  the  jurisdictions,  and  the  jurisdictional 
conferences.  It  is  our  opinion  that  what  they  did 
was  legal  under  the  ruling  of  the  Judicial  Council 
that  the  special  session  could  consider  any  issue 
it  chose  to. 

It  is  our  interpretation  that  the  use  of  the  lan¬ 
guage  “each  annual  conference”  and  “all  of  the  an¬ 
nual  conferences”  throughout  the  resolution  meant 
that  there  could  not  be  a  single  annual  conference 
in  the  Central  Jurisdiction,  the  South  Central  Jur¬ 
isdiction  or  the  South  Eastern  Jurisdiction  voting 
against  the  resolution  if  it  was  to  pass.  Some  will 
say  that  the  margin  required  was  only  a  simple 
majority  in  some  of  the  conferences,  but  we  strongly 
doubt  this  since  the  resolution  dealt  throughout 
with  constitutional  matters. 

Taking  a  quick  look  at  the  contents  of  the  res¬ 
olution  in  each  of  its  sections  (which  we  apologize 
to  you  for  not  doing  prior  to  the  sessions  of  the 
annual  conferences)  we  find  that  it  provided:  a 
general  statement  which  said  that  everyone  voting 
for  the  resolution  from  delegates  to  annual  confer¬ 
ences  to  bishops  would  “pledge  his  best  efforts  to 
eliminate  as  soon  as  possible  all  forms  of  racial 
structure  from  the  organization  of  The  Methodist 
Church”;  each  annual  conference,  by  an  affirmative 
vote,  “pledged  its  best  efforts  to  work  out  all  re¬ 
maining  adjustments”  and  to  work  toward  confer¬ 
ence  mergers  “at  the  earliest  possible  date.” 

A  section  providing  that  where  annual  confer¬ 
ence  mergers  were  being  implemented  that  efforts 
would  be  made  to  extend  “rights,  privileges,  status 
and  obligations”  to  all  clerical  and  lay  members  of 
former  Central  Jurisdiction  conferences. 

Sections  5  and  6  referred  to  specific  details  of 
voting  in  connection  with  the  proposed  mergers 
of  the  North-Carolina  Virginia  Annual  Conferences 
of  the  Central  Jurdisdiction  with  appropriate  geo¬ 
graphic  conferences  of  the  South  Eastern  Juris¬ 
diction,  and  of  the  Tennessee-Kentucky  Annual 
Conferences  with  appropriate  geographic  annual 
conferences.  In  this  issue,  it  is  most  relevant  to 
note  that  the  Tennessee-Kentucky  Annual  Confer¬ 
ence  voted  against  the  whole  idea  by  a  vote  of  131 
fo  10. 

Now  since  the  resolution  has  been  defeated, 
we  will  be  under  the  provisions  of  Methodist-EUB 
Merger  plans  which  organize  all  annual  conferences 
into  five  geographical  jurisdictions  with  no  men¬ 
tion  of  or  provision  for  the  Central  Jurisdiction. 
With  the  resolution  defeated  none  of  its  provisions 
can  be  binding. 


CONCERNING  THE 
NEW  CURRICULUM 

For  the  last  several  months  one  of 
our  most  difficult  challenges  has  been 
that  of  explaining  to  the  conference, 
leaders  in  education  the  position  of 
this  publication  concerning  its  weekly 
treatment  of  the  Sunday  School  lesson. 
Some  have  even  accused  us  of  sabotage 
concerning  the  new  curriculum,  al¬ 
though  we  have  carried  columns  and 
columns  of  material  promoting  the 
“New  Day  in  Christian  Education,” 
and  have  written  several  editorials  en¬ 
dorsing  the  material. 

We.  feel  that  we  share  with  these 
persons  and  others  a  letter  recently 
received  by  Methodist  editors  from  Dr. 
Horace  R.  Weaver,  editor  of  adult 
publications,  indicating  his  reaction  to 
the  suggestion  of  some  editors  that 
a  weekly  feature  be  written  about  the 
lessons  of  the  new  curriculum.  The 
gist  of  his  reaction  is  in  the  following 
paragraph: 

“Previously  we  had  considered 
weekly  articles  for  the  area  publica¬ 
tions.  However,  we  feel  that  weekly 
treatments  on  the  lessons  might  mis¬ 
lead  our  adults  into  thinking  that  they 
must  read  one  chapter  per  Sunday. 
This  would  be  an  abuse  of  the  policy 
that  we  are  not  developing  the  cur¬ 
riculum  on  the  basis  of  one  chapter 
for  each  week  of  a  quarter.  The  ma¬ 
terials  are  so  developed  that  a  class 
might  study  six  months  rather  than  the 
usual  thirteen  weeks  on  a  unit.  An¬ 
other  class  might  study  for  a  whole 
year.  This  is  in  harmony  with  what 
we  call  “the  principle  of  expansion.” 
The  book  of  selected  readings  and 
many  possibilities  for  leadership  pro¬ 
cedure  that  is  built  into  each  chapter 
may  call  for  such  an  expansion  .  ,  . 
I  suppose  there  would  naturally  be 
times  when  each  lesson  would  be  dealt 
with  separately,  but  I  would  hope  that 
this  would  not  be  a  normal  approach 
to  the  treatment  of  lessons.” 

So  we  feel  that  the  editorial  policy 
already  established  by  this  publication 
is  entirely  in  accord  with  that  of  the 
Editorial  Division.  We  will  have  fre¬ 
quent  articles  of  helps  on  the  new  ma¬ 
terials  and  will  continue  a  weekly 
treatment  of  the  International  Lesson 
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■  Methodist  Publishing  House  conducts  survey 

Preference  for  new  church 
school  materials  indicated 


American  University 
president  requests 
retirement 

WASHINGTON,  D.C.  (MI)— Next 
year  will  be  the  last  as  a  college  pres¬ 
ident  for  Dr.  Hurst  R.  Anderson.  He 
has  spent  the  past  24  years  as  head 
of  Centenary  Junior  College,  Hamline 
University  and  American  University, 
successively.  All  are  Methodist-related. 

Anderson,  a  Methodist  layman,  has 
told  the  AU  board  of  trustees  that 
he  will  retire  at  the  end  of  the  1967-68 
academic  year. 

In  his  15  years  here,  American’s 
net  worth  has  increased  from  $4  mil¬ 
lion  to  over  $26  million,  the  full-time 
faculty  has  doubled  and  the  student 
enrollment  has  more  than  tripled.  Con¬ 
struction  of  new  buildings  has  pro¬ 
ceeded  almost  unceasingly  for  the  past 
decade. 

Dr.  Anderson  is  the  eighth  AU  pres¬ 
ident,  in  the  line  started  by  Methodist 
Bishop  John  Fletcher  Hurst,  who 
founded  the  school  and  for  whom  An¬ 
derson  was  named. 

Anderson’s  educational  career  has 
been  a  series  of  Methodist-related 
schools — graduate  of  Ohio  Wesleyan 
University,  teacher  at  Allegheny,  pres¬ 
ident  at  three,  master’s  degree  at  North¬ 
western  University,  honorary  doctor¬ 
ates  at  Ohio  Wesleyan,  West  Virginia 
Wesleyan  College,  Birmingham-South¬ 
ern  College  and  others.  One  gap  in 
this  was  a  time  spent  at  University  of 
Michigan  law  school. 

He  has  headed  both  the  National 
Association  of  Schools  and  Colleges  of 
The  Methodist  Church  and  the  As¬ 
sociation  of  American  Colleges,  as  well 
as  filling  several  federal  government 
committee  appointments.  He  has  been 
active  in  the  program  of  Wesley  The¬ 
ological  Seminary,  the  World  Method¬ 
ist  Council  and  numerous  other  efforts 
of  his  church  and  in  inter-faith  co¬ 
operative  programs. 


NASHVILLE,  Tenn.  —  An  enthu¬ 
siastic  acceptance  of  the  new  church 
school  curriculum  materials  for  Meth¬ 
odist  adults  is  indicated  in  a  recent 
survey  made  by  The  Methodist  Pub¬ 
lishing  House  here. 

The  materials,  featuring  the  study 
and  discussion  of  paperback  books 
written*  especially  for  the  new  adult 
curriculum,  will  be  introduced  in  Meth¬ 
odist  church  schools  across  the  nation 
in  September. 

The  Methodist  Publishing  House 
survey  indicates  a  three-to-one  prefer¬ 
ence  for  the  new  materials  oyer  the 
International  Lesson  Series,  which  has 
been  used  for  many  years  by  thousands 
of  Methodist  adult  Sunday  school 
classes.  The  publishing  house  will  con¬ 
tinue  to  offer  the  International  Lesson 
Series,  however,  for  those  who  prefer 
it. 

About  9,000  churches  with  nearly 
half  the  membership  of  The  Methodist 
Church  were  covered  by  the  survey, 
which  was  made  after  these  and  other 
churches  had  received  advance  re¬ 
sources  on  the  new  curriculum  and  ma¬ 
terials.  Results  were  based  on  Esti¬ 
mated  Needs  Cards  returned  to  the 
publishing  house. 

Announcement  of  the  survey  results 
was  made  by  Thomas  K.  Potter,  Jr., 
Nashville,  manager  of  Graded  Press, 
curriculum  publishing  department  of 
The  Methodist  Publishing  House. 

Shipping  of  the  new  adult  curricu¬ 
lum  materials  will  begin  about  July  20 
for  the  first  quarter  (September-Octo- 
ber-November)  of  the  new  curriculum, 
it  was  announced.  Orders  will  be 
shipped  in  sequence  received. 

More  than  38,000  Adult  Advance 
Leadership  Kits  to  prepare  leaders  for 
the  new  curriculum  have  been  ordered 
for  use  this  summer  by  churches  in 
leadership  training  seminars  and  work¬ 
shops. 


The  foundational  series  of  the  new 
curriculum  will  continue  for  two  years, 
with  a  new  unit  each  quarter,  said 
Dr.  Henry  M.  Bullock,  editor  of 
Methodist  church  school  publications. 
Entitled  “Foundation  Studies  in  Chris¬ 
tian  Faith,”  it  has  been  described  as 
the  adults’  “most  significant  education¬ 
al  opportunity  in  Methodism  in  this 
generation.” 

This  basic  series  for  adults  of  all 
ages  is  designed  to  lay  a  “firm  founda¬ 
tion  on  which  to  build  a  more  adequate 
life  of  service.” 

The  eight  quarterly  units  in  the  two- 
year  basic  series  are,  in  order,  (1) 
Man’s  Search  for  a  Meaningful  Faith, 
(2)  God  With  Us  (The  Bible  as  Witness 
to  the  Good  News),  (3)  We  Have  This 
Heritage  (The  Church  as  Witness  to 
the  Good  News),  (4)  Faith  in  Search 
of  Understanding  (Christian  Theology 
as  Witness  to  the  Good  News),  (5)  Di¬ 
mension  of  Decision  (Christian  Eth¬ 
ics  as  Witness  to  the  Good  News),  (6) 
In  Faith  and  Love  (Significant  Chris¬ 
tian  Persons  as  Witness  to  the  Good 
News),  (7)  The  Inner  Life  (Being 
Christian  in  a  New  Day),  (8)  The 
Christian  in  Today’s  World  (Being 
Christian  in  a  New  Day). 

Methodist  adults  in  Sunday  school 
classes  and  other  educational  activities 
will  study  paperback  books  and  other 
resources  on  each  of  the  eight  units. 

For  those  adults  who  prefer  the  In¬ 
ternational  Lesson  Series  rather  than 
the  new  curriculum  materials,  this  ser¬ 
ies  will  be  available  in  Wesley  Quar¬ 
terly  (for  students),  Adult  Teacher  (for 
leaders),  Lecciones  Christianas  (for 
Spanish-speaking  Methodists),  and  The 
International  Lesson  Annual. 

Other  materials  available  for  adult 
study  and  reading  include  three  maga¬ 
zines  —  Christian  Home  for  parents. 
Mature  Years  for  older  adults,  and 
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DAILY  BIBLE  READING 

Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

July  2— Sunday  Exodus  20:1-17 

July  3  Deut.  32:1-14 

July  4  I  Chron.  29:10-20 

July  5  Psalms  24:1-10 

July  6  Psalms  89:1-18 

July  7  Isaiah  61:1-11 

July  8  Isaiah  64:1-12 

July  9— Sunday  Ezekiel  18:1-23 

July  10  _ _ Ezekiel  18:24-32 

July  11 . Daniel  3:1-18 

July  12  . - . Daniel  3:19-30 

July  13  . . . Daniel  6:1-18 

July  14  . . . . Daniel  6:19-28 

July  15  . Jonah  1:1-17 

July  16 — Sunday  . Jonah  2:1-10 


Methodist-EUB 

Merger 

Scoreboard 


As  of  this  date  (June  23)  with  re¬ 
ports  in  from  82  of  the  87  Methodist 
Conferences  in  the  United  States  and 
15  of  the  42  overseas  conferences,  the 
total  affirmative  vote  on  union  stands 
at  27,699.  This  is  87.67  per  cent  of 
the  total  votes  cast  so  far. 

Church  and  Home,  EUB  magazine, 
has  assembled  the  votes  from  29  of 
their  32  annual  conferences  and  shared 
them  with  Methodist  Information. 
Their  vote  is  72.09  per  cent  affirma¬ 
tive. 

As  previously  pointed  out,  the  Plan 
requires  for  adoption  a  two-thirds  ma¬ 
jority  of  all  members  of  the  several 
annual  conferences  present  and  voting. 
If  ratified,  the  Plan  of  Union  would 
result  in  the  new  United  Methodist 
Church  coming  into  being  in  Dallas  in 
April,  1968. 


RIAL  names  'Community  of  Year' 


NEW  YORK  —  For  the 
second  consecutive  time, 
Religion  in  American  Life 
picked  Alliance,  Ohio, 
as  the  Community  of  the 
Year.  Shown  receiving 
the  award  are  Dr.  George 
L.  Cutton,  executive  sec¬ 
retary  of  the  Alliance 
Area  Church  Council, 
who  organized  the  RIAL 
program  in  the  city  (left); 
and  Dr.  Craig  George,  an 
opthalmologist,  who  was 
program  chairman.  The 
award  is  based  on  a  com¬ 
munity's  efforts  to  make 
religion  relevant  to  daily 
life,  and  the  degree  of 
ecumenical  involvement 
by  local  religious  groups 
and  institutions.  (RNS 
Photo) 


BISHOP  TAYLOR  ELECTED 
RIAL  CHAIRMAN 

NEW  YORK  —  (MI)  —  Bishop 
Prince  A.  Taylor  of  Princeton,  N.  J., 
head  of  the  New  Jersey  Area  of  The 
Methodist  Church,  was  elected  chair¬ 
man  of  the  board  of  directors  of  Re¬ 
ligion  in  American  Life,  Inc.  (RIAL) 
at  its  annual  meeting  here  June  13. 

He  succeeds  Dr.  Malvin  H.  Lundeen 
of  New  York,  secretary  of  the  Luther¬ 
an  Church  in  America. 

Bishop  Taylor,  who  served  last  year 
as  secretary  of  the  RIAL  board,  is 
a  former  president  of  the  Methodist 
Council  of  Bishops  and  for  eight  years, 
prior  to  his  assignment  to  the  New 
Jersey  Area  in  1964,  was  in  charge  of 
his  church’s  Monrovia,  Liberia,  Area. 

RIAL  is  an  interreligious  agency  of 
the  nation’s  major  church  and  syna¬ 
gogue  organizations  for  the  prepara¬ 
tion,  distribution  and  promotion  of  na¬ 
tional  mass  media  religious  advertis¬ 
ing  and  related  community  action  ma¬ 
terials.  One  of  its  primary  aims  is  to 
stimulate  religious  commitment  and  in¬ 
volvement  of  Christians  and  Jews  in 
the  life  of  the  world  as  religious  per¬ 
sons. 


VOTE  IN  EVANGELICAL  UNITED 
BRETHREN  CONFERENCES 


Conference 

Yes 

No 

Total  from  25 

conferences  previously 

reported 

2,842 

1,084 

NEBRASKA 

123 

18 

OHIO  SOUTHEAST 

81 

123 

ILLINOIS 

270 

49 

INDIANA  SOUTH 

203 

88 

Total  to  date 

3,519 

1,362 

72.09%  affirmative 


VOTE  IN  METHODIST 
ANNUAL  CONFERENCES 

EUB-Methodist  Union 
Conference  Yes  No  Ab- 

Total  from  81  con-  stain 

ferences  previously  re¬ 
ported  (68  in  the  U.S.; 

13  overseas)  22,472  3,455  34 

In  the  United  States 


CALIFORN1A- 


NEVADA 

430 

152 

0 

MICHIGAN 

338 

1 

0 

MISSOURI  EAST 

348 

2 

0 

ROCKY  MOUNTAIN 

334 

1 

0 

CENTRAL 

PENNSYLVANIA 

344 

3 

1 
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Bishop  Aubrey  G.  Walton 
i s  shown  cutting  his  birth¬ 
day  cake  at  the  luncheon 
of  the  Area  Council  last 
Tuesday.  Shown  looking 
on  are  Dr.  Luman  Douglas, 
Dr.  R.  Leonard  Cooke 
and  Dr.  J.  Henry  Bowdon, 
Sr. 


Chaplain  Larche 
completes 
staff  course 

MONTGOMERY,  Ala.  —  Chaplain 
(Major)  Lucien  E.  Larche  Jr.,  son  of 
Mrs.  L.  E.  Larche  of  71 1  Larche  Lane, 
Bastrop,  La.,  was  graduated  from  the 
U.S.  Air  Force  Air  Command  and 
Staff  College  at  Maxwell  AFB,  Ala., 
June  9. 

The  graduation  ceremonies  for 
Chaplain  Larche  and  fellow  officers 
marked  the  end  of  more  than  nine 
months  of  professional  military  educa¬ 
tion. 

The  Air  Command  and  Staff  Col¬ 
lege  is  part  of  the  Air  University’s  pro¬ 
fessional  education  system  which  pre¬ 
pares  officers  for  higher  command  staff 
positions. 

The  graduation  class  numbered 


from  page  one 

Area  Council 

Board  of  Education,  the  Rev.  Earl  B. 
Emmerich,  executive  secretary  of  the 
Board  of  Education,  the  Rev.  Merlin 
Merrill,  chairman  of  the  Board  of 
Evangelism,  and  the  Rev.  K.  G.  Rorie, 
executive  secretary  of  the  Board  of 
Evangelism. 

Named  as  a  sub-comittee  to  imme¬ 
diately  implement  stage  one  of  the  pro¬ 
gram  and  to  prepare  a  piece  of  printed 
material  in  which  the  guidelines  for 
local  churches  would  be  listed  were 
the  Rev.  Edward  Haug,  chairman,  Dr. 
J.  Henry  Bowdon,  Sr.,  Dr.  Bentley 
Sloane,  the  Rev.  John  F.  Kilpatrick, 
the  Rev.  K.  G.  Rorie  and  the  Rev. 
Earl  B.  Emmerich. 

The  Council  approved  a  budget  of 
approximately  $89,000  for  the  1967- 
68  years,  and  approved  a  Job  Analysis 
report  presented  by  the  Rev.  Douglas 
L.  McGuire. 

The  Rev.  A.  G.  Taylor,  chairman 
of  the  Historical  Commission,  outlined 
a  project  of  that  commission  for  the 
year  and  received  the  assurance  of  the 
full  cooperation  of  the  Area  Council, 
t 

Louisiana  Methodism 


Regional  Workshop  planned  to 


develop  Methodist 

OKLAHOMA  CITY  —  A  region¬ 
al  workshop  on  developing  Meth¬ 
odist  leaders  for  the  church’s  ministry 
during  the  next  ten  years  will  be  held 
July  16-21  at  Western  Methodist  As¬ 
sembly,  Mt.  Sequoyah,  Fayetteville, 
Arkansas. 

The  anticipated  attendance  of  200 
is  expected  to  include  several  persons 
from  each  of  the  annual  conferences 
in  the  eight-state  South  Central  Juris¬ 
diction  of  The  Methodist  Church  and 
the  Southwestern  Area  of  the  denom¬ 
ination’s  Central  (Negro)  Jurisdiction. 

The  meeting  is  for  present  and  po¬ 
tential  leaders  who  can  exert  positive 
influence  for  change  in  local  churches, 
districts  and  conferences,  said  Dr.  Vir¬ 
gil  D.  Morris,  Oklahoma  City,  regis¬ 
trar-treasurer  of  the  workshop  and  ex¬ 
ecutive  secretary  of  the  South  Central 
Jurisdictional  Council. 

The  meeting  is  sponsored  by  the 
South  Central  Jurisdiction  and  the 
Southwestern  Area  of  the  Central  Jur¬ 
isdiction  in  cooperation  with  the  Sec¬ 
tion  of  Leadership  Development,  Di¬ 
vision  of  the  Local  Church,  Methodist 


leadership 

General  Board  of  Education. 

In  describing  the  plan  for  the  work¬ 
shop,  Dr.  Morris  said:  “Competent  re¬ 
source  leaders  will  present  the  findings 
of  theology,  education,  psychology  and 
sociology  that  should  be  considered 
in  designing  needed  approaches  in 
Christian  education  in  the  years  ahead. 
Other  specialists  will  contribute  rele¬ 
vant  information  from  scientific  and 
technological  advances. 

“Much  of  the  time  will  be  spent  in 
application  groups  to  develop  leader¬ 
ship  competency  needed  in  various 
areas  of  the  church’s  ministry. 

“The  general  purpose  is  to  create 
situations  in  which  persons  can  eval¬ 
uate  traditional  approaches  and  proce¬ 
dures  in  the  church  and  be  challenged 
to  develop  new  ways  of  working  that 
will  enable  them  to  serve  more  ef¬ 
fectively  as  leaders  in  the  rapidly 
changing  endeavors  in  Christian  edu¬ 
cation  during  the  next  ten  years.” 

Chairman  of  the  workshop  staff  is 
the  Rev.  M.  Earl  Cunningham,  Nash¬ 
ville,  Tennessee,  executive  secretary, 
Section  of  Leadership  Development, 


featured  in  book 

The  influence  of  Louisiana  Method¬ 
ism  on  Texas  Methodism  is  traced  in 
a  new  volume,  Methodism  Moves 
Across  North  Texas,  by  the  Rev.  Wal¬ 
ter  N.  Vernon  of  Nashville,  Tennessee. 
The  book  is  an  official  history  of  the 
North  Texas  Conference. 

Following  somewhat  secret  preach¬ 
ing  missions  in  the  1820s  by  the  Rev. 
Henry  Stephenson,  the  Rev.  James 
Porter  Stevenson,  son  of  the  Rev.  Wil¬ 
liam  Stevenson,  was  instructed  by  his 
presiding  elder  to  preach  in  Texas  as 
a  part  of  his  work  on  the  Sabine  Cir¬ 
cuit  of  the  Louisiana  District,  Missis¬ 
sippi  Conference.  The  Rev.  William 
Stevenson  was  a  pioneer  Methodist 
preacher  in  northwestern  Louisiana, 
primarily  in  Claiborne  County,  where 
he  died  in  1857.  James  Porter  Steven¬ 
son’s  preaching  was  near  present-day 
Milam,  Texas  in  1833;  the  next  year 
the  Rev.  Henry  Stephenson  preached 
at  the  same  place. 

Numerous  other  Louisiana  preachers 
went  on  to  Texas  and  carried  on  their 
ministry  there.  As  a  matter  of  fact, 
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RUSTON  LOUISIANA 

CHURCH  RELOCATION  BUILDING  CRUSADE 

JUNE  1-20  1967 

460  FAMILIES  425000  goal 

SUBSCRIBED  -  '  57.  041 
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Leaders  of  the  Church  Relocation  Building  Crusade  at  Trinity  Church, 
Ruston,  are  shown  at  the  final  report  meeting  of  that  campaign,  with  a 
banner  showing  that  they  exceeded  their  goal  by  about  $150,000.  In  the 
group  are  (I.  to  r.):  J.  C.  Love,  Jr.,  chairman  of  the  Finance  Commission; 
Hale  Shadow,  co-chairman  of  the  Special  Gifts  Committee;  Mrs.  H.  D.  Burk- 
halter,  president  of  the  WSCS;  the  Rev.  Douglas  L.  McGuire,  pastor;  Dr. 
Thomas  Williams,  campaign  director;  Dr.  Felton  Green,  general  chairman 
of  the  Building  Fund  Campaign;  Dr.  Marvin  Green,  chairman  of  the  Build¬ 
ing  Committee;  and  C.  E.  Faulk,  chairman  of  the  Official  Board. 
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more  than  500  Air  Force  officers  in 
grades  of  captain,  major  and  lieutenant 
colonel.  Also  in  the  class  were  some 
50  officers  from  the  Army,  Navy,  Ma¬ 
rine  Corps,  Air  National  Guard,  and 
Air  Force  civilian  employees. 

Chaplain  Larche  is  being  assigned 
to  South  Ruislip  Air  Station,  Eng- 
land,  for  duty  with  the  U.S.  Air  Force 
in  Europe,  the  aerospace  force  as¬ 
signed  to  NATO. 

A  1948  graduate  of  Bastrop  High 
School,  the  chaplain  attended  Lou¬ 
isiana  Polytechnic  Institute  at  Ruston. 
He  received  a  B.A.  degree  in  speech 
in  1952  from  Centenary  College  of 
Louisiana,  Shreveport,  and  a  B.D.  de¬ 
gree  in  1956  from  Emory  University, 
Atlanta.  He  is  a  member  of  Kappa 
Sigma. 

His  wife,  Marce,  is  the  daughter  of 
Mr.  and  Mrs.  O.  R.  Barber  of  313 
Ogden  Ave.,  Bastrop. 


Workshop 

for  Methodist  Men 

John  Hereford,  National  Director  of 
Methodist  Men,  of  the  General  Board 
of  Lay  Activities,  will  conduct  two  one 
day  Methodist  Men’s  Workshops  in 
July.  Saturday,  July  8th,  he  will  be  at 
the  Horseshoe  Drive  Church  in  Alex¬ 
andria,  from  2:00 
to  8:00  P.M.,  with 
supper  served  at 
6:00  P.M.  On  Sun¬ 
day,  the  workshop 
will  be  held  at  the 
North  Baton 
church,  from  1 :00 
P.M.  to  6:00  P.M. 

Purpose  of  the 
workshops  is  to  ac- 
Hereford  quaint  all  newly 
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Division  of  the  Local  Church,  Method¬ 
ist  General  Board  of  Education. 

Among  the  leaders  will  be  Dr.  James 
T.  Laney,  professor  of  Christian  ethics, 
Vanderbilt  Divinity  School;  Dr.  Augus¬ 
tin  A.  Root,  consulting  psychologist 
and  member  of  the  staff,  Department 
of  Electrical  Engineering,  Syracuse 
University;  and  several  General  Board 
of  Education  staff  members. 

The  workshop  will  be  a  section  of 
the  leadership  and  laboratory  schools 
to  be  held  at  Mt.  Sequoyah  in  July. 

from  page  one 

Trinity,  Ruston 

was  great  jubilation  when  the  final 
report  was  received  on  June  20. 

The  pastor,  the  Rev.  Douglas  L, 
McGuire  wrote  of  the  campaign:  “The 
financial  achievement  is  magnificent, 
but  the  evident  spiritual  results  in  the 
lives  of  so  many  people  is  the  greatest 
value  to  come  from  this  crusade.  The 
future  of  Trinity  Church  is  bright  in¬ 
deed  as  we  move  forward  with  a  deep 
consciousness  of  God’s  presence  and 
guidance.” 

In  addition  to  persons  already 
named,  other  leaders  in  the  crusade 
were:  J.  C.  Love,  Jr.,  chairman  of  the 
Finance  Commission;  Hale  Shadow, 
co-chairman  of  the  special  gifts  com¬ 
mittee;  Mrs.  H.  D.  Burkhalter,  pres¬ 
ident,  WSCS;  Dr.  Marvin  Green,  chair¬ 
man  of  the  Building  Committee;  and 
C.  E.  Faulk,  chairman  of  the  Official 
Board. 
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A  family  retreat  was  held  by  members  of  Lake- 
view  Church,  Minden,  at  the  Methodist  Camp  on 
Caney  Lake,  May  26  &  27.  Diverse  groups  and 
activities  are  pictured.  The  Rev.  W.  0.  Lynch,  Jr. 
is  pastor. 


E  W  S 
OTES 


Two  Vinton  MYF  members  were 
chosen  as  ‘“Mr.  and  Miss  Vinton  Junior 
Hi  .  They  were  Jim  Poole  and  Jean- 
nie  Brown,  and  were  honored  at  the 
annual  Awards  Day  at  Vinton  Junior 
High  School. 


The  Rev.  and  Mrs.  Earl  Emmerich 
were  given  parting  gifts  by  members  of 
First  Church,  Pineville.  They  are 
pictured  with  brief  case  and  silver 
bowl.  He  is  now  an  assoicate  direc¬ 
tor  of  the  Area  Council. 

BUCK  GUYNES  IS  THE  NEW  pres¬ 
ident  of  Methodist  Men  of  Horseshoe 
Drive  Church,  Alexandria.  Serving 
with  him  are  A.  J.  Smith,  vice  presi¬ 
dent  and  program  chairman,  Col. 
George  Weege,  vice  president  and 
membership  chairman,  O.  L.  Williams, 
Sr.,  secretary-treasurer.  The  Rev.  Louis 
Coppage  is  pastor. 

A  LIGHTED  CROSS  was  recently  in¬ 
stalled  in  the  Arizona  Church,  given 
in  memory  of  Richard  Gladstone 
Spigener  by  Mr.  and  Mrs.  Reece  Rob¬ 
inson  and  Dr.  and  Mrs.  S.  A.  Tatum. 
The  Rev.  C.  Ed  Henkel  is  the  pastor. 

THE  AUBREY  G.  WALTON  Sub- 
District  MYF,  Alexandria  District,  met 
at  Pleasant  Hill  Church  June  5  for 


the  monthly  meeting.  Mrs.  John  Pat¬ 
ton  led  the  song  service  and  installa¬ 
tion  of  officers,  who  are:  Ray  Hardee, 
president;  Junie  Havoc,  vice  president; 
Randy  Martin,  secretary-treasurer;  and 
Linda  Wilburn,  reporter.  Dr.  Lowry 
from  Centenary  College  was  guest 
speaker. 

DR.  DANA  DAWSON,  JR.,  pastor  of 
First  Methodist,  Baton  Rouge,  and 
Mrs.  Dawson  sailed 
from  New  York, 
June  22,  for  Paris, 
France.  Dr.  Daw¬ 
son  will  be  the 
guest  preacher  at 
the  American 
Church  the  five 
Sundays  in  July. 
This  church  is  the 
oldest  American  in¬ 
stitution  in  Europe 
and  is  interdenominational.  While  in 
Paris  they  will  take  an  apartment  with¬ 
in  the  church.  This  is  the  second  time 
that  he  has  been  the  guest  preacher 
at  the  American  Church. 

VIVIAN  METHODIST  MEN  invited 
Presbyterian  men  as  guests  June  15 
when  the  guest  speaker  was  the  Rev. 
McNair  Smith,  pastor  of  Fairfield 
Presbyterian  Church  in  Shreveport. 
The  same  week  the  Men’s  Bible  Class 
held  their  annual  “corn  boil”  in  the 
social  hall  of  the  church.  Tom  Pardue, 
a  member  of  the  class,  raised  the  corn 
especially  for  the  occasion.  The  Rev. 
Stone  Caraway  is  the  Vivian  pastor. 

THE  MANY  CHURCH  is  sponsoring 
a  Church  Nite  each  Wednesday  from 
6:30  until  8  p.m.  for  members  of 
the  church  and  for  persons  in  the  com¬ 
munity  of  Many.  There  are  periods  for 
study,  devotionals,  arts  and  crafts,  and 
refreshments.  The  program  will  con¬ 
tinue  through  the  summer.  The  Rev. 
J.  C.  Skinner  is  the  pastor. 


THE  SPRINGHILL  REVIVAL  will 
be  held  in  the  Methodist  Church  July 
9-14.  The  Rev.  Ed  Beck,  general  di¬ 
rector  of  the  Board  of  Evangelism  in 
Nashville,  Tennessee,  will  be  the 
preacher.  Bill  Mann,  music  director 
for  First  Methodist,  Dallas,  will  be 
song  leader.  General  chairman  of  the 
New  Life  Mission  is  J.  H.  Stone.  The 
Rev.  Loyd  E.  Williams  is  pastor. 

THE  REV.  NATHAN  ROBINSON, 
chaplain  of  the  Baton  Rouge  General 
Hospital,  was  guest  speaker  in  the  Is- 
trouma  Church  on  Sunday  morning, 
June  18,  in  the  absence  of  the  pastor, 
the  Rev.  Marvin  H.  Corley,  who  was 
closing  a  revival  he  conducted  at  Pine 
Grove  Methodist  Church. 

THE  FIFTEENTH  HOMECOMING 
at  Southside  Church,  Monroe,  will  be 
observed  on  Sunday,  July  9.  Mrs.  Cal- 
lie  Crow  is  chairman  of  arrangements. 
The  Rev.  Luman  Douglass  of  the  Area 
Council  in  Shreveport  will  be  speaker 
for  the  occasion.  Following  the  noon 
family  dinner,  Jack  Hesketh  will  di¬ 
rect  a  musical  program. 

LINDA  HOLBROOK  is  serving  as 
president  of  the  Vivian  MYF.  Officers 
assisting  her  are  Lamar  Bryant,  Randy 
Little,  Rick  McMillan,  and  Janet  Col¬ 
lins.  The  Rev.  Stone  Carraway  is  pas¬ 
tor. 

AT  TRINITY  CHURCH,  Alexandria, 
64  children  and  19  workers  attended 
the  vacation  church  school.  Mrs.  E. 
W.  Hines  was  superintendent.  The  of¬ 
fering  of  $30.88  will  be  divided  be¬ 
tween  Louisiana  Migrant  Ministry  and 
the  American  Bible  Society.  The  Rev. 
Byrl  Moreland  is  pastor. 

ST.  LUKE  CHURCH  in  New  Orleans 
observed  the  25th  anniversary  of  its 
organization  on  June  18.  Guest  preach¬ 
er  was  Dr.  Ben  Oliphint,  pastor  of 
First  Church,  Alexandria,  who  was 
pastor  when  St.  Luke  was  founded. 
The  present  pastor  is  the  Rev.  J.  P. 
Woodland. 


Many  Church  men  and  youths  cleared  an  adjoining  lot  so  that  the  recrea¬ 
tional  program  could  be  enlarged.  From  left  are  Bill  Lafitte,  I.  D.  Bostian, 
Bill  Creed,  Rcndy  Bostian,  James  Skinner,  Johnny  Creed  (on  tractor).  Brad 
Hortman,  and  Rayford  Boatman. 


LASSEIGNE  MEMORIAL 
CHURCH,  LaPlace,  had  a  reception 
June  18  honoring  the  new  pastor,  the 
Rev.  George  A.  Duerson,  and  his  wife. 
Arrangements  for  the  reception  were 
under  the  direction  of  Mrs.  George  A. 
Lasseigne,  Sr.  The  Lasseigne  Church 
is  nearing  completion  of  the  rebuilding 
project  necessitated  by  the  destruction 
from  Hurricane  Betsy. 

GENE  GILLIS  PREACHED  his  first 
sermon  at  Asbury 
___  Church,  Lafayette, 

recently,  on  the 
|j  topic  “To  Have 

JR**  9 f.  Eyes  and  Fail  to 

.  L-  See.”  Gene  is  one 

'  of  the  three  young 

men  from  Asbury 
f  who  have  during 

the  past  conference 
year  decided  to  en¬ 
ter  the  ministry.  A 
sophomore  at  the  University  of  South¬ 
western  Louisiana,  he  is  majoring  in 
English.  He  is  the  son  of  Mr.  and  Mrs. 
P.  L.  Gillis.  The  Rev.  George  W.  Ross 
is  pastor  at  Asbury. 

P.  K.  KORNER 

SARAH  ELIZABETH  WILKES, 
daughter  of  Centenary  College  Pres¬ 
ident  and  Mrs.  Jack  S.  Wilkes,  was 
married  in  June  to  Michael  Douglas 
Birdsall,  son  of  Mr.  and  Mrs.  J.  B., 
Birdsall  of  Amarillo,  Texas.  The  cere¬ 
mony  was  in  Couch  Chapel  of  First 
Methodist  Church,  Shreveport.  Two 
sisters  and  a  brother  of  the  bride  were 
included  in  the  wedding  party:  Judy, 
Susie,  and  Rex  Wilkes.  The  couple  will 
live  in  Brownsfield,  Texas. 

HELEN  MARIE  GIESSEN,  daugh¬ 
ter  of  the  Rev.  and  Mrs.  Charles  H. 
Giessen  of  Mer  Rouge,  was  united  in 
marriage  with  James  Claude  Burson, 
son  of  Mr.  and  Mrs.  Claude  Burson 
of  Minden,  in  the  Downsville  Method¬ 
ist  Church,  June  3. The  ceremony  was 
performed  by  the  father  of  the  bride, 
assisted  by  Dr.  R.  Leonard  Cooke, 
superintendent  of  the  Lake  Charles 
District  and  uncle  of  the  groom. 

JERRY  KILPATRICK,  a  student  at 
Centenary  College,  is  one  of  three 
students  chosen  to  participate  in  an 
eight-week  summer  seminar  by  Har¬ 
vard- Yale-Columbia  Intensive  Summer 
Studies  Program.  John  Kilpatrick,  Jr., 
has  just  received  a  degree  from  SMU, 
Dallas,  in  electrical  engineering,  and 
will  continue  his  studies  in  September. 
Both  are  sons  of  the  Rev.  and  Mrs. 
John  F.  Kilpatrick  of  Alexandria, 
where  he  serves  as  district  superin¬ 
tendent. 
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By:  Alfred 


LESSON  FOR  JULY  9:  Men  With  Good  News 

BACKGROUND  SCRIPTURE:  Acts  14 

MEMORY  SELECTION:  We  also  are  men,  of 
like  nature  with  you,  and  bring  you  good  news, 
that  you  should  turn  from  these  vain  things 
to  a  living  God.  (Acts  14:15) 

AIM  OF  THE  LESSON:  To  help  us  to  under- 
stand  that  in  all  oar  Christian  witness,  we  are 
to  keep  God  in  the  center  of  things,  and  never 
yield  to  the  temptation  to  elevate  ourselves  more 
than  we  do  God. 

*  *  * 


After  Paul  and  Barnabas  found  it  undesireable 
to  remain  longer  in  Pisidian  Antioch,  they  went 
next  to  two  neighboring  cities — Iconium  and  Lystra. 
Here  too  they  ran  into  much  opposition,  but  they 
succeeded  in  establishing  churches  that  survived  after 
they  had  left.  In  one  of  these  cities  they  were  con¬ 
fronted  by  a  new  challenge — none  of  the  people 
had  a  Jewish  background  and  so  some  of  the  old 
appeals  could  not  be  used. 

We  should  also  point  out  that  Acts  14  brings 
the  first  misisonary  journey  to  a  close,  the  mis¬ 
sionaries  returned  to  their  headquarters  in  Antioch 
of  Syria  and  made  a  report  which  must  be  seen 
of  great  historical  value  because  it  was  the  first 
report  of  foreign  missionaries  to  any  Christian 
church. 

The  central  message  of  the  lesson  is  found  in 
the  experiences  of  Paul  and  Barnabas  at  Lystra 
where  the  people  want  to  declare  them  gods  after 
an  impressive  act  of  healing.  It  is  to  them  that 
Paul  speaks  the  words  of  the  memory  selection: 
We  also  are  men,  of  like  nature  with  you,  and 
bring  you  good  news,  that  you  should  turn  from 
these  vain  things  to  a  living  God.”  Eloquent  preach¬ 
ers  and  effective  church  leaders  are  often  given  such 
adulation  by  their  people  that  they  are  tempted 
to  let  them  make  them  into  gods  and  forget  that 
God  must  always  occupy  the  central  place  in  our 
religious  life. 

*  *  * 

THE  BRIEF  STAY  AT  ICONIUM 

Iconium  was  an  important  center  on  the  great 
east-west  trade  route  through  Asia  Minor.  Paul 
and  Barnabas  went  to  the  synagogue  there  and 
began  their  witness.  As  elsewhere,  the  missionaries 
found  that  an  initial  success  with  their  preaching  was 
soon  followed  by  opposition  that  threatened  to 
develop  quickly  into  violence.  After  the  descrip¬ 
tion  of  a  sermon  that  was  so  effective  that  “a  great 
company  believed,”  we  read  then,  “But  the  unbe¬ 
lieving  Jews  stirred  up  the  Gentiles  and  poisoned 
their  minds  against  the  brethren.”  (14.2) 

Dr.  Theodore  Ferris  says  of  the  mission  in 
Iconium:  “One  is  not  surprised  that  there  is  no 
record  of  any  outstanding  work.  How  could  anyone 
work  under  such  circumstances  as  those?  Every 
minister  knows  how  difficult  it  is  to  work  in  an 
atmosphere  where  there  is  dissension,  suspicion  and 
unconcealed  antagonism.” 

And  yet  we  find  that  some  people  do  rise  above 
such  circumstances  and  go  ahead  to  render  satis¬ 
factory  service.  There  is  always  the  temptation  to 
excuse  ourselves  for  failure  to  achieve  because  of 
confusing  conditions.  E.  M.  Forster  deals  with  this 
idea  in  one  of  his  essays:  “Ancient  Athens  made  a 
mess — but  Antigone  stands  up.  Renaissance  Rome 
made  a  mess — but  the  ceiling  of  the  Sistine  Chapel 
was  painted.  Louis  XIV  made  a  mess — but  there 


was  Phedre;  Louis  XV  continued  it,  but  Voltaire  got 
his  letters  written.” 

*  *  * 

ON  TO  LYSTRA 

We  could  say  that  Paul  and  Barnabas  took  the 
hint  that  they  were  no  longer  wanted  at  Iconium 
and  went  on  their  way.  “When  an  attempt  was 
made  by  both  Gentiles  and  Jews,  with  their  rules, 
to  molest  them,  and  stone  them,  they  learned  of 
it  and  fled  to  Lystra  and  Derbe.”  (14:5).  Don’t 
you  like  Luke’s  language  here — “when  an  attempt 
was  made  to  stone  them  .  .  .  they  learned  of  it.” 
Well,  we  should  think  they  would! 

The  missionaries  faced  a  new  situation  in  Lystra. 
Previously  they  had  been  dealing  with  Jews  and 
Greeks  who  were  familiar  with  the  Jewish  religion, 
but  here  they  were  faced  with  a  pagan  population 
which  had  no  knowledge  of  Israel’s  God.  They  did 
not  understand  about  their  history  as  “evidences  of 
the  saving  acts  of  God,”  nor  did  they  have  any 
expectation  of  a  Messiah.  There  was  not  really 
much  in  their  background  or  culture  which  gave 
them  an  “entree.” 

So  it  was  that  when  Paul  healed  a  lame  man 
who  was  begging  at  the  city  gate,  near  the  steps 
of  the  temple  of  Zeus,  the  people  became  ecstatic 
because  they  thought  that  Paul  and  Barnabas  were 
two  of  their  Greek  gods.  “Barnabas  they  called 
Zeus,  and  Paul,  because  he  was  the  chief  speaker, 
they  called  Hermes.”  (14:12)  Dr.  John  C.  Irwin, 
in  Bible  Lessons  for  Adults,  says:  “This  incident 
gives  us  one  of  our  few  hints  as  to  the  appearance 
of  Paul.  Barnabas  was  apparently  older,  larger,  and 
more  impressive  looking.  He  was  doubtless  acting 
as  leader  of  the  mission  and  thus  was  taken  for 
Jupiter  (Zeus).” 

*  *  * 

PREACHING  TO  THE  PAGANS 

Since  Paul  did  not  have  his  usual  foundation 
of  Jewish  history  on  which  to  base  his  sermon 
at  Lystra,  he  proved  himself  a  master  preacher  by 
beginning  where  he  was — he  started  with  the  mis¬ 
directed  adulation  of  the  people  to  give  instruction 
about  the  nature  of  the  true  worship  of  God.  Dr. 
Robert  P.  Parker  says,  in  Wesley  Quarterly,  “He 
could  not  appeal  to  the  Jewish  Scriptures  because 
these  people  were  completely  heathen  in  their  back¬ 
ground.  Paul  therefore  appealed  to  their  experience 
of  God  as  found  in  nature  and  the  ordinary  events 
in  life.”  The  result  was  probably  the  only  sermon 
Paul  ever  preached  in  which  the  name  of  Jesus 
Christ  was  not  even  mentioned. 

Like  all  great  teachers,  he  started  with  what 
his  hearers  knew  and  accepted,  and  then  went  on 
from  there  to  share  the  “good  news”  of  life.  Notice 
that  he  wasted  no  time  in  trying  to  tear  down  the 
native  culture,  but  he  went  on  to  build  on  that 
culture.  This  is  what  we  have  finally  come  to  see 
in  the  missionary  enterprise  of  the  church.  We  do 
not  go  as  representatives  of  one  culture  determined 
to  destroy  another.  Men  with  “good  news”  can 
always  find  a  way  to  show  how  any  culture  can  be 
enriched  by  the  addition  of  the  Christian  gospel. 

*  *  * 

THE  TEMPTATION  TO  WORSHIP  MEN 

In  Lystra  it  was  not  strange  to  think  that  a 
stranger  in  the  city  might  be  one  of  the  gods. 
The  stories  of  such  divine  visitations  were  familiar 
to  the  people  and  so  it  was  not  unusual  for  them 
to  confuse  the  creature  with  the  creator  as  they 
did  here. 

The  religious  leader  faces  no  greater  tempta¬ 
tion  than  just  this — letting  himself  become  the  ob¬ 
ject  of  his  congregation’s  exaggerated  praise.  Dr. 
Thomas  F.  Chilcote  and  Dr.  Charles  R.  Britt,  writ¬ 


ing  in  The  Mature  Years,  said  “John  Wesley  well 
knew  this;  and  around  his  tomb  in  City  Road, 
London,  is  inscribed  the  injunction  to  bless  God, 
who  used  Wesley  as  the  instrument  of  the  evan¬ 
gelical  revival  in  England.” 

These  same  writers  suggest  that  Paul’s  method 
of  rejecting  this  undue  praise  by  an  amazed  and 
thankful  congregation  has  four  points:  First,  the 
apostle  reminded  them  of  his  own  humanity.  “We 
also  are  men,  of  like  nature  with  you.”  (14:15) 
Any  popular  religious  leader  should  remember  his 
own  human  characteristics. 

Then  Paul  recognized  his  own  status  and  in¬ 
sisted  that  the  people  of  Lystra  do  the  same.  He  in¬ 
sisted  that  he  was  only  the  bearer  of  good  news. 
The  third  aspect  of  his  attempt  to  help  them  praise 
God  rather  than  man  was  to  declare  the  essential 
nature  of  the  message:  “Turn  from  these  vain  things 
to  a  living  God.”  (14:15)  Finally,  he  insisted  that 
the  things  of  earth  (rains  and  fruitful  seasons,  sat¬ 
isfying  your  hearts  with  food  and  gladness”)  are 
to  be  received  as  the  gifts  of  God  but  not  as 
God  himself. 

Humility  becomes  the  man  who  never  forgets 
that  both  he  and  his  fellow  man  are  utterly  de¬ 
pendent  upon  God’s  grace — who  sees  both  himself 
and  others  as  recipients  of  God’s  good  gifts. 

*  *  * 

THE  PERSECUTION  BY  ANTIOCH  JEWS 

The  saddest  note  in  our  lesson  is  found  in 
verse  19  where  we  read:  “But  Jews  came  there 
from  Antioch  and  Iconium  and  having  persuaded 
the  people,  they  stoned  Paul  and  dragged  him  out 
of  the  city,  supposing  that  he  was  dead.”  Visions 
of  Stephen  must  have  passed  through  the  mind  of 
the  apostle  as  he  seemed  certain  to  die  in  a  like 
manner.  It  is  also  interesting  to  note  that  these  were 
out-of-town  persons  who  followed  Paul  and  Barn¬ 
abas  from  two  cities  they  had  previously  visited. 

Paul  makes  two  references  to  this  experience 
in  his  letters.  In  II  Cor.  11:  24-25  we  read:  “At 
the  hands  of  the  Jews  .  .  .  once  I  was  stoned,” 
and  in  II  Tim.  3:11,  “What  befell  me  at  Antioch, 
at  Iconium,  and  at  Lystra,  what  persecutions  I 
endured.” 

The  missionary  in  every  age  has  been  faced 
by  the  howling  mob — sometimes  they  have  been 
deeply  religious  persons  who  have  felt  that  their 
faith  was  seriously  threatened,  but  so  often,  even  in 
our  own  times,  the  rable-rouser  has  recruited  from 
people  with  far  less  conviction  than  that.  John 
Wesley  was  plagued  by  mobs  wherever  he  preached 
in  England  and  most  of  his  protagonists  couldn’t 
have  cared  less  what  it  was  he  was  preaching. 

THE  COURAGE  TO  RETRACE  THEIR  STEPS 

Perhaps  the  most  outstanding  demonstration  of 
courage  on  the  first  missionary  journey  was  that  in 
the  decision  of  Paul  and  Barnabas  to  return  to  their 
home  base  via  the  churches  where  they  had  recently 
encountered  so  much  trouble.  Dr.  William  Neil  in 
Adult  Teacher  says,  “For  a  man  to  go  back  over 
ground  where  he  has  been  ill-treated  and  almost 
killed  demands  courage  that  is  almost  superhuman, 
even  if,  as  seems  likely,  his  second  visit  to  the  little 
communities  was  kept  as  secret  as  possible.  Paul 
believed  in  living  dangerously,  and  he  was  talking 
from  experience  when  he  told  his  little  flocks  that, 
like  their  Master,  they  must  pass  through  many 
tribulations  to  enter  the  kingdom  of  God.  (v.  22) 

Dr.  Ferris  says  there  are  two  items  about  the 
return  trip  in  which  there  are  real  teaching  possi¬ 
bilities.  First,  through  many  tribulations  we  must 
enter  the  kingdom.  Certainly  Paul  was  the  man  who 
could  speak  with  authority  on  that  subject.  Since 
the  day  of  his  conversion,  his  life  had  been  one 
tribulation  after  another. 

The  second  teaching  expression  is  in  the  last 
part  of  v.  27,  “When  they  arrived,  they  gathered 
the  church  together  and  declared  all  that  God  had 
done  with  them,  and  how  he  had  opened  a  door 
of  faith  to  the  Gentiles.”  The  opening  of  doors  is 
one  of  the  most  suggestive  figures  in  the  language, 
and  how  many  times  we  have  heard  it  used  by  mis¬ 
sionaries  reporting  from  the  field.  It  is  quite  im¬ 
portant  to  notice  that  Paul  and  Barnabas  did  not 
take  credit  for  the  opening  of  the  doors,  but  em¬ 
phasized  that  they  could  only  remove  some  of  the 
obstacles  so  that  God  himself  might  open  the  door. 
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The  successor  to  Bishop  James  A.  Pike  as  Episcopal 
Bishop  of  California  has  given  notice  that  he  intends 
to  keep  the  pot  of  controversy  boiling  in  that  diocese. 
Bishop  C.  Kilmer  Myers  has  called  for  “one  church 
under  one  God”  and  urged  all  Christians  to  rec¬ 
ognize  the  Pope  as  the  head  of  the  “universal 
church.”  He  said,  “We  need  a  Holy  Father,  we 
need  a  father  who  can  speak  and  witness  to  the 
whole  human  race,  quite  simply,  as  the  presence 
among  us  of  the  Fisherman.” 

Perhaps  the  statement  that  should  and  wiD 
bring  the  most  vigorous  protest  is  the  one  in 
which  he  told  a  press  conference,  “The  so- 
called  ‘Black  Protestants’  for  whom  the  very 
name  Pope  is  anathema,  will  probably  be  out¬ 
raged.”  This  is  the  truest  statement  Bishop 
Myers  made. 

Representatives  of  1,250,000  Scottish  Presbyterians 
recently  rejected  a  move  against  United  States  policy 
in  Vietnam  at  the  annual  General  Assembly  of  the 
Church  of  Scotland.  The  assembly  rejected  a  pro¬ 
posal  asking  the  government  to  disassociate  itself 
from  American  policy  and  to  support  U  Thant’s 
call  for  a  permanent  and  unconditional  end  to  the 
bombing  of  North  Vietnam. 

It  is  interesting  to  note  that  several  denomina¬ 
tional  groups  in  scattered  parts  of  the  earth 
have  in  the  past  few  days  refused  to  pass  this 
rather  stereotyped  resolution. 

A  rather  mysterious  case  of  internal  discipline  with¬ 
in  the  Roman  Catholic  Church  is  slowly  but  surely 
being  brought  out  into  the  open.  It  is  the  case  of 
Bishop  Nicholas  T.  Elko,  ordinary  of  the  Byzantine 
(Ruthemian)  Rite  Roman  Catholic  Diocese  of  Pitts¬ 
burgh,  who  has  been  in  Rome  and  completely  out 
of  communication  with  the  people  of  his  diocese 
since  Dec.  9,  1966. 

Stories  in  the  Cleveland  Press  have  brought  out 
evidence  that  he  is  at  the  Vatican  answering 
charges  brought  against  him  by  35  priests  of 
his  diocese  on  various  liturgical,  personal  and 
disciplinary  points.  One  of  the  charges  against 
him  is  that  he  shortened  the  traditional  Easter 
service  from  4  Vi  to  3  Vi  hours.  (Looks  like 
a  man  ought  to  be  canonized  instead  of  cruci¬ 
fied  for  doing  a  thing  like  that.) 

In  South  Africa,  theologians  A.  S.  Geyser  and  C.  F. 
Beyers  Naude,  who  were  awarded  damages  of  $14,- 
000  each  at  the  close  of  their  recent  libel  action 
against  Professor  A.  D.  Pont,  have  indicated  that 
they  will  not  keep  one  cent  of  the  money  for 
themselves. 

They  said  that  part  of  the  money  may  be  used 
to  start  a  special  fund  to  assist  ministers  de¬ 
prived  of  their  livelihood  by  persecution. 

A  British  Protestant  clergyman  in  Mussoorie,  In¬ 
dia  has  criticized  the  recent  decision  of  the  In¬ 
dian  government  which  “alienizes”  missionaries  from 
Commonwealth  countries.  Because  India  is  a  mem¬ 
ber  of  the  British  Commonwealth,  citizens  from  any 
other  part  of  the  Commonwealth  have  been  ex¬ 
empted  from  laws  applicable  to  foreigners.  The  gov¬ 
ernment  recently  changed  its  regulations  and  now 
requires  missionaries  from  Commonwealth  countries 
to  obtain  the  same  visas  required  of  missionaries 
from  other  countries. 


Joseph  Cardinal  Ritter,  74,  outspoken  champ¬ 
ion  of  civil  rights  and  the  ecumenical  move¬ 
ment  in  his  Archdiocese  of  St.  Louis  and  in 
the  Vatican  Council,  died  June  10  in  St.  Louis 
of  complications  following  two  heart  attacks. 

«  a 

The  director  of  communications  for  the  Southern 
Baptist  Christian  Life  Commission  has  been  ap¬ 
pointed  a  regional  administrator  for  Volunteers  irt 
Service  to  America  (VISTA).  The  appointment  of 
the  Rev.  Ross  Coggins,  to  become  effective  June 
15,  was  announced  by  Sargent  Shriver,  director  of 
the  Office  of  Economic  Opportunity. 


NEW  YORK  —  An  opera  based  on  the  Biblical  “Song 
of  Solomon'  was  one  of  the  highlights  of  a  fund¬ 
raising  program  here  for  the  arts  program  of  Judson 
Memorial  Church.  The  opera  was  adapted,  scored 
and  directed  by  the  Greenwich  Village  church’s 
associate  minister,  the  Rev.  Al  Carmines;  the  “‘be¬ 
trothal  section"  shown  here  is  danced  by  the  opera’s 
choreographers,  Aileen  Passloff  and  Remy  Charlip. 
First  performance  of  the  work  was  on  Feb.  14,  1967, 
as  “a  love  event  for  St.  Valentine’s  Day.”  The 
church  s  art  program  supports  a  Poet's  Theatre, 
Dance  Theatre,  art  gallery,  and  chamber  music  pro¬ 
gram.  180  artists  volunteered  their  time  to  bring  an 
estimated  $2,000  into  the  program’s  budget.  Judson 
Memorial  Church  is  related  to  the  American  Baptist 
Convention  and  the  United  Church  of  Christ.  (RNS 
Photo) 


The  General  Assembly  of  the  Church  of  Scot¬ 
land  at  its  recent  meeting  in  Edinburgh,  strong¬ 
ly  recommended  that  its  ministers  not  take 
part  in  mixed  marriage  services  in  a  Roman 
Catholic  Church.  Its  recommendation  is  to  re¬ 
main  effective  “so  long  as  the  Church  of  Rome 
insists  that  the  validity  of  a  mixed  marriage 
is  dependent  on  obedience  to  Roman  Catholic 
canon  law  and  refuses  to  recognize  as  valid 
a  mixed  marriage  celebrated  before  a  minister 
of  the  Reformed  Church.” 


An  attempt  to  abolish  the  Christian  Life  Commis¬ 
sion  (social  action  agency)  of  the  Southern  Baptist 
Convention)  was  soundly  defeated  in  Miami  Beach 
after  the  commission’s  carefully  worded  statement 
on  the  U.  S.  course  in  Vietnam  was  received  with 
only  slight  amendment.  Before  the  presentation  of 
the  statement,  the  Rev.  James  Duke  of  Baton  Rouge, 
La.,  asked  the  messengers  to  abolish  the  group. 

The  Council  of  Bishops  of  the  African  Meth¬ 
odist  Episcopal  Church,  at  a  recent  meeting  in 
Salisbury,  N.C.,  endorsed  its  presiding  bishop’s 
denunciation  of  Dr.  Martin  Luther  King  and 
Stokley  Carmichael.  It  backed  a  charge  by  Sixth 
District  Bishop  Charles  E.  Tucker  of  Louis¬ 
ville,  Ky.  that  actions  by  Mr.  King  and  Mr. 
Carmichael  were  “near  treason.” 

Twenty-four  Negro  and  white  ministers  walked  in 
pairs  through  a  racially  tense  neighborhood  in  Mil¬ 
waukee  recently  for  several  hours  after  a  meeting 
with  Police  Chief  Harold  A.  Breier.  The  chief  re¬ 
quested  them  to  talk  to  Negro  and  white  youths 
roaming  the  area  and  ask  them  to  go  home  before 
Violence  erupted. 

The  Roman  Catholic  and  Dutch  Reformed 
Churches  in  the  Netherlands  have  agreed,  after 
prolonged  discussions,  to  recognize  each  other’s 
Baptismal  ceremonies  as  valid.  In  the  future, 
the  two  churches  will  exchange  baptismal  cer¬ 
tificates  on  request  in  cases  involving  the  ques¬ 
tion  of  whether  a  person  is  legitimately  bap¬ 
tized. 

An  archdiocesan  tithing  program,  which  may  some¬ 
day  replace  the  Annual  Expansion  Fund  drive,  is 
under  consideration  in  the  Archdiocese  of  St.  Louis 
according  to  the  St.  Louis  Review,  official  Catholic 
newspaper.  A  memo  from  the  expansion  fund  office 
to  all  pastors  said  that  an  archdiocesan  tithing 
program  “is  being  contemplated  for  some  time  in 
early  Autumn.” 

The  logically  conservative  Protestants  were  re¬ 
cently  criticized  for  putting  too  much  money  and 
manpower  into  their  own  brand  of  higher  edu¬ 
cation.  Speaking  at  a  consultation  of  Christian 
scholars,  Dr.  John  W.  Alexander  of  Madison, 
Wis.  said,  “Instead  of  adding  more  Christian 
professors  to  faculties  of  more  Christian  col¬ 
leges,  it  might  be  wiser  to  amalgamate  our 
Christian  colleges  into  a  smaller  number  of  bet¬ 
ter  schools  and  simultaneously  make  available 
for  secular  faculties  a  larger  number  of  Chris¬ 
tian  academicians.” 

Bishop  Leo  Pursley  of  Fort  Wayne-South  Bend  has 
withdrawn  an  imprimatur  he  has  previously  granted 
to  a  new  book  by  Father  James  J.  Kavanaugh,  con¬ 
troversial  author  of  A  Modem  Priest  Looks  at 
His  Outdated  Church  which  appeared  recently  as 
an  article  in  Look  magazine.  The  approval  was 
withdrawn  from  Father  Kavanaugh’s  Man  in  Search 
of  God  due  to  be  published  in  July. 

A  Southern  Baptist  minister  who  has  held  ser¬ 
vices  for  San  Francisco’s  Haight-Asbury  Hip¬ 
pies,  the  Hell’s  Angels,  and  the  Sunstrip  Teen- 
ie-boppers,  recently  held  a  service  in  a  San 
Bernardino  night  spot  following  a  performance 
by  a  group  of  topless  dancers.  The  Rev.  Arthur 
Blessett,  pastor  of  First  Southern  Baptist 
Church,  San  Bernardino,  was  accompanied  to 
the  2  a.m.  service  by  Mrs.  Clessett. 

In  Chicago,  Archbishop  John  P.  Cody  met  recently 
with  the  Inter-Faculty  Committee  on  Academic 
Freedom  to  exchange  views  on  his  controversial 
decree  of  last  Fall  concerning  visiting  priest-scholars. 
The  main  result  of  the  meeting,  a  committee  spokes¬ 
man  said,  was  the  possibility  of  continued  dialogue 
between  Catholic  authorities  and  the  Catholic  aca¬ 
demic  community.  The  misunderstanding  grew  out 
of  Archbishop  Cody’s  pronouncement  that  all  visiting 
priests  must  have  the  approval  of  his  office  before 
they  could  speak  anywhere  in  the  Chicago  Arch¬ 
diocese. 


JUNE  29,  1967 


PAGE  SEVEN 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

A  short  time  ago  I  was  privileged  to 
attend  the  National  Conference  on  So¬ 
cial  Welfare  in  Dallas,  Tex.  It  was 
about  the  most  important  conference 
I  have  attended.  Its  keynote  speakers 
included  Vice-President  Humphrey. 
Urban  League  President  Whitney 
Young,  England  economist  Barbara 
Ward,  Detroit  Mayor  Jerome  Cava¬ 
naugh  and  others. 

A  number  of  helpful  ideas  were 
presented.  Some  new  ideas  were 
brought  to  light.  But  the  statement 
which  seemed  to  draw  strongest  sup¬ 
port  was  to  the  effect  that  a  social 
worker  should  be  interested  in  more 
than  just  handing  out  money  to  needy 
people.  Instead  the  social  worker 
should  take  an  interest  in  helping  and 
encouraging  the  client  to  become  reha¬ 
bilitated. 

Perhaps  this  wasn’t  such  a  new  con¬ 
cept  to  social  workers,  but  their  re¬ 
sponse  to  this  urging  made  it  appear 
that  at  least  this  approach  isn’t  being 
practiced  too  extensively.  The  point  I 
am  making  is  that  the  church  has  long 
recognized  the  necessity  of  the  redemp¬ 
tive  or  rehabilitative  approach.  This 
is  the  heart  of  the  Christian  gospel, 
that  man  is  changeable  and  that  power 
for  change  can  be  found  in  the  church. 

Perhaps  the  reason  for  the  enthusi¬ 
asm  of  the  convention  for  rehabilita¬ 
tion  over  simple  maintenance  is  an 
idealism  which  has  never  found  victory 
over  the  difficulty  encountered  in  such 
a  venture.  It  is  easier  to  give  a  man 
money  for  his  month’s  groceries  than 
to  teach  him  a  trade  and  find  him  a 
job. 

But  the  dignity  and  worth  of  the 
individual  demands  that  he  be  devel¬ 
oped  or  completed  to  the  height  of  his 
ability.  This  is  included  in  the  concept 
of  salvation.  It  is  not  intended  that 
a  man  should  be  useless  and  totally 
dependent  upon  society.  It  is  true  we 
are  all  interdependent  as  a  society  of 
people.  But  the  Christian  takes  an  in¬ 
terest  in  the  individual  as  a  human  be¬ 
ing  with  feelings,  capabilities,  fears, 
anxieties,  despondencies,  and  discour¬ 
agement.  To  help  him  be  his  best  is 
the  function  of  the  church,  through 
Christ  .  .  .  and  the  social  worker  at 
his  best. 
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Laymen’s  Retreat 

rell;  and  Course  X — New  Shapes  and 
Forms  for  the  Modern  Church,  the 
Rev.  John  Winn. 

All  men  of  the  church  and  their 
pastors  are  invited.  The  ladies  organ¬ 
izations  of  the  church  are  urged  to 
take  over  for  their  pastor  on  the  week¬ 
end  of  July  29-30  so  that  he  may  at¬ 
tend.  Accommodations  and  meals  have 
been  arranged  on  the  campus  for  those 
attending,  at  a  cost  of  $7.25  per  person. 

Those  desiring  to  make  early  reser¬ 
vations  may  do  so  by  writing  to  Dud¬ 
ley  V.  Snow,  P.  O.  Box  7212,  Shreve¬ 
port,  Louisiana  71107.  Brochures  with 
registration  forms  will  be  available 
shortly  from  your  pastor  or  church  lay 
leader. 


The  minister - and  the 

New  Day  in  Christian  Education 


As  your  Associate  Director  of  the 
Area  Office  in  charge  of  Education,  I 
am  aware  of  the  tremendous  challenge 
of  the  “New  Day  in  Christian  Educa¬ 
tion  ’  as  outlined  for  the  goal  of  our 
new  adult  literature. 

First  of  all,  the  church  is  asking 
us  to  take  a  good  look  at  our  educa¬ 
tional  program  with  adults.  We  need 
to  ask,  ourselves  some  pertinent  ques¬ 
tions.  Are  we  accomplishing  what  we 
should  in  our  adult  classes,  or  are  they 
merely  adult  sitting  groups  of  specta¬ 
tors  passing  the  time  away  while  chil¬ 
dren  and  youth  attend  classes.  Some 
one  asked,  “When  is  a  school  not  a 
school?”  They  answered,  “When  it  is 
a  Sunday  School.”  They  went  on  to 
say  that  persons  can  attend  Sunday 
School  without  learning  anything. 

Is  this  an  indictment?  Do  we  go  to 
Sunday  School  and  fail  to  learn  how  to 
be  better  stewards,  or  how  to  love, 
or  how  to  find  the  power  of  God  in 
facing  our  daily  problems?  Too  much 
of  our  education  has  been  learning 
about  religion,  and  not  learning  the 
reality  of  the  gospel  message  for  us 


in  our  present  day.  We  can  talk  about 
experiences  of  God’s  grace  without 
ever  feeling  the  sustaining  power  for 
ourselves.  It  is  great  to  be  acquainted 
with  the  great  Bible  leaders,  but  is 
better  to  know  the  faith  that  under¬ 
girded  their  lives. 

Ministers  and  leaders  are  asked  to 
take  a  good  look  at  the  goals  of  Chris¬ 
tian  education,  and  determine  where 
we  are  going  in  our  educational  min¬ 
istry. 

Let  me  suggest  to  every  minister 
in  our  conference  that  they  get  a  copy 
of  the  Planbook  for  Adults  1967-68. 
It  can  be  secured  free  of  charge.  Use 
it  for  preaching  material  during  this 
summer.  You  can  help  produce  the 
vision  needed  to  face  a  New  Day.  “For 
the  man  of  faith  every  generation  is  a 
new  day.”  No  greater  question  could 
be  asked  of  ministers,  and  I  ask  it  of 
myself — “Are  you  a  part  of  the  solu¬ 
tion  of  our  new  day,  or  part  of  its 
problem?”  (Rev.  Earl  Emmerich,  P.  O. 
Box  4325,  Shreveport,  Louisiana 
71104) 


Dr.  Wilkes  meets  the  press 


Dr.  Jack  S.  Wilkes,  president  of  Centenary  College  announces  a 
$100,000  gift  from  William  Russell  Barrow,  Shreveport  investment 
broker  to  the  Centenary  physics  department.  Among  the  press 
representatives  present  are  Guy  Coates,  KSLA-TV;  Bill  Blanch¬ 
ard,  KTAL-TV;  Charlotte  Burroughs,  Shreveport  Times;  Alan 
Stoll,  KBCL;  Bob  Richards,  KSLA-TV;  Ronald  Aldin,  KTBS-TV 
and  Leon  Sanders,  KTBS-TV. 
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Barrow  gift 

tenary  College  is  one  of  long  standing. 
He  has  served  as  a  member  of  the 
Board  of  Trustees  of  the  college  since 
1957,  and  recently  served  as  Chairman 
of  the  Advanced  Gifts  Division  of  the 
successful  Great  Teachers  -  Scholars 
campaign. 

Professor  T.  N.  Marsh,  dean  of  Cen¬ 
tenary,  said,  “The  Physics  department 
under  the  leadership  of  Dr.  Louis  A. 
Galloway,  has  proposed,  and  the  fac¬ 
ulty  has  adopted,  an  entirely  new  cur¬ 
riculum  in  physics.  Mr.  Barrow’s  gift 
justifies  the  college’s  confidence  that 
it  could  offer  physics  studies  at  the 
highest  and  most  sophisticated  level. 
Already  a  considerable  number  of  stu¬ 
dents  have  declared  for  the  physics 
major,  and  these  new  laboratories  will 
prepare  them  fully  for  graduate  and 


professional  study,  and  for  future  ca¬ 
reers  in  the  fields  of  medicine,  industry 
and  space.” 

Earlier  this  year  Centenary  installed 
a  limited  number  of  instruments  to  aid 
in  measurement  and  test  studies. 

Dr.  Galloway,  who  is  in  Houston 
this  summer  working  as  a  consultant 
for  the  Manned  Spacecraft  Center,  was 
delighted  with  the  news  of  the  Barrow 
gift.  “This  boost  is  all  that  is  neces¬ 
sary,  aside  from  an  increased  staff  over 
the  next  two  years,  to  create  a  first- 
class  department  in  physics,”  he  said. 
No  liberal  arts  college  in  the  south 
will  be  better .  equipped  than  Cen¬ 
tenary.” 

Dr.  Galloway,  a  recent  winner  of 
the  PhD,  degree  from  the  Case  Insti¬ 
tute  of  Technology,  was  appointed 
associate  professor  of  physics  in  1966, 
and  the  college  Board  of  Trustees  last 
month  elevated  him  to  the  headship 
of  the  department. 


CHURCH  GIVING  REFLECTED 
IN  MYFUND  DECREASE 

A  downward  trend  in  total  church 
giving,  by  both  adults  and  youth,  over 
the  past  few  years  has  been  reflected 
in  the  Methodist  Youth  Fund  as  well. 
Consequently,  some  Christian  educa¬ 
tion  and  mission  projects  at  home  and 
abroad  have  suffered. 

According  to  Miss  Emeline  F. 
Crane,  director  of  the  Fund,  receipts 
for  the  fiscal  year  1965-66  were  $865,- 
094.11,  a  decrease  of  $43,716.34,  or 
4.8  per  cent  as  compared  with  the 
receipts  for  1964-65.  Reports  of  re* 
ceipts  for  the  first  10  months  of  the 
1966-67  fiscal  year  indicate  an  even 
greater  decrease. 

The  Methodist  Youth  Fund  pro¬ 
vides  the  youth  of  The  Methodist 
Church  an  opportunity  to  participate 
in  a  ministry  of  missions,  Christian 
education  and  youth  work  around  the 
world.  In  over  forty  annual  confer¬ 
ences  overseas  and  in  four  national 
missions  conferences,  there  are  leaders 
in  Christian  education  whose  ministry 
is  largely  made  possible  through 
MYFunds.  Mission  projects  are  admin¬ 
istered  by  both  the  World  and  Na¬ 
tional  Divisions  of  the  Methodist  Board 
of  Missions. 

Miss  Crane  noted  five  ways  in  which 
the  church  might  work  to  halt  the 
trend  and  open  further  channels  of 
giving:  1)  update  the  literature  for 
young  people,  making  it  relevant  to 
the  contemporary  scene,  2)  involve 
more  youth  in  mission  experiences,  3) 
establish  better  understanding  of  the 
theology  of  the  church  in  terms  com* 
prehensible  to  laymen  and  youth  alike, 
4)  create  meaningful  concepts  of  stew¬ 
ardship  and  5)  take  a  closer  look  at 
youth  ministry  and  present  channels 
of  giving. 
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Education  training 

church  school  administrators  under¬ 
stand  and  meet  their  responsibilities  in 
leadership  recruitment,  leadership  de¬ 
velopment,  and  educational  program 
planning  in  the  light  of  Christian  edu¬ 
cation  in  the  new  day. 

Leaders  for  this  week-end  confer¬ 
ence  are  Glenn  S.  Gothard,  William  J. 
Maggi,  Mary  Calhoun,  C.  Donald 
Mohlstrom  and  Roy  H.  Ryan. 

Laboratory  schools  will  be  held  July 
10-15  for  leaders  of  youth  and  lead¬ 
ers  of  adults,  and  there  will  be  a  two 
weeks’  laboratory  school  for  workers 
with  children,  July  10-21.  The  Rev, 
Joseph  E.  Taylor,  pastor  of  First 
Church,  Osceola,  is  leader  of  one  of 
the  adult  courses,  “Seminar  for  Pros¬ 
pective  Laboratory  Leaders  is  the 
Adult  Division.” 

Leadership  school  courses  during  the 
week  of  July  10-15  will  be  “Music  in 
the  Christian  Nurture  of  Children,” 
“Work  of  the  District  Director  of  Gen¬ 
eral  Church  School  Work,”  “Work¬ 
shop  for  Church  Librarians,”  and  “Us¬ 
ing  the  New  Curriculum  Materials  for 
Adults.” 

During  the  week  of  July  17-21  there 
will  be  a  seminar  on  developing  lead¬ 
ers  for  the  church’s  ministry  during 
the  next  ten  years. 

Worship  leaders  for  the  morning 
watch  periods  will  be  William  J.  Maggi 
and  James  T.  Fleming.  The  preacher 
for  the  worship  services  of  Sunday, 
July  16,  will  be  Dr.  Ewart  G.  Watts, 
pastor  of  First  Methodist  Church,  To¬ 
peka,  Kans. 
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MISSIONARY  EDUCATION  AND  SERVICE 

In  the  early  part  of  the  year,  each  local  Secretary  of  Missionary  Educa¬ 
tion  and  Service  was  mailed  a  Directory  compiled  by  the  conference  secretary 
of  Missionary  Education  and  Service.  Through  the  courtesy  of  the  woman’s 
editor,  this  Directory  appeared  in  the,  Louisiana  Methodist. 

The  names  and  addresses  of  the  workers  especially  related  to  the  Wom¬ 
an’s  Society  of  Christian  Service  and  Wesleyan  Service  Guild  of  the  Louisiana 
Conference  were  listed.  These  included  the  missionaries,  deaconesses  and  con¬ 
tract  workers  (active  and  retired),  US-2’s  and  Overseas  3’s  who  have  gone  from 
Louisiana,  or  have  been  assigned  to  us,  or  who  serve  within  the  borders  of 
our  conference.  Also  listed  were  the  names  of  those  locally  employed  in  the 
projects  of  the  National  Division  in  our  Conference. 

A  Birthday  Calendar  was  included  in  the  mailing  to  the  local  secretaries. 
It  listed  the  birthdays,  not  only  those  found  in  the  Prayer  Calendar  (the 
commissioned  workers  and  the  especially  appointed),  but  also  those  of  other 
contract  workers  and  the  locally  employed. 

Many  persons  are  remembering  our  workers  with  prayer  and  by  cards 
and  letters. 

Keep  your  directory  up-to-date  by  making  the  following  changes  of 
address: 

MISSIONARIES 

REV.  AND  MRS.  DONALD  BARNES  (On  leave  of  absence) — 7700  Spring 
Valley  Road,  Dallas,  Texas  75240 

MISS  DORETHA  BROWN — c/o  College  of  West  Africa,  Ganta  Mission, 
Box  1010,  Monrovia,  Liberia 

MISS  MARGARET  WADE  CAMPBELL— Mariano  Escobedo  291,  Colonia 
Anahuac,  Mexico  17,  D.  F.,  Mexico 

MRS.  LLOYD  DEWEY — Mutambara  Methodist  Center,  P.  O.  Mutambara, 
Rhodesia 

MR.  AND  MRS.  HALL  DUNCAN — 102  Dickerson  Court,  Chapel  Hill,  North 
Carolina  27514 

MRS.  AND  MRS.  JOHN  HOLMES — 9403  Fulton  Drive,  Whitmore  Lake, 
Michigan  48189 

MR.  AND  MRS.  DAVID  LOWRY — 1904  B  University  Avenue,  Austin, 
Texas  78705 

MR.  AND  MRS.  DONALD  SMALL — 108  Hawk  Hall,  Southern  Methodist 
University,  Dallas,  Texas  75222 

REV.  AND  MRS.  JAMES  SPITZKEIT— Methodist  Mission,  P.  O.  Box  16, 
Taejon,  Korea 

REV.  AND  MRS.  CARLOS  A.  WELCH  —  Leonard  Theological  College, 
Jabalpur,  M.  P.,  India 

DEACONESSES 

MISS  NORMA  GARLINGTON — 630  Jackson  Street,  Alexandria,  Louisiana 
71301 

U.S.-2’s 

MISS  BRENDA  MOORMAN — Grand  Manor,  Apt.  18,  3605  Grand  Ave., 
Des  Moines,  Iowa  50312 

Mrs.  Garland  Dean,  conference  secretary 
Missionary  Education  and  Service 
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SCHOOL  OF  CHRISTIAN  MISSION 

The  deadline  is  here  for  registration  for  the  Louisiana  Conference  School 
of  Christian  Mission.  Applications  should  be  in  the  hands  of  Miss  Arline 
Tyler,  702  E.  Washington,  Shreveport,  by  next  Monday  (July  3)  Enclose 
$4.00  registration  fee  and  a  self-addressed,  stamped  envelope.  State  first  and 
second  choice  of  Application  Group,  as  indicated  on  duplicate  registration 
card  below. 

Details  of  sessions,  leaders,  and  texts  were  printed  in  June  15  issue. 

Mrs.  Max  L.  Clayton  is  serving  as  dean  of  the  school,  with  Mrs.  John 
L.  Howe,  Jr.  as  assistant.  Mrs.  W.  B.  Gardner  is  chairman  of  arrangements. 
Other  staff  members  are  Mrs.  E.  B.  Miller,  secretary;  Mrs.  Carl  Gallaher, 
treasurer;  Mrs.  John  G.  Cooke,  Jr.,  librarian;  Mrs.  Garland  Dean,  audio¬ 
visuals;  Mrs.  Robert  Reich,  program  materials;  Miss  Arline  Tyler,  housing 
and  registration.  Mrs.  Joe  Bond  and  Mrs.  Thomas  Pitt  will  arrange  interest 
centers. 
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REGISTRATION  CARD 

Name  _ _ . _ District _ 

Address _ _ _ _  Local  Church _ 

Office  You  Hold _ _ _  In  W.S.C.S. _ In  W.S.G.. 

Local  _  District _ Conference 

Address  during  School  of  Christian  Mission:  Campus _ Driving  In. _ Staying  in  City _ 

If  staying  in  city,  give:  Name _  Address _ _ _ _ _  Tei, _ 

Special  Housing  Needs  _ _ 

APPLICATION  GROUP  —  check  first  and  second  choice 


1. 

ECUMENICITY 

(a) 

2. 

MAN  AND  COMMUNITY 

(a) 

3. 

CHRIST  AND  THE  FAITHS  OF  MEN 

(a) 

Mrs. 

Dameron 

(b) 

4. 

JAPAN 

(a) 

Mrs. 

Dunbar 

(b) 

Mrs.  Landrum 

Vacation  Church  School  Reports 


Pelican  and  Mitchell  Churches  had  an  average  attendance  of  4 1  at  vaca¬ 
tion  church  school.  Mrs.  E.  J.  McCullor  directed  the  school.  The  Rev.  Terry 
Willis  is  pastor. 


The  Elton  Junior  High  class  of  vacation  church  school  buried  a  "time  cap¬ 
sule  *67”  to  be  dug  up  in  15  years. 


Students  at  the  vacation  school  in  Elizabeth  Sullivan  Memorial  Church, 
Bogalusa  are  pictured. 


AT  OPELOUSAS  a  cooperative  vaca¬ 
tion  church  school  will  be  held  in 
August  by  three  churches:  Louisiana 
Memorial  Methodist,  the  Presbyterian 
and  Episcopal  Churches. 

MRS.  BILL  WELCH  is  superintend¬ 
ent  of  the  vacation  church  school  be¬ 
ing  held  this  week  in  Springhill  at 
First  Methodist  of  which  the  Rev. 
Loyd  E.  Williams  is  pastor. 


MRS.  JAMES  HEBERT  was  dean  of 
St.  Mark’s  vacation  church  school  held 
in  Monroe  the  week  of  June  12.  The 
enrollment  of  61  students  had  21  adults 
and  youths  as  leaders.  The  Rev.  James 
O.  Evans  is  pastor. 


DERIDDER  VACATION  church 
school  had  103  students  and  37  work¬ 
ers.  Mrs.  Roy  Sailor  was  in  charge  of 
the  staff.  The  Rev.  Robert  H.  Jamie¬ 
son  is  pastor. 

AT  PONCHATOULA  vacation  school 
closed  Sunday  night,  June  25.  Mrs. 
Bette  Laird  was  superintendent  and 
was  assisted  by  Mrs.  George  Harris, 
Mrs.  Melody  Threeton,  Mrs.  Eddie 
Fletcher,  Mrs.  Walter  Vinyard,  Mrs. 
Virgil  Allen,  Mrs.  Maurice  Scarbrough, 
Mrs.  Doyace  Perrin,  Mrs.  Jack  Wine- 
geart  and  Mrs.  Gildermaster.  Workers 
included  Belinda  Jackson,  Faith  Vin¬ 
yard,  Debbie  Primes,  Mona  Liles,  Lin¬ 
da  Perrin  and  Johnnie  Lou  Lipscomb. 
The  Rev.  Jack  Winegeart  taught  junior- 
highs. 


JUNE  29,  1967 


PAGE  NINE 


•  On  a  Wide  Circuit 


"God  of  Justice" 

By  W.  W.  Reid 

My  long-time  friend,  the  Rev.  Ralph 
Grieser,  of  West  Virginia  Wesleyan 
University,  has  led  my  thought  along 
a  new  bypath  this  week — as  he  often 
did  during  the  years  he  was  our  fam¬ 
ily’s  pastor.  The  thought  has  to  do  with 
God’s  characterization  of  himself  as  “a 
jealous  God,  visiting  the  iniquities  of 
the  fathers  upon  the  children  unto  the 
third  and  four  generation  of  them  that 
hate  me.  .  . 

This  threat  or  proclamation  of  ven¬ 
geance  upon  children  who  certainly 
had  nothing  to  do  with  the  original  of¬ 
fense  impressed  me  as  a  child  as  wholly 
unjust  and  not  in  keeping  with  what 
I  was  taught  of  the  love  and  mercy  of 
God.  No  teacher  ever  gave  me  a  rea¬ 
sonable  explanation;  and  to  this  day 
I  have  not  found  a  commentary  that 
treats  it  satisfactorily.  (One  of  the  new¬ 
est  commentaries  dismisses  it  with 
“Subsequent  generations  suffer  for  the 
sins  of  their  fathers.”  But,  I  ask,  is 
that  God’s  punishment,  or  only  man’s.) 
I  can  understand  “jealous”  as  an  an¬ 
cient  word  now  somewhat  corrupted, 
and  accept  the  idea  that  God  does 
not  want  “competition”  from  gods  of 
wood  and  stone — but  do  we  believe 
our  God  marks  for  punishment  the 
great-grandchildren  of  a  “sinner”  or  an 
animistic  worshipper?  There  have  been 
by  now  too  many  blessed  and  blessing 
converts  “from  dark  heathenism”  for 
us  to  accept  this  revenge-punishment 
of  the  innocents  without  some  more 
thought! 

Now  I  have  lived  long  enough  in  one 
community  and  its  environs  to  know 
that  while  “the  iniquity”  (the  sins 
against  individuals  and  society)  is  often 
a  hindrance  to  the  full  growth  and  de¬ 
velopment  of  the  next  generation  it  is 
not  always  so — and  it  comes  more 
often  through  the  “visitations”  of  men 
than  from  God.  Perhaps  the  most  com¬ 
mon  forms  of  punishment  visited  upon 
children  by  a  parent’s  wrongdoing  are 
(1)  economic  loss — even  to  the  point 
of  actual  want — were  the  family  bread¬ 
winner  to  lose  his  work  or  be  incar¬ 
cerated;  (2)  the  inheritance  of  a  di¬ 
sease;  or  of  anti-social  habits  and  atti¬ 
tudes — either  by  example  or  from  un¬ 
acceptance  by  the  community,  or  by 
neglect;  (3)  lack  of  ethical,  moral, 
spiritual  guidance  in  a  normal  home. 
Yet — where  these  “punishments”  are 
passed  on  to  the  next  generation,  are 
they  not  man-directed? 

Over  against  these  “visitations”  upon 
the  children,  I  can  name  far  more  cases 
in  which,  while  a  child  may  somewhat 
be  marked  by  a  parent’s  wrongdoing, 
he  has  been  able  to  rise  above  it  — 
even  be  the  stronger  because  of  the 
physical  and  spiritual  struggle  involved. 
Indeed,  some  of  the  most  ardent  and 
confirmed  opponents  of  the  use  of  al¬ 
coholic  beverages  and  of  gambling  that 
I  have  known  were  (and  are)  children 
from  families  that  suffered  economical¬ 
ly  and  mentally  from  parental  over- 
indulgence.  What  minister  does  not 
know  “children  of  an  iniquitous  par¬ 
ent”  who  have,  with  God’s  help,  over- 
some  the  stigma  of  an  inheritance? 

In  his  weekly  newspaper  column, 
A  Country  Parson  Ponders,  Mr.  Gries¬ 
er  took  a  fresh  look  at  the  theology 


I  have  been  looking  at  a  fine  pub¬ 
lication  which  is  put  out  by  the  Wesley 
Theological  Seminary,  Washington, 
D.C.  It  is  entitled  “Is  The  Ministry 
for  Me?”  and  it  deals  exhaustively 
with  the  call  to  the  ministry,  the  im¬ 
portance  of  it  in  the  days  of  modem 
man,  the  work  of  a  minister  and  the 
education  offered  by  the  Seminary  for 
the  task. 

Above  all,  it  is  attractively  present¬ 
ed,  modern  in  layout  and  realistic  in 
all  that  it  says.  It  makes  clear  that  the 
ministry  of  the  church  is  no  sinecure 
in  these  days,  and  it  presents  the  chal¬ 
lenges  and  tensions  of  the  work  in  a 
forthright  way. 

The  whole  thing  led  me  to  think 
about  the  role  of  the  ministry  of  the 
church  in  the  modem  world.  In  only 
a  week  or  two  the  British  Methodist 
Conference  will  meet  in  the  north  of 


and  the  reality  of  this  “visitation  upon 
the  children”:  “A  sudden  burst  of  light 
rewarded  my  search:  ‘All  this  has  to  do 
with  God,  His  mercy  and  His  Judg¬ 
ment.  There  is  no  command  here  that  I 
am  to  visit  the  sins  of  his  father  upon 
my  neighbor-son.’  This  was  an  excit¬ 
ing  and  freeing  finding.” 

Mr.  Grieser  had  been  questioning 
the  judgment  of  an  editor  who  had 
asserted  that  the  son  of  a  jailed  thief 
today  suffers  less  danger  to  his  social 
and  business  career  than  in  former 
days.  “Now,”  said  Mr.  Grieser,  “I  saw 
where  the  editor  was  taking  hold. 
Through  his  reading  of  history,  he  had 
observed  the  old  tendency  of  men  to 
play  God,  to  take  the  handing-out  of 
justice  into  their  own  hands. 

“Further,  it  is  the  editor’s  observa¬ 
tion  that  a  movement  of  social  health 


UNDERSTANDING  AND 
MISUNDERSTANDING 

A  sentence  that  Paul  wrote  to  the 
church  at  Philippi  is  often  used  by  our 
pastors  as  a  benediction: 

“The  peace  of  God  that  passes  un¬ 
derstanding  will  keep  your  hearts  and 
minds  in  Christ  Jesus.” 

God’s  peace  is  far  too  wonderful 
to  understand.  We  see  persons  carry¬ 
ing  sorrows  greater  than  we  think  we 
could  bear.  Yet  they  maintain  a  peace 
of  mind  and  soul  that  passes  our  un¬ 
derstanding.  At  times  when  we  our¬ 
selves  are  called  to  go  through  the 
valley  of  shadows,  if  we  ask  Him,  God 
supplies  a  peace  that  overcomes  sor¬ 
row. 


England.  Before  it  will  be  a  variety  of 
considerations  which  will  have  far- 
reaching  effects  upon  the  life  and  wit¬ 
ness  of  the  church.  The  Agenda  has 
not  yet  been  made  public,  but  by  the 
time  I  write  my  next  column  for  you 
it  will  be  public  property. 

It  is  quite  safe,  however,  to  say  one 
thing.  If  there  was  ever  a  time  when 
the  Agenda  of  Conferences  such  as 
this  were  pedestrian,  and  representa¬ 
tives  could  look  forward  to  a  reason¬ 
ably  somnolent  time  where  they  could 
doze  through  the  sessions,  and  then 
meet  their  long-lost  friends  once  again, 
that  time  is  well  and  truly  past. 

In  spite  of  all  that  the  critics  of 
the  church  have  to  say,  there  is  a 
sense  of  urgency  and  vitality  about 
such  gatherings.  The  pressures  of  the 
world  and  of  the  visionaries  within 
the  church  is  constant  and  great.  There 


is  spreading  across  the  land.  Increas¬ 
ingly,  citizens  are  somehow  enabled  to 
see  each  person  as  a  unique  being,  a 
child  of  God  in  his  own  potential  ex¬ 
cellence.  One  way  you  look  at  it,  this 
is  a  new  dimension  of  social  mercy. 

“Maybe  the  editor  is  right.  In  this 
new  world,  we  find  more  folk  who  are 
able  to  visit  a  father  in  prison  and  re¬ 
late  to  his  son  in  freedom.  We  are 
quitting  the  damaging  practice  of 
thrusting  the  wrong  acts  of  a  parent 
upon  the  child’s  back  forever.  In  fact, 
it  is  the  purpose  of  private  and  public 
social  agencies  to  help  the  child  over¬ 
come  the  harm  done  to  him  by  his  un¬ 
faithful  parents. 

And  it  might  even  be  that  men  for 
too  long  have  taken  a  too-narrow  view 
of  God’s  mercy,  forgiveness  —  and 
justice! 


The  key  to  this  peace  must,  there¬ 
fore,  be  the  last  part  of  the  sentence. 
One  can’t  just  pull  this  marvelous 
peace  out  of  the  sky.  He  can’t  buy  it 
as  he  would  buy  a  box  of  sleeping 
pills.  Real  peace  comes  to  us  when  we 
have  turned  our  hearts  over  to  Christ 
Jesus,  who  has  promised  to  comfort  us 
when  we  ask  Him.  And  as  long  as  we 
ask  Him  to  walk  with  us,  He  keeps 
our  hearts  in  peace. 

I  recently  read  that  when  we  ask, 
we  not  only  receive  peace  that  passes 
understanding.  We  may  also  receive 
the  peace  that  passes  misunderstanding. 

Misunderstanding  is  one  of  the 
devil’s  useful  tools.  If  we  don’t  search 
earnestly  for  Godly  understanding, 
then  Satan  gladly  furnishes  us  with 
misunderstanding.  We  are  exposed  to 


is  no  peace  for  the  lazy-minded,  and 
no  easy  assurance  of  security  for  the 
safe-minded. 

Structures,  organisations,  methods, 
change  with  what  sometimes  seems  to 
be  alarming  rapidity.  And  this  is  a  good 
thing,  for  the  truth  of  the  Gospel  is 
always  in  this  urgency.  If  I  read  the 
life  of  Jesus  Christ  aright,  He  was 
always  ahead  of  His  disciples.  Often 
they  were  puzzled,  sometimes  they 
were  frightened,  and  they  would  often 
have  turned  back,  because  the  im¬ 
perative  was  always  upon  His  lips:  “I 
needs  must  go  .  .  .” 

It  is  the  same  today.  The  living 
Lord  of  the  Church  will  not  let  us 
alone.  He  is  way  out  ahead,  and  we 
straggle  behind,  sometimes  bewildered, 
occasionally  resentful  that  He  will  not 
leave  us  “at  ease  in  Zion.” 

The  real  hope  for  the  Christian  Gos¬ 
pel  in  these  days  is  that  sense  of  di¬ 
vine  restlessness.  May  we  never  lose 
it. 

Let  me  quote  the  Wesley  Theological 
Seminary  handbook: 

“If  a  young  person  is  looking  for 
an  easy  vocation,  and  an  ego-satisfy¬ 
ing  profession,  the  serious  work  of  a 
clergyman  is  not  for  him.  If  he  is  look¬ 
ing  for  a  maximum  income,  the  min¬ 
istry  is  surely  not  for  him  .  .  .  but 
if  a  person  is  looking  for  a  place 
of  maximum  impact  for  good,  effect¬ 
ing  changes  in  people  and  society, 
striking  hard  blows  at  evil  and  for  God, 
then  the  ministry  should  be  consid¬ 
ered.” 

If  you  are  a  student,  and  you  are 
by  chance  reading  this,  why  not  talk 

to  your  minister  about  it  all? 

*  *  * 

SAVAGERY 

Reflecting  upon  the  tragic  Arab- 
Israel  conflict,  I  find  myself  thinking 
not  so  much  about  the  men  who  died 
in  action,  tragic  though  their  deaths 
were.  I  cannot  get  out  of  my  mind 
those  soldiers  who  died  of  thirst  in  the 
scorching  Sinai  desert.  In  a  curious 
way  their  sufferings  bring  more  sharp¬ 
ly  to  our  minds  the  real  inhumanity 
of  war,  and  the  pitiless  waste  which  it 
means. 

To  die  for  your  country  in  the  heat 

Please  turn  to  page  15 


second-hand  opinions  and  prejudices 
that  have  little  to  do  with  God’s 
wishes.  Here  are  two  often  used  state¬ 
ments: 

“I  think  that  all  you  have  to  do 
is  .  . 

“I  believe  there  is  no  such  thing 
as . . .” 

These  are  not  understandings.  They 
are  misunderstandings.  And  many  in¬ 
secure  Christians  are  led  astray  by 
them.  Arguments  and  debates  about 
God  and  Christ  do  not  promote  God’s 
kingdom.  But  how  can  we  meet  con¬ 
troversy  and  keep  from  becoming 
weaker  in  our  faith? 

God’s  peace  not  only  passes  under¬ 
standing.  It  also  passes  misunderstand¬ 
ing.  In  fact,  it  actually  conquers  mis¬ 
understanding.  With  God’s  real  peace 
in  our  hearts  we  somehow  have  the 
strength  to  survive  misunderstandings 
of  others,  even  of  ourselves.  God’s 
peace  is  no  passive,  mild,  pleasant  state 
of  mind.  It  is  a  powerful,  strong,  con¬ 
structive  force  that  will  keep  our  hearts 
and  minds  in  and  on  Jesus.  It  is  far 
beyond  our  understanding.  It  also  will 
meet  and  defeat  misunderstanding. 


$  Jicufman'd,  'WihteAA. 


by  Charles  A.  Stuck/Lay  Evangelist 
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Sunday  ScA&ol 

By:  Alfred  A.  Knox 

LESSON  FOR  JULY  16:  God  Mokes  No  Distinction 


BACKGROUND  SCRIPTURE:  Acts  15 

MEMORY  SELECTION:  I  am  not  ashamed  of 
the  gospel;  it  is  the  power  of  God  for  salvation 
to  every  one  who  has  faith,  to  the  Jew  first 
and  also  to  the  Greek.  (Romans  1:16) 

AIM  OF  THE  LESSON:  To  remind  us  that  the 
Christian  way  must  be  an  inclusive  way,  because 
the  gift  of  salvation  comes  to  all  men  from  God, 
through  faith. 

*  *  * 


The  entire  Christian  world  has  been  interested 
in  the  discussions  and  the  decisions  that  have  come 
from  the  three  sessions  of  the  Second  Vatican  Coun¬ 
cil  over  the  past  three  or  four  years.  Most  of  us 
are  convinced  that  sharp  lines  of  distinction  in  the 
Christian  Church  can  never  be  so  real  again  because 
this  council  met.  Today’s  lesson  based  on  the  15th 
chapter  of  Acts  tells  us  of  the  first  council  in  the 
history  of  the  church,  of  the  misunderstanding  that 
brought  it  into  being,  and  the  far-reaching  decisions 
that  came  out  of  it.  The  main  decision  was  that 
Gentiles  did  not  have  to  become  Jews  before  they 
became  Christians.  This  meant  that  Christianity 
could  become  a  truly  universal  religion  and  not  just 
a  Jewish  sect. 

In  the  14th  chapter  which  we  studied  last  week, 
we  read  of  certain  Christians  who  came  to  the  areas 
where  Paul  and  Barnabas  had  been  at  work  and 
disrupted  their  program  by  declaring  that  no  un¬ 
circumcised  Gentile  could  be  a  member  of  the 
Christian  Church.  This  was  contrary  to  all  that 
the  two  missionaries  had  been  saying,  and  so  it 
was  deemed  necessary  to  have  an  official  meeting 
of  church  leaders  in  Jerusalem.  We  are  told  that 
Paul  and  Barnabas  were  the  official  delegates  from 
Antioch  to  this  Jerusalem  Conference. 

The  success  of  Paul  and  Barnabas  in  Asia  Minor 
should  have  made  it  perfectly  clear  that  Christianity 
could  never  be  confined  within  the  borders  of  Pales¬ 
tine.  Now  the  question  to  be  answered  was  if,  Gentiles 
are  to  be  received  into  the  fellowship  will  it  be 
necessary  for  them  to  first  become  Jews?  You  may 
remember  that  this  question  had  been  raised  in 
connection  with  Cornelius  (cc.  10  and  11).  This 
was  a  “sticky”  question  and  the  church  put  off 
answering  it  just  as  long  as  it  could.  But  now  at 
the  conclusion  of  the  first  missionary  journey  it 
could  no  longer  be  postponed.  Therefore,  we  go 
with  Paul  and  Barnabas  to  the  Jerusalem  Council 
— the  first  general  assembly  in  Christian  history,  but 

by  no  means  the  last. 

J  #  *  * 

THE  SITUATION  THAT  PRODUCED 
THE  COUNCIL 

We  may  find  it  difficult  to  get  excited  about 
the  issue  before  this  council,  but  we  should  not 
treat  it  lightly.  Christianity  could  have  gone  the  way 
of  many  other  religious  positions  if  the  wrong  de¬ 
cision  had  been  made  at  Jerusalem.  Standing  where 
we  do,  it  seems  like  such  a  trivial  matter  about 
which  to  call  a  church  council.  However,  if  we  could 
make  ourselves  stand  where  the  characters  in  our 
lesson  stood,  we  would  see  that  this  was  a  matter 
of  life  and  death. 

There  is  reason  to  believe  that  the  disciples  and 
others  who  became  the  first  Christian  fellowship 
in  Jerusalem  had  no  idea  that  Jesus  had  left  any 
message  for  the  Gentile  world  or  that  they  had  any 
responsibility  toward  them. 


The  law  of  Moses  had  been  the  spiritual  and 
moral  pattern  of  the  people  for  years.  It  was  both 
an  ethical  and  a  ceremonial  law.  Circumcision  was 
the  external  symbol  of  all  this,  and  in  the  eyes 
of  many  was  the  cornerstone  of  the  whole  system. 
There  was  a  strong  circumcision  party,  and  they 
held  that  if  this  practice  disappeared,  the  whole 
law  would  go  with  it.  Representatives  of  this  party 
followed  Paul  and  Barnabas  everywhere  they  went, 
and  they  were  so  effective  in  stirring  up  both  the 
Jewish  and  Gentile  converts  with  their  questions  and 
their  insinuations  that  the  entire  missionary  enter¬ 
prise  had  to  remain  in  a  state  of  suspension  until 
the  issue  could  be  settled.  And  so  we  read:  “And 
when  Paul  and  Barnabas  had  no  small  discission 
and  debate  with  them,  Paul  and  Barnabas  and  some' 
of  the  others  were  appointed  to  go  up  to  Jerusalem 
to  the  apostles  and  the  elders  about  this  question.’ 


THE  DISCUSSION  OF  THE  COUNCHL 

The  issues  before  the  council  became  those  re¬ 
lated  to  theoretical  religion  and  practical  religion. 
Those  who  were  the  champions  of  the  theory  of 
the  whole  way  of  the  law  and  circumcision  might 
make  a  good  case  in  their  skillful  debate,  but  then 
the  missionaries  could  present  the  evidence  of  the 
persons  that  had  been  changed.  These  Gentiles  ex* 
hibited  all  the  fruits  of  the  Spirit,  and  this  in  spite 
of  the  fact  that  they  had  not  been  circumcised. 
What  then  did  God  require  of  men?  Was  faith  in 
Christ  enough,  or  must  gentile  converts  be  taught 
the  law?  The  attempts  to  answer  these  questions 
gave  rise  to  an  honest  difference  of  opinion. 

It  is  interesting  to  note  that  we  have  two  scrip¬ 
tural  accounts  of  this  council  meeting.  Luke  de¬ 
scribes  it  here  in  Acts  15  and  Paul  describes  it  in 
Galatians  2:1-10.  In  the  latter  account  Paul  tells 
us  about  the  introduction  of  Titus  a  “Exhibit  A”  of 
the  effectiveness  of  Gentile  missions.  It  might  be 
interesting  to  read  from  Paul’s  description  of  the 
meeting  and  see  how  it  compares  with  Luke’s  ac¬ 
count. 

*  *  * 

THE  PARTICIPANTS  IN  THE  DEBATE 

It  is  interesting  to  note  that  when  the  debate 
finally  came  in  the  council  it  was  neither  Paul  nor 
Barnabas  that  was  the  chief  spokesman,  but  Peter, 
Dr.  Van  Bogard  Dunn  says  in  Adult  Student,  “the 
opposition  was  silenced  not  by  logic  but  by  testi¬ 
mony.  Peter  appealed  to  what  he  had  seen.  The 
Gentiles  had  heard  and  believed.  God  gave  them 
the  Holy  Spirit  just  as  he  had  given  it  to  the  Jewish 
believers.  The  conclusion  was  unavoidable,  ‘He 
made  no  distinction  between  us  and  them.’  (15:9)” 

In  what  might  be  called  Peter’s  final  summation 
before  the  council,  he  moves  us  in  the  direction  of 
the  great  Christian  affirmation  of  the  grace  of  God, 
saying,  that  all  men,  Jews  and  Gentiles  alike,  are 
“saved  through  the  grace  of  the  Lord  Jesus.”  (15:11) 
He  made  the  point  that  the  circumcision  party, 
in  opposing  the  work  and  position  of  Paul  and 
Barnabas,  was  actually  withstanding  God.  (11:17) 
It  is  interesting  to  read  of  this  position  by  Peter, 
because  Paul,  in  Galatians,  tells  how  Peter  freely 
associated  with  Gentiles  at  Antioch  until  members 
of  the  circumcision  party  came  on  a  tour  of  in¬ 
spection  and  then  he  changed  his  position  so  as 
not  to  offend  the  visitors  from  Jerusalem.  He  had 
challenged  Peter  on  that  occasion,  saying,  “If  you, 
though  a  Jew,  live  like  a  Gentile  and  not  like  a 
Jew  how  can  you  compel  Gentiles  to  live  like 
Jews?”  (Gal.  2:14) 


THE  DECISION  OF  THE  COUNCIL 

After  Peter  had  made  his  strong  case  for  the 
Gentiles,  and  after  Paul  and  Barnabas  “related  what 
signs  and  wonders  God  had  done  through  them 
among  the  Gentiles,”  we  read  that  James,  the  leader 
of  the  Jerusalem  church,  praised  what  Peter  had 
said  and  then  quoted  from  Amos  to  substantiate  the 
verdict  that  Gentiles  would  not  be  required  to  be¬ 
come  Jews  before  they  became  Christians.  The 
words  quoted  by  James  were:  “After  this  I  will 
return,  and  I  will  rebuild  the  dwelling  of  David, 
which  has  fallen  .  .  .  that  the  rest  of  men  may  seek 
the  Lord,  and  all  the  Gentiles  who  are  called  by 
my  name.”  (15:16-17)  The  reference  is  to  Amos 
9:11-12. 

In  the  decree  of  the  council  it  was  decided 
that  circumcision  would  not  be  required,  but  that 
a  set  of  ethical  standards  should  be  dispatched  to 
them.  This  might  be  regarded  as  the  first  “general 
rules”  for  Christians.  James,  in  listing  them,  said: 
“Therefore  my  judgment  is  that  we  should  not  trou¬ 
ble  those  of  the  Gentiles  who  turn  to  God,  but 
should  write  to  them  to  abstain  from  the  pollution 
of  idols,  and  from  unchastity  and  from  what  is 
strangled  and  from  blood.”  (15:19-20) 

Dr.  Theodore  Ferris  in  Interpreter’s  Bible  says: 
“As  it  often  happens,  the  decision  was  a  compro¬ 
mise.  It  represented  the  point  of  view  of  those  who 
were  in  the  middle  of  the  road.  No  one  was  better 
suited  to  express  that  point  of  view  than  James.  He 
was  a  conservative  by  nature,  but  he  had  a  fair 
and  open  mind.” 

*  *  * 

A  TEAM  SENT  TO  INTERPRET  THE 
POSITION  OF  THE  COUNCIL 

After  the  decision  was  read  by  James,  the  an¬ 
nouncement  was  made  that  a  group  should  go  from 
the  council  with  Paul  and  Barnabas  with  an  official 
letter  to  the  Gentile  churches.  What  we  have  here 
is  a  kind  of  encyclical,  and  a  team  of  fraternal  dele¬ 
gates  to  undergird  the  position  which  Paul  and 
Barnabas  would  be  interpreting  to  their  converts. 
Those  named  to  this  delegation  were  Barsabbas 
and  Silas.  The  official  letter  which  they  carried  said: 
“It  has  seemed  good  to  the  Holy  Spirit  and  to  us 
to  lay  upon  you  no  greater  burden  than  these  neces¬ 
sary  things  ...  If  you  keep  yourselves  from  these, 
you  will  do  well.  Farewell.”  (15:28-29) 

Here  we  find  the  first  church  council  laying 
down  a  set  of  rules  which  call  attention  to  the  funda¬ 
mental  idea  that  once  a  man  has  had  a  true  re¬ 
ligious  experience  and  been  converted  to  the  Chris¬ 
tian  way  it  will  make  a  difference  in  the  way  he 
acts.  The  way  he  lives  is  here  delineated  as  the 
only  distinction  that  should  be  seen  among  men  as 
the  test  of  whether  they  have  known  Christ  and 
found  salvation  or  not. 

*  *  * 

PAUL  AND  BARNABAS  COME  TO 
A  PARTING  OF  THE  WAYS 

After  a  discussion  of  a  church  council  which 
has  made  a  decision  with  which  most  of  us  will 
surely  agree,  it  is  an  anti-climax  to  read  of  the 
separation  of  Paul  and  Barnabas,  apparently  over 
their  differences  concerning  John  Mark  who  had  left 
the  two  missionaries  during  the  first  journey.  We 
read  of  this  in  verse  39,  “And  there  arose  a  sharp 
contention,  so  that  they  separated  from  each  other; 
Barnabas  took  Mark  with  him  and  sailed  away  to 
Cyprus,  but  Paul  chose  Silas  and  departed,  being 
commended  by  the  brethren  to  the  grace  of  the  Lord, 
and  he  went  through  Syria  and  Cilicia,  strengthening 
the  churches.” 

Dr.  G.  H.  C.  Macgregor,  in  Interpreter’s  Bible, 
says:  “Though  Luke  puts  down  Paul’s  estrangement 
from  Barnabas  to  disagreement  concerning  Mark, 
it  is  certain  that  the  cause  must  have  lain  deeper  . .  . 
It  is  quite  likely  that  Luke  may  have  glossed  over 
the  deeper  cause  of  the  break  by  giving  undue 
prominence  to  Mark.” 

There  is  no  evidence  that  Paul  and  Barnabas 
ever  met  again,  and  Barnabas  is  not  mentioned  again 
in  Acts.  Paul  mentions  him  twice  in  his  letter  but 
with  little  warmth.  It  is  also  interesting  to  note 
that  John  Mark  later  rejoins  the  missionary  party, 
so  Paul’s  feeling  toward  him  must  not  have  been 
too  bitter. 
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You  and  I  are  helping  to  write  the 
29th  chapter  of  Acts. 


A  disunited  church  will  not  be  re¬ 
garded  as  the  hope  of  a  divided  world. 


from  page  three 
Merger 


SOUTHWEST 

56 

0 

0 

MISSISSIPPI  (CJ) 

97 

2 

0 

INDIANA 

379 

4 

0 

CENTRAL 

NEW  YORK 

238 

7 

0 

NORTH  IOWA 

412 

28 

0 

NEW  ENGLAND 

SOUTHERN 

165 

3 

0 

SOUTHERN 

CALIF.-ARIZONA 

725 

177 

0 

MINNESOTA 

342 

12 

0 

NORTH-EAST  OHIO 

782 

13 

0 

WESTERN 

PENNSYLVANIA 

— 

— 

— 

Overseas  Conference 

MIDDLE 

PHILLIPINES 

105 

0 

0 

PHILIPPINES 

132 

0 

0 

Total  to  date  27,699*  3,860  35 
*87.67%  of  total  vote  cast 
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from  page  four 
Methodist  Men 

elected  presidents  of  Methodist  Men 
groups  in  the  conference,  as  well  as 
all  interested  laymen,  and  their  pas¬ 
tors,  with  the  new  programs  for  the 
Conference  year,  entitled  “Communi¬ 
cating  the  Gospel  in  a  New  Age.” 

The  one  day  workshop  is  being  re¬ 
peated  so  that  travel  may  be  cut  down 
by  those  attending.  Those  from  Mon¬ 
roe,  Ruston,  Shreveport,  Alexandria 
and  Lake  Charles  districts  will  find  it 
easier  to  attend  the  meeting  in  Alex¬ 
andria;  Baton  Rouge,  New  Orleans  and 
Lafayette,  the  one  in  Baton  Rouge. 

There  is  no  registration  charge  for 
the  workshops.  Those  attending  the 
Alexandria  meeting  at  the  Horseshoe 
Drive  Church  will  be  charged  $1.75 
for  the  dinner  meal.  Materials  will  be 
provided  by  Hereford  for  use  during 
the  workshop.  Materials  will  be  avail¬ 
able  for  purchase  by  those  who  desire 
them. 

t 

from  page  four 
Louisiana  Methodism 

the  work  in  East  Texas  (though  not 
Northeast  Texas)  was  designated  as 
“Texas  Mission”  of  the  Mississippi 
Conference  in  the  minutes  for  1935. 
Among  the  preachers  who  went  to 
Texas  from  Louisiana  and  Mississippi 
were  Joseph  P.  Sneed,  Robert  Alex¬ 
ander,  Pleasant  B.  Bailey,  I.  L.  G. 
Strickland,  Robert  Crawford,  and 
others. 

The  volume  is  published  by  the 
North  Texas  Conference  Historical  So¬ 
ciety,  Box  298,  Dallas,  Texas  at  $4.95. 
t 


A  SOJOURN  to  the  Lake  O’  The 
Pines  was  made  on  Saturday,  May  27, 
by  fifteen  members  and  guests  of  the 
senior  high  Sunday  school  class  of  the 
Vivian  Church.  A  barge  was  rented 
from  which  the  group  swam  and  after¬ 
wards  held  a  hamburger  cookout.  Mrs. 
Jerry  Arledge  is  teacher  of  the  class. 

t 


Older  Adult  campers  from  Shreveport,  Ruston,  and  Monroe  Districts  spent  from  June  6-9  at  the 
Caney  Lakes  Methodist  Camp.  Total  attendance  numbered  41  including  staff.  The  Rev.  M. 
David  Felder,  director,  the  Rev.  George  Pearce,  Jr.,  Mrs.  Jackson  Young,  Otis  Spinks  and  the 
Rev.  Douglas  McGuire  comprised  the  staff. 


U.  of  Hawaii 


researcher  to  join 


Centenary  staff 


Dr.  Sheridan  H.  Lee,  a  research  as¬ 
sociate  in  parasitology  at  the  University 
of  Hawaii,  will  join  the  faculty  at  Cen¬ 
tenary  College  this  fall,  according  to 
an  announcement  today  by  Dr.  Jack 
S.  Wilkes,  president. 

Dr.  Lee,  who  holds  a  Ph.D  Degree 
from  the  University  of  Minnesota  will 
teach  in  the  Biology  Department  and 
will  hold  the  rank  of  full  professor. 

Dr.  Wilkes  said  Lee’s  appointment 
is  “significant”  because  of  his  excellent 
background  in  teaching  and  research 
in  his  field. 

Born  in  Honan  Province  in  China, 
Dr.  Lee  received  his  B.  S.  degree  from 
the  University  of  Shanghai  in  1941;  his 
M.  A.  Degree  from  George  Peabody 
College  in  1943  and  his  doctorate  from 
the  University  of  Minnesota  in  1947. 

His  teaching  career  includes  posi¬ 
tions  at  Oklahoma  Baptist  College,  the 
University  of  Minnesota,  Vanderbilt, 
and  the  University  of  Hawaii. 

He  is  a  member  of  the  American 
Society  of  Parasitologists,  the  American 
Society  for  Microbiology  and  the 
American  Society  of  Tropical  Medicine 
and  Hygiene. 

In  addition  to  his  academic  career, 
Dr.  Lee  has  been  active  in  community 
affairs,  having  served  as  Chairman  of 
the  Cancer  Society,  a  councilman  for 
the  Boy  Scouts  of  America,  and  a 
member  of  the  First  Baptist  Church 
in  Shawnee,  Oklahoma. 

His  appointment  at  Centenary  is  ef¬ 
fective  at  the  beginning  of  the  1967- 
68  term  in  September. 
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Letter  from  Florida 


Bishop  Aubrey  G.  Walton  has  referred  the  following  letter  to  us  for 
publication,  with  his  comment  that  in  this  day  when  many  reports  would 
have  us  believe  that  most  of  our  young  people  are  hippies  or  have  joined 
the  LSD  crowd,  it  is  most  gratifying  to  have  this  word  of  commendation 
concerning  a  group  of  our  young  people  from  the  Louisiana  Annual 
Conference. 

“FIRST  METHODIST  CHURCH 
116  King  Street 
St.  Augustine,  Florida  32084 
June  19,  1967 

Bishop  Aubrey  G.  Walton 
c/o  Methodist  Headquarters 
New  Orleans,  Louisiana 

Dear  Bishop  Walton:  ,  ,  ,  ... 

We  are  happy  to  report  that  we  have  recently  had  a  group  ol  43 
selected  young  people  from  the  Louisiana  Methodist  Conference  led  by 
the  Woman’s  Society  of  Christian  Service  and  Secretary  of  Missionary 
Personnel.  These  young  people  arrived  in  our  church  on  Tuesday,  June 
13th,  and  began  their  stay  here  by  presenting  an  inspirational  program  to 
the  monthly  meeting  of  our  local  W.S.C.S.  They  took  their  three  meals 
in  our  church  and  slept  in  their  sleeping  bags  or  cots  on  the  floor  of  our 
Educational  Building.  Their  leaders  were  Mr.  and  Mrs.  John  R.  Oldham 
from  Baton  Rouge. 

The  Honorable  Mayor  of  the  Nations  Oldest  City  came  to  our 
church  and  presented  a  very  valuable  medal  commemorating  the  400th 
Anniversary  of  the  founding  of  St.  Augustine  to  their  leaders.  We  have 
many  groups  to  come  to  our  church,  but  we  have  never  had  a  group 
of  young  people  who  were  better  disciplined  and  finer  in  their  cooperation. 

When  I  came  back  in  the  church  last  night  at  10  o’clock,  they  were 
in  the  sanctuary  engaged  in  a  worship  service,  led  by  the  Reverend  Bill 
Eubanks,  one  of  your  fine  pastors.  I  wish  you  could  have  been  in  our 
sanctuary  and  heard  the  wonderful  message  which  he  delivered. 

I  want  you  to  know  that  you  could  have  no  better  Public  Relations 
Group  out  representing  the  Louisiana  Conference  than  this  wonderful 
group  which  you  have  on  this  tour. 

Sincerely  yours, 

(Signed)  T.  Newton  Wise, 
Pastor” 
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COTTAGE  VACATIONS 


personal  attention  which  is  impossi¬ 
ble  to  get  in  any  public  school  system. 

Mrs.  Fairley  begins  early  in  the 
spring  to  recruit  teachers  and  craft 
persons  for  her  program.  This  year 
she  has  secured  the  services  of  Miss 
Linda  Merritt  and  Mrs.  Billie  Jean 
Shadoin  in  her  educational  program. 

The  craft  program  includes  knitting, 
ceramics,  sewing,  piano  and  guitar  les¬ 
sons,  basket  weaving  and  assorted 
other  crafts.  Last  year  some  of  the 
products  of  this  program  won  Parish 
Fair  recognition  and  awards  for  our 
youngsters.  We  are  proud  of  our  chil¬ 
dren  in  this  area  and  in  this  program 
which  does  so  much  to  fill  the  vacant 
hours. 

A  familiar  scene  last  summer  was 
a  form  bent  over  a  pair  of  knitting 
needles  or  another  stumbling  along  the 
walk  concentrating  on  a  “knit  1,  pearl 
2.”  The  boys  were  not  immune  to 
the  magic  of  knitting,  either. 

Helpers  in  this  summer  program  of 
crafts  are: 

Ceramics  —  Miss  Elizabeth  Bethea 
and  Mrs.  Billy  King;  Knitting — Mrs. 
H.  D.  Darby,  Mrs.  B.  E.  Holland, 
Mrs.  W.  B.  Temple,  and  Mrs.  R.  E. 
Storms;  Guitar  Lessons  —  David  B. 


Steere;  Piano  Lesson  —  Miss  Mary 
Tooke  and  Mrs.  Cleah  Henry;  Basket¬ 
weaving — Mrs.  Mae  Moon;  Sewing — 
Mrs.  C.  A.  Stuart;  General  Crafts  — 
Miss  Audrey  Chumley- 

STAFF  CHANGES 

Due  to  the  illness  of  Mr.  Ezell  some 
staff  changes  have  been  made.  They 
are: 

A)  Acting  Superintendent  and  Di¬ 
rector  of  Cottage  Life — Michael  K 
Lewis 

B)  Director  of  Casework  —  Lloyd 
E.  Holt 

C)  Maintenance  Supervisor — C.  A. 
Stuart 

The  entire  staff  has  been  most  help¬ 
ful  during  the  time  of  change  and 
it  is  deeply  appreciated.  In  the  words 
of  Mr.  Ezell,  “we  have  one  of  the 
finest  staffs  in  the  entire  country.”  To 
know  them  and  work  with  them  is  to 
appreciate  the  truth  of  this  statement. 

HOMECOMING 

On  Sunday,  June  11,  Homecoming 
for  alumni  of  the  Children’s  Home  was 
held.  Approximately  fifty  former  resi¬ 
dents  came  back  and  brought  their  hus¬ 
bands  and/or  wives  and  their  own 
children. 


Every  summer  each  of  our  seven 
cottages  take  a  group  vacation.  In  past 
years,  cottages  have  gone  deep  sea 
fishing,  to  the  mountains,  camping  out 
on  neighboring  lakes,  and  this  year 
the  favorite  spot  has  been  Six  Flags 
Over  Texas. 

The  high  school  boys  led  things  off 
this  year  by  going  to  Dallas  early  in 
June.  By  the  end  of  this  month,  all 
but  one  of  our  cottages  will  have  gone 
to  Six  Flags.  The  seventh  cottage  has 
decided  to  stick  to  camping  out  in 
various  places  in  Louisiana. 

The  vacations  are  financed  through 
the  thriftiness  of  the  residents  of  the 
cottage  plus  their  own  savings  through¬ 
out  the  year.  The  director  of  group 
activities  arranges  with  Methodist 
churches  along  the  way  to  provide  floor 
space  so  the  children  can  use  their 
sleeping  bags  at  night. 

All  the  groups  return  tired  but  hap¬ 
py  and  begin  saving  and  planning  for 
next  year’s  vacation. 

STAFF  ADDITIONS 

Three  long  months  face  children  and 
staff  alike  after  the  final  report  cards 
are  distributed  by  the  public  schools. 
For  several  days  the  new  found  free¬ 
dom  is  enjoyed  by  all — then  the  new 
wears  off  and  long,  bored  faces  ap¬ 
pear.  Groups  of  boys  and  girls  ap¬ 
pear  on  the  front  steps  of  cottages  and 
there  they  sit  for  hours.  To  combat 
this  boredom  and  its  results,  the  Home 
launches  full  schedule  of  recreational, 
educational,  and  craft  programs. 

Remedial  classes,  directed  by  our 
educational  consultant,  Mrs.  Bessie 


The  gardening  project  serves  two  pur¬ 
poses.  First,  the  older  boys  have  some¬ 
thing  to  do  to  fill  their  spare  time,  and 
second,  the  savings  in  food  budgets  can 
be  applied  on  summer  vacation  expenses 
for  the  children. 


The  Jonesboro  Jaycees  recently  treated 
the  children  to  a  free  afternoon  at  the 
carnival  they  were  sponsoring  in  Jones¬ 
boro. 


Memorial  gifts  to  Home  to  honor  loved  ones 


MRS.  BARAS  FOMBY 

by  Mrs .  Vida  B.  Campbell,  Castor,  La. 

MRS.  U.A .  HARVESTON 

by  Mr.  and  Mrs.  G.W.  Files,  Oak  Ridge,  La. 
THE  REV.  W.A.  MCCANN 

by  Mr.  and  Mrs .  G.W.  Files,  Oak  Ridge,  La. 
HOWARD  M.  ELDER 

By  Mr.  and  Mrs.  John  M.  Kirkland,  Shreveport 
G.M.  ANDERSON 

By  Mr.  and  Mrs.  John  M.  Kirkland,  Shreveport 
ALVA  DADO  RE  LEONE 

by  First  Methodist  Church,  Zwolle,  La. 

G.M.  ANDERSON 

by  M.R.  Gallion,  Shreveport 
W.F .  MANNING 

Mr.  and  Mrs.  G.W.  James,  Jr.,  Ruston,  La. 
G.M.  ANDERSON 

Mr.  and  Mrs.A.W.  Riggs  III,  Shreveport 
PATRICK  G.  HARE 

Miss  Maggie  Pitts  and  John  Pitts,  Belcher,  La. 
MRS.  T.R.  FOMBY 

by  Mr.  and  Mrs.  R.B.  Swain,  Cotton  Valley,  La. 
THOMAS  LOWE 

by  Mr.  and  Mrs.  J.P.  Comalander,  Shreveport 
G.M.  (JAKE)  ANDERSON 

by  Mr.  and  Mrs.  Tommy  Trawick,  Monroe,  La. 
J.W.  HOPKINS 

by  Miss  Lila  Hopkins,  Monroe,  La. 


C.W.  JOHNS 

by  Helen  Edgard,  Shreveport 
G.M.  ANDERSON 

Mr.  and  Mrs.  Curtis  Reese,  Shreveport 
LEILA  LINER 

by  DMA  Club  of  Trinity  Church,  Ruston 
THOMAS  A.  GLASS 

by  Mr.  and  Mrs  .  R.A.  Baker  andSusanelle 
Schoenbrodt,  Minden,  La. 

LOUISE  G.  RISER 

by  Annie  Laurie  Cook,  Ringgold,  La . 

CHARLES  C .  BEARD 

by  Mr.  and  Mrs.  Jeff  W.  Goza,  Tallulah,  La. 
KEITH  M .  PYBURN 

by  Mr.  and  Mrs.  T.A.  Bradford,  Jena,  La. 
by  Mr.  and  Mrs  .  Lawrence  H.  Gall,  Houston,  Tex. 
Mr.  and  Mrs.  J.W.  Hargrove,  Houston,  Tex. 
by  Mr.  and  Mrs  J.C.  Faulkner,  Shreveport 
by  Mr.  and  Mrs.  George  H.  Ewing,  Shreveport 
bv  Ben  T.  Johnson,  Shreveport 
by  Mr.  and  Mrs.  J.A.  O’Connor,  Jr.,  El  Dorado 
by  Mr.  and  Mrs  .  Karl  Stromsen,  Washington,  D.C. 
by  Mr.  and  Mrs.  Edward  M.  McManus,  Chillum, 

Md. 

by  Col.  J.  Nicholas  Dick,  Washington,  D.C. 
by  Sheila  and  David  Mann,  Washington,  D.C. 
by  Edward  Falck,  Washington,  D.C. 
by  Mayor  and  Mrs .  Clyde  E.  Fan  t,  Shreveport 


by  Norman  A.  Flan  ingam,  Washington,  D.C. 
by  the  Officers  and  Directors  of  Alconquin  Gas 
Transmission  Co.,  Boston,  Mass, 
by  Orville  S.  Carpenter,  Houston,  Tex. 

Mr.  and  Mrs.  W.C.  (Bill)  Price,  Jr.,  Shreveport 
by  Mr.  and  Mrs.  E.W.  Goetz,  Jr.,  Shreveport 
by  Walker  and  Walker  Architects,  Shreveport 
by  La  Societe  Des  40  Hommes  et  8  Chevaux, 
Voiture  Locale  No.  137,  Shreveport 
by  Mr.  and  Mrs.  Gordon  M.  Carr,  Shreveport 
by  Fred  L.  Looney,  Shreveport 
by  Mr.  and  Mrs .  John  W.  Flournoy,  Jr., 

Shrevepar  t 

by  Miss  Annie  Lee  Anders  and  sisters,  Shreveport 
by  C.  William  Cooper,  Pittsburgh,  Pa. 
by  Irvin  A.  Hoff,  Washington,  D.C. 
by  Harry  Trainor,  Silver  Springs,  Md. 
by  the  law  offices  of  Gallagher,  Connor  and 
Boland,  Washington,  D.C. 
by  Mr.  and  Mrs.  Archibald  D.  Mclnally, 
Washington,  D.C. 
by  John  U.  Norfleet,  Shreveport 
by  J.S.  McBride,  Ruston,  La. 
by  Herbert  J.  Frensley,  Houston,  Tex. 
by  Edward  S.  Kirby,  Upper  Montclair,  N.J. 
by  Brown  and  Root,  Inc.,  Houston,  Tex. 
by  Mr.  and  Mrs.  Ed  Parkes,  Shreveport 

(Continued  in  next  issue) 


Featured  in  the  crafts  program  at  the 
Home  this  summer  is  a  course  in  ceramics 
making  and  finishing. 


Summer  assistants  on  the 
staff  at  the  Home  are 
Mike  O’ Rear,  left,  and 
Judy  Greer. 


SUPERINTENDENT  CONTINUES 


TO  IMPROVE 

On  May  20,  1967,  the  Rev.  Harry 
Ezell  suffered  a  heart  attack.  Since 
that  time  he  has  been  in  the  hospital. 
Now,  he  is  at  home  but  his  doctors 
have  ordered  him  not  to  receive  visi¬ 
tors  or  telephone  calls.  On  the  advice 
of  his  doctors,  Mr.  Ezell  has  arranged 
to  take  a  lengthy  vacation  this  year. 

His  improvement  is  continuing  and 
we  hope  he  will  soon  be  back  in  the 
office  in  the  “pink  of  health”  and  once 
again  directing  our  work. 


Fairley,  begin  at  9:30  and  end  at  11:30 
each  morning.  Children  from  disturbed 
backgrounds  often  have  difficulty  in 
competing  in  a  normal  classroom  sit¬ 
uation.  Programs  in  reading  and  arith¬ 
metic  are  set  up  by  Mrs.  Fairley,  and 
children  who  need  the  extra  study  are 
enrolled.  This  program  is  designed  to 
supplement  the  excellent  educational 
program  of  the  Ruston  schools.  Here 
at  the  Home,  the  children  get  the 
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Cynn-Young  Ahn 


“Go  and  sell!” 

That  is  the  advice  that  Methodist 
literacy  leaders  from  four  countries  say 
they  are  going  to  put  into  effect  as 
they  return  to  their  work,  following 
a  month-long  International  Publishers’ 
Seminar  in  New  York,  sponsored  by 
the  National  Council  of  Churches’ 
World  Literacy  and  Christian  Liter¬ 
ature  Committee,  popularly  known  as 
Lit-Lit. 

The  workshop  brought  together  20 
persons  involved  in  publishing  in  10 
nations  to  deal  with  the  fundamental 
question  of  providing  reading  matter 
for  the  new  literates  around  the  world. 

In  an  interview,  four  of  the  Meth¬ 
odists  attending  the  workshop  admit¬ 
ted  that  often  selling  is  something  they 
don’t  do.  “We  often  wait,”  said  Mr. 
Cynn-Young  Ahn,  of  Seoul,  Korea, 
“for  the  people  to  come  to  us.  We  must 
go  to  them  and  sell!”  In  Korea,  he 
added,  a  merchant  has  always  been 
“considered  very  low.” 

Mr.  Ahn,  who  has  served  as  gen¬ 
eral  secretary  of  the  Methodist  Church 
in  Korea,  plans  to  publish  popular 
books  when  he  returns  to  Korea. 

He  said  there  are  two  “levels”  of 
reading  matter  published  in  Korea — 
the  technical  and  advanced  books  for 
those  with  university  education,  and 
the  simple  publications  for  those  with 
little  education.  The  top  level  books 
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The  Rev.  Derrick  Cuthbert 


Peter  Naidu 


more  for  those  outside  the  church. 
After  all,  we  must  move  out,  not  just 
look  at  the  little  group  in  the  church.” 
Books  from  the  commission  are  dis¬ 
tributed  all  over  South  America  and 
in  Mexico  and  Spain.  There  is  a  great 
need,  he  said,  for  more  books  for 
children. 

Mr.  Peter  Naidu  of  Calcutta,  India, 
is  an  active  member  of  the  Thobum 
Methodist  Church  in  Calcutta,  and 
managing  director  of  Standard  Litera¬ 
ture  Company,  which  has  been  dis¬ 
tributing  books  for  more  than  60  years. 

He  underlined  the  need  for  better 
distribution  of  all  published  material, 
citing  a  case  in  Calcutta  where  beauti¬ 
ful  books  were  available — on  the  fifth 
floor.  “No  one,”  he  continued,  “is  go¬ 
ing  to  climb  a  hundred  steps.  We  must 
go  outside,  down  on  the  street  with 
our  books.”  His  firm  distributes  tech¬ 
nical  and  reference  books  and  chil¬ 
dren’s  books. 

The  workshop  marked  the  twenty- 
fifth  anniversary  of  Lit-Lit,  which  is 
made  up  of  28  mission  boards  and 
agencies  in  the  United  States  and  Can¬ 
ada  and  has  literacy  projects  in  66 
countries.  It  also  helps  support  32 
Christian  magazines  and  newspapers. 
Those  attending  the  workshop  came 
from  India,  Egypt,  Korea,  Indonesia, 
Argentina,  Japan,  Nigeria,  Tanzania, 
South  Africa,  Mexico  and  Hong  Kong. 


Reading  for  pleasure  or  for  ideas  is 
not  usually  done.  The  problem  is  fur¬ 
ther  complicated,  he  said,  by  the  many 
languages  and  the  great  poverty,  es¬ 
pecially  among  rural  Africans. 

Mr.  Cuthbert  is  working  on  the  pub¬ 
lication  of  Africa  Sunday  School  Cur¬ 
riculum  booklets  for  children,  in  13 
languages.  This  is  being  done  coopera¬ 
tively,  he  said,  adding  that  in  South 
Africa,  as  everywhere,  the  climate  is 
changing  and  more  and  more  work  is 
done  cooperatively  instead  of  separ¬ 
ately. 

In  Argentina,  Mr.  Alberto  Franco- 
Diaz  is  executive  secretary  of  the  in¬ 
ter-denominational  River  Plate  Chris¬ 
tian  Literature  Commission  in  Buenos 
Aires.  His  group  publishes  religious 
books  for  those  already  in  the  church, 
and  for  people  outside  the  church. 

“We  hope,”  he  said,  “to  do  much 


are  sold  easily,  but  one  difficulty  with 
the  simpler  literature  is  that  those  who 
want  the  books  do  not  have  enough 
money  to  pay  for  them,  even  though 
the  cost  is  held  down  by  publishing 
subsidies.  Paper  must  be  imported  into 
Korea  and  this  drives  up  costs,  Mr. 
Ahn  said. 

The  problem  is  somewhat  different 
in  South  Africa,  according  to  the  Rev. 
Derrick  Cuthbert,  a  pastor  of  the  Brit- 
ishh  Methodist  Church,  who  has  been 
working  for  19  years  improving  pub¬ 
lishing  and  translation  ventures  in 
South  Africa. 

While  in  Korea,  he  said,  there  is  a 
tradition  of  learning  and  reading,  for 
the  sake  of  ideas,  this  is  not  true  in 
South  Africa.  There,  he  pointed  out, 
most  Africans  only  read  for  a  specific 
purpose — to  pass  an  examination,  or 
to  learn  how  to  do  a  specific  job. 


************ 


■i t********************************* 


**************************** 


METHODIST  GIVING  FOR 
NATIONAL  AND  WORLDWIDE 
CAUSES  LESS  THAN  YEAR  AGO 


EVANSTON,  Ill.  (MI) — Methodists 
gave  $35,230,243  during  the  1966-67 
fiscal  year  to  carry  on  the  national  and 
world-wide  programs  of  their  denom¬ 
ination,  it  was  announced  here  June 
12. 

According  to  Dr.  Don  A.  Cooke, 
general  treasurer  of  The  Methodist 
Church,  the  total  for  the  fiscal  year 
ending  May  31,  is  $397,488  less  than 
a  year  ago,  or  a  decrease  of  1.12  per¬ 
cent. 

Included  in  the  total  is  $17,635,290 
for  World  Service,  the  church’s  basic 
benevolence  fund,  and  $743,806  for 
the  relief  of  suffering  in  the  India  food 
shortage.  The  latter  fund  now  stands 
at  $1,169,651  during  a  two-year  col¬ 


lection  period. 

The  $17,635,290  for  World  Service 
is  approximately  98  percent  of  the  an¬ 
nual  goal  of  $18,000,000  and  is  a  de¬ 
crease  of  about  $24,000  over  a  year 
ago.  In  the  report  as  a  whole,  increases 
were  shown  in  six  categories  of  reg¬ 
ular  benevolence  and  administrative 
funds  and  decreases  were  reported  in 
seven  categories  of  benevolence  funds. 

In  making  the  report  Dr.  Cooke 
noted  that  the  totals  are  for  only  the 
national  and  world-wide  programs  of 
Methodism  and  do  not  include  sums 
given  for  local  church  or  annual  con¬ 
ference  expenses  and  programs.  This 
grand  total  of  all  Methodist  giving  will 
not  be  available  for  some  months  yet. 


The  complete  benevolence  report 
shows: 

World  Service — $17,635,290,  down 
.13  percent; 

World  Missions  Advance  Specials — 
$7,855,637,  down  1.59  percent; 

National  Missions  Advance  Specials 
— $1,882,867,  down  2.99  percent; 

Overseas  Relief  Advance  Specials — 
$798,434,  up  6.57  percent; 

One  Great  Hour  of  Sharing — $731,- 
877,  down  4.85  percent; 

Fellowship  of  Suffering  and  Service 
—$869,232,  down  4.42  percent; 

Television-Radio  Ministry  —  $300,- 
911,  down  3.41  percent; 

World  Service  Specials — $118,389, 
up  16.33  percent; 


Temporary  General  Aid — $284,228, 
up  3.16  percent; 

Racial  Witness  Relief  —  $6,705, 
down  64.48  percent; 

Emergency  Help  for  India — $743,- 
806  ($425,844  reported  a  year  ago  irt 
first  month  of  collections). 

★  ★  ★ 

The  complete  administrative  funds 
report  shows: 

Episcopal  Fund  —  $2,376,285,  up 
3.33  percent; 

General  Administration  —  $  1 ,050,- 
794,  up  .79  percent; 

Interdenominational  Cooperation  — 
$575,782,  up  .98  percent. 


PAGE  FOURTEEN 


JUNE  29,  1967 


from  page  three 

Church  school  material 

Christian  Action  for  young  adults  — 
and  Basic  Christian  Books  and  Ad¬ 
vanced  Study  Books. 

All  Methodist  church  school  pub¬ 
lications  are  prepared  and  edited  by 
the  Editorial  Division  of  the  Method¬ 
ist  Board  of  Education  and  published 
by  The  Methodist  Publishing  House. 

The  new  curriculum  plans  have  been 
made  jointly  with  representatives  of 
the  Evangelical  United  Brethren 
Church,  with  which  The  Methodist 
Church  will  unite  if  the  plan  of  union 
is  ratified  by  annual  conferences  now 
voting. 

t 

from  page  ten 
British  scene 

of  battle  is  one  thing,  but  the  mental 
picture  of  those  defeated  soldiers 
breathing  their  last  in  lonely  suffering 
just  because  they  could  not  get  a  drink 
of  water  makes  us  realise  that  we  sim¬ 
ply  must  find  ways  of  settling  the 
world’s  differences  in  conference  and 
negotiation. 

In  the  meantime  Vietnam  continues 
to  swallow  young  lives  at  an  appalling 
rate.  No  prayer  is  more  important  than 
your  prayer  for  the  peace  of  the  world 

in  these  summer  days. 

*  *  * 

LAST  WORD 

The  War  which  will  end  war  will 
hot  be  fought  with  guns. 

t 


CHURCH  PEWS 
FOR  SALE 

Twenty-four  church  pews 
— 12  feet  long, 

One  pulpit 

One  communion  table 
May  be  seen  at  First  Methodist 
Church,  Berryville,  Ark. 

Cost  $650. 

Contact: 

Central  Manufacturing  Co. 

P.  0.  Box  695 
North  Little  Rock,  Ark. 

(Also  have  available  24  church 
pews — fifteen  feet  long,  excel¬ 
lent  condition.  Cost  $3.25  per 
foot.) 


Jn  Mmoriam 


The  Rev.  A.  0.  Graydon 

The  Rev.  A.  O.  Graydon,  former 
member  of  the  Little  Rock  Annual 
Conference,  died  January  31,  1967 
at  Lubbock,  Tex. 

He  received  two  degrees  from  Hen¬ 
derson-Brown  College,  Arkadelphia, 
Ark.,  in  1908,  and  was  admitted  to  the 
Little  Rock  Conference  in  1910.  He 
was  appointed  first  to  Capitol  View 
Methodist  Church,  Little  Rock. 

In  1919  he  transferred  to  the  North¬ 
west  Texas  Conference  and  served  as 
an  active  member  there  until  1949.  He 
served  as  a  retired  supply  pastor  in 
that  conference  for  some  years  after 
that. 

He  is  survived  by  his  wife,  the  form¬ 
er  Miss  Mamie  Black  of  Thornton, 
Ark.,  and  two  children  and  two  foster 
daughters. 

t 

The  Rev.  Linley  E.  Vowell 

The  Rev.  Linley  E.  Vowell,  a  native 
of  Rector,  Ark.,  and  a  former  mem¬ 
ber  of  the  North  Arkansas  Conference 
and  a  Methodist  minister  for  41  years, 
died  recently  in  Blooming  Grove,  Tex. 
where  he  was  the  pastor  of  the  First 
Methodist  Church. 

He  was  a  graduate  of  Arkansas 
State  College,  Jonesboro,  and  attend¬ 
ed  Perkins  School  of  Theology. 

In  Arkansas,  he  had  served  as  pas¬ 
tor  at  Bard,  Brookland,  Kaiser  and 
Gosnell-Half  Moon.  In  Texas  he  served 
as  pastor  at  Ector,  Whitewright,  Wich¬ 
ita  Falls,  Frisco,  Sulphur  Springs, 
Archer  City,  Wylie,  Stevens  Park,  Dal¬ 
las,  and  Prairie  Heights  Church, 
Grand  Prairie. 

He  is  survived  by  his  wife,  a  son, 
Joe  Lynn  Vowell  of  Beesville,  Tex., 
a  daughter,  Mrs.  M.  G.  Smith  of  Hous¬ 
ton,  five  sisters,  and  seven  grand¬ 
children. 

t 

John  V.  Major 

Funeral  services  were  held  at  First 
Methodist  Church,  Conway,  Satur¬ 
day,  June  24,  for  John  Victor  (Jack) 
Major,  54,  of  Pontiac,  Mich.  He  was 
a  brother  of  the  Rev.  James  E.  Major, 
vice  president  of  Hendrix  College. 

He  was  a  professional  pianist.  He  at¬ 
tended  public  schools  in  Conway  and 
Little  Rock  and  the  University  of  Ok¬ 
lahoma.  He  was  a  veteran  of  World 


LIMITED  NUMBER  OF  RESERVATIONS  STILL  AVAILABLE! 


Special  Arkansas  Methodist 
1967  Tour  Of  Europe 


PLUS  SCANDINAVIAN  COUNTRIES 
7  COUNTRIES  22  DAYS 

NORWAY,  SWEDEN,  DENMARK,  GERMANY, 
SWITZERLAND,  FRANCE,  HOLLAND 

Departing  August  7,  1967 
REV.  DAVID  M.  HANKINS,  JR. 
Coordinating  Tour  Host 


Wesley  Foundation,  318  North  11th  St. 
Arkadelphia,  Arkansas  71923  Ph.  CHapel  6-6731 


All  Inclusive  $889.24 


Low  Price 


LITTLE  ROCK  TO  LITTLE  ROCK 


War  II  and  a  member  of  the  Meth¬ 
odist  Church. 

Other  survivors  include  a  brother, 
Robert  A.  Major  of  North  Little  Rock; 
and  three  sisters,  Mrs.  Harold  Kendrick 
of  Michigan,  Mrs.  John  Cole  of  Brink- 
ley,  Ark.,  and  Mrs.  George  D.  Chance 
of  Benton,  Ark. 

t 

METHODIST  CHAPLAIN 
DIES  IN  VIETNAM 

WASHINGTON,  D.C.  —  Army 
Chaplain  Ambrosio  S.  Grandea,  34, 
died  June  13  in  the  Philippines  of 
wounds  sustained  in  Vietnam. 

Chaplain  (Maj.)  Grandea,  member 
of  Baltimore  Methodist  Conference, 
succumbed  in  an  Air  Force  hospital, 
not  far  from  Corregidor  where  he  was 
bom.  He  was  the  first  Methodist  chap¬ 
lain  to  die  in  Vietnam. 

He  was  wounded  in  the  legs  June 
4  while  conducting  religious  services 
in  the  field  at  Chu  Lai,  where  he  served 
with  the  25th  Division. 

Grandea  came  to  the  U.S.  with  his 
parents  in  1950  and  became  a  citizen 
in  1957.  He  graduated  from  Western 
Maryland  College  in  1953  and  from 


Boston  University  School  of  Theology 
in  1957  and  was  ordained  an  elder  in 
1958.  While  taking  post-graduate  work 
at  Boston  he  served  a  pastorate  at 
North  Charlestown-West  Unity  in  New 
Hampshire.  His  quarterly  conference 
membership  was  at  North  Avenue 
Church  in  Baltimore. 

Entering  the  Army  in  1960,  Gran¬ 
dea  served  in  Germany  and  at  Ft. 
Campbell,  Ky.,  before  going  to  Viet¬ 
nam  in  late  1966. 

First  word  of  his  injury  came  to  the 
Methodist  Commission  on  Chaplains 
here  from  a  fellow  chaplain,  Harold 
Jeffers  with  the  Marines,  who  wrote 
that  Grandea  was  “a  highly  respected 
chaplain,  greatly  loved  by  the  men  he 
serves.” 

Services  were  held  June  20  at  Ft. 
Meade  and  burial  made  in  Arlington 
National  Cemetery. 

Survivors  include  the  widow,  Jacinta, 
a  nursing  teacher  in  Baltimore’s  Mary¬ 
land  General  Hospital,  to  whom  he  was 
married  in  1957,  and  the  parents,  Mr. 
and  Mrs.  Andres  G.  Grandea  of 
Catonsville,  Md.  The  father  is  a  Meth¬ 
odist  local  preacher  in  Wesley  Me¬ 
morial  Church. 
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“Freedom  must  be  at  all  times 
defended,  because  it  is  at  all  times 
besieged.  Not  all  of  us  are  called  to 
fight  on  the  battlefield.  Many  of 
us  must,  quietly  and  firmly,  do 
what  we  can  and  all  that  we  must, 
here  at  home.  Buying  Bonds, 
regularly,  is  as  important  to  this 
nation  in  the  long  reach  of  history 
as  almost  anything  we  can  do.” 


When  you  buy  U.S.  Savings 
Bonds  regularly— through 
Payroll  Savings  where  you 
work  or  Bond -a -Month 
where  you  bank— you  are  also 
entitled  to  purchase 
new  Freedom  Shares. 
Freedom  Shares  are 
short-term  Savings  Notes. 
They  pay  a  higher  return 
than  Savings  Bonds  (4.74% 
when  held  to  maturity 
in  4%  years),  may  be  bought 
one-for-one  with  Bonds 
in  four  denominations,  and 
are  redeemable  after 
one  year.  You  will  find 
complete  information 
where  you  work  or  bank. 

President  Johnson  displays 
the  first  Freedom  Share. 


Do  your  share. 

Sign  up  for  U.  S.  Savings  Bonds, 
®  new  Freedom  Shares. 

The  U.S.  Government  does  not  p ay  for  this  advertisement.  It  is  presented  as  a  public 
n/S?  service  in  cooperation  with  the  Treasury  Department  and  The  Advertising  Council. 
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Tri-District  Camps 
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The  Rev.  Milton  Guttierrez  and  group  enjoy 
games.  Thirty-two  youths  attended  Tri-District 
Youth  Camp  held  at  Camp  Brewer. 

Dr.  Ben  R.  Oliphint  (right),  was  dean  of  the 
camp  which  included  Lake  Charles,  Lafayette, 
and  Alexandria  Districts.  Here  he  enjoys  a 
game  of  ping  pong  with  staff  member  Guttierrez. 

^ . ^ 

The  Rev.  John  F.  Kilpatrick,  Alexandria  Dis¬ 
trict  superintendent — and  staff  member — 
entertains  group  with  ukelele. 

M.MX.il****  +  V-***+**  +  *  +  *** 
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ABOVE:  Alexandria,  La¬ 

fayette,  Lake  Charles  Tri- 
District  Camp  for  Older 
Adults  was  held  at  Camp 
Brewer,  June  13-  15.  Dr. 
Jolly  B.  Harper  was  direc¬ 
tor. 


*■  *  *  *  * 


RIGHT:  Mrs.  Eleanor  Bing¬ 
ham  directed  the  Ruston 
District  Senior  High  Camp 
held  at  the  Methodist  Camp 
at  Caney  Lake  near  Minden, 
June  9  through  16.  The 
theme:  "Experiencing  the 

Word”.  A  "Meals  for  Mil¬ 
lions”  mission  project  dur¬ 
ing  the  camp  period  netted 

$15. 
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Methodist-EUB  merger 
is  now  assured  statistically 


World  missionary 
leaders  to  appear  on 
conference  program 

OKLAHOMA  CITY  —  A  feature 
of  the  forthcoming  South  Central 
Missionary  Conference  at  Mt.  Se¬ 
quoyah,  July  31-August  3,  will  be  the 
“Windows  on  the  World”  program. 
This  will  give  the  more  than  300  at¬ 
tendants  at  the  Annual  Conference  op¬ 
portunity  to  meet,  personally,  mission¬ 
ary  leaders  from  around  the  world. 

Among  those  who  are  featured  in 
the  program  are  Dr.  Hans  Aurbakken, 
recently  returned  from  his  work  in 
North  Africa,  now  associated  with  the 
long-range  program  of  the  Board  of 
Missions;  Miss  Vivian  Otto,  recently 
returned  from  Rhodesia;  Dr.  J.  Harry 
Haines,  newly  elected  leader  of  the 
Methodist  Committee  for  Overseas  Re¬ 
lief;  Dr.  Howard  T.  Brinton,  formerly 
from  the  Congo;  Dr.  Howard  Huff  of 
Japan,  and  now  with  Phillips  Univer¬ 
sity  in  Enid,  Okla. 

Other  missionary  leadership  who 
will  be  present  and  participate  in  the 
“Windows  on  the  World”  program  will 
be  Dr.  Donald  E.  Redmond  of  Texas; 
Dr.  Alfredo  Nanez,  president  of  the 
Lydia  Patterson  Institute  in  El  Paso; 
Dr.  Dennis  R.  Fletcher  of  the  National 
Division  of  the  Board  of  Missions;  Dr. 
D.  D.  Etchieson,  superintendent  of  the 
Indian  Mission  Conference;  the  Rev. 
Lindy  B.  Waters,  native  American  In¬ 
dian  pastor;  Miss  Dorothy  Barnette 
and  Dr.  Donald  E.  Struchen  of  the 
staff  of  the  Board  of  Missions. 

Bishop  W.  Kenneth  Pope  of  the 
Dallas-Fort  Worth  Area,  recently  re¬ 
turned  from  a  visitation  to  Methodist 
mission  stations  in  African,  will  give 
the  keynote  address  at  the  opening 
session  of  the  Conference  on  Monday 
evening,  July  31,  will  take  part  in  the 
“Windows  on  the  World”  program,  and 
close  the  Conference  with  the  Service 
of  Holy  Communion  on  Thursday,  Au¬ 
gust  3. 

A  new  feature  of  the  Missionary 
Conference  will  be  courses  for  accredi¬ 
tation  to  teach  the  church-wide  study 
courses  for  the  next  year. 

Please  turn  to  page  4 

Brother  of  Earl 
Emmerich  passes  away 

C.  O.  Emmerich,  Sr,  65,  director  of 
the  anti-poverty  agency  in  Atlanta,  Ga., 
and  brother  of  the  Rev.  Earl  Em¬ 
merich,  associate  director  of  the  Lou¬ 
isiana  Area  Council,  died  in  Atlanta, 
June  27,  of  a  heart  attack. 

He  had  directed  Economic  Oppor¬ 
tunity  Atlanta,  the  agency  which  ad¬ 
ministers  the  federal  antipoverty  pro¬ 
gram,  since  1964.  Prior  to  that  time 
he  had  served  as  chairman  of  the  De- 
Kalb  County  Commission.  He  was  first 
elected  to  the  commission  in  1960. 

A  native  of  McCornb,  Miss.,  he  was 
a  graduate  of  Mississippi  State  Uni¬ 
versity  and  moved  to  Atlanta  in  1942. 

Other  survivors  include  his  widow, 
a  son,  C.  O.  Emmerich,  Jr.,  two  daugh¬ 
ters,  Mrs.  Loraine  Johnson  of  Atlanta 
and  Mrs.  Leon  Eacher  of  Lafayette, 
La.,  and  one  other  brother,  J.  O.  Em¬ 
merich,  Sr.,  editor  of  the  McCornb, 
Miss.  Enterprise-Journal. 


DAYTON,  Ohio  —  Union  of  The 
Methodist  Church  and  The  Evangelical 
United  Bethren  Church  is  now  a  sta¬ 
tistical  certainty. 

Approval  of  the  Plan  of  Union  of 
the  two  denominations  was  announced 
here  June  26,  following  the  decisive 
vote  cast  by  the  EUB  church’s  Ohio 
Sandusky  Conference,  meeting  at  St. 
Marys,  Ohio. 

The  announcement  of  the  approval 
of  the  Plan  was  made  jointly  by  the 
Rev.  Dr.  Paul  Washburn  of  Dayton, 

Bishop  Stowe 
keynote  speaker  for 
Evangelism  Conference 

OKLAHOMA  CITY  — Bishop  W. 
McFerrin  Stowe  of  the  Kansas  Area, 
Dr.  Kermit  Long,  General  Secretary 
of  the  General  Board  of  Evangelism, 
Nashville,  Tenn.,  and  Mrs.  Kermit 
Long,  are  among  the  distinguished 
leaders  who  will  participate  in  the 
South  Central  Jurisdictional  Confer¬ 
ence  on  Evangelism  at  Mt.  Sequoyah, 
Fayetteville,  Ark.,  July  24-27. 

Bishop  Stowe  will  be  the  Conference 
Preacher,  Dr.  Long  will  give  the  key¬ 
note  address  and  conduct  one  of  the 


executive  director  of  the  EUB  Com¬ 
mission  on  Church  Union,  and  Dr. 
Charles  C.  Parlin  of  New  York,  sec¬ 
retary  of  the  Methodist  Commission 
on  Union. 

Bishops  of  the  two  denominations 
will  make  an  official  check  and  audit 
of  the  vote  and  issue  a  formal  an¬ 
nouncement  later,  according  to  church 
custom,  but  the  outcome  is  now  defi¬ 
nitely  decided. 

The  new  denomination,  to  be 
known  as  The  United  Methodist 
Church,  will  be  formally  constituted 
at  a  Uniting  Conference  of  the  two 
bodies  in  Dallas,  Texas,  April  21 -May 
4,  1968. 

The  Evangelical  United  Brethren 
Church  and  The  Methodist  Church 
have  a  common  background  and  the¬ 
ology  and  very  similar  church  policy 
and  administration. 

Approval  of  the  Plan  of  Union  of 
the  two  denominations  was  voted  last 
November  at  simultaneous  meetings  of 
the  General  Conferences  but  the  Plan 
required  ratification  of  two-thirds  of 
the  aggregate  vote  in  the  annual  (re¬ 
gional)  conferences  of  each  denomina¬ 
tion. 

The  decisive  action  of  the  Ohio  San¬ 
dusky  Conference  brought  the  affirma¬ 
tive  vote  on  the  EUB  side  up  to  3,714 


Briefing  Conference 
on  Social  Concerns 

OKLAHOMA  CITY.  June  9,  1967 
— “The  Local  Church — -Creator  of  So¬ 
cial  Change”  is  the  theme  for  the  South 
Central  Regional  Briefing  Conference 
on  Christian  Social  Concerns  to  be 
held  at  Western  Methodist  Assembly, 
Fayetteville,  Arkansas,  July  21-23, 
1967. 

Dr.  Jolly  B.  Harper,  pastor  of  the 
First  Methodist  Church  in  Natchi¬ 
toches,  Louisiana,  will  be  leader  in 
the  section  “The  Place  of  Church  Peo¬ 
ple  in  the  Solving  of  Alcohol  Prob¬ 
lems.”  Bishop  Paul  V.  Galloway  of  the 
Arkansas  Area  will  conduct  the  clos¬ 
ing  worship  service  on  Sunday  morn¬ 
ing. 

The  Briefing  Conference  will  be  at¬ 
tended  by  Leaders  in  Social  Concerns, 
Ministers,  Chairmen  of  local  church 
commiss/ons  and  Jurisdictional  Lead¬ 
ers  from  the  eight  states  of  the  South 
Central  Jurisdiction  and  the  Southwest¬ 
ern  Area  of  the  Central  Jurisdiction, 
t 

Matheny  leader 
in  Workshop  for 
Commission  Chairmen 

OKLAHOMA  CITY — An  outstand¬ 
ing  weekend  Workshop  for  Local 
Church  Commission  Chairmen,  and 
members  of  the  local  membership  and 
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H.  H.  Land  is  the  architect  for  the  new  First  Methodist  Church,  Monroe,  now  moving  rapidly  along 
in  construction  Being  built  on  a  7  '2  acre  site  on  Loop  Road  facing  Bayou  DiSiard,  the  first  phase 
to  be  completed  will  include  Fellowship  Hall,  Youth  Building  and  Educational  Building  This 
phase  will  cost  approximately  $638,000.  The  contractor  is  Breck  Construction  Co.  and  the  pas¬ 
tor  is  the  Rev.  George  Harbuck.  '  r 


Qdiio/tiaH 

STEWARDSHIP  OF  CHURCH  PROPERTY 

AS  NUMEROUS  groups  within  the  Church 
continue  to  turn  their  energies  toward  a  re¬ 
-examination  of  the  mission  of  the  Church  in 
our  time  one  of  the  concerns  that  is  drawing  an 
increasing  amount  of  attention  is  the  place  the 
church  building  plays  in  a  Church  in  mission.  There 
seems  to  be  no  argument  with  the  fact  that  the 
stewardship  of  church  property  requires  that  we 
take  a  long  look  at  how  well  we  are  utilizing  that 
share  of  God’s  money  which  we  have  invested  in 
physical  property.  In  September,  a  great  national 
gathering  in  New  York  will  spend  several  days 
discussing  church  architecture,  and  we  feel  sure 
that  the  philosophy  of  the  church  building  will  be 
vigorously  discussed  there. 

As  we  have  sought  to  redefine  the  Church  we 
have  found  that  some  people  more  quickly  char¬ 
acterize  the  structure  as  the  Church  than  think  of 
it  in  terms  of  the  people  who  make  it  up.  In  such 
thinking  as  long  as  a  building  stands  on  a  sacred 
spot  it  is  a  Church  whether  it  reaches  any  people 
or  not.  This  we  have  seen  both  in  urban  centers 
where  populations  are  shifting  and  in  the  rural 
setting  where  the  building  may  be  serving  no  func¬ 
tion  beyond  that  of  being  a  “front”  for  a  cemetery. 

This  same  misconception  of  the  building  as  the 
Church  is  illustrated  by  our  technical  use  of  the 
term  “church  extension”  in  The  Methodist  Church. 
We  have  come  to  think  of  it  almost  exclusively  as 
a  program  of  building  church  buildings  instead  of 
establishing  new  congregations  and  finding  new 
people  to  create  a  need  for  a  building  to  house 
their  spiritual  activities.  Often  we  find  that  a  new¬ 
ly  organized  congregation  may  be  caught  up  in  a 
challenging  program  of  ministry  and  witness,  but 
until  it  is  housed  in  a  structure  of  its  own  it 
fails  to  have  full  status  as  a  Church. 

A  second  aspect  of  this  phase  of  our  steward¬ 
ship  concerns  the  uses  to  which  the  building  is  put. 
When  we  consider  the  tremendous  investment  in 
some  of  our  church  buildings,  it  seems  poor  stew¬ 
ardship  to  allow  them  to  remain  unused  a  great 
portion  of  the  time.  In  some  instances  there  is  a 
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personal  attachment  of  some  members  for  the 
building  as  they  have  always  known  it  that  borders 
on  neurosis.  Let  some  activity  be  proposed  for  the 
Church  that  is  greatly  different  from  that  which 
has  been  there  for  generations  and  some  will  look 
upon  it  as  an  “unpardonable  sin.”  Many  of  you 
remember  that  dramatic  scene  in  the  motion  pic¬ 
ture  “A  Man  Called  Peter,”  when  the  member  saw 
war-time  recreational  activities  for  service  men  be¬ 
ing  conducted  for  the  first  time  and  she  resolved 
that  the  minister  who  would  allow  that  had  to  go 
regardless  of  his  capabilities  and  effectiveness.  The 
city  church — and  more  especially  the  inner-city 
church — is  fighting  this  battle  again  and  again  as 
wise  ministers  and  laymen  see  the  spiritual  wis¬ 
dom  of  devoting  part  of  the  building  dedicated  to 
God  to  needs  of  his  children  that  did  not  seem  so 
apparent  a  generation  ago. 

Still  another  side  of  this  matter  concerns  the 
tendency  of  some  to  think  that  when  the  building 
has  been  erected  and  dedicated  to  God  that  it  be¬ 
comes  his  home  and  that  he  cannot  be  thought 
of  as  being  active  anywhere  except  there.  This  is 
a  carryover  from  a  primitive  understanding  which 
led  the  Hebrews  to  believe  that  once  they  had  a 
temple  in  Jerusalem  this  was  the  only  locale  in 
which  they  could  think  of  his  being  at  work.  Dr. 
Harvey  Cox  has  pointed  out  that  the  early  He¬ 
brews  had  a  greater  sense  of  vitality  and  more  pro¬ 
found  insight  into  the  activity  and  nature  of  God 
during  their  nomadic  experience  than  when  they 
became  a  settled  community  and  built  a  house 
for  God. 

We  were  interested  a  few  days  ago  to  see  the 
architects’  drawing  for  a  new  church  building  on 
the  east  side  of  New  York.  First,  it  was  a  unique 
departure  in  architecture,  but  beyond  that  we  read 
in  the  caption  that  “four  storefront  churches  in 
the  East  Harlem  Protestant  Parish  had  come  to¬ 
gether  for  the  construction  of  their  own  church 
building.”  (Incidentally,  there  are  more 
than  400  storefront  churches  on  New  York’s  East 
Side.)  We  have  a  feeling  the  report  will  be  positive, 
because,  despite  all  the  dangers  we  have  indicated 
concerning  an  inadequate  concept  of  the  church 
building,  there  is  still  a  place  for  beauty  and  aids 
to  worship  that  can  only  be  found  in  a  well-planned 
church  plant.  For,  you  see,  like  so  many  other 
aspects  of  church  life  that  are  being  scrutinized 
these  days,  the  caricature  of  a  false  worship  of  the 
church  structure  is  not  the  true  portrait.  Just  as 
there  are  some  who  would  end  all  institutionalized 
religion  because  they  have  found  some  weaknesses 
in  the  institution,  so  there  are  those  who  would 
put  an  end  to  all  church  building  because  some 
structures  are  not  being  wisely  used.  Neither  posi¬ 
tion  is  logical  or  Christian — there  is  a  place  for 
both  structure  and  institution,  but  every  genera¬ 
tion  must  take  a  long  look  at  what  that  place  is. 


the 
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A  GLOOMY  SOUTHERN  FOURTH 

We  are  not  sure  just  what  kind  of 
Fourth  of  July  you  enjoyed  this  year, 
but  we  were  reminded  a  few  days  ago 
that  in  1863  the  Confederacy  had  a 
very  gloomy  “fourth.”  The  Downtown 
Little  Rock  Li,ons  Club  had  as  its 
speaker  on  July  5,  Maj.  Calvin  Col¬ 
lier. 

Collier,  now  retired — and  a  local 
authority  on  the  Civil  War,  told  us 
that  July  4,  1863  brought  the  retreat 
of  Lee’s  army  from  the  Battle  of  Get¬ 
tysburg,  the  surrender  of  Vicksburg 
after  a  prolonged  siege,  and  the  sur¬ 
render  of  the  Confederate  Army  in 
Central  Tennessee. 

Maj.  Collier  is  quite  adept  at  car¬ 
rying  his  audience  onto  the  battlefield 
with  him,  and  we  can  say  that  we 
have  never  had  such  an  understanding 
of  the  Battle  of  Gettysburg  as  he  gave 
us.  Here  for  three  days,  the  Confed¬ 
erate  Army  which  had  just  come  by 
forced  march  from  Virginia  into  Penn¬ 
sylvania  fought  heroically.  Always  it 
is  easy  to  look  back  more  than  a  cen¬ 
tury  and  see  the  “ifs”  and  the  “might- 
have-beens.”  Be  that  as  it  may,  there 
are  many  who  feel  that  the  course  of 
the  war  was  decided  that  day. 

We  never  cease  to  be  amazed  at  the 
thorough  manner  in  which  students  of 
the  Civil  War  pursue  their  insatiable 
thirst  for  more  information  and  more 
understanding  about  the  facts  of  its 
history.  Travelers  abroad  tell  us  that 
they  have  found  similar  “fans”  of  the 
Civil  War  in  every  nation  they  have 
visited.  Bishop  Paul  E.  Martin  tells  the 
story  of  meeting  a  Belgian  banker  in 
the  Congo  on  a  visit  there  in  1957. 
He  learned  he  was  a  student  of  the 
American  Civil  War  and  told  him  he 
was  from  Arkansas  where  the  Battle 
of  Pea  Ridge  was  fought.  Bishop  Mar¬ 
tin  said  that  banker  in  the  heart  of 
Africa  told  him  things  about  Pea  Ridge 
and  Arkansas  that  he  had  never  heard 
back  in  his  own  area. 

t 

PLANE  TALK:  Dr.Jack  Wilkes,  pres¬ 
ident  of  Centenary  College,  told  us 
recently  that  Dr.  Ewing  T.  Wayland 
came  to  Shreveport  to  officiate  at  the 
marriage  of  his  daughter.  Dr.  Wilkes 
said  he  had  never  realized  before  that 
the  word  “together”  was  found  so 
many  times  in  the  marriage  service. 
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Faith  and  Order  Colloquium 


NOTRE  DAME,  Ind.  -  The  Rev.  Robert  T.  Handy  of  Union  Theological 
Seminary,  New  York  (center),  delivers  a  paper  at  the  second  National 
Faith  and  Order  Colloquium  on  the  Notre  Dame  University  campus. 
Flanking  him  are  Dr.  Albert  C.  Outler  of  Perkins  School  of  Theology, 
(Methodist),  Dallas,  Texas  (left);  and  the  Rev.  William  A.  Norgren, 
executive  director  of  the  National  Council  of  Churches'  Faith  and  Order 
Department,  which  provided  staff  services  for  the  meeting.  Present  were 
130  Protestant,  Catholic  and  Orthodox  theologians  and  clergy. 


Deshler  leaves  General 
Board,  accepts 
Arizona  pastorate 

NASHVILLE,  Tenn.— The  Rev.  G. 
Byron  Deshler,  Nashville,  director  of 
the  prayer  life  movement  for  the 
Methodist  General  Board  of  Evangel¬ 
ism  here,  has  been  appointed  pastor  of 
First  Methodist 
Church,  Yuma, 
Ariz. 

Mr.  Deshler  is 
returning  to  the 
Southern  Califor- 
nia-Arizona  Meth¬ 
odist  Conference,  of 
which  he  is  a  mem¬ 
ber,  after  six  years 
on  the  General 
Board  of  Evangel¬ 
ism  staff. 

His  new  appointment  was  made  June 
25  by  Bishop  Gerald  Kennedy,  Los 
Angeles,  head  of  the  Southern  Califor- 
nia-Arizona  Conference. 

A  successor  to  Mr.  Deshler  as  di¬ 
rector  of  the  Prayer  Life  Movement 
will  be  announced  at  a  later  date,  said 
Dr.  Kermit  Long,  Nashville,  top  ex¬ 
ecutive  of  the  General  Board  of  Evan¬ 
gelism. 

The  Prayer  Life  Movement  seeks 
to  strengthen  the  prayer  life  of  in¬ 
dividuals,  groups,  and  churches, 
t 

Gift  to  "Centenary 
Movement"  is  late 

EVANSTON,  Ill.  —  In  1919  Meth¬ 
odists  in  the  United  States  pledged 
more  than  $165,000,000  to  a  great 
“Centenary  Movement”  for  financial 
support  of  missions  projects.  Now, 
almost  half  a  century  later,  payment 
on  a  pledge  to  that  campaign  has  been 
received  here. 

The  anonymous  letter  bore  a  Kansas 
City,  Mo.,  postmark  and  contained  a 
brief  explanatory  note  and  a  $20  bill, 
a  $10  bill  and  a  $5  bill.  For  reasons 
that  are  not  known,  it  was  addressed 
to  the  denomination’s  General  Board 
of  Pensions  which  has  its  headquarters 
here. 

“I  owe  $35  on  the  Centenary  fund 
that  was  pledged  back  in  the  late 
teens,”  said  the  note  that  was  signed 
simply:  “A  friend  of  the  Methodist 
Church.”  It  was  suggested  that  if  the 
fund’s  address  was  not  known  that  the 
money  be  put  in  the  treasury  of  the 
Board  of  Pensions. 

Since  the  books  on  the  funds  are 
closed,  Dr.  Claire  C.  Hoyt,  general 
secretary  of  the  Board  of  Pensions, 
said  that  he  would  discuss  the  proper 
use  of  the  money  with  Board  of  Mis¬ 
sions  officials.  A  trickle  of  similar  pay¬ 
ments  has  been  received  by  the  Board 
of  Missions  through  recent  years. 

The  Centenary  Movement  was 
launched  to  commemorate  the  begin¬ 
ning  of  Methodist  missions  among  the 
Wyandott  Indians  by  John  Stewart  in 
1819. 

t 

Cardinal-designate  John  P.  Cody  of 
Chicago,  Ill.,  became  what  is  believed 
to  be  the  first  Roman  Catholic  arch¬ 
bishop  in  the  United  States  to  address 
a  Methodist  annual  conference  when 
he  spoke  at  the  opening  session  of  the 
Rock  River  Annual  Conference  June 
4  in  DeKalb,  Ill. 


(RNS  Photo) 

SOUTH  BEND,  Ind.— In  swelter¬ 
ing  summer  weather  interrupted  by 
daily  tornado  warnings  and  sporadic 
thunderstorms,  130  Roman  Catholic, 
Greek  Orthodox  and  Protestant  the¬ 
ologians  held  week-long  discussions 
here  on  evangelism.  The  churchmen — 
delegates  to  the  second  National  Faith 
and  Order  Colloquium — agreed  they 
faced  the  same  communications  prob¬ 
lem,  differed  in  interpreting  the 
church’s  task  and  motivation,  and  ex¬ 
pressed  uncertainty  as  to  what  their 
own  course  of  action  ought  to  be. 

Keynote  speaker  and  colloquium 
chairman  James  I.  McCord,  president 
of  Princeton  Theological  Seminary, 

Lovers  Lane  Methodists 
to  begin  $7  million 
building  program 

DALLAS  (RNS)— The  6,800  mem¬ 
bers  of  the  Lovers  Lane  Methodist 
church  here  may  begin  work  next  year 
on  the  first  phase  of  a  400,000-square- 
foot  church  which  will  eventually  cost 
$7  million,  William  D.  Collins,  chair¬ 
man  of  the  congregation’s  building 
committee  predicted. 

The  new  church,  the  equilavent  of  a 
six  or  seven-story  building,  will  be 
larger  than  the  Cotton  Bowl  and  would 
just  about  fit  in  the  Houston  Astro¬ 
dome.  It  will  cover  a  10-acre  site  near 
the  present  church  building. 

Architects  said  they  do  not  know 
of  any  Protestant  church  under  a  sin¬ 
gle  roof  as  big  as  the  proposed  Lovers 
Lane  structure. 

Mr.  Collins  estimated  the  first  $3.5 
million  phase  would  be  finished  in 
1969.  Spur  for  the  building  campaign, 
he  said,  was  a  study  of  the  congrega¬ 
tion’s  increasing  needs  made  several 
years  ago.  When  finished,  the  structure 
will  accommodate  a  membership  of 
15,000-16,000. 

The  structure  will  be  built  of  nat¬ 
ural  stone,  such  a  granite  or  marble. 
Plans  call  for  a  2,200-seat  sanctuary, 
an  education  port,  fellowship  facilities 
and  a  great  hall,  50  feet  high,  70  feet 
wide  and  250  feet  long. 

Pastor  of  the  church  is  the  Rev. 
Tom  Shipp. 


warned  in  his  opening  address  that  the 
ecumenical  movement  has  reached  a 
“critical  phase”  in  which  it  must  go 
beyond  dialogue.  But  speakers’  views 
and  floor  discussions  seemed  to  indi¬ 
cate  that  considerable  reconciling  of 
views  and  positions  must  precede  any¬ 
thing  more  concrete  than  dialogue. 

The  question  of  relating  evangelism 
to  social  action  permeated  discussions 
throughout  the  week.  The  most  force¬ 
ful  advocate  of  social  action  was  Dr. 
Colin  Williams,  Methodist  clergyman 
and  associate  secretary  of  the  National 
Council  of  Churches’  Division  of 
Christian  Life  and  Mission,  who  is  soon 
to  head  the  University  of  Chicago’s 
new  four-year  program  for  a  doctorate 
of  the  ministry. 

In  the  final  plenary  session,  one  of 
four  study  groups  reported  agreement 
that: 

—  the  mission  of  the  church,  or 
evangelism,  calls  for  both  word  and 
action  and  the  two  are  basically  in¬ 
separable; 

— the  concern  of  the  church  in  its 
mission  is  for  the  individual  person  as 
a  whole  in  society  as  a  whole; 

— the  problems  faced  in  the  colloqu¬ 
ium  crossed  denominational  lines; 

— the  colloquium  was  fruitful  and 
filled  a  great  need. 
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SORENSON  LEAVES 

GENERAL  BOARD  TO  JOIN 

GARRETT  ADMINISTRATIVE 
STAFF 

EVANSTON,  Ill.  (MI)— Charles  M. 
Sorenson,  a  member  of  the  staff  of  the 
Methodist  General  Board  of  Lay  Ac¬ 
tivities  here  the  past  six  years,  has  re¬ 
signed  to  become  minister  of  admin¬ 
istration  in  the  Wilmette  (Ill.)  Parish 
Methodist  Church  and  continue  grad¬ 
uate  studies  at  Garrett  Theological 
Seminary  here. 

While  on  the  board  staff  Mr.  Sor¬ 
enson  has  been  assigned  to  the  Sec¬ 
tion  on  Stewardship  and  Finance  and 
has  worked  particularly  in  stewardship 
education  for  children  and  youth.  Prior 
to  joining  the  board  staff  he  was  with 
the  Iowa  Farm  Bureau  Federation  for 
almost  eight  years  directing  youth  and 
adult  education  work  and  before  that 
he  was  a  school  teacher. 


DAILY  BIBLE  BEADING 

Below  is  a  schedule  for  the 
Daily  Bible  Beading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

July  16— Sunday  Jonah  2:1-10 


July  17  Jonah  3:1-10 

July  18  Jonah  4:1-11 

July  19  Matthew  25:14-30 

July  20  Luke  4:31-42 

July  21  John  8:25-36 

July  22  Romans  6:1-23 


July  23 — Sunday  Romans  7:15-25 


New  pastor  for 
City  Temple,  London 

Realizing  the  world-wide  feeling 
which  is  held  for  City  Temple,  Lon¬ 
don,  we  know  that  our  readers  will 
be  glad  to  learn  that  the  pulpit  — 
vacant  since  the  resignation  of  Dr. 
A.  Leonard  Griffith  more  than  a  year 
ago,  will  be  filled,  beginning  in  Octo¬ 
ber,  by  the  Rev.  Kenneth  Slack,  a 
British  Presbyterian.  City  Temple  is 
officially  a  Congregational  Church. 

The  new  minister,  pastor  for  the  last 
10  years  at  St.  Andrew’s  Presbyterian 
Church,  Cheam,  Surrey,  has  pointed 
out  that  he  will  be  the  first  Presby¬ 
terian  minister  to  take  advantage  of 
the  Mutual  Eligibility  rules  made  11 
years  ago  between  Congregationism 
and  Presbyterianism. 

He  said,  “I  have  been  firmly  per¬ 
suaded  for  a  number  of  years  that 
the  next  step  in  the  creation  of  a  more 
united  church  is  union  between  our 
two  churches,  and  perhaps  my  moving 
out  of  my  own  denomination  is  some¬ 
thing  which  make  make  some  contri¬ 
bution.” 

He  said,  “My  position  will  be  en¬ 
tirely  different  from  that  of  Dr.  Leslie 
Weatherhead,  who  remained  firmly  in 
the  Methodist  Church — even  becoming 
president  of  the  conference — while  he 
was  minister  of  City  Temple.  I  will 
no  longer  be  a  member  of  the  Pres¬ 
byterian  General  Assembly,  but  a 
member  of  the  Assembly  of  the  Con¬ 
gregational  Church  in  England  and 
Wales.” 

Educated  at  Wallasey  Grammar 
School  and  Liverpool  University,  Mr. 
Slack  received  theological  training  at 
Westminster  College,  Cambridge.  He 
was  ordained  in  1941  and  his  first 
church  was  St.  Nicholas,  Shrewsbury. 
He  served  as  a  chaplain  in  the  RAF 
during  World  War  II  in  the  Southeast 
Asia  Command.  He  served  for  ten 
years  as  general  secretary  of  the  Brit¬ 
ish  Council  of  Churches. 

f 

He  who  has  no  friend  has  God. — 
Egyptian  Proverb 

f 

A  Methodist  Said  It 

“The  new  (United  Methodist  Church) 
is  being  bom  in  an  age  when  mankind 
is  so  lost  in  his  material  possessions, 
so  convinced  that  his  scientific  power 
can  protect  him  from  all  evil,  and  so 
sure  that  the  secular  age  has  humanistic 
power  to  right  all  social  conditions  that 
he  no  longer  thinks  in  terms  of  the 
universal  atonement  or  the  necessity 
of  regeneration  by  the  indwelling  of 
the  Holy  Spirit.” 

— Bishop  Frederick  B.  Newell 
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The  Commission  on  Minimum  Salaries  meeting  in  Alexandria,  June  20th. 
Left  to  right:  William  M.  Finnin,  K.  G.  Rorie,  James  L.  Adams,  Edward 
0.  Pickens,  George  W.  Sherman,  Jr.,  Marvin  Corley,  Ira  A.  Flowers,  and 
Mrs.  Finnin. 


Southside  Methodists 
in  Monroe  celebrate 
fifteenth  anniversary 

Southside  Methodists,  Monroe, 
heard  Dr.  Luman  E.  Douglas  as  they 
celebrated  their  fifteenth  anniversary 
homecoming  last  Sunday,  July  9th. 

Dr.  Douglas,  now  director  of  the. 
Methodist  Area  Council  of  the  Louis¬ 
iana  Conference,  was  instrumental  in 
helping  Southside  to  be  the  first  recip¬ 
ient  of  funds  from  the  Thousand  Club, 
and  has  given  helpful  guidance  through 
the  years. 

Southside  Church  has  grown  to  a 
membership  of  1,218  and  has  averaged 
more  than  50  on  Profession  of  Faith 
each  year.  Today  the  property  is  val¬ 
ued  at  approximately  $260,000  with 
an  indebtedness  of  $39,500. 

The  Rev.  Lea  Joyner  has  been  the 
pastor  since  the  organization  of  the 
church  July  13,  1952.  The  dedication 
of  the  congregation  is  reflected  in  the 
spirit  of  enthusiasm,  attendance,  lay 
participation,  interest  in  community 
activities,  and  leadership  on  district 
and  conference  levels. 

Four  young  men  —  members  of 
Southside  Church — are  currently  pre¬ 
paring  for  the  ministry. 


SPRINGHILL’S  NEW  LIFE  Mission 
is  being  held  this  week  through  Fri¬ 
day  evening,  July  14.  Twice  daily  ser¬ 
vices  are  being  conducted  by  the  Rev. 
Ed  Beck  of  the  ^General  Board  of 
Evangelism,  Nashville.  Bill  Mann, 
music  director  of  First  Methodist,  Dal¬ 
las,  is  song  leader.  The  Rev.  Loyd 
Williams  is  pastor. 

t 

A  ONE  DAY  COACHING  Confer¬ 
ence  to  keep  adult  leaders  in  the 
Shreveport  District  abreast  of  the  lat¬ 
est  information  on  the  new  adult  liter¬ 
ature  was  held  on  Saturday,  June  24, 
on  the  Centenary  College  campus.  Dr. 
Robert  Clemmons  of  the  General 
Board  of  Education,  Nashville,  was  in 
charge  of  the  conference,  which  drew 
officers,  teachers,  and  pastors  from  the 
entire  district. 

t 

TWO  YOUNG  MEMBERS  of  Trinity 
Church,  Ruston,  are  spending  the  sum¬ 
mer  in  Bolivia,  working  with  mission¬ 
aries  Carl  and  Julia  Williams.  Rebec¬ 
ca  Walker  and  Sarah  Watt  also  worked 
there  last  summer,  along  with  a  larger 
group  from  Trinity  Church. 

t 

MOUNT  SEQUOYAH  PAYMENTS 
1966-1967 


Amount  Due 

Amount 

District 

For  Year 

Paid 

Alexandria 

$  310 

$  320 

Baton  Rouge 

500 

320 

Lafayette 

250 

250 

Lake  Charles 

270 

270 

Monroe 

440 

440 

New  Orleans 

360 

360 

Ruston 

390 

390 

Shreveport 

440 

440 

TOTALS 

$2,960 

$2,790 

MINIMUM  SALARY  COMMISSION 

IMPLEMENTS  CONFERENCE 
DIRECTIVE  ON  AID  TO  PASTORS 

by  K.  G.  Rorie 

The  Commission  on  Minimum  Sal¬ 
aries  met  in  Alexandria  on  June  20th 
to  implement  legislation  approved  by 
the  recent  session  of  the  Louisiana 
Annual  Conference,  to  study  requests 
for  salary  aid,  and  to  make  necessary 
grants  to  meet  the  needs  of  ministers 
recommended  by  the  district  superin¬ 
tendents. 

Funds  administered  by  this  Com¬ 
mission  come  from  two  sources  and 
are  dedicated  to  separate  functions. 
Each  church  in  the  Louisiana  Confer¬ 
ence  is  asked  to  contribute  a  propor¬ 
tionate  share,  based  on  a  decimal  fac¬ 
tor,  of  the  cost  of  minimum  salary 
support.  These  funds  are  sent  by  local 
church  treasurers  to  the  Conference 
Treasurer,  who  disburses  them  at  the 
direction  of  the  Commission  on  Mini¬ 
mum  Salaries  and  in  the  amounts  au¬ 
thorized  for  those  ministers  receiving 
assistance.  Each  pastor  is  asked  to  pay 
an  amount  equal  to  one-half  of  one 
percent  of  his  base  salary  into  a  Sus- 
tentation  Fund,  also  administered  by 
this  Commission.  These  funds  are  ded¬ 
icated  to  emergency  relief  needs.  All 
emergency  grants  must  be  approved  by 
the  Commission  and  will  be  considered 
only  after  recommendation  of  the  Con¬ 
ference  Cabinet. 

New  Legislation  by  the  Louisiana 
Conference  approved  an  increase  of 
three-hundred  dollars  per  year  in  the 
base  salary  aid  of  each  pastor  receiv¬ 
ing  minimum  salary  support.  Except 
for  certain  limiting  factors  in  some  sit¬ 
uations,  the  base  salaries  adopted 
range  from  $2,700  for  a  student  pas¬ 
tor  without  dependents  up  to  the  $4,- 
200  guaranteed  a  married  full-time 
pastor  living  on  the  charge.  Allow¬ 


ances  are  added  to  this  in  the  amount 
of  $200  for  each  child  or  extra  church, 
but  the  total  allowance  shall  not  ex¬ 
ceed  $600  for  any  one  pastor.  The 
increase  makes  it  possible  to  pay  up  to 
$4,800  salary  and  allowances  to  a 
minister  needing  assistance,  less  any 
amount  of  support  available  from  the 
local  church  to  which  he  is  appointed. 

The  increased  grants  make  possible 
a  long  time  goal  of  the  Commission  of 
having  every  pastor  participating  in  the 
minimum  salary  program  enrolled  in 
the  Conference  insurance  program. 
Under  present  legislation,  the  pastors 
part  of  the  Insurance  premium  will  be 
paid  by  the  Conference  treasurer  from 
the  grant  made  to  the  individual  pas¬ 
tor,  with  the  balance  of  the  grant  be¬ 
ing  sent  to  the  pastor  in  monthly  in¬ 
stallments.  The  three-hundred  dollar 
increases  in  minimum  salary  aid  per¬ 
mit  this  new  payment  plan,  guarantee¬ 
ing  coverage  for  those  ministers  whose 
families  might  be  severely  handicapped 
in  case  of  long  or  serious  illness.  The 
plan  also  includes  for  these  pastors  the 
death-benefit  program  of  the  Confer¬ 
ence  Insurance  program,  which  for 
some  pastors  means  the  only  life  in¬ 
surance  coverage  they  possess. 

Chairman  of  the  Commission  is  the 
Rev.  Ira  A.  Flowers,  pastor  of  Me¬ 
morial  Methodist  Church  in  Monroe. 
The  Rev.  Marvin  Corley,  pastor  of  Is- 
trouma  Church  in  Baton  Rouge,  is 
secretary  and  handles  much  of  the 
necessary  paperwork  related  to  cor¬ 
respondence  and  grants.  Dr.  Carl  Lueg 
of  the  New  Orleans  District  is  the 
Cabinet  representative  and  the  Rev. 
K.  G.  Rorie  represents  the  Area  Office,. 

Speaking  in  the  recent  meeting  of 
this  Commission,  Mr.  Flowers  ex¬ 
pressed  regret  that  not  every  need  pre¬ 
sented  could  be  met  in  the  fullest  de¬ 
gree,  and  pointed  out  that  some  in¬ 
equities  will  always  exist  because  con- 


New  Orleans  plans 
for  National  Day 
of  Prayer 

Plans  are  being  completed  for  the 
observance  of  Oct.  18,  1967  as  “Na¬ 
tional  Day  of  Prayer”  in  New  Orleans, 
according  to  Mrs.  Arlene  Christian 
Hawkins,  prayer  hostess  of  the  Church 
Women  United  of  that  city. 

Each  church  in  the  city  will  be  asked 
to  ring  their  bells  at  noon  on  that 
day  and  to  arrange  a  suitable  service 
of  prayer  in  their  sanctuary.  The  de¬ 
partment  stores  will  be  asked  to  ob¬ 
serve  a  moment  of  silent  prayer  at 
noon. 

Included  on  the  personnel  of  the 
committee  are  Walter  P.  Harris,  Sr. 
and  Alfred  Hanson,  honorary  chair¬ 
men,  Mrs.  Hawkins,  chairman,  and 
Mrs.  Jefferson  Ruck,  co-chairman, 
Mrs.  Joseph  Bowen,  president  of 
Church  Women  United,  Milton  Can 
Mannen,  the  Rev.  Don  Alverson,  Dr. 
John  R.  Potter,  the  Rev.  William  T. 
Green,  the  Rev.  Daniel  Ronsisvalle, 
Louis  Smith,  Mrs.  William  Zeller,  Mrs, 
William  Green. 

The  Rev.  William  P.  Richardson, 
Mrs.  Estelle  Wolfe,  Mrs.  Chapman 
Reynolds,  the  Rev.  Roberta  Lee  Morin, 
the  Rev.  Rosemary  Wahl,  Miss  Ruth 
Witcher,  Mrs.  Lonnie  Clark  and  Mrs. 
Lilliam  Campbell. 

t 

from  page  one 
World  missionaries 

Under  the  leadership  of  Dr.  John 
Humphrey  of  the  Joint  Committee  on 
Missionary  Education,  Dr.  Edwin 
Tewksbury  of  the  Board  of  Education, 
Dr.  Howard  Huff,  Dr.  Harry  Haines, 
and  Dr.  A.  J.  Walton,  attendants  at 
the  Conference  will  be  given  the  op¬ 
portunity  of  taking  sufficient  hours  of 
training  to  receive  accreditation  from 
the  Methodist  Board  of  Education  to 
teach  the  courses  on  “Japan,”  “Ecu¬ 
menism,”  and  “Christ  and  the  Faiths 
of  Men.” 

t 

Don’t  think  you  are  doing  God  a 
favor  by  attending  church.  It’s  the 
other  way  around. 


ditions  are  not  always  the  same  and 
no  legislation  could  be  recommended 
to  the  Conference  that  would  cover 
every  potential  need  or  problem  this 
Commission  must  face  throughout  the 
church  year.  He  expressed  apprecia¬ 
tion  to  the  members  for  their  assist¬ 
ance,  and  especially  to  the  secretary, 
Mr.  Corley. 

t 


LAM ECO 
TREASURER 

Mrs.  Don  Earl  Horton  of  Cen¬ 
tenary  College,  located  in  the  As¬ 
sistant  Comptroller’s  Office,  has 
been  named  Treasurer  of 
LAMECO,  the  Conference  Cred¬ 
it  Union.  Application  for  loans 
or  memberships  may  be  ad¬ 
dressed  to:  Mrs.  Don  Earl  Hor¬ 
ton,  LAMECO,  Centenary  Col¬ 
lege,  Shreveport,  Louisiana. 


Area  Council  staff  of  the  Louisiana  Conference  at  June  20  meeting  in 
Alexandria. 
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IN  NEW  ORLEANS  this  week,  July 
9-15,  the  Rev.  Henry  Darcy,  associate 
pastor  of  Rayne  Memorial  Methodist 
Church,  is  speaking  on  the  Foundation 
for  Life  series,  WWL  radio,  at  11:35 
a.m.,  and  the  Rev.  Don  Alverson,  pas¬ 
tor  of  Napoleon  Avenue  Methodist 
Church,  has  the  morning  and  evening 
prayers  on  WDSU-TV. 

THE  REV.  JOE  E.  FOGLE,  associate 
pastor  of  First  Church,  New  Orleans, 
is  attending  a  Seminar  on  Young  Adult 
Work  on  the  campus  of  the  Methodist 
School  of  Theology  at  Claremont, 
California,  this  week,  July  10-21. 
Some  thirty-five  directors  of  young 
adult  work  in  urban  centers  have  been 
selected  by  the  national  Board  of  Edu¬ 
cation  to  participate  in  this  resource 
meeting. 

THE  REV.  JOHN  R.  JOHNS,  pastor 
of  the  Wisner  Church,  delivered  the 
morning  devotions  over  Radio  Station 
KMAR,  Winnsboro,  the  week  of 
June  26. 

DR.  HENRY  A.  RICKEY,  Ruston 
District  superintendent,  was  the  evan¬ 
gelist  in  revival  services  held  in  the 
Wesley  Chapel  Church  of  the  Homer 
Charge,  June  25-28.  The  Rev.  Ed 
Parks  of  the  Athens  Charge  led  the 
singing.  The  Rev.  James  J.  Caraway 
is  the  pastor. 

72  ATTEND  TRAINING  SESSION 

The  Rev.  George  Ross,  pastor  of 
Asbury  Church  in  Lafayette,  reported 
that  72  members  of  the  official  board 
of  the  church  participated  in  an  of¬ 
ficial  board  and  commission  training 
session,  Monroe,  June  26.  The  en¬ 
thusiastic  participation  of  the  members 
in  this  session,  an  experimental  work¬ 
shop  situation,  indicates  what  can  be 
accomplished  in  this  direction. 

Dr.  Luman  E.  Douglas,  Director, 
Area  Council,  opened  the  two  hour  pe¬ 
riod  with  a  presentation  of  the  respon¬ 
sibilities  and  organization  of  the  of¬ 
ficial  board.  After  a  discussion  period, 
the  group  of  72  men  and  women  sep¬ 
arated  into  four  groups,  led  by  the 
following  persons:  Rev.  Wayne  Smith 
- — Membership  and  Evangelism;  Dr. 
J.  Henry  Bowen  —  Education;  Rev. 
George  Ross — Missions;  Dr.  Luman 
E.  Douglas — Stewardship  and  Finance. 


SOUTHSIDE  CHURCH,  MONROE, 
will  have  revival  services  next  week, 
July  16-21,  with  the  Rev.  Roy  Grant 
as  evangelist.  Mr.  Grant  was  recently 
appointed  to  the  newly  organized 
church  in  Ruston.  This  week  is  being 
devoted  to  special  prayers,  to  be  cli¬ 
maxed  with  a  prayer  vigil  tomorrow. 
The  Rev.  Lea  Joyner  is  pastor. 

THE  SICILY  ISLAND  Church  is 
holding  a  revival  this  week,  July  9-14, 
with  the  Rev.  John  Kilpatrick,  Alex¬ 
andria  District  superintendent,  bring¬ 
ing  the  messages.  The  Rev.  John  R. 
Johns  of  the  Wisner  Church  is  leading 
the  singing.  The  Rev.  Luther  W.  Tay¬ 
lor  is  pastor. 

W.  D.  COTTON  of  Monroe  spoke  to 
area  Methodist  Men  recently  in  Gil¬ 
bert  Methodist  Church.  His  subject 
was  concerning  current  Methodist  leg¬ 
islation. 

THE  DULAC  INDIAN  MISSION  at 
Dulac,  Louisiana,  is  featured  in  an  ar¬ 
ticle  by  Elizabeth  Watson  in  the  July 
issue  of  WORLD  OUTLOOK.  The 
Dulac  Center  is  also  mentioned  in  an¬ 
other  article  “Young  Methodists  in 
Special  Summer  Projects”  in  the  same 
issue. 

THE  DOWNSVILLE  CHARGE  is 
holding  a  revival  this  week,  beginning 
July  10.  Bethel  and  Mt.  Nebo  church¬ 
es  are  cooperating.  The  Rev.  I.  A.  Pat¬ 
ton,  pastor  of  the  Brownville  Church, 
West  Monroe,  is  bringing  the  messages, 
The  Rev.  Joe  McClain  is  the  pastor. 

GUEST  SPEAKERS  FOR  SINGLE- 
AIRES,  young  adult  groups  of  First 
Church,  New  Orleans,  in  June  includ¬ 
ed  the  following:  June  18,  Ed  Bitar, 
a  native  of  Lebanon,  speaking  on 
“Crisis  in  the  Middle  East”;  June  25, 
Dr.  H.  N.  Ramaswamy,  of  India,  now 
in  the  Graduate  School  at  Tulane  Uni¬ 
versity.  Mr.  Bitar  has  degrees  in  elec¬ 
trical  engineering  and  in  international 
relations,  and  is  presently  working  on 
his  Ph.  D.  in  public  administration. 

P.  K.  KORNER 

JILL  DENISE  SMITH,  daughter  of 
Mr.  and  Mrs.  Ernest  Smith  of  Shreve¬ 
port,  and  William  Earl  Tatum,  son  of 
the  Rev.  and  Mrs.  Eskel  L.  Tatum  of 
Bunkie,  were  married  on  June  9  at 
the  Broadmore  Baptist  Church  in 
Shreveport.  The  bridegroom’s  father 
performed  the  ceremony,  and  his  two 
sisters,  Miss  Sandra  Tatum  of  Bunkie 
and  Mrs.  Glenn  Jordan  of  Ruston, 
were  in  the  wedding  party. 


Speakers  and  Official  Board  officers  at  Asbury  Church,  Lafayette:  From 
left,  front  row,  Jack  Tharp,  Louis  Christman,  C.  B.  Jones,  Gayle  Perry  and 
Dr.  Luman  Douglas;  back  row,  Rev.  George  Ross,  Dr.  Henry  Bowden,  Rev. 
Wayne  Smith,  and  Bill  Bowman. 


Summer  Youth  Activities 


IN  MONROE,  a  joint  youth  week  is 
planned  by  the  St.  Mark’s  and  Me¬ 
morial  Churches,  July  9-16.  They  are 
meeting  in  the  latter  church  Sunday 
through  Tuesday,  and  at  St.  Mark’s 
Wednesday  and  Thursday.  Then  Fri¬ 
day  through  Sunday  they  will  be  at 
Camp  Brewer  near  Alexandria  where 
they  will  participate  in  a  48-hour 
Christian  Life  Witness  led  by  1 8  young 
people  from  Mississippi. 

SEVERAL  YOUNG  PEOPLE  gave 
echoes  from  their  choir  trip  to  New 
Orleans  during  the  Sunday  evening 
service,  June  18,  in  First  Church 
Natchitoches.  Mrs.  Earle  Cross  is  their 
director. 

A  TEENAGE  COFFEE  HOUSE  was 
open  at  the  Broadmoor  Church  in 
Shreveport  on  Sunday,  July  2,  in  the 
Senior  House  before  and  after  church 
school,  and  after  the  evening  worship 
service.  Cokes,  coffee,  hot  chocolate, 
rolls,  doughnuts,  and  pizza  (at  the  eve¬ 
ning  hour)  were  some  of  the  tasty 
dishes  that  were  sold  at  the  coffee 
house. 

DAVID  NESSER,  MYF  president  in 
First  Church,  Baton  Rouge,  has  been 
selected  as  a  foreign  exchange  student 
and  is  spending  the  months  of  July 
and  August  in  Northern  Ireland. 

HORSESHOE  DRIVE  MYF  in  Alex¬ 
andria  is  having  Youth  Activities  Week 
from  July  17-21.  Programs  will  fea¬ 
ture  guest  speakers,  films,  recreation 
(led  by  Tracy  Speake),  and  worship. 
The  theme  is  “Moral  Concerns  Fac¬ 
ing  Today’s  Youth.” 

WELSH  YOUTH  ACTIVITIES  for 
the  summer  include  a  hootenanny  held 
July  2,  a  trip  to  Rutherford  Beach, 
July  14,  the  district  meeting  in  Lake 
Charles,  July  17,  a  cake-sell  July  29, 
and  Activities  Week,  August  21-25.. 
Sue  Shipp  is  directing  the  program; 
Mrs.  Walter  Hayes  and  the  Rev.  Henry 
C.  Blount,  Jr.  are  counselors. 

FIFTEEN  MEMBERS  of  the  Baton 
Rouge  First  Church  Senior  MYF  spent 
the  last  week  in  June  in  New  Orleans 
engaging  in  a  service  endeavor  for  the 
Methodist  Inner  City  Parish.  John  Nes- 
ser  is  serving  as  summer  youth  as¬ 
sistant. 


YOUTH  ACTIVITIES  were  observed 
by  Grace  Church,  Ruston,  and  Wes¬ 
ley  Chapel  Church  the  week  of  June 
25.  The  climax  was  a  trip  to  the  Dal- 
las-Fort  Worth  area  where  the  group 
had  accommodations  in  the  Lake  Shar¬ 
on  Assembly,  a  retreat  area  owned 
by  the  Highland  Park  Methodist 
Church  of  Dallas. 

MUNHOLLAND  MYF  OFFICERS 
are:  Carlos  VerPlank,  president;  Yvette 
Soniat,  vice  president;  Shirley  Collins, 
secretary;  Linda  Munch,  treasurer; 
Patti  Compton,  publicity.  Caroline 
Brewer  is  their  summer  youth  worker. 

MINDEN  FIRST  CHURCH  young 
people  have  renovated  and  equipped 
the  old  parsonage  and  are  now  using 
it  for  discussion  groups,  worship, 
council  meetings,  parties,  and  summer 
activities. 

A  LAKE  CHARLES  teenage  girl,  Les¬ 
lie  Anderson,  left 
Sunday,  July  9,  for 
a  two-week,  all-ex¬ 
pense-paid  trip  won 
through  the  “Dis- 
cover  America” 
C 1  e  a  r  a  s  i  1  con¬ 
test.  One  of  30  na¬ 
tional  winners,  Les¬ 
lie  will  visit  New 
York  City,  Wash¬ 
ington,  D.C.,  Chi¬ 
cago,  Phoenix,  Grand  Canyon,  Los 
Angeles,  and  San  Francisco. 

RUSSELL  RABALAIS,  a  member  of 
the  Baton  Rouge  First  Church  MYF 
and  youth  representative  to  the  Com¬ 
mission  on  Finance,  is  spending  six 
weeks  at  Michigan  State  University, 
selected  from  high  school  students 
throughout  the  country  to  participate 
in  a  Summer  High  School  Honors 
Science  Program. 

KENT  KILBOURN,  folk  singer,  is 
scheduled  to  entertain  at  the  Lake 
Charles  District  MYF  beach  party  to 
be  held  at  North  Beach  July  17-18. 

THE  ASBURY  SENIOR  HIGH  MYF 
of  Lafayette  went  on  a  retreat  to  Bi¬ 
loxi,  Mississippi,  July  7-9.  The  Rev. 
George  W.  Ross  is  their  pastor.  Linda 
Metcalfe  is  president  of  the  group. 


Leslie 


Pictured  are  Senior  MYF  members 
of  Broadmoor  Church,  Baton  Rouge, 
who  helped  paint  the  interior  of  the 
Monte  Sano  School  for  Special  Educa¬ 
tion  (for  mentally  retarded)  in  Baton 
Rouge.  Broadmoor  youth  also  helped 
clean  St.  Mark's  Camp  near  Covington 
recently,  under  the  direction  of  Louise 
Sharp,  executive  director  of  St.  Mark’s 
Community  Center  in  New  Orleans. 


The  Vinton  WSCS  sponsored  a 
trip  to  Houston  for  Methodist  seniors. 
Pictured  are  Charlene  Coppels,  Wayne 
Dommert,  and  Mr.  and  Mrs.  Ronnie 
Bujard. 
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Sunday  Sciael  Aeao-tt 


By:  Alfred  A.  Knox 

LESSON  FOR  JULY  13:  The  Gospel  Goes  to  Europe 


LESSON  FOR  JULY  23:  The  Gospel  Goes  to 
Europe. 

BACKGROUND  SCRIPTURE:  Acts  15:36  through 
16:12. 

MEMORY  SELECTION:  When  he  had  seen  the 
vision,  immediately  we  sought  to  go  on  into 
Macedonia,  concluding  that  God  had  called  us 
to  preach  the  gospel  to  them.  (Acts  16:10) 

AIM  OF  THE  LESSON:  To  give  adults  an  under¬ 
standing  oi  the  divine  forces  behind  the  spread 
of  Christianity  into  the  Western  world. 

*  *  * 

At  the  heart  of  today’s  lesson  is  the  vision  of 
the  “man  of  Macedonia”  saying  to  Paul  and  his 
fellow  missionaries  to  “come  over  to  Macedonia 
and  help  us.”  This  is  the  third  in  a  series  of  sig¬ 
nificant  visions  in  the  Book  of  Acts.  First,  there 
was  the  appearance  of  Jesus  to  Paul  on  the  road  to 
Damascus  with  its  completely  transforming  power 
over  his  life.  Then,  there  was  the  experience  of 
Peter  when  the  sheet  was  let  down  from  heaven  with 
all  manner  of  animals  that  were  forbidden  the  Jews 
for  food.  This  was  the  vision  that  broke  the  Chris¬ 
tian  faith  out  from  Jewish  exclusiveness.  And  now 
the  vision  of  the  call  of  the  man  of  Macedonia  with 
its  resulting  transportation  of  the  Christian  faith 
into  Europe  and  the  stream  of  history  which  is 
directly  related  to  us. 

Dr.  Edward  P.  Blair  says  in  his  Study  of  the 
Book  of  Acts,  “The  second  missionary  journey  as 
first  planned  had  a  modest  objective;  to  visit  the 
churches  founded  on  the  first  journey  and  to 
strengthen  them.  But  God  had  other  plans.  This 
journey  was  to  become  one  of  the  most  significant 
enterprises  fo  history.  The  gospel  was  to  win  a 
foothold  in  Europe.” 

Dr.  G.  H.  C.  Macgregor  sets  the  locale  of  this 
expeditionary  force  onto  the  European  continent 
in  The  Interpreter’s  Bible.  He  says:  “This  mission 
work  is  centered  mainly  on  two  points,  Corinth 
and  Ephesus  ,and  its  sphere  is  Greece  in  the  wider 
sense  of  the  term — first  European  Greece  (Mace¬ 
donia  and  Achaia)  and  then  Middle-Eastern  Greece 
(Asia).  .  .  .  Paul’s  route  would  lead  direct  from 
Cilicia  over  the  Tarsus  pass  through  the  so-called 
“Cilician  Gates”  into  the  “Galatian”  portion  of 
Lycaonia,  his  eastern  limit  on  the  first  tour,  and 
would  then  follow  his  former  route  in  the  reverse 
direction  through  Derbe,  Lystra,  Iconium  and 
Pisidian  Antioch.” 

*  *  * 

THE  BREAKUP  WITH  BARNABAS 

Our  lesson  has  a  somber  beginning  as  we  read 
of  the  separation  of  Paul  and  Barnabas  who  had 
worked  so  closely  together  during  the  first  mission¬ 
ary  journey.  We  are  told  in  Acts  15:36-39  that  the 
contention  arose  over  the  question  of  whether  John 
Mark  should  accompany  them  on  the  journey,  “and 
there  arose  a  sharp  contention,  so  that  they  separated 
from  each  other.”  It  is  quite  clear  from  Paul’s 
later  references  to  Mark  that  this  was  the  super¬ 
ficial  rather  than  the  basic  cause  of  the  separation. 
Barnabas  sided  with  Peter’s  contention  that  Jews 
must  obey  their  law  even  after  becoming  Chris¬ 
tians,  and  it  must  have  been  over  such  a  doctrinal 
question  that  the  break  came. 

One  hesitates  to  fix  the  blame  in  the  matter, 
but  we  cannot  keep  from  feeling  regret  that  such  a 
powerful  team  was  broken  up  and  that  we  hear  no 
more  of  Barnabas  as  a  potent  force  in  the  spread 
of  Christianity.  We  have  a  feeling  that  Paul  was 


not  an  easy  person  with  whom  to  get  along — few 
geniuses  are.  As  it  turned  out,  Barnabas  left  for 
his  home  island  of  Cyprus  with  John  Mark,  and 
Paul  started  his  journey  northward  with  Silas  as 
his  companion. 

Dr.  Theodore  Ferris  says  of  the  circumstances 
of  the  separation  (Interpreter’s  Bible):  “The  stand¬ 
ard  that  Paul  set  for  himself  was  so  high  that  others 
less  spiritually  agile  than  himself  must  have  found 
it  indeed  hard  to  attain.  It  is,  however,  from  such 
implacable  human  standards  of  value  that  the  best 
work  proceeds,  and  the  men  who  expect  the  most 
of  us,  even  more  than  we  feel  at  the  time  they 
have  the  right  or  the  reason  to  expect,  are  the 
ones  which  later  on  we  may  recognize  to  have  drawn 

us  to  our  greatest  heights.” 

*  *  * 

PAUL  AND  TIMOTHY  BECOME 
COMPANIONS 

An  important  new  partnership  is  begun  in  our 
lesson  as  Paul  chooses  Timothy  as  his  helper.  As 
Dr.  Ferris  says,  “No  man  is  entirely  self-sufficient, 
and  the  greater  the  man,  the  more  he  needs  some¬ 
one  with  whom  he  can  share  the  heights  and  depths 
of  his  experience.”  He  had  departed  with  Silas,  but 
on  his  arrival  at  Lystra  he  called  to  his  side  the 
young  man  who  was  to  be  most  widely  known  as  his 
protege. 

Paul  indicates  in  his  letters  to  Timothy  that 
he  had  been  acquainted  with  his  mother  and  his 
grandmother  and  so  he  was  willing  to  put  his  con¬ 
fidence  in  him  and  entrust  him  with  the  great  re¬ 
sponsibilities  of  the  missionary  enterprise. 

One  of  the  most  interesting  aspects  of  the  be¬ 
ginning  of  this  close  companionship  is  seen  in  the 
fact  that,  so  shortly  after  the  victory  in  Jerusalem 
concerning  the  position  that  Gentiles  need  not  be 
circumcised  to  become  Christians,  Paul  decided  that 
Timothy  should  be  circumcised  before  entering  into 
the  ministry  with  him.  The  Council  at  Jerusalem 
had  made  it  perfectly  clear  that  this  was  not  to 
be  considered  a  condition  of  salvation.  However, 
in  order  not  to  offend  the  sensibilities  of  Jews  who 
might  be  prospects  for  the  Christian  fellowship, 
Paul  removed  this  unnecessary  stumbling  block  in 

the  path  of  Timothy’s  ministry. 

*  *  * 

ESTABLISHING  PRIORITIES  IN  THE 
MINISTRY 

We  have  in  this  act  of  Paul  a  fine  illustration 
of  the  fact  that  an  effective  minister  can  some¬ 
times  show  his  greatness  by  losing  an  argument  or 
by  bending  a  bit  to  carry  his  flock  with  him  on 
issues  that  seem  to  have  priority  over  individual 
pride  and  “face-saving.”  A  smaller  man  than  Paul 
might  have  made  the  most  of  his  recent  victory  at 
Jerusalem  and  used  this  situation  to  exert  power 
over  his  opponents.  Not  so  with  Paul.  He  knew 
that  Timothy,  who  was  half  Greek,  would  be  in 
constant  contact  with  Jews.  To  go  through  this  tra¬ 
ditional  rite  would  avoid  a  great  real  of  trouble  and 
open  for  him  a  great  many  doors  that  otherwise 
might  remain  closed. 

Now,  let  us  take  extra  precaution  to  see  that 
no  one  uses  this  point  to  make  himself  feel  secure 
in  an  unsound  position.  Let  no  minister  who  has 
thought  it  easier  to  follow  a  line  of  least  resistance 
or  no  layman  who  has  felt  that  his  minister  should 
not  stand  up  for  principles  feel  that  this  is  a  point 
in  support  of  their  position.  This  is  not  the  case  at 
all. 

Dr.  Van  Bogard  Dunn  has  an  excellent  treat¬ 
ment  of  this  point  in  The  Adult  Student.  He  says: 
“Like  Paul,  those  who  minister  today  are  called 
upon  to  subordinate  everything  to  the  purpose  for 


which  they  have  been  called.  Each  faithful  mem¬ 
ber  of  the  church  must  decide  what  course  of  ac¬ 
tion  his  ministry  requires  and  then  begin  to  act. 
Service  requires  mature  acceptance  of  responsibil¬ 
ity.  Honest  differences  of  opinion  will  arise  over 
how  a  particular  task  should  be  undertaken.  These 
difference  should  not  be  glossed  over  by  easy  com¬ 
promise.” 

*  *  * 

THE  CALL  TO  MACEDONIA 

In  Acts  16:6-12  we  read  how  Paul  and  Tim¬ 
othy  wanted  to  go  through  Phrygia  and  Galatia, 
“having  been  forbidden  by  the  Holy  Spirit  to  speak 
the  word  in  Asia,”  (v.  6) — keep  in  mind  that  when 
the  word  Asia  is  used  in  Acts  it  is  referring  to 
Asia  Minor  (roughly  the  present  country  of  Tur¬ 
key).  Then  the  author  indicates  that  when  they  tried 
to  go  into  Bithynia,  “the  Spirit  of  Jesus  did  not 
allow  them.”  (v.  7)  All  of  this  is  to  affirm  that 
they  leaned  heavily  on  the  Holy  Spirit  for  guidance 
in  their  work.  It  also  means  that  Luke  is  undergird¬ 
ing  the  leading  of  the  Spirit  of  which  we  read  in 
verse  9:  “a  vision  appeared  to  Paul  in  the  night; 
a  man  of  Macedonia  was  standing  beseeching  him 
and  saying,  ‘Come  over  to  Macedonia  and  help  us.’  ” 

When  Paul  had  these  experiences  the  compulsion 
that  he  felt  to  cross  into  Europe  was  a  divine  one. 
He  was  not  traveling  for  pleasure  or  for  profit; 
he  was  traveling  as  an  ambassador  of  God.  It  was 
natural  then  that  he  turned  to  God  for  direction. 

Dr.  John  Irwin  in  Bible  Lessons  for  Adults 
points  out  the  real  significance  for  all  of  us  in  the 
mission  to  Macedonia.  He  says,  “What  a  fateful 
confromation  this  was.  The  first  century  churches 
of  Asia  were  lost  to  Mohammedanism  six  centuries 
later.  For  two  thousand  years  the  destiny  of  the 
world  has  been  determined  by  Europe  and  its  cul¬ 
ture.”  He  goes  on  to  point  out  that  today  the  re¬ 
ligions  of  Asia  are  newly  aggressive  and  that  “per¬ 
haps  not  since  the  eighth  century,  when  the  forces 
of  Mohammed  threatened  to  inundate  Europe,  has 
the  church  faced  such  a  fateful  hour.” 

*  *  * 

OBEDIENCE  TO  GOD 

When  one  says  that  Paul — or  anyone  else — 
has  learned  heavily  on  the  leading  of  God  and  His 
Spirit  in  life,  he  is  saying  that  such  persons  have 
been  willing  for  God  to  take  charge  of  his  life. 
Actually  this  desire  to  go  where  God  wants  us  to 
go  can  be  called  a  prerequisite  for  receiving 
guidance. 

Dr.  Charles  M.  Laymon  has  said  that  there 
are  five  steps  in  receiving  such  guidance.  (The  In¬ 
ternational  Lesson  Annual).  They  are:  (a)  desire 
God’s  guidance;  (b)  be  open  to  receive  it,  (c)  be 
ready  in  advance  to  follow  where  he  leads;  (d)  de¬ 
liberately  seek  his  guidance;  and  (e)  move  forward 
in  terms  of  the  leading  that  comes.  Dr.  Laymon 
concludes,  “It  was  in  this  way  that  the  gospel 
reached  Europe.  After  Paul  received  guidance  he 
was  ready  to  sail  on  the  next  boat.” 

Paul  and  his  companions  did  desire  to  know 
and  to  do  the  will  of  God.  They  were  men  of 
prayer  who  brought  their  petitions  to  the  Lord  and 
listened  for  His  answers.  When  they  felt  God  was 
leading  them,  they  obeyed  even  if  they  did 
not  undertsand. 

*  *  * 

SPECULATIVE  OR  PRACTICAL  MINISTRY? 

The  contrast  between  this  lesson  and  the  one  of 
last  week  clearly  indicates  the  way  in  which  the 
speculative  and  the  practical  must  be  balanced  in 
God’s  ministry.  At  Jerusalem,  Paul  was  determined 
to  prove  a  theoretical  point — that  persons  did  not 
have  to  be  circumcised  to  be  Christians.  Now,  hav¬ 
ing  won  his  debate,  he  demonstrates  quickly  that 
he  is  a  practical  man  and  asks  Timothy  to  undergo 
the  Jewish  rite. 

“It  is  quite  easy  to  avoid  some  of  the  concrete 
challenges  of  Christian  service  by  retreating  in  a  com¬ 
fortable  and  complacent  world  of  abstract  general¬ 
ities.”  In  order  that  we  may  not  be  accused  of 
being  anti-academic,  let  us  hasten  to  credit  these 
words  to  Dr.  Van  Bogard  Dunn,  the  dean  of  Meth¬ 
odism’s  newest  school  of  theology.  He  continues, 
“The  Bible  in  general  and  Acts  in  particular  pro¬ 
vide  a  necessary  corrective  to  our  tendency  to  spe¬ 
culate  about  ministry  instead  of  engaging  in  ser¬ 
vice.  .  .  .  When  we  do  this,  our  study  of  Scripture 
may  become  a  clever  means  of  avoiding  God  and 
denying  our  neighbor.” 
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Drop-outs  from  Sunday  School  in  the  junior-senior 
high  school  age  group  appear  to  have  increased 
since  the  U.S.  Supreme  Court  decision  barring  Bible 
reading  and  prayer  in  public  schools,  Dr.  Carl  F. 
H.  Henry,  editor  of  Christianity  Today,  said  recent¬ 
ly.  It  is  enough  of  “an  apparent  connection”  to 
give  rise  to  a  study  of  Sunday  School  losses,  he 
told  the  150th  anniversary  assembly  of  the  Amer¬ 
ican  Sunday  School  Union. 

Anglican  caution  on  church  unity  moves  was 
recently  urged  by  Bishop  John  Moorman  of 
Ripon  in  an  address  to  his  diocesan  confer¬ 
ence.  He  coupled  with  it  a  warning  to  the 
Roman  Catholic  hierarchy  in  England  that  if 
It  did  not  listen  to  the  Anglican  case  “we  shall 
have  to  bring  this  hopeful  experiment  (or  per¬ 
mitting  Catholics  to  preach  in  Anglican  church¬ 
es)  to  an  end.” 

It  may  be  that  the  day  of  the  “rice  Christian”  is 
definitely  a  thing  of  the  past.  A  government  official 
in  New  Delhi  has  warned  that  India  will  take  strong 
action  against  Christian  missionaries  who  try  to 
use  relief  aid  to  win  converts  in  famine  stricken 
areas  of  the  predominantly  Hindu  nation. 

The  superiors  of  Roman  Catholic  men’s  re¬ 
ligious  orders  are  continuing  a  three-year  effort 
to  set  up  formal  liaison  with  the  Catholic 
bishops  of  the  U.  S.  Despite  some  friction  and 
a  prospect  of  some  further  delays,  there  is  a 
hope  that  the  long-delayed  plan  may  finally 
become  a  reality.  There  are  several  points  of 
friction  between  bishops  and  religious  orders, 
which,  in  most  cases,  are  not  directly  subject 
to  the  bishop  of  the  territory  in  which  they 
operate. 

A  Methodist  professor  of  religious  education  at 
Drew  University  Theological  School  has  been 
named  associate  director  of  the  department  of  edu¬ 
cational  development  of  the  National  Council  of 
Churches’  Division  of  Christian  Education.  Dr.  Paul 
B.  Maves  will  help  develop  programs  for  training 
Christian  education  leaders  and  will  aid  in  develop¬ 
ment  of  interdenominational  curriculum  materials. 

Msgr.  Vincent  A.  Yzermans,  director  of  the 
Bureau  of  Information  of  the  United  States 
Catholic  Conference  for  the  past  three  years, 
has  been  named  the  new  editor  of  Our  Sunday 
Visitor,  largest  of  all  Roman  Catholic  periodicals 
in  this  country.  The  announcement  was  made 
by  Bishop  Leo  A.  Pursley,  president  of  the 
paper’s  board  of  trustees. 

An  airplane  designed  for  mission  work  in  Liberia 
was  dedicated  recently  by  Methodists  of  the  Western 
North  Carolina  Annual  Conference.  The  $20,000 
plane  is  part  of  a  $100,000  memorial  contribution 
undertaken  by  the  conference  in  honor  of  the  late 
Dr.  George  Way  Harley,  who  served  as  a  medical 
missionary  in  Liberia  for  40  years. 

The  American  Baptist  Home  Mission  Societies 
have  launched  their  first  major  ministry  to  the 
mentally  retarded  with  a  $60,000  appropriation 
to  develop  a  mental  retardation  facility  in 
Indianapolis.  Dr.  Gerald  I.  Gingrich,  secretary 
of  the  Division  of  Health  and  Social  Ministries 
said,  “Tire  culmination  of  several  years  of  in¬ 
tensive  staff  research  and  planning  for  the  first 
major  American  Baptist  ministry  with  the  men¬ 
tally  retarded  can  now  be  realized.” 


WORLD  OF  REUGKM^r 

the  Editor 

Dr.  Edward  L.  R.  Elson,  pastor  of  National 
Presbyterian  Church,  Washington,  D.C.,  said 
recently  that  “The  religious  ignoramus  is  a 
definite  drag  on  national  life.”  He  was  speak¬ 
ing  in  a  service  commemorating  the  150th  an¬ 
niversary  of  the  community  of  Milton,  Pa.  He 
warned  that  the  idea  of  America  as  a  pioneer¬ 
ing  nation  is  threatened  by  a  “psychological 
pressure”  that  tends  to  deter  a  citizen  from 
asserting  his  religious  spirit  and  his  individ¬ 
uality. 

Leaders  of  the  13th  German  Evangelical  Church 
Day  Congress  (DEKT)  have  again  expressed  sorrow 
over  the  absence  of  East  German  Christians  who 
for  the  third  time  since  1961  were  unable  to  attend 
German  Protestantism’s  most  important  biennial 
church  event.  Meanwhile,  thousands  of  Protestants 
from  West  Germany  and  other  countries,  including 
several  Eastern  states,  poured  into  Hannover  for 
the  Congress  sponsored  by  the  Evangelical  Church 
in  Germany  (EKID). 


ST.  PETERSBURG,  Fla.  —  Young  Garry  Renfrow 
enjoys  antics  at  a  water  fountain  during  a  church- 
sponsored  Sunday  school  picnic  on  a  hot  day  in  St. 
Petersburg,  Fla.  At  the  outing  were  boys  and  girls 
from  the  Lakewood  Methodist  church.  (RNS  Photo) 


Steps  toward  merger  between  the  Presbyterian 
Church  in  the  United  States  (Southern)  and  the 
Reformed  Church  in  America  were  taken  re¬ 
cently  when  the  two  denominations  held  simul¬ 
taneous  sessions  of  their  national  assemblies 
in  Bristol,  Tenn. 

The  role  of  evangelism  in  the  Anglican  Church’s 
mission  is  to  be  considered  by  a  new  council  whose 
establishment  was  announced  in  London  as  prepara¬ 
tions  were  accelerated  for  the  current  Billy  Graham 
All-Britain  Crusade.  The  new  Council  on  Evangel-, 
ism  was  appointed  by  the  Archbishops  of  Canterbury 
and  York.  Chairman  is  Bishop  Cuthbert  Bardsley 
of  Conventry,  who  has  frequently  praised  the  Amer¬ 
ican  evangelist  and  his  work. 


The  Central  Conference  of  American  Rabbis, 
longtime  defender  of  the  United  Nations, 
strongly  criticized  it  recently  as  having  been 
“manipulated  by  many  as  a  convenient  sound- 
ingboard  for  the  big  lie,  for  vicious  propo- 
ganda  and  for  a  callous  distortion  of  facts.” 
The  500  delegates  to  the  75th  annual  con¬ 
ference  of  the  Reform  body,  said  that  Jews 
were  “shocked  by  the  sudden  removel  of  the 
U.  N.  peace-keeping  force  just  before  the  recent 
Israeli-Arab  war.” 

In  the  concluding  session  of  its  1967  General  Synod 
in  Bristol,  Tenn.,  the  Reformed  Church  in  America 
rejected  a  proposal  to  seek  full  membership  in  the 
Consultation  on  Church  Union.  The  RCA  currently 
has  “observer”  status  in  the  Consultation  repre¬ 
senting  ten  denominations  which  are  exploring 
possibilities  for  unification.  This  action  was  not 
unexpected  although  it  may  impede  plans  to  merge 
the  Reformed  Church  with  the  Presbyterian  Church 
in  the  U.  S.  (Southern).  The  Presbyterian  General 
Assembly,  which  was  meeting  simultaneously  in 
Bristol,  is  a  full  member  of  COCU. 

The  Community  Church  of  New  York  has  sold 
its  stock  in  Dow  Chemical  Co. — primary  pro¬ 
ducer  of  napalm  used  in  Vietnam  according 
to  the  church — as  a  protest  against  civilian 
casualties  in  Vietnam.  The  Church  made  a 
$27,000  profit  on  sale  of  the  stock,  which 
will  go  to  several  organizations  working  in 
Vietnam  to  alleviate  human  suffering. 

Although  religious  art  historians  mourn  it  as  “the 
end  of  another  chapter  in  the  traditional  adobe 
architecture,”  historic  St.  Francis  de  Assisi  Mission 
Church  in  Ranchos  De  Taos,  N.  M.  is  being  re¬ 
surfaced  with  cement  stucco.  Historians  value  this 
church  as  one  of  the  finest  examples  of  Spanish 
Colonial  architecture  in  this  country,  predating  the 
Revolutionary  War  and  marking  the  era  of  Spanish 
colonization. 

The  tax  supervisor  of  Greensboro,  N.  C.  has 
announced  plans  to  investigate  the  whole  struc¬ 
ture  of  church  tax  exemptions  in  his  county. 

C.  R.  Brooks  said  that  there  seem  to  be  many 
parcels  of  property  in  the  county  owned  by 
churches  which  have  been  exempted  from 
taxes  without  basis  of  law.  He  added  that  there 
is  no  evidence  that  any  church  had  deliberately 
violated  the  law. 

A  Hindu  organization  has  alleged  that  a  Roman 
Catholic  priest  is  in  the  pay  of  the  U.  S.  Central 
Intelligence  Agency  and  has  appealed  to  the  Ha- 
harashtra  government  to  ban  all  his  activities.  The 
Hindu  Jagaran  Samithi  —  a  group  founded  origi¬ 
nally  to  campaign  against  the  International  Euchar¬ 
istic  Congress  held  in  Bombay  in  1964  and  Pope 
Paul’s  visit  to  India  at  the  time  —  said  in  a  report 
to  the  state  government  that  Father  V.  Ferrer,  SJ. 
has  received  from  the  CIA  a  total  of  $4  million, 
of  which  he  has  spent  $2.6  million. 

Speaking  in  the  Lower  House  of  Parliament, 
Minister  for  Home  Affairs  V.  C.  Shukla  de¬ 
clared  that  the  government  frowned  on  foreign 
missionaries  who  seek  conversions  through  of¬ 
fers  of  food  and  clothing. 

“The  law  requiring  a  freely  chosen  and  perpetual 
celibacy  of  those  who  are  admitted  to  Holy  Orders 
remains  unchanged,”  Pope  Paul  VI  affirmed  in  a 
recent  encyclical  letter.  Entitled  “Sacerdotalis  Celi- 
batus”  (Priestly  Celibacy),  the  encyclical  called  for 
careful  screening  and  preparation  of  candidates  for 
the  priesthood  to  prevent  “lamentable  defections” 
after  ordination.  Young  men  who  wish  to  be  priests 
must  know  exactly  what  celibacy  implies,  it  said, 
and  must  accept  it  “with  full  awareness  and  liberty.” 

The  encyclical  conjectured,  from  conditions  in 
other  churches  having  married  clergy,  that  the 
abolition  of  mandatory  celibacy  for  priests 
would  probably  not  result  in  an  increase  in 
vocations. 
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Dr.  Robert  S.  Clemmons,  director  of  the  Council  of  Adult  Work  of  the  Board 
of  Education,  Nashville,  Tenn.,  conducted  a  one-day  Coaching  Conference 
on  the  New  Adult  Literature  for  the  church  school  at  Centenary  College  in 
Shreveport,  June  24th.  Shown  in  picture,  left  to  right:  the  Rev.  William 
Fraser,  Shreveport  district  director  of  education;  Mrs.  Doris  Marsalis, 
Noel  Church;  the  Rev.  Earl  Emmerich,  associate  director,  Area  Council; 
Mrs.  G.  W.  Charlton,  Noel  Church,  and  Dr.  Clemmons. 


A  view  of  the  115  persons  whoattended  the  one  day  Coaching  Conference. 
Dr.  Clemmons  noted  that  about  three  out  of  four  adult  church  school 
classes  from  over  the  nation  had  indicated  an  interest  in  the  new  litera¬ 
ture. 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

The  June  1967  issue  of  Methodist 
Story  tells  of  the  MUST  I  and  MUST 
II  programs  of  the  Methodist  Church. 

MUST  I  refers  to  Methodist  Urban 
Service  Training  based  in  New  York 
and  is  completing  its  first  year  training 
laymen  and  clergymen  in  a  variety  of 
urban  propects.  The  work  is  head¬ 
quartered  in  the  tenth  floor  of  a  build¬ 
ing  housing  the  New  York  Theological 
Seminary.  This  space  provides  offices 
for  the  staff  and  dormitory  facilities 
for  twenty  people. 

A  course  covers  roughly  nine 
months,  participants  coming  once  a 
week  for  an  overnight  study  seminar. 
There  they  discuss  problems  in  their 
local  church  and  how  these  problems 
were  handled.  The  work  is  designed 
to  prepare  Christians  to  serve  in  both 
the  suburban  and  inner  city  areas  of 
New  York.  The  director  is  Dr.  George 
Webber,  who  served  eighteen  years 
in  famous  East  Harlem  Protestant 
Parish. 

The  Methodist  Board  of  Missions 
granted  $500,000  for  a  two-year  peri¬ 
od  to  finance  the  project.  Other  de¬ 
nominations  who  have  joined  the  en¬ 
deavor  are  Protestant  Episcopal 
Church,  United  Presbyterian  Church 
in  the  U.S.A.,  United  Church  of  Christ, 
American  Baptist  Convention,  and  the 
New  York  City  Mission  Society. 

MUST  II  represents  Methodist 
United  Service  Training  and  is  a  pro¬ 
gram  on  the  drawing  board.  It  does, 
in  general,  attempt  to  carry  the  prin¬ 
ciple  of  MUST  I,  which  trains  church- 
ment  for  service  in  New  York  City,  to 
fields  of  service  in  other  areas.  We  in 
Louisiana  would  find  benefit  from 
MUST  II,  eventually. 

Churchmen  must  seek  and  find 
training  in  the  problems  or  urban  life 
if  the  urban  church  is  to  perform  its 
task  properly.  This  necessary  experi¬ 
ence  comes  only  through  a  program  of 
study  and  activity. 

A  number  of  good  books  which  are 
helpful  in  understanding  the  problems 
of  the  city  are  available;  future  articles 
will  carry  such  a  bibliography. 

Perhaps  the  best  preparation  for  ser¬ 
vice  in  urban  areas  is  through  active 
involvement.  This  kind  of  involvement 
can  come  about  as  one  seeks  to  serve 
those  who  are  in  need.  All  one  has  to 
do  is  go  to  any  housing  project,  knock 
on  almost  any  door,  and  ask  if  you 
can  help  the  family  which  lives  there. 
If  you  are  invited  in  and  told  their 
story  by  the  resident  family,  you  will 
know  you  have  plenty  to  do.  And  you 
will  thank  God  for  what  you  have. 

MUST  I  and  MUST  II  represent 
preparation  on  a  big,  expensive  scale. 
Much  can  be  done  by  any  individual 
to  prepare  on  a  personal  level, 
t 

LOUISIANA  FRIENDS  of  the  Rev. 
Lamar  Davis  will  be  interested  to  hear 
that  he  was  recently  appointed  as  as¬ 
sociate  minister  of  the  First  Method¬ 
ist  Church  in  Topeka,  Kansas  —  a 
church  with  almost  4000  members.  He 
had  recently  been  serving  as  Wesley 
Foundation  director  at  Washburn  Uni¬ 
versity,  and  is  a  former  director  of  the 
Wesley  Foundation  in  Lake  Charles. 


VACATION  CHURCH  SCHOOL 
IS  FOR  ADULTS  TOO! 

It  was  at  the  first  discussion  of  the 
Commission  on  Education  concerning 
the  1967  Vacation  Church  School  that 
the  Rev.  James  L.  Beasley  suggested 
Lakeview  Methodist  Church  hold  its 
school  from  7-9  o’clock  in  the  eve¬ 
nings  and  include  classes  for  all  ages. 
The  Commission  decided  to  act  on  his 
suggestion. 

The  Director,  Glenn  Smith  and  the 
Assistant  Director,  Mrs.  Lou  Moore 
began  to  secure  teachers  and  make  the 
necessary  arrangements  in  preparation 
for  the  school.  A  “break”  was  sched¬ 
uled  between  the  two  hours  of  the 
study  at  which  time  all  age-groups 
were  together  in  Fellowship  Hall.  Mrs. 
Helen  Smith,  who  was  in  charge  of  the 
fellowship  time,  served  delightfully  dif¬ 
ferent  refreshments  each  night  on  an 
attractively  decorated  table.  Mrs. 
Bessie  Tadlock,  Dean  of  the  School, 
was  charged  with  the  responsibility  of 
keeping  the  necessary  records. 

On  the  Saturday  afternoon  follow¬ 
ing  the  Vacation  Church  School,  a 
church-wide  barbecue  was  held.  This 
event  which  was  arranged  by  Mr. 
Smith,  was  attended  by  some  150  to 


200  persons  and  provided  an  occasion 
for  welcoming  the  new  pastor,  the  Rev. 
W.  E.  Nolan,  and  his  family. 

The  Church  School  was  most  suc¬ 
cessful,  the  attendance  being  doubled 
over  that  of  last  year.  Furthermore, 
there  was  much  enthusiasm — perhaps 
engendered  by  the  fellowship  hour  and 
the  presence  of  adults  to  appreciate 
the  various  activities  of  the  children 
and  youth. 

Yes,  Vacation  Church  School  is  for 
adults  too. 
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LAKEVIEW  REACHES  OUT 
FOR  THE  NEW  DAY 

There  were  serious  doubts  about  the 
New  Day  when  the  members  of  the 
Lakeview  Methodist  Church  (Shreve¬ 
port)  first  learned  of  it.  After  all,  their 
two  adult  lecture-type  classes  complete¬ 
ly  met  their  needs — or  so  they  thought. 

Then  came  the  Week  End  Retreat 
attended  by  many  of  the  adult  workers 
where  they  heard  E.  E.  Armstrong, 
First  Church,  Shreveport,  tell  them  of 
its  possibilities  and  witness  to  them 
about  how  much  its  suggested  methods 
had  meant  in  the  teaching  of  his  own 
classes.  It  was  at  that  time  those  pres¬ 
ent  voted  to  use  the  booklet,  “Prepar¬ 
ing  for  the  New  Day”  for  their  stud¬ 
ies  during  the  month  of  April  and 
charged  Mrs.  Kay  Williams  and  Mrs. 
Julia  Packwood  with  the  responsibility 
of  preparing  these  studies.  However,  as 
it  developed,  there  were  many  who 
were  willing  to  help  and  eager  to 
investigate  the  ideas. 

A  variety  of  methods  were  used  in 
the  presentation  of  the  five  lessons, 
some  of  which  were  the  use  of  charts, 
blackboard,  posters,  roleplaying,  panel 
discussions,  film  strips,  discussion  by 
the  whole  class,  and  lecture.  Short 
evaluations  were  made  at  the  end  of 
each  lesson,  and  a  summary  present¬ 
ed  before  the  next  Sunday’s  lesson  be¬ 
gan.  As  the  month  progressed,  the 
evaluations  grew  more  favorable  and 
enthusiastic. 

When  the  studies  were  completed, 
three-fifths  of  those  evaluating  indi¬ 
cated  they  preferred  classes  in  which 
they  participated  in  some  way,  and 
four-fifths  definitely  wanted  to  try  the 
new  literature  for  a  quarter.  Equally  as 
encouraging  and  exciting  was  the  fact 
that  three-fifths  of  these  adults  wanted 
to  enjoy  the  closer  fellowship  of 
smaller  classes  and  two-fifths  to  take  a 
leadership  training  course  to  be  of¬ 
fered  during  the  coming  year. 

With  the  arrival  of  the  Adult  Ad¬ 
vanced  Leadership  Kits,  the  interest  is 
even  higher,  and  already  two  classes 
have  been  begun,  one  a  young  couples 
class  and  the  other  a  class  for  older 
youth. 

This  is  the  story  of  how  those  at 
Lakeview  came  to  believ^  that  the  new 
ways  and  the  New  Day  might  really 
become  a  very  meaningful  part  of  their 
lives. 

(Let  us  hear  from  you!  Tell  how  the 
New  Day  in  Christian  Education  has 
affected  your  church  and  church 
school.  Write  to  Earl  Emmerich,  P.  O. 
Box  4325,  Shreveport,  Louisiana 
71104.) 
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Dr.  Luman  E.  Douglas,  director  of  Area  Council  for  the  Louisiana  Con¬ 
ference,  recently  led  Sunday  morning  services  at  his  home  church  of 
Dubach,  La.,  where  he  joined  at  the  age  of  12  years.  Pictured  above 
are  the  Rev.  William  M.  Finnin,  pastor,  Dr.  Douglas,  and  the  official 
board  of  the  Dubach  church. 
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PREACHERS  AND  WIVES 
MEET  AT  BROADMOOR 

The  Shreveport  District  Methodist 
preachers  and  Parsonettes  met  at 
Broadmoor  Church  in  Shreveport  Wed¬ 
nesday,  June  21,  at  10:30  A.M.  for 
their  annual  meeting  together  follow¬ 
ing  the  beginning  of  the  new  confer¬ 
ence  year.  Newcomers  to  the  district, 
which  embraces  57  Methodist  church¬ 
es,  were  presented  by  Rev.  George 
Pearce,  Jr.,  District  Superintendent: 
Mr.  W.  L.  Wayland,  Bethany  Church; 
Reverend  and  Mrs.  Allen  Reeves,  Sr., 
Stonewall;  Rev.  and  Mrs.  James 
Humphreys,  Haughton;  Rev.  and  Mrs. 
Lonnie  M.  Walding,  Hall  Summit;  Rev. 
and  Mrs.  Woodrow  W.  Bevill,  Logans- 
port;  Rev.  and  Mrs.  Hal  P.  Cansler, 
Zwolle;  Rev.  and  Mrs.  William  L. 
Proctor,  Trinity;  Rev.  and  Mrs.  Don¬ 
ald  M.  Risinger,  North  Highlands;  Rev. 
and  Mrs.  William  V.  Sirman,  associate 
pastor,  Noel  Memorial;  Rev.  and  Mrs. 
William  M.  McCutcheon,  associate  pas¬ 
tor  First  Methodist  Church;  and  Rev. 
and  Mrs.  Earl  Emmerich,  associate  di¬ 
rector  of  the  Area  Council. 

Five  seminary  students  who  are  serv¬ 
ing  as  associates  for  churches  for  the 
summer  were  also  presented:  Miss  Bo¬ 
nita  Carter,  Mansfield;  John  Chadwick, 
Cedar  Grove;  David  Dykes,  Summer 
Grove;  Ed  Dilworth,  First  Methodist 
Church;  Rex  Wilkes,  Mangum  Me¬ 
morial. 

After  introductions  and  a  devotional 
led  by  Mr.  Pearce,  separate  meetings 
were  held  by  the  ladies  and  the  men. 

In  the  preacher  meetings  reports  were 
given  on  evangelism  by  Rev.  Glen 
Rorie,  Area  Council  Associate  Direc¬ 
tor  of  Evangelism;  by  Rev.  George 
Cunningham  on  camping;  by  Rev.  Wil¬ 
liam  Fraser  on  Adult  Coaching  Con¬ 
ference;  by  Rev.  David  Felder  on  the 
Chaplains  program;  by  Rev.  Earl  Em¬ 
merich,  Area  Council  Associate  Direc¬ 
tor  for  Education  on  the  new  adult 
church  school  literature;  by  Dr.  B.  Cv 
Taylor  on  Centenary  College. 

In  the  Parsonettes  meeting  new  of¬ 
ficers  were  elected  as  follows:  Presi¬ 
dent,  Mrs.  Oscar  Cloyd;  Vice-Presi¬ 
dent,  Mrs.  James  Adams;  Secretary, 
Mrs.  Leon  Scott;  Treasurer,  Mrs.  D.  L.. 
Dykes. 


Officers  of  the  Pineville  First  Church  Woman’s  Society  and  Guild  are  pic¬ 
tured  above.  From  left,  front  row:  Mrs.  Richard  Lohrey,  Miss  Thelma  Louise 
Jones,  Mrs.  George  W.  Dameron,  Mrs.  Harvey  Henry,  Mrs.  Mattie  Baker  and  Mrs. 
Maurice  Melancon.  Back  row:  Mrs.  Homer  Alsup,  Mrs.  Rowena  Anders,  Mrs. 
Morgan  Ford,  Mrs.  A.  Scheffer,  Miss  Margaret  Anders,  and  Mrs.  Earl  Emmerich. 


Ruston  District  Zone  IV  WSCS  presidents  met  for  luncheon  meeting,  June 
28,  in  T.  L.  James  House,  Ruston.  Pictured  are,  front  row,  from  left:  Mrs.  Geo. 
Tigner,  district  president;  Mrs.  B.  S.  Russell;  Mrs.  H.  D.  Burkhalter.  Second 
row:  Mrs.  P.  L.  Harver;  Mrs.  S.  L.  Nobles;  Mrs.  D.  L.  McGuire,  wife  of  Trinity 
pastor.  Third  row:  Mrs.  John  Dennis,  Mrs.  Vernon  Lay.  Back  row:  Mrs.  L.  C. 
Aycock,  Mrs.  W.  L.  Manning,  Zone  IV  leader;  Mrs.  J.  D.  Cardwell. 


GUILD  INSTALLATION 
AT  RAYNE  MEMORIAL 

At  the  June  meeting  of  the  Wes¬ 
leyan  Service  Guild  of  Rayne  Me¬ 
morial  Church  in  New  Orleans,  Dr. 

B.  A.  Galloway  installed  the  following 
officers:  president — Mrs.  C.  A.  Or- 
beck;  vice  president  —  Mrs.  Fredie 
Smith;  treasurer — Dr.  Norma  Kearby; 
membership  cultivation — Mrs.  Lucille 

C.  Wells;  spiritual  life  cultivation  — ■ 
Miss  Charlie  Nell  Watts;  Christian  so¬ 
cial  relations — Miss  Elizabeth  Nors- 
worthy;  local  church  activities — Mrs. 
George  Mjllard;  missionary  education 
&  service — Miss  Fannie  Rayne  Russ; 
supply  work — Miss  Tempa  Wegener; 
program  material — Mrs.  Virgia  Snell- 
ing. 

Preceding  the  installation  service,  an 
honorary  life  membership  was  present¬ 
ed  to  outgoing  treasurer  Charlie  Nell 
Watts. 
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INGLESIDE 
GUILD  REPORT 

The  home  of  Mrs.  B.  B.  Brumfield 
on  Croydon  Avenue  was  the  setting 
for  the  June  meeting  of  the  Wesleyan 
Service  Guild  of  Ingleside  Church, 
Baton  Rouge,  on  Thursday  evening 
at 7: 30  o’clock. 

The  theme  of  the  program  for  the 
evening  was  “Jesus  Christ,  Master  of 
Life.”  Mrs.  W.  J.  Gussman  and  Miss 
Mildred  Moncrief,  who  planned  the 
program,  were  assisted  by  Mrs.  C.  V. 
Barnes  and  Mrs.  B.  W.  Causey  in  the 
presentation. 

The  yearbooks  for  1967-68  which 
were  prepared  by  Mrs.  S.  G.  Quillian 
were  distributed. 

Since  the  president,  Mrs.  Verl  P.. 
Dykes,  is  vacationing  in  Europe,  Mrs. 
James  P.  Bright  conducted  the  busi¬ 
ness  session. 
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GUILD  JURISDICTION 
WEEK-END 

Attending  the  South  Central  Juris¬ 
diction  meeting  of  Wesleyan  Service 
Guild  at  Mt.  Sequoyah,  Arkansas,  June 
22-24  were  eleven  Louisiana  women. 
Delegates  to  the  meeting  from  Louis¬ 
iana  Conference  WSG  were  Mrs.  Ben¬ 
nett  Steere,  Ruston  District  Secretary, 
and  Miss  Hermine  Tate,  Lafayette  Dis¬ 
trict  Secretary. 

Others  attending  were  Miss  Arline 
Tyler  of  Shreveport,  Mrs.  Ruby  Phil¬ 
lips  and  Mrs.  Rita  Keoun  of  Plain 
Dealing,  Miss  Marie  Pace  of  Alex¬ 
andria,  Mrs.  Bee  Sandefur  of  Bunkie 
and  Miss  Elizabeth  Lowrey  of  Mans¬ 
field.  Arriving  from  the  Regional 
School  of  Mission  in  Dallas  to  join 
the  Louisiana  group  were  Miss  Mildred 
Evans  of  New  Orleans,  Conference 
Secretary  WSG,  Mrs.  Elizabeth  Mc¬ 
Gowan,  Conference  WSCS  President 
and  Mrs.  Emma  Mainous,  Conference 
WSG  Chairman  of  Missionary  Educa¬ 
tion,  both  of  Baton  Rouge. 

The  theme  of  the  meeting,  “A  Cup 
of  Water”  was  appropriately  developed 
during  the  two-day  session  by  drama, 
scripture,  worship  settings,  music,  a 
keynote  address  by  Mrs.  C.  C.  Coffee, 
and  questions  discussed  in  dialogue 
groups. 

Facilities  at  the  Western  Methodist 
Assembly  grounds  has  been  constantly 
improved  under  the  administration  of 
Mr.  and  Mrs.  E.  G.  Kaetzell.  Air- 
conditioned  buildings  include  a  modem 
cafeteria,  the  completely  remodelled 
and  re-decorated  Clapp  Auditorium 
and  several  of  the  bricked  cottages. 
These  make  summer  meetings  pleasant 
and  inviting  in  every  way. 

Mrs.  Hazel  L.  Dabney,  Jurisdiction 
WSG  Secretary,  presided  at  the  meet¬ 
ing  and  challenged  the  assemblage  to 
“come  back  next  year  and  bring  some¬ 
one  with  you.”  Mrs.  Dabney  will  have 
her  problems  to  accommodate  a  dou¬ 
ble  registration  next  year  but  lets  give 
back  her  challenge  and  see  if  she  can 
take  care  of  us.  Approximately  one- 
half  of  those  in  the  auditorium  stood 
to  indicate  this  was  their  first  year 
at  the  meeting.  Seventeen  conferences 
of  eight  states  comprise  the  South  Cen¬ 
tral  Jurisdiction. 

— Reported  by  Elizabeth  Lowrey 
t 

God  is  living,  working  still. — John, 
S.  Dwight 

t 


At  Mt.  Sequoyah:  Coffee  break  with  Miss  Mildred 
Evans,  La.  Conf.  WSG  secretary,  Mrs.  Elizabeth 
McGowan,  La.  WSCS  president,  and  Mrs.  Emma  Mai¬ 
nous,  La.  WSG  mi  ssionary  education  chairman. 


Preparing  to  leave  are  Miss  Hermine  Tate,  Mrs. 
Bennett  Steere,  Miss  Marie  Pace,  and  Mrs.  Bee 
Sandefur. 


At  Jurisdiction  Guild  Weekend:  From  left,  front, 
Miss  Hermine  Tate,  Mrs.  Bennett  Steere,  Miss  Eliza¬ 
beth  Lowrey.  Back  row:  Mrs.  Ruby  Phillips,  Miss 
Arline  Tyler,  and  Mrs.  Rita  Keoun. 
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•  On  a  Wide  Circuit 


"I  couldn't  care  less'' 

By  W.  W.  Reid 

“I  couldn’t  care  less!”  How  often 
have  we  heard  this  answer  made  when 
we  have  challenged  someone  to  give 
service  for  the  advancement  of  a 
worthy  cause,  to  lend  a  hand  in  right¬ 
ing  an  injustice,  to  share  in  a  group 
action  designed  to  better  the  commu¬ 
nity — or  perhaps  to  bring  succor  to  a 
needy  neighbor — on  our  own  block 
or  in  a  far-off  land. 

“I  couldn’t  care  less!”  is  the  motto 
and  the  watchword  of  those  who  re¬ 
fuse  to  become  “involved” — involve¬ 
ment  might  cost  money,  or  time,  or  a 
growing  concern  one  is  unwilling  to 
expend— “there  is  nothing  in  it  for 
me.”  It  is  the  selfish  man’s  excuse.  It 
is  the  opposite  of  everything  which 
the  Christian  faith  teaches.  It  is  an 
attempt  at  an  isolationism  the  ultimate 
goal  of  which  is  the  denial  of  the 
brotherhood  of  men  and  the  father¬ 
hood  of  God;  but  is  an  isolationism 
into  which  no  man  can  escape  without 
irreparable  loss  to  himself  and  to  so¬ 
ciety.  The  modem  world  does  not  per¬ 
mit  anyone  to  be  a  hermit — or  an 
escapee  from  the  trials  and  responsi¬ 
bilities  of  the  whole  body  of  mankind. 
“We  are  journeying  together  on  earth”; 
we  don’t  know  all  of  our  goal,  but  we 
are  all  “on  the  same  bus,”  headed  in 
the  same  direction.  We  are  alive  when 
we  are  concerned  and  care  one  for  an¬ 
other;  we  are  already  dead  when  we 
ignore  the  needs  of  fellow  passengers 
—  or  want  to  jump  off  the  convey¬ 
ance.  .  .  . 

Some  of  my  friends  have  told  me 
that  in  the  meteoric  coming  of  new 
and  bright  words — words  to  be  super¬ 
seded  in  a  year  or  two  perhaps — we 
are  now  in  a  situation  where  involve¬ 
ment  is  on  every  lip  and  on  almost 
every  printed  page — and  they  are  tired 
of  it.  Yet  I  hope  it  is  our  everyday 
language — and  especially  in  the  vo¬ 
cabulary  of  the  Christian  —  to  stay 
with  ever-broadening  meaning  and  em¬ 
phasis.  I  don’t  find  it  in  the  King 
James  Version  or  in  any  of  its  re¬ 
visions — though  it  may  sometime  find 
its  way  into  one  of  the  many  newer 
translations.  But  is  there  in  the  Holy 
Bible  any  basic  idea  more  prevalent 
than  involvement:  God’s  involvement 
with  man — from  the  Creation  to  this 
day;  man’s  involvement  with  God; 
man’s  involvement  with  other  men — 
blest  by  the  involvement  where  his 
purpose  was  righteous  and  pleasing  to 
God?  Certainly  Jesus  —  the  Teacher, 
the  Preacher,  the  Healer,  the  Herald 
of  God’s  Kingdom  —  was  continually 
involved  in  the  lives,  and  activities, 
and  attitudes  of  men  wherever  he  met 
them;  and  his  disciples  and  the  early 
apostles  became  involved  also — some 
even  unto  death  for  their  fellows.  No 
writer  of  an  Epistle  ever  penned  any¬ 
thing  remotely  resembling,  “I  couldn’t 
care  less!”  They  cared,  they  were  con¬ 
cerned,  they  taught,  they  preached,  they 
healed:  they  became  involved — deeply 
involved — in  the  lives,  and  needs,  and 
acts  of  the  Christian  flock,  of  the 
churches  and  their  problems — yes,  in 
all  the  fashions,  and  cults,  and  philoso¬ 
phies  of  their  troubled  times.  And  their 
involvement  helped  change  all  history 
and  the  course  of  civilization. 


The  great  industrial  town  of  Mid¬ 
dlesbrough,  in  the  North  of  England 
is  the  venue  this  year  for  the  British 
Methodist  Conference.  The  town  which 
W.  E.  Gladstone,  Prime  Minister  of 
England  called  “an  infant  Hercules” 
in  1862,  has  now  developed  into  one 
of  the  strategic  centres  for  industry. 
The  “Evening  Gazette,”  its  local  news 
poper  earned  the  award  for  Britain’s 
best  designed  evening  newspaper  last 
year,  and  it  is  a  town  with  a  lively 
pride  in  itself. 

As  you  think  about  Methodists  in 


1  suppose  there  are  not  many  peo¬ 
ple  in  our  churches  who  crudely  say,. 
“I  couldn’t  care  less!”  when  confronted 
with  a  call  for  service  to  their  fellow- 
men,  or  when  reminded  of  the  vows 
they  took  on  becoming  members  — - 
vows  which  rest  rather  lightly  upon 
them  now,  or  when  presented  again 
with  deeper  demands  which  the  Christ 
(to  whom  they  once  swore  allegiance 
and  whose  name  they  still  bear)  makes 
upon  their  acts.  But  how  often  do  they 
live  that  code  of  non-involvement  by 
their  neglect  of  “the  means  of  grace”; 
their  careless  or  deliberate  “blindness” 
to  the  need  of  others;  their  assent  to. 
the  “chipping  away”  of  the  moral 
codes,  the  mores,  and  the  divine  com¬ 
mands  that  are  the  bulwarks  of  both 
the  Kingdom  of  God  on  earth,  and  the 
goodwill  and  peace  so  needed  among 
men!  When  the  Christian  faith  is  im¬ 
prisoned  within  church  walls,  and  is 
denied  place  in  the  world’s  markets, 
in  men’s  daily  occupations,  and  in  the 


OF  PRISONS  AND  PRISONERS 

Should  prison  and  jail  inmates  be 
considered  as  human  beings,  capable 
under  the  right  conditions  of  becom¬ 
ing  useful  citizens? 

Or  should  they  be  “written  off’  as 
totally  useless  to  society? 

What  is  meant  by  “hard  labor”? 

Is  the  success  of  a  prison  system  to 
be  measured  only  by  the  financial  prof¬ 
it  that  it  creates  by  its  operations? 

These  questions  and  others  like  them 
have  plagued  every  man  or  woman 
who  has  held  public  office.  And  every 
serious  minded  Christian  has  come  face 
to  face  some  time  with  these  same 
knotty  problems.  Can  anything  be  done 
to  improve  the  prison  system  in  Ar¬ 
kansas?  Many  ask  this  question. 

First,  let’s  look  at  the  term,  “hard 
labor.”  When  the  idea  is  suggested 
that  inmates  be  taught  a  useful  trade, 
some  loud  voices  .  .  .  often  church 
member  voices  .  .  .  shout  that  we  are 


Britain  this  week,  and,  I  hope,  pray 
for  us,  there  are  many  issues  before 
the  Conference  which  will  have  far- 
reaching  results.  The  Ministerial  Ses¬ 
sion  opened  on  July  4th,  and  candi¬ 
dates  for  the  ministry  will  have  been 
finally  approved  as  you  read  these 
lines.  And  when  the  Representative 
Session  began  on  July  7,  it  had  before 
it  all  the  living  issues  of  the  day. 

In  this  paper  on  June  22  I  discussed 
the  way  in  which  we  shall  be  look¬ 
ing  at  the  Interim  Report  of  the  Con¬ 
versations  between  the  Anglican 


assemblies  of  the  nations,  they  are 
not  professors  of  Christianity  living 
literally  by  the  slogan  of  non-involve¬ 
ment? 

It  has  been  noted  in  one  of  the 
larger  annual  conferences  of  the  Meth¬ 
odist  Church  that  of  254,000  persons 
enrolled  in  its  500-plus  churches,  an 
average  of  only  25%  are  in  attendance 
at  a  Sunday  morning  worship  service. 
While  church  attendance  may  not  be 
the  final  mark  of  a  “Christian,”  it  is 
a  barometer  of  communion  (or  com¬ 
munication),  of  concern,  and  of  in¬ 
volvement. 

It  was  this  concern  and  involvement 
that  marked  the  early  church  and  the 
early  Christians  —  and  that  attracted 
people  in  all  walks  of  life  to  them 
and  to  their  message.  Concern  and  in¬ 
volvement  —  by  any  other  synonyms 
you  may  wish  to  use  for  them — are 
the  sine  qua  non  of  church  renewal, 
evangelization,  witnessing,  following 
the  Master. 


coddling  prison  inmates;  that  we  are 
about  to  turn  the  prison  farms  into 
“country  clubs.” 

Anyone  who  ever  visted  prison 
knows  that  prison  is  at  best  a  grind¬ 
ing  experience.  Hard  labor  can  be 
and  is  being  carried  out  in  a  number 
of  ways.  And  as  for  the  “country  club” 
but,  God  grant  that  our  prisons  will 
not  become  as  some  country  clubs  are, 
where  “good  citizens”  openly  flaunt 
the  laws  against  liquor  and  gambling. 

“Rehabilitation”  Is  another  word 
that  makes  many  good  citizens  see 
red.  It’s  an  expensive  process  ...  it 
produces  very  few  good  results  .  .  . 
it  will  cut  seriously  into  the  present 
profits  from  the  prison  farms  .  .  . 
etc.,  etc. 

Every  argument  mentioned  is  a  valid 
one.  In  fact,  these  same  arguments 
could  be  used  to  describe  church  mem¬ 
bership.  It,  too,  is  an  expensive  process 
...  it,  too,  shows  discouragingly  small 
results  .  .  .  and  the  true  work  of 
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by  Charles  A.  Stuck/Lay  Evangelist 


Church  and  ourselves,  and  in  due 
course,  from  the  Conference  Hall.  I 
will  tell  you  what  happened.  Other 
vital  questions  are  those  concerned 
with  proposals  which  are  coming  be¬ 
fore  the  country  on  the  Divorce  Laws. 
The  Christian  Citizenship  Department 
will  have  a  lot  to  say  about  this. 

In  general,  it  is  anticipated  that  if 
the  Conference  agrees,  the  Department 
can  offer  the  British  Government  some 
real  guidance  here.  It  will  not  be  the 
first  time  that  the  proceedings  of  the 
Methodist  Conference  have  proved 
themselves  to  be  the  embryonic  laws 
of  the  land. 

Of  course  the  “Methodist  Recorder,” 
the  newspaper  in  which  I  am  proud 
to  bear  some  responsibility  will  be 
there.  We  shall  have  a  five-man  re¬ 
porting  team  in  full  swing,  and  we 
write  the  Editorial  comment  direct 
from  the  floor  of  the  Conference.  We 
pride  ourselves  on  the  fact  that  the 
paper  gives  the  most  complete  and 
swift  coverage  that  it  is  possible  to 
have. 

I  am  also  doing  three  evening  news- 
comment  programmes  for  television  in 
the  course  of  Conference.  My  memory 
will  certainly  go  back  to  that  great 
basement  in  the  Central  Hall,  West¬ 
minster,  London  last  year,  where  I 
first  met  your  lively  and  distinguished 
Editor! 

The  Conference,  this  year,  is  also 
looking  at  its  own  internal  structures. 
There  are  likely  to  be  changes  in  the 
way  in  which  the  sessions  are  organ¬ 
ised.  There  are  likely  to  be  large-scale 
proposals  about  the  way  in  which  the 
whole  of  the  structure  of  Methodism 
is  built.  But  these  are  domestic  mat¬ 
ters  which  do  not  make  the  news  head¬ 
lines. 

Conference  personalities  like  Lord 
Soper  will  not  be  silent  about  world 
tensions,  and  the  incoming  President  is 
an  orator  in  his  own  right.  Dr.  Irvonwy 
Morgan,  the  Secretary  of  the  London 
Mission  and  Extension  Committee  is, 
I  know,  no  stranger  to  the  U.S.A.  He 
can  claim  the  distinction  of  playing 
rugby  football  for  Cambridge  Univer¬ 
sity,  but  he  has  many  other  distinction 
both  in  scholarship  and  evangelism  to 
offer  the  Church. 

The  Vice-President  is  of  special 
interest.  Dr.  Percy  L.  Backus  is  a  grad¬ 
uate  of  McGill  University  and  a  con¬ 
sultant  psychiatrist.  He  likes  to  remem- 

Continued  on  page  11 


Christ’s  church  plays  havoc  with  per¬ 
sonal  profits. 

Space  does  not  permit  a  further  dis¬ 
cussion  of  the  continuing  debate  about 
treatment  of  prison  inmates.  But  be¬ 
hind  all  the  sound  and  fury,  I  can  say 
from  first-hand  observation  that  def¬ 
inite  improvements  are  being  carried 
out  in  our  prisons.  Conditions  still 
leave  much  to  be  desired.  Recent  es¬ 
capes  are  often  cited  as  proof  that 
reforms  are  needed.  But  the  break-outs 
that  we  read  about  are  actually  grow¬ 
ing  pains  of  a  new  and  much  better 
penal  system  that  is  striking  at  the  root 
of  the  evils  in  the  present  order. 

If  serious  minded  Christians  will 
look  with  open  eyes  and  minds  at  the 
job  of  helping  prison  inmates  to  be¬ 
come  better  adjusted  citizens,  they  will 
see  some  heartening  results.  And  a  lit¬ 
tle  vocal  encouragement  would  pay 
big  dividends  in  deeper  dedication  of 
our  hard  working  prison  officials. 
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A.  Skevington  Wood,  THE  PRIN¬ 
CIPLES  OF  BIBLICAL  INTERPRE¬ 
TATION,  as  enunciated  by  Irenaeus, 
Origen,  Augustine,  Luther  and  Calvin. 
$3.50,  Zondervan,  99  pp. 

This  little  book  by  a  British  evan¬ 
gelist  who  has  been  closely  associated 
with  Billy  Graham  in  his  British  cru¬ 
sades  is  an  excellent  little  collection  of 
the  writings  of  five  great  Christian 
thinkers  of  the  past.  It  has  been  pub¬ 
lished  to  bring  these  men  into  the 
midst  of  the  contemporary  theological 
dialogue. 

The  main  purpose  of  the  book  is 
“to  clarify  the  salient  issues  of  Biblical 
interpretation  by  means  of  an  historical 
inquiry  into  the  testimony  of  several 
key  figures.” 

This  is  truly  one  of  the  finest  little 
books  to  have  come  from  Zondervan 
recently  and  indicates  that  this  pub¬ 
lishing  house  is  misjudged  by  any  who 
type  it  as  strictly  a  producer  of  fund¬ 
amentalist  volumes  with  no  academic, 
merit. 

Stephen  R.  Graubard,  editor,  A 
NEW  EUROPE?  $3.45  (Paperback), 
Beacon  Press,  654  pp. 


If  you  are  interested  in  a  refresher 
course  in  European  history  with  a  spe¬ 
cial  emphasis  on  the  results  of  World 
War  II,  this  paperback  in  the  Daeda¬ 
lus  Library  series  is  recommended.  The 
New  York  Times  Book  Review  has 
said,  “This  volume  must  be  regarded 
as  the  most  ambitious  effort  yet  to 
be  made  to  trace  the  outline  of  the 
society  which  has  arisen  from  the  aisles 
of  the  Second  World  War.” 

The  book  is  a  symposium  of  essays 
by  26  distinguished  contributors  and 
has  a  great  deal  to  say  about  changing 
social  and  economic  structures  on  the 
European  continent.  There  is  an  ex¬ 
cellent  section  on  “Theological  Cur¬ 
rents  in  Europe  Today”  by  Dr.  Hans 
Kung,  professor  of  the  Catholic  The¬ 
ological  Faculty  of  the  University  of 
Tubingen,  which  is  well  worth  the  cost 
of  the  book. 

This  writer  is  quick  to  admit  for 
all  of  us  that  we  haven’t  read  much 
history  since  the  new  Europe  really 
came  into  being.  A  little  heavy,  but 
rewarding  is  the  reaction  we  would  like 
to  share  yith  you.  Try  to  get  it  and 
read  it. 

t 


the  man-on-the-spot  meant  God-on- 
the-spot.  There  cannot  have  been  a 
single  man  who  did  not  feel  the  thrill 
of  being  part  of  such  a  vision. 

His  second  point,  that  of  “presenta¬ 
tion”  was  equally  vivid.  He  knew  the 
difficulties  which  lay  in  the  path  of 
those  who  wanted  to  engage  in  debate 
about  structures,  methods  and  ap¬ 
proach.  But  he  pointed  out  the  dan¬ 
gers  of  “fragmentation”  if  people  for¬ 
got  the  prime  purpose  of  the  religious 
“tool.” 

Is  the  tool  I  am  using,  in  church 
terms,  any  use  to  God?  That — so  he 
told  us — was  the  only  valid  criterion. 
And  it  was  evident  that  he  had  nailed 
one  of  the  real  problems  of  our  time. 
We  do  live  in  changing  times.  It  is 
therefore  more  than  ever  necessary  to 
decide  what  can  be  changed,  what 
ought  to  be  changed — and  what  ought 
not  to  be  changed. 

And  the  only  way  we  can  make 
these  decisions  is  by  asking  very  plain¬ 
ly  this  question:  “What  use  is  this  man, 
this  structure,  this  organisation,  to 
God?”  If  the  President’s  words  are 
heeded,  when  we  come  to  the  Repre¬ 
sentative  Session,  there  should  be  some 
high  debate,  and  some  real  heart¬ 
searching. 

*  *  * 

STATISTICS 

Everybody  knows  how  misleading 
statistics  can  be,  but  the  drop  in  mem¬ 
bership  of  more  than  11,000  is  again 
a  serious  blow  to  the  institutional  life 


of  the  church.  This,  of  course,  is  part 
of  the  pattern  in  Britain  today — in 
every  denomination. 

One  bright,  spot,  however,  was  the 
increase  in  the  number  of  teenagers 
meeting  under  Methodist  auspices. 
Nearly  twelve  per  cent  was  the  figure 
— more  than  10,000  youngsters  (be¬ 
tween  the  ages  of  14  and  20)  more 
than  last  year.  This  is  the  kind  of  hope 
that  resides  in  a  great  deal  of  ex¬ 
perimental  youth  work  here  in  Britain. 
*  *  * 

LAST  WORD 

I  hope  that  these  “snapshots”  of  the 
British  Methodist  Conference  will  help 
you  gauge  the  climate  of  the  life  of 
the  church  here.  Next  week,  a  com¬ 
ment  or  two  about  the  main,  Repre¬ 
sentative  Session.  In  the  meantime, 
from  Middlesborough,  in  England’s  in¬ 
dustrial  north  I  ask  you  again  to  pray 
for  us. 

t 

Methodist-related  American  Univer¬ 
sity  in  Washington,  D.  C.,  awarded  a 
record  1,677  degrees  in  ceremonies 
June  4,  an  increase  of  about  250  over 
that  of  a  year  ago. 

A  couple  widely-known  among 
American  visitors  to  Great  Britain — 
Mr.  and  Mrs.  Horace  Burrell  —  are 
leaving  the  Old  Rectory  in  Epworth, 
England,  where  he  has  served  as  war¬ 
den  for  the  past  three  years.  He  is 
giving  up  the  post  on  his  doctor’s 
orders. 
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ber  that  one  of  his  ancestors  supported 
General  Wolfe  when  he  was  dying 
on  the  Plains  of  Abraham,  and  an¬ 
other  was  a  Scottish  Covenanter  who 
had  established  himself  where  the  city 
of  Brooklyn  now  stands,  and  who  at 
the  time  of  the  United  States  Reces¬ 
sion,  escaped  his  captors  and  swam 
across  the  upper  reaches  of  the  Niagara 
into  Canada. 

This  pioneering  spirit  and  a  warm 
sympathy  for  men  and  women  will 
make  Dr.  Backus  a  valued  leading  lay¬ 
man  this  year. 

This  is  just  a  little  of  the  back¬ 
ground  of  the  Conference.  It  meets  in 
the  county  of  Durham — where  the  Uni¬ 
versity  of  Durham  is  the  third  oldest 
University  of  England,  only  younger 
than  Oxford  and  Cambridge.  Industry, 
learning,  some  of  the  finest  country  in 
the  land,  though  less  well-known  than 
many  other  places — all  these  things 
are  part  of  the  pattern  of  Conference 
country  for  1967. 

But  representatives  know  that  they 
have  decisions  to  make  —  perhaps  es¬ 
pecially  in  terms  of  the  unity  of  the 
church,  and  the  structures  of  the 
Church,  which  have  repercussions  in 
every  corner  of  the  world,  and  they  will 
assemble  with  that'  knowledge  heavy 
upon  them.  They  will  be  glad  to  know 
of  your  prayers. 

t 

In  Middlesborough,  as  the  Minis¬ 
terial  Session  of  the  Conference  meets, 
the  President  of  the  Conference  comes 
to  his  last  major  public  utterance  of 
the  year,  before  he  hands  over  the 
reins  to  a  new  man. 

During  this  year,  the  Rev.  Douglas 


Thompson  has  travelled  many  thou¬ 
sands  of  miles,  and  he  has  an  eye 
for  the  world  in  which  he  moves.  He 
is,  of  course,  General  Secretary  of  the 
Methodist  Overseas  Missions  Depart¬ 
ment,  and  the  experience  he  has  gained 
through  his  knowledge  of  world  Meth¬ 
odism  has  obviously  helped  to  get 
British  Methodism  into  proportion  as 
he  has  journeyed. 

A  collection  of  Methodist  ministers, 
many  of  them  weary  at  the  end  of 
the  Connexional  year,  in  a  Civic  Hall 
on  a  warm  July  day  is  not,  perhaps 
the  best  of  audiences  for  a  man  to 
approach.  But  Douglas  Thompson  has 
earned  the  respect  of  the  brethren  this 
year,  and  the  men  listened  attentive¬ 
ly  to  what  he  had  to  say. 

His  theme  was  “Presence  and  Pres¬ 
entation”  and  he  emphasised  that  the 
very  presence  of  the  church  in  the 
secular  society  was,  in  itself  a  sign  of 
God.  Those  of  us  who  listened  thought 
how  depressingly  familiar  was  the 
need  for  a  military  presence  in  various 
parts  of  the  world.  The  President 
showed  how  very  necessary  was  the 
presence  of  the  church. 

I  must  admit  that  my  thoughts  went 
to  the  men  who,  in  this  country  as  in 
yours,  must  sometimes  be  downhearted 
and  depressed  by  the  apparent  “ordi¬ 
nariness’  of  their  work.  Not  for  them 
the  bright  lights  and  the  great  crowds. 
Simply  the  day-to-day  work  of  the 
ministry.  The  same  church,  the  same 
people,  even  the  same  old  problems, 
and  (so  it  may  appear)  very  few  new 
opportunities. 

The  President  had  a  word  for  them. 
He  lifted  the  ordinary  everyday  min¬ 
istry  into  the  light  of  a  great  vision 
of  how  the  church-on-the-spot,  and 


Please  see  column  3 


by  Barbara  L.  Mulkey 

The  poet,  Roger  Williams, 

wrote,  “God  makes  a 

path,  pro- 

vides  a  guide,  and  feeds  a  wilderness.”  He  who  does 

all  this  can 

surely  be  trusted  to  know  what’s  best  for  us. 

SUPPLICATION 

PRAYER 

Dear  Father, 

The  sun  comes  up  all  shiny 

God  of  heaven  and  earth, 

and  bright, 

Whose  ways 

are  past  wonder. 

Thank  Thee  Father  for  its 

Whose  desires  for  us  are 

warmth  and  light, 

beyond  imagining — 

It’s  a  symbol  of  Thy  warmth 

Grant  us  wisdom  and  courage 

and  power 

;  That,  by  Thy  will, 

That  envelops  me  this  very 

And  with  Thine  help, 

hour. 

We  may  be  faithful  in  all 

things — 

Then  the  moon  comes  up  with 

Unto  Thy  glory  and  honor. 

its  pale  calm  light, 

Give  us  calmness 

A  symbol  of  Thy  care  at 

To  meet  the  confusion  of 

night, 

our  days, 

And  I  close  my  eyes  with 

And  quietness  of  mind 

trust  complete, 

To  slow  our  hurried  pace — 

All  burdens  and  fears  laid  at 

With  a  vision  of  the  eternal 

Thy  feet.  Amen. 

reach 

Of  Thy  loving  hand 

— by  Lois  P.  Thomas 

To  lead  us  through  the 

t 

everlasting  hills  .  .  . 

Through  Jesus  Christ  our 

Lord — 

Amen. 

— Etta 

Caldwell  Harris 
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Centenary  Spring 
semester  honor  roll 

In  releasing  the  spring  honor  roll, 
the  Dean  named  72  students  account¬ 
ing  for  6.15%  of  the  full  time  en¬ 
rollment,  a  figure  that  is  identical  with 
the  national  average. 

Nine  of  the  students  maintained  a 
perfect  4.0  average  and  eight  of  these 
had  previously  made  the  honor  roll 
for  at  least  one  other  semester.  The 
nine  are:  Frances  Merle  Duron,  Robert 
Perry  Fisher,  Lydia  Marie  Gill,  Louisp 
Matthews  Hewitt,  Paul  Douglas  Skip- 
worth,  Mary  Waller,  Richard  Stephen 
Williams;  all  from  Shreveport,  Bar¬ 
bara  Louise  Green,  Tyler,  Tex.;  and 
Jennie  Lee  Wilson,  N.  Little  Rock, 
Ark. 

Others  with  a  3.5  or  better  average 
are:  Anne  Bullock  Beaird,  Nicholas 
Firoe,  Jr.,  Judith  Lee  Pate,  Lynda 
Lou  Reeves,  Winston  Edward  Rice, 
Joseph  Louis  Cassiere,  Donald  Andrew 
Davison,  1  Martha  Ellen  Victory,  Joy 
Anderson,  Barbara  Jeanne  Buckner, 
Joyce  Dean  Burnette,  Robert  Carl  Ehr- 
hardt,  Marcia  Lynn  Short,  Cathy  Lynn 
Anderson,  Sister  Mary  Agnes  Cassiere, 
James  Hugh  Journey,  Jr.,  Carol  Ann 
Lewis,  Mary  Katherine  Singleton,  Don¬ 
na  Lou  Valliere,  Jeffrey  Paul  Victory, 
and  Lolly  Tindal,  all  of  Shreveport; 
Maureen  Elizabeth  Buckley,  Nancy 
Jeanne  Boone,  Patric  Ross  Ewing, 
Joan  Blaikie  Fraser,  Richard  Bond 
Grisham,  and  John  Pitts  Launey,  Dal¬ 
las,  Tex.;  Margaret  Ellen  McKinley, 
Malvern,  Ark.;  Mary  Camille  Traweek, 
Baton  Rouge;  Mary  Linda  Woods  and 
David  Franklin  Hinton,  Minden;  Max¬ 
ine  Staten  Best,  Greenwood;  Karen 
Diane  Everett,  Mary  Carol  Anne  Tug- 
well,  Bastrop;  Karen  Donata  Everitt, 
Jackson,  Miss.;  Carol  Ann  Goolsby, 
Sandra  Anne  McGrire,  Ruston;  Frank 
Broox  Hughes,  Benton;  Gene  Hulling- 
horst,  Kathryn  Gail  Koelemay,  New 
Orleans;  Marie  Ruth  Junkin,  Patricia 
Lee  Andrews,  N.  Little  Rock,  Ark., 
Nancy  Ann  Rogers,  Lincoln,  Neb.; 
Elise  K.  White,  Rose  Marie  Noser, 
Houston;  Carol  Ann  Borne,  Metairie; 
Angie  Lou  Hoffpauir,  Franklin;  Car¬ 
oline  Elizabeth  Means,  Iowa  City,  la.; 
Elizabeth  Lynn  Robbins,  Hot  Springs, 
Ark.;  Mary  Margaret  Sorrows,  Potom¬ 
ac,  Md.;  Jefferson  Dugger  Stewart,  Lit¬ 
tle  Rock,  Ark.;  Rebecca  Carol  Brown, 
Hammond;  James  Clark  Carber,  Lake 
Charles;  William  Martin  Finnin,  Jr., 
Dubach;  Diane  Elizabeth  Hercher, 
Jacqueline  Ann  Nickell,  Pine  Bluff, 
Ark.;  Joe  Everett  Jones,  Leesville;  Suz¬ 
anne  Camille  Keller,  Monroe;  Donald 
Alan  Wills,  Levittown,  N.  Y.;  Harold 
J.  Hanson,  Jr.,  Majorie  Meads  Hill, 
Marie  Ann  Morgan,  Bossier  City. 

t 

JUNIOR  HIGH  MYFers  of  First 
Church,  Shreveport,  made  a  four-day 
trip  to  Houston  and  Dallas  in  June. 
Forty-two  members  went  on  the  tour. 

t 

Centenary  College  students’  academ¬ 
ic  performance  for  the  spring  semester 
compared  favorably  with  the  national 
average,  according  to  Dean  Thad  N. 
Marsh. 


Bishop  Walton  speaks  to  District 
Stewards  at  June  21st  Meeting 
held  in  Rayne  Memorial  Metho¬ 
dist  Church.  Others  taking  part 
included  Dr.  B.  A.  Galloway, 
who  led  in  period  of  devotion; 
John  B.  Koelemay,  spoke  of  the 
Methodist  Hospital;  and  Dr. 
James  T.  Harris,  Chairman  of  the 
District  Finance  Committee, 
presented  the  district  budget. 
Both  ministers  and  laymen  were 
present  for  Bishop  Walton's 
evening  lecture  and  pictures 
relating  to  his  recent  trip  to 
India,  Kuwait  and  Korea.  Dr. 
Carl  F.  Lueg  is  New  Orleans 
District  superintendent 
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Methodist-EUB  merger 

or  70  per  cent  of  the  5,304  votes  east. 

All  of  the  annual  conferences  of 
both  denominations  in  the  United 
States  have  reported  their  votes  with 
the  exception  of  one  of  the  EUB 
church’s  32  conferences — the  Tennes¬ 
see  Conference.  It  will  not  vote  until 
July  11-13  (its  voting  strength  is  ap¬ 
proximately  50,  and  even  if  all  ballots 
were  negative  it  would  not  change  the 
outcome  of  union). 

There  are  still  27  overseas  confer¬ 
ences  of  The  Methodist  Church  to  be 
heard  from,  but  their  total  potential 
strength,  even  if  all  of  it  were  thrown 
against  union,  would  not  materially  af¬ 
fect  the  very  substantial  affirmative 
vote  already  registered  by  86  confer¬ 
ences  in  the  United  States  and  15  over¬ 
seas,  denominational  officials  said.  As 
a  matter  of  fact,  overseas  conferences 
so  far  have  voted  overwhelmingly  for 
union. 

The  present  Methodist  vote  stands 
at  29,009  for  union  and  4,174  against. 
This  is  87.3  per  cent  affirmative. 

Total  membership  in  the  new  United 
Methodist  Church  will  be  approximate¬ 
ly  11  million — about  10,250,000  from 
The  Methodist  Church  and  750,000 
from  the  Evangelical  United  Brethren 
Church. 

The  Plan  of  Union  has  been  worked 
out  over  a  period  of  about  nine  years 
by  commissions  of  the  two  denomina¬ 
tions.  Bishop  Reuben  H.  Mueller  of 
Indianapolis,  Ind.,  heads  the  EUB 
commission,  and  Bishop  Lloyd  C. 
Wicke  of  New  York,  is  chairman  of 
the  Methodist  group. 

In  the  Plan  of  Union,  the  racially- 
constituted  Central  Jurisdiction  of  The 
Methodist  Church  will  be  eliminated 
and  all  conferences  formerly  a  part  of 


CENTENARY  STUDENTS 
AWARDED  NATIONAL 

METHODIST  SCHOLARSHIPS 

Four  Centenary  students  have  been 
awarded  1967-68  National  Methodist 
Scholarships.  Linn  Caraway  of  Hom¬ 
er,  La.,  Michael  Anderson  Carter, 
Plain  Dealing;  William  Finnin,  Jr.,  Du¬ 
bach;  and  Susan  Glanville,  Houston, 
Tex;  are  the  four  students  that  will 
participate  in  the  Methodist  awards. 

National  Methodist  Scholarships 
Awards  cover  tuition  and  fees  up  to 
$500  and  are  granted  on  the  basis 
of  superior  academic  standing,  leader¬ 
ship  ability,  active  churchmanship, 
character,  personality  and  need. 

About  500  such  awards  are  given 
annually  by  the  Methodist  Board  of 
Education  and  its  nation-wide  scholar¬ 
ship  program.  More  than  8,000  Na¬ 
tional  Methodist  Scholarships  have 
been  granted  since  the  program  was 
started  in  1945. 

Funds  for  the  support  of  National 
Methodist  Scholarships  are  received 
from  local  Methodist  churches  on  the 
basis  of  a  church-wide  offering  on 
Methodist  Student  Day,  the  second 
Sunday  in  June. 

Miss  Caraway  and  Miss  Glanville 
will  enter  as  freshmen  this  September, 
while  Mr.  Carter  will  be  a  sophomore 
and  Mr.  Finnin,  a  senior. 

t 
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Matheny 

evangelism  commissions  has  been 
planned  at  Western  Methodist  Assem¬ 
bly,  Mt.  Sequoyah,  Fayetteville,  Ark., 
July  28-30,  according  to  an  announce¬ 
ment  by  Dr.  M.  Buren  Stewart,  chair¬ 
man  of  the  South  Central  Jurisdic¬ 
tional  Board  of  Evangelism. 

The  purpose  of  the  Workshop  is 
to  provide  evangelistic  leaders  a  com¬ 
prehensive  understanding  of  the  total 
responsibilities  and  opportunities  of  the 
commission  on  membership  and  evan¬ 
gelism.  The  participants  will  be  as¬ 
signed  alphabetically  to  workshops, 
and  during  the  six  workshop  periods 
every  person  will  be  given  the  oppor¬ 
tunity  to  share  in  a  hours  study  of 
each  action  group  in  the  commission. 

Clerical  and  lay  leadership  for  this 
workshop  from  the  eight  states 
throughout  the  jurisdiction  include  Dr. 
M.  L.  Shofner,  optometrist,  El  Do¬ 
rado,  Ark.;  Mr.  Thomas  Matheny,  con¬ 
ference  lay  leader  from  the  Louisiana 
Conference,  Hammond,  La.;  and  Mr. 
Vance  D.  Archer,  Jr.,  General  Board 
of  Evangelism,  Nashville,  Tenn. 
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that  jurisdiction  will  be  related  to  the 
appropriate  regional  jurisdictions  of 
which  there  will  be  given  in  the  United 
States  and  Canada  (North  Central, 
Northeastern,  South  Central,  South¬ 
eastern  and  Western).  A  Negro  bishop 
would  be  assigned  to  each  of  the  five 
jurisdictions  but  each  one  would  ad¬ 
minister  an  integrated  area. 

The  enabling  legislation  adopted  at 
the  1966  General  Conferences  sets  a 
target  date  of  1972  to  merge  the  Negro 
annual  conferences  into  geographical 
annual  conferences. 

t 

Some  Bible  passages  are  like  alfalfa 
hay  fields  from  which  one  can  realize 
three  or  four  cuttings  in  a  season. 


First  woman  DS 
named  in  Maine 

Methodist  history  was  made  a  few 
days  ago  in  Maine  when  Dr.  Margaret 
K.  Henricheen,  North  Sullivan,  Me., 
became  what  is  believed  to  be  the 
first  woman  district  superintendent  in 
The  Methodist  Church  in  the  United 
States.  Bishop  James  K.  Mathews  ap¬ 
pointed  her  superintendent  of  the  Ban¬ 
gor  District. 

A  native  of  Plainfield,  N.J.,  Dr. 
Henrichsen,  has  been  pastor  of  the 
Sullivan  parish  since  1944.  In  1953 
she  was  featured  in  an  article  in  Life 
magazine  because  of  her  work  with  the 
seven  rural  churches.  She  has  written 
a  book  about  her  parish  called  Seven 
Steeples. 
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COMMENT  FROM  WSCS 
SECRETARY  OF 
PROGRAM  MATERIALS 

It  is  time  again  for  the  School  of 
Christian  Mission  at  Centenary  Col¬ 
lege  July  17-2 1st.  The  Book  Room 
will  be  in  James  Dormitory,  and  it  is 
hoped  that  you  will  all  come  prepared 
to  purchase  the  texts  and  supplement¬ 
ary  materials  you  and  your  church 
will  be  needing  for  the  studies  during 
the  coming  year.  There  will  also  be 
materials  for  all  lines  of  work  as  well 
as  urogram  materials  for  the  societies. 

Since  the  pattern  for  mission  studies 
has  been  changed,  it  is  still  the  respon¬ 
sibility  of  Secretaries  of  Program  Ma¬ 
terials  to  cooperate  with  the  New  Dis¬ 
trict  Committee  on  Mission  Studies  or 
the  Commission  on  Missions  in  the 
local  church  in  any  way  that  she  can. 
Perhaps  the  District  Committee  or  the 
local  Commission  would  want  the  Sec¬ 
retary  of  Program  Materials  to  order 
some  of  the  study  materials  for  either 
display  or  sales,  as  the  situation  may 
warrant. 

At  any  rate,  the  Secretary  of  Pro¬ 
gram  Materials  should  be  very  well 
informed  as  to  all  resources  available 
for  studies  and  programs,  and  make 
this  information  available  to  those 
planning  the  studies  or  to  local  program 
committees. 

Mrs.  Robert  S.  Reich, 

Secretary  of  Program  Materials, 
Louisiana  Conference 

t 

SOUTH  SIDE  CHURCH,  MONROE 
TO  BEGIN  REVIVAL  SUNDAY 

The  Rev.  Roy  Grant,  pastor  of 
Third  Methodist  Church,  Ruston,  will 
be  preaching  in  revival  services  at 
Southside  Metho  - 
dist  Church,  Mon¬ 
roe,  the  week  of 
July  16-21.  Ser¬ 
vices  will  be  held 
each  day  at  9:30 
a.m.  and  7:30  p.m. 

Grant  was  reared 
in  West  Monroe 
and  in  his  27  years 
in  the  ministry  has 
served  only  four  pastorates,  the  last 
at  Ringgold  for  eleven  years  before 
going  to  Ruston  at  the  beginning  of 
this  Conference  year,  where  he  is  or¬ 
ganizing  a  new  church. 

Choirs  of  Southside  Church  will 
assist  with  music  during  the  revival. 
Mr.  Jack  Hesketh  will  direct;  the  Rev. 
Lea  Joyner  is  pastor. 
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Open  Letter  of  Thanks 

Dear  friends  all  over  the  conference: 

I  would  like  to  take  this  opportunity 
to  thank  all  of  you  for  your  help  in  making 
our  project,  to  purchase  a  van  for  the  Louisi¬ 
ana  Methodist  Children’s  Home,  a  huge  suc¬ 
cess  . 

The  Van  (or  "Bug"  as  they  call  it  at 
the  Home)  has  already  arrived.  It  is  white 
with  blue  interior .  After  having  it  for  only 
a  week,  they  have  gone  180  miles  in  it.  As 
you  can  see,  it  was  badly  needed. 

Thanks  again  for  all  of  your  help.  It 
was  only  through  your  co-operation  and  con¬ 
tributions  that  our  project  was  so  successful. 

Sincerely  yours, 

Barbara  McKee, 

Project  Chairman 


RIGHT:  Harry  Napper,  of  Early 
Chevrolet,  turns  keys  over  to 
Michael  Lewis,  acting  superin¬ 
tendent  at  Children  s  Home,  as 
interested  persons  look  on. 


BELOW:  Children  from  the  Home 
surround  Barbara  McKee  (center), 
project  chairman,  after  delivery 
of  van. 


Methodist  News  in  Brief 
Bishop  Fred  P.  Corson  of  Phila¬ 
delphia,  Pa.,  has  been  invited  by  Cardi¬ 
nal-designate  John  Krol  of  Philadel¬ 
phia  to  be  a  part  of  the  official  party 
to  attend  ceremonies  in  Rome  leading 
to  the  elevation  of  the  newly-named 
cardinals.  Bishop  Corson  is  the  only 
Protestant  member  of  the  party.  While 
in  Rome  he  will  share  in  the  fourth 
anniversary  of  the  pontificate  of  Pope 
Paul  VI. 


The  Seabrook  (Texas)  Methodist 
Church,  where  a  number  of  the  par¬ 
ticipants  in  the  nation’s  space  program 
worship,  is  building  a  community 
youth  center  in  memory  of  the  late 
Maj.  Edward  H.  White,  II,  one  of 
three  astronauts  killed  in  the  Apollo 
spacecraft  disaster  on  January  27. 

t 

God  is  a  scientist,  not  a  magician, 
— Albert  Einstein 


Louisiana  Methodists  attend 


South  Central  Lay  Activities  Workshop 


ABOVE:  Members  of  the  Louisi¬ 
ana  delegation  (and  their  fami¬ 
lies)  who  attended  the  South 
Central  Lay  Activities  Workshop 
at  Mount  Sequoyah,  July  1-3. 
124  laymen  and  preachers  from 
over  the  Jurisdiction  attended 
the  workshop. 


LEFT:  Cecil  Bland,  director  of 
Lay  Activities  in  the  Louisiana 
Conference,  and  R.  H.  “Red” 
Bond  of  Dyersburg,  Term.,  one 
of  the  featured  speakers  at  the 
workshop.  Other  featured  speak¬ 
ers  included  Bishop  Paul  E. 
Martin,  resident  Bishop,  Houston, 
Texas  Area  and  Dr.  Alsie  H. 
Carleton,  Perkins  School  of  Theo¬ 
logy. 
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Bishop  Stowe 

afternoon  personal  enrichment  groups 
on  “Evangelistic  Preaching,”  and  Mrs. 
Long  will  conduct  the  personal  en¬ 
richment  group  on  “The  Witnessing 
Woman,”  designed  especially  for  wom¬ 
en  attending  the  Conference. 

“The  purpose  of  this  Conference,” 
according  to  Dr.  M.  Buren  Stewart, 
Alamogordo,  N.M.,  chairman  of  the 
South  Central  Jurisdictional  Board  of 
Evangelism,  “is  to  inform  the  Evan¬ 
gelistic  leaders  on  conference,  district 
and  local  levels,  and  inspire  and  chal¬ 
lenge  them  to  do  a  better  job.”  In¬ 
spirational  hours  will  enrich  religious 
experience,  and  the  group  meetings 
will  help  with  techniques  and  meth¬ 
ods  providing  an  opportunity  to  share 
successful  programs  used  in  various 
conferences,  districts  and  local 
churches. 

Other  leaders  secured  for  the  Con¬ 
ference  include  Dr.  Earl  E.  Barr,  di¬ 
rector  of  the  National  Young  Adult 
Project,  Nashville,  Tenn.;  Dr.  Richard 
H.  Bauer,  Executive  Secretary,  Inter- 
board  Committee  on  Christian  Voca¬ 
tions,  Nashville;  and  the  Rev.  Charles 
D.  Whittle,  director  of  District  Evan¬ 
gelism,  General  Board  of  Evangelism, 
Nashville.  The  Conference  on  Evan¬ 
gelism  is  especially  designed  for  con¬ 
ference  chairmen,  conference  secretar¬ 
ies,  district  superintendents,  district 
chairmen,  local  pastors,  local  commis¬ 
sion  chaimen,  and  other  leaders  in  the 
local  church. 


THE  MYF  OF  CARROLLTON 
Church,  New  Orleans,  held  installa¬ 
tion  of  officers  on  June  25.  They  are: 
Linda  Miller,  president;  George  Miller, 
vice  president;  Connie  Van  Fleet,  sec¬ 
retary;  Randy  Brown,  treasurer.  Area 
chairmen  are:  Alliene  May,  Faith; 
Connie  Van  Fleet,  Citizenship;  Tammy 
Osoinach  and  Mike  LeGardeur,  Fel¬ 
lowship;  Alma  Crowder,  Witness;  Bob 
Owens,  Outreach;  Shirley  Miller,  Pub¬ 
licity.  Adult  advisors  are  Mrs.  Ethel 
Reddit,  Mrs.  George  LeGardeur, 
Mrs.  J.  T.  Harris,  and  Jack  Perkowski. 
t 

METHODIST  CHURCHES  of  Homer 
and  of  Haynesville  have  been  given 
approximately  five  acres  of  land  on 
Lake  Claiborne.  At  recent  called  ses¬ 
sions  of  the  Quarterly  Conference  the 
two  congregations  voted  to  raise  $500 
immediately  to  have  some  bulldozer 
work  done  and  to  erect  a  boat  pier 
this  summer  before  the  water  comes 
over  the  property.  Pastors  are  the  Rev. 
A.  G.  Taylor,  Haynesville,  and  the 
Rev.  James  J.  Caraway. 

t 

In  what  is  believed  to  be  an  ecu¬ 
menical  “first,”  two  business  sessions 
of  the  Southern  Califomia-Arizona 
Annual  Conference  will  be  held  in  the 
new  sanctuary  of  the  Roman  Catholic 
Blessed  Sacrament  Church  in  Red¬ 
lands,  Calif. 

t 

There  is  a  God  in  science,  a  God 
in  history,  and  a  God  in  conscience, 
and  these  three  are  one. — Joseph  Cook 
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I  George  W.  Harley  $100,000  memorial  fund  underwritten  by  North  Carolina  Methodists 


Tfciteitotcvuf  PfoKeen't  itt  cviU  ok 


The  late  Dr.  George  W.  Harley,  one 
of  the  best-known  missionary  pioneers 
of  Methodism,  will  be  honored  by  the 
Methodists  of  his  native  western  North 
Carolina  in  a  $100,000  memorial  gift 
for  mission  work  in  his  adopted  home¬ 
land  of  Liberia. 

The  Western  North  Carolina  Meth¬ 
odist  Conference,  meeting  June  7-11  at 
Lake  Junaluska,  N.C.,  voted  to  under¬ 
write  the  $100,000  in  Advance  Spe¬ 
cials,  which  are  voluntary  special  gifts 
to  mission  projects  at  home  and  over¬ 
seas.  The  271,000  Methodists  in  the 
1,100  churches  of  the  conference  will 
be  asked  to  contribute  to  the  George 
W.  Harley  Memorial. 

Dr.  Harley  died  in  1966  at  the  age 
of  72.  Bom  in  Asheville,  N.C.,  he 
went  to  Liberia  as  a  Methodist  medical 
missionary  in  1926.  By  the  time  of  his 
retirement  in  1960,  he  had  started  a 
hospital,  school,  leprosarium,  sawmill, 
nurse  training  school  and  church  at 
Ganta  in  Liberia’s  interior;  he  had  been 
the  subject  of  newspaper  and  maga¬ 
zine  articles,  including  one  in  the 
Reader’s  Digest,  and  he  had  been  hon¬ 
ored  by  church,  university  and  gov¬ 
ernment. 


MISSIONARY  TASK  FORCE’ 
URGED  TO  METHODISTS 

GREENCASTLE,  Ind.(RNS)  —  A 
task  force  of  2,000  to  3,000  mission 
specialists  ready  to  offer  themselves  for 
periods  of  six  weeks  to  six  years  over¬ 
seas  was  proposed  here  to  an  interna¬ 
tional  missionary  meeting. 

Dr.  Tracey  K.  Jones,  associate  gen¬ 
eral  secretary  of  The  Methodist  Board 
of  Missions  for  its  World  Division,  told 
delegates  at  a  Conference  for  New 
and  Furloughed  Missionaries  that  such 
a  pool  would  be  able  to  tap  the  res¬ 
ervoir  of  skills  needed  for  the  Church’s 
world  mission. 

“At  the  moment,  we  are  looking  for 
specialists  in  a  variety  of  fields  to  go 
to  Vietnam,”  Dr.  Jones  said.  “But 
where  are  they?  We  know  they  exist  in 
churches,  but  we  have  not  been  able 
to  build  up  in  advance  a  pool  of  these 
qualified  people  for  such  work,  ready 
to  go  on  short  notice.” 

In  addition  to  young  college  grad¬ 
uates,  Dr.  Jones  said  that  there  are 
numbers  of  older  men  and  women  who 
might  make  their  skills  available  to 
churches  in  Asia,  Africa  and  Latin 
America. 

t 


The  gift  of  Western  North  Caro¬ 
lina  Methodists  will  go  toward  a  varie¬ 
ty  of  projects  to  extend  and  enhance 
the  work  of  The  Methodist  Church  in 
Liberia.  The  largest  part,  $50,000,  will 
build  the  George  W.  Harley  Memorial 
Social  Center  at  Ganta,  which  is  now 
one  of  the  largest  Methodist  mission 
centers  in  Africa. 

A  Cessna  airplane,  called  the  “Cir¬ 
cuit  Rider”  and  costing  $20,000  is 
already  on  its  way  to  Liberia.  It  was 
to  be  dedicated  June  18  at  the  Char¬ 
lotte  (N-C.)  Airport  by  Bishop  Earl  G. 
Hunt  Jr.,  resident  Bishop  of  the  Char¬ 
lotte  Area.  Mrs.  Harley,  who  lives 
in  Harvard,  Mass.,  attended  the  dedi¬ 
cation.  Other  Advance  Specials  in  the 
Harley  Memorial  are  in  the  areas  of 
health,  literacy  and  evangelism.  They 
include: 

Equipment  for  a  chain  of  five  clinics 
. — $10,000;  initial  drug  inventory  for 
the  clinics — $2,000;  literacy  and  evan¬ 
gelism  materials — $5,000;  airfield  im¬ 
provements  for  the  “Circuit  Rider”  — 
$4,500;  transportation  related  to  the 
plane  for  three  years — $7,500;  radio 
equipment — $  1 ,000. 

Dr.  Horace  R.  McSwain,  executive 
secretary  of  the  conference  Board  of 
Missions,  said  in  presenting  the  proj¬ 
ect  to  his  conference  for  action:  “The 
$100,000  memorial  is  in  appreciation 


of  one  who  went  out  from  a  Method¬ 
ist  parsonage  deep  into  the  bush  of 
Africa  and  won  the  esteem  of  the 
world.  We  hope  to  complete  the  pro¬ 
gram  this  year  if  possible.” 

Dr.  Harley  was  a  Phi  Beta  Kappa 
graduate  of  Duke  University  (B.A.), 
Durham,  N.C.;  he  held  the  M.D.  de¬ 
gree  from  the  Yale  University  Med¬ 
ical  School,  New  Haven,  Conn.,  and 
the  Ph.D.  degree  from  Hartford  The¬ 
ological  Seminary,  Hartford,  Conn.  He 
was  a  research  fellow  on  the  faculty 
of  Harvard  University.  Dr.  Harley  was 
skilled  in  many  fields — as  physician, 
carpenter,  plumber,  architect,  anthro¬ 
pologist,  mechanic,  blacksmith,  schol¬ 
ar,  farmer,  surveyor,  road-builder,  au¬ 
thor  and  cartographer  (his  map  of  the 
roads  and  trails  of  Liberia  was  for 
many  years  a  standard  reference). 


He  received  many  honors  including: 
the  award  of  Knight  with  Great  Band 
of  the  Liberian  Humane  Order  of  Afri¬ 
can  Redemption,  one  of  the  highest 
decorations  of  the  Liberian  Govern¬ 
ment;  the  “Methodist  of  the  Year” 
award  in  1961  from  World  Outlook, 
Methodism’s  magazine  of  missions;  a 
doctor  of  humanities  degree  from 
Duke  University.  His  story  was  told 
on  television,  in  the  New  York  Times, 
Together  and  other  publications.  He 
was  featured  in  Edward  Hume’s  book, 


Doctors  Courageous  and  was  listed  in 
Who’s  Who  in  America. 

Bishop  S.  Trowen  Nagbe,  first 
Liberian-born  bishop  of  Methodism  in 
that  country,  was  in  Western  North 
Carolina  last  spring  to  discuss  the  Har¬ 
ley  Memorial  with  conference  leaders. 
He  said:  “Dr.  Harley  had  what  it 
takes  when  a  man  has  Christ  in  his 
heart.  The  hospital  he  established  is 
now  one  of  the  best  in  our  country. 
Dr.  Harley’s  greatness  was  that  he  in¬ 
vested  his  life  in  the  lives  of  others. 
We  now  have  11  Methodist  centers 
in  Liberia  staffed  with  people  he 
trained.” 

On  behalf  of  the  Methodist  Board 
of  Missions,  Dr.  C.  Melvin  Blake,  ex¬ 
ecutive  secretary  for  Africa,  said  of 
the  Harley  Memorial:  “This  generous 
gift  will  open  up  vast  areas  of  Liberia 
which  would  otherwise  have  remained 
untouched  for  several  decades.  Part 
of  the  memorial  will  be  used  for  a 
plane  which  will  greatly  extend  Dr. 
Harley’s  work  and  be  a  tangible  evi¬ 
dence  of  the  love  American  Method¬ 
ists  have  for  their  brothers  in  Liberia.” 
f 


MRS.  MARION  DOWNS  TO  LEAD 

MUSIC  AT  JURISDICTIONAL 
MISSION  CONFERENCE 

OKLAHOMA  CITY— Mrs.  Marion 
Downs,  lyric  soprano  opera  singer, 
who  has  sung  in  several  countries  and 
who  is  widely  known  as  a  singer  of 
Negro  spirituals,  will  be  guest  soloist 
and  song  leader  at  the  South  Central 
at  Mt.  Sequoyah,  Fayetteville,  Ark., 
July  31 -August  3. 

Mrs.  Downs  is  American-European 
trained,  a  graduate  of  the  Julliard 
School  of  Music,  and  holds  a  master’s 
degree  of  music  from  Columbia  Uni¬ 
versity  in  New  York  City.  She  has 
won  many  honors,  has  the  distinction 
of  a  Fulbright  Grant  from  the  United 
States  Department  of  State,  and  has 
done  graduate  study  at  the  Verdi  Con¬ 
servatory  in  Milan,  Italy. 

Mrs.  Downs  was  also  the  recipient  of 
an  Atkinson  Foundation  Award  for 
Opera  and  Folk  Studies.  She  has  given 
concerts  in  Europe,  Scandinavia,  Mex¬ 
ico,  and  across  the  United  States.  She 
was  a  soloist  at  the  1964  General  Con¬ 
ference  of  the  Methodist  Church.  In 
recent  months  she  has  sung  in  Central 
Pennsylvania  Conference  Churches,  in 
the  Churches  of  the  Ililnois  Confer¬ 
ences,  and  in  Texas. 

f 


MERCY  SHIPMENT:  Church  representatives  journey  to  Ken¬ 
nedy  Airport  to  see  off  an  emergency  shipment  of  aid  to  victims 
of  the  Mideast  fighting.  Church  World  Service  chartered  a  cargo 
plane  and  dispatched  ten  tons  of  vital  materials  to  Amman, 
Jordan.  Shipment  included  tents,  vitamins,  powdered  milk, 
blankets  and  clothing.  CWS  is  seeking  $1,000,000  to  alleviate 
suffering  in  the  areas  affected  by  the  fighting.  Left  to  right: 
William  Hopper,  UPUSA;  H.  McKinley  Coffman,  Manager  of  the 
New  Windsor,  Md.,  Church  World  Service  Center;  George  Cul- 
bert,  CWS  New  York;  Father  Raymond  E.  Maxwell,  Episcopalian 
Church;  Dr.  Harry  Haines,  general  secretary,  Methodi  st  Commit¬ 
tee  for  Overseas  Relief;  Miss  Ruth  Joldersma,  Reformed  Church 
In  America;  Dr.  Willis  McGill,  UPUSA,  recently_evacuated  from 
Egypt;  the  Rev.  Truman  Stehr,  for  the  United  Qwrch  of  Christ 
and  Paul  Eberlein  for  a  German  Christian  church  relief  group, 
here  on  a  visit  to  the  U.  S.  churches. 
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Dr.  Carl  H.  King 

Dr.  Carl  H.  King,  69,  of  Statesville, 
N.C.,  scheduled  to  retire  June  30  as 
executive  secertary  of  the  Bord  of  Ed¬ 
ucation  of  the  Western  North  Carolina 
Conference,  died  June  27  while  visit¬ 
ing  his  successor,  the  Rev.  Robert  H. 
Stamey  of  Statesville.  He  had  been  a 
Methodist  pastor  for  38  years  and  had 
headed  the  staff  of  the  conference 
Board  of  Education  since  1934.  He 
had  been  honored  in  retirement  cere¬ 
monies  at  the  recent  session  of  the 
Annual  Conference. 

A  native  of  Mecklenburg  County, 
N.C.,  he  received  his  A.B.  degree  from 
Duke  University  and  his  B.D.  degree 
from  Yale  Divinity  School.  High  Point 
College  honored  him  with  a  D.D.  de¬ 
gree. 

He  was  a  member  of  the  general 
Board  of  Education,  and  the  boards  of 
trustees  of  Lake  Junaluska  Leadership 
School,  Bennett  College  and  Camp 
Tekoa. 

Beyond  his  conference  duties,  Dr. 
King  was  a  delegate  to  the  Golden 
Anniversary  White  House  Conference 
on  Children  and  Youth  in  1960;  was 
a  delegate  in  1949  to  the  50th  anni¬ 
versary  of  the  Cuban  Mission;  a  dele¬ 
gate  to  the  Second  Convocation  on 
Human  Relation  sat  Chicago  in  1963; 
and  a  delegate  to  the  International 
Convention  on  Christian  Education  at 
Des  Moines,  Iowa. 

Funeral  services  were  held  in  Broad 
Street  Methodist  Church,  Statesville, 
June  29,  with  Bishop  Earl  G.  Hunt, 
Jr.,  presiding  bishop  of  the  Charlotte 
Area,  officiating,  assisted  by  Dr.  Frank 
B.  Jordan,  pastor  of  the  church,  and 
Dr.  C.  C.  Herbert,  Jr.,  pastor  of  First 
Methodist  Church,  Gaston. 

Survivors  include  his  widow,  Mary, 
of  Statesville;  two  sons,  Carl  H.  King, 
Jr.,  Ashville,  N.  C.,  and  William  King 
of  Rocky  Mount,  N.  C.;  two  brothers, 
Marvin  D.  King  and  J.  Burdette  King, 
of  Charlotte,  and  two  sisters,  Mrs. 
Pearl  Prevate  of  Red  Springs,  N.C., 
and  Mrs.  W.  Baxter  Berryhill  of  Char¬ 
lotte. 

t 


Mrs.  Leona  Swift 

Mrs.  Leona  Swift,  aged  81,  of  Brok¬ 
en  Bow,  Okla.,  died  June  21,  at  a 
hospital  in  De  Queen,  Arkansas. 

Mrs.  Swift  widow  of  Henry  Swift, 
was  a  native  of  Mississippi.  She  lived 
in  Texas  a  few  years  and  was  a  resi¬ 
dent  of  Sevier  County,  Arkansas,  some 
forty  years  before  moving  to  Broken 
Bow  in  1943.  She  was  a  member  of 
the  Broken  Bow  Methodist  Church. 

Mrs.  Swift  was  a  God-fearing  de¬ 
voted  mother  who  often  led  her  fam¬ 
ily  in  Bible  reading  and  prayer  around 
the  family  altar.  She  instilled  a  love 
for  the  Christian  faith  in  the  hearts 
of  her  children  and  those  who  knew 
her.  “Her  children  rise  up  to  call  her 
blessed.” 

Survivors  include  five  sons,  Thomas 
Swift  of  Andrews,  Tex.,  Marvin  Swift 
of  Lincoln,  Ark.,  Ewell  Swift  of  Brok¬ 
en  Bow,  the  Rev.  Clyde  N.  Swift  of 
Hazen,  and  Lt.  Col.  H.  L.  Swift  of 
San  Antonio,  Tex.;  two  daughters,  Mrs. 
Marshall  Capps  of  Olney,  Tex.,  and 
Mrs.  Harold  Ray  of  Pittsburg,  Tex.; 


three  brothers,  Bryan  Grayson  and 
Leonard  Grayson  of  Paris,  Tex.,  and 
Lawton  Grayson  of  Taft,  Tex.;  two 
sisters,  Mrs.  Stella  Chapman  of  Burk- 
bumett,  Tex.,  and  Mrs.  Roy  Jones 
of  Paris,  Tex.;  13  grandchildren,  and 
14  great-grandchildren. 

Rev.  J.  H.  Smith 

The  Rev.  J.  H.  Smith,  78,  retired 
member  of  the  North  Arkansas  An¬ 
nual  Conference,  died  June  17  at  his 
home  in  Heber  Springs,  Ark.  He  was 
pastor  of  Central  Methodist  Church  in 
Heber  Springs  for  14  years  prior  to 
his  retirement  in  1946.  This  church 
was  merged  with  First  Church,  Heber 
Springs. 

He  was  bom  in  Independence  Coun¬ 
ty,  Ark.,  Jan.  19,  1889,  the  son  of 
Joseph  and  Dove  Sellers  Smith.  He 
assumed  his  first  full-time  Methodist 
pastorate  in  Cave  City,  Ark.  in  1919, 
and  during  his  ministry  there  he  built 
a  new  church,  named  Smith’s  Chapel 
in  his  honor. 

He  later  moved  to  Vesta  where  he 
again  built  a  new  church.  One  of 
the  many  persons  converted  during  his 
ministry  there  was  the  Rev.  Melvin 
Pierce,  an  outstanding  Methodist  min¬ 
ister  now  serving  in  Kansas. 

He  was  pastor  of  the  Methodist 
Church  in  Pottsville  from  1928  to 
1933,  when  he  moved  to  Heber 
Springs. 

One  of  the  ministers  said  in  his 
funeral  service:  “Mr.  Smith  was  a  man 
who  testified  to  the  goodness  of  God; 
to  his  good  fortune  in  the  love  of  his 
wife  and  steadfast  loyalty  to  his  family; 
the  rich  fellowship  of  friends;  the 
strength  for  daily  toil;  the  joy  of  liv¬ 
ing;  the  inexpressible  reward  of  fol¬ 
lowing  Christ;  and  the  glorious  cer¬ 
tainty  of  life  eternal.” 

Funeral  services  were  conducted  by 
the  Rev.  J.  Albert  Gatlin,  pastor  of 
Huntington  Avenue  Methodist  Church, 
Jonesboro,  and  Dr.  Earl  Hughes,  pas¬ 
tor  of  First  Church,  Heber  Springs. 

Survivors  include  his  wife,  Mrs. 
Sarah  Fulbright  Smith;  three  sons,  Nu- 
len  H.  Smith  and  Dwain  Smith  of  Lit¬ 
tle  Rock  and  Hayden  Smith  of  Heber 
Springs;  four  daughters,  Mrs.  Gean  P. 
Houston  of  Heber  Springs,  Mrs.  Joe 
P.  Kubat  and  Mrs.  J.  T.  Hobson  of 
Virginia  and  Miss  Wanda  Smith  of 
Little  Rock;  two  brothers,  Clint  and 
Leonard  Smith  of  Batesville;  two  sis¬ 
ters,  Mrs.  Annie  Kimmer  and  Mrs. 
Emma  Story  of  Memphis;  nine  grand¬ 
children  and  one  great-grandchild, 
t 

Mrs.  Charles  L.  Calkins 

A  memorial  service  was  held  in 
Evanston,  Ill.,  June  16  for  Mrs.  Charles 
L.  Calkins,  wife  of  the  former  gen¬ 
eral  secretary  of  the  General  Board  of 
Pensions,  who  died  May  17  in  San 
Francisco,  Calif. 

t 

The  Rev.  Leslie  Timmins,  regular 
columnist  in  The  Methodist,  in  a  re¬ 
cent  review  of  James  Bond,  His  World 
of  Values  by  Lycurgus  M.  Starkey, 
Jr.,  appearing  in  the  Methodist  Re¬ 
corder:  “To  the  leisure  time  revolution 
James  Bond’s  funtime  is  devoted  to 
guzzling,  gunning  and  gourmandizing, 
and  these  things  are  no  longer  the 
exclusive  property  of  the  jet  set.  The 
Credit  Card  world  is  within  reach  of 
the  crowd.” 


William  M.  Baker 

William  Moses  Baker,  age  92,  died 
in  Jena,  La.,  on  June  17.  He  was  a 
consecrated  and  active  Christian  lead¬ 
er  in  the  Nolley  Memorial  Methodist 
Church  of  Jena. 

Mr.  Baker  served  his  church  in 
many  capacities  of  leadership  as  a 
most  capable  and  dedicated  leader. 
He  served  as  chairman  of  the  Official 
Board  of  his  church  and  as  a  teacher 
of  the  Men’s  Bible  Class  for  approxi¬ 
mately  50  years.  His  high  moral  char¬ 
acter,  his  devotion,  and  his  leadership 
in  his  church  and  community,  will  be 
remembered  and  cherished  as  a  last¬ 
ing  memorial  to  this  Christian  gentle¬ 
man. 

Survivors  are  three  daughters,  Miss 
Jane  Baker,  Jena,  Mrs.  Nena  Barn¬ 
well,  Ruston,  Mrs.  Olivia  Rogers,  Har¬ 
vey;  two  sons,  Morgan  Baker,  Jena, 
John  Baker,  Atmore,  Ala.;  two  sisters, 
Mrs.  Mary  Hair,  Monroe,  Mrs.  Beulah 
Akin,  Sibley,  and  nine  grandchildren. 

Services  were  held  at  Nolley  Me¬ 
morial  Methodist  Church,  Sunday, 
June  18,  with  the  Rev.  E.  J.  Barks¬ 
dale  officiating. 

f 


Bishop  H.  Ellis  Finger,  Jr.,  Nashville, 
Tenn.,  has  been  named  by  the  Council 
of  Bishops  to  the  General  Board  of  Lay 
Activities,  succeeding  the  late  Bishop 
Marquis  L.  Harris.  Named  as  an  over¬ 
seas  member  of  the  board  was  C.  C. 
Dennis  of  Monrovia,  Liberia. 


HOLY  ANTIQUES- $10 

200  to  300  years  old,  original 
pages  from  large-size  Bibles. 
Authenticated  by  antiquarians. 
Choose  from  German,  English, 
French,  Latin,  Greek,  Hebrew 
languages.  Ready  for  framing 
with  facsimile  of  title  page. 
Each  buyer  also  receives  actual 
stone  from  the  Manger  Room 
of  the  Church  of  the  Nativity 
with  a  copy  of  authenticating 
letter  from  the  Mayor  of  Beth¬ 
lehem.  Send  check  plus  35c 
postage  to  Pilgrimage  Library 
Museum,  2260  Cahuenga  Blvd., 
Los  Angeles,  Calif.  9 0028. 


If  you  don’t 
help  your 
school  officials 
open 

recreation  areas 
nights,  weekends 
and  during 
the  summer, 
nobody  else  will. 


For  a  free  button 
and  information  to  help  you,  write: 
Fitness,  Washington,  D.  C.  20203 


PRESIDENT  S  COUNCIL  ON  PHYSICAL  FITNESS. 


KEEP  SMILING 

Don’t  be 
a 

stingy 

receiver. 


Let  roe  help  you  be 

more  successful.  _ 

Ask  your  next-door  neighbor 


ROY  E.  BELL 

MO  3-2503 


PLACES  CHRIST 
HALLOWED 


by 

Herchel  H. 
Sheets 

Biblical  places 
come  alive 
through  facts 
and  pictures.  Ex¬ 
cellent  resource 
material.  $1.00  per 
copy;  $10.00 per  doz. 


World’s  most  widely  used  daily  devotional  guide. 

1908  Grand  Ave.  Nashville,  Tenn.  37203 
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DOC 


DOC 


Little  Rock’s  Favorite  Eating  Place 
"QUALITY  FOOD  AT  POPULAR  PRICES" 

Stop  in  and  enjoy  our  ex¬ 
cellent  variety  of  delicious 
foods  —  at  reasonable 
prices. 

LIDO 

CAFETERIA 

Little  Rock,  Arkansas 
615  MAIN  STREET 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 


MR.  and  MRS.  D.  M.  STEEL,  Owners 
- - — . . . . . . 
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First  Lt.  Bernie  Isom, 
just  returned  from  11 
months  in  Vietnam,  spoke 
at  a  recent  Sunday  even¬ 
ing  service  in  Haughton 
Methodist  Church.  Lt. 
Isom,  a  member  of  the 
175th  Engineer  Company 
of  the  196th  Light  Infan¬ 
try  Brigade,  was  awarded 
the  Bronze  Star.  With 
him  in  picture  are  grand¬ 
parents,  Mr.  and  Mrs.  E. 
B.  Heard,  and  greeting 
him  is  lay  leader,  Harry 
Edwards.  The  Rev.  James 
H.  Humphreys  is  pastor. 


New  Orleans  District  preachers  and  families  get  together  for  annual  pic¬ 
nic  on  shore  of  Lake  Ponchatrain.  Dr.  Carl  F.  Lueg  is  superintendent  of 
the  district. 


ABOVE:  Dr.  W.  L.  Doss,  retired, 
and  Mrs.  George  Harkins  visit  at 
the  Ruston  District  picnic.  BE¬ 
LOW:  New  ministers  and  wives 
of  the  Ruston  District  at  picnic 
held  at  Haynesville  Country  Club 
June  22nd.  Dr.  Henry  A.  Rickey 
is  the  district  superintendent, 
and  the  Rev.  A.  G.  Taylor  was 
host  pastor. 


Many  Methodist  Church  members 
met  for  a  Homemade  Ice  Cream 
Fellowship  Supper  recently.  The 
men  “manned”  the  freezers  (as 
evidenced  here)  and  the  ladies 
brought  the  cakes!  The  Rev.  J. 
C.  Skinner  is  pastor  of  the  Many 
Church. 


Vacation  Church  School  at  Wes¬ 
ley  Methodist  Church,  Alexandria 
was  climaxed  with  a  Sharing  pro¬ 
gram  June  18th.  The  Rev.  J.  C. 
Zerangue,  Sr.  presented  certifi¬ 
cates  to  22  children. 


A  Claiborne  Parish  Meth¬ 
odist  Men’s  supper  meet¬ 
ing  and  joint  Quarterly 
Conference  of  the  Homer 
and  Haynesville  charges 
was  held  in  First  Metho¬ 
dist  Church,  Homer,  June 
22.  Purpose  of  the  meet¬ 
ing  was  acceptance  of 
five  acres  of  land  on 
Lake  Claiborne  from  J. 
B.  David  and  W.  D.  Rhea 
of  Homer.  The  land  is  to 
be  used  by  Methodist 
churches  and  groups 
throughout  Cl  aiborne  Par¬ 
ish.  Mr.  Rhea  is  shown 
making  presentation  to 
Mr.  June  Browning  of 
Haynesville.  Laymen  and 
ministers  look  on  during 
transaction.  BELOW 
LEFT:  Claiborne  Pari sh 
Methodist  Men  at  supper 
meeting  held  at  First 
Methodist  Church  in  Ho¬ 
mer. 


Cub  Pack  363,  Den  1, 
of  Slidell,  La.,  recently 
presented  toy  furniture, 
which  they  had  made  — 
and  two  wooden  block 
puzzles,  to  the  Nursery  depart¬ 
ment  of  Slidell  Methodist  Church. 
Shown  after  receiving  the  gifts 
are  (left)  Mrs.  Edrene  Berclces, 
education  assistant;  (center  back) 
the  Rev.  Kirby  A.  Vining,  minis¬ 
ter,  and  the  Rev.  Earl  B.  Emmer¬ 
ich,  associate  director  of  the 
Area  Council  in  charge  of  Educa¬ 
tion;  Den  Mother  Mrs.  Lois  Hass 
(at  left  in  back  row). 


Methodist  Men  of  Mun- 
holland  Memorial  Metho- 
di  st  Church,  Metairie,  held 
an  outing  and  retreat  at 
T.  L.  James  Company 
properties  near  Abita 
Springs  recently.  At  left, 
in  the  field  digging  pota¬ 
toes,  are  Dr.  Townsend 
pastor,  Dr.  Carl  Lueg, 
district  superintendent; 
and  Bishop  Walton.  Be¬ 
low  are  men  attending  the 
outing  where  officers  for 
the  new  year  were  elected. 
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"Current  Thinking  About  God" 
to  be  subject  of  Study  Seminar 


Methodist  Men 
introduced  to  new 
program  material 

John  Hereford,  national  director  of 
Methodist  Men,  from  the  General 
Board  of  Lay  Activities,  Evanston,  Ill., 
held  two  one-day  workshops  for  dis¬ 
trict  directors  of  Methodist  Men  and 
others  the  weekend  of  July  8th  and 
9th. 

The  Saturday  meeting  was  held  at 
Horseshoe  Drive  Church,  Alexandria, 
for  those  districts  in  the  northern,  and 
southwestern  parts  of  the  state,  and  at 
North  Baton  Rouge  church  on  Sun¬ 
day  for  the  districts  in  the  eastern, 
southeastern  and  southern  portions  of 
the  state. 

The  new  program  material  for  Meth¬ 
odist  Men  groups  was  introduced, 

Please  turn  to  page  4 


TWO  RETIRED 
MINISTERS  DIE 

The  Rev.  Clerville  J.  Thibodeaux, 
former  Houma  pastor,  died  June  29 
at  his  residence  in  Labadieville  at  age 
72.  He  was  at  one  time  associated  with 
the  work  of  MacDonell  French  Mis¬ 
sion  School ,  and  had  served  other  pas¬ 
torates. 

The  Rev.  Ardis  Morris  Wynne 
passed  away  June  30th.  He  transferred 
from  the  Texas  Gulf  Conference  to 
the  Louisiana  Conference  in  1925, 
where  he  served  until  his  retirement 
in  Bernice  in  1954. 


The  Louisiana  Conference  Study 
Seminar,  which  has  met  several  times 
a  year  since  1961  to  discuss  contem¬ 
porary  theological  concerns  with  facul¬ 
ty  members  from  Perkins  and  Candler 
Schools  of  Theology,  is  accepting  reg¬ 
istrations  now  for  its  fall  seminar.  Reg¬ 
istration  must  be  completed  by  August 
1.  Study  sessions  begin  in  September. 

Participants  will  study  “Current 
Thinking  About  God,”  or  “Christian 
Ethics  and  the  New  Morality,”  using 
a  Reading  Guide  prepared  under  the 
direction  of  the  Office  of  Continuing 
Education  at  Perkins  School  of  The¬ 
ology.  Guides,  which  cost  $2.00,  con¬ 
tain  a  list  of  eight  carefully  selected 
readings,  plus  a  brief  statement  and 
key  questions  to  guide  study  of  each 
reading.  Participants  purchase  paper¬ 
back  books  on  the  list,  but  Perkins 
Library  will  loan  all  hard-bound  books 
for  a  two-week  period.  Sixteen  weeks 
are  allowed  to  complete  the  eight  se¬ 
lections. 

“Current  Thinking  About  God”  was 
prepared  by  Dr.  Joe  R.  Jones,  while 
Dr.  Fred  S.  Carney  compiled  “Chris¬ 
tian  Ethics  and  the  New  Morality.” 
The  two  instructors  will  come  to  Lou¬ 
isiana  at  the  end  of  the  reading  pe¬ 
riod  to  help  sum  up  the  study. 

Registration  fee  for  the  seminar  is 
$7.00.  This  figure  includes  both  the 
cost  of  the  guide  and  expenses  for 


the  instructors  visit.  The  fee  must  be 
paid  in  advance,  and  should  be  sent 
to  L.  Ray  Branton,3300  Eton  Street, 
New  Orleans,  La.  70114.  Registration 
is  limited  to  twenty  for  “Current 
Thinking  About  God,”  and  twenty-five 
for  “Christian  Ethics  and  the  New 
Morality.” 

f 

MacDonell  Center 
founder  dies 

Miss  Ella  K.  Hooper,  founder  of 
the  MacDonell  Methodist  Center  in 
Houma,  La.  and  of  the  Dulac  Com¬ 
munity  Center  in  Dulac,  passed  away 
Wednesday,  June  28,  at  her  home  in 
Rosedale. 

Miss  Hooper  came  to  Terrebonne 
Parish  to  teach  school  in  the  early 
1900s.  She  was  appointed  to  the 
French  Mission  field  by  the  Woman’s 
Missionary  Council  of  the  Methodist 
Episcopal  Church  South  in  1917  and 
was  commissioned  a  deaconess  in 
1919. 

Early  work  in  Houma  centered 
around  an  old  mansion,  “The  Wesley 
House,”  which  was  open  to  guests 
from  the  surrounding  parishes  who  had 
to  come  to  Houma  for  medical  or  other 
reasons.  Miss  Hooper  visited  the  com¬ 
munities  of  Terrebonne  and  Lafourche 
Parishes  working  with  the  Sunday 
Schools,  organizing  new  ones,  and  es¬ 
tablishing  woman’s  missionary  groups. 

In  1922  a  school  building  was  built 
at  the  site  in  Houma  and  the  Mac¬ 
Donell  French  Mission  School  came 
into  being.  A  full  curricula  for  both 
elementary,  and  high  school  was  of- 


Dr.  Forrest  advanced 
to  Associate  Academic 
Dean  at  Centenary 

Dr.  Aubrey  L.  Forrest,  Dean  of  Stu¬ 
dents  at  Centenary  College,  has  been 
promoted  to  the  position  of  Associate 
Academic  Dean  and  head  of  the  De¬ 
partment  of  Education  and  Psychology, 
according  to  president  Jack  S.  Wilkes. 

As  associate  dean,  Dr.  Forrest  will 
supervise  the  offices  of  the  dean  of 


Dr.  Forrest 

men  and  the  dean  of  women  and  will 
remain  as  director  of  the  evening  di¬ 
vision  and  the  summer  school  division. 

Dean  Forrest  will  replace  Dr.  Rob¬ 
ert  W.  MacCurdy  as  head  of  the  Ed¬ 
ucation  and  Psychology  Department. 
Dr.  MacCurdy  resigned  at  the  end  of 
the  spring  semester. 

Professor  Thad  N.  Marsh,  the  aca¬ 
demic  dean  at  Centenary,  said  the  ap¬ 
pointment  of  an  associate  dean  will 
serve  to  unify  the  academic  and  so¬ 
cial  lives  of  the  students.  “As  asso¬ 
ciate  dean  of  the  college,  Dr.  Forrest 
will  have  the  primary  responsibility  for 
the  academic  advising  program  for  the 
students,”  he  said.  “One  of  Centenary’s 
main  strengths  has  been  the  personal 
attention  the  students  get  from  the 
faculty.  As  the  college  grows,  more 
effort  has  to  be  expended  to  make  this 
program  effective,”  he  said. 

Since  his  arrival  on  the  campus  last 
year,  Dean  Forrest  has  been  teaching 
certain  classes  in  the  Education  Depart¬ 
ment  and  will  continue  to  do  so  in 
his  new  capacity. 

Born  in  Dallas,  Tex.  in  1934,  Dr. 
Forrest  attended  Southwestern  Univer¬ 
sity  and  Nebraska  Wesleyan  University 
where  he  earned  his  B.  A.  degree  in 
1956.  He  was  awarded  his  M.  A.  de¬ 
gree  in  political  science  and  his  Ph.D. 
degree  in  educational  psychology  at 
Northwestern  University. 

He  has  served  as  Assistant  Dean  of 
Men  at  Nebraska  Wesleyan,  Director 
of  Publicity  at  Kendall  College  in 


The  Board  of  Trustees  of  the  Western  Methodist  Assembly  met  July  3-4  at 
Mount  Sequoyah,  Fayetteville,  Ark.  All  bishops  of  the  area  are  members 
along  with  one  member  chosen  from  each  conference  in  the  Jurisdiction, 
and  certain  members  at  large.  Among  major  items  of  business,  the  Rev. 
E.  G.  Kaetzell,  superintendent  of  the  Methodist  camp  at  Mt.  Sequoyah  was 
re-elected  for  another  year.  The  group  voted  to  request  $15,000  annually 
for  operational  expenses  over  the  next  quadrennium,  to  continue  the  $10 
per  charge  plan  for  construction  and  improvements,  to  have  construction  of 
a  3-unit  cottage  begun  immediately,  and  an  office  building  constructed 
during  the  year  to  replace  the  current  frame  administration  building.  The 
new  cottage  was  named  ‘‘Kaetzell  Cottage”  in  honor  of  the  superintendent 
and  his  wife.  Groundwork  was  laid  for  planning  the  50th  Anniversary 
celebration  of  Western  Methodist  Assembly — to  be  held  in  1973. 
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Among  those  attending 
the  South  Central  Juris¬ 
diction  Lay  Activities 
Workshop  atMt.  Sequoyah, 
left  to  right:  Dr.  Luman 
E.  Douglas,  director  of 
Louisiana  Area  Council; 
Bishop  Paul  E.  Martin, 
resident  bishop,  Houston 
(Texas)  Area;  Bishop 
Paul  Galloway,  resident 
bishop,  Arkansas  Area, 
and  Cecil  Bland,  asso¬ 
ciate  director  of  Louis¬ 
iana  Area  Council. 


Qdiiokiall 


A  VISIT  TO  LSDISNEYLAND 

THE  EIGHT-BLOCK  area  on  Height  Street  in 
San  Francisco  stretching  east  from  Golden 
Gate  Park  has  probably  commanded  more 
lineage  in  newspapers  this  summer  than  any  piece 
of  real  estate  this  side  of  the  De-Militarized  Zone 
in  South  Vietnam.  We  drove  along  the  street  at 
dusk  last  Monday  evening  just  as  the  “hippies” 
were  coming  out  for  the  evening,  and  our  reaction 
was  one  of  disappointment  as  we  realized  the 
human  resources  being  wasted  here  and  elsewhere 
in  America  in  this  blatant  form  of  escapism  from 
all  reality. 

It  occurred  to  us  as  we  drove  along  the  pub¬ 
licized  section  of  this  street  that  it  is  about  the 
same  length  as  the  distance  across  Aldersgate  Camp 
in  Little  Rock  where  a  number  of  the  same  gen¬ 
eration  is  dedicating  itself  this  summer  to  the  work 
of  sharing  themselves  in  the  camping  needs  of 
thousands  of  retarded  and  underprivileged  chil¬ 
dren.  A  discussion  with  a  San  Francisco  “hippie” 
brings  forth  a  “one-track”  rationale  of  this  waste  of 
his  time  and  energies — this  he  makes  in  the  light 
of  the  war  society  in  our  nation.  None  will  deal 
with  the  whole  truth  and  face  the  fact  that  there 
are  places  like  Aldersgate  where  human  needs  are 
being  met  totally  apart  from  the  war  effort  and 
economy. 

We  have  discovered  that  there  is  a  sharp  line 
of  distinction  drawn  by  the  permanent  residents  of 
the  “hippie  community”  and  the  large  influx  of 
summer  visitors  who  have  decided  that  this  way 
of  life  offers  a  cheap  vacation  opportunity.  The 
Rev.  and  Mrs.  Don  Kuhn,  of  the  staff  of  the  Glide 
Foundation  which  is  providing  a  unique  ministry 
to  the  total  young  adult  life  of  San  Francisco,  told 
us  that  the  permanent  residents  of  what  Time 
Magazine  called  LSDisneyland,  call  the  summer 
residents  of  the  Height- Ashberry  Area  “plastic  hip¬ 
pies.”  (Mrs.  Kuhn  was  formerly  Mis..  Emogene 
Dunlap,  one-time  youth  director  of  the  Little  Rock 
Annual  Conference.) 


"  in  THEE,  0  LORD,  DO  1  PUT  MV  TRUST  :  LET  ME 
NEVER  BE  PUT  TO  CONFUSION*  - </VAlM  7/ 
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It  would  be  presumptuous  for  us  to  endeavor 
an  in-depth  analysis  of  this  phenomenon  with  only 
three-days  exposure.  Until  we  have  further  evi¬ 
dence  we  will  say  that  it  is  sheer  “escapism”  — 
a  “stop-the-world-we-want-to-get-off”  philosophy 
and  that  the  end  product  is  total  waste.  Here  one 
hears  vague  talk  of  spiritual  searching,  but  this  is 
related  almost  entirely  to  the  “soul-revealing”  ef¬ 
fects  of  LSD,  and  the  more  powerful  compound 
known  here  as  STP  (having  no  relation  to  the 
automotive  product  bearing  that  same  designa¬ 
tion.)  To  converse  with  this  group  in  spiritual 
terms  one  has  to  accept  the  major  premise  that  the 
effects  of  “acid,”  as  they  call  it,  is  the  same  kind 
of  experience  that  comes  through  conversion — it 
just  comes  faster.  This  we  cannot  accept — nor  can 
many  of  the  church  people  who  are  seeking  com¬ 
munication  with  the  “hippie  community.”  The 
papers  out  here  are  filled  with  the  tragic  stories 
of  the  LSD  addicts  including  a  Los  Angeles  girl 
who  saturated  herself  with  gasoline  last  week  and 
then  set  herself  on  fire  while  under  the  influence 
of  LSD. 

One  usually  discovers  the  nature  of  a  segment 
of  society  by  reading  the  publications  of  its  journal¬ 
ists.  The  “hippies”  have  their  papers  which  they 
peddle  everywhere  in  San  Francisco  and  they  have 
a  style  of  communication  that  they  call  “poster 
art.”  We  have  purchased  samples  of  these  media 
and  find  that  they  are  almost  foreign  language 
newspapers.  We  recall  that  we  could  make  out 
some  of  the  ideas  in  the  Italian  and  French  news¬ 
papers  which  we  purchased  and  tried  to  read  last 
summer.  We  made  far  more  progress  with  them 
than  we  have  with  these  “hippie  trade  journals.” 
(We  will  have  samples  in  the  office  when  we  re¬ 
turn  and  we  invite  your  examination  of  them.) 

These  days  of  our  stay  in  San  Francisco  were 
especially  exciting  ones  on  Height  Street.  Two 
stars  of  the  Royal  Ballet  from  London  were  ar¬ 
rested  Monday  evening  while  attending  a  party 
where  marijuana  was  being  freely  used.  One  of 
them,  Dame  Margot  Fonteyn,  hid  on  a  housetop 
for  sopietime  in  a  white  sable  coat,  but  was  arrest¬ 
ed  and  jailed  for  several  hours  anyway.  This  was 
the  main  news  item  of  the  week  and  we  feel  sure 
it  was  carried  in  papers  across  the  country.  It 
is  interesting  to  note  that  this  group  formerly  made 
its  center  of  activity  the  night-spot  section  known 
as  North  Beach,  but  now  they  have  shifted  their 
activities  nearer  to  Golden  Gate  Park  and  the 
ocean,  where  they  hold  their  “be-ins”  and  ‘love- 
ins”  and  pose  as  great  lovers  of  nature. 

However,  we  want  to  report  that  there  is  an¬ 
other  side  to  this  whole  story,  and  this  we  will 
endeavor  to  describe  next  week  when  we  tell  you 
something  of  the  ministry  of  the  Glide  Foundation 
and  of  Glide  Memorial  Methodist  Church. 
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ACCENT  ON  THE  TRINITY 

It  would  seem  that  the  utilization 
of  more  than  200  architectural  imple¬ 
mentations  of  the  triangle  in  a  church 
ought  to  get  across  the  idea  that  those 
who  built  it  believe  in  the  Trinity. 
This  has  been  done  in  a  most  interest¬ 
ing  chapel  which  overlooks  the  Pa¬ 
cific  Ocean  near  San  Pedro,  Calif,  at 
Portugese  Bend. 

We  visited  the  Wayfarer’s  Chapel 
on  the  Friday  afternoon  we  arrived  in 
California.  We  must  admit  we  were  on 
the  way  to  Marineland  to  see  the 
whales,  the  seals  and  the  porpoises  per¬ 
form,  but  like  many  sidetrips  on  a  jour¬ 
ney,  this  stop  was  the  most  impressive. 

Located  on  a  high  bluff  above  the 
pounding  surf  of  the  Pacific  Ocean, 
this  all-glass  chapel  was  built  by  mem¬ 
bers  of  the  Church  of  the  New  Jerusa¬ 
lem,  also  know  at  the  Swedenborgian 
Church.  It  is  not  a  California  cult, 
but  a  church  which  was  organized  in 
England  in  the  same  general  period 
as  The  Methodist  Church. 

Designed  by  a  son  of  the  late  Frank 
Lloyd  Wright,  the  church  employs  a 
number  of  interesting  architectural  de¬ 
vices  to  make  it  blend  into  the  cliffs 
and  offer  a  clear  view  of  the  ocean. 

The  descriptive  folder  says  that  the 
-  idea  for  the  chapel  first  came  to  Mrs. 
F.  F.  Schellenberg,  a  resident  of  Palos 
Verdes  Estates  who  was  inspired  by 
one  of  the  writings  of  Emanuel  Swed¬ 
enborg,  who  described  a  sanctuary  as 
follows: 

“Then  they  presented  their  sanctu¬ 
aries  before  the  spirit  people  of  our 
earth,  who  said  they  had  seen  nothing 
more  magnificent.  I  also  saw  them  and 
can  therefore  describe  them.  They  are 
constructed  of  trees,  not  cut  down, 
but  growing  in  their  native  soil.  They 
said  that  on  their  earth  were  trees  of 
a  wonderful  growth  and  height.  These 
from  their  beginning  they  arranged  in 
order,  so  that  they  serve  for  porticos 
and  walks,  and  by  cutting  and  prun¬ 
ing  the  branches  when  they  are  tender, 
they  fit  and  prepare  them  so  that  while 
they  are  growing  they  may  intertwine 
and  unite  to  make  the  base  and  floor 
of  the  sanctuary,  and  rise  on  the  sides 
for  the  walls,  and  bend  above  into 
arches  for  the  roof.” 
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Central  Jurisdiction  to  hold 
last  conference  next  month 


NASHVILLE,  Tenn.  (MI)  —  The 
eighth  and  last  session  of  The  Meth¬ 
odist  Church’s  Central  Jurisdictional 
Conference  will  be  Aug.  17-19  in 
Nashville. 

The  special  session,  to  elect  and 
assign  a  new  bishop  and  to  phase  out 
the  all-Negro  jurisdiction,  has  been 
called  by  its  college  of  bishops.  This 
was  authorized  by  the  Plan  of  Union 
for  the  Methodist  and  Evangelical 
United  Brethren  churches,  whose  rati¬ 
fication  was  announced  in  late  June. 

The  business  sessions  will  be  held  in 
the  Andrew  Jackson  Hotel,  and  the 
communion  and  consecration  services 
in  historic  McKendree  Methodist 
Church.  Official  delegates  will  num¬ 
ber  about  70  equally  divided  between 
ministers  and  laymen  and  representing 
the  jurisdiction’s  12  annual  confer¬ 
ences. 

The  announcement  came  from  Bish¬ 
op  Charles  F.  Golden  of  the  Nash- 
ville-Carolina  Area,  chairman  of  the 
Committee  on  Expense  and  Agenda 
for  the  session. 

The  Plan  of  Union  authorized  the 
special  session  to  elect  a  third  bish¬ 
op  to  take  the  place  of  the  late  Bish¬ 
op  Marquis  L.  Harris  of  Atlanta,  and 
to  adopt  plans  for  closing  out  the 
38-year  history  of  the  church’s  only 
racially  defined  jurisdiction. 

Its  end  will  come  in  April,  1968, 


when  union  of  the  Methodist  and  EUB 
denominations  is  consummated.  At  that 
time,  each  of  the  Negro  annual  confer¬ 
ences  still  in  the  jurisdiction  will  be 
assigned  to  either  the  Southeastern  or 
the  South  Central  Jurisdiction,  depend¬ 
ing  on  location.  Over  the  past  decade, 
all  of  Central’s  other  conferences  (16 
in  1964)  have  been  merged  into  the 
geographical  jurisdictions  and  have  dis¬ 
appeared  as  segregated  units. 

The  jurisdiction  now  includes  some 
245,000  members  in  nearly  500 
churches  spread  across  13  Southern 
states,  as  far  west  as  Texas  and  as  far 
north  as  Kentucky  and  Virginia. 

The  conference  also  will  make  ar¬ 
rangements  for  the  future  of  several 
related  institutions  such  as  colleges  and 
a  Gulf  Coast  assembly  ground. 

At  the  Uniting  Conference  next 
April,  the  three  Central  Jurisdiction 
bishops  will  be  assigned  to  separate 
jurisdictions.  In  July,  1968,  when  the 
other  five  jurisdictional  conferences  are 
held,  these  will  be  subject  to  assign¬ 
ment  for  supervision  of  annual  confer¬ 
ences  along  with  all  other  bishops. 

Enabling  legislation  approved  along 
with  the  new  church’s  Constitution  also 
includes  a  “target  date”  of  1972  for 
eliminating  all  racially  constituted  an¬ 
nual  conferences  or  other  structural 
organizations  within  the  church, 
t 


Methodist-Roman  Catholic  dialogue 

(Following  is  the  text  of  a  *€summary  memorandum "  adopted  at  the  conclusion  of  the 
Roman  Catholic-Methodist  conversations  June  28-30). 


The  Methodists  and  the  Roman 
Catholics,  in  a  spirit  of  Christian  love, 
took  a  positive  stride  toward  a  fuller 
understanding  of  one  another  in  terms 
of  the  Holy  Spirit  in  the  Church. 

It  was  found  that  the  Catholics 
stressed  the  Lord’s  Table  as  the  center 
of  their  Christian  life  while  the  Meth¬ 
odists  stressed  the  preaching  of  the 
word  as  the  center  of  their  Christian 
life.  But  in  the  midst  of  both  of  these 
stresses,  there  was  found  genuine  ecu¬ 
menical  grounds  by  the  broadening  of 
the  stress  found  in  each  Christian  com¬ 
munity. 

Both  Christian  communities  saw 
themselves  as  growing  together  by  the 


tendency  of  each  community  to  unite 
the  preaching  of  the  word  with  the 
Lord’s  Supper — the  Catholic  by  stress¬ 
ing  the  preaching  of  the  word  after 
the  insistence  of  Vatican  II,  the  Meth¬ 
odists  by  stressing  the  Lord’s  Supper 
after  the  teaching  of  John  Wesley. 

Mutual  difficulties  arose'  from  the 
Catholic  concept  of  authority  and  the 
Methodist  concept  of  consensus,  yet 
it  was  felt  that  the  tendency  of  each 
community  to  combine  the  Loaf  and 
the  Word  into  one  dynamic  center  of 
the  Holy  Spirit  in  the  Church  gave  a 
ground  for  mutual  understanding 
which  was  seen  as  a  hopeful  basis  of 
future  dialogue. 


LAKE  JUNALUSKA,  N.  C.  —  Participants  in  an  official  Methodist- Roman 
Catholicdialogue  placed  particular  emphasis  on  ways  in  which  the  Euchar¬ 
ist  and  preaching  complement  one  another  in  theology  and  church  practice. 
A  "summary  memorandum"  highlighting  grounds  for  mutual  understanding 
was  issued  by  the  group.  The  fourth  session  of  conversations  will  be 
held  December  17-19  at  Fordham  University  in  New  York  and  will  consider 
church-related  elementary  and  secondary  schools  and  governmental  aid 
as  an  ecumenical  concern.  (RNS  Photo) 
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U.S.  Air  Force  men 
give  to  World  Service 

EVANSTON,  Ill.  (MI)— Men  of  the 
U.  S.  Air  Force  are  giving  a  global  as¬ 
sist  to  their  fellowmen  through  a  gift  to 
the  World  Service  Fund  of  The  Meth¬ 
odist  Church. 

A  check  for  $15,199  has  been  re¬ 
ceived  here  by  Dr.  Don  A  Cooke,  gen¬ 
eral  secretary  and  treasurer  of  the 
Council  on  World  Service  and  Finance. 
It  represents  offerings  that  were  re¬ 
ceived  in  Air  Force  chapels  on  Easter 
Sunday,  March  26. 

The  executive  committee  of  the 
Council  of  Bishops  allocated  it  to 
World  Service  in  the  belief  that  this 
fund  best  represents  the  purposes  for 
which  Chaplain  Clark  said  the  airmen 
had  made  their  gift. 

In  announcing  the  gift,  Bishop  Tip¬ 
pett  said,  “I  know  personally  many 
of  the  men  in  the  U.  S.  Air  Force  and 
I  respect  them  not  alone  for  their  dis¬ 
cipline  and  their  ability  in  their  field. 

I  know  them  as  men  of  compassion 
and  a  profound  feeling  for  others.  This 
entirely  voluntary  gift  is  one  more  ex¬ 
pression  of  their  spirit.” 

t 

New  Evangelism 
staff  members  to 
bring  new  approach 

NASHVILLE,  Tenn.  (MI)— Three 
new  staff  members  have  been  an¬ 
nounced  by  the  Methodist  General 
Board  of  Evangelism  here.  They  are 
a  husband-and-wife  team,  the  Rev.  and 
Mrs.  H.  Thomas  Walker,  St.  Paul, 
Minn.,  and  a  young  minister  from 
Pinellas  Par,  Fla.,  the  Rev.  O.  Dean 
Martin. 

Mr.  and  Mrs.  Walker  will  lead  Short 
Term  Evangelism  Minister  (STEM) 
programs  aimed  at  deeper  involvement 
of  congregations  in  the  mission  of  the 
church.  The  programs,  or  missions, 
may  be  planned  for  30,  60,  90,  or  120 
days. 

Mr.  Martin  will  conduct  evangelistic 
missions  in  churches  and  communities. 

Mr.  and  Mrs.  Walker  joined  the 
staff  July  1  and  Mr.  Martin  June  1, 
said  Dr.  Kermit  Long,  Nashville,  top 
executive  of  the  board. 

Mr.  Walker  was  pastor  of  Fairmont 
Avenue  Methodist  Church,  St.  Paul, 
before  joining  the  board  staff.  He  has 
served  as  executive  secretary  of  the 
Board  of  Evangelism  of  the  Minnesota 
Methodist  Conference  and  president  of 
the  National  Fellowship  of  Local 
Church  Ministers  of  Evangelism. 

Mrs.  Walker  has  been  a  leader 
among  Methodist  women,  and  she  de¬ 
veloped  “Coffee  Cup  Conversation,” 
described  as  a  plan  for  training  women 
in  the  North  Central  Jurisdiction  of 
The  Methodist  Church  to  give  their 
witness  in  small  group  settings,  either 
in  their  homes  or  in  others’  homes. 
She  attended  the  University  of  New 
Mexico  and  worked  for  eight  years 
in  the  public  school  system  of  Albu¬ 
querque. 

The  other  new  staff  member,  Mr. 
Martin,  has  been  pastor  of  Pinellas 
Park  Methodist  Church  in  Florida  for 
the  last  six  years.  During  that  time, 
it  was  reported,  more  than  900  mem¬ 
bers  were  received,  and  the  church 
which  started  as  a  “vacant  lot”  now 
has  buildings  and  other  property  val¬ 
ued  at  $200,000. 


DAILY  BIBLE  READING 

Below  to  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  yon 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

July  23 — Sunday.  Romans  7:15-25 


July  24  . 1  Cor.  6:1-20 

July  25  . Galatians  5:13-26 

July  26  Galatians  6:1-18 

July  27  . II  Tim.  1:1-18 

July  28  . .  Hebrews  12:1-13 

July  29  ..._ . Hebrews  13:9-25 


July  30 — Sunday  ...  I  Peter  2:1-10 


Methodist  students 
vote  to  join  UCM 

CHICAGO,  Ill. — Methodist  students 
from  across  the  nation  voted  here  June 
17  to  tie  themselves  organically  with 
the  ever-growing  movement  toward 
greater  unity  among  Christians. 

In  a  unanimous  action,  the  students 
— and  their  counselors — said  they  want 
to  “phase  out”  their  own  National 
Conference  of  the  Methodist  Student 
Movement  (NCMSM)  and  find  their 
“intercollegiate  expression”  in  the  Uni¬ 
versity  Christian  Movement  (UCM). 

Phasing  out  of  the  NCMSM  is  pro¬ 
posed  during  the  next  two  years.  Since 
the  group  is  an  official,  Disciplinary 
body  of  The  Methodist  Church,  the 
changes  are  subject  to  the  approval  of 
the  General  Conference  which  meets 
in  April  of  1968.  The  action  here  will 
not  necessarily  eliminate  state  and 
local  units  of  the  MSM  nor  other 
Methodist  activities  on  individual  cam¬ 
puses,  such  as  Wesley  Foundations. 
In  time,  however,  it  is  expected  that 
many  of  these  state  and  local  organiza¬ 
tions  will  affiliate  with  appropriate 
UCM  units.  Some  have  done  so  al¬ 
ready.  _ _ _ _ 

Although  they  have  been  partici¬ 
pants  in  the  new  organization  since 
its  inception,  the  Methodist  students 
said  they  were  taking  this  further  step 
because  the  UCM  “can  live  and  thrive 
only  if  the  groups  which  originally 
formed  it  cease  to  perpetuate  parallel 
structures  and  programs.” 

t 

CAMPUS  MINISTERS 

APPROVE  NCMA  MERGER 

EAST  LANSING,  Mich.  (MI)  — 
The  Methodist  Church’s  national  or¬ 
ganization  of  campus  ministers  has  vot¬ 
ed  to  merge  with  the  National  Cam¬ 
pus  Ministry  Association,  an  ecumen¬ 
ical  group  which  has  members  of  16 
denominations. 

The  unanimous  decision  of  the  As¬ 
sociation  of  College  and  University 
Ministers  of  The  Methodist  Church 
(ACUM)  was  made  June  21  at  Mich¬ 
igan  State  University  here,  where  the 
Methodists  were  attending  the  second 
convocation,  June  19-23  of  the  Na¬ 
tional  Campus  Ministry  Association 
(NCMA). 

The  decision  to  merge  came  four 
days  after  Methodist  college  students, 
meeting  in  Chicago,  had  voted  to  phase 
out  their  national  organization,  the  Na¬ 
tional  Conference  of  the  Methodist  Stu¬ 
dent  Movement,  and  find  their  “inter¬ 
collegiate  expression”  in  the  new  ecu¬ 
menical  University  Christian  Move¬ 
ment. 

No  further  approval  is  needed  for 
the  merger  decision  of  the  ACUM.  It 
takes  effect  immediately. 
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FROM  LEFT:  Pete  Medak,  Southside  Methodist 
Church  lay  leader,  Monroe;  The  Rev.  Lea  Joyner, 
pastor,  and  Dr.  Luman  Douglas,  Area  director, 
who  was  guest  speaker  on  the  occasion  of  South- 
side  s  fifteenth  anniversary  celebration. 


from  page  one 

Dr.  Forrest 

Evanston,  Illinois;  director  of  scholar¬ 
ships  and  financial  aid  at  the  University 
of  Nebraska,  vice-president  for  devel¬ 
opment  and  dean  of  students  at  Kan¬ 
sas  Wesleyan  University  at  Salina. 

Dean  Forrest  was  named  one  of  the 
outstanding  /  young  men  of  the  year 
by  the  Junior  Chamber  of  Commerce 
last  year,  and  holds  membership  in 
the  national  associations  of  Student 
Personnel  Administrators,  the  Associa¬ 
tion  of  University  Evening  College  and 
University  Summer  Sessions. 

He  has  contributed  numerous  ar¬ 
ticles  to  professional  periodicals,  in¬ 
cluding  “The  Personnel  and  Guidance 
Journal,”  “The  College  and  University 
Journal,”  “The  Journal  of  the  Associa¬ 
tion  of  Deans  and  Administrators  of 
Student  Affairs,”  and  “College  and 
University  Business.” 
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The  windows  pictured  above  were  presented  for 
dedication  at  Trinity  Methodist  Church,  Buras, 
recently.  They  were  installed  one  week  preced¬ 
ing  ‘'Hurricane  Betsy,”  and  fortunately  were  pro¬ 
tected  to  prevent  damage.  The  dedication  had  to 
await  renovation  of  the  church  following  the 
storm.  The  center  window  was  given  by  the  Edge¬ 
combe  family  in  memory  of  their  parents,  John 
A.  and  Elizabeth  D.  Edgecombe.  Mrs.  Edge¬ 
combe’s  will  made  the  window  possible.  One  of 
the  si  de  windows  was  given  by  the  Adema  family 
in  memory  of  parents,  Patrick  A.  and  Laura  A. 
Adema;  the  other  was  given  by  Mr.  and  Mrs.  Tony 
Keko  in  memory  of  his  father,  Grego  Keko  who 
lost  his  life  during  hurricane  ‘'Betsy.” 


This  picture  was  taken  June  25th  at  Summer 
Grove  Methodist  Church,  Shreveport,  Mike  Adams’ 
last  Sunday  at  home  before  leaving  for  Thierrens, 
Switzerland  for  a  year  as  a  Foreign  Exchange 
Student.  The  Rev.  George  Pearce  (right),  dis¬ 
trict  superintendent,  administered  a  special  bless¬ 
ing  service.  Jimmy  Brownlee,  (left),  church  lay 
leader  presented  a  love  offering  from  the  church. 
Mike’s  father,  the  Rev.  James  L.  Adams  is  pas^ 
tor  of  the  Summer  Grove  Church. 


become  only  a  “knife  and  fork  club,” 
with  no  project  except  the  meal  and 
fellowship. 

Under  the  new  plan,  the  once  a 
month  dinner  meeting  may  be  dis¬ 
pensed  with,  while  meetings  necessary 
to  conduct  the  work  of  the  group  may 
be  held  as  often  as  weekly.  Hereford 
summed  it  up  by  pointing  out  that 
“Jesus  helped  people  at  the  point  of 
their  greatest  need.  Most  of  the  time 
before  preaching  to  them.  This  must 
be  out  approach — we’ve  talked  to  peo¬ 
ple  too  much.  There  will  be  ample  op¬ 
portunity  to  explain  why,  if  we  are 
first  willing  to  put  our  faith  and  lives 
on  the  line  for  others.  As  Dick  Van 
Dyke  states  on  a  plaque  in  his 
study  .  .  .  “I’m  third,  God  first,  others 
second.” 

For  information  about  Methodist 
Men  and  the  new  program,  contact 
John  Hereford  direct  at  1200  Davis 
Street,  Evanston,  Illinois  60201. 
t 
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Methodist  Men 

titled,  “Communicating  the  Gospel  in 
a  New  Age,”  and  information  about 
activities  of  active  groups  across  Meth¬ 
odism  was  presented.  Hereford  used  a 
new  technique  in  presenting  the  mate¬ 
rial.  He  stated  that  the  new  emphasis 
on  forming  new  Methodist  Men  groups 


and  reactivating  old  ones,  was  to  start 
with  an  examination  of  the  needs  of 
the  congregation  and  community  first, 
then  details  for  meeting  specific  needs 
would  be  worked  out. 

The  old  Methodist  Men  plan  of  or¬ 
ganizing  first  along  the  lines  of  a  ser¬ 
vice  or  civic  club,  is  no  longer  relevant 
to  our  changing  world,  Hereford  stated. 
The  old  method  had  the  tendency  to 


The  finance  committee  of  the  Board  of  Trustees,  Western  Methodist  As¬ 
sembly,  at  recent  meeting  at  Mt.  Sequoyah,  Fayetteville,  Arkansas.  LEFT 
TO  RIGHT:  Dr.  Luman  E.  Douglas,  chairman;J.  M.  Willson,  Floydada, 
Tex.;  the  Rev.  E.  G.  Kaetzell,  superintendent;  B.  T.  Fooks,  Camden, 
Ark.;  BACK  ROW:  the  Rev.  James  Hanes,  Dallas,  Tex.;  the  Rev.  John 
Mikkelson,  Gothenburg,  Nev.;  the  Rev.  Charles  C.  Bennett,  Coffeyville, 
Kans. 


John  Hereford,  National  Director  of  Methodist  Men,  leads  the  workshop 
held  recently  at  North  Baton  Rouge  Church.  A  similar  workshop  was  held 
at  the  Horseshoe  Drive  Church  in  Alexandria.  Mai  Fyfe,  Metairie,  seated 
right,  is  conference  co-chairman  of  Methodist  Men,  along  with  Bill  Ford 
of  Lake  Charles. 
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E  W  S 

and 

OTES 

THE  REV.  HARVEY  WILLIAM¬ 
SON,  pastor  of  Ingleside  Church,  occu¬ 
pied  the  pulpit  of  Istrouma  Church, 
Baton  Rouge,  July  2,  while  the  pastor, 
the  Rev.  Marvin  H.  Corley,  was  on 
vacation. 


The  new  officers  of  the  Ruston 
District  Parsonettes  are,  from  left  to 
right,  as  follows:  Mrs.  V.  L.  West¬ 
brook,  treasurer;  Mrs.  H.  A.  Rickey, 
courtesy  chairman;  Mrs.  W.  M.  Finnin, 
president;  Mrs.  D.  L.  McGuire,  secre¬ 
tary;  and  (not  shown)  Mrs.  G.  M.  Hicks, 
vice-president. 


Many  Church  leaders  who  attended 
the  Coaching  Conference  for  adults  at 
Centenary  College  are  Mrs.  Russell 
Hudson,  Mrs.  J.  M.  Petty,  and  Mrs. 
Bob  Lowe,  and  Mrs.  Charles  Williams 
(not  shown). 


THE  REV.  DOUGLAS  McGUIRE, 
pastor  of  Trinity  Church  in  Ruston, 
was  visiting  minister  for  a  joint  Meth- 
odist-Presbyterian  Revival  held  at  the 
Benton  Methodist  Church  the  last  week 
in  June.  Jerry  Ross  of  Shreveport  was 
the  song  leader.  The  Rev.  Leon  Scott 
is  pastor. 


“MAN  AND  COMMUNITY” 
COURSE  AT 

MISSION  TRAINING  SCHOOL 

“Man  and  Community”  was  the 
theme  of  the  course  taught  by  Dr.  J. 
Woodrow  Hearn  at  the  Methodist  Mis¬ 
sions  Training  School  held  on 
the  campus  of  West  Virginia  Wesleyan 
College  June  18-23. 

Dr.  Hearn,  Executive  Director  of 
the  Fort  Worth  Area  Council  of 
Churches  was  one  of  nine  instruc¬ 
tors  for  approximately  250  students 
in  this  special  school  for  teachers  who 
received  training  to  equip  them¬ 
selves  to  conduct  Schools  of  Missions 
in  their  home  churches.  Most  of  the 
students  were  from  the  northeastern 
states. 

The  training  school  is  conducted  un¬ 
der  the  auspices  of  The  Women’s  Di¬ 
vision  of  the  National  Board  of  Mis¬ 
sions  of  the  Methodist  Church. 


CARROLLTON  AVENUE  METH¬ 
ODIST  Men  are  being  led  by  John 
Loggins  as  president,  with  Pat  Latuso, 
Jr.  as  vice  president.  James  Smith  is 
secretary,  and  Louis  Williams,  Sr.  is 
treasurer.  Dr.  James  T.  Harris  is  pas¬ 
tor. 

H.  DORMAN  CLAYTON  is  the  new 
choir  director  of  First  Church,  Alex¬ 
andria.  His  training  was  secured  at 
Bolton  High  School,  Louisiana  Col¬ 
lege,  Conservatory  of  Music,  Univer¬ 
sity  of  Cincinnati,  and  Louisiana 
Northwestern  College. 

THE  BATON  ROUGE  XYZ  Club 
had  a  musical  program  presented  by 
Mrs.  George  Jones  and  Mrs.  Ralph 
Shirley  at  the  June  monthly  meeting 
and  luncheon.  Mrs.  Margaret  Weese 
led  the  devotional. 

THE  REV.  AND  MRS.  WILLIAM 
PEEPLES  of  St.  Luke  Church,  Lake 
Charles  are  engaged  in  a  month  of 
study  and  work  at  the  Ecumenical  In¬ 
stitute  of  Chicago.  They  will  partici¬ 
pate  in  a  project  termed  5th  City  in 
Chicago’s  West  Side  ghetto.  Their 
daughter,  Alarie,  is  enrolled  in  a  spe¬ 
cial  class  with  a  new  kind  of  teaching 
method. 

C.  B.  CALDWELL  is  serving  as 
chairman  of  the  Official  at  Abbeville 
Church.  Preston  Williams  will  serve  as 
vice  chairman  and  also  as  chairman  of 
the  Commission  on  Stewardship  and 
Finance.  The  Rev.  Tracy  R.  Arnold 
is  pastor.. 

PAUL  FLEMING  IS  HEADING 
Methodist  Men  of  First  Church,  Natch¬ 
itoches,  this  year.  Sunday  morning 
breakfast  meetings  are  held  the  last 
Sunday  each  month.  On  June  25  plans 
were  made  for  the  churchwide  fish 
fry  set  for  July  19.  Dr.  Jolly  B.  Har¬ 
per  is  pastor. 

rV  RETREAT  IS  PLANNED  for 
patients  in  Central  Louisiana  Hospital 
by  Commissions  of  the  First  Methodist 
Churches  of  Alexandria  and  of  Pine- 
ville.  The  retreat  for  ladies  is  scheduled 
for  August  14-18,  and  one  for  men 
will  be  August  26-30.  The  Rev.  Ro¬ 
land  Friedrich,  chaplain  at  the  hos¬ 
pital,  is  coordinating  plans  for  the  two 
outings  which  will  accommodate 
twenty-one  in  each  camp. 


TRINITY  CHURCH,  Alexandria,  is 
on  the  verge  of  accepting  bids  for  the 
construction  of  new  buildings.  Pre¬ 
liminary  approval  to  plans  has  been 
granted  by  the  Quarterly  Conference, 
Board  of  Trustees,  and  the  District 
Board  of  Church  Locations  and  Build¬ 
ings.  The  Rev.  Byrl  Moreland  is 
pastor. 


UNIVERSITY  CHURCH  in  Lake 
Charles  observed  Student  Day  on  June 
25.  The  message  was  brought  by  Lynn 
Merrill,  son  of  the  pastor  and  wife, 
the  Rev.  and  Mrs.  Merlin  W.  Merrill. 
Lynn  also  brought  the  student  mes¬ 
sage  in  the  DeQuincy  Methodist 
Church,  June  11,  and  also  in  the  Kin¬ 
der  Church.  He  is  president  of  the 
Wesley  Foundation  at  McNeese  Col¬ 
lege.  Presiding  at  the  Lake  Charles 
service  were:  Mickey  Rentrop,  presi¬ 
dent  of  the  Senior  High  MYF,  at  8:30, 
and  Mary  Marshall,  president  of  the 
College  and  Career  Class,  at  the  1 1 
o’clock  service. 

HAMMOND  MYF  members  painted 
two  classrooms  recently  for  the  chil¬ 
dren’s  division.  Senior  high  students 
received  Certificates  of  Achievement 
June  25  for  successfully  completing 
the  12-week  election  study  course  “Un¬ 
derstanding  the  Bible”  and  passing  the 
written  examination. 

STUDENTS  PARTICIPATING  in  the 
Student-Day  program  at  Alexandria 
First  Church,  June  11,  included  Eliza¬ 
beth  Jarrell,  James  Roland,  Jr.,  Jerry 
Kilpatrick,  and  Neill  Foote.  Dr.  Ben 
Oliphint  is  teaching  a  Sunday  morning 
course  this  summer  on  “Questions  the 
College  asks  of  Religion.” 


CARL  AND  JULIA  WILLIAMS, 
missionaries  to  Bolivia,  have  been  des¬ 
ignated  by  the  West  Monroe  First 
Church  Commission  on  Missions  to  be 
the  recipients  of  $1,200  Advance  Spe¬ 
cial  giving  from  that  church.  Mission 
banks  will  be  used  during  the  month 
of  August  to  raise  that  amount.  The 
Rev.  Kenneth  G.  McDowell  is  pastor. 


young  people  are  helping  with  the  Sun¬ 
day  evening  services,  under  the  direc¬ 
tion  of  Tommy  Peyton  and  Carol  Kirk¬ 
land,  summer  youth  associates.  Among 
guest  speakers  they  have  secured  are 
the  Rev.  Glen  Rorie,  the  Rev.  Oscar 
Cloyd,  Dr.  Keith  Mason,  Dudley  Snow, 
August  Aamodt,  the  Rev.  Robert  Ed 
Taylor,  Dr.  John  Hall,  Dr.  Charles 
Black,  Dean  Clark,  and  a  returned 
Vietnamese  serviceman. 

PONCHATOULA  YOUTH  are  being 
led  this  summer  by  Janice  Cook  and 
the  Rev.  Jack  Winegeart.  Activities 
are  scheduled  for  Primaries  on  Thurs¬ 
day  afternoons,  for  Juniors  on  Tues¬ 
day  and  Friday  afternoons,  Junior 
High  on  Wednesday  afternoons  and 
Thursday  evenings,  and  Senior  High  on 
Monday  afternoons  and  Tuesday  eve¬ 
nings. 

WEST  MONROE  FIRST  CHURCH 
youth  plans  are  being  directed  by  Joe 
Rice,  Centenary  College  student.  The 
College  Crowd  meets  each  Wednesday; 
evening  for  discussion,  program,  rec¬ 
reation  and  fellowship.  Tuesday  nights 
are  reserved  for  junior  high  youth  and 
Thursday  nights  for  senior  high  youth. 
Activities  Week,  will  be  held  in  August, 


At  Pharr  Chapel  MYF  Activities  Week,  Cathy  Willis,  extreme  right,  gave 
an  inspiring  message  on  Methodist  sponsored  missions.  Others  in  photo  are, 
from  left,  first  row:  Patricia  Haskins,  Eileen  Kleiser,  Yvonne  Fontenot;  second 
row:  Zuki  Westmoreland,  Barbara  Steele,  Carol  Gibbs,  John  Willis;  third  row: 
Joe  Westmoreland  and  Greg  Wallace.  Miss  Carol  Gibbs  is  summer  youth  leader. 


Fifty-six  junior  boys  and  girls  had  fun,  fellowship  and  inspiration  at  Camp  Brewer  during  the 
week  of  June  26-30  while  attending  the  Alexandria  District  Junior  Camp.  Adult  leaders  in  the 
camp  were:  Rev.  Richard  E.  Walton,  director  Rev.  and  Mrs.  Eskel  Tatum;  Rev.  and  Mrs.  Burl 
Dampier;  Misses  Fran  Shell;  Lillian  Cochran;  Sarah  Lee  Howell;  Vivian  Panzigrau;  Rev.  Fred 
Campbell;  and  Rev.  Vernon  Fairley. 


Summer  Youth  Activities 
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Sunday  Sc&o&l  dle&tou 


By:  Alfred 

LESSON  FOR  JULY  30:  Responses  to  the  Gospel 

BACKGROUND  SCRIPTURE:  Acts  16:11-40 

MEMORY  SELECTION:  Believe  in  the  Lord  Jesus, 
and  you  will  be  saved,  you  and  your  household. 
Acts  16:31) 

AIM  OF  LESSON:  To  help  persons  see  that  sal¬ 
vation  is  an  interaction  between  God  and  man; 
that  man  accepts  the  gift  of  God’s  love  and  then 
responds  in  deeds  of  loving  service. 

*  *  * 

This  lesson  continues  the  second  missionary 
journey  with  an  accent  on  the  ministry  of  Paul 
and  Silas  in  Philippi.  It  centers  about  three  events 
— the  conversion  of  the  businesswoman  Lydia;  the 
casting  out  of  the  spirit  in  the  mind  of  a  slave  girl 
and  the  resultant  imprisonment  of  Paul  and  Silas 
because  the  men  who  profited  from  the  slave  girl 
resented  the  loss  of  their  income;  and  the  release 
from  the  Philippian  jail  and  the  conversion  of  the 
jailer,  who  asked  “What  must  I  do  to  be  saved?” 
The  lesson  brings  out  the  fact  that  the  gospel  is  for 
all  people — high,  low  middle  class,  male,  female, 
slave,  free,  Roman,  Greek  and  Jew. 

The  wisdom  of  Paul’s  missionary  strategy  is 
again  demonstrated  as  he  stops  to  establish  a  church 
in  this  most  important  Roman  colony.  In  a  sense, 
Paul  made  it  his  own  city,  as  he  did  in  Antioch, 
because  we  feel  the  joy  in  his  heart  as  he  writes 
the  letter  to  the  Philippians,  and  we  read  in  several 
of  his  letters  that  this  church  was  the  only  one 
from  whom  he  showed  a  willingness  to  receive  fi¬ 
nancial  assistance  for  his  work. 

Thessalonica  was  the  official  capital  of  the  prov¬ 
ince  of  Macedonia,  but  Philippi  had  a  prestige  that 
was  all  its  own.  Originally  an  insignificant  town 
called  Krenides,  it  had  been  fortified  by  Philip  of 
Macedon  and  given  his  name.  During  the  reign 
of  Caesar  Augustus  it  was  given  special  status  as 
a  Roman  colony  and  it  was  then  organized  as  a 
miniature  Rome. 

From  the  outline  of  the  events  in  Acts  16, 
one  would  think  that  Paul  stayed  in  Philippi  only 
a  short  time.  Yet  he  remained  long  enough  to  lay 
the  foundation  of  a  strong  church,  which  he  always 
held  in  peculiar  affection  and  which  remained  un¬ 
waveringly  loyal  to  its  founder.  Dr.  B.  H.  C.  Mac¬ 
Gregor  (Interpreter’s  Bible)  says:  “No  other  epistle 
is  filled  with  expressions  of  joy  as  is  that  to  the 
Philippians.  There  is  no  evidence  from  the  letter 
that  he  was  ever  troubled  at  Philippi  by  Jewish 
hostility.  Indeed  Luke  gives  us  the  impression  that 
it  was  by  “Jews”  that  the  missionaries  were  assailed 

at  the  instigation  of  the  heathen  population.” 

*  *  * 

“DOWN  BY  THE  RIVERSIDE” 

When  Paul  and  Silas  discovered  that  Philippi 
had  no  synagogue,  they  went  “down  by  the  river¬ 
side”  to  the  kind  of  worship  spot  that  Jews  often 
had  when  there  was  no  formal  synagogue.  One  of 
the  things  one  notices  quickly  about  the  congrega¬ 
tion  the  missionaries  found  at  prayer  is  that  they 
were  mostly  women.  This  should  not  have  been 
such  a  surprise,  because  if  there  had  been  ten  adult 
male  Jews  in  the  city  they  would  have  organized  a 
formal  congregation  within  the  city’s  walls. 

We  read  in  verse  13  that  “we  sat  down  and 
spoke  to  the  women  that  had  come  together.”  This 
gives  us  an  indication  of  local  conditions,  for  so¬ 
cial  custom  seems  to  have  allowed  women  singular 
freedom  in  Macedonia. 

This  was  Paul’s  first  congregation  in  the  strategic 
city  of  Philippi  and  we  must  admit  it  did  not  give 


A.  Knox 


promise  of  all  it  was  to  become.  No  building,  no 
congregational  organization,  all  women  and  no  men, 
no  prestige  or  influence  in  the  city  to  count  on. 
Nevertheless  it  grew  into  one  of  the  strongest,  most 
generous  of  all  the  churches  that  Paul  founded. 

♦  *  * 

THE  CONVERSION  OF  LYDIA 

As  Luke  describes  the  visit  to  the  riverside  pray¬ 
er  group  he  says,  “One  who  heard  us  was  a  woman 
named  Lydia,  from  the  city  of  Thyatira,  a  seller 
of  purple  goods,  who  was  a  worshiper  of  God.” 
(v.  14)  How  much  is  said  in  this  one  sentence 
biography! 

The  significant  “charter  member”  of  the  Philip¬ 
pian  church  was  a  businesswoman  who  represented 
the  important  dye-making  industry  of  her  home  city. 
She  was  well-to-do  and  following  her  conversion  in¬ 
vited  the  missionaries  to  make  her  home  their  head¬ 
quarters.  This  must  mean  that  the  church  was  or¬ 
ganized  and  met  there  during  its  formative  years.  The 
expression  that  she  was  “a  worshiper  of  God”  was 
one  sometimes  used  for  Gentile  inquirers  who  met 
with  Jewish  groups.  She  was  undoubtedly  a  person 
of  keen  spiritual  perception,  and  when  her  heart 
was  warmed  by  the  words  of  Paul  she  turned  com¬ 
pletely  to  the  new  faith. 

One  major  joint  Luke  was  interested  in  making 
— the  distinctions  that  men  had  made  in  their  re¬ 
ligious  and  social  institutions  on  the  basis  of  sex 
differences  had  been  completely  abolished  by  what 
God  had  done  through  Jesus  Christ.  Dr.  Van  Bo- 
gard  Dunn  (Adult  Student)  says:  “We  must  not  con¬ 
fine  our  understanding  of  response  to  the  gospel  to 
what  Lydia  did.  What  these  strange  men  did  in 
relationship  to  the  women  also  shed  light  on  our 
comprehension  of  what  it  means  to  respond  to  the 
good  news.  They  could  have  retreated  into  the  re¬ 
quirements  of  custom  and  held  themselves  aloof. 
Instead  they  made  themselves  available  for  the  rad¬ 
ical  risk  of  faith.” 

*  *  * 

A  SLAVE  GIRL  AND  A  RIOT 

There  are  two  women  playing  leading  roles 
in  this  drama — about  as  different  as  women  could 
be.  One  was  Lydia,  the  wealthy  businesswoman, 
whose  home  became  the  center  of  the  Philippian 
church.  The  other  was  a  mentally  deranged  slave- 
girl  who  became  such  a  nuisance  to  the  missionaries 
that  Paul,  in  desperation,  freed  her  of  her  mental  af¬ 
fliction  and  found  himself  on  the  way  to  jail  again 
because  this  mentally  healthy  young  woman  no  long¬ 
er  meant  a  source  of  income  to  her  masters. 

There  is  not  enough  evidence  in  the  material 
to  help  us  completely  diagnose  her  ailment,  but  it 
was  of  such  a  nature  that  she  could  be  exploited 
as  a  “diviner”  or  fortune  teller.  She  must  have  also 
worked  in  some  kind  of  demonstration  of  ventril¬ 
oquism  because  we  are  told  that,  “She  followed  Paul 
and  us,  crying,  These  men  are  servants  of  the 
Most  High  God,  who  proclaim  to  us.  the  way  of  sal¬ 
vation.”  (v.  17)  She  was  playing  Charlie  McCarthy 
to  someone’s  Edgar  Bergen,  who  put  these  words  in 
her  mouth  in  derision.  Paul  was  finally  irritated  by 
this  type  of  interference  with  his  preaching,  and 
“turned  and  said  to  the  spirit,  ‘I  charge  you  in  the 
name  of  Jesus  Christ,  to  come  out  of  her.’  ”  (v.  18) 

After  the  girl  was  made  whole  she  was  either 
unable  or  unwilling  to  be  a  source  of  income  for 
her  masters,  who  decided  they  must  get  rid  of  Paul 
and  Silas.  They  were  smart  enough  not  to  reveal 
the  real  reason  for  their  antipathy.  Instead  they 
played  on  an  anti-Jewish  prejudice  saying,  “These 
men  are  Jews  and  they  are  disturbing  our  city.” 


(v.  20).  Although  Judaism  was  a  legal  religion  in  the 
city,  the  prejudice  was  based  on  the  feeling  that 
worship  of  “the  most  high  God”  would  threaten  the 
cult  of  emperior  worship. 

*  *  * 

OFF  TO  JAIL  AGAIN 

Once  the  charge  of  treason  had  been  made,  the 
crowd  broke  into  a  demonstration,  and  the  magis¬ 
trates,  ever  fearful  of  civil  disobedience  lest  it  threat¬ 
en  their  position,  tore  their  clothes.  Then,  without 
the  formality  of  a  trial  or  an  opportunity  for  de¬ 
fense,  they  ordered  Paul  and  Silas  to  be  beaten  and 
thrown  into  prison.  One  of  the  characteristics  of 
Luke’s  historical  writing  is  his  ability  to  show  how 
each  conflict  can  be  transformed  into  an  opportunity 
for  witnessing  to  the  power  of  the  good  news.  No¬ 
where  is  this  more  dramatically  seen  than  in  the 
story  of  Paul  and  Silas  and  the  conversion  of  the 
Philippian  jailer. 

Dr.  Dunn  points  out:  “In  this  situation  one 
would  expect  the  apostles  to  be  anxious  about  their 
own  safety.  But  Luke’s  account  gives  no  evidence 
that  they  were  ever  troubled  about  this.  Locked 
in  the  inner  prison,  with  their  feet  in  stocks,  they 
prayed  and  sang  hymns  to  God.  No  wonder  the 
other  prisoners  listened!” 

Later  as  we  read  of  the  conversion  of  the 
jailer  we  may  wonder  what  it  was  that  exerted  the 
greatest  influence  for  change  upon  him.  We  feel 
that  it  was  not  just  the  manner  in  which  they  an¬ 
swered  his  question,  “What  must  I  do  to  be  saved?” 
Men  are  conditioned  for  their  conversions  by  hiany 
things  that  precede  that  moment.  John  Wesley  was 
converted  in  a  prayer-meeting  as  a  man  read  from 
Luther’s  Preface  to  the  Romans,  but  all  who  know 
his  life  are  aware  that  he  had  been  conditioned  by 
many  events,  not  the  least  of  which  was  the  ability 
of  a  group  of  German  Christians  to  sing  as  stormy 
seas  threatened  a  little  ship  on  its  way  to  Georgia 
a  year  before  Aldersgate.  So  we  believe  the  singing 
of  Paul  and  Silas  in  the  midst  of  imprisonment 
and  earthquake  made  a  Roman  jailer  conclude  they 
had  something  that  he  wanted  very  much. 

*  *  * 

“WHAT  MUST  I  DO  TO  BE  SAVED?” 

We  have  a  feeling  that  no  New  Testament  verse 
has  been  used  as  the  text  for  evangelistic  preaching 
more  than  Acts  16:30 — the  words  of  the  Philippian 
jailer  “What  must  I  do  to  be  saved?”  Whether  his 
motivation  concerned  eternal  salvation  or  a  tempo¬ 
rary  protection  from  the  authorities  because  he 
though  his  prisoners  had  all  escaped  we  will  never 
know,  but  the  answer  he  received  from  Paul  con¬ 
cerned  the  great  Pauline  doctrine  of  salvation, 
“Believe  in  the  Lord  Jesus,  and  you  will  be  saved, 
you  and  your  household.”  (v.  31) 

Paul  and  Silas  had  been  openly  preaching  on 
the  streets  a  message  of  salvation.  The  jailer  re¬ 
membered  all  this,  and  he  also  knew  that  a  very 
unusual  deliverance  had  come  to  them  in  an  earth¬ 
quake — even  though  they  would  not  avail  them¬ 
selves  of  it.  All  of  this  led  him  to  conclude  that 
they  were  truly  messengers  of  God.  No  wonder, 
then,  that  he  asked  them  to  tell  him  the  formula  for 
his  own  salvation.  In  any  generation,  when  spokes¬ 
men  of  the  gospel  are  able  to  convey  the  impression 
by  their  words  and  their  attitudes  that  they  are  truly 
speaking  for  God,  men  and  women  will  come  to 
them  asking,  “What  must  I  do  to  be  saved?” 

*  *  * 

“BELIEVE  IN  THE  LORD  JESUS, 

AND  YOU  WILL  BE  SAVED” 

The  answer  to  the  jailer’s  question  was  simple 
and  straightforward,  “Believe  in  the  Lord  Jesus,  and 
you  will  be  saved.”  This  is  the  only  answer  there 
is  to  that  question,  yet  many  people,  confused  by 
the  times,  do  not  see  how  profound  that  simple 
answer  is.  Does  belief  in  Jesus  go  beyond  intellectual 
assent,  many  ask.  Of  course,  the  whole  emphasis 
of  the  Pauline  teaching  is  that  it  means  this — but 
also  more.  It  means  this  plus  surrender  to  the  will 
and  love  of  God  as  made  manifest  in  Jesus. 

When  we  say  we  believe  in  a  man,  we  imply 
not  only  that  we  believe  what  he  says  is  the  truth, 
but  also  that  we  are  willing  to  trust  all  that  we 
are  and  have  to  the  fact  that  it  is  so.  Even  when 
we  do  not  know  in  detail  everything  about  Jesus, 
our  salvation  lies  in  our  willingness  to  risk  our  lives 
and  our  eternal  future  in  his  hands. 
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A  call  for  understanding  “the  deep  passions  on  both 
sides”  of  the  Arab-Israeli  confrontation — including 
a  warning  to  American  Christians  not  to  identify 
too  closely  with  Zionist  groups — has  been  intro¬ 
duced  by  a  missions  official  of  the  United  Presby¬ 
terian  Church.  Dr.  R.  Park  Johnson,  acting  secre¬ 
tary  of  the  Middle  East  for  the  Commission,  said 
“Christians  have  the  duty  and  responsibility  of  speak¬ 
ing  intelligently  and  clearly  for  themselves,  rather 
than  allowing  themselves  to  become  propagandists 
for  any  cause  but  the  reconciling  love  of  God.” 

He  said,  “Weil  known  are  the  emotions  and 
sympathies  felt  by  everyone  in  reaction  to  Hit¬ 
ler’s  persecution  of  European  Jewry.  Less  well 
known  is  the  fact  that  the  endeavor  to  aid  the 
Jewish  refugees  from  Europe  by  the  creation  of 
a  political  state  in  Arab  Palestine  resulted  in 
an  almost  equally  large  number  of  other 
refugees.” 

As  Pope  Paul  VI  presented  red  birettas  to  24  of 
his  27  new  cardinals  at  a  ceremony  in  the  Sistine 
Chapel,  he  reaffirmed  the  important  role  of  the 
Sacred  College  of  Cardinals  in  the  administration  of 
the  Church.  Regarding  the  office  of  cardinal,  the 
Pope  said  he  has  found  “no  reasons  that  induce  us 
to  change  the  discipline  sent  down  to  us  by  our 
venerated  predecessors.”  / 

The  Pope  made  it  perfectly  clear  that  he  dis¬ 
agreed  with  “certain  persons”  who  are  in  favor 
of  downgrading  the  office  of  cardinal  as  be¬ 
ing  “superfluous.” 

Frank  misgivings  about  the  trend  of  current  top- 
level  negotiations  on  union  involving  the  Method¬ 
ist  Church  and  the  Church  of  England  have  been 
expressed  by  Anglican  Bishop  Hugh  Ashdown  of 
Newcastle.  Writing  in  his  diocesan  publication,  Bish¬ 
op  Ashdown,  said,  “To  accept  Stage  One  of  pres¬ 
ent  proposals  will  mean  accepting  disunity  of  a 
very  grave  kind. 

He  also  said:  “I  find  it  not  a  little  disturb¬ 
ing  that  we  have  been  given  nothing  to  con¬ 
sider  concerning  the  way  to  the  organic  union 
of  Stage  Two.  What  kind  of  unity  do  we 
really  expect  to  be  able  to  demonstrate?  With¬ 
out  faith  in  the  overruling  will  of  God  we 
shall  get  nowhere.  At  the  same  time  it  is  not 
impossible  to  leave  too  much  to  the  goodness 
of  God.” 

A  Roman  Catholic  community,  a  so-called  “par¬ 
ish  without  boundaries,”  has  been  established  in 
the  Archdiocese  of  Atlanta,  Ga.  on  a  one-year  ex¬ 
perimental  basis.  The  request  to  form  the  commu¬ 
nity  was  made  to  Archbishop  Paul  L.  Hallinan  by 
a  group  of  laymen  and  Father  Conald  G.  Foust, 
who  will  serve  as  administrator. 


War  damage  totaling  $250,000  to  the  Lutheran 
Federation’s  Augusta  Victoria  Hospital  in  the 
formerly  Jordanian  section  of  Jesrusalem,  will 
be  reimbursed  by  the  Israelis.  Mayor  Teddy 
Kollek  of  Jerusalem  assured  Rudolph  lAtz- 
mann  of  Frankfort,  Germany,  head  of  a  Luther¬ 
an  delegation  which  toured  institutions  Inere) 
that  Jerusalem  would  cover  the  cost  of  the 


renairs. 


Need  for  a  change  in  the  church’s  approach  to  sex 
education  and  a  defeat  of  the  fear  which  cuts  per¬ 
sons  off  from  honest  relationships  were  two  of 
the  themes  developed  in  addresses  at  the  1967  con¬ 
ference  of  the  Fellowship  of  Christian  Athletes  at 
Green  Lake,  Wis.  Dr.  Ernie  Campbell  of  First 
Presbyterian  Church,  Ann  Arbor,  Mich.,  told  65U 
athletes  and  coaches  that  the  church  must  now 
speak  of  sex  as  something  that  is  good  but  some¬ 
thing  that  must  find  its  proper  expression  in  the 
context  of  marriage.” 


BROOKLYN,  N.  Y.  —  A  staff  member  of  Teen  Chal¬ 
lenge  prays  with  a  former  juvenile  narcotics  addict 
in  chapel  of  new  international  center  in  Brooklyn, 
N.  Y.  Started  in  1960,  Teen  Challenge  is  a  non¬ 
sectarian  organization  which  provides  spiritual  and 
material  assistance  to  delinquent  boys  and  girls. 
It  has  other  chapters  in  various  American  cities  and 
abroad.  The  $500,000  new  headquarters  also  in¬ 
cludes  workshop,  print  shop,  cafeteria,  radio  re¬ 
cording  studio  and  other  facilities.  Founder  and 
director  of  Teen  Challenge  is  the  Rev.  David  Wilker- 
son.  (RNS  Photo) 


One  of  England’s  smaller  Protestant  denom¬ 
inations  quietly  voted  in  London  for  the  pres¬ 
ervation  of  Sunday  as  a  day  of  religious  ob¬ 
servance,  thereby  pinpointing  a  struggle  being 
fought  inside  and  outside  of  Parliament.  The 
battle  is  over  whether  Britain’s  ancient  law 
should  be  relaxed  to  allow  more  public  enter¬ 
tainment  on  Sundays.  The  4,000-member  Free 
Church  of  England  voted  unanimously  to  send 
to  members  of  Parliament  a  resolution  express¬ 
ing  concern  “at  the  threat  to  the  Lord’s  Day 
by  possible  legislation.” 


The  president  of  the  Catholic  Press  Association 
joined  representatives  of  Protestant  and  Jewish  pub¬ 
lications  in  warning  Congress  to  keep  the  “public 
service  contribution”  of  the  religious  press  in  mind 
when  it  determines  new  postal  rates  for  this  year. 
Msgr.  Terrence  P.  McMahon  told  the  House  Com¬ 
mittee  on  Post  Office  and  Civil  Service:  “We  be¬ 
lieve  the  proposed  bill  contains  elements  which  can¬ 
not  but  dissipate  and  constrain  the  power  and  ef¬ 
fectiveness  of  these  unique  religious  communications 
media  at  a  time  when  our  nation  needs  to  support 
the  objectives  for  which  they  exist.” 


A  leader  of  the  Russian  Orthodox  Church  has  de¬ 
nounced  Svetlana  Alliluyeva,  daughter  of  Stalin,  as 
“a  woman  who  has  sold  out  everything  sacred  for 
dollars.”  In  an  interview  with  the  London  Express, 
Metropolitan  Piman  of  Krutizin  and  Kolomna,  said 
Mrs.  Alliluyeva  has  deserted  her  children,  become 
a  traitor  to  her  people;  “and  then  tries  to  say  some¬ 
thing  about  religion  and  God.” 

He  also  said,  “The  moral  image  of  this  woman, 
who  has  sold  out  everything  sacred  for  dol¬ 
lars,  can  arouse  only  disgust  and  anger.” 

Wider  and  more  total  Christian  unity  than  that 
represented  by  the  proposed  merger  of  the  ten  Prot¬ 
estant  denominations  participating  in  the  Consulta¬ 
tion  on  Church  Union  (COCU)  has  been  advocated 
by  Canon  Albert  J.  duBois,  director  of  the  Amer¬ 
ican  Church  Union.  He  told  an  ecumenical  break¬ 
fast  in  Mount  Vernon,  N.Y.  that  projects  such  as 
COCU  set  aside  the  four  essentials  of  the  Catholic 
Faith:  the  authority  of  the  Creeds,  the  apostolic 
ministry,  the  centrality  of  the  Eucharist  and  all  of 
the  sacraments  except  baptism. 

Roman  Catholic  Bishop  Michael  W.  Hyle  of 
Wilmington,  Del.  has  declined  an  offer  from 
the  Delaware  Council  of  Churches  to  explore 
the  possibility  of  interreligious  cooperation  in 
the  publication  of  Delmarva  Dialog,  diocesan 
newsweekly.  “Our  people  are  not  prepared  for 
such  a  publication,”  he  said  in  a  newspaper 
interview. 

Dr.  John  C.  Bennett,  president  of  Union  Theological 
Seminary  of  New  York,  who  has  been  an  outspoken 
critic  of  U.S.  policy  Vietnam,  has  drawn  a  distinction 
between  U.S.  participation  in  the  war  in  Vietnam 
and  support  of  Israel  in  the  Middle  East  crisis.  His 
distinction  is  that  Israel  is  a  nation  attempting  to 
defend  itself  while  in  Vietnam  the  U.S.  is  “attempt¬ 
ing  to  create  a  nation,  and  in  doing  so  .  .  .  seeking 
to  impose  an  unpopular  government  on  a  whole 
nation.” 

nr 

At  Paducah,  Ky.,  the  Second  Cumberland  Pres¬ 
byterian  Church,  a  Negro  denomination,  failed 
in  its  General  Assembly  to  adopt  a  proposal 
by  the  Cumberland  Presbyterian  Church,  a  pre¬ 
dominantly  white  denomination,  that  the.  two 
bodies  merge.  Both  denominations  met  simul¬ 
taneously,  and  some  joint  sessions  were  held. 


Federal  Judge  Albert  B.  Maris  has  resigned  as  pre¬ 
siding  clerk  of  the  Philadelphia  Yearly  Meeting  of 
Friends  in  dissent  against  its  resolution  to  support 
the  sending  of  medical  supplies  to  North  Vietnam, 
even  if  it  means  defiance  of  the  U.S.  government. 

Judge  Maris,  a  veteran  jurist  of  the  U.S.  Cir¬ 
cuit  Court  of  Appeals,  presented  his  resignation 
and  his  reasons  therefor,  in  writing  to  the  Rep¬ 
resentative  Meeting,  or  standing  committee  of 
the  historic  Quaker  body. 

Dr.  Martin  Niemoeller,  noted  controversial  German 
churchman,  has  suggested  that  the  Evangelical 
Church  in  Germany  (EKID)  stop  opposing  Com¬ 
munist  attempts  to  split  it  along  political  divisions 
and  thus  form  two  separate  regional  bodies.  Writing 
in  the  Voice  of  The  Parish,  a  West  German  Prot¬ 
estant  publication,  he  said  that  “instead  of  mourn¬ 
ing  over  the  end  of  EKID’s  structural  unity,”  Ger¬ 
man  Evangelical  Christians  should  “concern  them¬ 
selves  energetically  with  bringing  about  full  inter¬ 
communion.” 

Abandonment  of  South  Vietnam  to  the  Com¬ 
munists  would  mean  “a  massive  bloodbath”  in 
which  an  unknown  number  of  South  Vietnamese 
would  die,  Anglican  Archbishop  Marcus  L. 
Loane  of  Sidney,  Australia,  said  in  the  July 
issue  of  the  diocesan  magazine,  Southern  Cross. 
He  said  that,  until  peace  negotiations  become 
a  reality,  the  U.S.  faces  a  limited  number  of 
courses  of  action.” 
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Conference  Youth  Council  at  Istrouma  during  MYF  Workshop  June  25-30. 
New  officers  include:  Connie  Odom,  Baton  Rouge,  president;  Jess  Gil¬ 
bert,  Sicily  Island,  vice  president;  Shirley  Barnes,  Keithville,  secretary; 
and  Michael  Marcell,  New  Iberia,  treasurer;  Forrest  Fairley,  Shreveport, 
publicity  chairman  and  the  Rev.  James  0.  Evans,  conference  director  of 
youth  work,  and  minister  at  St.  Mark’s  Methodist  Church  in  Monroe. 

Louisiana  Conference  MYF 
Youth  Council  Workshop  report 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

An  understanding  of  two  groups  in 
our  society  is  almost  essential  to  any 
constructive  work  in  the  Inner  City. 
The  first  group  is  the  Negro  popula¬ 
tion  and  the  second  group  is  the  poor 
population. 

Concerning  the  Negro,  the  white 
man  has  made  many  erroneous  as¬ 
sumptions  in  the  past.  Some  of  us 
have  assumed  that  all  Negroes  are 
the  same  or  that  most  fit  into  a  gen¬ 
eral  pattern.  This  pattern  is  that  of 
uncleaness,  laziness,  dishonesty,  shift¬ 
lessness,  immorality.  While  it  is  true 
that  many  people,  including  Negroes, 
are  like  this,  it  is  simply  not  an  hon¬ 
est  portrait  of  any  race.  It  has  been 
a  long  time  since  I  have  been  with 
anyone  with  an  overwhelming  body 
odor.  Such  odor  of  the  Negro  was 
quite  common  to  my  boyhood  recol¬ 
lection;  this  is  not  the  case  today. 

Most  Negroes  that  I  know  are  will¬ 
ing  and  want  to  work  at  some  job 
they  understand.  More  than  once  I 
have  been  stopped  on  the  street  by  a 
Negro  in  search  of  employment.  He 
would  say  he  had  been  looking  for 
work  for  days  and  just  couldn’t  find 
a  job.  Jobs  are  available,  of  course, 
but  not  always  a  job  with  any  kind 
of  future  or  a  job  which  just  any  per¬ 
son  is  qualified  to  hold.  No  one  of 
us  would  want  to  accept  a  job  with 
absolutely  no  chance  for  improvement, 
unless  that  job  was  the  only  one  avail¬ 
able.  We  would  naturally  look  around. 

The  Negro  is  not  by  nature  immoral. 
In  the  Desire  area  housing  project 
where  two-thirds  of  the  homes  are 
without  a  father,  the  case  of  the  “Vis¬ 
iting  uncle”  is  not  unknown.  But  the 
neighbors  complain,  and  more  than 
one  woman  has  been  caused  to  move 
because  of  neighbors  complaints.  The 
point  is  that  immorality  is  not  an  ac¬ 
cepted  and  tolerated  pattern  of  be¬ 
havior  in  the  Negro  community. 

People  are  pretty  much  what  life 
has  caused  them  to  be.  They  are  not 
by  creation  dirty  or  lazy  or  immoral 
or  dishonest.  They  come  through  liv¬ 
ing  to  accept  certain  patterns  of  be¬ 
havior  as  normal.  To  witness  to  the 
love  of  God  is  the  task  of  the  Christian 
and  the  greatest  hope  to  help  those 
who  need  help. 


Camp  Istrouma  located  in  Green- 
well  Springs,  La.,  was  the  location  for 
the  Louisiana  Conference  MYF  Work¬ 
shop  held  June  25-30. 

Training  opportunities  for  Senior 
High  MYF  officers  and  adult  coun¬ 
selors  were  available.  The  main  purpose 
— to  teach  officers  how  the  local  MYF 
functions  and  how  to  do  the  job  they 
have  been  elected  to  do. 

It  began  on  a  recent  Sunday  as 
MYF’ers  from  all  comers  of  the  state 
unpacked  their  bags  at  Istrouma  after 
long,  short,  and  medium  sized  trips. 
In  store  for  them  was  the  fellowship 
of  180  kids  from  every  district  in  the 
state. 

With  a  deep  yawn  all  would  awaken 
to  a  brisk  sunshiny  morning  to  view 
the  wonderful  works  of  God.  Early 
morning  prayer  groups  were  held  dai¬ 
ly  for  those  who  wished  to  attend. 
After  an  appetizing  breakfast  inspiring 
worship  services  were  conducted.  Fol¬ 
lowing  the  morning  service  small 


groups  of  young  folk  discussed  their 
own  local  MYF  problems. 

Platform  speeches  were  presented 
daily  by  the  Rev.  Augie  Aamodt  and 
stirred  much  interest  and  concern  over 
such  subjects  as  the  trouble  on  Sunset 
Strip,  hippys,  and  beatniks. 

Special  interest  groups  met  once  a 
day  to  discuss  different  areas  in  the 
MYF.  Topics  discussed  were  MY 
Fund,  Audio  Visuals,  and  extra  cur¬ 
ricular  activities. 

For  all  who  wished  a  refreshing  dip 
in  the  water,  the  pool  was  the  an¬ 
swer! 

Recreation  and  Fellowship  came  im¬ 
mediately  after  supper  each  night.  Lat¬ 
er  in  the  evening  a  film  was  shown, 
followed  by  group  discussions. 

Folksinger,  Kent  Kilborne,  highlight¬ 
ed  the  week  as  he  presented  a  se¬ 
lection  of  songs  from  his  newly  cut 
album  “What  the  World  Needs  Now 
Is  Love.”  Concluding  his  appearance 
he  told  his  testimony  and  what  God 
meant  to  him. 


MEMO  FROM: 

CONFERENCE  DIRECTOR  OF 

ADULT  WORK 

TO: 

DISTRICT  DIRECTORS  OF 

ADULT  WORK 

For  many  months,  in  small  planning 
groups  and  in  larger  discussion  groups, 
at  the  Conference  and  District  level, 
and  we  certainly  hope  at  the  local 
church  level,  we  have  been  discussing 
new  adult  curriculum  materials  and 
a  new  day  in  adult  Christian  education. 
All  this  has  been  preparation.  Now  is 
the  time  for  action  in  ordering  mate¬ 
rials  and  getting  adult  leaders  and 
groups  started  in  the  use  of  materials. 
Two  suggestions  I  would  make  at  this 
point,  not  merely  as  Conference  Di¬ 
rector  of  Adult  Work,  but  out  of  my 
own  thinking  as  a  pastor  concerned 
about  Christian  education. 

First,  it  seems  to  me  that  now  is 
the  time  for  the  minister  to  take  the 
lead  in  briefing  all  adult  leaders  in 
the  use  of  our  new  teaching  materials. 
The  “adult  advance  leadership  kits” 
are  on  hand.  A  carefully  planned 
Workers’  Conference  will  go  a  long 
way  in  getting  the  job  done  from  the 
start  in  September.  The  value  of  the 
resource  packet  for  leaders  can  not  be 
exaggerated.  Emphasize  it  now. 

A  second  suggestion.  In  offering 
these  new  adult  materials,  the  minis¬ 
ter  has  an  excellent  opportunity  to  take 
the  lead  in  “basic  training  of  adults 
for  Christian. living.”  Apart  from  exist¬ 
ing  classes,  offer  “Foundation  Studies” 
as  a  course  for  all  adults  in  the  local 
church.  Established  adult  groups 
should  use  these  materials,  but  let  us 
not  spend  so  much  time  “selling” 
them  to  some  one  or  another  group 
that  we  miss  the  opportunity  of  using 
them  in  many  other,  perhaps  far  more 
creative  ways. 

Reports  from  those  who  have  con¬ 
sidered  thoroughly  the  first  study  book, 
“Man’s  Search  for  a  Meaningful 
Faith,”  are  enthusiastic.  We  do  have 
now  available  the  best  adult  curriculm 
ever.  Let’s  use  it  come  September. 

— B.  E.  Bond 

Conference  Director  Adult  Work 
t 

from  page  one 

MacDonell  founder 

fered  with  special  emphasis  on  leader¬ 
ship  training.  Miss  Hooper  served  as 
director  from  its  founding  until  1949. 

In  1932  she  started  work  in  Dulac 
with  the  Indians  and  her  sister,  Miss 
Wilhelmina  Hooper,  became  the  main¬ 
stay  of  this  work,  retiring  in  1965. 
Miss  Ella  worked  directly  with  the 
Center  in  Dulac  from  1949  until  her 
retirement  in  1951. 

On  April  7,  1967,  the  new  Ella  K. 
Hooper  Cottage  was  dedicated  at  Mac¬ 
Donell  Methodist  Center.  Miss  Hooper 
was  present  at  the  ceremonies  as  were 
many  of  her  friends  and  “children”  — 
the  alumni  of  the  French  Mission 
school. 

Officiating  at  services,  July  1,  at 
the  Methodist  Church  in  Rosedale, 
were  the  pastor  of  the  church,  the  Rev. 
George  J.  Burlew,  Dr.  Bentley  Sloane, 
district  superintendent  of  the  Baton 
Rouge  District  of  The  Methodist 
Church,  and  the  Rev.  Jay  M.  Wilkes. 

She  is  survived  by  four  sisters  and 
two  brothers.  Miss  Wilhelmina,  men¬ 
tioned  above.  Miss  Ora,  a  deaconess 

Please  turn  to  page  12 


From  June  25-30,  a  group  of  MYFers  from 
First  Methodist  Church,  Baton  Rouge 
offered  their  services  to  the  Methodist 
Inner  City  Parish,  New  Orleans.  They 
lived  at  Second  Methodist  Church  during 
their  stay.  Their  work  included  a  64 
block  house-to-house  survey;  yard  work 
at  John  Wesley  Methodist  Church  (and 
some  at  Second  Church);  and  window 
washing  at  St.  Mark’s  Community  Center. 
The  picture  at  right  shows  some  of  the 
group  mixing  a  little  fun  with  their  win¬ 
dow  washing.  Sharon  (girl  in  window) 
had  climbed  between  the  bars  and  the 
window  to  wash  the  outside  of  window 
panes,  when  one  of  the  boys  closed  the 
window,  locked  it,  and  she  could  not 
get  out  until  released  by  the  secretary  of 
the  Inner  City  office. 


Photo  by  Miss  Louise  Sharp,  director 
St.  Mark's  Community  Center 
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Sloane  holding  the  youngest  Baker  child. 


BOARD  OF  MISSIONS 
iXECUTIVE  SAYS  METHODISTS 
MUST  NOT  SIDESTEP 
BASIC  ISSUES 

GREENCASTLE,  Indiana  — 
rhe  chief  executive  of  the  Methodist 
Board  of  Missions  predicted  that 
he  quadrennial  General  Confer¬ 
ee  of  The  Methodist  Church  in  Dal- 
as  in  May,  1968,  will  be  the  most  im- 
Dortant  in  a  hundred  years. 

Mrs.  Porter  Brown,  New  York,  the 
Board’s  general  secretary,  said  “This 
will  not  be  because  of  our  anticipated 
union  with  the  Evangelical  United 
Brethren  Church,  as  important  as  that 
is,  but  because  of  the  answer  which  we 
Methodists  must  give  to  certain  basic 
issues  that  we  can  no  longer  sidestep 

_ issues  like  war  and  peace,  affluence 

and  poverty,  race,  and  ecumenicity.” 

In  a  speech  to  400  Methodist  and 
EUB  missionaries  attending  a  Confer¬ 
ence  for  New  and  Furloughed  Mis¬ 
sionaries  on  the  campus  of  DePauw 
University,  Mrs.  Brown  asserted  that 
Methodists,  the  whole  church  through 
the  General  Conference,  and  the  Board 
of  Missions  through  its  particular  re¬ 
sponsibilities,  must  move  on  these  is¬ 
sues.  She  added:  “We  have  to  quit 
crawling  along;  we’ve  got  to  get  up  and 
walk  or  run.  There  is  no  longer  any 
excuse  for  crawling  in  regard  to  issues 
like  peace,  race  and  poverty,  especial- 
ly  when  we’re  often  behind  purely  sec¬ 
ular  groups.”  . 

Mrs.  Brown,  who  occupies  the  high¬ 
est  executive  post  to  be  held  by  a 
woman  in  Methodism,  elaborated  on 
certain  specific  issues.  She  told  the 
missionaries  that  she  was  saying  these 
things  against  a  background  of  belief 
that  the  church  is  not  obsolete,  as  is 
often  claimed  today.  She  said: 

“There  is  just  too  much  turmoil  in 
the  church  to  say  that  it  is  dying  or 
that  it  will  be  put  on  the  shelf.  It 
is  true  that  there  are  red  lights  up 
everywhere;  there  are  signals  of  dis¬ 
tress  from  a  distraught  and  confused 
world  If  the  church  can  see  them,  the 
day  is  her’s.  If  she  can’t,  the  church 
won’t  be  obsolete;  she  will  be  dead. 

t 

July  30th  will  be  a  special  day  in 
the  Ponchatoula  First  Methodist 
Church.  While  the  Rev.  J.  Winegeart 
goes  to  the  Layman’s  Retreat  in 


Shreveport,  the  ladies  of  the  church 
will  conduct  the  morning  worship  ser¬ 
vice.  Mrs.  Caulson  Primes,  president 
of  the  WSCS  will  be  in  charge  of  the 
arrangements.  On  Sunday  evening  July 
30,  a  film  entitled  “The  Parable”  will 
be  shown.  This  film  was  produced  for 
the  Religious  Pavilion  of  the  New  York 
World’s  Fair. 

t 

Dr  Margaret  Grand  was  the  speak¬ 
er  at  a  joint  WSCS  and  WSG  meeting 
at  the  First  Methodist  Church  of  Lake 
Charles.  She  is  presently  with  the  U. 
S.  Public  Health  Service  at  Carville, 
La.  For  years  she  and  her  fam- 
ous  husband  worked  at  Christian  Med- 
ical  College  at  Vellore,  India.  They 
were  the  speakers  at  the  Annual  Con¬ 
ference  of  the  WSCS  and  WSG  held 
in  the  Lake  Charles  First  Church  in 
March  of  this  year. 


NAPOLEON  AVENUE 
WSCS  OFFICERS 
INSTALLED 

Recently  new  WSCS  officers  of  the 
Napolean  Avenue  Methodist  Church  in 
New  Orleans  were  installed.  The  of¬ 
ficers  are:  Mrs.  Ernest  C.  Arnold, 
president;  Mrs.  Don  Alverson,  vice- 
president;  Mrs.  T.  J.  Borgman,  treas¬ 
urer;  Mrs.  A.  F.  Suhling,  treasurer; 
Mrs.  Roy  Pickren,  campus  ministry; 
Mrs.  Vern  Easterling,  Christian  social 
relations;  Mrs.  Thomas  Finnegan, 
membership  cultivation;  Mrs.  Charles 
Robards,  missionary  education;  Mrs. 
M.  J.  Kuhnell,  missionary  personnel; 
Mrs.  S.  D.  Drell,  program  material; 
Mrs.  O.  H.  Owens,  spiritual  life  culti¬ 
vation;  Mrs.  Ford  Willoughby,  supply 
work;  Mrs.  M.  Gambino,  local  Church 
activity;  and  Mrs.  E.  J.  Bernard  and 
Mrs.  A.  L.  Jackson,  Circle  leaders. 


The  Holley  Springs  Methodist  Church  vacation  Bible  School  students  and 
workers. 


NEW  WSCS  OFFICERS 
AT  RAYNE  MEMORIAL 

Newly  elected  Woman’s  Society  of¬ 
ficers  at  Rayne  Memorial  Methodist 
Church  are  as  follows:  Mrs.  Richard 
J.  Reed,  president;  Mrs.  David  Mielke, 
vice-president;  Mrs.  Otis  M.  Jernigan, 
recording  secretary;  and  Mrs.  E.  A. 
Zatarain,  Jr.,  treasurer. 

THE  REVIVAL  AT  SHONGALOO, 
METHODIST  CHURCH  will  be  held 
July  30  through  August  6.  The  Rev. 
Joe  H.  Robinson,  new  pastor  at  Shon- 
galoo,  will  preach,  and  the  Rev.  Paul 
Callels,  a  former  pastor,  will  lead  the 
singing. 

HOUMA  HEIGHTS  METHODIST 
CHURCH,  concluded  a  week-and-half 
of  Vacation  Church  School,  June  28, 
with  a  program  and  a  covered  dish  sup¬ 
per.  Seventy-eight  students  were  en¬ 
rolled  for  the  school  under  the  direc¬ 
tion  of  Mrs.  Billy  R.  Miller.  Assisting 
Mrs.  Miller  were  Mrs.  Pat  Eschett, 
Miss  Jennie  Kelpsch,  Mrs.  Mel  Austin, 
Miss  Diane  Convillian,  Miss  Betty 
Wiley,  Miss  Leita  Tollefson,  Mrs.  Bar¬ 
bara  English,  Mrs.  Ann  McLeroy,  Miss 
Gwinn  McMorris,  Miss  Marge  Land- 
shor,  Mrs.  Tammy  Milton,  Mrs.  Pat 
Kelpsch,  and  Mrs.  Johnny  Keller. 

THE  HOLLY  SPRINGS  METHOD¬ 
IST  CHURCH,  Coushatta  Louisiana, 
ended  Vacation  Bible  School  with  a 
watermelon  festival  given  by  the  pastor, 
the  Rev.  Floyd  McCarty.  The  week, 
June  26-30,  was  a  big  success,  with 
a  total  average  attendence  of  67.  A 
love  offering  of  $38.60  was  sent  to 
the  Methodist  Children’s  Home  in  Rus- 
ton.  Workers  for  the  school  were:  Mrs. 
Dora  Lubiejewski,  leader;  Miss  Peggy 
Adkins,  principal;  Mrs.  Sandra  Hun¬ 
ter,  pianist;  Mrs.  W.  C.  Hunter,  Nur¬ 
sery;  Mrs.  Johnnie  Rawls  and  Miss 
Barbara  Britnell,  Beginners;  Mrs.  Bet¬ 
ty  Hunter,  Mrs.  Viola  Smith,  and  Mrs. 
Joyce  Giddings,  and  assistants  Mrs. 
Sandra  Hunter  and  Miss  Peggy  Adkins, 
Primaries;  Mrs.  Patsy  Blakely,  Mrs. 
Osalie  Loftin,  and  Mrs.  Betty  L.  Wal- 
der,  Juniors;  Dickie  Rawls,  Dean 
Ward,  and  Rev.  Floyd  McCarty,  boys 
crafts;  and  Mrs.  Mary  Thomas,  Mrs. 
Annie  Lee  Thomas,  and  Mrs.  Myrtle 
Holley,  refreshments. 
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•  On  a  Wide  Circuit 

Thoughts  on 
stewardship 

by  W.  W.  Reid 

There  is  a  close  relationship  between 
being  truly  thankful  and  the  exercise 
of  willing  stewardship  over  that  for 
which  we  give  thanks.  It  is  doubtful — 
despite  our  words  of  thanks — that  we 
are  really  thankful  in  our  hearts  for 
anything  that  we  do  not  take  good 
care  of,  or  that  we  do  not  share  with 
those  who  may  need  it  as  much  or 
more  than  we  do. 

The  hoarding  of  wealth — from  grain 
to  silver  and  gold — and  the  refusal  to 
share  them  with  hungry  or  impover¬ 
ished  men,  women,  and  children,  do 
not  indicate  that  we  are  thankful  to 
the  God  who  gave  us  the  health  and 
strength  to  gamer  of  his  provisions 
(which  were  meant  for  all  men),  nor 
thankful  to  our  fellowmen  whose  fel¬ 
lowship,  and  labors  and  dealings  in 
the  local  community  and  in  the  world¬ 
wide  community  helped  direct  a  more 
than  equitable  share  of  that  wealth 
into  our  coffers  or  our  storehouses. 

Only  as  we  share  our  abundance — 
and  even  what  may  seem  less  than 
“enough” — with  our  less  fortunate  fel¬ 
lows — our  partners  in  the  temporary 
current  use  of  God’s  good  Earth — are 
we  good  stewards  and  thankful  custo¬ 
dians  and  conservers  of  His  purposeful 
gifts  and  blessings.  .  .  . 

Sometimes  I  could  wish  that  we  in 
the  churches  could  find  a  word  other 
than  “stewardship”  to  convey  the  im¬ 
age  that  should  (and  perhaps  once  did) 
come  to  the  fore  when  it  is  enunciated. 
The  word  and  the  true  concept  are 
good  and  useful — and  Christian.  But 
to  many,  if  not  most,  people  in  our 
churches,  when  asked  what  first  comes 
to  mind  when  one  says  “stewardship,” 
a  majority  would  say  “money,”  and 
a  perhaps  smaller  percentage  would 
say  (or  add)  “tithing.”  (I  have  heard 
too  many  sermons  that  began  with 
“stewardship”  and  ended  up  with  the 
belaboring  of  emphasis  on  “tithing,” 
not  to  know  whence  comes  the  con¬ 
fusion.) 

The  Old  Testament  doctrine  of  the 
“tenth  of  everything  for  God”  may  or 
may  not  be  the  standard  of  the  Chris¬ 
tian,  for  the  Christian  is  in  a  society 
strangely  divided  among  the  affluent 
and  the  impoverished;  the  have-too- 
much  and  the  have-not  groups;  the 
lands  flowing  with  milk  and  honey, 
and  the  lands  of  drouth  and  dust  bowls, 
of  food,  and  famine,  and  disease.  But 
stewardship  is  not  synonymous  with 
money,  and  money  is  not  synonymous 
with  tithing.  And  the  true  Christian 
steward  has  vision,  and  concern,  and 
responsibility  in  areas  far  beyond  mat¬ 
ters  directly  associated  with  finances, 
the  bank,  the  treasury.  .  .  . 

This  is  not  to  discount  money  — 
if  it  is  rightly  understood  what  money 
is,  what  it  can  and  should  do — and  if 
it  is  used  for  those  purposes.  Since 
time  immemorial  men  have  used  “mon¬ 
ey”  (whether  stones,  or  animals,  or 
wampum,  or  copper,  or  gold,  or  sil¬ 
ver)  as  a  medium  of  exchange  and 
barter — to  secure  something  they  need¬ 
ed  or  desired.  In  our  modem  civiliza¬ 
tion  money  has  become  more  and  more 
necessary  for  our  way  of  living  and 
barter  is  used  less  and  less. 


Middlesbrough — July  11th 

In  this  great  Victorian  Town  Hall, 
in  Teeside’s  industrial  centre,  the  Brit¬ 
ish  Methodist  Conference  has  been 
meeting.  ‘I  am  interested  in  the  uni¬ 
fication  of  the  Church,  as  a  means  of 
the  unification  of  the  world’  declared 
Dr.  Harold  Roberts  as  he  introduced 
the  Interim  Report  on  the  Anglican- 
Methodist  Conversations. 

This  Report,  as  I  explained  in  an 
earlier  dispatch  was  not  to  be  voted 
on  by  the  Conference,  but  it  had  an 
important  place  in  the  Conference  busi¬ 
ness.  Requests  for  clarification  and 
amendment  were  dealt  with,  so  that 
a  final  Report  could  be  prepared  for 
next  years’  vital  decision  as  to  whether 
the  Methodist  Church  in  Britain  should 
go  into  full  communion  with  the 


Not  only  “by  sweat  of  the  brow,” 
but  by  the  refined  and  extended  labor 
of  hand,  and  brain,  and  machinery, 
men  have  accumulated  wealth  in  mon¬ 
ey  that  has  enabled  them  to  store  up 
much  in  excess  of  need,  to  engage  the 
help  (and  the  wealth)  of  other  people, 
to  control  others  and  their  activities. 
They  can  use  this  wealth  of  money 
for  good  or  evil;  for  personal  greed 
or  for  the  service  of  the  needy;  for 
the  impoverishment  of  their  fellowmen, 
or  for  the  betterment  of  their  commu¬ 
nities  and  the  human  race.  It  is  a  fear¬ 
ful  power  to  control  and  use — even  if 
the  accumulation  be  small.  The  obliga¬ 
tion  of  every  man,  and  especially  of 


THE  TIME  TO  PRAY 

A  school  board  in  Rhode  Island 
recently  decided  just  when  its  pupils 
had  permission  to  talk  with  God.  It 
published  an  order  that: 

“In  event  of  atomic  attack,  all 
rules  gainst  praying  in  this  school 
are  indefinitely  suspended.” 

This  statement  coming  from  what 
should  be  responsible  citizens,  betrays 
a  tragic  lack  of  knowledge  about  any¬ 
thing  pertaining  to  God.  Reading  be¬ 
tween  the  lines,  one  sees  that  prayer 
means  nothing  to  them,  except  possibly 
a  crutch  to  pick  up  in  a  dire  emer¬ 
gency.  One  might  as  well  say: 

“Stay  away  from  me,  God.  Don’t 
trouble  me  with  any  of  your  im¬ 
practical  requirements.  But  when 
I  need  you,  then  come  a-running 
like  an  obedient  dog.” 


Church  of  England. 

By  an  overwheling  vote  the  whole 
move  forward  was  endorsed  by  a  Con¬ 
ference  which  was  fully  aware  of  the 
possible  difficulties  involved,  and  yet 
was  determined  to  do  the  visionary 
thing.  Some  attempts  were  made  to  de¬ 
lay  for  another  years’  investigation,  and 
some  speeches  warned  that  there  was 
misgiving  in  some  quarters  of  Meth¬ 
odism,  but  these  were  in  a  marked 
minority.  Conference  would  brook  no 
delay,  and  the  Report  was  approved  in 
general  terms. 

An  important  point  was  made  by  the 
controversial  Lord  Soper.  Our  young 
people,  he  said,  would  never  forgive 
us  if  we  went  back  to  them  and  told 
then  that  we  were  dragging  our  feet 


the  man  who  claims  Christ  as  his 
Master,  is  to  use  this  wealth  for  the 
purposes  to  which  Christ  gave  His  all 
— including  His  life.  And  is  not  this 
God’s  purpose  in  all  He  gives  to  man? 

But  the  true  Christian  steward  em¬ 
ploys  also  in  God’s  service  (the  service 
to  others)  of  his  time,  and  of  his  per¬ 
sonality.  For  it  is  within  time,  and  by 
the  giving  of  oneself  personally  that 
the  God-given  ingredients  of  wealth  are 
made  useable  and  useful.  And  through 
the  same  giving  of  time  and  personal¬ 
ity.  the  physical  needs  of  men  can  be 
met,  and  the  spiritual  and  intellectual 
needs  of  both  giver  and  receiver  can 
be  supplied. 


Yet  how  far  is  this  concept  of  pray¬ 
er  removed  from  that  which  many 
church  members  have?  How  many  of 
us  place  God  on  a  back  shelf  of  our 
minds  and  forget  about  Him  until  we 
run  up  against  a  situation  that  we 
can’t  handle? 

Prayer  is  the  most  powerful  and 
probably  the  most  misused  instrument 
of  the  human  race.  It  is  prostituted 
in  cheap  love  songs.  It  is  sometimes 
laughed  at  by  ministers  and  lay  peo¬ 
ple.  Yet  it  is  the  pathway  to  God  for 
every  occasion. 

We  must  beat  out  a  path  to  God 
in  order  to  know  Him  intimately.  And 
constant  prayer  is  the  best  means.  One 
who  seldom  prays  cannot  come  quick¬ 
ly  to  God  for  strength  in  time  of  great 
need.  One  who  never  prays  does  not 
know  any  more  about  God’s  comfort¬ 
ing  presence  than  a  blind  man  knows 


/l  Jfccupftan' l  WUneAA 


by  Charles  A.  Stuck/Lay  Evangelist 


on  Unity. 

Altogether  this  year’s  Conference 
was  a  sober,  and  serious  assembly,  with 
a  quieter  tone  than  in  some  years.  But 
there  was  no  doubt  about  the  fact 
that  a  great  deal  of  work  was  made 
possible. 

New  Structures  for  the  Church  with 
far-reaching  effects  were  decided  upon. 
Team  ministry,  a  new  shape  for  the 
conduct  of  Conference  business,  a  hard, 
long  look  at  the  meaning  of  Steward¬ 
ship,  all  these  domestic  matters  were 
to  the  fore. 

Concern  about  the  increase  of  the 
drugs  problem  amongst  young  people 
was  counter-balanced  by  the  news  that 
Methodism  in  this  country  had  seen, 
this  year,  an  increase  of  10,000  teen¬ 
agers  on  Methodist  premises. 

This  did  not  make  up  for  what  the 
secretary  of  the  Home  Mission  De¬ 
partment  called  ‘the  miserable  attri¬ 
tion’  of  church  membership  as  a  whole. 
But  a  Department  which  could  still 
plan  energetically  for  the  future  in  the 
way  that  Home  Missions  did,  was  evi¬ 
dently  not  down-hearted. 

Reform  in  the  Divorce  Laws  of  this 
country  were  forecast  by  imaginative 
suggestions  by  the  Christian  Citizen¬ 
ship  Department,  and  “breakdown  of 
marriage”  was  offered  as  the  only  right 
and  proper  reason  for  Divorce.  No  sug¬ 
gestion  here  of  loosening  the  stand¬ 
ards  Christians  should  keep  in  mar¬ 
riage,  but  a  humanising  of  the  legal 
quibbles  which  result  in  sordid  situa¬ 
tions. 

As  workman-like  as  the  workaday 
streets  of  this  plain,  hard-working 
town,  the  Conference  has  set  the 
church  some  unglamorous  but  neces¬ 
sary  tasks  for  another  year. 

t 

The  Southern  California-Arizona 
Conference  has  recommended  that 
Methodist  ministers  be  permitted  to  de¬ 
cide  for  themselves  whether  they  are 
going  to  smoke  and  drink,  instead  of 
being  governed  by  rigid  church  rules. 
Leaders  said  the  action  was  in  no 
way  an  endorsement  of  drinking  or 
smoking,  but  was  an  action  to  remove 
from  the  Discipline  a  double  stand¬ 
ard  among  ministers  and  laymen. 

Three  British  Methodist  missionaries 
have  been  barred  entry  into  India  ac¬ 
cording  to  Methodist  sources  in  Lon¬ 
don,  bringing  to  14  the  number  banned 
since  March  1 .  Church  spokesmen  said 
that  in  no  case  has  the  government  of 
India  given  a  reason  for  refusing  the 
entry. 


about  sunlight.  Prayer  is  the  means  of 
developing  our  faith  and  trust  in  Him; 
and  unless  we  use  it  often,  we  shall 
not  know  how  to  use  it  when  we  need 
it. 

Even  if  an  enemy  atomic  bomb 
should  fall  on  our  native  soil,  that  fact 
should  have  very  little  bearing  on  our 
use  of  prayer.  There  are  calamities  of 
the  spirit  that  can  destroy  us  long  be¬ 
fore  an  atomic  bomb  might  strike. 

Prayer  has  a  great  deal  more  use 
than  just  to  prevent  terror  at  a  time 
of  danger.  It  has  the  comforting  effect 
of  clearing  the  path  to  God  that  we 
so  often  clutter  up  with  the  trash  of 
selfishness,  prejudice  and  revenge. 
When  we  clear  up  that  path,  then  we 
can  learn  about  His  every-day  plans 
for  us. 
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Ramsey  Clark,  Attorney  General  of 
the  United  States,  speaking  to  a  Con¬ 
gregational  committee  in  support  of 
a  bill  for  youth  rehabilitation  pro¬ 
grams:  “We  are  failing  our  children. 
They  are  our  future,  our  most  precious 
resource,  and  our  most  lawless  citi¬ 
zens.” 

<(  99 


Irvin  Dagen,  director  of  the  Rede¬ 
velopment  Authority  of  St.  Louis:  “In¬ 
action  in  urban  redevelopment  may  be 
caused  by  perfectionists.  You  can  de¬ 
fine  perfectionists  as  people  who  try  to 
have  their  own  way.” 

U  99 

Dr.  R.  Park  Johnson,  acting  secre¬ 
tary  for  the  Middle  East  of  the  Com¬ 
mission  on  Ecumenical  Missions  and 
Relations  of  the  United  Presbyterian 
Church,  commenting  on  the  tendency 
to  be  oversympathetic  with  the  Jewish 
refugee  problem  that  created  Israel  and 
to  forget  the  Arab  refugee  problem 
created  by  the  partition  of  Palestine; 
“The  readiness  of  world  opinion  to 
redress  the  wrong  done  to  one  group 
of  refugees  by  a  process  which  has  re¬ 
sulted  in  another  group  of  refugees 
has  made  the  Arab  people  resentful 
and  disillusioned.” 

«  99 


Dr.  Martin  Niemoeller,  advocating 
an  end  to  efforts  to  unify  the  Evan¬ 
gelical  Church  in  Germany  and  to  al¬ 
low  it  to  divide  along  political  lines: 
“We  have  not  been  truly  grateful  for 
the  God-given  EKID  unity,  and  have 
not  used  it  to  serve  God’s  honor;  there¬ 
fore  we  should  not  accuse  others  now 
if  God  takes  it  away  from  us  again.” 

«(  99 


The  following  words  are  from  an 
open  letter  from  37  Roman  Catholic 
leaders  in  St.  Louis  asking  for  a  part 
in  naming  a  successor  to  the  late 
Joseph  Cardinal  Ritter  as  head  of  their 
archdiocese:  “We,  his  people,  loved 
and  respected  him  and  are  profoundly 
grieved  by  his  death.  We  sincerely  be¬ 
lieve  that  the  most  fitting  tribute  we 
can  give  to  him  is  a  determination  to 
continue  revitalizing  every  aspect  of 
the  life  of  the  Church.” 

<<  99 

Roman  Catholic  Bishop  John  J. 
Wright  of  Pittsburgh,  urging  graduates 
of  Fu  Jen  Catholic  University  in  Tai¬ 
pei,  Formosa,  never  to  permit  “their 
loyal  patriotism  to  degenerate  into  a 
frozen  and  decisive  nationalism.”  Said 
of  Christ:  “Much  as  He  loved  his 
countrymen  and  the  national  heritage 
which  He  shared  with  them,  He  never 
permitted  those  whom  He  taught  to 
forget  that  no  nation  has  a  monopoly 
of  either  virtue  or  vice.” 

<£  99 

Dr.  Eugene  Carson  Blake,  general 
secretary  of  the  World  Council  of 
Church,  said,  when  recently  accepting 
the  Churchman  of  the  Year  award 
from  Religious  Heritage  of  America: 
“The  ecumenical  movement  cannot  ex¬ 
pect  to  be  popular  in  any  land  be¬ 
cause  in  the  name  of  Christ  it  chal¬ 
lenges  the  limiting  and  provincial  as¬ 
sumptions  of  the  people  of  that  land.” 

U  99 

The  New  York  Board  of  Rabbis, 
issuing  a  recent  statement  welcoming 
the  unification  of  Old  and  New  Jeru¬ 
salem,  said:  “This  unification  of  Jeru¬ 
salem  will,  we  are  certain,  enhance  that 
spiritual  inviolability  and  religious 
sanctity  which  will  make  of  it,  once 
again,  ‘a  house  of  prayer  for  all  peo- 


The  Church  of  the  Brethren,  meet¬ 
ing  recently  at  Eugene,  Ore.  said  in 
a  statement  redefining  the  separation 
of  church  and  state:  “Civil  disobedi¬ 
ence  is  supported  when  the  Christian 
is  profoundly  convinced  that  God  for¬ 
bids  what  the  state  demands,  but  this 
drastic  step  should  be  taken  only  after 
prayer,  careful  thought,  and  consulta¬ 
tion  with  others,  yet  without  losing 
due  respect  for  the  state.” 


Edward  Cell,  editor,  RELIGIOUS 
AND  CONTEMPORARY  WESTERN 
CULTURE,  $7.95,  Abingdon,  390  pp. 

This  is  a  collection  of  34  selected 
readings  edited  by  the  associate  pro¬ 
fessor  of  philosophy  at  Albion  College, 
Albion,  Mich.  The  announced  aim  of 
the  book  is  “to  present,  at  an  intro¬ 
ductory  level,  leading  theories  of  the 
relation  of  religion  and  culture,  and 
to  show  their  application  to  specific 
areas  of  contemporary  Western  cul¬ 
ture.”  This  is  an  excellent  reference 
book  and  we  have  a  feeling  it  will 
be  widely  used  as  a  textbook. 

Among  the  writers  included  are 
Emil  Brunner,  Harvey  Cox,  Rudolf 
Bultmann,  Sigmund  Freud,  Erich 
Fromm,  Jean-Paul  Sartre,  Richard  and 


Reinhold  Niebuhr,  Paul  Tillich,  and 
many  others.  However,  the  editor  has 
written  an  excellent  introductory  sec¬ 
tion  on  “The  Question  of  Religion,” 
which  places  him  deservedly  on  a  plane 
with  the  other  34  writers. 

Cell  is  an  able  writer  as  evidenced 
by  this  sentence:  “The  subject  of  ‘Re¬ 
ligion  and  Contemporary  Western  Cul¬ 
ture’  has  an  urgency  about  it  which 
is  expressed  by  Nietzche’s  prophetic 
words  (“What  are  these  churches  now 
if  they  are  not  the  tombs  and 
sepulchres  of  God?”)  With  these 
strokes,  his  pen  becomes  the  seismo- 
graphic  needle  for  a  culture  shaken 
at  its  very  foundations,  an  instrument 
making  early  record  of  the  new  com¬ 
monplace  judgment  that  we  are  in  a 
situation  of  crisis.” 


TD*et>uf  'Pmvuukg, 

by  Barbara  L.  Mulkey 


It  has  been  said  that  the  true  poet  gives  the  world  the  gate 
to  its  own  garden,  the  path  to  its  own  theater,  the  key  to  its 
own  heart. 


PRISM 

God  takes  the  beautiful  sunshine, 

And  it  through  a  raindrop  does 
bend, 

Then  colors  the  sky  with  a 
rainbow, 

And  rests  it  on  earth  at  each  end. 

O,  God,  make  man’s  heart  a 
prism, 

To  capture  the  light  of  your  love. 

Then  touch  him  with  hues  of 
your  rainbow. 

And  point  him  toward  heaven 
above. 

— by  Marilyn  E.  Daniel 
t 


THE  LITTLE  WHITE  DOVE 

The  little  white  dove 
Flew  down  from  heaven  above 
Symbolizing  the  Spirit  of  God 
Blessing  Christ  with  His  love. 

The  little  white  dove 
Flew  down  to  shower  His  love 
At  Christ’s  baptism  by  John 
Blessing  Jesus,  His  Son. 

The  little  white  dove 
Symbolizes  God’s  love 
Giving  his  blessings  forever 
To  those  believing  in  God  and 
His  Son. 

— by  Becky  Othold  (Age  11) 

t 


CHOICE 

I  had  rather  live  in 
A  cracker-box-house 
With  contentment 
Than  live  in 
A  millionaire’s  mansion 
With  confusion. 

— by  Lulus  B.  Nash 
t 


The  church  that  neglects  its  calling 
program  in  the  summer  shouldn’t  be 
dismayed  if  such  negligence  shows  up 
negatively  next  winter. 


Christian  courtesy  suggests  that  we 
should  permit  a  latecomer  to  share  our 
pew  without  being  forced  to  climb  over 
our  laps. 


NEW  YORK  —  Christian  leaders  have  appealed  for  the  internationaliza¬ 
tion  of  Jerusalem,  a  city  sacred  to  Jews,  Moslems,  as  well  as  Christians. 
These  two  views  of  Jerusalem  were  released  by  the  Israel  government  s 
tourist  office  in  New  York.  It  said  that  for  the  first  time  in  20  years,  the 
many  holy  places  in  both  the  Old  and  New  City  of  Jerusalem  are  now 
open  to  all  visitors  and  pilgrims.  (RNS  photos) 
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Methodist 

Personality 


Mrs.  Shaffer 

In  the  front  row,  center  seat,  of  the 
choir  of  the  First  Methodist  Church, 
Shreveport,  Mrs.  Clarence  H.  Shaffer 
has  sung,  with  few  exceptions,  every 
Sunday  morning  and  evening  and  at 
rehearsals  Thursday  evenings  for  the 
past  53  years.  She  came  to  sing  in  the 
choir  in  1914  as  a  young  matron, 
formerly  of  Sulphur  Springs,  Tex.  She 
nas  in  fact,  been  there  as  long  as  the 
present  church,  which  was  built  in 
1913. 

“I  really  don’t  know  why  they  have 
kept  me  so  long,”  she  reflected,  “I  can’t 
really  sing.  But  I  have  done  everything 
under  the  sun  they  have  asked  me  to 
do.  You  might  caption  this  ‘Old  Sing¬ 
ers  Never  Die — Don’t  Fade  Away,’  ” 
she  continued,  with  a  flash  of  humor 
which  is  one  of  her  characteristics. 

“I  have,  seen  three  generations  take 
their  places  in  the  same  pew,”  she 
continued  in  a  more  serious  vein.”  And 
a  nervous  little  bride  said,  ‘You  have 
been  in  that  seat  in  the  choir  all  my 
life  and  I  think  I  can  get  my  bearings  if 
I  can  see  you  smile.’  I  think  I  am 
something  they  can  prove  things  by. 

“I  can  worship  through  my  hymn 


book  and  through  the  anthems,”  she 
said.  Once  when  several  of  the  choir 
members  were  discussing  what  they 
wanted  sung  at  their  funerals,  Mrs. 
Shaffer  began  to  enumerate  all  the 
hymns  she  could  not  do  without.  “And 
I  would  just  rise  up  if  they  did  not 
sing  the  Hallelujah  Chorus.”  Finally 
she  conceded  that  an  old-fashioned  all- 
day  sing  and  lunch  on  the  church 
grounds  might  solve  the  problem. 

Mrs.  Shaffer  has  many  anecdotes  to 
tell  about  the  past  53  years.  Once,  be¬ 
fore  air  conditioning,  a  little  bird  flew 
in  the  window  during  a  hymn.  And 
one  soloist  who  sat  next  to  her  in 
the  choir  relied  on  her  to  give  him  a 
punch  when  his  time  came  to  sing. 

“I  like  this  definition  of  music,”  she 
said,  “inscribed  on  the  music  building 
at  LSU.  God  is  the  author,  not  man. 
He  laid  the  keynote  of  all  harmonies. 
He  planned  all  perfect  combinations 
and  He  made  us  so  that  we  could  hear 
and  understand.”  (Brainard)” 

Mrs.  Shaffer  has  many  interests.  She 
is  the  devoted  mother  of  Clarence  Shaf¬ 
fer  Jr.,  (Son),  Mrs.  Allen  Dickson 
(Bitty),  and  Glen  A.  Shaffer  (Sug),  all 
of  Shreveport;  and  Allen  Shaffer 
(Coots)  of  Dallas,  Tex.  The  family  has 
“a  thing”  about  nicknames  and  friends 
of  both  children  and  the  15  grandchil¬ 
dren  scarcely  know  their  proper  names. 

She  is  a  collector  of  many  things — 
silver  goblets,  pitchers  and  unusual 
things  'to  enhance  each  holiday  season. 
At  the  May-June  season  of  brides,  she 
is  noted  for  her  luncheons  at  which  her 
antique  slippers  and  bisque  Cupids  are 
the  appropriate  theme.  Or  maybe  there 
will  be  a  “hat”  luncheon.  For  the  high 
school  set,  she  brings  out  her  college 
pennants. 

She  has  worked  indefatigably  for  the 
YWCA,  Red  Cross,  Woman’s  Depart¬ 
ment  Club  and  other  organizations, 
but  her  work  with  the  choir  has  been 
her  longest  continued  service. 

Quoting  Mrs.  Shaffer  in  a  conversa¬ 
tion  with  Dr.  D.  L.  Dykes,  her  pastor, 
he  responded,  “But  she  CAN  sing.  But 
more  important  to  us  is  her  spirit  of 
loyalty  and  devotion  and  her  inspira¬ 
tion  for  all  of  us.” 


( Reprint  from  June  3,  1967  Shreveport  Times,  of  story  by  Blanche  Wilde,  Times 
Society  writer) 


Unique  seminar 
on  charitable  gifts 
and  bequests  held 

The  Rev.  James  L.  Adams,  pastor 
of  Summer  Grove  Methodist  Church, 
Shreveport,  was  one  of  the  executives 
from  educational  and  religious  organ¬ 
izations  to  attend  a  unique  seminar  on 
gift  annuities,  bequests  and  gifts  of 
securities  in  Rolling  Meadows,  Illinois, 
July  11-14. 

These  development  and  stewardship 
officers,  missionary  leaders  and  others 
in  the  fields  of  education,  mission  and 
other  charities  are  interested  in  long- 
range  financial  development  of  char¬ 
itable  gifts  and  bequests. 

Last  year,  Americans  gave  12  bil¬ 
lion  dollars  to  all  charitable  causes.. 
Increasingly,  donors  are  planning  char¬ 
itable  giving  as  they  plan  their  estates. 
The  chief  purpose  of  this  seminar  is 
to  study  how  donors  with  investment 
money  can  give  and  yet  receive  a  life¬ 
time  income,  how  donors  with  secur¬ 
ity  holdings  can  increase  their  giving 
at  no  extra  cost  and  how  to  encourage 


the  gift  of  bequest  money. 

Robert  F.  Sharpe  &  Co.,  Inc,  White 
Station  Tower,  5050  Poplar  Avenue, 
Memphis,  Tenn.,  Deferred  Giving  Con¬ 
sultants,  sponsored  the  seminar.  Speak' 
ers  included  Wallace  A.  Erickson, 
Ph.D.,  manufacturer  and  president  of 
The  Erickson  Foundation  of  Chicago; 
John  Cox,  assistant  director  of  steward¬ 
ship,  Moody  Bible  Institute,  Chicago; 
E.  Fred  Alexander,  assistant  to  the 
president  of  Lambuth  College,  Jackson, 
Tenn.;  George  E.  Morrow,  attorney  of 
Martin,  Tate,  and  Morrow,  attorneys' 
at-law  of  Memphis.  The  program  in¬ 
cluded  question  and  answer  sessions, 
panel  discussions,  and  optional  evening 
counseling  sessions. 

t 

from  page  eight 
MacDonell  founder 

with  The  Methodist  Church  who  re¬ 
cently  retired  from  the  faculty  of  Vash- 
ti  School  in  Georgia,  Mrs.  Janie  H. 
Clark  and  Mrs.  Zipporah  Isles,  both 
of  Rosedale,  Edward  Christopher 
Hooper  of  New  Orleans,  and  Ivy 
Hooper  of  Bogalusa. 


What's  happening  at  Dogwood? 

by  Rex  Squyres 


Those  who  were  at  Annual  Con¬ 
ference  heard  Mrs.  Bent  tell  of  our 
experience  when  we  were  feeding  in¬ 
formation  concerning  Dogwood  Meth¬ 
odist  Church  into  the  computer.  It 
stopped  and  informed  us  that  it  did 
not  have  the  information  concerning 
the  W.S.C.S.  at  Dogwood.  We  have 
entitled  this  summary  of  our  research 
“What’s  Happening  at  Dogwood?”  We 
would  like  to  make  the  concern  of 
the  IBM  a  symbol  of  many,  many 
churches  across  the  conference. 

The  Town  &  Country  Commission 
has  jujst  completed  a  study  of  the  multi¬ 
ple-church  charges  within  our  Confer¬ 
ence.  We  sent  to  92  charges  our  ques¬ 
tionnaire  covering  every  phase  of  ac¬ 
tivity  of  the  local  Church  and  minis¬ 
ters  within  the  local  church.  In  our 
study,  first  of  all,  we  found  in  the 
past  twenty  years  we  had  lost  35 
preachers  and  that  we  have  lost  132 
congregations.  It  looks  like  for  every 
preacher  we  lose,  we  are  losing  three 
churches. 

The  minister’s  load  has  increased 
from  733  persons  for  each  minister  to 
896  person  per  minister.  The  minister 
now  is  pastor  of  430  members,  where¬ 
as,  in  1947,  he  was  minister  to  371. 
This  shows  that  we  are  decreasing  in 
number  of  ministers  while  the  popu¬ 
lation  and  our  membership  are  in¬ 
creasing  and  we  have  fewer  preaching 
places.  In  our  survey  we  received  re¬ 
plies  from  51  churches.  We  had  suf¬ 
ficient  information  in  these  to  use  47 
of  them.  This  represents  151  churches 
in  our  Conference.  This  fell  into  the 
following  three  categories:  47  lead 
churches,  47  larger  churches  on  the 
parish  or  churches  that  are  cooperating 
with  lead  churches  and  receiving  early 
morning  preaching  services,  and  57 
churches  that  we  call  the  3rd  through 
the  8th  or  9th  church  of  a  parish. 

We  found  that  the  classification  No. 

1  Church  had  an  average  population 
in  its  city  of  1 ,667  with  a  membership 
of  207.  It  carried  pastor’s  salary  and 
expense  of  $3,600.  Fifty-nine  percent 
of  its  total  budget  was  going  to  min¬ 
isterial  support,  district  and  conference 
administration.  In  the  second  classi¬ 
fication  the  churches  were  in  smaller 
villages  with  a  population  of  483,  hav¬ 


ing  a  membership  of  88  and  carrying 
a  pastor’s  salary  and  expense  of  $1  ,- 
200,  74%  of  its  total  budget  goes  to 
ministerial  support,  district  and  con¬ 
ference  administration.  The  third  class¬ 
ification  of  churches  are  in  open-coun¬ 
try  in  communities  of  280  average  pop¬ 
ulation.  Its  average  membership  will 
be  89.  Its  support  to  pastor’s  salary 
and  expense  averages  $800,  and  79% 
of  its  total  budget  will  go  into  pastor’s 
salary,  district  and  conference  admin¬ 
istration. 

We  found  that  about  90%  of  the 
churches  in  the  first  classification  have 
a  M.Y.F.,  W.S.C.S.,  Methodist  Men, 
and  active  Official  Board.  We  found 
that  about  30%  of  classification  2  had 
these  activities  in  their  church,  and 
only  5%  of  the  3rd  classification  had 
any  of  these  services  in  their  local 
church. 

In  the  first  classification  of  churches, 
most  of  them  are  having  eleven  o’clock 
worship  services.  Approximately  50% 
are  having  evening  worship  services 
each  Sunday.  In  the  second  classifica¬ 
tion  of  churches  about  70%  of  them 
are  having  an  early  morning  worship 
service.  About  30%  of  them  are  having 
an  evening  worship  service  and  in  the 
third  classification  churches  almost 
totally  have  an  early  morning  or  eve¬ 
ning  worship  service. 

The  Town  and  Country  Commission 
would  like  for  the  churches  to  use 
this,  as  far  as  the  pastor’s  salary  is 
concerned,  to  help  them  to  see  what 
other  churches  are  doing  and  realize 
that  this  is  but  an  average  within  our 
Conference,  after  seeing  that  the  small¬ 
er  churches  have  so  few  services  and 
so  few  M.Y.F.,  W.S.C.S.,  Meth¬ 
odist  Men,  and  active  Official  Boards, 
we  will  be  trying  this  year  to  en¬ 
courage  the  establishing  of  these  in 
other  local  churches.  Furthermore,  we 
are  setting  up  a  committee  within  our 
Commission  and  recommend  at  study, 
within  the  inner  board,  of  the  dis¬ 
crepancies  and  unequal  proportion  of 
the  total  budget  between  the  small  and 
larger  churches.  We  feel  that  something 
can  be  done  to  help  smaller  churches 
realize  more  out  of  their  own  local 
budget  and  depend  less  upon  confer¬ 
ence  support  through  minimum  salary 
and  mission  aid. 

t 


FROM  LEFT:  Mrs.  and  the  Rev. 
Earl  B.  Emmerich,  associate 
director,  Area  Council,  for  Edu¬ 
cation;  Mrs.  Mary  Gately,  Cedar 
Grove  Church,  Shreveport;  Leon 
Werntz,  Jr.,  Noel  Church,  Shreve¬ 
port;  Mrs.  Jean  R.  Haskell,  As- 
bury  Church,  Lafayette;  and  Cur¬ 
tis  Price,  University  Church, 
Lake  Charles,  who  were  among 
those  attending  the  Church  School 
Administrators  Conference  at  Mt. 
Sequoyah,  Fayetteville,  Arkansas. 
The  new  workbook  on  church  ad¬ 
ministration  was  presented  for 
the  first  time  at  this  conference. 
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Louisiana 


Conference 


M  Y  F 


Assembly 


The  1967  Methodist  Youth  Fellow¬ 
ship  Assembly,  an  annual  gathering  of 
the  young  people  of  Louisiana  Meth¬ 
odism,  was  held  on  the  Campus 
of  Centenary  College  in  Shreveport, 
July  10-14.  150  young  men  and  wom¬ 
en  attended,  under  the  guidance  of 
the  Rev.  Bill  Fraser,  dean  of  the  As¬ 
sembly,  and  fourteen  other  staff  mem¬ 
bers.  Dean  of  Women  was  Mrs.  Elean¬ 
or  Bingham  of  Simsboro,  the  Rev.  Bra¬ 
dy  Forman  was  in  charge  of  recreation, 
and  the  leader  of  the  evening  song  fests 
was  Jerry  Ross  of  Shreveport. 

Four  courses,  or  confrontation 
groups  taught  included:  The  Faith  in 
Transition,  by  the  Rev.  Bob  Shirley; 
The  Church  in  Transition,  by  the  Rev. 
Kirby  Vining;  The  Church-City  Rela¬ 


tions  in  Transition,  by  the  Rev.  Rupert 
Coles;  Values  in  Transition,  by  the 

Rev.  Art  Baker. 

The  Rev.  Oscar  Cloyd  spoke  at  the 
daily  chapel  sessions,  setting  the  theme 
for  the  Assembly,  “The  Church  in  a 
Revolutionary  Age.” 

In  addition  to  the  courses  taught, 
MYFers  used  this  Assembly  to  con¬ 
duct  their  Annual  Business  Session. 
Miss  Connie  Oldham  of  Baton  Rouge 
is  the  new  Conference  MYF  president, 
taking  over  from  Miss  Sherry  Gordon 
of  New  Orleans.  The  annual  event  pro¬ 
vides  for  fellowship,  inspiration  and 
the  acquaintance  of  individuals  from 
churches  across  Louisiana  Methodism, 
t 


Miss  Mary  Jane  Byers,  pouring  for  Centenary’s  reception 
for  registrants  to  the  1967  MYF  Assembly.  Miss  Byers 
is  secretary  to  the  Rev.  Robert  Ed  Taylor,  faculty  member. 


MYF  Assembly  staff  meeting  before  registration.  LEFT  TO  RIGHT:  the 
Rev.  Art  Baker,  St.  Luke’s,  Shreveport;  the  Rev.  Kirby  Vining,  Slidell; 
the  Rev.  Oscar  Cloyd,  Christ’s  Church,  Shreveport;  Miss  Sherry  Gordon, 
New  Orleans;  Miss  Connie  Oldham,  Baton  Rouge;  Miss  Brenda  Crofoot, 
Lake  Charles;  the  Rev.  William  P.  Fraser,  First  Church,  Bossier  City, 
Dean  of  Assembly,  and  in  immediate  foreground,  the  Rev.  Brady  R.  For¬ 
man.  Not  shown  but  present:  Miss  Cecile  Brewer,  Wisner;  Mrs.  Eleanor 
Bingham,  Simsboro,  Dean  of  Woman;  Miss  Frances  Hodges;  Miss  Lou  Mont¬ 
gomery,  Lafayette;  the  Rev.  Robert  A.  Shirley,  Belcher-Gi  II  iam;  and  the 
Rev.  Rupert  Coles,  New  Orleans. 


FROM  LEFT:  Miss  Sherry  Gordon  and  Miss  Connie  Old¬ 
ham,  outgoing  and  incoming  presidents  of  the  Louisiana 
Conference  Methodist  Youth  Fellowship. 


Young  people  gather  in  the  Student  Union  Building  before  registration 
time. 
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Our  summer  missionaries 


Skills  ranging  from  art  teaching  to 
youth  work  are  being  used  this  sum¬ 
mer  by  74  college  students  as  they 
serve  in  a  variety  of  Methodist  home 
mission  projects,  programs  and  institu¬ 
tions. 

The  young  men  and  women  are  par¬ 
ticipating  for  two  to  three  months  in 
the  annual  summer  work  program  of 
the  National  Division  of  the  Method¬ 
ist  Board  of  Missions. 

The  summer  workers  are  from  29 
states.  Texas  has  the  most  with  eight. 
Florida  has  six;  California  and  Okla¬ 
homa  have  five  each,  and  Iowa,  Ten¬ 
nessee,  Ohio  and  New  Jersey  have  four 
each. 

Both  the  types  of  projects  in  which 
the  students  serve  and  the  kinds  of 
work  they  are  doing  are  varied.  Among 
the  Methodist  projects  and  institutions 
are  children’s  homes,  community  cen¬ 
ters,  camps,  church-and-community 
projects  in  small  towns  and  rural  areas, 
group  ministries,  and  urban  mission 
projects,  especially  in  slums  and  urban 
ghettos. 

The  “summer  missionaries”  will  ap¬ 
ply  their  talents  and  skills  in  many 
different  ways,  including:  tutoring,  rec¬ 
reational  leadership,  serving  as  coun¬ 
selors  at  day  and  resident  camps,  so: 
ciety  work,  Christian  education,  vaca¬ 
tion  church  school  teaching,  leading 
arts  and  crafts  groups,  home  visita¬ 
tion,  serving  as  child-care  workers, 
working  with  school  dropouts  and  re¬ 
tarded  children,  and  what  the  Nation¬ 
al  Division  describes  as  Christian  pres¬ 
ence,  “just  being  in  a  place  of  need 


in  the  name  of  Christ.” 

The  annual  summer  work  program 
of  the  National  Division  gives  oppor¬ 
tunity  for  students,  usually  with  two 
or  more  years  of  college,  to  have  per¬ 
sonal  contact  with  Methodist  home 
mission  fields,  while  at  the  same  time 
providing  needed  additional  personnel 
for  expanded  programs  in  mission  proj¬ 
ects.  In  selecting  summer  workers,  the 
Board’s  Office  of  Missionary  Person¬ 
nel  gives  preference  to  students  who 
are  considering  full-time  work  in  a 
church-related  vocation.  The  National 
Division  pays  the  worker  a  small  sal¬ 
ary,  his  expenses  while  at  work,  and 
his  travel  to  and  from  the  project. 

Students  working  in  or  from  the 
Arkansas-Louisiana  area  include: 

Those  working  at  Aldersgate  Meth¬ 
odist  Camp,  Little  Rock,  Arkansas: 
Miss  Joan  Elizabeth  Dillon,  Selma, 
Calif.;  Miss  Eileen  Bill,  South  Bend, 
Indiana,  (student  at  MacMurray  Col¬ 
lege);  Miss  Diana  Lee  Howe,  Okla¬ 
homa  City,  Okla.,  (Central  Oklahoma 
State  College);  Miss  Lois  K.  Saunders, 
Lawton,  Okla.,  (Southwestern  Okla¬ 
homa  State  College);  Miss  Gloria 
Patricia  Mendenhall,  Orangeburg,  S. 
Car.,  (Delaware  State  College). 

Miss  Amy  P.  Sanders,  Bogalusa,  La., 
a  student  at  Southern  University,  is 
working  at  the  David  and  Margaret 
Home  for  Children  and  Youth,  La- 
Verne,  Calif. 

Miss  Sara  Hudson,  Hot  Springs,  a 
weekday  religious  education  teacher, 
is  serving  in  the  Bath  County  (Va.), 
Methodist  Larger  Parish. 


Indonesia  experiences  mass 
movement  into  Christian  Faith 


Methodist  mission  executives  and 
missionaries  confirm  the  widely  pub¬ 
lished  accounts  of  a  mass  movement 
into  the  Christian  faith  in  Indonesia, 
and  add  that  for  Methodism,  there 
have  been  increases  in  membership, 
attendance  and  the  number  of  congre¬ 
gations. 

American  mass  media  have  reported 
recently  on  the  large  number  of  ac¬ 
cessions  to  the  church  in  the  20  months 
since  the  Sukarno  regime  fell.  The  Re¬ 
ligion  section  of  Time  magazine’s  June 
16  issue  says  that  “Roman  Catholic 
and  Protestant  churches  have  won  an 
estimated  250,000  converts.”  Presby¬ 
terian  Life,  journal  of  the  United  Pres¬ 
byterian  Church  in  the  U.S.A.,  car¬ 
ried  a  story  in  its  May  1  issue  describ¬ 
ing  the  Indonesian  situation  as  “one 
of  the  largest  movements  toward  Chris¬ 
tianity  in  modem  decades.” 

The  surge  toward  the  church  is  tak¬ 
ing  place  in  a  country  which  with  3,- 
500,000  Christians  already  has  the 
largest  Protestant  population  of  any 
Asian  country  and  the  third  largest 
Christian  community  (after  the  Philip¬ 
pines  and  India). 

The  mass  movement  has  been  strong 
in  two  areas  of  Sumatra  where  Meth¬ 
odism  is  at  work.  In  southern  Sumatra, 
there  is  an  increase  in  new  members 
and  new  congregations  in  the  auton¬ 
omous  Methodist  Church  of  Indonesia. 


It  has  grown  by  more  than  20  per  cent 
since  gaining  autonomy  in  1964,  and 
membership  now  stands  at  24,000  (full 
and  preparatory).  In  north  Sumatra,  a 
reported  15,000  new  members  have 
come  into  the  Karo  .Batak  Church, 
which  is  receiving  assistance  from  both 
Indonesian  and  American  Methodism 
in  meeting  its  evangelistic  opportun¬ 
ities.  The  Evangelical  United  Brethren 
Church  is  also  working  with  the  Karo 
church  and  has  provided  an  American 
missionary  couple  to  work  with  it. 


DENMARK 
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The  Rev.  Hugh  N.  Lormor,  New 
York,  executive  secretary  for  Southeast 
Asia  of  the  Methodist  Board  of  Mis¬ 
sions,  said  that  much  of  the  Methodist 
growth  has  been  among  Javanese  who 
have  been  resettled  in  southern  Suma¬ 
tra.  Several  new  congregations  have 
been  started  among  the  Javanese  in 
the  last  year,  especially  in  the  Lam- 
pong  area.  A  total  of  268  adult  bap¬ 
tisms  was  recorded  in  1966,  Mr.  Lor¬ 
mor  added,  and  membership  in  the 
area  has  doubled. 

Greater  than  normal  growth  also  has 
been  occurring  in  the  Chinese  Method¬ 
ist  congregations  of  Sumatra,  partic¬ 
ularly  those  in  the  cities,  Mr.  Lormor 
noted.  “Some  Chinese  churches  are 
crowded  on  Sunday  morning,  and  at¬ 
tendance  has  increased  in  virtually  all 
Methodist  congregations.” 

In  recognition  of  the  evangelistic  op¬ 
portunities  in  Indonesia,  Mr.  Lormor 
said,  the  World  Division  of  the  Board 
of  Missions  is  increasing  its  missionary 
force  from  10  to  15  missionaries  this 
year  and  has  joined  other  American 
denominations  in  putting  special  fi¬ 
nancial  resources  into  the  country.  He 
said  the  Board  will  also  respond  to 
the  statement  of  Wismar  Panggabean, 
chairman  of  the  Indonesian  church, 
that  special  assistance  is  needed  now 
by  his  chinch  to  help  nurture  and  as¬ 
similate  new  members. 

Several  missionaries  have  written  to 
friends  and  supporters  in  America  in 
recent  weeks  and  months  telling  of 
effects  of  the  mass  movement  toward 
Christianity  as  they  have  experienced 
them.  Like  other  Indonesians  disillu¬ 
sioned  with  Communism,  youth  are 
turning  to  the  church  to  find  new  an¬ 
swers,  and  Miss  Jane  Fisher  (American 
home:  Bryan,  Texas)  writes  from  her 
mission  post  in  Medan,  Sumatra:  “The 
church  here  has  experienced  tre¬ 
mendous  growth.  A  half-year  ago,  the 
Methodist  Youth  Fellowship  I  attend 
had  about  five  members,  but  during 
the  last  several  months  we  often  have 
20.  Only  the  early  choir  members 
(MYF’ers)  get  robes  on  Sunday  morn¬ 
ing.” 

From  Palembang  in  southern  Suma¬ 


tra,  the  Rev.  Dale  Walker  (American 
home:  Elmo,  Ill.)  wrote  before  arriv¬ 
ing  in  the  U.S.  in  June  for  a  year’s 
furlough:  “Hundreds  of  people  in  the 
villages  have  asked  their  Christian 
neighbors,  ‘How  can  I  become  a  Chris¬ 
tian?’  In  a  recent  month,  we  baptized 
120  people,  mainly  adults.  In  the  vil¬ 
lage  of  Sidowalujo  alone,  the  church 
grew  from  80  members  to  360  in  two 
months.  These  new  Christians  from 
Java  proclaim  Christ  with  both  their 
words  and  their  actions.” 

An  ecumenical  situation  prevails  in 
relation  to  the  rapidly  growing  Karo 
Batak  Church.  The  Rev.  and  Mrs. 
Richard  Brown  (American  home:  Col¬ 
orado  Springs,  Colo.)  are  Evangelical 
United  Brethren  missionaries  who  work 
closely  with  the  Methodist  Board  of 
Missions  and  who  serve  the  Karo 
church.  Mr.  Brown  wrote  from  Binjai 
in  Karoland:  “Leaders  here  anticipated 
the  beginnings  of  a  mass  movement  of 
Karos  into  the  church  a  few  years  ago, 
but  nobody  anticipated  the  landslide 
of  people  seeking  instruction  nnd  bap¬ 
tism  which  has  come  largely  in  reac¬ 
tion  to  the  ill-fated  attempt  in  1965 
by  the  Communists  to  seize  power.  It 
is  speculated  by  some  that  Karo  church 
which  numbered  30,000  before  the 
mass  movement  may  grow  to  as  large 
as  170,000  members.” 

Methodist  missionary  W.  L.  Arm¬ 
strong  Jr.  (American  home:  Lubbock, 
Texas)  reinforces  Mr.  Brown’s  report 
on  the  Karo  church:  “I  can  appre¬ 
ciate  the  experience  at  Pentecost  more 
than  ever  because  recently  I  partic¬ 
ipated  in  the  baptism  of  almost  2,000 
persons  in  a  single  service.  The  Karo 
Batak  people  are  primarily  animists, 
and  until  Communism  was  defeated, 
they  leaned  heavily  in  that  direction. 
With  the  defeat  of  Communism,  they 
have  turned  to  other  religions.  The 
Karo  church  asked  other  churches  of 
north  Sumatra  to  help  them  in  evan¬ 
gelism.  Whole  villages  have  been 
Christianized,  and  thus  the  baptism  of 
2,000  at  one  time.  Fifty  ministers  par¬ 
ticipated  in  the  service.  It  was  a  great 
day  for  the  Christian  faith.” 
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Despite  Obstacles 
Rhodesia  Conference 
Holds  Successful  Session 

NEW  YORK  —  Despite  sanctions, 
gasoline  rations,  accidents  and  other 
obstacles,  some  300  Africans  and  mis¬ 
sionaries  of  The  Methodist  Church 
made  their  way  by  bus,  auto,  motor¬ 
cycle,  bicycle  —  and  even  horseback 
and  foot  —  to  the  Rhodesia  Annual 
Conference  at  the  Mutambara  mission 
center. 

In  the  absence  of  Bishop  Ralph  E. 
Dodge,  who  was  forced  to  leave  the 
country  as  a  “prohibited  immigrant” 
two  years  ago  because  of  his  stand 
against  racialism,  the  conference  elect¬ 
ed  the  Rev.  Jonah  Kawadza,  Bishop 
Dodge’s  administrative  assistant  to  pre¬ 
side  over  the  sessions.  Among  other 
things,  the  conference  heard  that  in 
the  past  year  there  has  been  growth  in 
church  membership  and  church  ex¬ 
tension,  new  approaches  to  religious 
education  and  other  programs  started, 
and  new  church-related  institutions 
tried.  Embracing  approximately  40,000 
members,  the  Rhodesia  Conference  is 
one  of  the  largest  American-related 
Protestant  denominations  in  Africa, 
t 

Methodism  in  Hawaii 
Achieves  ‘Statehood’ 

REDLANDS,  Calif.— The  Method¬ 
ist  Church  in  Hawaii  achieved  “state¬ 
hood”  this  week. 

When  the  117th  Southern  Calif  or- 
nia-Arizona  Annual  Conference  was 
called  to  order  here  June  19,  Bishop 
Gerald  Kennedy  formally  recognized 
the  30  churches  and  7,000  members 
in  Hawaii  as  the  first  Methodists  in 
the  state  to  be  part  of  a  mainland  con¬ 
ference. 

For  the  past  62  years,  Methodism 
in  Hawaii  has  operated  as  a  mission 
with  a  portion  of  its  support  and  ad¬ 
ministration  coming  from  the  denom¬ 
ination’s  Board  of  Missions  in  New 
York.  But  under  a  plan  approved  a 
year  ago,  Hawaii  becomes  one  of  ten 
districts  in  the  Southern  California- 
Arizona  Conference.  Bishop  Kennedy 
appointed  Dr.  Frank  Butterworth,  mis¬ 
sion  superintendent  for  the  past  four 
years,  to  continue  as  district  superin¬ 
tendent. 

t 

EMERGENCY  FLIGHT  AIDS 

MIDDLE  EAST  REFUGEES 

An  emergency  flight  of  20,000 
pounds  of  food,  clothing,  and  tents 
for  war  victims,  mostly  Arab  refugees, 
has  arrived  in  Amman,  Jordan,  under 
the  auspices  of  Church  World  Service, 
the  overseas  relief  and  rehabilitation 
agency  of  major  U.S.  Protestant  and 
Orthodox  denominations. 

Included  in  the  shipment  were  2,000 
pounds  of  blankets,  2,000  pounds  of 
powdered  milk,  two  million  vitamin 
tablets,  4,000  pounds  of  clothing,  500 
pounds  of  soap  and  50  large  tents,  each 
affording  shelter  for  approximately  15 
persons. 

Value  of  the  shipment  was  about 
$93,000,  of  which  $25,000  of  the  cost 
was  picked  up  by  the  Methodist  Com¬ 
mittee  for  Overseas  Relief. 

The  emergency  flight  represented 
the  first  response  of  U.S.  churches  to 
the  recent  CWS  appeal  for  a  mini¬ 
mum  of  $1  million  in  cash  and  relief 
materials,  as  part  of  the  World  Coun¬ 
cil  of  Churches’  initial  appeal  for  $2 


In  Mpitutriam 


The  Rev.  Ardis  M.  Wynne 

The  Rev.  Ardis  Morris  Wynne  died 
June  30,  and  funeral  services  were 
held  July  1,  in  the  Bernice  Methodist 
Church  with  the  Rev.  Byrd  Terry  of¬ 
ficiating,  assisted  by  Dr.  Henry  Rickey 
and  the  Rev.  J.  B.  McCann. 

Mr.  Wynne  was  the  son  of  Mr.  and 
Mrs.  W.  W.  Wynne,  and  was  bom 
July  20,  1888.  He  spent  his  early  years 
in  Mansfield,  La,  and  later  in  the  early 
Anglo  Saxon  town  of  Noble,  La.  He 
had  three  brothers  and  three  sisters. 
His  father’s  family  came  from  Coving¬ 
ton,  Tenn.  andhis  mother’s  people  from 
near  Magnolia,  Miss. 

Mr.  Wynne  attended  old  Mansfield 
College.  He  married  Miss  Letha  Fos¬ 
ter  October  25,  1917.  He  became  a 
deacon  in  the  Methodist  Episcopal 
Church  in  the  Texas  Gulf  Conference 
in  November,  1919,  and  an  Elder  in 
December,  1923.  He  was  transferred 
to  the  Louisiana  Conference  Decem¬ 
ber  3,  1925,  where  he  served  until  his 
retirement  in  1954  in  Bernice. 

Survivors  are  one  sister,  Mrs.  T.  C. 
Moore,  Shreveport,  and  one  daughter, 
Mrs.  P.  H.  Wade,  Jr.,  Oak  Ridge,  La. 
t 

The  Rev.  C.  J.  Thibodeaux 

Rev.  C.  J.  Thibodeaux  ,  form¬ 
er  Houma  pastor,  died  Thursday,  June 
29,  at  his  residence  in  Labadieville. 
He  was  72. 

Mr.  Thibodeaux  was  at  one 
time  associated  with  the  work  of  the 
MacDonell  French  Mission  School, 
and  served  as  the  pastor  of  the  French 
Mission  Charge  which  included  church¬ 
es  at  Golden  Meadow,  Lockport,  Point- 
aux-Chenes,  Bayou  Blue  and  others. 

Survivors  include  his  wife,  the  form¬ 
er  Edna  Barrios;  three  sons,  Harry 
J.  Thibodeaux  of  St.  Martinville,  C.  J. 
Thibodeaux  of  Hawthorne,  California, 
and  J.  V.  Payler  of  Indian  Head, 
Maryland;  14  grandchildren,  and  12 
great  granchildren. 

Also  surviving  him  are  one  brother, 
Leonard  Thibodeaux,  and  four  sisters, 
Mrs.  Marie  Fremin,  Mrs.  Anatole  Tal¬ 
bot,  Mrs.  Emile  Richard,  Sr.,  and  Mrs. 
A.  J.  LeBlanc,  Sr. 

Funeral  services  were  at  9:30  A.M., 
Saturday,  July  1  at  the  Methodist 
Church  in  Thibodaux.  The  Rev.  R.  R. 
Branton,  of  Lafayette,  and  the  Rev. 
Lael  S.  Jones,  pastor  of  the  Method¬ 
ist  Church  in  Thibodaux,  officiated, 
t 

A  man  lives  by  believing  something; 
not  by  debating  and  arguing  about 
many  things. — Ibid. 


million  to  aid  war  victims  throughout 
the  Middle  East. 

In  response  to  this  larger  appeal, 
MCOR  has  agreed  to  provide 
$250,000. 


VITAMIN  C 

Natural-Organic  Source,  250  MG- 
100  Tabs.  $1.75.  Get  extra  bot¬ 
tle  for  only  $1.25.  Tell  your 
friends  of  this  special  offer! 
L.  C.  WARD,  PAS-CAL  COM¬ 
PANY,  355  E.  Howard  St., 
Pasadena,  California  91104 


Jacob  Otis  Stewart 

Jacob  Otis  Stewart  passed  away  in 
the  American  Legion  Hospital,  Crow¬ 
ley,  La.,  April  22.  He  was  born  Sep¬ 
tember  16,  1894,  and  was  reared  in  a 
rural  community  north  of  Crowley. 
He  was  a  rice  farmer. 

Mr.  Stewart  was  a  member  of  the 
Maxie  Methodist  Church,  where  he 
served  as  Church  School  superintend¬ 
ent  and  Official  Board  chairman  from 
1926  until  his  death.  He  was  Presi¬ 
dent  of  the  Maxie  Cemetery  Associa¬ 
tion. 

Mr.  and  Mrs.  Stewart  celebrated 
their  fiftieth  wedding  anniversary  in 
1965.  Their  life  together  reflected  a 
radiance  which  caused  everyone  to  love 
them. 

Survivors  include  Mrs.  Stewart;  two 
sons,  Joseph  Bennett,  Alexandria,  and 
James  Milton,  Lake  Charles;  two 
brothers,  Wade  and  Eddie,  and  six 
grandchildren. 

Services  were  held  in  Maxie  Meth¬ 
odist  Church  with  the  Rev.  Charles 
Scott,  pastor,  officiating,  assisted  by 
the  Rev.  J.  C.  Zerangue  and  the  Rev. 
D.  R.  Deen. 

f 

Atheism  is  the  death  of  hope,  the 
suicide  of  the  soul. — Anonymous 


The  Rev.  J.  C.  Van  Horn 

The  Rev.  J.  C.  Van  Horn,  aged  66, 
of  Malvern  died  July  8.  He  was  a  re¬ 
tired  Methodist  minister  and  a  mem¬ 
ber  of  St.  Paul’s  Methodist  Church.  He 
had  served  as  pastor  of  churches  at 
Pearcy,  Princeton,  Wilmar,  Fountain 
Hill,  Parkdale  and  Keith  Memorial  at 
Malvern.  Survivors  include  his  wife, 
Mrs.  Winnie  Rowe  Van  Horn;  two 
sons,  Archie  Van  Horn  of  Malvern 
and  Palmer  Van  Horn  of  Arizona;  a 
daughter,  Mrs.  Helen  Turner  of  Mal¬ 
vern;  three  brothers,  G.  L.,  Hubert  and 
Hughie  Van  Horn,  all  of  California; 
and  five  sisters,  Mrs.  Gussie  Manser 
of  Murfreesboro,  Mrs.  Bessie  Payte  of 
Louisiana,  Mrs.  Toldia  Ketchum  of 
Arkadelphia,  Mrs.  Thelma  Deaton  of 
California  and  Mrs.  Gladys  Redswell 
of  California,  and  nine  grandchildren. 
Funeral  services  were  held  at  Grant 
Chapel  Methodist  Church  at  Bonner- 
dale. 

t 

Dr.  Amos  A.  Thornburg,  Arling¬ 
ton  Heights,  Ill.,  widely-known  Meth¬ 
odist  pastor  and  a  former  member  of 
the  Commission  on  Worship,  was  elec¬ 
trocuted  June  10  in  an  accident  in  the 
rain-filled  basement  of  his  home. 


LIMITED  NUMBER  OF  RESERVATIONS  STILL  AVAILABLE! 

Special  Arkansas  Methodist 
1967  Tour  Of  Europe 

PLUS  SCANDINAVIAN  COUNTRIES 
7  COUNTRIES  22  DAYS 

NORWAY,  SWEDEN,  DENMARK,  GERMANY, 
SWITZERLAND,  FRANCE,  HOLLAND 

Departing  August  7,  1967 
REV.  DAVID  M.  HANKINS,  JR. 
Coordinating  Tour  Host 

Wesley  Foundation,  31<  North  11th  St. 
Arkadelphia,  Arkansas  71923  Ph.  CHapel  6-6731 


$889.24 


All  Inclusive 

LITTLE  ROCK  TO  LITTLE  ROCK 


Low  Price 


LIFETIME  INVESTMENTS 
Through 

GIFT  ANNUITY  AGREEMENTS 
LIFE  INCOME  CONTRACTS 

A  gift  through  the  Methodist  Foundation  of  Arkansas  provides  a 
sound  investment  for  you  and  also  support  for  the  Methodist  Church. 

Benefits  include: 

.  guaranteed  income  for  life 
.  lowering  of  estate  taxes 
.  most  of  income  is  tax-free 
.  part  qualifies  as  a  gift  deduction 
.  perpetuation  of  Stewardship 

For  more  information  write 

THE  METHODIST  FOUNDATION 
OF  ARKANSAS 

METHODIST  HEADQUARTERS  BUILDING 
1723  Broadway 

Little  Rock,  Arkansas  72206 
Or  Phone  FR5-4689 
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First  Methodist  Church,  Pineville,  observed  Christian  Family  Week  with  a  series  of  lectures  by 
persons  qualified  by  experience  and  background  to  deal  with  matters  concerning  family  life.  The 
Rev.  Earl  Emmerich,  pastor,  arranged  for  the  lectures. 


Miss  Elaine  Conerly  of  the 
Pineville  High  School  pre¬ 
sented  the  first  lecture, 
"The  School  Counselor’s 
Word  for  Parents." 


Dr.  Ben  Oliphint,  of  First 
Methodist  Church,  Alexan¬ 
dria,  spoke  on  the  subject 
"The  Minister's  Word  for 
Parents.” 


Dr.  Clifton  Harris  gave  "'The 
Doctor's  Word  for  Parents.” 


i  .  it 


Judge  George  Foote  of 
Alexandria  lectured  on  the 
subject  “A  Judge's  Word 
for  Parents.” 


Wesley  Foundation  members  from  Northwestern  State  College,  Natchitoches  assisted  the  Beulah- 
Marthoville  MYF  group  with  the  painting,  cleaning  and  scrubbing  of  the  Marthaville  church  building 
recently.  ABOVE  LEFT:  the  Rev.  Jerry  McLaurin  explains  to  the  group  how  the  work  should  be 
done.  ABOVE  RIGHT:  The  cleaning  project  gets  underway!  At  day's  end,  the  group  had  finished 
this  task,  had  hand-mowed  the  half-acre  yard,  picked  up  rocks  and  debris,  scraped  window  frames 
and  painted  the  entrance  to  the  church. 


More  than  twenty  children  met  at  the  Many 
Methodist  Church  recently  for  hamburgers, 
games  and  a  devotional  period.  Parents  assist¬ 
ing  with  the  barbecue  are  visible  through  the 
"smoke  screen."  The  Rev.  J.  C.  Skinner  is 
pastor. 


Mrs.  A.  R.  Foye,  chairman  of  the 
Commission  on  Worship  at  Lake- 
view  Methodist  Church,  Shreve¬ 
port,  Jerry  Gates  and  his  father, 
Mr.  Ted  Gates  are  shown  placing 
a  memorial  plaque  on  the  baptis¬ 
mal  font  in  Lakeview  Church. 
(The  three  spent  all  day  placing 
fifty  plaques  on  furnishings  in 
the  church.)  The  font  was  given 
in  memory  of  the  Rev.  and  Mrs. 
J.  M.  Alford. 


The  George  Schurmans  (Mr.  Schurman  is  the  new  lay  leader  at  Lakeview  Methodist  Church)  enter¬ 
tained  in  their  home  with  a  "Sing-spiration”  for  the  MYF  recently.  The  Rev.  William  E.  Nolan  is 
pastor. 
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Dr.  Bosley 


Dr.  Trotter 


"Renewal  through 
Preaching"  theme  of 
Pastors'School 

Dr.  Harold  A.  Bosley  and  Dr.  F. 
Thomas  Trotter  will  be  the  instructors 
for  the  Methodist  Pastor’s  School,  July 
31st — August  4th  on  the  Centenary 
College  campus  in  Shreveport.  The 
theme  is  “Renewal  Through  Preach¬ 
ing.” 

Dr.  Trotter  will  lead  the  morning 
devotions  and  lecture  at  10:45  A.M. 
and  during  the  afternoon  classes.  Dr. 
Bosley  will  lecture  during  the  morn¬ 
ing  classes  and  lead  the  worship  pe¬ 
riod  in  the  evenings.  Each  lecture  will 
be  followed  by  a  discussion  period. 
Afternoons  will  be  left  free  for  study. 

The  Rev.  Robert  Ed  Taylor  of  Cen¬ 
tenary  will  be  the  Dean  of  the  School, 
and  the  Rev.  Clyde  C.  Frazier,  Jr.  of 
New  Orleans  will  be  Chairman. 

On  Wednesday  evening,  the  pastors 
and  their  families  attending  the  school 
will  join  in  the  annual  Bishop’s  Night. 
Following  a  special  program  in  the 
college  cafeteria  at  the  dinner  hour, 
Bishop  Walton  will  preach  in  Brown 
Memorial  Chapel. 

Dr.  Bosley  is  senior  minister  at 
Christ  Church  Methodist,  New  York 
City.  He  has  a  Ph.  D.  and  B.D.  from 
the  University  of  Chicago  and  honor¬ 
ary  degrees  from  Nebraska  Wesleyan, 
Northwestern,  Ripon  College,  Cornell 
and  Manchester  College.  He  was  Di¬ 
rector  of  Religious  Activities  at  Iowa 
State  Teachers  College  for  four  years; 
Dean  of  the  Divinity  School  and 
Preacher  to  Duke  University  for  three 
years.  He  has  served  several  pastorates 
in  major  cities,  as  well  as  preaching 
in  many  places  in  this  country  and  in 
Japan,  Korea  and  India.  He  was  a 
member  of  the  interfaith  team  of  South 
Vietnam  in  1965  under  the  auspices  of 
the  Fellowship  of  Reconciliation,  and 
a  member  of  the  team  to  the  Soviet 
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Laymen's  Retreat  this  weekend 


The  Rev.  Marvin  McFarland  signs 
the  “Articles  of  Incorporation” 
involved  in  the  building  of  new 
Interfaith  Chapel  at  Greenwell 
Springs  Tuberculosis  Hospital. 
Looking  on  were:  Seated:  the 
Rev.  William  Parkerson,  Episco¬ 
pal;  the  Rt.  Rev.  Msgr.  Paul 
Gauci  of  the  Baton  Rouge  Roman 
Catholic  Diocese;  Standing;  the 
Rev.  James  Hennessey,  Catholic 
chaplain;  Leon  Hebert,  Catholic 
legal  advisor;  the  Rev.  Jerry  Ful¬ 
ler,  Methodist;  John  Kennedy, 
Catholic  business  manager;  the 
Rev.  William  O’Neal  Presbyter¬ 
ian;  and  R.  K.  Sweeney,  hospital 
legal  advisor. 

Churches  to  share 
in  building  chapel 
at  Greenwell  Springs 

In  the  recent  Annual  Conference, 
approval  was  given  for  the  solicitation 
of  funds  from  the  Methodist  Churches 
of  Louisiana  to  aid  in  the  construc¬ 
tion  of  an  Interfaith  Chapel  to  serve, 
the  patients  of  the  Greenwell  Springs 
Tuberculosis  Hospital  near  Baton 
Rouge.  The  chapel  will  provide  patients 
of  all  faiths  with  not  only  a  beautiful 
worship  setting,  but  with  rooms  for 
private  consultation  with  ministers  and 
a  place  for  personal  meditation. 

Originally,  two  chapels  were 
planned:  one  for  Catholic  patients,  and 
another  for  those  of  the  Protestant 
faiths.  In  an  attempt  to  exemplify  the 
unity  of  the  various  faiths,  it  was  de¬ 
cided  that  one  chapel  would  be  suf- 

Please  turn  to  page  4 


Louisiana  Methodist  laymen  will 
meet  at  Centenary  College  for  their 
eleventh  annual  Conference  Lay  Re¬ 
treat  the  week-end  of  July  29-30,  ac¬ 
cording  to  Thomas  H.  Matheny,  Ham¬ 
mond,  conference  lay  leader. 

The  featured  speaker  will  be  Ernie 
Logan,  national  director  of  “The 
Twelve,”  and  there  will  be  ten  courses 
in  the  Lay  School  of  Theology  which 
will  be  held  during  the  retreat. 

Registration  for  the  retreat  will  be¬ 
gin  at  noon  on  Saturday,  the  29th, 
under  the  direction  of  Dudley  Snow. 
There  will  be  a  choir  rehearsal  in 
Brown  Memorial  Chapel  at  2:00  p.m. 
under  the  direction  of  Eugene  Smith, 
and  the  opening  session  of  the  retreat 


will  begin  at  3:00  p.m.  Mr.  Logan 
will  speak  at  the  7:45  p.m.  session 
on  Saturday  and  Bishop  Aubrey  G. 
Walton  will  bring  the  message  at  the 
11:00  a.m.  worship  hour  on  Sunday. 

Mr.  Matheny  said  that  a  special  in¬ 
vitation  has  gone  this  year  to  young 
men  who  are  involved  in  the  programs 
of  the  MYF  and  the  MSM. 

Mr.  Logan  is  a  staff  member  of  the 
General  Board  of  Evangelism  in  Nash¬ 
ville.  He  is  a  native  of  Oklahoma  and 
a  graduate  of  the  University  of  Okla¬ 
homa  and  Wichita  State  University. 
Prior  to  joining  the  staff  of  the  Board 
of  Evangelism  he  was  a  professional 
baseball  player  and  the  head  of  an 
advertising  agency. 


I  Six -year  downward  trend  to  continue  through  1 96 0’s 

New  surge  of  church  extension  predicted  for  1970's 


The  6-year  downward  trend  in  the 
number  of  new  churches  started  is  un¬ 
derstandable,  and  will  continue — prob¬ 
ably  through  the  1960s.  But  in  the 
1970s  will  come  another  surge  of 
church  extension. 

So  predicts  a  Methodist  sociologist 
and  research  specialists. 

Dr.  Robert  L.  Wilson,  Philadelphia, 
Pa.,  says  that  the  downswing  in  the 
formation  of  new  congregations  can  be 
explained  for  several  reasons — the  in¬ 
crease  in  apartment  construction,  the 
changing  suburban  scene,  the  cycles 
of  interest  and  emphasis  in  the  church, 
and  the  current  attack  on  the  church 
as  an  institution. 

But,  he  asserts,  factors  on  the  hori¬ 


zon  in  American  society  forecast  a 
rise  in  the  need  for  new  churches  in 
the  1970s,  especially  in  the  rapidly 
growing  Negro  communities  in  the 
cities. 

Dr.  Wilson  presented  his  findings 
on  current  church  extension  trends  in 
a  paper  read  at  the  annual  meeting 
of  The  Methodist  Church’s  corps  of 
new  church  developers  June  26-28  at 
Cherry  Hill,  N.J.  Though  he  spoke  in 
terms  primarily  of  Melhodist  church 
extension,  he  said  the  same  factors  af¬ 
fect  most  “mainline”  Protestant  de¬ 
nominations  (Presbyterian,  Lutheran, 
Episcopal,  etc.). 

Dr.  Wilson  is  executive  secretary  of 
the  Department  of  Research  and  Sur¬ 


vey  of  the  National  Division,  Method¬ 
ist  Board  of  Missions.  His  paper, 
“Some  Factors  Influencing  the  Estab¬ 
lishing  of  New  Congregations,”  was 
read  to  the  staff  of  the  Division’s  De¬ 
partment  of  New  Church  Development. 

To  put  his  findings  in  perspective, 
Dr.  Wilson  cited  the  spiralling  statistics 
on  new  congregation  formation.  From 
a  high  of  678  congregations  started 
by  11  denominations  in  1960,  there 
was  a  decline  to  292  new  churches 
started  by  nine  denominations  in  1966. 
For  The  Methodist  Church,  he  said, 
the  trend  is  the  same.  Between  1959 
and  1962,  Methodism  started  about 
170  new  congregations  a  year,  but 
since  1962  the  trend  has  been  steadily 


downward,  to  a  low  of  77  in  1966. 
“Thus,”  he  said,  “Methodism  approx¬ 
imates  the  national  trend  having  or¬ 
ganized  only  45  percent  as  many  new 
churches  in  1966  as  in  1960.” 

Among  factors  explaining  the  down¬ 
ward  trend,  Dr.  Wilson  listed  these: 

“1.  We  are  in  the  midst  of  a  period 
when  there  is  a  good  deal  of  antagon¬ 
ism  toward  the  church  as  an  institu¬ 
tion.  A  high  degree  of  antagonism  is 
directed  toward  congregations  which 
appear  to  be  ‘successful’  —  that  is, 
churches  which  have  growing  member¬ 
ships,  balanced  budgets  and  good 
buildings.  The  suburban  congregation 
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QditoiiiaQ 

WHERE  THE  ACTION  IS 

GLIDE  MEMORIAL  Methodist  Church,  San 
•  Francisco,  was,  prior  to  Methodist  unification 
in  1939,  one  of  the  large  congregations  of  the 
Methodist  Episcopal  Church,  South,  on  the  west 
coast.  We  can  remember  when  a  large  delegation 
of  young  people  from  this  church  attended  the 
Youth  Convocation  at  Mount  Sequoyah  each  sum¬ 
mer.  Located  on  a  busy  downtown  corner  in  this 
unique  city,  Glide  has  shifted  the  emphasis  of  its 
ministry  several  times  in  an  effort  to  witness  effec¬ 
tively  in  the  name  of  Christ.  Supported  in  part  by 
a  portion  of  the  income  from  the  sizeable  Glide 
Foundation  it  has  been  more  of  an  institutional 
church  serving  a  changing  neighborhood  than  a 
parish  church  attracting  large  numbers  of  persons 
from  the  suburbs.  At  no  time  in  its  history  has 
Glide  been  engaged  in  as  unique  and  challenging  a 
ministry  as  today  as  it  seeks  to  speak  in  the  name 
of  Christ  in  San  Francisco,  which  by  any  standards 
must  be  regarded  as  the  capital  city  of  “the  world” 
across  to  which  many  insist  the  Church  must  estab¬ 
lish  more  effective  bridgeheads. 

At  the  recent  meeting  of  the  Commission  on 
Promotion  and  Cultivation,  held  in  that  church, 
Bishop  Donald  H.  Tippett,  who  has  served  the 
San  Francisco  Area  since  1948,  spoke  to  us  con¬ 
cerning  the  myriad  ways  in  which  this  congregation 
and  the  staff  of  the  church  is  endeavoring  to  be  a 
part  of  the  wild,  “far-out”  world  that  completely 
surrounds  it.  There  are  now  two  parallel  ministries 
at  work  there — the  multiple  staff  of  Glide  Church 
and  the  staff  of  the  Glide  Foundation.  One  finds 
members  of  one  of  these  staffs  or  the  other  speak¬ 
ing  in  almost  every  langauge  to  the  diversified 
needs  of  San  Francisco. 

Currently  the  part  of  this  city  that  attracts  the 
most  attention  is  the  world  of  the  “hippies”  quite 
a  distance  from  the  church  on  Haight  Street.  Ap¬ 
parently  the  Foundation  is  putting  more  money 
and  personnel  into  this  ministry.  We  mentioned 
last  week  that  Emogene  Dunlap  Kuhn,  former 
youth  director  of  the  Little  Rock  Conference  and 
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former  staff  member  of  the  General  Board  of  Tem¬ 
perance,  and  her  h'seha'hd,  Don,  are  among  the  per¬ 
sons  living  and  working  in  “hippie-land.”  They  are 
most  enthusiastic  about  their  constituency  there 
and  insist  that  the  permanent  residents  of  the  area 
are  fine  young  people.  Emogene  told  us  that  Haight 
Street  is  the  safest  street  in  the  city. 

However,  this  evalution  does  not  quite  jibe 
with  something  Bishop  Tippett  told  us  about  a 
“happening”  held  recently  in  Glide  Church.  It  was 
called  “The  Invisible  Circus,”  and  was  expected 
to  attract  between  400  and  500.  More  than  3,000 
attended  and  became  so  enthusiastically  involved 
that  they  did  substantial  physical  damage  to  the 
church.  Order  was  restored  only  after  one  of  the 
young  men  on  the  staff  who  had  some  friends 
among  the  “Hell’s  Angels”  motorcycle  crowd  called 
on  that  organization  to  come  to  his  assistance  and 
help  restore  order.  In  any  other  city  this  would 
sound  like  fiction — in  San  Francisco  it  is  the  way 
one  church  carries  on  its  ministry  to  youth. 

At  the  edge  of  the  section  of  the  city  called 
“the  tenderloin,”  Glide  staff  members  are  aware 
that  every  conceivable  kind  of  conduct — and  much 
that  cannot  even  be  conceived — goes  on  in  the 
shadow  of  its  church.  They  are  committed  to 
the  philosophy  that  one  does  not  condone  an  act 
or  a  traffic  when  one  recognizes  they  go  on  and 
seeks  to  do  what  he  can  for  the  human  beings  in¬ 
volved.  One  can  never  understand  this  ministry  by 
exclaiming  that  this  is  all  too  awful  to  even  recog¬ 
nize.  Prostitution  is  widely  practiced  on  the  streets 
of  San  Francisco  and  nudity  is  the  order  of  the 
day  and  night  in  her  night  clubs  and  many  of  her 
restaurants  where  business  men  lunch.  The  staff 
members  of  Glide  do  not  endorse  these  activities, 
but  they  let  the  word  go  out  that  those  who  are 
caught  up  in  it  are  not  beyond  the  saving  grace  of 
their  gospel  and  their  Christ.  We  were  interested 
in  something  Bishop  Tippett  said  in  this  connec¬ 
tion:  “Not  everyone  who  comes  to  Glide  is  con¬ 
verted.  But  there  were  40  additions  on  profession 
of  faith  reported  this  year,  and  that  is  more  than 
any  other  church  in  my  area  reported.” 

Homosexuality  has  been  openly  recognized  in 
San  Francisco  and  many  night  spots  in  the  North 
Beach  area  are  classified  as  “gay”  spots  which  cater 
to  this  clientele.  We  are  told  there  are  “chorus 
girls”  who  are  really  female  impersonators.  Staff 
members  of  this  unusual  church  counsel  with  per¬ 
sons  caught  up  in  this  distorted  world,  too.  They 
can  tell  you  about  LSD  and  can  recognize  people 
on  the  street  and  in  their  congregation  who  are  “on 
acid,”  as  they  call  it.  “Pot”  is  their  word  for  mari¬ 
juana  and  they  are  aware  of  its  sellers  and  users. 
San  Francisco  might  be  called  a  modern  Corinth 
and  the  committed  workers  of  Glide  Memorial 
Church  and  Glide  Foundation  deserve  to  be  count¬ 
ed  in  the  Pauline  tradition. 
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FOLLOWING  THE 
MOUNTAIN  ROAD 

Having  heard  for  a  numbers  of  years 
of  the  spectacular  beauty  of  Highway 
1  along  the  Pacific  Ocean  from  San 
Francisco  to  Los  Angeles,  we  planned 
our  recent  vacation  trip  in  California 
to  include  this  drive.  We  had  been  told 
that  it  followed  the  ocean  all  the  way, 
but  if  anyone  had  told  us  that  it  was 
very  mountainous  we  had  forgotten 
that.  Imogene  had  enough  of  the 
heights  before  we  had  gone  fifty  miles 
and  the  last  200  was  more  than  she 
bargained  for. 

At  one  point  the  highway  is  4000 
feet  above  the  rocks  where  the  surf 
comes  pounding  in  without  benefit  of 
beach.  Several  friends  told  us  that  they 
have  looked  down  from  this  point  to 
see  airplanes  flying  below  them. 

We  made  two  significant  stops  along 
Highway  1.  This  first  was  at  Monter¬ 
rey  where  we  visited  “Cannery  Row,” 
which  John  Steinbeck  made  famous  in 
one  of  his  novels.  We  also  made  the 
17-mile  toll-road  drive  along  the  Mon¬ 
terrey  Peninsula  where  one  is  constant¬ 
ly  awe-striken  by  the  beauty  of  the 
surf  on  the  rocks.  The  famous  “seal 
rock”  was  populated  entirely  by  birds 
the  day  we  were  there,  but  seals  often 
do  play  there.  For  a  golfer,  the  Mon¬ 
terrey  Peninsula  is  attractive  because 
of  its  beautiful  golf  courses.  Here  are 
located  the  “big-three”  of  the  annual 
Bing  Crosby  Tournament  —  Pebble 
Beach,  Cyprus  Point  and  Spyglass  Hill. 
In  addition,  there  are  six  other  courses. 

The  second  stop  was  at  San  Simeon, 
about  250  miles  north  of  Los  Angeles, 
for  a  visit  to  the  William  Randolph 
Hearst  home  which  has  been  given 
to  the  state  and  made  a  monument. 
Filled  with  priceless  art  treasures,  and 
constructed  on  a  grandiose  style  fol¬ 
lowing  a  Mediterranean  pattern,  an 
offhand  evaluation  of  the  home  and  all 
its  art  objects  would  have  to  be  in 
excess  of  $100  million  (and  that  is 
definitely  more  than  Oval  Faubus  paid 
for  his  house.  The  admission  is  also 
more — $2  compared  with  the  $1.25 
being  charged  for  the  tour  of  the  Fau¬ 
bus  castle.) 
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Bible  Society 
president  retires 
new  president  elected 


Smith  Wagner 


NEW  YORK  —  Everett  Smith,  presi¬ 
dent  of  the  American  Bible  Society,  is 
retiring  after  five  years  in  that  office. 
During  his  tenure,  the  society’s  annual 
Scripture  circulation  in  the  U.  S.  and 
abroad  doubled  to  more  than  61  million. 
Mr.  Smith  gave  25  years  of  service  to 
the  ABS,  was  elected  to  its  board  of 
managers  in  1942.  Edmund  F.  Wagner 
of  Scarsdale,  N.  Y.,  a  layman  of  the 
Lutheran  Church  in  America,  was  elect¬ 
ed  to  succeed  Smith,  a  Presbyterian. 
Mr.  Wagner  has  been  on  the  ABS  Board 
of  Managers  since  1962  and  is  now  a 
member  of  the  LCA's  Executive  Coun¬ 
cil.  He  is  also  president  of  the  Board 
of  Trustees  of  the  Interchurch  Center 
on  Riverside  Drive,  and  vice-president 
ofthe  Seamen’s  Church  Institute.  (RNS 
Photos) 


LOCAL  CHURCH  DIVISION 
CHANGES  STAFF  STRUCTURE 

NASHVILLE,  Tenn.  (MI)  —  The 
staff  structure  of  the  Division  of  the 
Local  Church  of  the  Methodist  General 
Board  of  Education  here  has  been  re¬ 
organized  into  five  work  areas  and 
an  executive  director  named  for  each. 

Also  four  staff  members  have  been 
assigned  to  the  office  of  the  general 
secretary  of  the  division,  Dr.  Howard 
M.  Ham. 

All  of  the  persons  involved  in  the 
changes  are  presently  staff  members 
of  the  division,  and  some  had  similar 
responsibilities  and  titles  before  the 
new  structure  was  approved. 

The  four  staff  members  assigned  to 
the  office  of  the  general  secretary  are 
the  Rev.  Elmer  A.  Thompson,  admin¬ 
istrative  assistant;  Dr.  Carl  L.  Stock¬ 
ing,  assistant  for  budget  management 
and  office  personnel;  the  Rev.  Robert 
S.  Clemmons,  assistant  for  program 
design  and  coordination;  and  the  Rev. 
Thomas  J.  Van  Loon,  assistant  for 
ecumenical  interagency  relations. 

The  new  structure  has  resulted  from 
a  long  period  of  study  and  planning, 
and  it  was  announced  by  Dr.  Ham 
after  approval  by  the  Board  of  Educa¬ 
tion  Executive  Committee,  which  met 
here  July  6  and  7. 

The  Division  of  the  Local  Church 
offers  leadership,  guidance,  and  ma¬ 
terials  for  the  educational  programs  of 
local  churches.  It  is  one  of  three  divi¬ 
sions  of  the  Board  of  Education.  The 
others  are  the  Editorial  Division  and 
the  Division  of  Higher  Education, 
t 


Men  will  carry  guns  until  they  learn 
to  carry  the  cross. — Author  unknown 


■  Anticipates  needs  of  new  quadrennium 

Commission  on  Promotion  and 
Cultivation  meets  in  San  Francisco 

by  Alfred  A.  Knox 


The  annual  meeting  of  the  Commis¬ 
sion  on  Promotion  and  Cultivation, 
held  July  12-14  in  Glide  Memorial 
Methodist  Church,  San  Francisco, 
looked  ahead  to  the  increased  benev¬ 
olent  opportunity  that  will  confront  the 
new  United  Methodist  Church  begin- 


Copes  to  teach  at 
Birmingham -Southern 

NASHVILLE,  Tenn.  (MI)  —  The 
Rev.  V.  Earle  Copes,  Nashville,  music 
editor  for  the  Methodist  General  Board 
of  Education  here  and  editor  of  Musk 
Ministry  magazine,  will  become  head 
of  the  Department  of  Organ  and 
Church  Music  at  Birmingham-South-* 
ern  College,  Birmingham,  Ala.,  Sept.  1. 

In  addition  to  his  duties  with  the 
Methodist-related  college,  Mr.  Copes 
will  serve  as  minister  of  music  at  Can¬ 
terbury  Methodist  Church,  Birming¬ 
ham. 

Mr.  Copes  has  been  in  his  position 
here  with  the  Editorial  Division  of  the 
Board  of  Education  nearly  nine  years, 
coming  to  Nashville  from  the  faculty 
of  Cornell  College,  Mount  Vernon, 
Iowa.  Before  that  he  taught  at  Hendrix 
College,  Conway,  Ark. 

Music  Ministry  magazine  for  church 
musicians  was  started  under  his  lead¬ 
ership. 

A  concert  organist  and  composer, 
Mr.  Copes  was  for  three  years  min¬ 
ister  of  music  at  Highland  Park  Meth¬ 
odist  Church,  Dallas,  Texas,  one  of  the 
largest  congregations  in  Methodism. 

Mr.  Copes  has  served  on  commit¬ 
tees  on  church  music  for  the  National 
Council  of  Churches  and  the  Music 
Teachers  National  Association.  *  He 
also  was  a  special  consultant  to  the 
committee  which  revised  The  Method¬ 
ist  Hymnal. 


ning  in  1968  and  looked  back  on  a 
long  and  effective  record  of  promotion 
that  began  with  the  Crusade  for  Christ 
program. 

The  commission  honored  its  chair¬ 
man,  Bishop  Donald  H.  Tippett  of  San 
Francisco  at  a  dinner  at  the  Empress 
of  China  Restaurant  in  Chinatown  on 
July  13,  and  presented  certificates  of 
appreciation  to  all  of  its  members. 
Bishop  Tippett  will  be  retiring  as  a 
bishop  next  year.  It  also  authorized 
the  writing  of  a  history  of  the  commis¬ 
sion,  of  its  predecessor  promotional 
agencies,  and  of  the  Council  on  World 
Service  and  Finance,  since,  according 
to  the  report  of  the  General  Secretary, 
Dr.  Howard  Greenwalt,  “The  year 
1967-68  is,  I  am  sure,  the  final  year 
in  an  era.” 

Dr.  Webb  Garrison,  pastor  of  Cen¬ 
tral  Methodist  Church,  Evansville,  Ind., 
has  been  selected  to  write  this  history. 

In  other  actions  at  the  meeting,  the 
commission  approved  a  new  allocation 
of  funds  received  in  the  One  Great 
Hour  of  Sharing  offering,  urged  that 
an  appropriate  emblem  be  developed 
for  the  new  United  Methodist  Church 
and  voted  to  promote  three  members 
of  its  editorial  staff. 

In  a  report  presented  by  Bishop  W. 
Ralph  Ward  of  Syracuse,  N.Y.,  faith 
in  The  Advance,  the  church’s  program 
of  “second  mile”  benevolence  support 
was  reaffirmed  and  given  a  somewhat 
broadened  emphasis.  The  expanded 
emphasis  will  come  at  the  point  of 
broadly  designated  or  undesignated 
gifts  so  that  the  agency  receiving  them 
can  utilize  them  where  the  need  is 
the  greatest. 

Bishop  Ward,  in  presenting  the  re¬ 
port  of  the  Advance  policy  study  com¬ 
mittee,  said:  “Advance  Specials  are  a 
significant  bit  of  history  of  the  two 


DAILY  BIBLE  READING  j 

Below  Is  a 

schedule  for  the 

Daily  Bible  Reading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a 

regular  guide  for 

use  in  your  homes. 

July.  30— Sun. 

I  Peter  2:1-10  ! 

July  21 

1  Peter  2:11-25 

Aug.  1 

Job  23:1-17 

Aug.  2 

Psalms  94:1-23  j 

Aug.  3 

Proverbs  3:1-12 

Aug.  4 

Isaiah  1:1-20 

Aug.  5 

Isaiah  40:18-31 

Aug.  6— Sun. 

Matthew  17:1-13 

Bishop  Corson  sees 
Pope  as  spokesman 
for  united  church 

PHILADELPHIA  (RNS)  —  Meth¬ 
odist  Bishop  Fred  Pierce  Corson  of 
Philadelphia  described  a  unified 
church  as  “a  common  association  of 
Christians  who  will  accord  one  an¬ 
other  recognition  and  possibly  recog¬ 
nize  the  Pope  as  a  chief  spokesman.” 

Bishop  Corson’s  remarks  were  made 
during  a  press  conference  highlighting 
his  impressions  of  a  trip  to  Vatican 
City  for  the  elevation  of  John  Cardinal 
Krol,  Archbishop  of  Philadelphia,  to 
the  College  of  Cardinals. 

The  Methodist  leader’s  call  for 
“possible  recognition”  of  the  Pope  as 
“a  chief  spokesman”  for  a  unified 
church  did  not  mention,  however,  a 
proposal  by  Episcopal  Bishop  C.  Kil¬ 
mer  Myers  of  California,  who  has 
called  for  acceptance  of  the  Pope  as 
“the  chief  pastor  of  men  and  the  chief 
spokesman  for  the  Christian  commu¬ 
nity  in  the  world.” 

Bishop  Corson  has  earlier  said  that 
“one  collossal,  monolithic  church  or¬ 
ganization”  would  not  be  “the  best 
way  to  express  our  unity.” 

“Ecumenism  is  already  a  fact  and 
its  practice  a  reality,”  he  continued. 
“No  Pope  has  received  as  many  rep¬ 
resentatives  of  all  faiths  as  has  Pope 
Paul. 

“The  Vatican  Council  has  recog¬ 
nized  the  rights  of  all  people  to  worship 
according  to  their  own  conscience,  and 
also  the  validity  of  Christian  baptism. 
We  are  worshipping  together  increas¬ 
ingly,  exchanging  seminary  professors, 
and  the  next  step  may  be  some  recog¬ 
nition  to  the  Protestant  orders  of  min¬ 
istry.” 

He  also  said  “one  great  church”  is 
not  only  a  matter  of  principle,  but  of 
utility  —  “a  common  association  of 
Christians  who  will  accord  one  an¬ 
other  recognition  and  possibly  recog¬ 
nize  the  Pope  as  a  chief  spokesman.” 

Bishop  Corson  predicted  more  joint 
Catholic-Protestant  statements  on  pub¬ 
lic  issues  at  the  local  level. 

t 

A  recently-formed  North  American 
Academy  of  Ecumenists  has  named 
Dr.  J.  Robert  Nelson,  professor  at 
Methodist-related  Boston  University 
School  of  Theology,  first  vice-presi¬ 
dent.  The  organization  is  composed  of 
college,  university  and  theological  sem¬ 
inary  professors  engaged  in  studies  re¬ 
lated  to  the  Christian  unity  movement 
and  dialog  of  Christian  groups  with 
other  religious  faiths. 


Please  turn  to  page  15 


LAKE  WINNIPESAUKEE,  N.  H.  —  A  speaker  at  the  first  New  England 
Ecumenical  Study  Conference  captures  the  attention  of  his  audience.  At¬ 
tending  the  week-long  conference  were  clergy,  religious  and  lay  persons 
from  the  Catholic  Church  and  from  16  Protestant  and  Orthodox  denomina¬ 
tions.  Sessions  were  held  at  Lake  Winnipesaukee,  N.  H.,  under  sponsor¬ 
ship  of  11  Catholic  dioceses,  six  state  councils  of  churches,  five  Ortho¬ 
dox  dioceses,  the  Armenian  Apostolic  Church,  New  England  Evangelistic 
Association,  and  the  National  Council  of  Churches’  Faith  and  Order  De¬ 
partment.  (RNS  Photo) 
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CHANGE  IN  BISHOP’S 
ADDRESS 

Effective  August  1,  Bishop 
Walton’s  new  office  address  will 
be  1915  American  Bank  Build¬ 
ing,  New  Orleans,  La.,  70130. 
There  will  be  no  change  in  the 
telephone  number.  The  office  is 
in  the  same  building  but  will  be 
two  floors  higher  than  before. 
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Greenwell  Springs 

ficient  to  meet  the  spiritual  needs  of 
all.  To  further  this  idea,  the  chaplains 
of  the  various  faiths  met  with  Dr. 
Dwight  Danburg,  superintendent  of  the 
hospital,  and  with  legal  counsel  to  look 
into  the  possibility  for  an  Interfaith 
Chapel. 

With  an  immediate  pledge  of  one- 
half  the  cost  by  the  Catholic  Diocese 
of  Baton  Rouge,  enthusiasm  from  all 
ran  high.  By  the  end  of  several  more 
meetings,  the  total  cost  of  the  building 
was  seen  to  be  feasible,  the  group  had 
become  incorporated,  architectural 
plans  had  been  approved,  and  each  de¬ 
nomination  had  begun  plans  to  deter¬ 
mine  how  its  share  was  to  be  raised. 

Based  on  size  of  patient  enrollment, 
the  figure  of  $8,500  was  used  as  the 
goal  for  Louisiana  Methodists.  After 
appearing  before  the  Board  of  Hos¬ 
pitals  and  Homes,  and  the  Commission 
on  Stewardship  and  Finance,  the  Rev. 
Marvin  McFarland,  one  of  the  Meth¬ 
odist  Chaplains  serving  the  hospital, 
received  permission  to  appear  before 
the  Annual  Conference  to  present  the 
matter.  Overwhelming  approval  was 
given. 

Around  the  middle  of  August,  the 
minister  of  each  local  church  will  re¬ 
ceive  a  letter  concerning  the  special 
offering,  as  well  as  brochures  show¬ 
ing  the  floor  plan  and  exterior  view 
of  the  proposed  chapel.  The  suggested 
date  for  the  special  offering  is  the 
First  Sunday  in  September,  possibly 
using  the  communion  offering  on  that 
day— or  one  near  it. 

According  to  Mr.  McFarland,  the 
average  hospitalization  period  for  the 
tubercular  patient  is  from  10  to  12 
months.  It  is  especially  during  this  pe¬ 
riod  that  the  church  has  the  opportun¬ 
ity  to  minister  to  its  people  who  dis¬ 
cover  themselves  confined,  lonely, 
bored  and  anxious. 

For  years.  The  Methodist  Church 
has  ministered  to  these  patients 
through  Golden  Cross  Chaplains.  But 
now,  their  ministry  can  be  enhanced 
with  physical  facilities.  However,  this 
cannot  become  a  reality  unless  yon  con¬ 
tribute  through  the  special  offering  day 
at  your  church,  or  send  your  contribu¬ 
tions  directly  to  the  Chapel  Fund, 
Greenwell  Springs  Hospital,  Greenwell 
Springs,  La.  70739. 

t 
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Pastor’s  School 

Union  in  1966,  under  the  auspices  of 
the  Appeal  to  Conscience  Foundation. 
He  has  written  many  books  and  ar¬ 
ticles  including,  “The  Quest  for  Re¬ 
ligious  Certainty”;  “On  Final  Ground” 
and  “The  Mind  of  Christ.”  Dr.  Bosley 
has  also  appeared  on  many  radio  and 


Special  Emphasis  in  Christian  Education 
and  Evangelism 

"NEW  LIFE  IN  THE  CHURCH" 


INTRODUCTION 

A  Special  Emphasis  in  Christian  Education  was  presented  at  the  1967 
session  of  our  Louisiana  Annual  Conference.  It  is  a  joint  venture  of  the 
Conference  Board  of  Education  and  Evangelism.  Endorsed  by  Bishop  Aubrey 
G.  Walton  and  approved  by  vote  of  the  Conference,  the  plan  was  given  over 
to  a  special  Committee,  with  the  Reverend  Edward  R.  Haugh  as  Chairman. 
Other  members  of  the  Committee  are  as  follows:  Dr.  J.  Henry  Bowdon,  Sr., 
Rev.  Earl  B.  Emmerich,  Rev.  John  F.  Kilpatrick,  Rev.  Merlin  W.  Merrill’,  Dr! 
Ben  R..  Oliphint,  Rev.  K.  G.  Rorie  and  Dr.  Bentley  Sloane.  This  Committee 
was  directed  to  inform  and  direct  pastors  and  local  church  chairmen  in  the 
program. 

Of  serious  concern  is  our  decline  in  church  school  enrollment  and  attend¬ 
ance.  This  is  also  reflected  in  our  church  membefship  and  worship. 

It  is  strongly  suggested  that  each  pastor  begin  by  having  his  local  church 
Commission  on  Education  and  Commission  on  Evangelism  called  together 
in  a  joint  meeting  in  July  or  August,  to  set  in  motion  Phase  I  of  this  program 
called  New  Life  In  The  Church.’’  Phase  I  is  an  analysis  of  our  local  church 
rolls  and  records. 

This  program  is  not  to  be  thought  of  as  a  substitute  for  the  general 
programs  of  the  Boards  of  Education  and  Evangelism,  but  as  supportive  of  both.- 

PHASE  I 

I.  Introducing  the  program  in  the  local  church. 

A.  Program  is  a  responsibility  of  the  local  church  Commissions  on 
Education  and  Evangelism. 

1.  Suggest  a  joint  meeting 

2.  Suggest  other  church  leaders,  as  deemed  desirable,  be  invited 
to  share  planning  at  the  local  level 

II.  Specific  procedures  or  studies  to  be  made. 

A.  Check  church  membership  rolls  against  the  church  school  membership 
rolls  and  church  school  rolls  against  the  church  membership  rolls. 

1.  List  church  members  not  related  to  church  school  roll 

a.  Form  a  church  school  prospect  list 

2.  List  church  school  members  not  related  to  church  roll 

a.  Form  a  church  membership  prospect  list 

B.  Make  a  study  of  Prospect  Lists. 

1.  Gather  information  on  each  person 

a.  Name 

b.  Address,  home 

c.  Address,  business 

d.  Telephone  number 

e.  Marital  status 

f.  Name  and  age  of  children  at  home 

g.  Name  of  parents  for  children 

h.  Use  this  information  to  discover  further  prospects 

2.  Prospect  categories  (Divide  rolls  in  the  following  manner). 

a.  Resident  prospects 

b.  Non-resident  prospects 

c.  Shut-ins  or  home-bound  prospects 

d.  Shift  workers  or  those  required  to  work  Sundays 

e.  Service  personnel 

f.  College  student  away  from  home 

3.  Divide  prospect  list  by  Divisions  (and  give  percentage  of  each) 

a.  Children’s  Division 

b.  Youth  Division 

c.  Adult  Division 

C.  List  ways  local  church  school  and  church  membership  records  may 
be  improved. 

1.  Church  Membership  Roll  Book 

2.  General  Church  School  records 

3.  Class  records 

a.  Names 

b.  Addresses 

c.  Recording  of  attendance 

d.  Children’s  Division  Classes 

1.  Are  parents  names  listed  by  names  of  children 

D.  Attendance  and  participation  analysis  of  present  rolls 
(Avoid  guessing). 

1.  Determine  average  attendance  in  relation  to  total  enrollment 

2.  Determine  average  percentage  attendance  of  church  school 
members  in  worship  services 

3.  List  church  school  members  who  in  past  six  months  have: 

a.  Attended  90 %  of  the  time  or  better 

b.  Attended  less  than  50%  of  the  time 

Phase  I  should  be  completed  by  October  1,  1967. 

Information  on  Phase  II  and  other  phases  to  follow  will  be  mailed  to  pastors 
and  Commission  Chairmen  around  September  1.  These  phases  will  deal  with 
such  matters  as  organization  for  attendance  promotion,  assimilation  of  new 
members,  and  recommendations  for  long  range  attendance  planning  and  work. 


Donald  Tyler 
to  assume 
new  post 


Donald  Edwin  Tyler,  active  mem- 
berof  Jonesboro  Method i  st  Church, 
during  his  youth,  will  join  the 
staff  of  White  Rock  Methodist 
Church,  Dallas,  Tex.,  next  month, 
as  director  of  the  Ministry  of 
Music.  Mr.  Tyler,  son  of  Mr.  and 
Mrs.  Clyde  Tyler  of  Jonesboro, 
received  his  Bachelor  of  Music 
degree  from  Centenary  College 
in  1961,  Master  of  Sacred  Music 
and  Master  of  Music  degrees 
from  SMU  in  1963  and  1964.  He 
is  now  Professor  of  Music  at 
Polk  Junior  College,  Bartow, 
Fla.,  and  is  a  certified  Director 
of  Music  by  the  General  Board  of 
Education  of  the  Methodist 
Church,  and  a  Licensed  Local 
Preacher.  Mr.  Tyler’s  wife, 
Doris,  is  the  daughter  of  Mrs. 
J.  V.  Selph  and  the  late  J.  V. 
Selph  of  Lakeland,  Fla.,  and 
holds  a  Bachelor  of  Music  De¬ 
gree  from  SMU. 


television  programs  on  the  NBC,  CBS 
and  ABC  networks. 

Dr.  Trotter  is  Dean  and  Associate 
Professor  of  Religion  and  the  Arts  at 
Southern  California  School  of  Theol¬ 
ogy  at  Claremont.  •  He  has  a  Ph.  D. 
from  Boston  University,  and  A.B.  from 
Occidental  College  and  S.T.B.  from 
Boston  University  School  of  Theology. 
He  has  served  several  pastorates  in 
the  Southern  Califomia-Arizona  Con¬ 
ference  of  the  Methodist  Church.  While 

attending  Boston  University,  he  was 
Executive  Secretary  of  the  Boston  Uni¬ 
versity  Student  Christian  Association. 
In  1956  he  was  appointed  founding 
pastor  of  the  Claremont  (Calif.)  Meth¬ 
odist  Church,  where  he  led  the  church 
in  its  first  building  program,  and  re¬ 
ceived  300  members  into  the  church 
before  being  appointed  to  the  faculty 
of  the  School  of  Theology  in  1959. 
In  July  1962  he  was  a  delegate  and 
lecturer  at  the  Oxford  Methodist  The¬ 
ological  Institute  in  England.  He  is 
a  Kent  Fellow  of  the  Society  for  Re¬ 
ligion  in  Higher  Education  and  a 
Dempster  Fellow  of  the  National  Board 
of  Education  in  the  Methodist  Church. 
He  has  lectured  in  colleges  and  Pas¬ 
tors’  Schools  and  is  author  of  numer¬ 
ous  articles  and  reviews  in  the  re¬ 
ligious  press. 
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E  W  S 
OTES 

MUNHOLLAND  CHURCH,  Met¬ 
airie,  had  guest  speakers  at  both  morn¬ 
ing  services,  July  16.  At  the  early  ser¬ 
vice  the  Rev.  Gilbert  Wade,  Jr.,  form¬ 
er  member  who  is  now  associate  pas¬ 
tor  of  First  Methodist,  Alexandria, 
brought  the  message.  Henry  Sibthorpe, 
president  of  Gideon’s  International  for 
the  British  Isles,  spoke  at  the  later 
service.  Dr.  A.  W.  Townsend,  Jr.,  pas¬ 
tor,  preached  at  the  evening  worship. 

DR.  W.  F.  PLEDGER,  professor  of 
sociology  at  Centenary  College, 
brought  the  sermons  during  the  two 
morning  services  in  Broadmoor 
Church,  Shreveport,  July  9.  Presiding 
were  Dudley  V.  Snow  and  the  Rev, 
James  L.  Beasley.  The  pastor,  the  Rev. 
Robert  Crichlow,  and  wife  were  at¬ 
tending  the  ministers  and  wives  confer¬ 
ence  at  Lake  Junaluska,  North  Car¬ 
olina. 

MRS.  SAM  DUNBAR  gave  a  travelog 
on  Africa  in  First  Church,  New  Or¬ 
leans,  on  Sunday  evening,  July  9.  Slides 
she  used  were  made  on  her  trip  with 
Louise  Eggleston  a  year  ago. 

FIRST  CHURCH,  NATCHITOCHES, 
received  $1,353  from  the  will  of  the 
late  Mrs.  C.  C.  Hayden.  Dr.  Jolly  B. 
Harper  is  the  pastor. 

THE  LAKE  CHARLES  DISTRICT 
lay  activities  group,  called  “The  Meth¬ 
odists,”  recently  completed  another 
week  of  visitations  and  revival  in  the 
Wesley  Church  in  DeRidder.  Speakers 
were  Donnis  Hines  of  DeQuincy  and 
Eloi  Primeaux  of  Hayes.  Eight  other 
laymen  from  the  southern  part  of  the 
sub-district  assisted  in  the  visitation 
witnessing.  Hubert  Blanchard  of  Sul¬ 
phur  is  president  of  the  group.  The 
Rev.  Arby  W.  Coody  is  pastor  of  Wes¬ 
ley  Church. 

JEFFERSON  CHURCH  of  BATON 
Rouge  will  hold  the  annual  all-church 
picnic  on  Sunday,  July  30.  Methodist 
Men  are  to  be  in  charge  of  activities 
at  Camp  Istrouma.  The  Rev.  Robert 
H.  Windsor  is  pastor. 

CHAPLAIN  (MAJOR)  CHARLES 
PITTMAN  of  Fort  Polk  brought  the 
sermon,  July  16,  in  the  Leesville  First 
Church  while  the  Rev.  and  Mrs.  James 
Christie  were  attending  a  meeting  at 
Lake  Junaluska,  North  Carolina.  Chap¬ 
lain  Pittman  is  a  graduate  of  Chandler 
School  of  Theology,  Emory  University, 
Atlanta,  and  is  a  member  of  the  Ala¬ 
bama-West  Florida  Annual  Confer¬ 
ence.  He  was  introduced  by  the  chair¬ 
man  of  the  Commission  on  Worship, 
Col.  James  D.  Anders. 

THE  CHATHAM  CHURCH  had 
three  guest  speakers  while  the  pastor, 
the  Rev.  Calvin  Lapuyade,  was  on 
vacation.  Guest  preachers  were  the 
Rev.  Paul  Durbin,  the  Rev.  J.  T.  Gar¬ 
rett,  and  the  Rev.  Rod  Taylor,  of  the 
Antioch,  Center  Point,  and  Eros 
Churches.  Lay  leader  Porter  Dowling 
assisted  in  the  services. 


ROBERT  HARPER  WAS  ELECTED 
chairman  of’the  Official  Board  of  Dav¬ 
id  Haas  Memorial  Church  in  Bunkie 
at  the  June  meeting.  Byrns  Eves  will 
be  vice-chairman,  and  Elizabeth  Ran- 
dol,  secretary.  Mrs.  G.  A.  Jones,  chair¬ 
man  of  the  parsonage  committee,  will 
have  Mrs.  Gertrude  Hall  and  Mrs. 
Eskel  L.  Tatum,  pastor’s  wife,  serving 
with  her. 


THE  REV  A.  G.  TAYLOR,  pastor 
of  the  Haynesville  First  Church,  was 
the  revival  preacher  at  the  summer  re¬ 
vival  for  the  Harmony  Chapel-Lisbon- 
Arizona  Charge,  of  which  the  Rev.  C. 
Ed  Henkel  is  pastor.  Musicians  assist¬ 
ing  were  Mrs.  Frank  Herren,  Mrs.  Lar¬ 
ry  Allen,  and  Sheila  Barham. 

THE  FIRST  METHODIST  CHURCH 
OF  PINEVILLE  and  the  First  Meth¬ 
odist  Church  of  Alexandria  will  co¬ 
sponsor  a  retreat  for  the  patients  of 
Central  Hospital.  The  ladies’  retreat 
will  be  held  August  14-18  and  thfi 
men  will  meet  August  26-30.  Each 
retreat  will  accommodate  about  21 
patients. 


Miss  Elizabeth  Hudson,  a  social 
worker  at  the  Methodist  Home  Hospital 
in  New  Orleans,  is  shown  cutting  a 
cake  at  a  party  given  for  her  at  the 
Home  by  the  staff  and  girls  honoring 
her  forthcoming  wedding  on  September 
2  to  Dr.  Lon-Wyatt  Me  Anally,  Jr. 


Dr.  B.  A.  Galloway  (right),  pastor 
of  Rayne  Memorial  Church  in  New  Or¬ 
leans  was  evangelist,  and  Ralph  New¬ 
ell  (left),  music  director  of  Ingleside 
Methodist  in  Baton  Rouge,  was  the 
singer  at  revival  services  held  at  the 
Rayville  Methodist  Church.  The  Rev. 
A.  A.  McKnight,  pastor,  is  pictured 
with  them. 


CROWLEY  FIRST  CHURCH  mem¬ 
bers  heard  two  guest  speakers  on  Sun¬ 
day,  July  16.  The  Rev.  Wayne  Smith, 
campus  minister  at  Southwestern  Lou¬ 
isiana,  Lafayette,  preached  at  the 
morning  service.  Walt  Dunbar,  a  candi¬ 
date  for  the  Methodist  ministry,  gave 
his  first  sermon  at  the  evening  hour. 
The  Rev.  W.  D.  Boddie  is  pastor. 

DELHI  METHODIST  MEN  heard 
Terry  Hicks,  a  missionary  to  Nigeria, 
give  a  slide-lecture  at  their  J  uly  1 7 
meeting.  Mr.  Hicks  is  a  graduate  of 
Delhi  High  School.  Ladies  were  guests 
at  the  supper-meeting.  Jimmy  Hopson 
is  president  of  the  men’s  group.  The 
Rev.  Ted  T.  Howes  is  pastor. 

MANGUM  MEMORIAL  members 
have  just  completed  a  series  on  “How 
Adults  Learn”  led  by  Dr.  and  Mrs. 
Earl  McKenzie  during  the  Sunday  eve¬ 
ning  fellowship.  A  new  series  started 
on  July  16  directed  by  Stan  Powell, 
principal  of  Captain  Shreve  High 
School  and  Joe  Langdon,  assistant 
principal  at  Northwood  High  School. 
Their  subject  is  “Helping  Youth  in  a 
Troubled  World.”  The  Rev.  Ralph 
Cain,  pastor,  is  back  at  work  following 
surgery  and  recuperation. 

NEW  DIRECTOR  OF 

PRINTED  RESOURCES  FOR 
DIVISION  OF  LOCAL  CHURCH 

NASHVILLE,  Tenn.  —  The  Rev. 
James  E.  Alexander  has  come  from 
Claremont,  Calif.,  to  be  director  of 
printed  resources  for  the  Division  of 
the  Local  Church  of  the  Methodist 
General  Board  of  Education  here. 

Mr.  Alexander  has  been  complet¬ 
ing  studies  for  a  doctor  of  philosophy 
degree  at  the  Claremont  Graduate 
School  and  is  now  writing  his  dis¬ 
sertation  for  the  degree. 


GOLDEN  AGERS  REORGANIZE 

The  Golden  Age  Club  was  reorgan¬ 
ized  at  Mangum  under  the  guidance 
of  the  Commission  on  Social  Con¬ 
cerns.  Mr.  Stan  Powell  is  chairman  of 
the  Commission. 

The  Club  meets  once  a  month  for 
a  covered  dish  luncheon.  After  singing 
songs  and  having  a  devotional,  the 
program  committee  has  provided  many 
and  varied  programs.  The  average  at¬ 
tendance  has  been  40.  A  highlight  of 
each  meeting  is  the  birthday  cake  with 
candles  provided  for  the  lucky  honoree. 

The  members  enjoyed  an  outing  to 
Hodges  Gardens  recently.  Everyone 
brought  a  sack  lunch  and  they  tra¬ 
veled  to  Many  on  Mangum’s  newly 
purchased  church  bus. 

“The  “elves”  who  help  at  the  club 
meetings  are  Mrs.  Louise  Parker,  Mrs. 
Bessie  Lou  Wagner,  Mrs.  Carolyn 
Lampkins,  Mrs.  Dommie  Lawless, 
Mrs.  Mary  Lou  Owens,  Mrs.  Harriet 
Bowen,  Mrs.  Melba  Howard,  Mrs, 
Louise  Bell,  and  Mrs.  Bennie  McNeill. 


Mrs.  Jesie  Gladden,  right,  is  presi¬ 
dent  of  the  Golden  Age  Club  at  Man¬ 
gum  Church.  Pictured  with  her  is  Mrs. 
Mary  Deck,  secretary. 


Leaders  in  revival  services  at 
First  Church,  Springhill,  July  9-14, 
were,  from  left:  Bill  Mann,  song  leader 
of  Dallas;  the  Rev.  Ed  Beck,  evangel¬ 
ist  bom  Nashville,  Tenn.;  and  the  Rev. 
Loyd  Williams,  pastor. 


Group  picture  of  the  Golden  Age 
Club  at  Mangum  Memorial  Church, 
Sh  reveport. 

Staff  Changes  Announced 

NEW  YORK — Several  changes  in 
staff  personnel  have  been  announced 
by  the  Methodist  Board  of  Missions 
here. 

Dr.  Negail  Riley,  Little  Rock,  Ark., 
has  been  named  to  the  staff  of  the 
National  Division  and  assigned  to  its 
Department  of  City  Work.  The  Rev. 
Kavanaugh  A.  Loy,  a  retired  pastor 
from  Henderson,  Ky.,  has  been  ap¬ 
pointed  fund  raising  director  of  the 
Department  of  Finance  and  Field  Ser¬ 
vice  in  the  National  Division  succeed¬ 
ing  the  Rev.  Paul  N.  Otto  who  is  re¬ 
turning  to  the  parish  ministry  and  has 
been  appointed  to  the  Walden,  N.  Y. 
Methodist  Church. 

t 
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Sunday  Sc&o&l 


By:  Alfred  A.  Kno> 

LESSON  FOR  AUGUST  6:  The  True  and  Living  God 


BACKGROUND  SCRIPTURE:  Acts  17 

MEMORY  SELECTION:  The  God  who  made  the 
world  and  everything  in  it,  being  Lord  of  heaven 
and  earth,  does  not  live  in  shrines  made  by 
man,  nor  is  he  served  by  human  hands,  as 
though  he  needed  anything,  since  he  himself 
gives  to  all  men  life  and  breath  and  everything. 
(Acts  17:24-25) 

AIM  OF  THE  LESSON:  To  show  that  Christian 
evangelization  involves  more  than  the  presenta¬ 
tion  of  logical  arguments  for  the  faith;  it  also 
requires  some  experience  that  will  make  persons 
willing  to  surrender  their  old  ways. 

*  *  * 

Three  stops  on  the  second  missionary  journey 
are  highlighted  in  our  lesson  today — Thessalonica, 
Beroea  and  Athens — but  the  main  emphasis  is  on 
the  period  spent  in  Athens  and  on  Paul’s  famous, 
though  ineffective,  sermon  delivered  there  on  Mars 
Hill. 

At  Philippi  and  at  Thessalonica,  Paul  and  Silas 
had  encounters  with  Roman  law  as  it  applied  to  the 
worship  of  the  emperor.  At  Philippi  they  were 
accused  of  teaching  customs  unlawful  for  Romans 
to  observe,  but  at  Thessalonica  the  charge  was 
treason,  based  on  their  preaching  concerning  the 
messiahship  of  Jesus  and  his  expected  early  return. 
We  shall  see  that  in  Thessalonica  the  pressures  were 
applied  not  to  Paul  and  Silas  but  on  some  of  the 
leading  local  supporters  of  their  movement.  This 
should  be  seen  as  a  new  development  in  the  life 
of  the  growing  church. 

At  Athens,  Paul  was  overwhelmed  by  the  abun¬ 
dance  of  idols  and  sought  to  capitalize  on  an  ap¬ 
parent  interest  in  religion.  He  also  recognized  the  in¬ 
tellectual  level  of  the  great  Greek  city  and  tried 
to  preach  in  a  new  style  that  would  seem  to  be 
indicated  by  this  learned  atmosphere.  He  was  the 
first  to  admit  later  that  this  was  probably  the 
most  ineffective  sermon  he  ever  preached,  and  made 
a  resolution  on  his  arrival  in  Corinth,  the  next 
stop,  to  “know  nothing  among  you  save  Jesus  Christ, 
and  him  crucified.” 


before  his  old  adversaries,  the  Jewish  hundred- 
percenters,  began  to  hound  him  as  a  subversive. 
Those  who  had  caused  him  grief  in  Antioch,  Iconium 
and  Lystra  now  found  him  in  another  city.  Here 
they  plotted  the  arrest,  not  of  Paul  and  his  com¬ 
panion,  but  of  Jason,  his  host  and  some  of  the 
new  converts.  Here  they  raised  a  new  cry  about 
the  church  -they  accused  them  of  civil  disobedience 
— saying,  “These  men  who  have  turned  the  world 
upside  down  have  come  here  also,  and  Jason  has 
received  them;  and  they  are  all  acting  against  the 
decrees  of  Caesar,  saying  that  there  is  another  king, 
Jesus.”  (17:6-7) 

*  *  * 

ON  TO  ATHENS 

From  Thessalonica,  the  missionaries  went  to 
Beroea  for  a  short  stay.  Here  the  Jews  gave  their 
preaching  -a  careful  hearing  and  carefully  searched 
the  Scriptures  to  see  if  there  was  any  place  in  then- 
faith  for  a  “suffering  Messiah.”  Here  again,  Paul’s 
success  would  have  been  large  had  not  smaller, 
prejudiced  minds  intervened  to  upset  the  receptive 
minds.  So  Paul  left  another  city  in  an  uproar,  but 
not  until  he  had  planted  the  seeds  of  another  church. 
Some  of  the  loyal  friends  he  made  in  Beroea  saw 
him  safely  out  of  town  and  safely  deposited  in 
Athens,  where  he  would  be  secure  from  Jewish 
hostility. 

Paul  was  alone  in  Athens  with  an  abundant 
opportunity  to  inspect  this  famous  intellectual  and 
cultural  center.  His  reactions  reveal  a  basic  differ¬ 
ence  in  the  outlook  of  Jews  and  Greeks.  The  Jews 
thought  of  God  as  a  spiritual  being  who  inhabits 
the  universe  and  cannot  be  contained  in  temples 
made  with  hands  (v.  24).  Furthermore,  he  cannot 
be  represented  by  objects  of  wood  or  stone.  When, 
therefore,  Paul  entered  Athens  and  found  the  city 
full  of  sculptured  figures  representing  both  gods 
and  men,  he  was  grieved  and  exasperated,  (v.  16) 

Pausanias  says  that  there  were  more  gods  in 
Athens  than  in  all  the  rest  of  the  country,  and 
Petronius  declares  that  it  was  easier  to  find  a  God 
in  Athens  than  a  man.”  It  is  not  strange,  therefore, 
that  Paul’s  spirit  was  provoked  within  him  as  he 
looked  about  him. 


THE  WORK  IN  THESSALONICA 

In  a  very  striking  way  we  find  that  the  work 
in  Thessalonica  can  be  understood  only  if  we  read 
Paul’s  letters  to  that  church  along  with  the  account 
in  Acts.  Dr.  Edward  P.  Blair  points  this  out  (A 
Study  of  the  Book  of  Acts):  “According  to  Acts  the 
ministry  at  Thessalonica  lasted  only  a  couple  of 
weeks  (v.  2),  but  judging  by  I  Thessalonians  2  and 
Philippians  4:16  the  missionaries  must  have  been 
there  several  months.  .  .  .  Christian  leaders  should 
read  and  reread  Paul’s  account  of  his  ministry  at 
Thessalonica  (I  Thess.  2).  It  was  a  courageous, 
uncompromising,  self-giving,  self-supporting,  blame¬ 
less  ministry.  It  is  small  wonder  that  the  Thessalon¬ 
ians’  conversion  was  so  genuine  and  thoroughgoing.” 

This  city,  known  today  as  Saloniki,  was  the 
capital  of  the  province  of  Macedonia  and  the  seat 
of  Roman  administration.  It  was  an  important  link 
in  the  great  military  road  which  bound  Rome  to 
her  eastern  territories.  Acts  17:2-3  suggests  that 
Paul  drew  converts  from  three  classes:  from 
the  Jews — probably  the  more  open-minded  of  his 
countrymen,  who  were  hangers-on  at  the  synagogue; 
from  the  “devout  Greeks” — who  must  have  com¬ 
prised  the  main  group;  and  “leading  women”  — 
probably  well-to-do  women  of  the  upper  classes 
who  showed  interest  in  religion. 

Paul  had  not  preached  long  at  Thessalonica 


PAUL’S  ATTACK  ON  IDOLATRY 

Dr.  A.  C.  McGiffert  (The  Apostolic  Age)  says: 
“With  his  native  Jewish  prejudice  against  the  plastic 
art  in  all  its  forms,  Paul  could  see  in  the  marvelous 
works  of  art  that  adorned  not  the  Acropolis  alone, 
but  all  the  streets  and  squares  of  the  city,  nothing 
of  loveliness  or  of  charm.  To  him  the  fairest  statues 
were  only  idols,  and  the  most  beautiful  temples 
only  the  dwelling-places  of  false  gods.” 

The  Athenians  were  so  fearful  in  their  search 
for  gods  that  they  might  overlook  one  and  so  Paul 
reported  that  they  had  erected  an  altar  with  an 
inscription  “to  an  unknown  god.”  (v.  23)  There 
are  some  interpretations  that  would  have  us  be¬ 
lieve  that  this  was  an  evidence  of  a  hidden  desire 
to  worship  one  God.  However,  most  of  the  author¬ 
ities  we  have  consulted  are  of  the  opinion  that  this 
was  an  “omnibus”  idol  to  take  care  of  the  gods 
that  might  feel  insulted  if  they  were  overlooked. 

Dr.  Holmes  Rolston  (The  Social  Message  of 
the  Apostle  Paul)  comments  on  Paul’s  championing 
of  the  doctrine  of  monotheism,  “The  relevance  of 
this  faith  of  Paul  in  the  midst  of  the  modern  world 
is  understood  when  we  realize  that  the  most  amaz¬ 
ing  phenomenon  of  modern  times  is  the  breakdown 
of  monotheism  and  the  return  to  the  ancient  con¬ 
ception  of  tribal  gods  who  are  assumed  to  be  iden¬ 
tical  with  the  peculiar  interest  of  their  worshippers.” 
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What  is  your  reaction  to  this  idea?  Do  you  feel 
we  have  made  many  gods  in  the  images  of  our 
particular  interests? 

*  *  * 

PAUL’S  SERMON  TO  THE  INTELLECTUALS 

Paul  was  a  brilliant  preacher,  although  his  ser¬ 
mon  in  Athens  seemed  to  have  produced  no  earth- 
shaking  effects.  However,  he  did  use  the  effective 
sermon  device  of  beginning  with  something  that  he 
had  recently  observed.  He  said,  “Men  of  Athens, 
I  perceive  that  in  every  way  you  are  very  religious.” 
(v.  22)  The  Athenians  were  widely  famed  for  the 
multitude  of  deities  whom  they  worshipped,  and 
for  their  hospitality  toward  new  gods  and  new 
faiths.  They  were  proud  of  their  reputation  in  this 
regard  so  they  were  prepared  to  listen  to  any¬ 
thing  he  had  to  say. 

Dr.  McGiffert  says  of  the  Athenians,  “Since  the 
time  they  had  lost  their  political  independence,  their 
interest  had  centered  increasingly  in  philosophical 
and  religious  questions,  and  they  devoted  the  great¬ 
er  part  of  their  time  and  energy  to  the  discussion  of 
such  themes.”  However,  he  also  says,  “there  was 
nothing  Paul  could  have  said,  that  was  calculated 
to  persuade  an  Athenian  audience  and  convert  them 
to  the  Christian  faith.”  Yes,  his  audience  would 
give  him  a  hearing,  but  their  interest  in  his  preaching 
was  due  solely  to  curiosity  and  had  no  practical 
purpose,  and  his  appeal  to  them  to  repent  in  view 
of  the  impending  judgment  seemed  to  them  nothing 
less  than  absurd. 

Paul  must  have  realized  that  his  sermon  at 

Athens  was  ineffective,  because  he  said  at  Corinth 
— his  next  stop — “I  am  resolved  to  know  nothing 
among  you  except  Jesus  Christ  and  him  crucified.” 
(I  Cor.  2.2) 

*  *  * 

FEW  ARE  EXPLAINED  INTO  CHRISTIANITY 

Many  have  raised  the  question  as  to  whether 
Paul  would  have  been  more  effective  at  Athens  if 
he  had  been  less  intellectual  in  his  approach.  This 
is  a  hard  question  to  answer  and  we  must  face 
the  fact  that  Paul  was  addressing  his  message  to 

the  level  of  his  listeners.  However,  we  should  give 

serious  consideration  to  something  Dr.  Theodore 
Ferris  says  in  The  Interpreter’s  Bible:  “Not  many 
so-called  intellectuals  are  explained  into  Christian¬ 
ity.  That  is  to  say,  they  are  not  converted  often 
by  intellectual  arguments.  They  are  more  likely  to 
be  converted  by  an  experience  in  which  their  moral 
consciousness  has  been  shocked  or  their  spiritual 
awareness  has  been  awakened.” 

Then  he  continues  in  a  sentence  that  seems 
to  us  to  be  very  pertinent:  “The  intellectuals  of 
our  own  day  are  far  more  likely  to  be  converted 
by  a  church  that  does  something  sacrificial  than 
by  a  church  that  thinks  something  acceptable  and 
plausible.” 

*  *  * 

COMMUNICATING  THE  GOSPEL 
TO  OUR  DAY 

Let  us  hasten  to  point  out  that  what  we  have 
just  said  does  not  justify  our  blindness  to  the  needs 
to  use  more  intelligence  in  presenting  the  message 
of  Jesus  to  our  own  day.  There  seems  to  be  no 
doubt  that  we  have  lost  touch  with  great  portions 
of  the  population  and  we  need  to  be  as  wise  as 
Paul  in  finding  our  leads  and  our  vocabulary  in 
witnessing  to  the  eternal  truths  of  the  gospel  of 
Christ. 

It  is  not  likely  that  the  church  will  make  any 
great  advance  in  our  day  until  it  has  translated 
its  message  into  language  that  is  understood  in 
the  twentieth  century.  When  we  do  this  we  will  not 
be  appeasing  the  intellectuals  or  curtailing  the  power 
of  the  gospel.  What  we  will  be  doing  is  following 
the  example  set  by  Paul,  and  also  of  Jesus  who, 
when  he  spoke  to  the  people  about  the  great  realities 
of  the  Kingdom  of  God,  said  it  was  like  a  farmer 
sowing  seed,  like  a  shepherd,  like  a  father,  like 
a  woman  who  had  lost  a  coin. 

Both  of  these  master  teachers  took  the  old  ves¬ 
sels  and  filled  them  with  new  wine.  Occasionally, 
as  Jesus  himself  said,  the  wine  was  too  strong  and 
the  vessels  broke,  but  temporarily,  at  least  they 
had  served  their  purpose.  There  is  a  great  mass 
of  so-called  intellectuals  today  who  are  not  being 
reached  by  conventional  methods.  We  must  give 
consideration  to  evangelizing  them,  and  to  do  so 
we  must  find  the  words  and  the  methods  that  will 
be  effective. 
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British  Methodists  have  overwhelmingly  defeated  at¬ 
tempts  to  delay  further  talks  on  unity  with  the 
Church  of  England  and  cleared  the  way  for  a 
definitive  vote  on  merger  proposals  at  next  year’s 
conference  in  London.  The  main  attack  on  the  unity 
proposals  came  in  a  resolution  which  stated  that 
the  church  membership  should  be  asked  once  again 
whether  it  was  in  favor  of  union  with  Anglicans. 

The  resolution  was  introduced  by  the  Rev. 
Thomas  Bevan  of  Southampton  who  said,  “I 
would  not  mind  Methodism’s  dying  if  it  was 
for  the  well-being  of  the  church,  but  I  object 
to  Methodism’s  being  murdered,  and  that’s 
what’s  going  to  happen.” 


The  Rev.  Joseph  H.  Evans,  pastor  of  the 
Church  of  the  Good  Shepherd  in  Chicago,  is 
the  first  Negro  to  be  elected  to  one  of  the  two 
top-salaried  jobs  in  the  United  Church  of  Christ. 

He  was  elected  secretary  of  the  denomination 
at  its  Sixth  General  Synod  meeting  in  Cin¬ 
cinnati. 

Race  relations  in  Britain,  where  Negro  immigration 
continues  to  grow,  constitute  a  “serious  concern” 
of  the  Church  of  England’s  Board  for  Social  Re¬ 
sponsibility.  In  a  report  it  said  it  would  be  “tragic” 
if  children  born  of  immigrants  in  Britain,  and  who 
therefore  become  British  citizens,  encountered  the 
same  kind  of  difficulties  as  their  parents. 


A  recent  debate  in  the  UN  General  Assembly  on 
the  status  of  Jerusalem  developed  into  an  Arab- 
Israeli  battle  over  the  origins  and  influences  of 
Judaism,  Christianity  and  Islam.  The  protracted 
argument  was  filled  with  recrimination  and  charges 
of  religious  bigotry. 

The  figures  of  Christ,  Abraham  and  various 
saints  and  holy  men  of  the  Middle  East  were 
invoked  in  support  of  the  diametrically  opposed 
claims.  Ambassador  George  Tomeh  of  Syria, 
who  called  himself  a  “Christian  Arab,”  argued 
that  Jerusalem  had  a  special  meaning  for  Islam, 
adding  that  Abraham  “was  neither  a  Jew,  nor 
a  Nazarene,  but  a  true  Moslem  believer.” 


The  problems  of  peace,  increasing  population,  hun¬ 
ger,  the  involvement  of  the  churches  in  social  change 
and  interchurch  relations  will  be  among  the  major 
topics  during  the  1 1-day  meeting  of  the  Central 
Committee  of  the  World  Council  of  Churches  be¬ 
ginning  Aug.  15  in  Heraklion,  Crete.  The  Central 
Committee  is  composed  of  100  representatives  from 
member  bodies  and  is  the  policy  making  agency 
of  the  Council. 

Parishes  without  churches  are  provided  for  in  a 
revolutionary  measure  which  passed  its  final 
revision  stage  at  the  recent  Anglican  Church 
Assembly  in  London  and  will  ultimately  be 
written  into  law.  The  measure  will  also  end 
the  hitherto  inviolable  “parson’s  freehold,”  un¬ 
der  which  a  clergyman  might,  in  effect,  hold  his 
post  for  life.  The  measure  also  provides  for 
group  and  team  ministries  and  a  new  system 
of  dealing  with  “redundant  churches.” 

Lutheran  and  Roman  Catholic  scholars  will  par¬ 
ticipate  in  theological  discussions  in  14  American 
cities  during  the  1967-68  academic  year  as  part 
of  the  observance  of  the  450th  anniversary  of  the 
Reformation.  Announcement  of  the  dialogues  was 
made  in  Washington  by  Dr.  Malvin  H.  Lundeen, 
secretary  of  the  Lutheran  Church  in  America,  and 
Bishop  John  J.  Carberry  of  Columbus,  O.,  chair¬ 
man  of  the  Catholic  Bishops’  Committee  for  Ecu¬ 
menical  and  Interreligious  Affairs. 

St.  Martin’s  Anglican  Church,  thought  to  stand 
on  the  site  in  Canterbury  of  the  earliest  Chris¬ 
tian  church  in  England  and  reputed  to  be  the 
nation’s  oldest  parish  church  standing  today, 
is  the  latest  victim  of  vandalism.  They  did  not 
steal  valuable  lead  from  the  roof,  as  has  been 
done  in  many  other  churches,  but  they  set  fire 
to  and  destroyed  a  churchyard  shed. 


DUBUQUE,  Iowa - Tax  exemptions  for  property 

owned  by  religious  groups  has  become  a  subject  of 
increasing  concern  to  church  and  government  offi¬ 
cials.  This  aerial  photo,  for  example,  shows  where 
tax-exempt  church  properties  are  located  in  Dubuque, 
Iowa.  City  limits  are  defined  by  dotted  lines.  Tax- 
exempt  holdings  are  indicated  by  the  solid  white 
areas  and  include  colleges,  seminaries,  cemetaries 
and  so  on.  Individual  churches  are  marked  by  cros¬ 
ses.  (RNS  Photo) 


The  Iowa  legislature  has  voted  to  exempt 
Iowa’s  Old  Order  Amish  from  the  state  school 
standards  law.  A  bill  passed  in  the  closing  days 
of  the  1967  session  will  permit  the  Amish  to 
send  their  children  to  private  Amish  schools 
and  to  be  taught  by  their  own  non-certified 
teachers. 

The  Lutheran  Council  in  the  U.S.A.,  established 
by  four  American  Lutheran  bodies,  must  not  be 
permitted  “to  camouflage  our  continued  separation 
or  to  dull  our  hurt  because  of  it,”  the  new  executive 
secretary  of  the  Council  told  a  convention  of  the 
Lutheran  Church — Missouri  Synod  in  New  York. 
Dr.  C.  Thomas  Spitz,  a  member  of  the  Missouri 
Synod,  was  installed  in  his  position  along  with  13 
members  representing  the  denomination  on  the 
Council  at  the  Synod’s  biennial  meeting. 


The  93rd  annual  General  Assembly  of  the  Pres¬ 
byterian  Church  in  Canada  rejected  a  motion  which 
would  have  restricted  the  ordination  of  women  as 
elders  or  ministers  to  those  who  are  unmarried. 
Currently  there  are  no  women  ministers  in  the 
church,  but  12  women  elders  have  been  elected  since 
last  year’s  Assembly  voted  to  accept  them  or  either 
elders  of  ministers. 

The  defeated  motion  held  that  “a  married  wom¬ 
an  should  not  be  put  in  a  position  where  she 
must  rule  over  her  husband  or  teach  him.” 

A  call  for  “women  s  power”  was  delivered  before 
the  Triennial  National  Meeting  of  the  United  Pres¬ 
byterian  Women  at  Purdue  University.  The  Rev. 
Peggy  A.  Way,  staff  worker  for  the  Community 
Renewal  Society  of  Chicago,  said  women  must  work 
themselves  into  positions  of  decision-making. 

Oklahoma’s  lone  seminary  for  the  training  of 
Catholic  priests  has  been  ordered  closed  by 
Bishop  Victor  J.  Reed.  Continued  dwindling 
of  enrollments  at  the  seminary,  St.  Francis  de 
Sales,  was  cited  as  the  reason  for  closure. 

An  Anglican  bishop  deported  from  South  Africa 
for  criticizing  the  government’s  apartheid  (racial 
separation)  policy  will  retain  his  position  “in  exile” 
indefinitely  although  there  “is  not  a  chance  in  the 
world”  he  will  be  allowed  to  return  to  his  diocese.” 

He  told  a  Religious  News  Service  reporter  in 
New  York:  “The  crux  of  the  deportation  is 
that  a  voice  of  Christian  conscience  has  been 
silenced.  This  says  something  to  the  whole 
Christian  Church.  My  remaining  as  bishop  in 
exile  offers  to  the  whole  Christian  community 
— regardless  of  denomination — an  opportunity 
to  bear  the  pangs  of  a  suffering  part.” 

Four  Lutheran  theologians  from  Europe  said  re¬ 
cently  in  St.  Peter,  Minn,  that  they  see  little  possi¬ 
bility  that  the  Roman  Catholic  Church  will  help 
celebrate  the  450th  anniversary  of  the  Protestant 
Reformation,  as  has  been  proposed  by  some  Cath¬ 
olic  theologians,  by  revoking  the  excommunication 
of  Martin  Luther. 

One  of  them,  Prof.  Wolfgang  Trillhaus  of  the 
University  of  Goettingen,  Germany,  noted  that 
Luther,  a  former  Catholic  priest,  had  already 
been  “rehabilitated”  by  the  Catholic  Church 
through  the  adoption  of  some  of  his  teachings 
by  the  Second  Vatican  Council. 

The  advisory  board  of  the  National  Association 
for  Pastoral  Renewal  has  issued  a  statement  “ac¬ 
cepting  fully”  Pope  Paul’s  reassertion  of  the  rule 
of  clerical  celibacy  but  announcing  that  “further 
discussion  of  the  subject”  and  “work  for  a  recon¬ 
sideration  of  the  law  on  clerical  celibacy  will  con¬ 
tinue.” 

The  Catholic  renewal  groups  said:  “While  ac¬ 
cepting  fully  the  discipline  as  it  now  stands,  it 
is  our  conviction  that  the  forum  of  debate  about 
optional  celibacy  should  continue.  The  Pope 
raises  many  questions  to  which  we  want  to 
devote  further  consideration.” 

An  open  letter  to  the  National  Conference  of  Cath¬ 
olic  Bishops  signed  by  37  priests,  laity  and  religious 
of  the  Archdiocese  of  St.  Louis  calls  on  the  bishops 
to  develop  procedures  “which  will  give  the  people 
of  the  diocese  a  consultative  voice  in  determining 
who  will  be  their  spiritual  leader.”  Joseph  Cardinal 
Ritter,  who  headed  the  diocese  for  21  years,  died 
June  10. 

Louis  Cassels,  religion  editor  of  United  Press 
International,  was  awarded  the  James  O.  Supple 
Memorial  Award  of  the  Religious  Newswriters 
Association  at  the  organization’s  19th  annual 
meeting  in  New  York.  The  award,  established 
in  honor  of  the  former  religion  editor  of  the 
Chicago  Sun,  is  granted  for  “general  excellence 
in  the  reporting  of  religious  news  in  the  secular 
press.” 


JULY  27,  1967 


PAGE  SEVEN 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 


Second  Methodist  Church’s  teen 
canteen,  called  “The  Place”  opened 
Wednesday,  June  28,  for  this  summer. 
Since  the  first  evening  had  received 
little  publicity,  a  small  number  of  par¬ 
ticipants  was  expected.  About  twenty 
persons  were  in  attendance. 

The  purpose  of  “The  Place”  is  to 
offer  a  wholesome  atmosphere  for 
recreation  to  those  persons  who  live 
near  Second  Church.  To  find  a  place 
for  recreation  which  does  not  sell 
alcoholic  beverages  is  not  a  simple 
matter.  The  response  of  the  teen  agers 
is  an  indication  of  how  badly  “The 
Place”  is  needed.  Last  year  as  many 
as  seventy  youth  were  in  attendance 
on  a  given  evening. 

Recreation  offered  is  table  tennis, 
billiards,  checkers,  chess,  dominoes, 
scrabble,  and  a  variety  of  card  games. 
Also,  plans  are  being  made  to  have  a 
reading  room,  a  record-appreciation 
room,  and  instructions  for  bridge  and 
other  games.  To  open  an  area  of 
greater  appreciation  of  the  teenagers 
to  new  forms  of  recreation  seems  an 
attainable  and  desireable  goal  of  “The 
Place.” 

Offering  more  than  recreational  op¬ 
portunities  to  the  youth  has  always 
been  regarded  as  needed.  To  do  this 
however,  is  not  an  easy  matter.  The 
youth,  who  are  largely  Roman  Cath¬ 
olic,  are  suspicious  of  any  program 
occurring  in  a  Protestant  institution. 
Any  activity  which  smacks  of  a  re¬ 
ligious  nature  finds  resistance  from  the 
youth.  To  offer  a  program  of  some 
substance  is  considered  an  opportunity, 
but  how  to  accomplish  this  goal  is 
difficult. 

As  is  true  in  dealing  with  most  resi¬ 
dents  of  the  inner  city,  the  Methodist 
church  must  learn  to  establish  com¬ 
munication.  We  must  come  to  under¬ 
stand  their  real  concern  and  needs. 
We  must  gain  insight  regarding  their 
interests  and  presuppositions.  In  short, 
we  must  get  to  know  them.  This  means 
a  lot  of  time  spent  in  association.  This 
is  a  slow  but  necessary  cultivation  to 
gain  a  proper  relationship  to  have  a 
helpful  relationship  with  the  youth. 


Centenary  Alumni 
committee  chairmen 
appointed 

Five  Shreveport  Centenary  graduates 
have  been  appointed  to  serve  on  the 
Board  of  Directors  of  the  Centenary 
College  Alumni  Association  by  Ray 
A.  Barlow,  president  of  the  Alumni 
Association. 

Newly  appointed  Alumni  board 
members  are  James  Goins,  Dr.  Marion 
D.  Hargrove,  Jack  Hodges,  III,  Mrs. 
Robert  M.  Lindsey,  and  K.  Alan  Mil¬ 
ler,  Jr. 

Also  announced  are  the  newly  ap¬ 
pointed  chairman  of  the  Alumni  com¬ 
mittees  which  will  serve  for  the  in¬ 
coming  year.  Dr.  Webb  Pomeroy  will 
serve  as  chairman  of  the  Academic 
Liaison  committee,  FI  avi  aLeary,  Alumni 
Tour;  Edwin  C.  Harbuck,  Annual  Giv¬ 
ing;  W.  W.  Bynum,  Athletic  Liaison; 
Century  Club,  Charles  E.  Brown; 
Homecoming,  Mrs.  O.  Kenneth  Hick¬ 
man;  Past-President’s  Advisory,  Jack 
Williamson;  Physical  Plant,  Tom  Pey¬ 
ton;  Scholarship,  Dr.  Wayne  Hanson; 
Faculty-Alumni  Tea,  the  Rev.  Oscar 
Cloyd;  Hall  of  Fame,  Emory  C. 
Browne;  Spiritual  Life,  the  Rev.  Wil¬ 
liam  P.  Fraser;  Student  Liaison,  Mrs. 
Bruce  Middlebrooks;  Student  Admis¬ 
sions,  Mrs.  William  L.  Murdock; 
Alumni  Giving  Study,  Gilbert  Hether- 
wick. 

The  Centenary  College  Alumni  As¬ 
sociation  includes  all  former  students 
who  were  regularly  enrolled  at  the  col¬ 
lege  and  who  desire  to  participate.  It 
also  includes  such  other  persons  as 
may  subscribe  to  its  objectives  and  are 
approved  as  honorary  members  by  the 
Board  of  Directors.  Alumni  board 
meetings  will  begin  with  the  advent  of 
the  new  school  year  in  September  and 
will  be  held  once  a  month. 

t 


Methodist  News  in  Brief 

A  prominent  British  Methodist,  the 
Rev.  Roland  Lamb,  has  resigned  from 
the  ministry  because  of  “the  betrayal 
of  Methodist  doctrines  by  the  Method¬ 
ist  Conference,”  according  to  Religious 
News  Service  reports.  He  said  the  re¬ 
fusal  of  the  conference  to  submit  in 
practice  to  the  supreme  authority  of 
the  Scripture  prompted  his  decision. 


From  the  MYF 
president 

At  the  the  Conference  MYF  Offic¬ 
ers’  Workshop,  held  at  Camp  Istrou- 
ma,  during  the  week  of  June  25-30, 
a  new  Conference  MYF  Council  was 
elected:  Connie  Oldham,  Baton  Rouge 
District,  president;  Jess  Gilbert,  Mon¬ 
roe  District,  vice-president;  Shirley 
Barnes,  Shreveport  District,  secretary; 
Steve  Leenhouts,  Orleans  District, 
treasurer;  Michael  Marcell,  Lafayette 
District,  MYFund  treasurer;  Forrest 
Fairley,  Shreveport  District,  publicity; 
Philip  Thomas,  Ruston  District,  fel¬ 
lowship;  Brenda  Crofoot,  Lake  Charles-' 
District,  faith;  and  Anna  Kay  Mont¬ 
gomery  and  Betty  Ann  Laningham  are 
representatives  to  the  Board  of  Mis¬ 
sions. 

We  have  a  great  council  for  this 
coming  year  and  a  lot  of  work  is  laid 
out  for  us.  I  know  that  each  person 
will  do  his  best  to  fulfill  the  duties 
of  his  particular  office,  and  that  each 
officer  will  have  help  and  love  of  God 
behind  him. 

As  president,  I  will  have  many  re¬ 
sponsibilities  that  I  have  never  before 
had.  Yes — I’m  scared,  but  I  found  at 
Workshop  that  God  answers  prayers 
and  is  always  there  when  I  need  Him. 
All  I  have  to  do  is  go  to  Him  in  prayer 
and  ask  for  His  help  and  guidance.  I 
think  that  the  whole  council  has  found 
this  out  for  a  fact;  this  is  why  I  know 
that  the  youth  of  this  conference  will 
have  strong  leadership  this  coming 
year. 

Right  now,  I  think  the  youth  all 
over  the  conference  is  feeling  the  love 
of  God,  and  it  will  be  the  job  of  the 
council  to  encourage  this  feeling  and 
not  let  it  die. 

— Connie  Oldham 
Conference  President 
t 


BRIAN  SORRELLS,  SHREVEPORT, 
was  one  of  four  persons  elected  to 
serve  on  the  council  of  the  University 
Christian  Movement  (UCM)  recently, 
when  Methodist  students  from  across 
the  nation  voted  to  “phase  out”  their 
own  National  Conference  of  the  Meth¬ 
odist  Student  Movement  and  become 
a  part  of  the  UCM,  an  organization 
of  Protestant,  Anglican,  Roman  Cath¬ 
olic  and  Eastern  Orthodox  campus 
groups. 
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MYF  Column 

Dear  Con 

During  the  week  of  July  10-14 
M.Y.F.’ers  from  round  the  state 
traveled  to  the  beautiful  campus 
of  Centenary  College  located  in 
Shreveport  for  the  1967  M.Y.F. 
Assembly. 

All  153  youths  would  awake 
each  morning  to  a  refreshing 
breakfast  served  in  the  college 
cafeteria.  Afterwards  worship 
services  were  conducted  by  Rev. 
Oscar  Cloyd,  pastor  of  Christ 
Methodist  Church  in  Shreveport. 
He  spoke  on  the  Revolution  of 
the  Church.  Scripture  reading, 
responsive  passages,  and  other 
duties  dealing  with  the  services 
were  available  for  those  interested 
in  taking  part  in  worship. 

The  day  was  packed  with  ac¬ 
tivities.  Responsive  groups  met 
daily  to  discuss  problems  con¬ 
cerned  with  dating,  parents, 
school,  and  etc. 

The  middle  of  the  day  ap¬ 
proached  quickly  and  so  did  ap¬ 
petites.  Free  time  followed  lunch 
until  Responsive  groups  met  once 

again.  At  this  time  the  1967-68 
Louisiana  Conference  M.Y.F. 
Council  met.  Planning  the  pro¬ 
grams  for  the  four  nights  was  the 
council’s  main  purpose  for  meet¬ 
ing.  The  Conference,  however, 
did  discuss  plans  for  their  trip 
to  Regional  at  Mount  Sequoyah 
in  Fayetteville,  Arkansas. 

Each  night  was  enjoyed  by 
everyone  as  Jerry  Ross  led  the 
hymn  singing  hour.  After  one’s 
vocal  chords  had  been  strained 
from  singing  he  could  observe 
and  take  part  in  the  interesting 
programs  presented  by  the  coun¬ 
cil. 

Recreation  was  in  store  for 
everyone  as  new  games,  folk 
dances,  and  singing  along  with 
guitars  were  presented. 

This  concluded  a  days  sched¬ 
ule  of  events  that  inspired  many. 

Thursday  night  was  the  high¬ 
lighted  evening  of  the  entire  week 
as  the  1967-68  Conference  Coun¬ 
cil  was  installed.  Following  the 
installation,  a  communion  service 
was  held. 

Friday  came  early  and  tears  of 
sorrow  were  shed  as  M.Y.F.’ers 
boarded  buses,  trains,  and  cars 
to  leave  the  beautiful  campus  of 
Centenary  College. 


The  Rev.  Dell  Durand,  pastor  of 
Hodge  Methodist  Church,  was  the 
director  of  the  first  Junior  Camp 
for  the  Ruston  District,  July  10- 
14.  Sixty-three  campers  and  11 
counselors  attended. 
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CHURCH  WOMEN  UNITED 


Louisiana  Women  attend  national  assembly 


Louisiana  Church  Women  United 
was  represented  at  the  Ecumenical  As¬ 
sembly,  held  at  Purdue  University,  July 
13-16,  by  Mrs.  M.  L.  DeFreese,  state 
president,  Mrs.  J.  B.  Mouton,  state 
chairman  of  communications,  Mrs.  W. 
T.  Green,  state  chairman  of  Programs 
Concerns,  Mrs.  Joseph  Bowen,  New 
Orleans  Council  president,  and  Miss 
Elise  Bowen,  recording  secretary,  and 
Mrs.  Jules  H.  Laine  of  New  Orleans, 
La. 

This  assembly  of  church  women  at¬ 
tracted  women  from  throughout  the 
United  States  and  from  Canada,  and 
70  foreign  women  from  countries  and 
nations  where  Christian  work  is  found, 
making  us  a  visible  fellowship  in  the 
household  of  faith.  Through  work¬ 
shops,  forums  and  panels  the  more 
than  2,000  delegates  explored  the 
shape  of  Christian  Action,  compelled 
by  a  need  to  understand  today’s  world. 
Christian  women  from  every  continent 
gathered  around  an  imaginary  peace 


table  at  the  Assembly.  Dr.  Mary 
Calderone,  Executive  of  Sex  Informa¬ 
tion  and  Education  Council  of  U.S.  told 
of  the  many  new  opportunities  and 
responsibilities  that  confront  women  of 
the  twentieth  century. 

Los  Angeles  City  Planner  Calvin 
Hamilton  explained  the  scope  of  a  city 
development  plan.  He  stated  that  the 
world  of  the  future  will  be  increas¬ 
ingly  urban,  with  complicated  and  dif¬ 
ficult  problems  whose  implications  we 
are  just  beginning  to  realize.  We  must 
begin  to  grapple  with  some  of  the 
aspects  of  this  important  subject. 

Elected  to  serve  on  the  National 
Board  of  Managers  was  Mrs.  M.  L. 
DeFreese.  She  attended  the  post-As- 
sembly  Board  meeting  and  luncheon 
on  Sunday  after  the  installation  cere¬ 
mony  at  the  morning  session.  Mrs, 
DeFreese  is  a  member  of  the  McGuire 
Methodist  Church  in  West  Monroe, 
where  the  Rev.  Alvin  P.  Smith  is  the 
pastor. 


TRIENNIAL  ASSEMBLY  OF 

CHURCH  WOMEN  UNITED 

The  historic  Ecumenical  Assembly 
of  Church  Women,  in  session  July 
13-16,  at  Purdue  University,  Lafayette, 
Ind.,  brought  together  for  the  first 
time  within  a  permanent  structure 
Protestant,  Anglican,  Eastern  Ortho¬ 
dox  and  Roman  Catholic  Laywomen 
who  determinedly  took  giant  first  steps 
toward  a  new  image  and  a  new  style 
of  action  in  today’s  turbulent  world. 

The  four  interrelated  problems  of 
youth  and  age,  sex,  urban  growth  and 
world  peace  were  symbolized  by  ban¬ 
ners  40  feet  long  which  hung  verti¬ 
cally  behind  the  speakers’  platform. 

The  new  president  of  Church  Wo¬ 
men  United  told  the  assembly  after 
her  election  that  individual  “whole¬ 
ness”  must  be  the  “answer  to  our  me¬ 
chanical,  impersonal  world.” 

Mrs.  James  M.  Dolbey,  former  act¬ 
ing  mayor  of  Cincinnati,  said  in  her 
inaugural  address  that  during  the  re¬ 
mainder  of  this  decade  church  women 
must  work  to  build  a  “society  which 
restores  individual  initiative  and  ser¬ 
vice  to  each  other.” 

"Today’s  woman  has  particular  con¬ 
tributions  to  give  to  an  urban  society,” 
Mrs.  Dolbey  said.  “She  has  a  voice 
to  express  her  aspirations  as  well  as 
her  fears;  she  is  a  channel  for  com¬ 
munication  and  must  certainly  be  a 
reconciling  force  in  solving  the  prob¬ 
lems  created  by  a  society  striving  to 
live  fully  at  all  levels.” 

Calling  on  CWU  to  work  through 
its  2,400  local  units  for  a  more  hu¬ 
mane  society  in  which  individuals 
count  for  more  than  social  structures, 
she  said:  “Today  men  and  women  cry 
for  change  in  their  cities — changes  in 
human  relationships,  changes  in  direc¬ 
tion— and  they  cry  for  action  to  get 
the  city  rebuilt.” 

Outlining  a  “New  Dimensions”  pro¬ 
gram  adopted  by  the  assembly  to  guide 
CWU  for  the  next  three  years,  she 
said  the  movement’s  goals  will  include 
urgent  priorities  for  "justice  and  peace 
.  work  toward  creative  and  healing 
encounter  in  the  midst  of  the  human 


community  .  .  .  (realization  of)  the 
full  potential  in  every  person  .  .  .  (and 
development  of)  more  maturity  in 
faith  and  discipline  in  commitment.” 

Mrs.  Dolbey,  who  succeeds  Mrs. 
Stuart  Sinclair  of  Greenfield,  Mass., 
as  CWU  president,  was  elected  to  the 
Cincinnati  City  Council  in  1953  and 
served  for  eight  years.  During  her  first 
term  the  council  elected  her  vice- 
mayor.  When  the  mayor  died  in  1954, 
she  served  as  acting  mayor  for  eight 
months.  Later  she  was  reelected  to 
three  more  succeeding  terms  on  the 
council. 

A  Methodist  laywoman,  Mrs.  Dol¬ 
bey  is  a  member  of  the  governing 
General  Board  of  the  National  Council 
of  Churches — of  which  CWU  is  a  re¬ 
lated  movement. 

Church  Women  United  is  a  national 
movement  open  to  all  U.S.  Christian 
Women,  regardless  of  confession  or 
race,  who  “wish  to  witness  to  their 
faith  in  Jesus  Christ  in  meeting  the 
issues  of  the  20th  century.” 

Its  next  assembly  will  be  held  in 
1970. 

t 

MIF  REACHES 
RECORD  TOTAL 

A  national  Methodist  loan  fund  for 
churches,  with  headquarters  in  Phila¬ 
delphia,  Pa.,  has  reached  a  record  high 
of  almost  $19  million,  the  fund’s  board 
of  directors  announced  recently  at  their 
annual  meeting  in  Philadelphia,  Pa. 

The  directors,  meeting  July  7,  also 
elected  officers  for  the  coming  year 
and  extended  a  special  interest  rate 
of  5V2  percent  to  investors  in  the 
Methodist  Investment  Fund  until  May 
31,  1968. 

In  his  annual  report,  Methodist  In¬ 
vestment  Fund  executive  secretary  H. 
Conwell  Snoke  said  that  MIF  assets 
reached  a  total  of  $18,823,347  at  the 
end  of  fiscal  1967  (May  31,  1967), 
an  increase  of  almost  20  percent. 

The  Methodist  Investment  Fund  was 
set  up  in  1960  by  the  National  Di¬ 
vision  of  the  Methodist  Board  of  Mis¬ 
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Methodist  Women  in  training  at  Centenary 


Some  of  the  group  attending  the  opening  session  of  the  WSCS  School  of 
Christian  Mission  are  pictured  in  Hurley  Music  Building  Auditorium  on  Centenary 
Campus.  243  students  and  faculty  members  were  registered. 


Mrs.  Charles  B.  McGowan,  Baton  Rouge,  conference  WSCS  president,  greets 
the  group  attending  the  School  of  Christian  Mission  at  Centenary  College.  Seated 
are  Dr.  Jack  S.  Wilkes,  president  of  Centenary,  Mrs.  Max  L.  Clayton  of  New  Or¬ 
leans,  dean  of  the  school,  and  Mrs.  John  I _ Howe,  Jr.,  Houma,  assistant  dean. 


Miss  Arline  Tyler  (left)  of  Shreveport,  registrar,  welcomes  Mrs.  Johnny 
Haines  of  Logansport,  Mrs.  Ray  Voluntine  of  Belcher,  and  Mrs.  Henry  Bernard 
of  New  Iberia  to  the  School  of  Christian  Mission. 


sions,  upon  authority  of  the  Methodist 
General  Conference,  as  a  fund  in  which 
Methodist  individuals,  churches  and  or¬ 
ganizations  could  invest,  and  from 
which  the  invested  funds  would  be 
loaned  to  Methodist  churches  needing 
capital  for  building  purposes.  The 
Fund  continues  to  be  related  to  the 
National  Division. 

Dr.  Snoke  termed  the  growth  of  the 
Fund  in  the  last  even  years  “phenom¬ 
enal,”  and  added:  “The  MIF  was  in¬ 
corporated  in  1960  with  capital  of 
$100,000  contributed  by  the  National 
Division.  Its  growth  is  phenomenal, 


and  attests  to  the  soundness  of  the 
idea  back  of  the  Fund — that  if  an 
appropriate  agency  were  created,  in¬ 
vestment  funds  in  Methodist  hands 
could  be  deployed  to  meet,  at  least 
in  part,  Methodism’s  need  for  church- 
building  loan  capital.” 

The  directors  voted  to  continue  for 
an  additional  six-month  period  the  spe¬ 
cial  interest  rate  of  51/2  percent  to 
investors,  extending  the  period  from 
November  30,  1967,  to  May  31,  1968. 
The  regular  interest  rate  is  5  percent. 
The  MIF  charges  6  percent  interest 
to  churches  for  loans. 
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SUEZ  CANAL  —  Under  watchful  eyes  of  Israeli  troops, 
a  vehicle  carrying  United  Nations  observers  moves  to¬ 
ward  the  Suez  Canal.  U.  N.  aides  were  the  vanguard  of 
international  teams  that  will  supervise  the  cease-fire 
between  Egypt  and  Israel.  U.  N.  observers  will  be  sta¬ 
tioned  on  both  sides  of  the  Suez  Canal.  (RNS  Photo) 


•  On  a  Wide  Circuit 


U  Thant  speaks 
on  peace 

By  W.  W.  Reid 

In  a  recent  address  to  churchmen, 
Secretary-General  U  Thant,  of  the 
United  Nations,  expressed  the  appre¬ 
ciation  of  all  peoples  for  the  leader¬ 
ship  of  the  late  Pope  John  XIII  and 
of  Pope  Paul  VI  in  efforts  for  world 
peace,  and  for  their  understanding  of 
the  multiplied  horrors  of  any  war  in 
a  day  of  unchecked  atomic  power  plus 
the  shrinking  of  both  time  and  space. 
Said  U  Thant  in  part: 

“Pope  John  knew  that  hard  lines 
could  no  longer  be  drawn  between 
what  was  happening  to  the  human 
estate  and  what  was  happening  to  the 
human  soul.  No  one  concerned  about 
the  spiritual  uniqueness  or  spiritual 
health  of  mankind  could  turn  away 
from  the  implications  of  an  age  in 
which  warriors  could  not  only  obliter¬ 
ate  the  works  and  arts  of  man,  but 
could  smash  at  the  conditions  that 
made  life  itself  possible. 

“Pope  John  believed  that  in  this 
nuclear  age  it  was  meaningless  to  think 
any  longer  of  war  as  an  instrument 
of  national  policy.  War  now  became 
a  potential  stage  for  holocaust  and  for 
shattering  the  environmental  condi¬ 
tions  that  form  the  very  basis  for  life. 
In  this  sense,  I  believe  Pope  John  saw 
nuclear  war  as  an  assault  against  future 
generations  —  an  assault  against  their 
right  to  a  good  earth  unclotted  by 
radioactive  poisons,  an  assault  against 
their  right  to  an  undeformed  biological 
legacy,  an  assault  against  the  condi¬ 
tions  of  sensible  existence.  Pope  John’s 
involvement  with  the  cause  of  peace 
was  not  just  an  effort  to  interject  him¬ 
self  as  intermediary  in  the  affairs  of 
nations.  It  was  his  conviction  that 
mankind  as  such,  and  not  governments 
alone,  has  a  vital  stake  in  matters  of 
common  survival ... 

“The  same,  of  course,  is  true  of  His 
Holiness  Pope  Paul  VI.  In  his  mem¬ 
orable  message  to  the  United  Nations 
in  October  1965,  and  in  everything  he 
has  said  during  his  Papacy,  Pope 
Paul’s  dominant  effort  has  been  to  lift 
men  beyond  their  antagonisms  to  a 
new  awareness  of  human  responsibility 
and  opportunity.  The  fact  of  dialogue 
is  implicit  in  everything  he  has  urged 
upon  the  nations  —  whether  they  are 
at  war  or  at  peace,  and  especially  if 
they  are  at  war.” 

“This  simple  but  tantalizing  ques¬ 
tion  is  a  sharp  reminder  of  the  irony 
of  the  present  state  of  mankind.  It 
dramatizes  the  persistent  struggle  be¬ 
tween  our  wisdom  and  our  foolishness, 
our  strength  and  our  weakness,  our 
creativeness  and  our  self-destructive¬ 
ness,  our  idealism  and  our  baseness. 
It  serves  to  remind  us  that  the  pre¬ 
dominant  rivalries  of  our  era,  political, 
military,  or  ideological,  are  also  the 
most  wasteful  consumers  of  our  time, 
spirit,  talent,  resources  and  even  of 
life.  It  reminds  us  of  the  strange  fact 
that  even  now,  with  an  unprecedented 
range  of  knowledge  at  their  disposal, 
men  in  all  parts  of  the  world  passively 
continue  to  accept  policies  and  pro¬ 
grams  of  all  kinds  which  not  only  frit¬ 
ter  away  their  substance  and  the  boun¬ 
tiful  legacy  of  nature,  but  at  times 
endanger  their  very  existence. 


“The  simplest  citizen  can  grasp  the 
fact  that  a  fraction  of  the  money  that 
will  be  spent  throughout  the  world  on 
armaments  in  1967  could  finance  eco¬ 
nomic  and  social  programs,  both  na¬ 
tional  and  global,  on  a  scale  hitherto 
undreamed  of.  It  is  obvious  that  a 
small  part  of  the  ingenuity,  effort,  ex¬ 
pertise  and  resources  deployed  in 
building  an  intercontinental  missile 
system,  for  example,  would  almost  cer¬ 
tainly,  if  applied  to  the  more  imme¬ 
diate  problems  of  human  misery  or 
of  future  human  development,  produce 
a  series  of  breakthroughs  which  might 
well  illuminate  and  inspire  man’s 
whole  concept  of  his  own  future.” 

As  one  (of  many)  approaches  to 
universal  peace,  the  Secretary-General 
has  noted:  “The  year  1968  will  mark 


STORY  OF  TWO  BROTHERS 

The  parable  of  the  prodigal  son  is 
a  well-worn  but  much-loved  story.  It 
touches  everyone’s  heart  because  every 
human  being  at  one  time  or  other  has 
been  a  prodigal  son  or  daughter. 

It  always  warms  the  heart  to  read 
of  the  affectionate  father  who  ran  to 
greet  his  repentant  son  with  a  forgiving 
kiss  and  a  loving  welcome.  Not  only 
did  the  father  forgive  him.  He  restored 
him  willingly  into  the  household  and 
gave  him  the  ring  and  robe  that  signi¬ 
fied  his  full  acceptance  as  a  restored 
member  of  the  family. 

But  the  other  brother  had  an  en¬ 
tirely  different  attitude.  He  strongly 
resented  his  brother’s  return,  his 
father’s  loving  joy.  He  even  resented 
the  dinner  that  was  spread  for  the 
younger  brother;  the  first  good  meal 
that  he  had  sat  down  to  for  months. 


the  twentieth  anniversary  of  the  adop¬ 
tion  of  the  Universal  Declaration  of 
Human  Rights.  The  General  Assembly 
has  designated  it  as  Human  Rights 
Year  in  the  expectation  that  during 
that  time  the  attention  of  the  world 
will  be  specially  focussed  on  the  im¬ 
portance  of  giving  effect  to  human 
rights  and  fundamental  freedoms  and 
of  preserving  human  dignity.  Re-dedi¬ 
cation  to  the  cause  of  human  rights 
is  of  the  utmost  importance,  nationally, 
and  at  the  worldwide  level.  Peace  and 
respect  for  human  rights  go  hand-in- 
hand.  The  more  widely  human  rights 
and  fundamental  freedoms  are  respect¬ 
ed  and  enjoyed,  the  closer  we  draw 
towards  a  world  in  which  all  may  live 
in  peace,  without  suffering,  humilia¬ 
tion  or  fear.” 


Back  of  this  very  tender  story  one 
might  make  a  revealing  observation. 
The  father,  who  loved  his  son  dearly, 
was  the  first  member  of  the  family  to 
greet  the  returning  prodigal.  What  if 
the  elder  brother  had  been  the  first  to 
see  him?  What  if  he  had  been  plowing 
in  the  field  when  he  saw  his  younger 
brother  wearily  plodding  the  rocky 
road  toward  home? 

Let  me  describe  an  imaginary  and 
completely  different  scene.  The  older 
brother  speaks  first. 

“Oh,  it’s  you!  What  do  you  think 
you  are  doing  around  here?” 

“I’m  coming  back  home,  brother.  I 
hope  to  be  forgiven.” 

The  older  brother  looks  him  over 
from  tousled  head  to  bruised  feet; 
slowly,  scornfully.  Then  he  walks  over 
to  the  road. 

“You’re  not  coming  back  to  our 
house,  boy.  Go  back  to  your  pig  pen. 


BISHOP  MATHEWS  TO  SPEAK 
BOY  SCOUT  WORLD  JAMBOREE 

NEW  BRUNSWICK,  N.  J.  (MI)  — 
Bishop  James  K.  Mathews  of  the  Bos¬ 
ton  Area  of  The  Methodist  Church  will 
be  the  speaker  at  the  Protestant  service 
for  the  12th  World  Jamboree  of  Boy 
Scouts  at  Farragut  State  Park  in  Ida¬ 
ho  on  Sunday,  August  6,  at  9:45  a.m. 

About  12,000  Scouts  and  their  lead¬ 
ers  from  more  than  100  countries  are 
expected  to  attend  the  World  Jam¬ 
boree — the  first  to  be  held  in  the 
United  States.  The  Jamboree  dates  are 
Aug.  1-9. 

Born  in  Pennsylvania,  Bishop  Mat¬ 
hews  was  reared  in  Ohio  and  Texas, 
but  spent  eight  years  as  a  pastor  and 
district  superintendent  in  missionary 
service  in  India,  and  was  a  major  with 
the  American  Army  in  India  during 
World  War  II. 

He  served  14  years  as  a  staff  execu¬ 
tive  of  the  Methodist  Board  of  Mis¬ 
sions  with  headquarters  in  New  York. 
In  that  position,  he  shared  general 
responsibility  for  his  denomination’s 
missionary  program  in  more  than  40 
countries. 

In  addition  to  the  Protestant  ser¬ 
vice  at  which  Bishop  Matthews  will 
speak,  the  Jamboree  has  made  pro¬ 
vision  for  services  for  Roman  Cath¬ 
olic,  Jewish,  Orthodox,  Buddhist,  Mos¬ 
lem,  Christian  Science  and  Mormon 
groups. 

To  give  spiritual  leadership  during 
the  Jamboree,  resident  chaplains  of 
various  faiths  from  several  countries 
will  be  on  duty. 

The  last  World  Jamboree  of  Scout¬ 
ing  was  held  in  1963  at  Marathon, 
Greece. 

t 

Dr.  Roy  Sturm,  retired  staff  execu¬ 
tive  of  the  Council  on  World  Service 
and  Finance,  has  been  named  National 
Teaching  Fellow  in  Methodist-related 
McKendree  College,  Lebanon,  Ill.,  with 
the  rank  of  visiting  associate  professor 
of  sociology. 

t 

Bishop  B.  B.  Burnett,  general  secre¬ 
tary  of  the  Christian  Council  of  South 
Africa  asserting  that  the  churches  in 
South  Africa  were  not  being  relevant 
to  current  social  issues:  “Christians 
today  are  living  in  a  ‘be-deviled  so¬ 
ciety’  and  one  main  function  of  the 
church  is  to  produce  a  less  be-deviled 
society.” 

t 


You  don’t  belong  here.  In  fact,  if  you 
try  to  come  into  my  house,  I’ll  stand 
at  the  front  door  and  keep  you  out.” 

Imagine  the  younger  brother  turning 
around  slowly,  sorrowfully.  He  starts 
away,  then  hesitates.  The  older  brother 
almost  shouts, 

“I  said  get  going,  before  I  turn  the 
dogs  on  you!” 

So  in  this  imaginary  scene  the  prod¬ 
igal  son  is  never  permitted  to  know 
his  father’s  forgiving  love. 

Of  course  it  did  not  happen  that 
way.  We  can  thank  God  that  it  did 
not,  else  the  younger  brother  would 
have  been  forever  lost.  But  what  about 
today?  Just  how  ready  and  willing  are 
we  to  welcome  some  hardened  sinner 
back  into  the  household  of  God? 
***** 

Since  August  is  vacation  month, 
this  column  will  not  reappear  until  the 
first  issue  in  September. 


/I  Jlcufmati'i  WU+teM. 


by  Charles  A.  Stuck/Lay  Evangelist 
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■  Thirteenth  meeting  attracts  800  international  guests 

International  "Kirchentag" 


This  report  was  written  for  Meth¬ 
odist  Information  by  the  Rev. 
Earl  W.  Riddle  of  Caldwell,  Ida¬ 
ho.  Mr.  Riddle  was  a  delegate  to 
the  Kirchentag,  representing  the 
Idaho  Methodist  Annual  Confer¬ 
ence  and  the  Idaho  Council  of 
Churches. 

HANOVER,  Germany  —  In  the 
midst  of  days  in  which  war  had  so 
recently  erupted  in  the  Middle  East, 
the  13th  International  “Kirchentag” 
church  meeting  was  held  here. 

The  Kirchentag,  which  drew  more 
than  17,000  full-time  registrants  pri¬ 
marily  from  West  Germany,  counted 
some  800  international  guests. 

From  the  U.  S.,  about  125  persons, 
representing  many  denominations,  took 
part.  In  addition  to  the  regularly  reg¬ 
istered  participants,  nearly  13,000  peo¬ 
ple  from  surrounding  German  cities 
came  in  for  the  daily  meetings. 

It  was  significant  this  year  that  over 
one-half  of  all  the  registrants  were  in 
the  age  range  of  17  to  35  years.  This 
was  the  “youngest”  Kirchentag  on  rec¬ 
ord.  Perhaps  because  of  the  youthful 
age  of  the  participants,  the  theme  of 
“Peace”  was  a  lively  and  timely  one. 
The  study  group  on  “Politics”  was 
translated  simultaneously  from  the  Ger¬ 
man  into  English,  French  and  Dutch. 

In  the  Bible  Study  sessions  on  Eph¬ 
esians,  the  reaction  was  spontaneous 
and  earnest.  “Where  can  we  find  signs 
of  reconciliation?”  the  group  was 
asked.  Responses  were  quick  with  the 
mention  of  the  Peace  Corps,  the  work 
of  laymen  visiting  prisons  in  London, 
young  Germans  in  Coventry,  of  Eng¬ 
lishmen  in  Dresden,  agricultural  ex- 


Thornton  Wilder,  THE  EIGHTH 
DAY,  $6.95,  Harper  and  Row. 

When  Thornton  Wilder  brings  out 
his  first  novel  in  almost  20  years  it  is 
literary  news.  It  is  already  at  the  top 
of  the  “best  seller”  list  and  will  prob¬ 
ably  stay  there  a  long  time.  We  al¬ 
ways  welcome  a  best-selling  novel  that 
does  not  have  to  exploit  scandal  and 
obscenityto  attain  its  position,  and  this 
is  truly  a  novel  for  family  reading. 

Wilder  has  cast  this  story  against 
the  backdrop  of  a  murder  in  a  small 
Illinois  coal-mining  town.  John  Ashley 
is  accused  and  convicted  of  killing 
Breckenridge  Lansing,  his  superior  at 
the  mine.  He  is  convicted  and  is  on 
his  way  to  the  penitentiary  when  he 
is  mysteriously  rescued  from  the  train. 
He  eventually  finds  his  way  to  Chile 
and  a  rather  satisfactory  life  as  a  min¬ 
ing  engineer  there. 

"  This  is  mainly  the  story  of  Sophia 
Ashley  whose  courage  is  responsible 
for  the  survival  of  the  family,  and  of 
Roger’s  achievement  of  success  as  a 
newspaper  man.  The  book  is  filled  with 
flashbacks  into  the  lives  of  John  Ash¬ 
ley  and  Breckenridge  Lansing. 

The  story  eventually  gets  around  to 
proving  that  John  Ashley  was  not  guil- 
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perts  in  India,  preachers  in  South 
America.  Then  somebody  asked  point¬ 
edly:  “How  about  reconciliation  with 
North  Vietnam?”  And  another  “How 
can  we  possibly  make  personal  con¬ 
tact  with  the  Red  Chinese?” 

Among  the  leaders  of  the  confer¬ 
ence,  and  a  founder  of  the  Kirchentag, 
Bishop  Hans  Lilje  gave  a  great  em¬ 
phasis  to  the  lay  movement  as  found 
at  present  in  the  Kirchentag.  He  said: 
“With  the  coming  of  age  of  the  world 
it  is  no  longer  necessary  for  us  to 
establish  a  place  for  the  laity  in  the 
church.  The  world  in  which  the  church 
lives  has  become  much  more  ‘lay’  than 
our  traditional  church  jargon  suggests. 
It  asks  its  own  questions.  It  does  not 
want  to  act  as  an  echo  of  Christian 
preaching,  or  as  a  mirror  of  established 
Christian  piety.  With  a  strength  which 
we  can  quite  understand,  it  presses 
forward  to  ask  its  own  questions.” 

And  it  did  ask  questions.  “Is  it  pos¬ 
sible  to  be  a  Christian  and  bear  arms?” 
was  one  question  being  asked.  Pastor 
Martin  Schroter  of  Bonn,  Germany, 
presented  forcefully  the  possibility  of 
honorable  service  to  one’s  country 
without  bearing  arms.  He  described  this 
alternative  as  “service  for  tomorrow.” 
He  described  military  training  today 
as  “training  for  war  which  may  never 
come  to  pass.”  He  described  the  con¬ 
flicts  of  the  future  as  “conflicts  which 
will  never  need  arms.” 

One  of  the  most  outstanding  speak¬ 
ers  of  the  Kirchentag  was  Dr.  Herbert 
Wehner,  a  high  official  in  the  West 
Germany  government  whose  responsi¬ 
bility  is  to  find  creative  ways  of  re- 
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ty  and  to  telling  us  who  his  mysterious 
rescuers  were  (you  will  never  guess). 
However,  its  seems  to  us  that  both 
missions  could  have  been  more  skill¬ 
fully  accomplished.  It  is  hard  to  identi¬ 
fy  with  any  of  the  characters  in  this 
story,  but  then  Wilder  has  always  been 
able  to  weave  his  stories  with  the  most 
unusual  characters  and  situations. 

The  selection  of  the  title  was  made 
to  convey  the  idea  that  creation  goes 
on  in  all  men,  especially  when  they 
are  challenged  by  unusual  adversity. 
In  the  prologue,  Wilder  says:  “Noth¬ 
ing  is  more  interesting  than  the  in¬ 
quiry  as  to  how  creativity  operates  in 
anyone,  in  everyone;  mind  propelled  by 
passion,  imposing  itself,  building  and 
unbuilding;  mind — the  latest-appearing 
manifestation  of  life — expressing  itself 
in  statesman  and  criminal,  in  poet  and 
banker,  in  streetcleaner  and  housewife, 
in  father  and  mother.  .  .  .” 

An  unusual,  yet  intriguing  novel 
is  The  Eighth  Day. 

t 

Fondly  do  we  hope,  fervently  do 
we  pray,  that  this  mighty  scourge  of 
war  will  speedily  pass  away. — Abra¬ 
ham  Lincoln 


Dr.  Ted  Richardson,  executive  sec¬ 
retary  of  the  Southwest  Texas  Annual 
Conference,  commenting  on  the  ecu¬ 
menical  dialogue  held  recently  in  San 
Antonio:  “This  is  almost  a  miracle 
that  we  didn’t  think  could  happen.  This 
meeting  simply  confirmed  what  we 
have  felt  in  the  last  three  years — that 
we  do  really  have  an  awful  lot  in  com¬ 
mon  and  I  am  pleased  to  find  that  it 
is  so.” 

((  99 

Ray  Scherer,  White  House  cor¬ 
respondent  for  the  National  Broadcast¬ 
ing  Co.,  who  recently  told  a  breakfast 
group  of  Lutheran  ministers  that  Pres¬ 
ident  Johnson  will  “play  an  ace  card” 
by  halting  the  bombings  of  North  Viet¬ 
nam  when  he  feels  “the  time  is  right,” 
said  “When  enough  time  has  elapsed 
from  the  Glassborough  summit  and 
when  we  have  enough  military  strength 
in  Vietnam,  the  President  will  issue  the 
order  to  stop  the  bombing.” 
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Roby  Lancaster,  supervisor  of  the 
outreach  program  of  the  Council  of 
Economic  Opportunity  in  Cleveland, 
warning  against  “a  God-like  attitude” 
on  the  part  of  persons  working  in 
depressed  communities:  “Getting  off  on 
a  religious  tangent  is  just  as  bad  as  a 
racial  one.  Ministers  are  as  distrusted 
in  the  ghetto  as  policeman  and  social 
workers  are.” 

U  99 


Dr.  William  R.  Cannon,  speaking  to 
the  American  Section  of  the  World 
Methodist  Council  at  Lake  Junaluska 
on  the  importance  of  the  Methodist 
doctrine  of  holiness  in  the  ecumenical 
movement:  “The  zeal  of  the  founder  of 
Methodism  in  preaching  holiness  is  sur¬ 
passed  by  no  other  person  in  the  entire 
range  of  Christian  history,  not  even  by 
Francis  of  Assisi  or  Thomas  a  Kem- 


The  Rev.  Peggy  A.  Way,  staff  work¬ 
er  of  the  Community  Renewal  Society 
of  Chicago  speaking  on  the  need  for 
“women’s  power”  to  the  national  meet¬ 
ing  of  the  United  Presbyterian  Women 
at  Purdue  University:  “What  we  need 
is  women’s  power,  rather  than  polite¬ 
ness.  The  trouble  is  that  women  don’t 
know  how  to  use  the  resources  they 
already  possess.” 

<C  99 


by  Barbara  L.  Mulkey 


A  gifted  poet  once  said,  “Earth  is  the  best  place  for  loving.”  Jesus 
must  have  found  it  so,  and  showed  us  by  example  how  it’s  done. 


HE  WALKED  THE 
DUSTY  STREETS 

He  walked  the  dusty  streets, 

Where  other  men  had  walked. 

Nor  drew  His  garment  back 
with  haughty  stare, 

Nor  shut  His  eyes  in  grand 
distaste 

If  some  poor  beggar  lingered 
near. 

No  blind  man  called  to  Him  in 
vain — 

No  lame,  no  sick  nor  tired. 

His  taste  was  never  shocked 
by  unwashed  hands; 

He  loved  and  healed  them  as 
they  came. 

He  walked  the  dusty  streets 
but  was 

Himself  immaculate, 

And  never  stained  by  earth  or 
earthiness. 

He  lived  with  men  and  held  them 
dear. 

Yet  was  untouched  by  sins  they 
knew, 

Save  when  soft  pity  swelled 
His  heart 

As  He  recalled:  They  are 
but  dust. 

— by  Etta  Caldwell  Harris 
t 


AT  HIS  TABLE 

His  table  is  before  me. 

With  His  eye  focused  on  me 
I  hear  Him  say, 

“Come,  dear  soul,  this  table 

Is  lovingly  spread 

For  sinners  such  as  you.” 

As  I  commune  with  Him 
I  feel  my  failures 
And  unworthiness. 

Tears  of  repentance 
Obstruct  my  view 
Of  others  there — 

I  see  only  the  Lord.  f 

I  arise  to  leave  His  table —  ’ 

I  am  humbler,  yet  stronger, 

For  I  go- not  henceforth 

In  my  weakness  to  do  His  will, 

But  in  His  imparted  strength. 

— by  Mary  W.  Robinson 
t 
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Seventy-seven  boys  and  girls  attended  the  Lake  Charles  District  Junior  Camp  at  Camp  Brewer, 
July  10-14.  Counselors  were:  Mr.  and  Mrs.  Bill  Godwin,  Mr.  and  Mrs.  Coy  Duplechain  and  Deborah 
Duplechain,  Gene  Hay,  Lake  Charles;  Mrs.  Bernice  Heath  and  Peggy  Heath,  DeRidder;  Mrs.  Edgar 
Broussard,  Jennings;  Mrs.  Alvin  Reynolds  and  Mrs.  C.  T.  Cruce,  Sulphur;  pastors  Deeh  Thompson, 
James  Hodges,  Jack  and  Garland  Dean.  Mrs.  James  Poole  was  the  lifeguard.  Miss  Barbara  Phelps, 
a  native  of  Colorado— and  a  U.  S.  —2  was  a  special  guest.  Miss  Phelps  has  just  completed  two 
years  of  teaching  and  counseling  at  Vashti  School  For  Girls  ar  Thomasville,  Ga. 


Summer  Youth 
Activities 

LARRY  &  SALLY  PLEIMANN,  mis- 
sionaries  to  the  Congo,  spoke  to  jun¬ 
ior  and  senior  highs  of  the  Broadmoor 
MYF  in  Shreveport,  July  23.  They 
also  spoke  at  the  evening  worship  ser¬ 
vice  in  the  sanctuary. 

SPRINGHILL  MYFers  made  a  camp¬ 
ing  trip  to  Narrows  Lake  near  Mur¬ 
freesboro,  Arkansas,  July  17-20.  Coun¬ 
selors  accompanying  the  group  were 
Mr.  and  Mrs.  Herb  Park  and  Mrs. 


IN  LAKE  CHARLES  young  people 
will  be  in  charge  of  the  evening  wor¬ 
ship  service,  July  30,  in  University 
Methodist  Church.  Mickey  Rentrop, 
who  attended  the  Woman’s  Society 
sponsored  mission  tour  for  youth  last 
month,  will  bring  something  of  the 
inspiration  from  her  tour.  This  will 
precede  a  called  Quarterly  Conference, 
planned  to  authorize  the  purchase  of 
property  adjoining  the  church. 

MYFers  OF  FIRST  CHURCH, 
Shreveport,  who  took  the  hiking  tour 
in  Glacier  National  Park,  reported  on 
their  trip  in  the  Sunday  evening  MYF 
program  in  their  church,  July  23.  The 
Rev.  Augie  Aamodt,  associate  pastor, 
accompanied  the  boys. 


Senior  MYFers  of  Many  Church 
who  attended  a  swimming  party  at 
Shreveport  First  Church  are  pictured. 
Mrs.  Glenn  Phares  is  counselor  and 
the  Rev.  J.  C.  Skinner  is  pastor. 


IN  THE  BATON  ROUGE  Broadmoor 
Church,  65  junior  high  MYFers  at¬ 
tended  Christian  Adventure  Week,  July 
9-12.  Their  theme  was  “World  With¬ 
out  End,”  with  discussion  on  the  sub¬ 
ject  led  by  the  Rev.  Kenny  Norton, 
associate  minister.  Mrs.  Tim  Sciple  di¬ 
rected  the  crafts  program,  and  Mrs. 
Helen  Vanable  was  the  food  chairman. 
The  Rev.  Barry  Bailey  is  pastor.  Coun¬ 
selors.  are  Mrs.  Edwin  Lauter,  Stan 
Pence,  and  Travis  Nichols. 


JOHN  GUILHAM  SOURNIES  ar¬ 
rived  from  France  on  July  8  to  spend 
a  year  in  the  parsonage  home  of  the 
Rev.  and  Mrs.  James  Adams  of  Sum¬ 
mer  Grove  Church,  Shreveport.  John 
is  an  exchange  student  and  will  be  a 
junior  at  Woodlawn  High  School.  The 
Adams  son,  Mike,  went  as  an  exchange 
scholar  to  Switzerland  early  in  July 
and  is  now  in  Italy  with  his  “family” 
for  a  7-week  vacation.  His  mailing 
address  is  c/o  Dr.  Charles  Bugnon, 
1065  Thierrens  (Vd.),  Switzerland. 

BARBARA  STIGLETTS,  a  member 
of  Aurora  Methodist  Church,  New  Or¬ 
leans,  has  gone  to  Germany  in  a  stu¬ 
dent  exchange  program  with  Renate 
Passoter,  who  is  now  in  Aurora  just 
for  the  summer. 


(The  following  bit  of  verse  was  composed 
by  a  Lake  Charles  Camp  counselor) 

COUNSELOR’S  LAMENT 

Off  to  Junior  Camp  I  go 
A  wonderful  vacation — ho!  ho! 

A  week  of  labor — unending  toil, 
Among  the  trees,  rain  and  soil. 

Wet  with  sweat  in  humid  heat, 
From  one  to  two  is  rfeally  a  treat. 
The  chiggeris  large — a  terrible  bite 
The  mosquitoes  buzz — the  tick 
holds  tight. 

The  bones  are  weary — it’s  go,  go, 
go- 

Spirit  is  willing  but  feet  are  slow. 
Muscles  ache  and  feet  are  sore. 
Come  nextyear,  I’ll  be  back  for  more. 

—Mr.  I.  Anonymous 

t 

The  Rev.  Robert  L.  Robertson,  Ft. 
Worth,  Tex.,  has  been  appointed  di¬ 
rector  of  Texas  Methodist  Information 
and  director  of  public  relations  for  the 
Dallas-Ft.  Worth  Area.  The  appoint¬ 
ment  is  part  of  a  reorganization  of 
Texas  Methodist  Information  after  Dr. 
Carl  E.  Keightley  was  appointed  Di¬ 
rector  of  Communications  for  the  Gen¬ 
eral  Board  of  Evangelism. 

t 

Cannons  and  fire-arms  are  cruel  and 
damnable  machines;  I  believe  them  to 
have  been  the  direct  suggestion  of  the 
Devil.  If  Adam  had  seen  in  a  vision 
the  horrible  instruments  his  children 
were  to  invent,  he  would  have  died  of 
grief. — Martin  Luther 


The  Rev.  K.  G.  Rorie, 
associate  director,  Area 
Council  and  Miss  Louise 
Sharpe:  ,  director,  St. 
Mark’s  Community  Cen¬ 
ter,  New  Orleans.  Miss 
Sharpe  was  a  recent  visi¬ 
tor  to  the  Area  Office. 


The  Rev.  L.  Ray  Bran- 
ton,  pastor,  Aurora  Church, 
New  Orleans,  a  recent 
visitor  to  the  Area  Office 
on  the  Centenary  College 
campus  at  Shreveport. 
At  right  is  Cecil  Bland, 
associate  director.  Area 
Counci  I. 
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THE  VIVIAN  SENIOR  MYF  has  just 
completed  a  study  on  the  four  moral 
concerns — alcohol,  pornography,  gam¬ 
bling,  and  drug  addiction.  In  connec¬ 
tion  with  the  study  the  group  visited 
an  Alcoholics  Anonymous  meeting  in 
Shreveport  on  July  13.  The  Rev.  Stone 
Caraway  is  the  Vivian  pastor. 

CARROLLTON  CHURCH  YOUTH 
who  attended  the  MYF  Assembly  at 
Centenary  College  the  week  of  July 
10-14  were  Linda  Miller,  Mike 
Cothren,  Shirley  Miller,  Randy  Brown, 
Alma  Crowder,  and  Connie  Van  Fleet.. 

THE  SHONGALOO  METHODIST 
Youth  Fellowship  served  lunch  fol¬ 
lowing  the  Sunday  morning  service, 
June  11,  to  raise  money  for  a  trip 
to  the  Gulf  coast  in  Mississippi.  On 
that  day  the  members  filled  the  church 
to  welcome  the  new  pastor,  the  Rev. 
Joe  H.  Robinson. 

WISNER  JUNIOR  HIGH  department 
is  having  Christian  Adventure  empha¬ 
sis  this  week,  July  24-28,  with  Mrs. 
Waldo  Huggins  in  charge,  assisted  by 
Mrs.  Amanda  Warner  and  Mrs.  Jack¬ 
ie  Shipp.  The  Rev.  John  R.  Johns  is 
pastor. 

THE  HAMMOND  MYF  plans  to  at¬ 
tend  Y.A.W.  at  Broadmoor  Church, 
Baton  Rouge,  on  Monday  evening,  July 
31,  when  the  guest  entertainer  will  be 
folk-singer  Kent  Kilbourn  from  Ken¬ 
tucky. 


ALAN  TURNER,  15,  received  the 
Eagle  Scout  Award 
at  a  Court  of  Hon¬ 
or  of  Troop  23. 
Alan  is  a  junior  as¬ 
sistant  scoutmaster 
and  a  member  of 
the  Order  of  the 
arrow.  He  is  an 
active  member  of 
Mangum  Memorial 
Church,  Shreveport, 
which  sponsors  the  troop. 

CAROLINE  BREWER  is  the  special 
youth  worker  in  Munholland  Church 
this  summer.  She  is  a  junior  student 
at  Perkins  School  of  Theology,  S.M.U., 
working  toward  a  master’s  degree  in 
religious  education.  She  is  a  graduate 
of  Mississippi  State  College  for  Wom¬ 
en  where  she  was  president  of  the 
Wesley  Foundation. 

DR.  AND  MRS.  HENRY  RICKEY 
of  Ruston  led  Youth  Activity  Week 
in  First  Church,  Natchitoches,  the  week 
of  July  9.  At  the  Sunday  evening  wor¬ 
ship,  Dr.  Rickey,  who  is  district  super¬ 
intendent  at  Ruston,  showed  his  slides 
of  the  Holy  Land. 

JIM  WADE  is  teaching  the  church 
school  class  for  college  age  youth  in 
the  Aurora  Methodist  Church. 

EVERY  WEDNESDAY  NIGHT  is 
Youth  Night,  through  August  2,  in 
St.  Luke  Church,  Lake  Charles.  Jun¬ 
ior  and  senior  high  students  participate 
in  badminton,  tennis,  checkers,  ping- 
pong,  shuffle  board,  and  the  band. 
Adult  sponsors  are  George  and  Ana- 
bel  Copeland. 

SPEAKERS  IN  THE  Y.A.W.  program 
at  Grace  Church,  Ruston,  recently 
were  Jere  Hatcher,  the  Rev.  Bill  Fin- 
nin,  the  Rev.  Byrd  Terry,  and  the 
Rev.  George  Harkins,  pastor.  Judy 
Dennis  is  president  of  the  Senior  MYF 
and  Deborah  McGehee  leads  the  Jun¬ 
ior  High  MYF.  Counselors  are  Mr.  and 
Mrs.  W.  J.  Blackstock,  Mr.  and  Mrs. 
Robert  Jones,  and  Mr.  and  Mrs.  James 
Spencer. 


Arcadia  MYFers  are  being  led  this  summer  by  Mary  Tooke  of  Louisiana 
Tech.  Activities  have  included:  a  hayride  (top  picture);  a  cake  sale  (below, 
left)  with  Mt.  Mariah  youth  to  raise  money  for  mission  tour  thru  Smokies  which 
35  members  took;  work  on  youth  newsletter  (lower  right). 


The  group  pictured  are  working  in  Bolivia  during  July  with  Carl  and  Julia 
Williams.  Members  of  Reily  Memorial  University  Church  in  Baton  Rouge,  they 
are:  at  right,  Dr.  and  Mrs.  W.  A.  Johnson  with  Judy  and  David  Johnson;  seated 
left,  Susan  Dillemuth,  and  standing,  left,  Eddie  Robson. 


ALSO  WORKING  IN  BOLIVIA  are  Sarah  Watt  and  Rebecca  Walker  of  Rus¬ 
ton,  whose  letter  to  their  home  church,  Trinity  in  Ruston,  is  reprinted  below. 


Caranavi,  Bolivia 
July  4,  1967 

Dear  Trinity  Friends, 

We  have  found  Caranavi  to  be  delightful  —  a  much  more  pleasant  climate 
than  in  Ancoraimes.  Last  year,  the  winter  temperatures  on  the  Altiplano  often 
stayed  below  freezing,  but  the  tropical  climate  here  is  always  comfortable  —  warm 
temperatures  during  the  day,  and  cooling  off  considerably  at  night.  The  work  here 
is  different,  too.  The  jobs  Carl  and  Julia  had  last  year  were  administrative,  as 
directors  of  the  Girls’  School  and  the  Vocational  School.  But  here  in  Caranavi, 
they  are  able  to  work  much  more  closely  with  the  people,  and  take  .part  in  a  mission 
that  somehow  seems  more  alive  and  more  progressive.  Carl  is  coordinator  of  a 
team  of  North  American  and  Bolivian  young  people  who,  in  pairs,  are  doing  com¬ 
munity  development  work  in  jungle  colonies  nearby.  He  is  able  once  again  to 
work  as  an  agricultural  specialist,  in  this  fertile  region  which  needs  his  knowledge 
and  his  skills.  Julia,  as  she  has  written,  is  director  of  Christian  Education  for  this 
District  of  the  Methodist  Church.  A  group  of  young  people  here  wanted  to  form 
a  club,  so  they  asked  her  to  be  their  sponsor.  From  the  group  of  thirty  who 
started  Club  CANY,  Julia  has  developed  a  remarkably  energetic  club  that  meets 
every  Wednesday  night,  with  attendance  reaching  as  high  as  sixty-five.  These 
young  people  are  about  our  age,  so  we  have  made  lots  of  new  friends.  They  asked 
us  to  speak  to  them  at  their  last  meeting  about  our  impressions  of  Bolivia,  and 
we  were  delighted.  We  feel  that  our  work  here  will  make  a  more  lasting  impres¬ 
sion  if  we  know  the  people  well. 

Both  of  us  have  found  plenty  of  work  to  do  here,  too.  Rebecca  has  become 
virtually  a  private  secretary  for  the  Williams  family,  as  well  as  for  the  District 
Superintendent.  Sarah  teaches  Christy  every  morning  and  tackles  the  bookkeeping 
work  in  the  afternoon.  At  first,  things  seemed  lonely  around  here  without  the 
Steeres,  Duchess,  Bob,  and  Billy  Jack,  but  a  work  team  from  University  Methodist 
Church  in  Baton  Rouge  arrived  Wednesday.  Here  to  help  us  accomplish  the  myriad 
of  tasks  that  face  Carl  and  Julia  are  the  Bill  Johnsons  and  children,  Judy  and 
David,  along  with  Susan  Dillemuth  and  Eddie  Robson.  Dr.  Johnson,  a  poultry 
expert,  begins  teaching  a  cursillo  (short  course)  in  poultry  management  this  morn¬ 
ing,  and  Mrs.  Johnson  and  Judy  are  making  plans  to  teach  one  soon  in  sewing. 

We  want  to  say  thank  you  to  all  of  Trinity,  and  especially  to  the  Commission 
on  Missions,  for  the  financial  help  you  contributed  toward  this  trip.  We  have  found 
here  in  Caranavi  a  family  happier  and  more  dedicated  than  ever,  working  at  a 
task  that  is  proving  to  be  rewarding  in  many  ways. 

Sincerely, 

Sarah  and  Rebecca 


TWO  TRIPS  ARE  PLANNED  by  the 
youth  departments  of  Houma  First 
Church.  The  senior  high  group  is  on 
the  road  this  week,  visiting  Mangum 
Memorial  Church  in  Shreveport,  Six 
Flags  over  Texas  in  Dallas,  St.  Paul’s 
Church  in  Houston.  The  junior  high 
members  will  take  a  similar  trip  the 
week  of  August  7.  They  are  accom- 
pied  by  the  Rev.  and  Mrs.  Jerome 
Cain  and  other  counselors. 

LORRIS  WIMBERLY  is  directing 
youth  activities  this  summer  in  Lou¬ 
isiana  Memorial  Church,  Opelousas. 
He  works  with  the  Rev.  Fred  O.  Shir¬ 
ley,  pastor. 


ISTROUMA  CHURCH  MYF  held 
Christian  Adventure  Week  for  junior 
highs  from  July  17-21.  Speakers  on 
the  subject  “Christian:  Where  the  Ac¬ 
tion  Is”  included  Wesley  Maynard,  the 
Rev.  Bill  Eubanks,  Mrs.  Evelyn  Al¬ 
ford,  the  Rev.  Marvin  Corley,  pastor, 
and  Leroy  Hoover.  Youth  Activities 
Week  is  in  session  now  for  senior  high 
and  college  young  people.  Discussions 
of  “Christian  Responsibilities  in: 
Church,  Our  Country,  School  and  Vo¬ 
cation,  Yourself,  and  Home  and 
Friends”  were  led  by  the  Rev.  Bill 
Eubanks,  Major  Morgan,  Leroy  Hoov¬ 
er,  the  Rev.  William  C.  Norris,  and 
Mrs.  Marvin  Corley. 
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■  Visiting  Scholars  Award  program 

Alaska  Methodist  University 
invites  out-of-state  students 


Alaska  Methodist  University  will  in¬ 
vite  a  limited  number  of  selected  stu¬ 
dents  from  other  states  to  participate 
in  a  Visiting  Scholars  Award  Program, 
starting  in  September. 

Dr.  Frederick  P.  McGinnis,  presi¬ 
dent  of  AMU,  announced  recently  that 
the  University  seeks  to  enroll  a  limited 
number  of  out-of-state  students  .  .  . 
who  desire  a  high  quality  of  liberal 
arts  education,  and  whose  presence  on 
campus  will  afford  an  opportunity  both 
for  them  and  young  Alaskans  to  de¬ 
velop  understanding  and  friendship  as 
a  basis  for  much  improved  relations 
between  decision-makers  of  tomorrow. 

Situated  in  Anchorage,  less  than 
2,000  miles  from  the  North  Pole, 
AMU  is  the  only  church-related,  co¬ 
educational,  four-year  liberal  arts  col¬ 
lege  in  that  part  of  the  world.  Founded 
by  the  National  Division  of  the  Meth¬ 
odist  Board  of  Missions  in  1957,  its 
pampus  is  comprised  of  500  acres  of 
woodland  and  surrounded  by  the 
beautiful  Chugach  mountains. 

The  purpose  of  AMU’s  newest  pro¬ 
gram  is  to  provide  worthy  students  of 
moderate  income  church  families  an 
opportunity  to  acquire  a  high  quality 
college  education  and  to  live  in  a  state 
vastly  different  from  the  remaining  49 
states. 

The  University  has  sent  an  appeal 
to  pastors  throughout  the  United  States 
to  assist  in  the  selection  of  candidates 
for  the  program.  Through  the  coop¬ 
eration  of  the  University,  church  and 
iamily  educational  expenses  which 
amount  to  approximately  $1,990  a 
year  can  be  met. 

Fifty  awards,  valued  at  $670  each, 
will  be  granted  by  the  University  this 
year.  The  remainder  of  the  yearly  cost 


must  be  bom  by  the  church  sponsoring 
the  student  and  the  student  himself  or 
his  family. 

For  a  student  to  qualify  for  an 
award,  he  must  be  a  resident  of  a  state 
other  than  Alaska.  In  addition,  a 
church  through  its  minister  or  a  church 
committee  must  agree  to  sponsor  the 
student  and  be  responsible  for  $660 
each  year  as  its  share  in  the  cost  of 
his  education. 

Upon  applying  for  admission  and 
being  admitted,  an  award  will  be 
granted  which  will  be  applied  to  tuition 
costs.  The  University,  in  addition  to 
the  award,  agrees  to  make  available 
to  the  student  work  opportunities  to 
supplement  his  resources  thus  enabling 
him  to  pay  the  remaining  amount — 
$660 — of  his  college  expenses. 

Books  and  other  expenses  would  be 
at  least  $200  to  $300  for  the  academic 
year,  plus  the  cost  of  transportation 
to  Alaska.  However,  according  to  Uni¬ 
versity  officials,  a  good  student, 
through  part-time  employment  at 
AMU  could  earn  between  $670  to 
$830  (after  taxes)  during  the  year. 
Student  employment  is  also  available 
on  a  full-time  basis  during  the  sum¬ 
mer  months. 

For  renewal  of  an  award  the  student 
must  maintain  a  “C”  average.  Renewal 
can  provide  for  a  maximum  of  four 
years  of  study,  or  until  the  baccalau¬ 
reate  degree  is  achieved. 

Application  forms  may  be  secured 
by  writing:  Admissions  Office,  Alaska 
Methodist  University,  Anchorage, 
Alaska  99504,  or: 

Rev.  James  S.  Pemberton,  Sr., 
Room  1310,  475  Riverside  Drive, 
New  York,  New  York  10027. 
t 
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Upsurge  predicted 

which  frequently  is  also  a  relatively 
new  congregation  fits  this  category  of 
success.  Somehow  there  is  the  assump¬ 
tion  that  the  church  which  is  thriving 
must  have  sold  its  soul;  otherwise  it 
would  not  be  so  rich  in  the  things  of 
this  world.  This  climate  of  antagonism 
toward  the  institutional  church,  with 
some  fallout  on  the  new  church,  will 
probably  continue  a  while  longer. 

“2.  The  attention  and  interest  of  the 
church  go  in  cycles.  Having  recently 
come  through  a  period  of  considerable 
church  extension  activity,  the  church 
is  now  focusing  attention  on  other 
types  of  ministries.  This  is  seen  in  the 
emphasis  on  poverty,  the  inner  city 
and  what  are  called  ‘new  forms  of 
ministry’ — a  wide  variety  of  activities 
such  as  night  ministries,  the  ‘secret 
agent’  approach  to  apartment  houses, 
coffee  houses,  etc. 

“Even  among  some  leaders  who 
have  been  most  active  in  church  ex¬ 
tension,  there  is  a  feeling  that  the 
church  should  devote  its  energy  to 
other  things,  that  too  large  a  propor¬ 
tion  of  the  available  resources  are  go¬ 
ing  into  new  churches. 

“3.  The  stereotype  of  the  suburbs  as 
the  home  of  the  organization-man, 
middle  class  commuter  is  changing.  A 


trend  which  needs  to  be  considered 
in  planning  for  new  churches  is  the 
increasing  diversity  of  the  suburban 
community.  Fewer  suburbanites  are  go¬ 
ing  into  the  city  to  work,  industry  is 
moving  out  and  the  suburbs  are  be¬ 
coming  a  world  apart  from  the  cen¬ 
tral  city.  These  trends  result  in  in¬ 
creased  polarization  in  American  so¬ 
ciety,  as  the  suburbanite  and  the  cen¬ 
tral  city  dweller  have  less  and  less 
contact,  and  this  polarization  is  affect¬ 
ing  the  churches. 

“4.  The  steady  increase  in  the  build¬ 
ing  of  multiple-family  dwellings  is  af¬ 
fecting  the  need  for  new  congregations. 
Whereas  single  family  dwellings  tend 
to  be  built  in  new  areas,  apartments 
tend  to  be  erected  in  communities 
which  are  already  established  and 
where  there  are  already  churches. 
This  means  that  while  apartments  may 
bring  an  influx  of  people  into  a  com¬ 
munity,  there  is  rarely  the  need  to 
start  a  new  congregation.  “For  the 
church  already  in  the  community,  it 
may  mean  expansion  of  an  existing 
building,  or  a  change  in  program  and 
an  increase  in  staff.  However,  these 
changes  do  not  show  up  in  the  records 
as  a  new  church.” 

Understandable  as  the  downswing 
in  new  church  development  is,  it  is 
likely  to  be  a  temporary  trend,  Dr. 
Wilson  said,  adding:  “The  growing 
population,  and  particularly  the  in¬ 


ECUMENISM  AT  WORK 
IN  TUNISIA 

(Editor’s  Note:  Amid  war  and  turmoil 
in  the  explosive  Near  East  comes  a 
Message  from  a  Methodist  missionary 
in  an  Arab  country,  telling  of  inter- 
Christian  brotherhood  that  seems  rare 
even  in  this  ecumenical  age.  The  coun¬ 
try  is  Tunisia.  The  Methodist  mission¬ 
ary  presence  there  comprises  only  four 
persons  —  two  husband  -  and  -  wife 
teams,  constituting  one  of  the  smallest 
of  Methodism’s  overseas  missionary 
contingents.  One  of  these  missionaries, 
the  Rev.  Thorleif  Teigland,  tells  of  the 
close  relationships  he  has  had  with 
Christians  of  many  denominations  in 
Tunisia.  The  message  was  in  a  letter 
from  Mr.  Teigland  to  a  member  of  the 
Northside  Methodist  Church  in  Green¬ 
ville,  S.  C.  The  church  supports  Mr. 
and  Mrs.  Teigland,  whose  home  coun¬ 
try  is  Norway,  through  the  Advance' 
Special  plan  of  Methodist  missionary 
giving.  The  letter  was  published  in  The 
Greenville  News  and  reprinted  in  the 
June  1  edition  of  the  South  Carolina 
Methodist  Advocate.  It  is  re-issued 
here  by  permission  of  The  Greenville 
News.  The  other  missionary  couple  is 
the  Rev.  and  Mrs.  David  Butler  of 
Dows,  Iowa,  and  Phoenix,  Ariz.  Mr, 
Teigland  and  Mr.  Butler  serve  as  pas¬ 
tors  of  the  small  Methodist  congrega¬ 
tions  in  Tunis  and  Bizerte,  and  are  in 
charge  of  the  social  center  and  youth 
center  in  Tunis.) 


Sometimes  the  most  heartwarming 
stories  come  from  entirely  unsuspected 
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creasing  number  of  new  households 
which  will  be  established  in  the  dec¬ 
ade  ahead,  will  probably  result  in  more 
church  extension  activity.” 

New  techniques  and  programs  must 
be  devised  for  organizing  congrega¬ 
tions  in  many  different  types  of  com¬ 
munities,  Dr.  Wilson  predicted.  Among 
the  kinds  of  communities  which  will 
need  to  be  served,  he  said,  are  the 
urban  Negro  ghetto,  the  working  class 
suburb,  and  the  racially  changing 
neighborhood,  both  suburban  and  cen¬ 
tral  city. 

“In  church  extension,  we  may  have 
mastered  the  art  of  getting  a  church 
started  in  the  new  white  middle  class 
suburb,”  Dr.  Wilson  warned,  “but  it’s 
going  to  take  experimentation  to  be 
able  to  penetrate  other  types  of  com¬ 
munities.” 

Of  the  church  extension  factors  on 
the  horizon,  Dr.  Wilson  said: 

“America  is  still  growing,  and  rap- 
.idly.  Although  the  birth  rate  in  recent 
years  has  shown  some  decline,  the  pop¬ 
ulation  has  continued  to  increase.  Be¬ 
tween  1960  and  1966,  there  was  an 
increase  of  9.1  percent,  which  is  equi¬ 
valent  to  adding  a  city  the  size  of  Des 
Moines  every  28  days  for  the  6-year 
period.  The  growth  is  uneven  across 
the  country,  with  the  greatest  increase 
in  the  West  and  the  Southeast.  Thus 
church  extension  activity  will  be  pro¬ 
portionately  greater  in  those  areas  of 


sources.  So  it  is  with  the  letter  from 
the  Rev.  Thorleif  Teigland,  a  Nor¬ 
wegian  Methodist  pastor  serving  in 
Tunisia,  written  to  Dr.  Rhett  Turnip- 
seed  and  reprinted  in  the  Northside 
Methodist  Church  bulletin. 

Here  is  a  story  that  must  warm  the 
hearts  of  not  only  the  missionary- 
minded  but  of  all  who  are  interested 
in  service  in  His  name.  Mr.  Teigland 
writes:  “I  want  to  express  personally 
my  most  heartfelt  gratitude  for  the 
wonderful  pulpit  robe  you  gave  to  me. 

.  “Being  one  of  only  five  ministers 
in  the  whole  of  Tunisia,  I  am  called 
to  serve  Christian  communities  all 
over  the  country  from  time  to  time. 
Our  Catholic  friends  are  graciously 
offering  their  hospitality  for  our  gath¬ 
erings,  and  we  have  some  very  signifi¬ 
cant  experiences; 

“A  year  ago,  I,  a  Norwegian  pastor, 
baptized  in  a  Catholic  cathedral  an 
American  Lutheran  child  according  to 
the  rites  of  Anglican  church.  Six 
months  ago,  I  baptized  by  immersion 
two  American  Baptists,  according  to 
the  Methodist  liturgy,  in  a  Pentecostal 
Church  for  Italians,  run  by  an  Ameri¬ 
can  mission. 

“A  month  ago,  I  celebrated  Holy 
Communion  with  American  Presby¬ 
terians,  Baptists,  French  Reformed 
people  and  Italian  Catholics,  in  the 
cathedral  of  Sousse,  Tunisia,  where 
there  was  a  living  Christian  church  in 
the  first  centuries  of  our  era. 

“I  write  these  incidents  to  give  you 
a  little  idea  of  the  atmosphere  in  which 
your  robe  is  entering.” 
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the  country. 

“There  appears  to  be  a  relationship 
between  the  number  of  households  es¬ 
tablished  and  the  need  to  organize  new 
congregations.  The  population  is  such 
that  we  can  expect  a  considerable  in¬ 
crease  in  the  number  of  new  house¬ 
holds,  with  a  prediction  of  1,250,000 
new  ones  each  year  from  1970  to  1975 
— an  increase  of  30  percent  over  the 
1960-65  period.  This  anticipated  in¬ 
crease  means  that  it  will  be  reasonable 
to  expect  an  increase  in  church  exten¬ 
sion  activity  during  the  next  decade. 

“A  fact  of  American  life  is  the  con¬ 
tinually  growing  Negro  ghetto  in 
virtually  all  large  cities.  By  1970, 
Washington  will  probably  not  be  the 
only  city  with  a  Negro  majority;  in 
Such  places  as  Baltimore  and  Phila¬ 
delphia,  Negroes  already  make  up  a 
majority  of  pupils  in  the  public  schools. 
The  urban  Negro  presents  The  Meth¬ 
odist  Church  with  one  of  the  greatest 
challenges  and  opportunities  for  new 
church  development  in  the  history  of 
the  denomination,  and  the  establish¬ 
ing  of  new  congregations  to  serve  this 
segment  of  urban  dwellers  is  one  of 
Methodism’s  most  crucial  tasks  during 
the  next  decade.” 

All  in  all,  Dr.  Wilson  concluded, 
the  decade  ahead  “will  not  be  the  eas¬ 
iest  time  to  be  responsible  for  starting 
new  churches,  but  it  may  well  be  one 
of  the  most  significant  periods.” 
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San  Francisco 

groups  that  in  1968  will  form  the 
United  Methodist  Church.  Members  of 
The  Methodist  Church  have  been  giv¬ 
ing  designated,  second-mile  gifts  for 
nearly  20  years,  and  these  account  for 
more  than  $10  million  a  year  in  in¬ 
come.  A  fully  parallel  plan  known  as 
‘Special  Support’  has  been  the  channel 
for  giving  above  the  apportionments 
in  the  Evangelical  United  Brethren 
Church,  accounting  for  nearly  $800,- 
000  a  year  for  missionary  support  and 
nearly  $500,000  for  capital  expendi¬ 
tures  in  mission  fields.” 

In  changing  the  allocation  of  funds 
from  the  One  Great  Hour  of  Sharing 
for  the  1967-68  fiscal  year,  the  com¬ 
mission  included  Crusade  Scholarships 
for  a  fixed  sum  of  $25,000.  Other 
fixed  sums  include  $25,000  for  the 
Ministry  to  Servicemen  Overseas,  and 
$50,000  to  the  Division  of  National 
Missions.  After  the  fixed  $100,000  has 
been  distributed,  the  balance  received 
will  be  divided  equally  between  MCOR 
and  Crusade  Scholarships. 

Three  top  editors  on  the  staff  of 
the  commission  received  promotions  in 
action  taken  at  the  meeting.  Edwin  H. 
Maynard,  editor  of  The  Methodist 
Story  since  its  beginning  more  than  10 
years  ago,  was  named  editorial  direc¬ 
tor  for  the  commission.  Darrell  R. 
Shamblin,  associate  editor  of  the  mag¬ 
azine,  was  named  its  editor,  and  the 
Rev.  Earl  K.  Wood,  associate  editor 
for  promotional  materials,  was  ad¬ 
vanced  to  editor  for  such  materials. 
Steps  were  taken  during  the  meeting 
looking  toward  the  merger  of  The 
Methodist  Story  and  Spotlight,  the 
Evangelical  United  Brethren  program 
publication. 

The  dinner  of  tribute  to  Bishop  Tip¬ 
pett  included  a  welcome  address  from 
Lim  P.  Lee,  prominent  Methodist  lay¬ 
man  and  the  first  Oriental  to  serve  as 
postmaster  of  the  city  of  San  Fran¬ 
cisco.  A  feature  of  the  evening’s  pro¬ 
gram  was  the  presentation  of  a  musical 
play,  “Roger  Williams  and  Mary,”  by 
Methodist  Actors  Serving  the  Church, 
under  the  direction  of  the  Rev.  Don 
Mueller.  A  moving  part  of  the  dinner 
was  a  word  of  greeting  and  apprecia¬ 
tion  from  Bishop  A.  Raymond  Grant, 
Portland,  Ore.,  who  attended  despite 
grave  illness. 

The  commission,  recognizing  that 
the  church  will  be  involved  for  many 
years  in  many  ways  with  the  problems 
in  Vietnam,  asked  Dr.  Greenwalt,  its 
general  secretary,  to  make  a  trip  to 
that  war-torn  country  as  soon  as  prac¬ 
ticable. 

Members  of  the  commission  and 
other  invited  leaders  from  across  the 
church  perfected  plans  for  the  first 
major  national  meeting  of  the  new 
United  Methodist  Church — the  District 
Superintendents’  Convocation  to  be 
held  Nov.  14-17,  1968  at  the  Conrad 
Hilton  Hotel,  Chicago.  “United  for 
Mission”  was  announced  as  the  theme 
for  that  convocation. 

t 


Hundreds  of  Methodist  laymen  from 
nine  states  will  attend  the  annual 
Southeastern  Jurisdictional  Laymen’s 
Conference  at  Lake  Junaluska,  N.  C., 
July  27-30.  Theme  of  the  conference 
is  “My  Commitment  to  Christ.” 
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Kirchentag 

uniting  East  and  West  Germany.  With 
the  rank  of  Cabinet  Officer,  he  stated 
that  “we  must  put  our  action  under 
the  will  of  God.  Christians  must  talk 
to  one  another  and  forgive.  If  our 
people  want  to  find  peace  with  them¬ 
selves  and  the  world,  then  they  must 
find  the  peace  of  God.”  He  made  a 
strong  play  for  the  support  of  the 
church  to  help  in  the  reuniting  of  Ger¬ 
many. 

Time  and  again,  the  speakers  strong¬ 
ly  stated  the  importance  of  the  ecu¬ 
menical  movement  in  the  church.  The 
climax  of  this  statement  came  with  Dr. 
Eugene  Carson  Blake,  general  secre¬ 
tary  of  the  World  Council  of  Churches, 
when  he  stated  firmly  that  the  barriers 
between  all  church  groups  must  be 
broken  down  if  we  are  truly  to  repre¬ 
sent  the  Whole  Body  of  Christ. 

Strong  waves  of  applause  carried 
over  the  30,000  and  more  participants 
in  the  final  ecumenical  service.  High 
officials  of  the  Roman  Catholic  and 
Orthodox  Churches  were  present  for 
the  service.  The  President  of  West 
Germany,  himself  a  Roman  Catholic 
layman,  who  also  present  at  the  rally 
in  the  new  Sport  Stadium  at  Hanover. 

Although  the  conference  was  held 
in  Germany  and  primarily  for  Ger¬ 
mans,  there  was  no  doubt  among  the 
800  English,  Dutch,  Swiss,  South  Afri¬ 
cans,  Scots,  Australians  and  Ameri¬ 
cans,  that  the  discussions  of  world 
peace  were  as  pertinent  as  tomorrow 
morning’s  headlines.  Furthermore,  one 
sensed  a  seriousness  to  find  ways  to 
peace  which  would  heal  the  wounds  of 
the  last  war  on  German  soil. 

Though  Hanover  shows  few  scars  of 
destruction  because  of  her  ambitious 
reconstruction  program,  there  is  a 
strong  determination  to  see  that  peace 
shall  come  in  our  time. 

Following  the  major  week  of  the 
Kirchentag  were  additional  meetings 
which  provided  opportunities  for  the 
foreign  visitors  to  discuss  the  implica* 
tions  of  the  debates. 

t 

Boards  and  Agencies  Will  Take 
Joint  Action  in  MUST-II  Program 

New  York — Six  general  boards  and 
agencies  of  The  Methodist  Church 
have  taken  unanimous  action  to  kick 
off  a  unified  approach  in  a  massive 
effort  to  make  a  Christian  impact  upon 
America’s  urban  and  rural  culture. 

The  program,  MUST-II  (Methodist 
United  Service  and  Training),  will  be 
an  experimental  effort  to  make  “a  total 
witness  with  new  competence”  in  both 
rural  and  urban  areas.  According  to  a 
policy  board  which  has  selected  prior¬ 
ities  for  the  program’s  initial  effort, 
MUST-II  will  aim  at  gathering  re¬ 
sources  of  the  church  for  a  unified  pro¬ 
gram  and  training  approach  to  local 
churches  that  will  be  inclusive,  ecu¬ 
menical,  contemporary  and  openly  ex¬ 
perimental. 

First  priority  will  be  a  supporting 
role  in  the  development  of  rural  and 
urban  regional  training  processes  for 
laymen  and  clergymen,  the  develop¬ 
ment  of  new  metropolitan  forms  of 
ministry,  and  the  development  and  ad¬ 
vancement  of  necessary  special  proj¬ 
ects  which  grow  out  of  or  support 
these  ministries. 
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John  Thomas  Folk 

John  Thomas  Folk,  retired  profes¬ 
sor  of  civil  engineering  at  Louisiana 
Tech  died  on  June  22  of  a  heart  at¬ 
tack.  He  was  born  in  Pomaria,  S.  Car., 
and  was  a  graduate  of  Clemson  Uni¬ 
versity. 

In  1911  he  became  a  member  of 
the  faculty  of  Louisiana  Tech  and  con¬ 
tinued  until  1918  when  he  helped  in 
the  training  of  mechanics  for  World 
War  I  in  Pittsburgh,  Pa.  After  the  war 
ended,  he  taught  a  short  time  at  the 
University  of  Pittsburgh,  but  soon  re¬ 
turned  to  Ruston,  La.,  and  went  into 
business.  In  1933  Mr.  Folk  returned 
to  teach  at  Louisiana  Tech.  From  1933 
to  1954  he  served  as  professor  of  civil 
engineering,  and  for  a  time  was  dean 
of  the  School  of  Engineering.  At  the 
same  time  he  was  chairman  of  the 
committee  on  student  employment  and 
scholarships. 

As  a  teacher  he  inspired  his  students 
to  reach  toward  excellence  and  con¬ 
stantly  reminded  them  that  an  engi¬ 
neer  must  be  a  man  of  integrity.  He 
had  great  influence  on  all  who  passed 
through  his  classes.  During  the  de¬ 
pression  years,  he  began  handling  the 
federal  student  help  program  and  soon 
was  asked  to  take  charge  of  all  stu¬ 
dent  help.  He  always  found  work  for 
the  deserving  and  needy  students. 

Always  active  in  professional  and 
civic  affairs,  he  was  a  member  of  the 
Louisiana  Engineering  Society  and  a 
charter  member  of  the  Monroe  Section 
of  that  organization,  a  charter  mem¬ 
ber  of  the  Kiwanis  Club  and  of  the 
Chamber  of  Commerce;  he  served  as 
president  of  the  Monroe  Section  of  the 
LES,  Kiwanis  Club  and  Chamber  of 
Commerce.  In  the  early  days  of  Boy 
Scout  work  in  Ruston,  he  took  a  lead¬ 
ing  part,  especially  in  fund  raising. 
In  the  1930’s  he  was  elected  to  the 
Lincoln  Parish  School  Board,  which 
he  served  as  president  during  his  sixth 
year. 

He  was  a  member  of  Trinity  Meth¬ 
odist  Church  in  Ruston  and  had  served 
in  almost  every  capacity. 

He  is  survived  by  his  widow;  a  son, 
John  Thomas  Folk,  Jr.,  Ruston;  a 
daughter,  Mrs.  R.  E.  Cassibry,  Ruston; 
one  sister,  Mrs.  Carrie  Haas,  Blythe- 
wood,  S.  Car.;  two  brothers,  J.  H.  Folk, 
Pomaria,  S.  Car.,  and  B.  P.  Folk  of 
Tallulah,  La.;  one  granddaughter  and 
three  grandsons. 

t 

Kinsey  N.  Merritt,  president  of  the 
Methodist  Ocean  Grove  Camp  Meet¬ 
ing  Association,  died  June  19  of  a 
heart  attack  at  his  home  in  Hights- 
town,  N.  J. 

t 

Some  sermons  send  us  while  others 
offend  us;  we  may  need  both  kinds. 


A  RESOLUTION 

(Submitted  by  First  Methodist  Church 
Official  Board,  Lake  Providence,  La.) 

RUBY  MILSAPS  PEELER 
1878-1966 

Whereas  a  faithful  devoted  life  time' 
member  of  The  Methodist  Church, 
Mrs.  Ruby  Milsaps  Peeler,  a  charter 
member  of  the  Woman’s  Society  of 
Christian  Service  with  a  record  of  con¬ 
tinuous  service,  has  been  claimed  for 
eternal  life  on  December  19,  1966. 

And,  whereas,  her  dedication  in  the 
service  of  our  Lord  was  manifest  irt 
innumerable  ways  by  her  sincerity,  hu¬ 
mility  and  joy  in  working  as  an  ef¬ 
ficient  church  school  teacher,  officer 
in  the  Woman’s  Society  of  Christian 
Service,  Communion  Stewardess  and 
by  giving  of  herself  in  the  arrange¬ 
ment  of  her  beautiful  flowers  which 
appeared  on  the  altar  for  many  years. 

Therefore,  be  it  resolved  by  the  Of¬ 
ficial  Board  of  the  First  Methodist 
Church  to  express  appreciation  for  this 
precious  person  whom  we  were  priv¬ 
ileged  to  know  and  love. 

Be  it  further  resolved  that  in  order 
to  perpetuate  her  memory  and  to  re¬ 
cord  these  sentiments  that  a  copy  of 
this  resolution  be  spread  upon  the  min¬ 
utes  of  the  official  board  of  the  First 
Methodist  Church  of  Lake  Providence, 
Louisiana  and  a  copy  be  sent  to  “The 
Louisiana  Methodist”  for  publication, 
t 

Dr.  Carl  H.  King,  Statesville,  N.  C., 
scheduled  to  retire  June  30  after  33 
years  as  executive  secretary  of  the 
Western  North  Carolina  Conference 
Board  of  Education,  died  June  27  after 
suffering  a  heart  attack. 

t 

Dr.  Don  A.  Cooke,  general  treas¬ 
urer  of  The  Methodist  Church,  has 
been  presented  a  “Significant  Sig” 
award  by  Sigma  Chi  fraternity  for  “out¬ 
standing  religious  leadership”  in  fi¬ 
nancial  affairs  of  the  church,  for  his 
service  as  president  of  the  denomina¬ 
tion’s  Council  of  Secretaries,  for  ser¬ 
vice  in  World  Wars  I  and  II,  and  for 
community  and  fraternity  activities, 
f 

Weak-kneed  are  those  Christians 
whose  legs  will  not  carry  them  to  their 
neighbor’s  house  to  extend  an  invita¬ 
tion  in  the  name  of  Christ. 


KEEP  SMILING 


Adversities 
do  not  make  the 
man  either 
weak  or  strong, 
but  they  reveal 
what  he  is. 

Let  me  help  you  be 
more  successful. 
Ask  your  next-door 


ROY  E.  BELL 

MO  3-2503 
ighbor 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 
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The  Junior  High  group  from  Mnngum  Memorial  Methodist  Church,  Shreve¬ 
port,  pose  with  their  counselors  in  front  of  the  church  after  a  tour  camp 
to  Mt.  Nebo,  Ark.  "God's  Creation”  was  the  theme  emphasized  through¬ 
out  the  tour  camp.  Receiving  the  sacrament  of  the  Lord’s  Supper  under 
the  stars  was  a  highlight.  The  Rev.  Rex  Wilkes,  associate  pastor,  was 
one  of  the  counselors. 


The  Cherub  Choir  of  Blackwater  Methodist  sang  for  patients  of  the  Guest 
House  Nursing  Home,  Baton  Rouge,  July  16th.  The  choir  is  pictured  here 
with  Mr.  Edmund  Winston,  choir  director,  and  Mrs.  Barbara  Stockwell, 
church  organist.  The  Rev.  Hugh  0.  Baker  is  pastor. 


The  Summer  Bell  Choir,  Homer  Methodist 
Church,  provided  special  music  for  the 
Springhill  Methodist  Church  revival  re¬ 
cently.  Mrs.  George  Ford,  director,  and 
the  Rev.  Loyd  Williams,  pastor,  are  shown 
with  the  group. 


SECOND  PICTURE  ABOVE:  Counselors  and  offi¬ 
cers  of  Teche  Sub-District  MYF  at  retreat  in  Foun- 
tainbleau  State  Park  near  Mandeville,  July  8-9. 
Left  to  right:  Mrs.  George  Marxsen,  Franklin;  Miss 
Pat  Harrison  and  John  Davis,  Berwick;  Miss  Bonnie 
Stinnett,  sub-district  president,  Berwick;  Richard 
Watt,  youth  director,  Franklin;  Jimmy  Harvey,  Mor¬ 
gan  City  and  Miss  Charlene  Price,  secretary,  Morgan 
City.  LOWER  PICTURE:  About  half  of  those  at¬ 
tending  the  retreat  are  shown  here  with  Lay  Counse¬ 
lor  George  J.  Landry,  Patterson.  The  Rev.  Bill 
Irving,  Covington,  delivered  an  inspirational  message 
on  Saturday  night,  and  the  group  attended  Sunday 
morning  worship  at  St.  Mark’s  Methodist  Church  in 
the  New  Orleans  Inner  City. 


On  July  17th,  the  council  of  the  Paul  E. 
Martin  Sub-district,  Ruston  District,  met 
at  Holiday  Inn  for  a  swimming  party,  and 
later  were  guests  of  Johnny  Maxwell,  sub¬ 
district  counselor,  at  dinner— and  a  busi¬ 
ness  meeting.  Churches  represented 
were  Trinity-Ruston,  Choudrant,  Douglas, 
Hodge  and  Jonesboro. 
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"New  Life  in 
the  Church" 

by  Cecil  Bland 

A  special  emphasis  in  Christian  Ed¬ 
ucation  was  presented  at  the  1967  ses¬ 
sion  of  our  Louisiana  Annual  Con¬ 
ference.  A  joint  venture  of  the  Con¬ 
ference  Boards  of  Education  and  Evan¬ 
gelism,  this  Emphasis  is  not  a  sub¬ 
stitute  for  the  general  programs  of  the 
Boards  but  is  supportive  of  both.  The 
serious  problem  of  declining  church 
school  enrollment  and  attendance 
across  the  Conference  is  reflected  in 
both  our  church  membership  and  wor¬ 
ship. 

A  committee  appointed  by  Bishop 
Aubrey  G.  Walton,  with  the  Rev.  Ed¬ 
ward  R.  Haugh  as  Chairman  has  been 
directed  to  inform  and  direct  pastors 
and  local  church  chairmen  in  the  pro¬ 
gram.  Other  members  of  the  committee 
are:  Dr.  J.  Henry  Bowden,  Sr.,  the 
Rev.  Earl  B.  Emmerich,  the  Rev.  John 
F.  Kilpatrick,  the  Rev.  Merlin  W.  Mer¬ 
rill,  Dr.  Ben  R.  Oliphint,  Rev.  K.  G. 

Rorie  and  Dr.  Bentley  Sloane. 

This  committee  has  suggested  that 
each  pastor  begin  this  program  by  hav¬ 
ing  his  local  church  Commission  on 
Education  and  Commission  on  Evan- 
j  gelism  called  together  in  a  joint  meet¬ 

ing  in  July  or  August,  to  set  in  mo¬ 
tion  Phase  One  of  the  “New  Life 
in  the  Church”  program,  which  is  an 
analysis  of  local  church  rolls  and  rec¬ 
ords.  These  are  to  be  brought  up  to 
date  and  corrected,  and  lists  of  pros¬ 
pects  prepared.  More  practical  and  ac¬ 
curate  roll  and  record  keeping  methods 
are  to  be  explored. 

Target  date  for  completion  of  Phase 
One  is  October  1st. 


I  Church  Extension  specialist  makes  fact-finding  tour 

Church  site  study  made  in  Louisiana 


Dr.  W.  Darwin  Andrus,  staff  mem¬ 
ber  of  the  National  Division  of  the 
Methodist  Board  of  Missions,  recent¬ 
ly  made  an  inspection  tour  of  new 
church  organizations  and  proposed 
church  sites  in  the  Louisiana  Confer¬ 
ence.  Dr.  Andrus  has  responsibility  for 
all  church  extension  work  within  the 
Methodist  conferences  of  the  South 
Central  Jurisdiction.  Accompanying 
Dr.  Andrus  on  the  tour  was  the  Rev. 
Kenneth  G.  Rorie,  conference  mission¬ 
ary  secretary  and  associate  director  of 
the  Louisiana  Area  Council. 

A  ministerial  member  of  the  Texas 
Conference,  Dr.  Andrus  has  served 
both  rural  and  city  pastorates.  In  Hous¬ 
ton  he  served  as  pastor  of  Bellair 
Methodist  Church,  one  of  the  fastest 


growing  churches  in  the  city.  From  that 
appointment  he  went  to  head  up  the 
work  of  the  City  Board  of  Missions, 
specializing  in  the  location  and  or¬ 
ganization  of  new  churches  to  meet  the 
need  of  one  of  the  most  rapidly  grow¬ 
ing  cities  in  America.  After  eight  years 
service  as  Director  of  mission  work  in 
Houston,  two  years  ago  Dr.  Andrus 
was  offered  and  accepted  service  with 
the  National  Division  of  the  General 
Board  of  Missions. 

An  authority  on  church  site  selec¬ 
tion  and  development,  Dr.  Andrus  was 
pleased  with  many  of  the  plans  for 
new  churches  in  Louisiana.  While  visit¬ 
ing  in  the  Louisiana  Conference,  con¬ 
tacts  were  made  in  every  area  except 
the  Alexandria  District.  New  churches 
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Record  attendance  of 
435  at  Conference 
Laymen's  Retreat 

The  largest  group  of  laymen  ever 
to  attend  an  'annual  retreat,  435  men, 
took  part  in  the  annual  weekend  gath¬ 
ering  at  Centenary  College,  July  29-30. 
The  Lake  Charles  district,  with  a  total 
of  91,  topped  all  districts  in  attend¬ 
ance,  with  Shreveport  second  with  82. 
All  districts  showed  an  increase. 

One  church,  Westlake  whose  total 
membership  just  tops  300,  had  24  men 
and  young  men  present.  All  delegates 
attended  the  10  Lay  School  of  The¬ 
ology  classes,  which  were  held  Satur¬ 
day  afternoon  and  Sunday  morning. 
Instructors  were  Dr.  W.  F.  Pledger, 
the  Rev.  Robert  Ed  Taylor,  and  Dr. 
Jack  S.  Wilkes  of  the  Centenary  fac¬ 
ulty;  Dr.  J.  Woodrow  Hearn,  the  Rev. 
Howard  Daughenbaugh,  Jr.,  the  Rev. 
Joe  Thomas,  the  Rev.  L.  Ray  Bran- 
ton,  and  the  Rev.  John  Winn;  and  Ken 
Rigby  and  Tom  Harrell,  laymen.  Sub¬ 
jects  covered  were:  Bible  study  and 
theology;  the  New  Morality;  Church 
Renewal,  Consultation  on  Church 
Union;  Lay  Speaking  and  use  and  man¬ 
agement  of  local  church  property. 


A  view  of  the  6:30  a.m.  Sunday 
morning  communion  service  at 
the  Laymen’s  Retreat  at  Centen¬ 
ary  College.  Twelve  ministers 
who  participated  in  the  service 
are  seen  kneeling  at  the  altar. 
(Methodist  Information  photo  by 
Cecil  Bland) 


Ernie  Logan,  National  Director  of 
the  Twelve,  of  the  General  Board  of 
Evangelism,  Nashville,  Tennessee,  was 
the  featured  speaker  at  the  Saturday 
evening  and  Sunday  morning  periods, 
and  Bishop  Aubrey  G.  Walton,  de¬ 
livered  the  Sunday  sermon. 

The  weather  was  sunny  and  hot, 
with  a  brief  shower,  Saturday  after- 

Please  turn  to  page  8 


were  visited,  new  and  proposed  sites 
examined,  consultations  were  held  with 
interested  churches  and  pastors  con¬ 
cerning  church  building  loans,  and  ser¬ 
vices  were  offered  the  district  super¬ 
intendents  in  their  church  extension 
plans. 

One  of  the  primary  concerns  in  new 
church  locations  today  is  to  determine 
the  direction  of  city  growth  and  pur- 

Please  turn  to  page  4 


FROM  LEFT:  the  Rev.  Edward  R.  Haug,  Mon¬ 
roe  district  superintendent;  Dr.  Andrus;  the 
Rev.  Fred  S.  Flurry,  pastor,  St.  Paul’s  Metho¬ 
dist  Church  in  Monroe,  shown  visiting  in  the 
Monroe  district  parsonage. 


FROM  LEFT:  the  Rev.  Ray  R.  Spillar,  pastor; 
Dr.  Andrus;  Dr.  Bentley  Sloane,  Baton  Rouge 
District  superintendent,  at  site  of  Francis  As- 
bury  Church  tent  and  new  building  in  Baton 
Rouge. 


FROM  LEFT:  the  Rev.  K.  G.  Rorie,  associate 
director,  Area  Council;  Dr.  W.  Darwin  Andrus, 
National  Division,  Board  of  Missions;  Dr. 
Leonard  R.  Cooke,  Lake  Charles  district  super¬ 
intendent,  at  conclusion  of  Lake  Charles  Dis¬ 
trict  tour. 


Qdiio/iiciQ 

ANARCHY  IS  NOT  CIVIL  RIGHTS 

(Editor’s  Note:  This  editorial  is  made  up 
entirely  of  paragraphs  taken  from  the  editor¬ 
ials  that  appeared  in  the  nation’s  newspapers 
during  the  past  tragic  week  of  anarchy  in  De¬ 
troit.  In  order  to  make  it  more  readable  we  are 
omitting  the  quotation  marks  and  footnotes. 
You  will  find  a  list  of  credits  at  the  bottom 
of  page  3.  AAK) 

1ET  US  CLEAR  the  street  of  rubble  and  quench 
jthe  fire  that  hatred  set.  Let  us  feed  and  care 
for  those  who  have  suffered  at  the  rioters’ 
hands,  but  let  there  be  no  bonus  or  reward  for 
those  who  has  inflicted  that  sufference.  .  .  .  An¬ 
archy  has  nothing  to  do  with  civil  rights.  No  man 
has  a  right  to  burn,  or  loot,  or  kill. 

The  rioting  and  armed  insurrection  at  Detroit, 
the  worst  yet  experienced,  has  defined  in  the 
sharpest  terms  the  boundary  line  between  civil 
rights  and  Black  Power.  The  civil  rights  movement 
is  bounded  on  the  right  by  R  oy  Wilkins,  the  ad¬ 
vocate  of  redress  through  law,  and  on  the  left  by 
Martin  Luther  King,  the  exponent  of  civil  dis¬ 
obedience.  There  is  no  place  left,  if  there  ever  was 
any,  for  Floyd  McKissick  of  CORE  or  H.  Rap 
Brown  of  SNCC,  the  foremost  figures  in  the 
Newark  Black  Power  convention  that  laid  the  pred¬ 
icate  for  the  Detroit  disaster.  Certainly  no  more 
demonstration  is  needed  to  separate  civil  rights 
from  the  cause  of  the  evangels  of  violence,  death 
and  insurrection. 

The  utter  recklessness  and  wanton  destruction 
will  have  other  effects  including  the  hardening  of 
the  public  attitude  toward  any  demands  of  groups 
and  racial  agitators  who  stand  for  rioting  tactics. 

Apparently  the  spirit  of  rebellion  against  law 
and  order  is  being  cultivated.  When  that  is  so  even 
the  arrest  of  an  individual  for  a  clear  cut  criminal 
law  violation  seems  to  be  enough  to  start  the  rioters 
on  their  way.  It  seems  to  us  that  one  of  the  failures 
in  the  situation  has  been  the  omission  of  many 


top  political  leaders  in  troubled  areas  to  make  it 
understood  that  mobbery  and  rioting  cannot  be 
tolerated. 

In  a  country  ruled  by  law,  maintenance  of  civil 
authority  and  protection  of  life  and  order  are  abso¬ 
lute  requisites,  the  premises  on  which  the  social 
fabric  rests.  While  suppression  is  obviously  no  cure 
for  the  root  causes  of  the  rioting  that  has  shaken 
Detroit,  Newark  and  other  American  cities  in  re¬ 
cent  days,  the  arsonist  and  the  looter  have  to  be 
dealt  with  as  the  criminals  they  are.  And  if  Fed¬ 
eral  troops  have  to  be  called  in,  as  they  were  in 
the  Detroit  area,  there  can  be  no  hesitation  in 
calling  them  to  restore  and  preserve  the  peace. 

For  years  Detroit  has  been  the  American  model 
of  intelligence  and  political  courage  applied  to  the 
governance  of  a  huge  industrial  city.  Mayor  Cava- 
nagh  has  gone  further,  over  a  longer  period  of 
years,  to  respond  to  the  people  in  the  slums  than 
any  other  big-city  mayor;  and  now  Mr.  Cavanagh 
is  doubtless  destroyed  as  a  political  leader.  De¬ 
troit’s  gifted  young  Congressman  Conyers,  one  of 
six  Negroes  in  the  House,  was  booed  and  pelted 
by  the  crowd. 

Most  analysts  see  Black  Power  leaders  as  artic¬ 
ulate  spokesmen  for  Negro  bitterness,  hatred  and 
pride — but  they  don’t  believe  that  Messrs.  Car¬ 
michael,  Brown,  or  any  of  the  other  members  of 
the  black  extremist  groups  have  originated  the  de¬ 
structive  emotions  now  evident  among  Negroes; 
rather  they  are  the  products  of  them.  Few  doubt, 
however,  that  as  a  slogan  Black  Power  has  served 
as  a  rallying  point  for  lawlessness.  “The  tragedy  of 
all  this  is  that  the  ghetto  Negro  has  equated  Black 
Power  with  violence,”  said  Barbara  Jordan,  Negro 
state  senator  from  Houston,  Tex. 

If  these  riots  continue  it  will  be  a  very  bad 
time  indeed  for  civil  rights,  for  social  legislation, 
and  for  the  prosperous  development  of  the  great 
cities.  The  movement  for  racial  equality  has  been 
forced  on  the  defensive. 

The  fire-bombers  and  the  snipers  —  and  the 
leaders  of  radical  Negro  organizations  who  provoke 
and  excuse  law-breaking — are  harming,  not  only  in¬ 
nocent  white  persons  and  their  homes,  but  the 
majority  of  Negroes  trying  to  break  out  of  the 
slum  life.  They  are  turning  back  in  suicidal  anger 
the  forward  thrust  of  community  confidence  and 
civil  rights  legislation,  dooming  themselves  and 
their  larger  c^use. 

But  until  the  rule  of  law — and,  as  important, 
respect  for  law  as  the  strongest  weapon  in  safe¬ 
guarding  Americas  regardless  of  color — prevails  in 
riot-tom  cities,  the  basic  and  essential  human  ef¬ 
fort  to  improve  these  conditions  can  only  be  dis¬ 
tracted,  distorted  and  delayed. 


1^5^  Editor's 

THE  ALL-TALK  RADIO 

There  are  many  strange  phenomena 
in  the  state  of  California,  but  one 
that  may  be  as  difficult  for  persons 
in  this  section  to  understand  as  any 
is  that  of  the  trend  toward  all-talk 
radio  stations.  We  found  that  in  Los 
Angeles  two  or  three  radio  stations  are 
on  the  air  24  hours  a  day  without 
broadcasting  one  note  of  music.  The 
local  ABC  outlet  is  an  all-talk  station. 

We  were  talking  to  someone  about 
this  and  they  raised  the  inevitable 
question:  “What  do  they  talk  about?” 
Well,  there  is  a  good  deal  of  news 
and  editorializing  on  the  news,  but 
the  major  part  of  the  time  seems  to 
be  taken  up  with  the  type  of  program 
that  features  the  listeners  calling  in  and 
discussing  their  opinions  —  and  they 
have  plenty  of  opinions  in  California 
about  many  things  from  the  “hippies” 
to  Governor  Ronald  Reagan. 

What  was  our  reaction  to  this?  Well, 
frankly  a  little  bit  of  it  soon  became 
more  than  enough.  We  did  not  think 
we  would  ever  see  the  day  when  we 
would  long  to  hear  a  “rock  ’n  roll” 
tune,  but  that  was  evactly  what  hap¬ 
pened  after  listening  for  an  hour  or 
two  to  nothing  but  talk. 

Mrs.  Knox  and  I  first  discovered 
this  phenomenon  the  first  evening  of 
our  recent  visit  to  Califoria.  Our 
hostess,  who  said  she  has  trouble  sleep¬ 
ing  through  the  night,  left  her  radio 
on  all  night  and  when  we  chanced  to 
wake  up  in  the  middle  of  the  night 
we  heard  someone  talking  up  a  storm 
in  her  room.  You  can  imagine  our 
reaction — not  knowing  of  the  “all  talk 
radio”  trend. 

We  have  noted  that  many  things  do 
originate  in  California  and  move  across 
the  country  eastward.  This  is  one  wind 
which  we  hope  never  finds  its  way 
over  the  mountains. 

PLANE  TALK:  Did  you  hear  about 
the  woman  who  advertised  and  sold 
a  1966  Cadillac  for  $50.  She  was  car¬ 
rying  out  the  wishes  of  her  late  hus¬ 
band  who  left  word  for  her  to  “sell 
the  car  and  give  the  proceeds  to  my 
secretary.” 
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PHILADELPHIA  —  John  Cardinal  Krol,  Archbishop  of  Philadelphia  (left), 
waves  to  crowd  on  arriving  home  from  Rome  where  he  and  26  other  prelates 
were  elevated  to  the  Sacred  College  of  Cardinals.  Sharing  the  homecoming 
with  him  is  Methodist  Bishop  Fred  Pierce  Corson  of  Philadelphia,  who 
accompanied  the  cardinal  to  Vatican  City  to  attend  the  three-day  cere¬ 
monies.  (RNS  Photo) 


Commission  on  Union 
works  on  important 
next  steps 

In  their  first  meeting  since  ratifica¬ 
tion  of  the  Plan  of  Union  by  the  an¬ 
nual  conferences,  the  joint  commission 
on  union  of  The  Methodist  Church 
and  the  Evangelical  United  Brethren 
Church  meeting  in  Chicago,  July  17- 
18,  spent  little  time  celebrating  the 
victory  and  worked  long  hours  on 
the  next  steps  in  the  unification 
process. 

The  commissioners  approved  reso¬ 
lutions  creating  four  quadrennial  com¬ 
missions  to  work  during  the  1968-72 
period  to  deal  with  a  creedal  statement, 
social  principles,  general  church  organ¬ 
ization  and  the  structure  of  Methodism 
overseas. 

The  group  also  adopted  “in  prin¬ 
ciple”  a  new  format  for  the  Program 
Council  of  the  new  church  that  will 
embrace  the  work  of  five  separate 
agencies  as  now  constituted. 

In  its  actions  the  commission  was 
endeavoring  to  be  responsive  to  groups 
that  are  concerned  about  the  renewal 
and  restructuring  of  the  new  church. 
They  were  also  taking  special  care  to 
provide  for  some  optional  local  church 
organization  that  will  be  appropriate 
for  small  congregations. 

The  format  for  the  Program  Coun¬ 
cil  (a  new  agency  for  members  of  The 
Methodist  Church)  would  gather  up 
the  responsibilities  outlined  in  the  Plan 
of  Union  for  the  following  agencies: 


the  Coordinating  Council,  the  Council 
on  Local  Church  Program,  the  Com¬ 
mission  on  Promotion  and  Cultivation 
the  Television,  Radio  and  Film  Com¬ 
mission,  and  the  Department  of  Re¬ 
search,  Records  and  Statistics  of  the 
Council  on  World  Service  and  Finance. 

The  first  draft  would  re-group  these 
agencies  in  four  divisions  under  the 
Program  Council:  Division  of  Cultiva¬ 
tion  and  Promotion;  Division  of  Tele¬ 
vision,  Radio  and  Film;  Division  of 
Long-Range  Planning,  and  Division  of 
Research,  Records  and  Statistics. 


The  18-page  document  outlining 
the  structure  and  duties  of  the  Pro¬ 
gram  Council  and  its  four  proponent 
divisions  is  to  be  submitted  for  reac¬ 
tion  to  the  boards  and  agencies  direct¬ 
ly  involved  and  to  the  Council  of 
Bishops  and  the  Council  of  Secretaries. 

After  feedback  from  these  groups, 
the  joint  commission  hopes  to  perfect 
the  draft  and  submit  it  to  the  Uniting 
Conference  as  a  revised  section  of 
Part  IV  of  the  Plan  of  Union  which 
was  adopted  in  principle  at  the  1966 
General  Conferences. 


DAILY  BIBLE  BEADING 

Below  is  a  schedule  for  the 
Daily  Bible  Beading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Aug.  6 — Sunday  Matt.  17:1-13 

Aug.  7  Ezekiel  3:1-27 

Aug.  8  Zech.  4:1-10 

Aug.  9  Malachi  3:1-18 

Aug.  10  Matt.  19:16-30 

Aug.  11  Matt.  20:1-16 

Aug.  12  Mark  8:31-38 

Aug.  13 — Sunday  I  Cor.  11:23-34 


The  commission  heard  a  progress 
report  on  the  ministry  from  Bishop 
James  W.  Henley  of  Florida  and  Dr. 
D.  Frederick  Wertz  of  Williamsport, 
Pa.  On  behalf  of  the  Council  of  Sec¬ 
retaries  of  The  Methodist  Church  and 
the  Council  of  Executives  of  the  EUB 
Church,  Dr.  Harry  C.  Spencer  present¬ 
ed  a  paper  on  “Toward  Guidelines  for 
Integration  of  General  Church  Staff 
in  The  United  Methodist  Church.” 

Dr.  J.  Otis  Young  outlined  tenta¬ 
tive  plans  for  the  Uniting  Conference. 
It  was  stated  as  the  judgment  of  the 
joint  commission  that  the  Uniting  Con¬ 
ference  will  receive  final  quadrennial 
reports  from  The  Methodist  Church 
units  and  from  agencies  of  the  Evan¬ 
gelical  United  Brethren  Church. 

The  commissioners  did  take  time 
at  a  dinner  meeting  to  celebrate  union. 
A  cake,  bearing  the  inscription,  “Unit¬ 
ed  Methodists,”  was  cut  by  Dr.  Charles 
C.  Parlin  of  New  York  and  Dr.  Paul 

Please  turn  to  page  7 
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Two  bishops — one  Roman  Catholic  and  the  other 
Methodist — have  been  appointed  to  serve  on  a  bi- 
racial  “blue  ribbon”  panel  to  investigate  causes  of 
the  recent  race  riots  in  New  Jersey.  They  are  Cath¬ 
olic  Bishop  John  J.  Doughtery,  president  of  Seton 
Hall  University,  and  Methodist  Bishop  Prince  Taylor 
of  Princeton.  Gov.  Richard  J.  Hughes,  in  announc¬ 
ing  the  appointments,  said  the  committee  would  also 
examine  complaints  of  excessive  and  indiscriminate 
shooting  by  National  Guard  and  state  police. 

In  Melbourne,  Australia,  a  leading  Presbyterian 
ecumenist  has  charged  that  because  of  “con¬ 
servatism  and  suspicion”  the  church  unity 
movement  is  not  faring  well.  Dr.  J.  D.  Mc- 
Caughey,  master  of  Orbond  College  (Presby¬ 
terian),  University  of  Melbourne,  said  that  he 
had  read  unity  proposals  presented  in  20  coun¬ 
tries  and  found  them  depressing. 

Relations  with  the  Roman  Catholic  Church,  in¬ 
cluding  the  question  of  the  papacy  and  episcopacy, 
will  be  a  dominant  aspect  of  the  work  of  the  sub¬ 
committees  of  the  decennial  Lambuth  Conference 
of  Anglican  bishops  to  be  held  in  London  in  1968. 
Discussions  at  the  assembly  will  be  carried  on  in 
32  subcommittees  dealing  with  three  main  areas  of 
the  church’s  renewal — in  unity,  in  ministry,  in  faith. 

Archbishop  of  Canterbury  Arthur  Michael 
Ramsey  has  been  urged  by  a  British  interde¬ 
nominational  journal  to  “take  the  plunge”  and 
become  a  crusading  archbishop  to  “prevent  the 
Church  of  England  from  slipping  into  decay.” 
The  publication,  “New  Christian,”  said  that  it 
had  every  confidence  that  the  archbishop  was 
tiie  man  for  this  job. 


Worldwide  interest,  including  that  of  the  Arab  coun¬ 
tries,  was  manifest  in  the  recent  visit  of  Pope  Paul 
VI  to  Turkey.  There  was  special  interest  because 
the  Christian  leader  chose  a  Moslem  country  for 
his  next  trip  away  from  the  Vatican.  The  main 
purpose  of  the  journey  was  to  confer  with  Patriarch 
Athenagoras  to  strengthen  the  bonds  between  the 
Roman  Catholic  and  Eastern  Orthodox  Churches 
and  to  seek  ways  of  assuring  protection  of  the  Holy 
Place  in  Jerusalem. 

Dr.  Paul  M.  Van  Buren,  one  of  America’s 
“God  is  Dead”  theologians,  has  been  awarded  a 
Fulbright  Senior  Lectureship  and  a  Guggenheim 
Fellowship  for  1967-68.  Oxford  University 
nominated  the  43-year-old  former  Episcopal 
minister  to  lecture  at  the  school  and  to  re¬ 
search  the  implications  of  linguistic  analysis 
for  theology. 

The  conflict  in  Vietnam  is  “an  entirely  new  type 
of  war  for  chaplains”  said  a  Roman  Catholic  navy 
chaplain  who  is  a  veteran  of  World  War  II  and 
Korea.  Chaplain  (Capt.)  Francis  W.  Kelly  said,  “At 
least  half  of  our  work  is  with  civilians.  We  build 
and  operate  schools,  churches,  and  orphanages  in 
new  villages  in  secure  areas.” 

Religion  has  been  getting  the  “soft  sell”  treat¬ 
ment  in  a  series  of  television  spot  announce¬ 
ments  under  joint  sponsorship  of  Roman  Cath¬ 
olic  and  Protestant  groups.  The  TV  messages, 
called  “telespots,”  are  produced  by  the  Hour 
of  St.  Francis  Productions  in  Los  Angeles. 
They  have  been  filmed  in  color  and  are  avail¬ 
able  in  both  30-second  and  60-second  versions. 

A  clergyman  in  Winston-Salem,  N.C.  has  declared 
that  a  bill  before  Congress  shifting  four  legal  holi¬ 
days  to  Mondays  “strikes  fear  and  trembling  in 
the  heart  of  every  pastor  in  the  country.”  The 
Rev.  Mark  Corts,  pastor  of  Calvary  Baptist  Church, 
said  his  chief  concern  is  the  effect  such  long  holiday 
week-ends  would  have  on  the  churches. 


Fears  that  York  Minister  Cathedral  might  come 
crashing  down  from  supersonic  boom  tests  un¬ 
derway  in  Britain  were  allayed  when  the  gov¬ 
ernment  announced  that  such  tests  would  not 
take  place  over  the  centuries-old  Anglican  ca¬ 
thedral.  The  tests  are  being  made  w  ithout  warn¬ 
ing  in  various  parts  of  the  country  to  test  the 
peoples  reaction  to  the  noise  before  the  intro¬ 
duction  of  Britain’s  new  supersonic  Concord 
airliner. 

The  U.S.  Treasury  Department  has  recommended 
that  the  Justice  Depuartmeqt  prosecute  the  crew 
of  the  Phoenix,  a  small  ship  which  early  this  year 
carried  medical  supplies  to  Haiphong  under  the 
aegis  of  an  independent  unit  known  as  A  Quaker 
Action  Group.  The  action  stems  from  what  the 
Treasury  considers  a  violation  of  the  Trading  with 
the  Enemy  Act. 

When  the  Archbishop  of  Canterbury  comes  to 
Chicago  in  September,  Chicago’s  Anglicans, 
Roman  Catholics,  Protestants  and  Eastern  Or¬ 
thodox  will  worship  together  in  a  historic  ser¬ 
vice  of  Christian  unity,  Sept.  14,  in  the  Inter¬ 
national  Amphitheater.  The  service  will  be  co¬ 
sponsored  by  the  Church  Federation,  the  Epis¬ 
copal  Diocese  of  Chicago  and  the  Roman  Cath¬ 
olic  archdiocese. 


Editorial  credits 

The  following  sources  are  given  for  the  para* 
graphs  in  the  editorial  on  the  previous  page:  1. 
Address  by  President  Johnson,  July  27;  2.  Arkan¬ 
sas  Gazette,  July  27;  3.  New  Orleans  Times  Pica¬ 
yune,  July  25;  4.  Times  Picayune;  5.  New  York 
Times,  July  25;  6.  Washington  Post,  July  25;  7.  Wall 
Street  Journal,  July  25;  8.  Washington  Post,  July 
25;  9.  New  York  Times,  July  25;  10.  New  York 
Times,  July  25. 
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AT  LEFT:  Douglas  L.  McGuire,  pastor.  Trinity  Methodist  Church, 
Ruston,  visits  with  the  Rev.  Earl  B.  Emmerich,  associate  direc¬ 
tor  in  charge  of  education.  Area  Council,  in  Area  office.  RIGHT: 
Newest  Area  Council  Office  staff  member  Mrs.  Jean  Wilcox,  audio¬ 
visual  librarian  and  secretary  to  the  Rev.  Earl  B.  Emmerich. 


from  page  one 
Church  site  study 

chase  property  ahead  of  these  expan¬ 
sions.  Often  a  District  Board  of  Mis¬ 
sions  has  purchased  property  and 
found  its  value  doubled  or  tripled  in 
only  a  year  or  two,  as  the  city  has 
grown  to  the  area.  On  the  edge  of  one 
Louisiana  city,  land  bought  four  years 
ago  at  $2,000  an  acre  is  now  valued 
at  $  1 1 ,000  an  acre,  when  available,. 

In  an  era  of  city  growth  and  infla¬ 


tionary  land  prices  such  as  in  the 
past  decade,  the  Board  of  Missions 
cannot  afford  to  wait  and  purchase 
land  after  a  church  is  needed,  for  the. 
price  of  land  would  make  the  cost  pro¬ 
hibitive.  Our  district  superintendents 
and  boards  of  missions  are  often  in 
consultation  with  builders  and  devel¬ 
opers,  working  together  to  establish 
favorable  conditions  for  the  location  of 
a  church  in  a  new  area. 

The  Louisiana  Conference  has  been 
in  the  forefront  of  those  Conferences 
that  have  developed  many  new  church- 


Willson  Lectures 
at  Sequoyah 

Dr.  Paul  Deats,  Jr.  of  Boston  Uni¬ 
versity  used  the  general  theme,  “Mis¬ 
sion  and  Ministry  in  a  Revolutionary 
World”  in  the  11th  annual  Willson 
Lectures  at  Mount  Sequoyah,  July 
21-23. 

While  his  lectures  covered  a  wide 
range  of  subjects,  a  considerable  seg¬ 
ment  of  time  was  devoted  to  the  war 
in  Vietnam.  He  said  of  that  conflict, 
“A  middle  position  is  untenable.  We 
will  move  toward  escalation,  enlarge¬ 
ment  of  the  conflict,  a  demand  for 
victory,  a  confrontation  with  China — 
in  one  direction;  or  we  will  reverse 
our  field,  seeking  to  protect  those  for 
whom  we  have  assumed  responsibility, 
invoking  international  help  to  arrange 
a  truce  and  elections,  providing  devel¬ 
opment  aid  multilaterally,  committing 
ourselves  to  phased  withdrawal.” 

The  lectureship  is  one  of  28  pro¬ 
vided  by  Dr.  and  Mrs.  J.  M.  Willson, 
Sr.  of  Floyada,  Tex.,  and  was  present- 
this  year  in  connection  with  a  Chris¬ 
tian  Social  Concerns  Briefing  Confer- 


es,  relocated  others,  and  supported 
programs  in  still  others,  enabling  our 
Methodist  people  all  over  the  state  to 
be  adequately  served.  Missions  is  not 
just  the  support  of  a  missionary  on  an¬ 
other  continent,  but  also  is  involved  in 
the  building  and  maintenance  of 
churches  here  at  home,  and,  sometimes 
in  our  own  neighborhood. 


ence  and  a  Hospital  and  Homes  Week¬ 
end  Workshop. 

In  an  address  on  welfare  in  an  in¬ 
dustrial  and  affluent  society.  Dr.  Deats 
pointed  out  that  it  is  popular  to  con¬ 
nect  the  success  of  the  West,  and  the 
United  States  in  particular,  with  the 
Protestant  ethic  of  work  and  individual 
responsibility.  He  said,  “We  tend  to 
assume  that  men  and  nations  are  re¬ 
warded  according  to  their  industry  and 
frugality,  that  each  gets  what  he  de¬ 
serves,  and  that  an  unseen  hand  oper¬ 
ates  through  the  market  to  work  things 
out.” 

Speaking  on  the  need  for  two-way 
communication  between  experimental 
and  local  ministries,  Dr.  Deats  point¬ 
ed  out  some  of  the  dangers  inherent 
in  the  more  spectacular  and  more  wide¬ 
ly  acclaimed  specialized  ministries. 

He  said,  “The  ministry  in  the  local 
parish  typically  pays  for  the  experi¬ 
ment:  The  local  parish,  too,  is  the 
church;  and  its  members  can  and  must 
learn.  The  experimental  ministry  needs 
to  guard  against  the  temptation  of  see¬ 
ing  the  part  as  the  whole,  the  subtle 
pride  of  becoming  a  model.” 

He  continued,  “Upon  the  local  par¬ 
ish  rests  the  responsibility  of  inform¬ 
ing  and  motivating  persons  for  their 
life  in  the  world.  Its  talk  should  in¬ 
clude  keeping  alive  some  sense  of  voca¬ 
tion,  articulating  the  voice  of  con¬ 
science  to  stir  the  insensitive,  and  dem¬ 
onstrating  the  power  and  possibility 
of  committed  persons  to  engage  in 
both  controversy  and  action  within  a 
community  of  love  and  forgiveness.” 


Laymen's  Retreat  -  Centenary  College 


FROM  LEFT:  Cecil  Bland,  associate 
director  Area  Council;  Ernie  Logan, 
national  director  of  "The  Twelve";  and 
Tom  Matheny,  conference  lay  leader. 


Al  Reynolds,  Henning  Church,  Sulphur, 
directs  the  men’s  choir  in  special  music 
with  Henry  Gillett,  Welsh,  at  the  organ. 


Dr.  Luntan  Douglas,  director  of  Area 
Council;  Bishop  Aubrey  G.  Walton;  and 
Tom  Matheny,  conference  lay  leader. 


The  largest  district  representation  was 
from  the  Lake  Charles  District.  Here  the 
91  men  are  shown  in  front  of  the  district- 
owned  bus. 


The  largest  number  of  delegates  ever  to 
attend  a  Louisiana  Conference  Lay  Re¬ 
treat  -  435  -  is  shown  assembled  in 
Brown  Memorial  Chapel. 


J.  Karl  Koonce,  Sulphur,  hands  out  some 
of  the  luggage  for  the  91  men  who  attend¬ 
ed  the  retreat  from  that  district. 
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LIVE  OAK  CHURCH  begins  a  re¬ 
vival  Sunday,  August  6,  with  the  Rev. 
John  M.  Winn,  Jr.,  pastor  of  Cedar 
Grove  Church  in  Shreveport,  as  guest 
evangelist.  The  Rev.  William  T.  Eu¬ 
banks  is  the  Live  Oak  pastor. 

THE  REV.  C.  D.  PINKARD,  pastor 
of  the  Faithful  Charge  in  the  Baton 
Rouge  District,  preached  the  home¬ 
coming  sermon  for  his  home  church  in 
Alabama  in  July.  He  remained  and 
preached  for  the  revival,  July  2-7,  in 
which  one  of  his  brothers  was  con¬ 
verted  and  united  with  the  church. 
Mr.  Pinkard  grew  up  in  the  Milltown 
Church,  Roanoke  District  of  the  North 
Alabama  Conference. 

THE  CHENEYVILLE  WOMAN’S 
SOCIETY  met  in  the  home  of  Mrs. 
D.  G.  Hoyt  on  July  24,  and  members 
presented  her  with  a  Life  Member¬ 
ship.  Guests  present  for  the  occasion 
were  her  daughter  and  son-in-law,  the 
Rev.  and  Mrs.  Bill  Fraser  of  Bossier 
City,  her  grandson,  Gary  Todd  Hoyt, 
and  Mr.  Hoyt.  The  Rev.  Robert 
Galatas  is  pastor  of  the  Cheneyville 
and  Lecompte  Churches. 


KROTZ  SPRINGS  CHURCH  will 
hold  revival  services  from  August  13- 
18  with  the  Rev.  C.  D.  Pinkard  as 
guest  evangelist.  Mr.  Pinkard  is  pas¬ 
tor  of  Faithful,  New  River  and  Mea¬ 
dows  Chapel  churches  in  the  Baton 
Rouge  District,  and  has  held  several 
previous  revivals  in  the  Krotz  Springs 
Church  where  the  Rev.  J.  David 
Strozier  serves  as  pastor. 

MRS.  LARRY  PLEIMANN,  mission¬ 
ary  to  the  Congo,  was  guest  speaker 
in  the  Ponchatoula  First  Church,  July 
30.  Ladies  of  the  church  planned  the- 
Sunday  morning  service  in  the  absence 
of  laymen  and  minister,  the  Rev.  Jack 
Winegeart  who  were  attending  the 
Laymen’s  Retreat  at  Centenary  Col¬ 
lege. 

THE  WESLEYAN  CLASS  (for  col¬ 
lege  students)  of  Noel  Memorial 
Church,  Shreveport,  plan  to  work  at  the 
Zion  Spanish  Methodist  Church  in  Gal¬ 
veston,  Texas,  August  19-25,  repairing 
and  painting  an  educational  building 
and  directing  a  youth  program.  Dr. 
Sam  Nader  is  the  Noel  pastor. 

THE  REV.  S.  P.  EMANUEL  and 
family  were  honored  by  members  and 
friends  of  the  Elton  Church  at  a  fam¬ 
ily  night  gathering  on  July  23.  Good 
fellowship,  food,  and  a  household  linen 
shower  for  the  Emanuels  highlighted 
the  evening. 


Two  families  who  moved  within 
the  Lake  Charles  District  are  the  Oak¬ 
ley  Lees  (from  Welsh  to  Oak  Park)  and 
the  Rex  Squyres,  at  right  (from  Kinder- 
Oberlin  to  Moss  Bluff). 


At  the  Lake  Charles  District  pic¬ 
nic  for  ministers’  families,  the  three 
new  families  to  the  district  are  pic¬ 
tured.  From  left  are  the  J.  W.  Matthews, 
the  Henry  C.  Blounts,  and  the  Percy 
Emanuel  s. 


Dr.  R.  Leonard  Cooke,  district 
superintendent  at  Lake  Charles,  pre¬ 
sents  a  plaque  to  Allan  Collette  in 
appreciation  for  his  outstanding  ser¬ 
vice  as  district  lay  leader,  1963-67. 


Dr.  James  Chubb,  group  chair¬ 
man,  and  Dr.  Jolly  B.  Harper, 
First  Methodist  Church,  Natchi¬ 
toches,  at  the  Briefing  Confer¬ 
ence  on  Christian  Social  Concerns, 
Mt.  Sequoyah.  Dr.  Harper  was 
resource  person  for  the  discussion 
group:  “The  Place  of  Church 

People  in  the  Solving  of  Alcohol 
Problems." 


New  Iberia  youths  who  participated 
in  the  Sunday  evening  worship  service 
are  pictured.  They  are  from  left:  Pam 
Rush,  Jamie  Zerangue,  Steven  Marcel, 
Paul  Boatright,  Bobby  Hester,  and 
Lynn  Derouen. 


YOUTH  OF  ST.  MARK’S  Church, 
Monroe,  concluded  Youth  Activities 
Week  with  a  weekend  spiritual  life 
retreat  at  Camp  Brewer  in  July.  They 
shared  a  joint  program  with  Memorial 
Church,  Monroe,  with  the  theme,  “To¬ 
day  is  the  Day.”  The  Rev.  James  O. 
Evans  is  the  St.  Mark’s  pastor;  the 
Rev.  Ira  Flowers  is  minister  of  Me¬ 
morial  Church. 


NEW  IBERIA  YOUTH  SERVICE 

Members  of  the  junior  and  senior 
high  MYF  conducted  a  Sunday  night 
service  in  June  in  the  New  Iberia  First 
Methodist  Church.  Bobby  Hester,  vice 
president,  presided. 

The  'opening  prayer  was  by  Paul 
Boatright,  president  and  Lafayette  Dis¬ 
trict  publicity  chairman. 

A  series  of  talks  were  given;  Jamie 
Zerangue  explained  the  meaning  of 
the  MYF  convenant,  motto,  colors  and 
emblem;  Pam  Rush  presented  facts 
and  figures  of  youths’  participation  in 
the  unified  budget  of  the  church;  Paul 
Boatright  explained  the  MYF  organ¬ 
ization;  Michael  Marcell  gave  a  resume 
of  the  conference  MYF  tour  of  south¬ 
eastern  states  in  June  that  covered 
2,415  miles  in  two  weeks. 

Junior  high  members  who  partici¬ 
pated  were  Lynn  Derouen,  Steven  Mar¬ 
cell,  and  Bill  Camicom. 

The  program  was  presented  in  the 
absence  of  the  pastor,  the  Rev.  Duke 
R.  Barron,  who  was  on  vacation, 
t 

What  a  man  accomplishes  depends 
on  what  he  believes. — Bankers  Bul¬ 
letin 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

One  of  the  ways  in  which  suburban 
churches  can  help  the  Inner  City  is 
by  encouraging  members  to  give  ser¬ 
vice  to  an  Inner  City  church  for  one 
year.  This  is  known  as  the  IC-1  pro¬ 
gram. 

The  suburban  churchman  will  be¬ 
come  part  of  an  Inner  City  church  con¬ 
gregation  for  one  year.  He  will  give 
leadership  and  financial  support  to  that 
church.  The  type  of  leadership  to  be 
given  depends  upon  the  need  of  the 
Inner  City  church.  As  a  rule,  the  per¬ 
sons  who  volunteer  for  the  IC-1  pro¬ 
gram  are  selected  to  do  a  certain  job 
in  the  church. 

At  present  the  great  need  is  for 
church  school  teachers.  Both  Felicity 
and  Second  church  are  in  need  of 
teachers.  Because  of  a  shortage  of 
teachers,  Second  church  has  been 
forced  to  consolidate  its  classes,  offer¬ 
ing  only  one  class  for  children.  Mary 


Robertson,  the  pastor’s  wife,  teaches 
this  class,  which  prevents  her  from 
accompanying  Larry  when  he  preaches 
at  Terrytown.  Second  needs  IC-1 
members  to  enable  the  formation  of 
other  classes  as  well  as  allowing  Mary 
to  be  part  of  the  Terrytown  congre¬ 
gation. 

Felicity  has  even  greater  need  for 
teachers;  it  has  no  church  school  at  all. 
The  children  are  there;  perhaps  no 
Inner  City  church  has  greater  oppor¬ 
tunity  to  reach  needy  children.  But 
leadership  is  lacking  in  the  church. 
There  just  are  not  the  people  to  do 
the  teaching.  Bob  Eaker,  who  pastors 
Felicity,  states  that  the  greatest  need 
in  his  church  is  for  church  school. 
He  feels  that  any  number  of  new  fam¬ 
ilies  could  be  related  to  the  church  if 
a  church  school  were  available. 

Many  who  are  reading  this  article 
are  members  of  suburban  churches 
from  the  New  Orleans  district.  Con¬ 
sider  this  article  as  an  appeal  to  your 
conscience  to  volunteer  as  an  lC-1 
worker  for  one  year.  If  you  can  teach 
and  would  like  to  render  a  real  service 
where  the  need  is  greatest,  here  is  your 
opportunity.  Call  the  Inner  City  of¬ 
fice,  523-0450,  for  more  information, 
t 


The  Louisiana  delegation  to  the  South  Central  Regional  Briefing  Confer¬ 
ence  on  Christian  Social  Concerns,  Mt.  Sequoyah.  FROM  LEFT:  Mr.  and 
Mrs.  John  H.  Williams,  First  Methodist  Church,  Lake  Charles;  Mrs.  Jolly 
B.  Harper  and  Dr.  Harper;  Dr.  and  Mrs.  J.  Woodrow  Hearn;  Mrs.  Bradford 
Mayo,  First  Church,  Lake  Charles;  Dr.  Virgil  D.  Morris;  Mrs.  Luman  E. 
Douglas  and  Dr.  Douglas,  Area  director. 
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SuKcUuf,  Scfo&t 


By:  Alfred  A.  Knox 

LESSON  FOR  AUGUST  13:  Partners  in  the  Gospel 


BACKGROUND  SCRIPTURES:  Acts  18:1  through 
19:20. 

MEMORY  SELECTION:  I  planted,  ApoUos  wa¬ 
tered,  but  God  gave  the  growth.  So  neither  he 
who  plants  nor  he  who  waters  is  anything,  but 
only  God  who  gives  the  growth.  (I  Corinthians 
3:6-7) 

AIM  OF  THE  LESSON:  To  point  out  to  laymen 
and  ministers  the  mutual  responsibility  they 
share  for  spreading  the  Gospel  of  Jesus  Christ. 

*  *  * 

The  transition  in  Paul’s  ministry  represented 
by  his  journey  from  Athens  to  Corinth  was  as  radical 
a  change  in  direction  and  purpose  as  he  ever  made 
during  his  missionary  career.  He  arrived  in  Corinth 
a  disappointed  and  dejected  man  after  his  failure 
to  make  any  great  impression  on  the  intellectuals 
of  Athens.  He  came  asking  the  question,  “If  the 
Gospel  has  the  power  I  think  it  has,  why  did  those 
with  such  splendid  mental  equipment  fail  to  receive 
it?” 

It  was  in  this  state  of  mind  that  he  found 
Aquila  and  Priscilla  who  exerted  a  strong  influence 
on  his  life  at  this  critical  time.  Aquila  was  a  fellow- 
tentmaker  and  Paul  sought  employment  from  him.  It 
was  through  working  at  his  trade  in  the  company 
of  this  fine  layman  that  Paul  recovered  his  old 
vitality.  There  is  quite  a  bit  of  evidence  supporting 
the  position  that  Paul  did  not  come  to  Corinth  to 
found  a  church,  but  to  find  himself  after  his  dis¬ 
appointing  and  deflating  experience  at  Athens. 

Corinth  was  apparently  quite  a  city.  At  an  im¬ 
portant  crossroads  between  the  West  and  the  Orient, 
as  has  often  been  true  of  other  cities  standing  at 
such  a  place,  it  became  most  outstanding  for  its 
wickedness.  Corinthian  immorality  was  proverbial 
the  world  over.  Dr.  A.  C.  McGiffert  in  The  Apos¬ 
tolic  Age  says:  “Never  before  had  the  Gospel  been 
brought  face  to  face  with  such  extreme  worldliness; 
never  had  it  been  assigned  a  more  difficult  task 
than  to  make  its  way  in  such  a  city  and  among  such 
a  people.” 

The  ministry  in  Corinth  and  in  Ephesus  pre¬ 
sents  new  problems  in  Biblical  interpretation  such 
as  we  have  not  previously  faced  in  this  series.  There 
are  substantial  differences  in  the  account  recorded 
by  Luke  in  Acts  and  Paul’s  description  of  the  same 
events  in  his  correspondence.  These  we  will  make 

reference  to  as  we  move  along. 

*  *  * 

THE  CORINTHIAN  QUALITY  OF  VICE 

Corinth  was  an  entirely  different  kind  of  city 
than  Athens.  On  the  ruins  of  an  old  Greek  city 
Julius  Caesar  had  founded  a  colony  of  people, 
largely  freed  slaves  from  Rome.  It  prided  itself  on 
being  a  Greek  city  and  had  some  of  the  love  of 
wisdom  and  pride  of  intellect  of  Athens.  But  it  was 
not  merely  a  Roman  and  Greek  city;  the  Orient  was 
also  represented,  and  the  luxury  and  licentiousness 
of  the  East  ran  riot  in  her  streets. 

Dr.  G.  H.  C.  MacGregor  characterizes  the  city 
as  follows  in  The  Interpreter’s  Bible:  “Its  popula¬ 
tion  was  extremely  cosmopolitan,  and  according  to 
Mommsen  it  was  ‘the  least  Greek  of  the  Greek 
cities.’  Similarly  its  religion  was  highly  syncrestic; 
the  various  mystery  cults,  especially  that  of  the 


neighboring  sanctuary  at  Eleusts,  won  great  pop¬ 
ularity;  and  in  particular  the  temple  of  Aphrodite, 
with  its  world  famous  cult  of  unchastity  and  one 
thousand  religious  prostitutes,  attracted  innumerable 
pilgrims.  Even  in  an  age  which  was  careless  in 
such  matters  ‘to  live  like  a  Corinthian’  summed 
up  in  a  phrase  every  type  of  debauchery.” 

As  we  write  these  words  we  have  just  returned 
from  a  visit  to  San  Francisco,  and  Dr.  MacGregor’s 
description  of  Corinth  sounds  a  great  deal  like  our 
impression  of  this  modern  city  where  the  West  and 
the  Orient  meet  and  every  type  of  vice  seems 
rampant — where  homosexuality  is  widely  practiced 
and  accepted;  where  waitresses  nude  from  the  waist 
up  are  found  not  only  in  the  night  club  section 
but  also  serving  businessmen’s  lunches  in  small 
restaurants  in  the  financial  district;  and  where  mari¬ 
juana  and  LSD  are  known  to  be  the  daily  fare 
of  the  “hippies”  who  roam  the  streets  in  filth  and 
disarray  proclaiming  themselves  as  “the  prophets 
of  love.” 

*  *  * 

AQUILA  AND  PRISCILLA 

One  thing  is  certain — the  influence  of  the  two> 
laymen,  Aquila  and  Priscilla,  was  a  great  force 
in  helping  Paul  recover  his  sense  of  direction  in 
Corinth.  This  is  a  story  that  could  be  repeated 
many  times  in  the  biography  of  any  minister  of 
stature.  They  were  truly  “partners  in  the  Gospel” 
with  Paul. 

Dr.  Theodore  Ferris,  in  The  Interpreter’s  Bible, 
points  out  the  many  things  Paul  and  Aquila  had  in 
common:  “They  were  both  Jews,  and  they  were 
both  well  born.  They  had  both  traveled  a  great  deal 
— Aquila  on  business  and  Paul  on  a  mission.  They 
were  both  in  a  sense  refugees.  Aquila  and  his  wife 
had  been  driven  from  Rome  in  the  emperor’s  frantic 
attempt  to  purge  that  city  of  Jews.  Paul  had  been 
driven  not  out  of  one  city  only,  but  out  of  many. 
They  were  both  pilgrims  .  .  .  and  above  all,  they 
both  had  the  same  trade,  and  in  the  time  of  Paul’s 
spiritual  depression  he  found  a  companion  with 
whom  he  could  work.” 

Premature  church  historians  are  always  quick 
to  label  the  contemporary  period  as  the  age  of  this 
and  that.  We  would  not  undertake  to  join  in  such 
second-guessing  except  to  predict  that  no  change  in 
the  current  life  of  the  church  will  be  longer  remem¬ 
bered  or  counted  of  greater  significance  than  the 
awakening  of  laymen  to  a  new  sense  of  responsibility 
for  learning  about  their  faith  and  for  making  the 
Christian  gospel  known  to  others.  There  is  undoubt¬ 
edly  a  new  sense  of  being  “partners  in  the  Gospel” 
between  ministers  and  laymen  and  the  total  long- 

range  effect  is  bound  to  be  good. 

*  *  * 

SERVING  AS  PARTNERS 

We  have  seen  many  places  in  our  study  of  Acts 
where  a  large  place  was  made  for  lay  helpers. 
Aquila  toiled  with  Paul  during  the  workday  in  the 
tent-making  shop,  and  still  found  time  to  assist  the 
Apostle  in  his  ministry  to  the  people.  Then,  when 
Paul  felt  he  must  move  on  after  18  months  in 
Corinth  he  felt  he  could  trust  Aquila  and  Priscilla 
with  the  responsibilities  of  the  Christian  commu¬ 
nity. 

Some  people  find  it  difficult  to  delegate  re¬ 
sponsibility — especially  some  ministers.  Often  they 
take  refuge  in  the  statement,  “If  I  do  it  myself,  I 


know  it  will  be  done  right,”  when  so  often  they  are 
unwilling  to  surrender  important  tasks  to  laymen. 
There  is  no  place  for  such  an  attitude  in  our  day. 
Laymen  are  keeping  themselves  informed  about  the 
teachings  and  the  working  of  the  church  and  in 
many  instances  can  do  a  better  job  than  their  min¬ 
ister  in  a  number  of  areas.  We  deprive  laymen  of 
some  of  the  greatest  rewards  of  Christian  disciple- 
ship  when  we  accept  them  as  members  of  the  church 
and  then  do  not  help  them  to  find  a  working  rela¬ 
tionship  with  it. 

In  the  Roman  Catholic  Church  laymen  are  for 
the  first  time  being  placed  in  positions  of  responsi¬ 
bility  and  administrative  posts  reserved  for  many 
centuries  for  the  clergy.  This  could  well  be  one  of 
the  most  important  changes  that  comes  in  that 
church  as  a  result  of  the  Second  Vatican  Council. 
*  *  * 

IMPOWERED  BY  ANOTHER  VISION 

In  Acts  18:5  we  read  “When  Paul  and  Silas  ar¬ 
rived  from  Macedonia,  Paul  was  occupied  with 
preaching,  testifying  to  the  Jews  that  the  Christ  was 
Jesus.”  Some  of  the  versions  have  this  read  that 
with  the  arrival  of  his  helpers,  “he  began  to  be 
occupied  with  preaching.”  This  possibly  means  that 
it  took  his  friends  to  bring  him  back  from  his  man¬ 
ual  labor  to  the  work  of  preaching.  This  means 
that  he  was  once  more  in  the  full  stream  of  mission¬ 
ary  activity — his  recovery  was  complete. 

It  was  not  long  until  the  Jews  began  to  make 
trouble  for  Paul.  This  time  it  got  under  his  skin, 
and  he  washed  his  hands  of  them.  We  read:  “He 
shook  out  his  garments  and  said  to  them,  ‘Your 
blood  be  upon  your  heads!  I  am  innocent.  From 
now  on  I  will  go  to  the  Gentiles.”  (18:6)  His  break 
was  so  complete  that  he  even  moved  out  of  Aquila’s 
house  and  made  his  headquarters  in  the  home  of  a 
Gentile  named  Titius  Justus. 

There  follows  another  of  the  significant  visions 
in  the  life  of  Paul  as  he  continues  to  receive  his 
marching  orders  directly  from  God.  While  he  still 
has  serious  misgivings  about  working  in  the  city  of 
Corinth,  “the  Lord  said  to  Paul,  one  night  in  a 
vision,  ‘Do  not  be  afraid,  but  speak  and  do  not  be 
silent,  for  I  am  with  you,  and  no  man  shall  attack 
you  to  harm  you.”  (18:9) 

*  *  * 

The  Apollos  mentioned  in  the  memory  selec¬ 
tion  is  introduced  in  our  lesson  after  Paul,  Aquila 
and  Priscilla  went  to  Ephesus.  He  was  a  Jew  from 
Alexandria,  who  was  eloquent  and  well-versed  in 
the  scriptures.  Dr.  Charles  M.  Laymon  (Interna¬ 
tional  Lesson  Annual)  says  of  Apollos:  “He  was 
fervent  and  informed — up  to  a  point.  He  did  not 
know  of  the  baptism  of  the  Spirit,  being  familiar 
only  with  that  proclaimed  by  John  the  Baptist, 
(vv.  24  and  25)” 

Aquila  and  Priscilla  could  have  ignored  Apollos, 
but  they  felt  responsible  and  “expounded  to  him 
the  way  of  God  more  accurately.” 

Dr.  Ferris  says  of  this  Alexandrian  Jew:  “Apol¬ 
los  is  the  kind  of  man  whom  we  might  call  a  Chris¬ 
tian,  but  not  quite.  He  had  a  great  many  of  the 
requirements  and  many  of  the  electives  as  well  .  .  . 
what  Apollos  missed  was  the  difference  between  a 
man  who  tried  desperately  to  be  good  and  a  man 
who  admitted  he  was  a  sinner;  he  missed  the  mean¬ 
ing  of  the  gospel.  He  was  a  Christian,  but  not  quite, 

and  in  a  case  like  this  a  miss  is  as  good  as  a  mile.” 
*  *  * 

NOT  QUITE  CHRISTIANS 

Churches  everywhere  are  filled  with  people  who 
are  not  quite  Christians.  They  know  the  gospel.  They 
try  to  live  a  good  Christian  life.  They  have  a  high 
sense  of  moral  responsibility;  they  assume  their 
part  in  the  life  of  the  community.  But  they  have 
missed  what  the  way  of  God  really  means.  They 
have  the  baptism  of  John,  but  not  the  baptism  of 
Jesus.  They  have  never  given  up  the  direction  of 
their  own  lives.  They  have  never  stood  in  the  pres¬ 
ence  of  the  mighty  God  and  admitted  that  of  them¬ 
selves  they  could  do  nothing. 

These  people  have  never  been  the  recipients 
of  God’s  grace;  only  the  givers  of  God’s  goods. 
This  is  no  merely  academic  distinction.  It  is  the 
difference  between  life  and  death. 
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by  the  Rev.  Leslie  J.  M.  Timmins 


EDITORIAL  BOARD 
The  Methodist  Recorder 


The  Methodist  Conference  is  over. 
Some  high  hopes  have  been  fulfilled, 
some  disappointments,  no  doubt,  felt. 
The  question  of  Unity  received  further 
and  urgent  attention,  as  I  reported,  in 
my  dispatch  from  Middlesbrough,  and 
some  of  the  restructuring  changes  will 
bring  far-reaching  results. 

Much  discussion  on  the  place  of  the 
laymen  in  the  church  was  a  by-prod¬ 
uct  of  the  various  Sessions,  and  there 
is  no  doubt  that  the  use  of  the  laity 
in  a  new  role  is  one  which  engages 
the  attention  of  thinking  churchmen 
everywhere.  The  fatal  separation  of 
clerical  and  lay  in  the  church  has 
been  as  corroding  as  the  separation  of 
the  “sacred”  and  the  “secular”  and  at 
last  people  are  beginning  to  see  that 
the  total  ministry  of  the  church  is 
never  possible  until  we  pass  the  point 
of  mere  co-operation  between  minister 
and  layman,  and  realise  that  this  is  a 
matter  of  complete  integration. 

We  have  in  England,  as  you  have  in 
America,  a  large  number  of  laymen 
who  bear  heavy  responsibility  in  the 
business  world.  They  can  discharge  a 
similar  level  of  responsibility  in  the 
life  of  the  church  when  this  concept 
of  “total”  ministry  is  realised,  and 
then  we  have  a  living  unit  of  church 
life. 

There  is  no  doubt  that  this  is  the  way 
forward  for  the  living  church.  It  would 
do  many  things  for  us,  and  not  least, 
it  would  rescue  the  progressive  pastor 
from  a  fatal  sense  of  isolation  in  the 
more  difficult  aspect  of  his  pastoral 
and  administrative  work. 

Another  subject,  inevitably,  was  the 
growing  problem  in  this  country  of 
drug  taking.  You  have  lived  with  this 
in  America  especially  in  the  larger 
urban  areas,  and  you  know  what  a 
devastating  business  it  is.  There  is  sad 
evidence  that  in  “protest”  efforts, 
young  people  are  taking  drugs  in 
larger  numbers  and  quantities  here. 

The  recent  conviction  of  “Mick” 
Jagger  a  member  of  “The  Rolling 
Stones”  a  very  well-known  pop  group 
in  this  country  has  sparked  off  renewed 
controversy. 

Many  young  people  have  seen  the 
jailing  of  “Mick”  Jagger  as  an  attack 
upon  their  generation.  Jagger  was  led 
in  handcuffs  in  public  before  being 
sentenced  to  three  months  jail  for  an 
offence  which  had  about  it  certain 
technical  qualities,  and  under  circum¬ 
stances  which  many  people  here  feel 
prove  that  he  was  made  a  scapegoat 
in  the  hope  that  his  sentence  would 
prove  a  deterrent  to  others. 

At  the  same  time,  there  is  justified 
anxiety  about  this  whole  question.  The 
permissive  theme  of  so  much  of  the 
life  of  the  country  is  certainly  not  con¬ 
fined  to  the  young,  and  the  young 
detect  a  certain  hypocrisy  in  the  self- 
righteous  comments  of  those  who  are 
older,  yet  reserve  their  own  right  to 
ways  of  life  which  can  be  dangerous. 
It  is  argued,  for  example,  that  alchohol 
is  a  socially  accepted  drug  which  no¬ 


one  wants  to  ban,  while  “pot”  is  rela¬ 
tively  harmless. 

The  problem  here  is  that  two  blacks 
do  not  make  a  white.  When  the  secu¬ 
lar  society  rejects  —  as  it  does — all 
sanctions  which  belong  to  a  religious 
view  of  life,  expediency  is  the  only  way 
home.  And  sometimes  when  we  read 
the’  headlines  here,  it  seems  a  long  way 
home. 

The  problems  of  sex  and  drugs  are 
always,  it  seems  to  me,  the  problems 
of  superficiality.  If  we  really  respect 
ourselves  and  our  fellow  men  and 
women,  because  we  first  respect  the 
law  of  God,  then  we  are  tackling  the 
sickness  of  society  at  its  source.  The 
cure  for  ills  in  society  must  go  deep 
— deeper  than  at  present  most  people 
want.  And  the  difficult  task  is  to  let 
men  see  that  a  victorious,  vital  and 
happy  life  is  possible  when  the  springs 
of  health,  both  in  soul  and  body  are 
clean.  Not  an  easy  witness  to  make. 
But  to  come  full  circle,  only  a  “total” 
witness  from  a  “total”  ministry  makes 
this  possible. 

LAST  WORD 

The  President-Designate  of  the 
Methodist  Church,  speaking  at  a  school 
Speech  Day  told  how  he  had  read 
that  a  Parisian  had  been  fined  ten 
thousand  francs  for  saying  “Boo” 
when  General  de  Gaulle  passed  along 
a  street  in  Paris. 

“A  high  price  to  pay”  said  Dr. 
Gordon  Rupp  “for  saying  ‘Boo’  to  a 
goose.” 
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Dr.  Charles  L.  Calkins 

SAN  FRANCISCO,  Calif.  —  Dr. 
Charles  L.  Calkins,  retired  general  sec¬ 
retary  of  the  General  Board  of  Pen¬ 
sions  of  The  Methodist  Church,  died 
here  July  23  of  an  apparent  heart  at¬ 
tack.  He  was  71. 

A  memorial  service  was  held  at 
3  p.m.  July  28  in  First  Methodist 
Church  of  Evanston,  Ill.,  where  he 
made  his  home  for  a  number  of  years 
before  retiring  in  1964  and  moving 
here. 

Dr.  Calkins  served  26  years  with 
the  church’s  pensions  programs,  the 
last  12  as  general  secretary.  When 
he  joined  the  pensions  board  of  the 
former  Methodist  Episcopal  Church 
the  assets  in  the  pension  program  had 
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a  market  value  of  $11  million  covering 
about  1,000  pastors.  When  he  retired, 
the  board’s  assets  were  in  excess  of 
$152  million  and  11,000  active  pas¬ 
tors  were  enrolled. 

A  number  of  other  benefit  programs 
were  begun  under  his  direction  and 
he  had  a  major  role  in  construction 
of  the  $2.6  million  Methodist  Build¬ 
ing  in  Evanston  which  serves  as  head¬ 
quarters  for  the  Board  of  Pensions 
and  five  other  general  agencies  of  the 
church. 

Dr.  Calkins  viewed  as  one  of  the 
most  significant  events  of  his  admin¬ 
istration  the  uniting  of  pensions  offices 
of  the  former  branches  of  Methodism 
that  were  united  in  1939.  “Neither 
you  nor  I  will  ever  see  the  day  when 
there  is  one  pensions  office,”  Dr. 
Calkins  remembered  being  told.  The 
union  of  the  officers  was  completed 
in  1957. 

One  of  the  best  summaries  of  Dr. 
Calkins  was  provided  at  the  time  of 
his  retirement  by  the  Dr.  Harry  V. 
Rankin  of  Tyler,  Texas.  Said  Dr. 
Rankin:  “For  hundreds  of  years 
preachers  and  their  widows  and  fam¬ 
ilies  will  be  living  better  because  of 
this  man.” 

A  native  of  Minneapolis,  Minn.,  Dr. 
Calkins  served  pastorates  in  Wisconsin, 
California  and  Michigan  before  joining 
the  pensions  board.  He  received  his 
education  at  Dakota  Wesleyan  Uni¬ 
versity,  University  of  Chicago,  North¬ 
western  University,  and  Garrett  and 
Dakota  Wesleyan. 

Survivors  include  three  sons  — 
Charles  S.,  Saratoga,  Wyo.;  Kenneth 
R.,  Evanston;  and  Philip  B.,  Chicago, 
Ill.;  and  one  daughter,  Mrs.  Frank 
Eischen,  Palm  Beach,  Fla.  Mrs.  Calk¬ 
ins  died  May  17  of  this  year, 
f 
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Commission  on  union 

Washburn  of  Dayton,  Ohio,  secretar¬ 
ies  of  the  Methodist  and  EUB  com¬ 
missions. 

The  next  meeting  of  the  Joint  Ex¬ 
ecutive  Committee  was  set  for  Pitts¬ 
burgh,  Pa.,  Sept.  25-26,  and  the  full 
commission  will  meet  Nov.  27-28,  in 
Chicago. 

Goal  of  the  group  is  to  have  its 
editorial  work  completed  in  time  for 
mailing  documents  to  delegates  to  the 
Uniting  Conference  by  Feb.  15,  1968. 
t 

Methodist  News  in  Brief 

For  what  is  believed  the  first  time  in 
the  history,  the  Baltimore  Annual  Con¬ 
ference  delegation  to  General  Confer¬ 
ence  will  be  headed  by  a  Negro.  Dr. 
Edward  G.  Carroll,  superintendent  of 
the  Washington  (D.C.)  West  District, 
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was  named  for  the  honor  two  years 
after  the  Baltimore  and  Washington 
(Central  Jurisdiction)  Conferences 
merged. 


Bishop  Fred  P.  Corson  of  Philadel¬ 
phia,  Pa'.,  was  the  guest  preacher  for 
the  first  in  a  series  of  Valley  Forge 
Vespers  to  be  conducted  in  the  Free¬ 
doms  Foundation  Faith  of  our  Fathers 
Chapel.  The  inter-faith  chapel  was  ded¬ 
icated  earlier  this  year  by  Bishop  Cor¬ 
son,  Francis  Cardinal  Spellman  of  New 
York,  and  Rabbi  Charles  E.  Shulman 
of  New  York. 


Bui  what 
[about  God?1 

Reading,  writing  and  arithmetic 
she  will  learn  at  school  .  .  .  but 
where  will  she  learn  about  God? 

Your  child  will  have  to  learn 
about  God  in  church  and  at 
home.  In  addition  to  her  church 
attendance,  daily  devotions  in  the 
home  will  help  instill  in  her  the 
fundamentals  of  religion  and 
knowledge  of  God’s  love. 

The  Upper  Room,  the  world’s 
most  widely  used  daily  devotional 
guide,  provides  the  material  for 
daily  worship  in  over  3,000,000 
homes  around  the  world. 

Interdenominational,  interracial 
and  international,  its  meditations 
are  written  in  simple  language 
by  devoted  Christian  men  and 
women  of  many  lands. 

You  can  help  spread  the  ministry 
of  The  Upper  Room  by  giving 
copies  to  the  ill,  to  shut-ins,  to 
your  friends  and  others. 

Write  for  a  FREE  sample  copy. 

Ten  or  more  copies  of  one  issue 
to  one  address,  10  cents  per 
copy.  Individual  yearly  subscrip¬ 
tions,  English  or  Spanish,  $1.00 

World' »  Moat  Widely  Used  Daily  Devotional  Guide 

38  Languages — 45  Editions 
1908  Grand  Ave.,  Nashville,  Tenn.  37203 
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Laymen's  Retreat 

noon,  the  food  was  plentiful  and  de¬ 
licious,  and  all  concerned  were  en¬ 
thusiastic  about  the  retreat.  Dudley  V. 
Snow,  Shreveport  District  Lay  Leader 
Was  overall  coordinator.  Plans  are  al¬ 
ready  underway  for  expanding  the  lay 
school  of  theology  courses  next  year 
to  take  care  of  the  increasing  attend¬ 
ance. 

t 

TWENTY-THREE  4th,  5  th,  and  6th 
grade  boys  and  girls  of  the  Vivian 
Church  enjoyed  a  weiner  roast  in  the 
Community  Park  on  July  15.  Mrs. 
Beverley  Bell  is  their  counselor.  The 
Rev.  Stone  Caraway  is  pastor. 


Janet  Stinson,  member  at  Benton 
Methodist  Church,  was  presented 
the  God  and  Community  Award 
July  16.  She  was  the  first  Pro¬ 
testant  Girl  Scout  in  the  Pelican 
Council  of  Girl  Scouts  to  receive 
this  coveted  award.  Pictured 
left  to  right,  front  row:  Mrs.  Ford 
Stinson,  Janet’s  mother--and  Troop 
leader;  Janet;  Mr.  Stinson,  her 
father.  Back  row:  Mrs.  Wilson, 
executive  director  of  Pelican 
Council;  the  Rev.  Leon  C.  Scott, 
pastor;  and  Mrs.  Wheless,  Bossier 
District  Scout  leader. 


At  4:00  a.m.  July  14th,  fifteen  Mooringsport 
Methodist  Church  MYFers  and  ten  adults  met 
for  a  trip  to  Six  Flags  Over  Texas.  On  Sunday 
they  attended  morning  worship  at  Lovers  Lane 
Methodist  Church  in  Dallas.  MYF  members 
held  bake  sales,  ho-bo  days,  car  washes  and 
mowed  lawns  until  they  had  enough  money  to 
cover  their  expenses  for  the  trip.  The  Rev. 
Edwin  A.  Keasler  is  postor  of  the  Mooringsport 
church. 


The  Rev.  Dell  Durand, 
Jr.,  director  of  the  Rus- 
ton  District  Junior  Camp 
No.  I,  welcomes  three 
campers  from  First  Meth¬ 
odist  Church,  Homer — 
Joan  Peterson,  Ann  Cara¬ 
way,  and  Barbara  Chism. 


Members  of  First  Methodist  Church,  Natchito¬ 
ches,  who  have  joined  within  the  past  year 
were  honored  at  a  fish  supper  sponsored  by  The 
Membership  and  Evangelism  Commission  and 
prepared  by  members  of  the  Methodist  Men’s 
Club.  A  cross-section  of  the  capacity  crowd  of 
400  persons  is  shown  here-including  thirty 
new  families.  Dr.  Jolly  B.  Harper  is  pastor. 


THE  JEFFERSON  CHURCH  Youth 
Fellowship  of  Baton  Rouge  will  make 
a  trip  to  Expo  ’67  in  Montreal,  leav¬ 
ing  August  13  and  returning  August 
27.  Many  projects  were  necessary  to 
raise  money  for  the  trip,  including  an 
ice  cream  supper  and  carnival,  rum¬ 
mage  sale,  car  wash,  and  donut  sale. 
The  Rev.  and  Mrs.  Robert  H.  Windsor 
will  accompany  the  group .  Mr.  Wind¬ 
sor  has  been  asked  to  give  the  morn¬ 
ing  message  on  August  20  at  the 
Mount  Stephen  United  Church  in  Mon¬ 
treal. 


Monroe  District  Senior  High  Camp 
group  at  Caney  Lakes,  July  3-8. 
Encounter  groups  were  led  by 
Gilbert  Wade  and  John  Johns; 
platform  speaker  was  Ned  Stout; 
worship  services  were  led  by  the 
Rev.  Bob  Peyton;  Roy  Nash 
served  as  dean  and  James  0. 
Evans  as  director.  District  youth 
officers  include:  Ann  McConnell, 
Rayville,  president;  Jess  Gilbert, 
Sicily  Island,  vice-president;  Gid- 
get  Carrol,  Mer  Rouge,  secretary; 
Carrol  Sawyer,  Oak  Grove,  treas¬ 
urer;  Duane  Kincaid,  Fort  Necess¬ 
ity,  MYFund  secretary,  and  Wayne 
Evans,  Monroe,  publicity  chair¬ 
man. 
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Representative  scenes  of  last  week’s 
Louisiana  Pastors’  School  included: 
LEFT:  Dr.  F.  Thomas  Trotter,  second 
from  left,  dean  of  Claremont  School  of 


Theology  and  one  of  the  faculty  members, 
visit  with  members  of  the  school’s  board 
the  Rev.  William  Fraser,  the  Rev.  Robert 
Ed  Taylor,  the  Rev.  Ed  Thomas  and  the 


Rev.  Clyde  Frazier;  CENTER:  Bishop 
alton  speaks  at  the  Bishop’s  Banquet 
on  Wednesday  evening;  RIGHT:  a  candid 
shot  of  the  group  listening  to  one  of  Dr. 
Harold  Bosley’s  lectures. 
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August  20  to  be  observed  as 
"1000  Club  Day"  in  churches 


SC  Jurisdiction 
Communications  meet 
planned 

The  General  and  South  Central 
Boards  of  Education  and  TRAFCO 
are  jointly  sponsoring  a  Communica¬ 
tions  Seminar  to  be  held  at  the  Kel¬ 
logg  Center  at  the  University  of  Okla¬ 
homa,  Norman,  October  27-31,  ac¬ 
cording  to  Dr.  Virgil  D.  Morris,  jur¬ 
isdiction  executive  secretary. 

Leaders  for  the  seminar  will  include 
the  Rev.  W.  F.  Fore,  executive  direc¬ 
tor  of  the  Broadcasting  and  Film  Com¬ 
mission  of  the  National  Council  of 
Churches,  the  Rev.  S.  S.  Barefield, 
Jr.,  associate  director  of  the  depart¬ 
ment  of  audiovisual  resources  of 
TRAFCO;  Dr.  B.  F.  Jackson,  Jr.,  ex¬ 
ecutive  secretary  of  communications 
of  the  Division  of  the  Local  Church, 
Methodist  Board  of  Education;  Louis 
R.  Mobley,  manager  for  educational 
development  of  the  International  Busi¬ 
ness  Machines  Corp.,  Dr.  Thomas  C. 
Oden,  professor  of  ethics  and  historical 
theology,  Graduate  School  of  Phillips 
University;  and  Dr.  Donald  K.  Stewart, 
director  of  the  center  for  creative  ap¬ 
plication  of  technology  to  education  at 
Texas  A.  and  M.  University. 

Please  turn  to  page  4 

Orientation  plans  are 
announced  by  Centenary 

Freshman  Orientation  at  Centenary 
College  will  begin  September  2,  and 
continue  through  September  12,  ac¬ 
cording  to  the  Associate  Dean  of  the 
college,  Aubrey  Forrest. 

Students  will  begin  to  move  into  the 
dormitories  Saturday,  September  2,  at 
9  a.m.  The  orientation  officially  be¬ 
gins  with  the  Freshman  Dinner  at  6:00 
p.m.  Sunday,  September  3. 

Important  activities  on  schedule  will 
include  orientation  for  parents  with 
lectures  on  the  history,  purpose,  and 
policies  of  the  college.  These  will  be¬ 
gin  Sunday,  September  3,  at  1:30  p.m. 
in  Brown  Memorial  Chapel. 

In  addition  to  campus  tours,  fresh¬ 
man  testing  and  information  sessions 
on  student  organizations, freshmen  this 
year  will  be  entertained  at  the  home 
of  faculty  members.  Dr.  Forrest  said 
this  was  to  stress  the  importance  of 
student-faculty  relationships. 

The  1967  Orientation  will  be  com¬ 
bined  with  the  sorority  and  fraternity 
“rush  week.”  Students  not  participat¬ 
ing  in  the  Greek  rush  will  be  provided 
with  social  programs. 

Classes  at  the  college  will  begin  on 
September  13. 


Sunday,  August  20,  will  be  observed 
through  the  Louisiana  Annual  Confer¬ 
ence  as  1000  Club  Sunday,  according 
to  Herbert  C.  Moffett,  West  Monroe, 
chairman  of  the  Thousand  Club  com¬ 
mittee  of  the  Conference  Board  of 
Lay  Activities. 

A  special  bulletin  insert  has  been 
prepared  by  the  Area  Office  for  dis¬ 
tribution  in  the  local  churches  on  that 
Sunday.  The  laymen  are  quite  anxious 
that  the  ministers  present  this  cause 
to  their  people  on  the  annual  Sunday 
designated  in  the  conference  program. 


Mr.  Moffett  has  sent  a  letter  to  all 
the  churches  in  which  he  said:  “ For 
the  1000  Club  to  continue  to  do  its 
important  work,  we  must  all  keep  the 
project  before  our  congregations.  It 

is  only  through  your  tine  cooperation 
that  this  has  been  accomplished  in  the 
past,  and  will  be  in  the  future.  I  am 
sure  that  your  church  will  be  willing 

to  accept  this  responsibility  in  carrying 
on  this  important  work  for  Christ  and 
this  Church.” 


Aamodt  is  named 
Centenary  College 
dean  ot  men 

Bishop  Aubrey  G.  WaJton  and  Pres¬ 
ident  Jack  S.  Wilkes  of  Centenary  Col¬ 
lege  have  announced  that  the  Rev. 
August  E.  Aamodt,  minister  of  youth 
at  First  Methodist  Church,  Shreve¬ 
port,  since  1963  has  been  named  dean 
of  men  of  the  college. 

Mr.  Aamodt,  a  native  of  Minnesota, 
was  director  of  youth  work  at  First 
Methodist  Church,  Canton,  O.  for  nine 
years  before  coming  to  Shreveport. 
While  on  the  staff  of  that  church  he 
worked  closely  with  the  juvenile  court 
of  that  city  and  served  on  the  Stark 
County  Youth  Guidance  Council. 

During  his  stay  at  First  Church, 
Shreveport,  he  was  active  in  the  plan¬ 
ning  of  the  new  youth  building  and  for 
the  building  of  a  youth  ministry  that 
has  been  recognized  as  unique  through¬ 
out  the  nation. 


Dr.  Bosley,  pastor  of  Christ 
Church  (Methodist)  New  York 
City,  speaks  to  the  Pastors’ 
School  on  “Renewal  through 
Preaching.” 


One  of  the  first  public  appearances  of  the  newly-named  director  of  Centen¬ 
ary  College’s  center  for  business  and  economics  was  at  a  recent  meeting 
of  the  Shreveport  Rotary  Club.  Dr.  Louis  Berton,  and  industrial  specialist 
at  the  University  of  Arkansas  (far  left)  outlined  his  plans  for  the  center 
established  through  a  $270,000  grant  from  the  Frost  Foundation  and  its 
president,  Edwin  F.  Whited.  Centenary  president  Jack  S.  Wilkes  intro¬ 
duced  the  speaker. 
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WATCH  THE  PROGRAM  COUNCIL 
DEVELOP 

ANEW  ORGANIZATION,  the  development 
of  which  may  become  one  of  the  most  sig¬ 
nificant  actions  of  the  1968  Uniting  Confer¬ 
ence,  is  the  Program  Council.  The  body,  which  will 
be  entirely  new  to  Methodist,  would  be  adapted 
from  an  agency  now  existent  in  the  structure  of 
the  Evangelical  United  Brethren  Church.  However, 
as  being  proposed  by  the  Joint  Commission  on 
Union,  it  would  have  so  many  new  functions  and 
powers  that  even  the  EUBs  would  hardly  recog¬ 
nize  it.  If  trends  suggested  by  the  Commission  go 
through  the  Uniting  Conference  we  may  have  here 
one  of  the  most  effective  means  of  immediate  re¬ 
structuring  and  of  long-range  coordination  of  the 
total  work  of  the  new  church. 

The  Program  Council  would  include  in  its  mem¬ 
bership  the  entire  Council  of  Bishops,  the  Council 
of  Secretaries  and  certain  members  chosen  at  large. 
For  the  first  time,  the  bishops  of  the  church  would 
be  involved  in  the  actual  program  planning  of  the 
church  and  would  be  working  side  by  side  with  the 
executives  of  the  boards  and  agencies  as  plans  are 
made.  This  two-way  communication  between  these 
two  groups  of  leaders  would  in  itself  clear  the  air 
concerning  many  issues  that  sometimes  are  never 
clarified  in  our  current  structure.  The  agency 
would  also  take  over  the  function  of  the  present 
Methodist  Coordinating  Council  which  many  have 
felt  has  been  sadly  lacking  in  either  methods  of 
or  determination  to  bring  into  effect  the  coordina¬ 
tion  they  suggest.  The  most  glaring  need  for  re¬ 
vision  of  the  Coordination  Council  has  been  in  the 
decision  made  some  10  or  11  years  ago  that  the 
Board  of  Christian  Social  Concerns  should  termin¬ 
ate  publication  of  its  unauthorized  periodical  Con¬ 
cern.  It  is  our  understanding  that  this  group  has 
spent  a  large  part  of  every  meeting  discussing  its 
order,  but  has  found  itself  continually  frustrated 
at  the  implementation.  We  can  see  that  the  Pro¬ 
gram  Council  could  be  far  more  effective  in  bring¬ 
ing  about  needed  coordination  than  the  Coordinat- 


G RASPING  GLOBE 


your  end;  you  fight  and  make  war. 
You  have  not,  because  you  do  not 
pray;  you  ask  and  yet  do  not  re¬ 
ceive,  because  you  pray  wrongly, 
your  object  being  to  waste  on  your 
pleasures  what  you  acquire.  " 

--Jas.  4:1-3  (Weymouth  Trs. ) 


"What  causes  wars  and  contentions 
among  you?  Is  it  not  the  passions 
which  are  ever  at  war  in  your  na¬ 
tures?  You  covet  things  and  can¬ 
not  get  them;  you  commit  murder; 
you  are  envious  and  cannot  gain 


ing  Council  has  ever  been. 

Many  across  the  church  have  been  concerned 
that  there  be  substantial  restructuring  in  the  new 
church  beginning  in  1968.  The  outline  of  the  plan 
for  the  Program  Council  now  under  discussion  in¬ 
cludes  the  gathering  up  in  this  one  agency  of  the 
responsibilities  of  five  separate  agencies  as  now1 
constituted.  These  are:  the  Coordinating  Council, 
the  Council  on  Local  Church  Program  (an  agency 
in  the  EUB  Church  which  is  included  in  the  draft 
of  Part  IV  of  the  Plan  of  Union  as  distributed  last 
year) ,  the  Commission  on  Promotion  and  Cultiva¬ 
tion,  the  Television,  Radio  and  Film  Commission, 
and  the  Department  of  Research, Records  and  Sta¬ 
tistics  from  the  Council  of  World  Service  and  Fi¬ 
nance. 

The  plan  would  regroup  the  above  agencies  into 
four  divisions  of  the  Program  Council.  These  are: 
Division  of  Cultivation  and  Promotion,  Division 
of  Television,  Radio  and  Films,  Division  of  Long- 
Range  Planning,  and  Division  of  Research,  Rec¬ 
ords  and  Statistics. 

This  plan  is  currently  being  submitted  to  the 
board  and  agencies  directly  involved  and  to  the 
Council  of  Bishops  and  the  Council  of  Secretaries 
for  their  reaction  and  feedback.  After  the  feedback 
is  received  from  these  groups,  the  Commission  on 
Union  hopes  to  perfect  the  draft  and  submit  it 
to  the  Uniting  Conference 

There  are  already  being  crystallized  two  schools 
of  though  tabout  the  course  the  proposed  Program 
Council  should  take.  One  is  that  it  should  have 
power  from  the  beginning  to  overrule  an  individual 
board  and  agency  even  to  the  point  of  shifting  pro¬ 
gram  responsibilities  from  one  board  to  another. 
The  other  is  that  it  should  have  authority  only  to1 
urge  cooperation  but  without  disciplinary  authority 
to  supervise  the  work  of  the  boards  and  agencies. 
Our  immediate  sympathy  is  for  the  establishment 
of  the  agency  with  the  full  authority  suggested  in 
the  former  position. 

We  continue  to  hear  rumors  that  many  of  the 
major  boards  and  agencies  are  already  projecting 
conflicting  and  overlapping,  programs  for  the  next 
quadrennium.  Several  are  of  the  mind  to  project 
plans  of  continuing  education,  urban  training  and 
various  types  of  welfare  work  within  institutions 
and  without.  In  some  instances  it  appears  that  they 
have  oversold  themselves  on  the  concept  that  they 
are  “the  church  in  mission.”  If  we  start  the  new 
era — not  just  a  new  quadrennium — with  a  strong 
determination  to  have  a  means  by  which  boards 
and  agencies  must  reveal  all  their  plans  and  submit 
to  decisions  of  a  joint  agency  concerning  the  ques¬ 
tion  of  whether  any  one  of  them  is  a  valid  function, 
we  will  be  well  on  our  way  to  sound  restructuring 
and  sensible  implementation  of  the  concept  of 
mission. 


the 

Editor's 
Comer 

NEWS  WHEN  IT’S  NEWS 

The  tradition  of  bringing  you  news 
when  it’s  news  which  your  METHOD¬ 
IST  seeks  to  continue  was  begun  a 
long  time  ago  according  to  a  recent 
feature  article  in  the  Arkansas  Demo¬ 
crat  magazine. 

A  front  page  story  in  the  issue  of 
July  30  tells  of  a  tornado  which  struck 
Little  Rock  on  Oct.  2,  1894.  We  feel 
that  it  is  really  something  when  this 
daily  paper  gives  credit  to  a  denomi¬ 
national  weekly  for  “one  of  the  most 
concise  accounts  of  the  disaster.” 

The  article  says: 

“One  of  the  most  concise  accounts 
of  the  disaster  is  found  in  The  Arkan¬ 
sas  Methodist,  published  on  the  follow¬ 
ing  Thursday:  ‘The  storm  struck  from 
the  Southwest,  striking  the  Insane 
Asylum  first  and  then  through  the  city 
along  Third,  Second  and  Markham 
streets.  It  did  great  damage  to  the  In¬ 
sane  Asylum  and  killed  several  per¬ 
sons,  among  them  Dr.  Ignate,  one  of 
the  attending  physicians. 

“The  next  serious  damage  was  at 
the  three-story  Martin  Building,  cor¬ 
ner  of  Second  and  Springs,  in  which 
The  Methodist  office  is  located.  The 
third  floor  of  the  building  was  de¬ 
stroyed  and  water  poured  through  from 
top  to  bottom.  The  Methodist  office 
was  considerably  damaged  but  we 
came  out  nearly  on  time  this  week. 
From  our  office  for  a  mile  northeast 
along  Second  and  East  Markham,  the 
cyclone  was  awfully  destructive.  A 
large  number  of  houses  were  unroofed 
and  blown  down. 

“Following  a  description  of  the  de¬ 
bris,  J.  E.  Godbey,  D.D.,  newly  called 
editor,  commented,  ‘This  is  a  sad  Wed¬ 
nesday  for  Little  Rock.’  ” 

“By  the  next  publication  date,  Oct.' 
11,  the  denominational  paper  showed 
a  picture  of  the  east  side  of  their  of¬ 
fice  building  at  31 1  W.  Markham,  not¬ 
ing  ‘it  does  not  show  as  ugly  damage 
as  the  other  side.” 

Now,  you  understand  why  we  like 
to  have  your  news  stories  while  they 
are  still  news. 
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■  Responsible  for  two-years’  materials 

Writers  are  announced  for  eight 
units  in  new  adult  curriculum 


NASHVILLE,  Tenn.— Writers  have 
been  announced  for  the  two-year  foun¬ 
dational  series  of  The  Methodist 
Church’s  new  church  school  curricu¬ 
lum  for  adults. 

Entitled  “Foundation  Studies  in 
Christian  Faith,”  the  series  will  have 
a  new  unit  each  quarter,  starting  in 
September  of  this  year. 

The  writers  and  the  eight  quarterly 
units,  in  the  order  that  they  will  be 
published,  are: 

I.  “Man’s  Search  for  a  Meaningful 
Faith” — Dr.  Robert  C.  Leslie,  pro¬ 
fessor  of  pastoral  psychology  and  coun¬ 
seling  at  Pacific  School  of  Religion, 
Berkeley,  Calif. 

II.  “God  With  Us”  (The  Bible  as 
V/itness  to  the  Good  News) — Dr.  Van 
Bogard  Dunn,  dean  of  the  Methodist 
theological  school  at  Delaware,  Ohio. 

III.  “We  Have  This  Heritage”  (The 
Church  as  Witness  to  the  Good  News) 
— Dr.  Clyde  L.  Manschreck,  professor 
of  history  of  Christianity  and  director 
of  the  Center  of  Reformation  and  Free 
Church  Studies  at  Chicago  Theological 
Seminary. 

IV.  “Faith  in  Searching  of  Under¬ 
standing”  (Christian  Theology  as  Wit¬ 
ness  to  the  Good  News) — Dr.  John 
B.  Magee,  professor  of  philosophy  and 
religion  at  the  University  of  Puget 
Sound,  Tacoma,  Wash. 

V.  “Dimensions  of  Decision” 
(Christian  Ethics  as  Witness  to  the 


Good  News)  —  Dr.  Newell  J.  Wert, 
dean  and  professor  of  Christian  ethics 
at  United  Theological  Seminary,  Day- 
ton,  Ohio. 

VI.  “In  Faith  and  Love”  (Signif¬ 
icant  Persons  as  Witness  to  the  Good 
News) — Dr.  Franklin  H.  Littell,  pres¬ 
ident  of  Iowa  Wesleyan  College, 
Mount  Pleasant,  Iowa. 

VII.  “The  Inner  Life”  (Being  Chris¬ 
tian  in  a  New  Day) — Dr.  Harvey  H. 
Potthoff,  professor  of  Christian  the¬ 
ology  at  Iliff  School  of  Theology,  Den¬ 
ver,  Colo. 

VIII.  “The  Christian  in  Today’s 
World”  (Being  Christian  in  a  New 
Day) — Dr.  Potthoff. 

Announcement  of  the  writers  was 
made  by  Dr.  Henry  M.  Bullock,  Nash¬ 
ville,  general  secretary  of  the  Editorial 
Division  of  the  Methodist  General 
Board  of  Education. 
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Broadened  Theological  Base 
Urged  for  Ecumenical  Movement 
LAKE  JUNALUSKA,  N.  C— The 
ecumenical  movement  must  broaden 
its  theological  base  if  it  is  to  continue 
to  be  effective,  and  there  are  “distinct¬ 
ly  Methodist  treasures  of  doctrine  and 
spirituality”  which  should  permeate  the 
theology  of  the  movement. 

This  is  the  view  of  a  Methodist 
leader,  Dr.  William  R.  Cannon,  dean 


of  Candler  School  of  Theology  of 
Emory  University,  Atlanta,  Ga.  Dean 
Cannon  presented  his  paper  on  “The 
Theological  Stance  of  Methodism  in 
the  Ecumenical  Movement”  at  a  meet¬ 
ing  of  the  Executive  Committee  of  the 
American  Section  of  the  World  Meth¬ 
odist  Council  here  June  26-27. 

“In  my  judgment,  the  primary  ob¬ 
ligation  of  the  World  Methodist  Coun¬ 
cil  at  this  time,”  said  Dean  Cannon, 
“is  to  sponsor  an  understanding  and 
appreciation  of  Methodist  theology 
within  the  ecumenical  movement.”  He 
said  Methodism  has  at  least  five  “treas¬ 
ures”  of  doctrine  and  spiritually  with¬ 
out  which  the  ecumenical  movement 
“will  be  poor  indeed.” 

Much  of  the  time  of  the  meeting  of 
the  group  was  spent  in  preparing  for 
the  August  meeting  of  the  world  com¬ 
mittee  in  Africa.  In  a  special  cere¬ 
mony,  a  plaque  in  the  World  Meth¬ 
odist  Building  here  was  dedicated  in 
memory  of  the  late  Dr.  Elmer  T.  Clark 
in  recognition  of  his  service  to  world 
Methodism  and  Methodist  history  and 
his  collection  of  Methodistica  and 
Wesleyana. 
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Bicycle  Camp  for  Youth 
Held  in  Kansas 

WICHITA,  Kans.  —  The  Kansas 
Bike  Trip,  a  unique  camp  for  ninth 
and  tenth  graders,  was  pedaling  to  its 
conclusion  July  14. 

Using  Camp  Mary  Dell  near  Abi¬ 
lene,  Kans.,  as  home  base,  the  youth 
and  their  leaders  bicycled  each  day 
further  and  further  afield,  culminating 
in  an  overnight  camping  trip  to  River 


DAILY  BIBLE  BEADING 

Below 

is  a  schedule  for  the 

Daily  Bible  Beading,  which  the 

Board  of  Evangelism  invites  you 

i  to  use 

as  a  regular  guide  for 

use  in  your  homes. 

Aug.  13 

-  Sun.  I  Cor.  11:28-34 

Aug.  14 

II  Cor.  12:1-10 

Aug.  15 

Titus  3:1-15 

Aug.  16 

Hebrews  10:19-39 

Aug.  17 

Hebrews  11:1-16 

Aug.  18 

Hebrews  11:17-10 

Aug.  19 

James  1:1-27 

Aug.  20 

-  Sun.  James  2:1-26 

Bond  State  Park  on  July  13.  Other 
stops  included  the  Eisenhower  Mu¬ 
seum,  Indian  burial  grounds,  and  Kan¬ 
sas  Wesleyan  University.  The  youth 
brought  their  own  bicycles  and  a  re¬ 
pair  and  equipment  truck  accompanied 
them.  The  Central  Kansas  Conference 
sponsored  the  camp,  believed  to  be 
the  first  of  its  kind  in  Kansas, 
t 

Russian  and  Finnish  Methodists 
to  Meet 

NEW  YORK  —  The  Methodists  of 
Russia  continue  to  receive  members 
into  their  churches  and  are  expecting 
in  July  the  first  visit  by  a  group  of 
fellow  Methodists  from  outside  Rus¬ 
sia  since  before  World  War  II. 

A  report  on  the  Methodist  Church 
in  Estonia,  Russia,  says  that  135  new 
members  were  received  in  1966.  Al¬ 
most  half,  66,  joined  the  rapidly  grow¬ 
ing  Methodist  congregation  in  the  Es¬ 
tonian  capital  of  Tallin. 
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“Traditional  Protestantism”  which  has  “endowed 
with  divinity”  the  Southern  way  of  life,  must  loosen 
its  grip  on  the  region  if  the  South  is  to  enter  the 
mainstream  of  America  life,  Dr.  Earl  D.  C.  Brewer, 
professor  of  sociology  and  religion  at  Candler  School 
of  Theology,  told  the  100  ministers  attending  the 
recent  Church  and  Community  Workshop  at  that 
institution.  He  asserted  that  “the  dominance 
of  traditionalistic  Protestantism,  in  its  peculiar 
Southern  form,  must  loosen  its  hold  on  the  minds 
of  the  South  before  the  region  can  enter  fully  into 
the  pluralistic  mainstream  of  American  economic, 
social,  political  and  religious  life.” 

The  recent  National  Black  Power  Conference 
in  Newark,  N.J.  passed  a  series  of  resolutions, 
including  one  calling  for  the  boycott  of  Negro 
churches  not  committed  to  the  “black  revolu¬ 
tion.”  It  is  reported  that  one  minister,  when 
asked  in  the  meeting  if  the  conference  was  go¬ 
ing  on  record  as  being  anti-Christian,  replied, 
“Yes.”  Another  is  reported  to  have  said,  “A 
white  religion  has  taken  the  diamonds  and 
minerals  of  the  world  in  exchange  for  the 
Bible.” 

A  Symposium  on  Christian-Jewish  relations  held 
recently  in  Strasbourg,  France  expressed  “deep  re¬ 
gret”  that  “so  few  leading  Catholic  voices”  were 
raised  in  defense  of  the  Jewish  people  during  the 
Middle  East  crisis.  A  part  of  the  statement  adopted 
by  the  group  of  40  Catholics  from  Europe,  the 
United  States,  Canada  and  Israel,  said:  “At  the 
moment  when  the  Jewish  people  in  Israel  were  ex¬ 
posed  to  the  utmost  peril  involving  their  very  exist¬ 
ence  so  few  leading  Catholic  voices  were  raised 
against  the  threat  of  genocide.” 


Pope  Paul  VI  and  Ecumenical  Patriarch  Athenagor- 
as  joined  their  voices  in  prayer  for  Christian  unity 
in  two  cathedrals  in  Istanbul  during  the  Pope’s  rer 
cent  visit  to  Turkey.  The  prayers,  offered  in  the 
Roman  Catholic  Cathedral  of  the  Holy  Spirit  and 
in  the  Greek  Orthodox  Cathedral  of  St.  George, 
climaxed  the  two-day  papal  visit  that  included  con¬ 
ferences  with  many  political  and  religious  leaders.. 

In  his  first  audience  after  returning  to  his 
summer  residence  at  Castel  Gandolfo,  the  Pope 
said  of  the  Greek  Orthodox  leader,  “We  spoke 
like  brothers.”  He  also  told  the  crowd  at  the 
audience,  “We  bring  you  greetings  from  the 
East.  We  had  contacts  with  civil  authorities  and 
we  have  been  able  to  draw  closer  to  representa¬ 
tives  of  the  Orthodox  Church  who  have  shown 
real  goodness  and  greatness  of  spirit.  There¬ 
fore  we  hope  for  many  good  things  to  come 
of  this.” 

The  wife  of  Episcopal  Bishop  James  A.  Pike  was 
recently  granted  a  divorce  at  a  five-minute  court 
hearing  in  San  Francisco.  The  divorce  was  granted 
on  the  grounds  of  mental  cruelty.  Mrs.  Pike  testified 
that  her  husband  was  away  for  periods  of  time 
and  that  she  was  caused  mental  cruelty  by  not 
knowing  where  he  was.  Bishop  Pike,  who  resigned 
last  year  as  head  of  the  diocese  of  California  to 
joint  the  Center  for  the  Study  of  Democratic  In¬ 
stitutions  at  Santa  Barbara,  was  also  divorced  from 
his  first  wife.  That  divorce  was  sanctioned  by  the 
Episcopal  Church  through  an  annulment. 

Bishop  Michael  W.  Hyle  of  Wilmington,  Del. 
paid  for  a  full-page  “advertisement”  in  the  Del- 
marva  Dialog,  diocesan  weekly,  to  clarify  his 
position  in  a  controversey  with  the  paper’s 
editor  and  Board  of  Directors.  The  space  also 
was  taken,  he  said,  to  reply  to  a  letter  from 
two  former  lay  members  of  the  directorial  board 
who  served  on  the  financial  committee  and  who 
had  been  asked  by  the  bishop  to  resign. 


More  than  5  million  Bibles  and  New  Testa¬ 
ments  were  distributed  throughout  the  world 
during  the  last  year  by  Gideons  International, 
according  to  a  report  submitted  at  the  organiza¬ 
tion’s  recent  convention  in  Miami  Beach.  M.  A. 
Henderson,  executive  director,  said  the  total 
was  a  record  high. 

Detroit’s  clergy  moved  quickly  to  finalize  plans 
for  bringing  immediate  and  long-range  aid  to  in¬ 
nocent  Negro  victims  of  the  recent  rioting  which 
wrecked  the  city.  Acting  quickly  to  aid  the  thousands 
who  were  left  homeless  by  the  fire,  Protestant, 
Catholic  and  Eastern  Orthodox  and  Jewish  leaders 
met  immediately  after  the  extent  of  the  crisis  was 
known.  Their  first  step  was  the  establishment  of 
an  interreligious  emergency  center  to  serve  as  a  clear¬ 
ing  house  of  information,  funds  and  facilities  to. 
help  ease  the  pangs  of  the  city’s  greatest  crisis  in 
a  quarter  of  a  century. 

Another  response  of  the  distraught  city  saw 
the  neat,  peaceful  neighborhoods  in  Detroit’s 
outer  perimeter  become  haven  for  hundreds  of 
innocent  victims  of  the  violent  rioting  and 
pillage.  Hundreds  of  white  and  Negro  families 
in  the  suburbs  offered  to  double  up  with  penni¬ 
less  Negro  families  who  were  forced  to  flee 
their  burning  homes. 

The  “black  power”  movement  has  neither  the  time 
nor  the  strength  to  achieve  its  goals,  an  interna¬ 
tional  socio-economist  told  the  24th  annual  Race 
Relations  Institute  at  Fisk  University  in  Nashville. 
Robert  Theobald,  director  of  the  Process  67  project 
of  the  University  Christian  Movement,  said  of  the 
movement  in  his  address:  “Black  power”  is  a  state¬ 
ment  by  Negroes  saying,  “we  have  been  destroyed 
so  often  in  our  contacts  with  white  people  that  there 
is  no  way  we  can  learn  to  be  human  with  white 
people  around.”  He  added,  “Such  feelings  are  under¬ 
standable,  but  I  don’t  think  you  have  time  to  do  it 
that  way.” 
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■  A  tribute  to  - - 

Miss  Ella  K.  Hooper 


...and  some  flew.  This  group  from  Ponchatoula  flew  from  Poncha- 
toula  to  the  Laymen's  Retreat  at  Centenary:  FRONT:  S.  N.  Fitz- 
morris,  Cecil  Hebert  and  Larence  Powell;  BACK:  Dr.  C.  P.  Lips¬ 
comb,  Raymond  Schafer  and  the  Rev.  Jack  Winegeart.  Others  attend¬ 
ing  from  this  church  were  James  T.  Saint,  J.  K.  Bishop  and  four 
Senior  MYF'ers:  Mike  Henderson,  Barry  Barlow,  Walter  Praker  and 
Raymond  Kraemer. 


Her  name  is  inseparable  from  that 
of  Louisiana  Methodism.  She  was  born 
in  Livonia,  Louisiana,  January  1,  1886, 
but  grew  up  in  Rosedale  nearby,  taught 
several  years  in  the  Louisiana  public 
school  system  and  two  years  at  Vashti 
before  becoming  a  Methodist  mission¬ 
ary.  Miss  Ella  was  educated  at  Scar- 
rett  College  of  Kansas  City;  Emory, 
Columbia  University  and  Chicago  Uni¬ 
versity. 

In  1917,  Miss  Ella  along  with  Mrs. 
Laura  M.  White,  founded  MacDonnel' 
School  of  Houma.  They  bought  an  old 
plantation  home,  Wesley  House,  which 
still  stands  today.  “She  taught  us  how 
to  love  God,  much  as  Jesus  taught  his 
disciples  at  Galilee”  was  a  statement 
from  one  of  her  former  students.  Many 
are  ministers  today  as  testimony  to 
her  great  influence.  Another  student 
related  “Miss  Ella  was  behind  every 
good  thing  that  ever  happened  to  me.” 

Also  the  originator  of  Dulac  In¬ 
dian  Mission  at  Dulac,  Louisiana,  she 
touched  the  hearts  of  many  by  her 
complete  dedication  and  hard  work. 
Out  of  that  darkness  still  shines  the 
“candle  of  the  Lord,”  which  brought 
light  and  hope  to  a  forsaken  race. 

Then  in  1950  when  she  came  to 
Rosedale  to  retire  at  the  old  family 
home,  she  realized  that  her  task  was 
not  yet  done.  This  was  revealed  in 
the  following  original  poem  found  on 


her  desk  in  her  own  handwriting: 

“Be  near  me,  Lord. 

Uphold  my  strength! 

My  task  is  not  yet  done. 

Nor  let  me  at  the  labor  cease 
to  sing; 

But  from  the  rising  to  the 
setting  sun 

Each  faithful  hour  do  service  to 
my  King.” 

Here  in  this  small  town  was  a  mis¬ 
sion  church,  struggling  under  great 
obstacles,  to  survive.  Through  her  ef¬ 
forts  along  with  Reverend  T.  L.  Per- 
rott  and  other  ministers,  Miss  Ella 
brought  the  leadership  and  inspiration 
necessary  for  unity  and  revival  of  pur¬ 
pose.  Today,  the  new  Rosedale  Meth¬ 
odist  Church  is  a  memorial  to  her 
greatness.  There,  too,  she  lit  the  “can¬ 
dle  of  the  Lord”  whose  light  is  still 
shining. 

Miss  Ella  portrayed  the  life  of  a  hap¬ 
py  Christian,  who  even  to  the  end, 
had  a  twinkle  in  her  eyes  when  God 
called  her  home  June  28,  1967. 

From  the  memorial  service  Reverend 
George  Burley  summed  it  up  very  well: 

“Like  Abraham,  she  went  where 
she  was  called  and  was  faithful 
in  all  things. 

Like  Moses,  she  has  led  the  people 
of  God  from  doubts  and  fears  to 
confidence  for  success  in  the  face 
of  difficulties. 


Like  Jonathan,  she  met  many  a  dis¬ 
couraged  brother  and  cheered  him 
by  giving  him  strength  from  God. 

Like  Peter,  she  rejoiced  that  Jesus 
died  for  all  men  and  she  did  her 
best  to  let  the  world  know  this 
blessed  truth. 

Like  Jesus,  her  Divine  Master, 
whom  she  followed  daily,  “she 
went  about  doing  good.” 

Like  Enoch,  “she  walked  with  God, 
and  she  is  not,  for  God  took 
her.’  ” 

— Mary  Edna  Ellfors 
Maringouir,  La. 


from  page  one 
Communications 

The  cost  for  housing  and  the  full 
use  of  the  facilities  of  the  center  will 
be  $25.00,  and  meals  will  be  approx¬ 
imately  $25.00.  There  is  to  be  no  reg¬ 
istration  fee. 

Invited  participants  should  send 
their  completed  registration  forms  to, 
Dr.  Morris  with  their  $25.00  for  the 
room  (and  a  deposit  for  the  meals  of 
$25.00  if  desired).  This  address  is  201 
BixLer  Building,  2400  NW  23rd  St., 
Oklahoma  City,  Okla.  73107. 


Pastors'  School  -  Centenary  -  July  31-August  3 


LEFT:  the  Rev.  Beverly  Bond,  Dr.  Henry 
A.  Rickey,  the  Rev.  Douglas  McGuire  and 
the  Rev.  Jack  Cooke;  CENTER:  from 


inspiration  to  study  .  .  the  group  moving 
from  devotions  in  Brown  Chapel  to  class¬ 
es  in  the  music  building.  RIGHT:  group 


at  the  Bishop's  Banquet  on  Wednesday 
evening. 


Dr.  F.  Thomas  Trotter  fields  a 
question  from  the  Rev.  L.  L. 
Haynes ,  Wesley  Church,  Central 
Jurisdiction,  Baton  Rouge. 


Chow  time  was  an  occasion  of 
fellowship  and  a  time  when  many 
future  plans  were  made  informal¬ 
ly  for  the  year’s  work. 


Dr.  Jolly  B.  Harper  of  Natchito¬ 
ches  served  as  the  most  enter¬ 
taining  master  of  ceremonies  for 
the  Bishop’s  Banquet. 


The  lovely  voice  of  Mrs.  Jasmine 
Egan  added  much  to  the  program 
at  the  Bishop's  Banquet. 
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APPROXIMATELY  65  MEMBERS 
and  friends  of  Bethel  Methodist  Church 
at  Pride  participated  in  the  church's 
annual  “Day  at  Camp  Istrouma”  Fri¬ 
day,  July  28.  Activities  included  swim¬ 
ming,  softball  and  volleyball,  with  a 
covered  dish  supper  for  the  evening 
meal.  The  Rev.  Marvin  McFarland  is 
the  pastor. 

THE  REV.  WARREN  LEVINGS- 
TON,  former  associate  pastor  of  First 
Church,  New  Orleans,  will  receive  his 
master’s  degree  in  guidance  and  coun¬ 
seling  from  George  Peabody  College, 
Nashville,  this  month.  On  September 
1  he  will  become  a  member  of  the 
staff  of  Simpson  College,  Indianola, 
Iowa,  where  he  will  serve  as  admis¬ 
sions  counselor. 


THE  UNIVERSITY  CHURCH  Meth¬ 
odist  Men’s  organization  is  sponsoring 
a  church-wide  picnic  at  Pecan  Grove, 
Cities  Service  Park,  Lake  Charles,  on 
Saturday,  August  12,  from  5:00  to 
7:00  p.m.  The  Rev.  Merlin  W.  Mer¬ 
rill  is  pastor. 


THE  REV.  DAN  TOHLINE,  pastor 
of  the  Elysian  Fields  Church,  is  to  be 
the  Foundation  for  Life  speaker  at 
1 1 :35  a.m.  the  week  of  August  13.  This 
is  a  part  of  the  program  of  the  Greater 
New  Orleans  Federation  of  Churches. 


Miss  Carole  Cotton,  Rayville, 
US-2  working  in  Mississippi,  was 
speaker  for  the  Wesleyan  Service 
Guild  Week-end  at  Centenary 
College. 


THE  SHONGALOO  PARSONAGE 
has  recently  acquired  a  new  2 1 ,2-cubic 
foot  side-by-side  refrigerator-freezer 
which  the  Rev.  Joe  H.  Robinson  fam¬ 
ily  is  enjoying. 

THE  REV.  C.  ED  HENKEL  preached 
in  the  Rocky  Springs  Baptist  Church, 
July  30,  in  a  United  Worship  Service 
which  that  church  had  with  the  Lisbon 
Methodist  Church.  Mr.  Henkel  is  pas¬ 
tor  of  the  Harmony  Chapel-Lisbon- 
Arizona  Charge. 


The  Elizabeth  Langford  Award  was  made  during  the  recent  Guild 
Week-end  for  new  guild  units.  Miss  Langford,  left,  is  shown  as  she 
made  the  presentation  to  Miss  Bessie  Rolla,  Alexandria  District  sec¬ 
retary,  Mrs.  Helen  Owen  and  Mrs.  Agnes  Miller,  spiritual  life  chair¬ 
man  and  district  secretary  of  the  Monroe  District. 


ABOVE:  Among  those  respons¬ 
ible  for  the  recent  “Vacation 
Fun”  family  night  at  Lakeview 
Church,  Minden;  Messrs.  Mar¬ 
guerite  Hulse,  Peggy  Baldwin, 
Jo  Ann  Smith,  Betty  Firthen  and 
Doris  Bellamy.  BELOW:  A  por¬ 
tion  of  the  group  that  enjoyed  the 
occasion. 


THE  NEW  CHURCH  at  Meadows 
Chapel  in  the  Baton  Rouge  District  is 
reported  to  be  progressing  rapidly.  This 
is  the  only  Methodist  Church  located 
on  the  Airline  Highway  between  Ope¬ 
lousas,  Baton  Rouge  and  New  Orleans. 
The  old  church  was  badly  damaged 
by  the  Hurricane  Betsy  and  a  complete 
unit  is  being  built  to  replace  it.  The 
Rev.  C.  D.  Pinkard  is  pastor  and  is 
leading  in  the  construction. 

THE  REV.  ROBERT  JAMIESON 
conducted  a  revival  late  in  July  in  the 
Montgomery  Methodist  Church  where 
the  Rev.  Henry  Pickett  serves  as  pas¬ 
tor.  In  the  absence  of  Mr.  Jamieson, 
the  DeRidder  pulpit  was  supplied  July 
30  by  the  Rev.  Leonard  Lee. 

THE  BROWNVILLE  CHURCH, 
West  Monroe,  held  revival  services  the 
last  of  July  with  the  Rev.  Joe  W. 
McClain,  pastor  of  the  Downsville 
Charge,  as  guest  preacher.  The  Rev. 

I.  A.  Patton,  Brownville  pastor,  is  re¬ 
covering  satisfactorily  from  recent 
surgery. 

THE  REV.  HENRY  BLOUNT,  Jr., 
pastor  of  the  Welsh  Methodist  Church, 
is  the  platform  speaker  for  the  Mis¬ 
sissippi  Youth  Conference  at  Gallman, 
Mississippi,  while  Mrs.  Blount  and 
children  visit  relatives  in  Biloxi  this 
week. 

THREE  CIRCLES  of  the  New  Iberia 
Woman’s  Society  held  a  joint  fellow¬ 
ship  and  program  recently.  Representa¬ 
tives  of  the  Mary-Martha,  Ethel  Camp¬ 
bell,  and  Ruth  Circles  presented  the 
program.  Mrs.  William  Camicom,  Mrs. 
O.  E.  Sumpter,  and  Mrs.  Beldon  Fox 
were  assisted  by  members  of  the  MYF 
who  presented  a  play  “Suspended 
Judgement.”  Circle  chairmen  are  Mrs. 

J.  L.  Croves,  Mrs.  H.  Daughenbaugh, 
and  Mrs.  Duke  Barron.  Mrs.  Henry 
Bernard  is  president  of  the  Woman’s 
Society. 


Senior  high  MYFers  of  New  Iberia 
who  took  part  in  a  play  presented 
for  WSCS  morning  circles  were: 
Cece  Hall,  Pam  Rush,  Jamie 
Zerangue,  Kim  Boatright  and  Ann 
Pharr. 


THE  SEVIER  MEMORIAL  MYF  of 
Ferriday  left  on  August  7  for  a  tour 
camp.  Stops  were  scheduled  in  Amory, 
Miss.,  Nashville  and  Chattanooga, 
Tenn.,  Cherokee  and  Lake  Junaluska, 
North  Carolina,  Atlanta,  Georgia, 
Birmingham,  Alabama,  and  Meridian, 
Miss.  They  were  accompanied  by  the 
Rev.  Jerry  A.  Means,  pastor,  and  Mr. 
and  Mrs.  J.  B.  Williams. 

BATON  ROUGE  FIRST  CHURCH 
Junior  High  MYF  climaxed  Christian 
Adventure  Week  with  a  trip  to  Six 
Flags  Over  Texas  at  Dallas,  last  week¬ 
end.  The  nightly  discussion  of  “The 
Meaning  of  Methodism”  were  led  by 
counselors.  Devotional  speakers  were 
Becky  McKeithen,  Josh  Speakman  and 
Debbie  Reese. 

CARROLLTON  CHURCH  Youth 
Activities  Week  is  in  progress  this  week 
with  the  Rev.  H.  A.  Harrington,  Jr., 
pastor  of  the  Choudrant  Church  as 
guest  speaker. 


“VACATION  FUN”  was  the  theme 
of  a  family  night  supper  held  at  Lake- 
view  Church  in  Minden  on  the  fifth 
Sunday  in  July.  The  highlight  of  the 
evening  was  the  showing  of  slides  and 
movies  of  vacations  taken  by  Lake- 
view  members.  Switzerland,  Mexico 
and  Canada,  as  well  as  various  spots 
in  the  United  States  were  visited  as 
the  person  owning  the  slides  and  mov¬ 
ies  narrated.  A  movie  of  Yatazi  Scout 
Camp  attended  by  the  church-spon¬ 
sored  troop  held  special  interest.  The 
Rev.  W.  O.  Lynch,  Jr.  is  pastor. 

COLLINSTON  METHODIST 
CHURCH  will  have  revival  services 
from  August  14  through  August  18  at 
8  p.m.  each  evening.  The  Rev.  James 
B.  McCann,  pastor  of  the  Oak  Ridge 
Methodist  Church,  will  be  the  visiting 
minister.  On  Thursday  evening  at  7 
p.m.  there  will  be  a  fellowship  supper 
in  the  educational  building.  The  public 
is  cordially  invited  by  the  Rev.  Bonnie 
Ruth  Holley,  pastor. 
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SuKctay  Scfoat 


By:  Alfred  A.  Knox 

LESSON  FOR  AUGUST  20:  Conflict  with  Vested  Interests 


BACKGROUND  SCRIPTURE:  Acts  19:21  through 
20:38  ^ 

MEMORY  SELECTION:  No  one  can  serve  two 
masters;  for  either  he  will  hate  the  one  and 
love  the  other,  or  he  will  be  devoted  to  the 
one  and  despise  the  other.  You  cannot  serve 
God  and  mammon.  (Matthew  6:24) 

AIM  OF  THE  LESSON:  To  help  Christians  under¬ 
stand  that  all  that  they  do  needs  to  be  done 
from  true  Christian  motivation. 

*  *  * 

Today’s  lesson  concerns  itself  with  the  conflict 
of  Christianity  with  idolatry  in  the  city  of  Ephesus. 
But  it  would  be  more  realistic  to  say  that  it  is 
about  the  tension  between  the  Christian  way  of 
life  and  vested  interests  that  has  been  found  in 
every  city  in  which  the  gospel  has  been  preached. 

Paul  had  been  preaching  in  Ephesus  for  more 
than  two  years  when  a  riot  erupted,  set  off  by 
the  silversmiths  of  Ephesus  who  had  been  aroused 
by  one  of  their  leaders  who  told  them  that  their 
business — the  making  of  small  silver  idols — was 

in  trouble  because  the  missionaries  of  “the  way” 
were  convincing  people  that  “gods  made  with  hands 
are  not  gods.  ”(19:26)  You  can  teach  all  the  gen¬ 
eralities  about  religion  you  care  to,  but  when  you 
become  specific  in  any  age  and  say  that  any  man’s 
means  of  making  money  is  against  the  will  of  God 
you  can  be  certain  you  will  be  branded  a  danger¬ 
ous  character. 

Although  Paul  spent  about  three  years  in  a  min¬ 
istry  that  centered  in  Ephesus,  we  have  only  the 
short  account  of  what  transpired  in  our  lesson 
today.  The  Letter  to  the  Ephesians  makes  no  men¬ 
tion  of  the  specific  events  of  his  ministry  or  of 
Paul’s  relationship  to  the  church  there.  A  brief 
portion  of  2  Timothy  contains  a  note  commending 
Phoebe  to  the  Ephesian  Christians  and  there  are 
scattered  mentions  of  problems  that  arose  in  Ephesus 
contained  in  the  Corinthian  letter.  Because  it  con¬ 
tains  so  many  of  the  names  of  persons  known  to 
be  a  part  of  the  Ephesian  community  it  is  thought 
by  many  that  Romans  16:1-23  is  really  part  of  an 
epistle  directed  to  the  Ephesians.  It  mentions  the 
fact  that  Acquila  and  Priscilla  have  risked  their  lives 
in  his  behalf.  It  is  a  brief  note,  but  does  give  some 
clue  to  the  reaction  of  Paul  to  his  years  of  ministry 
in  Ephesus. 


selves  for  worship,  would  partake  of  the  Lord’s 
Supper  together,  and  would  likely  administer  their 
own  alms  and  administer  their  own  discipline,  while 
all  the  time  regarding  themselves  as  fellow-disciples 
with  other  Christians  in  all  parts  of  the  city  and  as 
members  of  one  common  church. 

*  *  * 

THE  RIOT  OF  THE  SILVERSMITHS 

Ephesus  was  the  center  in  Asia  cf  the  worship 
of  Artemis  (or  Diana).  Here  was  the  temple  of 
tnarble  and  gold  which  was  erected  in  her  honor. 
It  was  such  a  remarkable  structure  that  it  was  one 
of  the  Seven  Wonders  of  the  Ancient  World.  She 
was  a  repulsive  looking  goddess  of  fertility. 

Devotees  of  the  goddess  came  from  all  parts  of 
Asia  to  worship  at  the  temple,  and  they  took  home 
little  shrines  or  images  of  the  goddess.  The 
remains  of  some  of  these  have  been  found  as  far 
away  as  Pompeii,  Italy.  Their  manufacture  became 
one  of  the  major  industries  of  the  city,  and  the 
craftsmen  who  made  them  had  a  powerful  union. 
When  their  leader,  Demetrius,  convinced  them  that 
the  preaching  of  Paul  and  his  associates  had  been 
responsible  for  the  decline  in  the  sale  of  these 
images  and  could  be  expected  to  lead  to  an  indif¬ 
ference  to  their  goddess,  a  riot  resulted. 

Not  only  the  silversmiths,  but  all  of  the  city 
was  thrown  into  confusion  and  the  Christians  and 
Jews  were  threatened  with  violence.  Demetrius  had 
cleverly  allied  piety  and  patriotism  and  made  it 
appear  that  both  demanded  that  the  Christian 
church  be  persecuted.  The  mob  that  swept  into  the 
huge  theater  was  swept  with  the  hysteria  which  is 
usual  among  rioting  mobs.  We  read:  “Some  cried 
one  thing,  some  another;  for  the  assembly  was  in 
confusion,  and  most  of  them  did  not  know  why  they 
had  come  together.”  (Acts  19:32)  These  words 
might  have  been  used  to  describe  the  rioting  mobs 
which  did  so  much  damage  in  the  city  of  Detroit 
a  few  days  ago,  because  mobs  have  been  very 
much  alike  in  every  age. 

The  hero  of  our  story  is  an  unnamed  town 
clerk  who  succeeded  in  dispersing  the  mob  by  ap¬ 
pealing  to  the  silversmiths  to  seek  justice  in  the 
courts.  “You  have  brought  these  men  here  who  are 
neither  sacrilegious  nor  blasphemous  of  our  god¬ 
dess.  If  therefore  Demetrius  and  the  craftsmen  with 
him  have  a  complaint  against  anyone,  the  courts 
are  open  and  there  are  the  proconsuls.”  (Acts 
19:38) 


THE  NATURE  OF  THE  CHURCH  IN 
EPHESUS 

It  is  interesting  to  note  that  there  were  at  least 
three  congregations  or  local  bodies  of  Christians  in 
Ephesus  at  the  time  Paul  wrote.  He  spoke  of  the 
church  in  the  house  of  Aquila  and  Priscilla  (Rom. 
16:5)  and  the  two  groups  of  disciples  to  which  he 
refers  in  vv.  14  and  15  evidently  constituted  similar 
churches  or  companies  of  disciples.  Yet  they  were 
all  part  of  the  church  at  Ephesus  and  there  was 
no  dissension  among  them. 

We  have  in  these  local  or  house  churches  an 
example  of  what  must  have  been  very  common 
from  the  beginning  in  all  the  larger  cities.  The 
Christians  of  a  particular  neighborhood  or  those 
who  were  bound  together  by  special  ties  would  con¬ 
stitute  a  church  of  their  own,  would  meet  by  them- 


WHEN  RELIGION  MEETS  VESTED 
INTERESTS 

Today’s  lesson  is  an  ageless  one  because  it 
speaks  of  what  happens  whenever  religious  teach¬ 
ings  come  in  conflict  with  vested  interests  of  any 
kind — and  we  are  all  involved  with  so  many  varie¬ 
ties  of  entrenched,  vested  interests.  The  particular 
incident  here  is  concerned  with  idols  and  the  peo¬ 
ple  who  profit  from  their  manufacture  and  sale. 
The  situation  is  the  same,  and  the  emotions  can  be 
as  hysterically  exploited  if  that  interest  is  the  man¬ 
ufacture  and  sale  of  liquor,  the  operation  of  gam¬ 
bling  enterprises,  the  sale  of  pornographic  litera¬ 
ture — or  a  dozen  other  traffics  that  are  diametrically 

opposed  to  Christian  truth.  Then  there  are  other 
entrenched  interests  which  threaten  the  Christian 
way  of  life  that  are  not  as  obvious — they  may 


even  center  arouna  tne  question  of  leadership  within 
the  church  itself. 

In  his  speech  at  Athens,  Paul  had  dealt  with 
the  question  of  idolatry.  He  said,  “Being  God’s  off¬ 
spring,  we  ought  not  to  think  that  the  Diety  is  like 
gold,  or  silver,  or  stone,  a  representation  by  the 
art  and  imagination  of  man,”  (Acts  17:29).  We  can 
conclude  that  he  carried  this  same  message  into  his 
ministry  during  two  years  at  Ephesus.  There  is  no 
reason  for  us  to  think  that  Demetrius  was  wrong 
in  his  evaluation  of  the  effect  of  Paul’s  preaching, 
“this  Paul  has  persuaded  and  turned  away  a  con¬ 
siderable  company  of  people,  saying  that  gods  made 
by  hands  are  not  gods.”  (19:26) 

*  *  * 

THE  IDOLATRIES  WE  FACE 

To  attack  idolatry  in  the  first  century  was  no 
academic  exercise.  Dr.  Van  Bogard  Dunn  (The 
Adult  Student)  say:  “It  was  an  assault  on  a  way 
of  life  that  was  likely  to  have  repercussions  in 
every  area  of  that  life.” 

In  our  time  the  leadership  of  the  Church  can 
as  quickly  bring  the  forces  of  every  area  of  life 
against  it  when  it  takes  stands  that  certain  groups 
interpret  as  opposed  to  its  idolatries.  During  recent 
years  the  federal  government  has  found  itself  re¬ 
sponsible  for  solutions  to  persistent  public  problems 
such  as  poverty,  housing,  unemployment  and  air 
and  water  pollution.  In  every  congregation  there 

are  vested  interests  that  are  opposed  to  this  governr 
ment  activity  m  one  or  more  areas,  and  these  have 
been  turned  against  the  church  when  it  has  seemed 
necessary  to  use  its  influence  to  support  legisla¬ 
tion.  Dr.  Dunn  says  of  this:  “The  institutional  com¬ 
mitment  of  the  church  to  federal  programs  de- 
signed  to  meet  social  needs  have  evoked  much 
criticism.  I  s  it  not  possible  that  here  we  see  men 
who  value  their  own  personal  gain  more  than  the 
public  good  and  who  do  not  want  certain  evils  cor¬ 
rected  because  they  have  profited  from  them? 

*  *  * 

VESTED  INTERESTS  ARE  EVERYWHERE 
•  fauI  ^countered  a  typically  human  problem 
in  Acts  19.  His  message  came  to  many  as  good 
news.  However,  it  was  not  long  until  it  affected 
people  in  ways  that  they  had  not  anticipated.  Im¬ 
mediately  they  backed  away  and  began  to  appeal  to 
high  sounding  motives  as  they  opposed  this  gospel. 
Dr.  Liston  O.  Mills  (Adult  Teacher)  says:  “Behind 
their  cry  for  Artemis  lurked  their  real  concern  — 
~,aul  s  message,  even  if  true,  could  not  be  tolerated. 
Why?  It  interfered  with  the  interests  of  too  many 
people.”  - 

Yet,  when  we  find  it  so  easy  to  join  with 
*  ^  S°vernment  w^en  they  attack  big  corporations 

-dehumanized  corporations  and  immense  unions _ 

whoM  t°  have  been  acting  against  the  welfare 
of  the  public,  we  forget  that  personal  vested  in¬ 
terests  are  everywhere  apparent.  The  parent,  who 
enjoys  being  a  parent  so  much  that  he  doesn’t  want 
his  child  to  grow  up,  is  maintaining  a  vested  in¬ 
terest  at  the  expense  of  another.  The  child  who 
contrives  all  kinds  of  devices  to  maintain  his  status 
and  to  exploit  his  parents  is  another.  Vested  inter¬ 
ests  appear  at  election  time  as  candidates  appeal 
to  everything  from  free  enterprise  to  motherhood, 
seeking  a  sympathetic  chord  to  protect  their  own 
interests.  Religion  even  comes  into  the  picture.  We 
sometimes  even  pray  in  a  manner  that  should  arouse 
feelmgs  of  guilt  as  we  seek  the  assistance  of  the 
Almighty  m  gaining  an  advantage  over  others. 

*  *  * 

TRULY  A  COMMON  PROBLEM 

No  one  of  us  is  without  vested  interests  and 
very  few  of  us  permit  them  to  be  challenged  with¬ 
out  a  fight.  It  is  so  easy  for  us  to  believe  that  what 
is  good  for  us  is  good  for  everyone. 

Moreover,  most  of  us  are  like  the  silversmiths 
of  Ephesus— we  prefer  to  fight  our  battles  on  some 
other  ground  than  the  real  one.  God,  patriotism, 
family,  free  enterprise,  the  dignity  of  man  —  all 
sound  so  much  more  acceptable  than  a  direct  ap¬ 
peal  to  selfishness.  So  today’s  lesson  is  for  all  of 
us.  Paul  tells  us  that  an  allegiance  to  truth  and  to 
God  must  be  above  all  other  interests.  Indeed  he 
suggests  that  no  man  is  free  as  long  as  he  is  a 
slave  to  his  own  interests. 
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•  On  a  Wide  Circuit 

Can  We  Achieve 
Church  Union 

By  W.  W.  Reid 

A  news  story  came  out  of  Australia 
the  other  day  that  some  groups  of 
Presbyterians — impatient  and  discour¬ 
aged  with  slowness  and  seeming  “fail¬ 
ure  to  get  anywhere”  in  negotiations 
going  on  for  years  for  union  with 
Congregational  and  Methodist  churches 
through  their  “official  channels” — are 
petitioning  their  General  Assembly  to 
at  once  initiate  steps  looking  toward 
a  “federal  union”  of  all  three  denom¬ 
inations.  Considerable  interest  for  such 
a  movement  seems  to  have  been  gen¬ 
erated  also  in  the  rank  and  file  of  the 
Congregational  and  Methodist  church¬ 
es. 

Church  membership  and  attendance 
is  declining  and  secularism  is  spread¬ 
ing  throughout  the  area,  say  the  pro¬ 
ponents  of  the  plan,  while  official  com¬ 
mittees  debate  the  reasons  that  keep 
the  churches  apart  and  do  little  to  work 
out  from  their  common  beliefs  and 
interests — and  the  needs  of  men  and 
women. 

“Federal  union,”  if  agreed  upon, 
these  advocates  say,  would  involve  only 
a  simple  agreement  to  work  together 
in  missions  (mostly  among  the  aborig¬ 
inal  peoples,  the  fast-growing  immi¬ 
grant  populations,  and  residents  of  the 
outlying  and  scattered  islands),  in  the 
building  of  new  churches,  in  theological 
education  (there  is  great  need  for 
trained  ministers),  and  in  planning  for 
new  and  specialized  ministries,  espe¬ 
cially  in  the  cities.  There  would  be 
no  agreement  on  doctrines,  Biblical 
interpretation,  or  form  of  church  gov¬ 
ernment  required;  but  a  pooling  of 
merger  funds  and  a  planned  deploy¬ 
ment  of  manpower  might  well  be 
among  the  earliest  considerations. 

This  “federal  union  to  achieve 
church  union”  is  the  process  that  Dr. 
E.  Stanley  Jones  has  advocated  for 
some  years.  Says  Dr.  Jones  concern¬ 
ing  it: 

“If  we  as  churches  are  to  be  one 
— one  as  God  is  one — then  that  points 
to  some  form  of  unity  in  diversity.  To 
try  to  wipe  out  the  differences  and 
distinctivenesses  is  to  go  back  to  the 
patterns  of  the  lowest  life — the  un¬ 
differentiated — to  the  amoeba.  Federal 
Union  seems  to  fulfill  this  law  of  higher 
life  as  union  in  diversity.  To  try  to 
have  one  monolithic  super-church 
seems  to  me  to  be  a  throw-back  to  a 
lower  form — a  retrogression  instead  of 
a  progression. 

"Federal  Union  seems  to  put  to¬ 
gether  in  a  living  blend  two  apparent¬ 
ly  contradictory  urges,  the  desire  for 
union  with  the  whole  and  the  desire 
for  autonomy.  It  provides  for  union 
and  freedom,  the  Federal  Union  ex¬ 
pressing  itself  as  federal  government 
and  states’  rights.  It  fulfills  the  col¬ 
lective  urge  and  the  individual  urge. 

“All  higher  life  is  coming  to  some 
form  of  federal  union.  Even  the  most 
apparently  monolithic  system  of  church 
government,  the  Roman  Catholic 
Church,  is  made  up  on  more  or  less 
autonomous  orders  and  the  present 
pressure  from  within  is  for  more  local 
autonomy  and  more  representation  at 
the  top.  The  monolithic  is  cracking. 
And  the  cause  of  that  cracking  is  the 


leaven  of  the  federal  principle.  In  busi¬ 
ness  the  same  federal  principle  is  at 
work  as  the  most  efficient  type  of  or¬ 
ganization.  .  .  . 

"Applied  to  the  Christian  church 
what  would  the  principle  of  Federal 
Union  mean?  First,  there  would  be  one 
church,  ‘The  Church  of  Jesus  Christ 
in  America.’  Note  ‘in  America,’  not 
‘of  American,’  not  a  state  church,  but 
a  one  universal  church,  ‘The  Church 
of  Jesus  Christ,’  manifested  ‘in  Amer¬ 
ica.’  That  one  church,  ‘The  Church  of 
Jesus  Christ  in  America’  would  be  an 
organic  union,  an  organic  union  with 
a  federal  structure.  Those  who  want 
union  by  merger  and  those  who  want 
it  by  federal  union  both  want  organic 
union,  one  with  a  monolithic  structure 
and  the  other  with  a  federal  structure. 

I  choose  the  federal,  for  life  chooses 
it. 

“There  would  be  one  Church,  but 
under  that  one  Church  there  would  be 
‘Branches,’  no  longer  ‘churches,’  sep¬ 
arate,  sovereign,  independent,  but 
Branches  of  the  one  Church.  There 
would  be  ‘The  Lutheran  Branch  of  the 
Church  of  Jesus  Christ  in  America’; 
‘The  Baptist  Branch’;  ‘The  Episcopal 
Branch’;  ‘The  Presbyterian  Branch’; 
‘The  Disciples  Branch’;  ‘The  Methodist 
Branch’;  ‘The  Nazarene  Branch’;  ‘The 
Friends  Branch’;  etc.  Within  those 
Branches  there  would  be  local  self- 
government.  .  .  . 

“Over  these  Branches  there  would 
be  a  ‘General  Assembly  of  the  Church 
of  Jesus  Christ  in  America,’  made  up 
of  representatives  from  all  the  Branch¬ 
es.  ..  .  The  General  Assembly  would 
have  to  do  with  a  strategy  and  pro¬ 
gram  of  evangelism,  for  missions,  for 
education,  the  relationship  of  church 
and  state,  and  of  Branch  with  Branch 
and  all  other  subjects  assigned  to  it 
by  a  constitutional  convention.” 
t 
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Dr.  James  M.  Hughey 

Funeral  services  were  conducted 
Sunday,  August  6  in  Jonesboro,  Ark. 
for  Dr.  James  Monroe  Hughey,  98, 
senior  member  of  the  North  Arkansas 
Annual  Conference.  Participating  in 
the  service  were  the  Rev.  J.  Albert 
Gatlin,  Dr.  I  Ralph  Clayton  and  Dr. 
Alfred  A.  Knox. 

Dr.  Hughey,  a  native  of  Pope  Coun¬ 
ty,  Ark.,  died  August  4  in  a  Memphis, 
Term.  nursing  home  where  had  had 
been  a  resident  for  a  number  of  years. 
He  had  been  pastor  of  First  Church, 
Jonesboro,  from  1920  to  1924  and 
made  his  home  there  for  a  number 
of  years  following  his  retirement  in 
1941. 

He  was  born  near  Russellville  and 
received  both  his  A.B.  and  M.A.  de¬ 
grees  from  Vanderbilt  University  be¬ 
fore  being  admitted  on  trial  into  the 
old  Arkansas  Conference  in  1898.  The 
College  of  the  Ozarks  conferred  the 
D.D.  degree  on  him. 

Sixteen  of  his  years  in  the  ministry 
were  spent  as  presiding  elder  on  the 
Fayetteville,  Dardanelle,  Fort  Smith, 
Paragould  and  Conway  districts. 

His  pastorates  included  Harrison, 
Fort  Smith,  Conway,  Morrilton,  Mari¬ 
anna,  Wynne  and  Earle. 


His  wife,  the  former  Hattie  Mae 
Stanley  of  Monticello,  died  in  1957. 

He  is  survived  by  three  daughters, 
Mrs.  Tom  Layne  of  Memphis,  Mrs. 
W.  J.  Britton  of  Kansas,  and  Dr.  Ruth 
Hughey,  professor  of  English  at  Ohio 
State  University,  Columbus,  O. 
t 

Mrs.  Mildred  Beckett 

Mrs.  Mildred  Beckett,  73,  widow  of 
the  late  Troy  Beckett  of  Monett,  Mo., 
and  sister  of  Mrs.  Hubert  Pearce  of 
Kansas  City,  Mo.,  died  July  25  at 
Burge-Protestant  Hospital  in  Spring- 
field,  Mo.  where  she  had  been  a  patient 
since  June  11. 

Other  survivors  are:  three  daugh¬ 
ters,  Mrs.  Jack  Roberts,  Monett,  Mo., 
Mrs.  Vernon  Sanders,  Birmingham, 
Ala.,  and  Mrs.  Howard  Whitaker  of 
Ft.  Eustis,  Va.;  four  other  sisters,  Mrs. 
Oil  W.  Horner  and  Mrs.  Alma  Ed¬ 
mondson,  Cassville,  Mo.,  Mrs.  J.  Fred 
Mermoud,  Monett.,  and  Mrs.  G.  Rob¬ 
ert  Hamilton,  San  Antonio,  Tex.;  and 
two  brothers,  Lloyd  G.  Henbest  of 
Washington,  D.C.,  and  Orrin  J.  Hen- 
best  of  Ft.  Worth,  Tex;  and  six  grand¬ 
children. 

Her  parents  were  the  late  Mr.  and 
Mrs.  Alfred  G.  Henbest  of  Fayette¬ 
ville,  Ark. 

Funeral  services  were  held  July 
28  at  Liberty  Methodist  Church,  near 
Monette,  where  Mrs.  Beckett  was  a 
life-long  member. 

t 

Bishop  S.  L.  Greene 

ATLANTA  (RNS)  —  Bishop  Sher¬ 
man  Lawrence  Greene,  81,  senior  bish¬ 
op  of  the  African  Methodist  Episcopal 
Church,  died  here  on  July  26. 


A  leading  advocate  ot  the  ecumen¬ 
ical  movement  in  the  United  States, 
Bishop  Greene  had  been  a  bishop  for 
39  years.  At  the  time  of  his  death  he 
was  engaged  with  two  other  bishops 
in  writing  a  history  of  the  polity  of 
the  African  Methodist  Episcopal 
Church. 

His  last  assignment  to  an  episcopal 
district  was  in  Florida.  He  retired  from 
that  post  in  1964. 

During  his  long  career,  Bishop 
Greene  held  the  episcopal  office  in 
South  America,  the  West  Indies  and 
Philadelphia.  In  1952  he  was  presi¬ 
dent  of  the  denomination’s  Council  of 
Bishops. 

A  member  of  the  boards  of  the 
World  and  National  Councils  of 
Churches  during  his  ministry,  he  was 
president  of  Shorter  College  in  Arkan¬ 
sas  from  1918  to  1924. 

Bishop  Greene,  a  native  of  Missis¬ 
sippi,  lived  in  Atlanta  at  the  time  of  his 
death. 

t 

The  greatest  of  all  blessings,  as  it 
is  the  most  ennobling  of  all  privileges, 
is  to  be  indeed  a  Christian. 

— Coleridge 


CHURCH  FURNITURE  = 

FOR  SALE  j 

28  fine  hardwood  pews,  - 

each  12  ft.  long;  pulpit,  £ 

and  two  matching  pulpit 
chairs.  All  factory-made 
and  in  A-l  condition.  s 

Call  or  write-  £ 

Huntington  Avenue 

Methodist  Church  s 

Jonesboro,  Ark.  - 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 


LIFETIME  INVESTMENTS 
Through 

GIFT  ANNUITY  AGREEMENTS 
LIFE  INCOME  CONTRACTS 

A  gift  through  the  Methodist  Foundation  of  Arkansas  provides  a 
sound  investment  for  you  and  also  support  for  the  Methodist  Church. 

Benefits  include: 

.  guaranteed  income  for  life 
.  lowering  of  estate  taxes 
.  most  of  income  is  tax-free 
.  part  qualifies  as  a  gift  deduction 
.  perpetuation  of  Stewardship 

For  more  information  write 

THE  METHODIST  FOUNDATION 
OF  ARKANSAS 

METHODIST  HEADQUARTERS  BUILDING 
1723  Broadway 

Little  Rock,  Arkansas  72206 
Or  Phone  FR5-4689 
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Finding  myself  President  of  the  New 
Orleans  District  M.Y.F.,  I  found 
myself  on  the  M.Y.F.  Conference 
Council. 

Finding  myself  on  the  Conference 
Council,  I  found  myself  on  the 
Board  of  Evangelism. 

Finding  myself  on  the  Board  of  Evan¬ 
gelism,!  found  myself  writing  this 
article  on  evangelism  —  a  word  I 
have  never  seriously  given  thought. 
Finding  myself  at  a  loss  of  words, 
I’ve  managed  to  find  a  title  for  the 
article  —  EVANGELISM  AND  U 
(YOU). 

Finding  myself  completely  lost  (even 
with  six  reference  books),  I  often 
find  it  helps  to  spell  out  a  word 
to  find  its  meaning. 

E — stablished 
V — itality 

A — libi  and  Authority 
N — ews 
G — ospel 

E — thics  and  Effectiveness 
L — anguage  and  Love  and  Life 
I — solation,  identification,  and 
involvement 

S — pirit,  society,  and  salt 
M — ission  and  Ministry 
AND 
U — nity 

THE  MEANING? 

Established  order  of  the  church;  Vi¬ 
tality,  the  endurance  and  strength  as 
Christians  to  keep  on;  Alibi,  the  ex¬ 
cuse  as  humans  that  our  task  is  im¬ 
possible;  Authority,  having  the  su¬ 
preme  authority  of  Our  Lord  over¬ 
looking  us;  News,  good  Christian  news 
that  we  as  evangelists  are  and  must 
spread;  Gospel,  this  is  a  part  of  the 
good  news,  the  source,  the  Bible  in 
which  we  Christians  believe  in;  Ethics, 
the  device  we  use,  we  must  not  be 
concerned  with  the  spreading  of  Meth¬ 
odism  but  that  of  Christianity;  Effec¬ 
tiveness,  what  are  we  as  evangelists 
accomplishing;  Langauge,  the  language 
of  love  and  understanding  Christians 
speak  of;  Love,  the  golden  rule  of 
“Love  Thy  Neighbor”;  Life,  the  new 
life  as  a  Christian  we  find  we  must 
share  with  others;  Isolation,  what  we 
as  evangelists  must  conquer;  Identifica¬ 
tion,  with  God  and  ourselves;  Involve¬ 
ment,  not  a  halfway  Christian;  Spirit, 
what  we  should  and  are  passing  on  to 
others;  Society,  what  we  as  Christians 
and  evangelists  must  enter  and  help 
others  to  enter;  Salt,  evangelism — “The 
Salt  gathered  and  it  scattered”;  Mis¬ 
sion,  our  duty;  Ministry,  those  “pro¬ 
fessional  evangelists,”  and  U  for  Unity, 
to  become  one,  a  nation  under  God. 

Well  Con,  this  is  only  a  beginning 
of  a  beginners  idea.  I  do  hope  some¬ 
thing  was  gained. 

Sherry  Sappenfield 
President  of  New  Orleans  District 
t 

“A  LITTLE  BIT  OF  SOUL”  is  the 
theme  of  Youth  Week  in  the  Slidell 
Church,  August  7-11.  Miss  Joe  Marie 
Ellett,  director  of  Christian  Education 
at  Lake  Vista  Church,  New  Orleans, 
is  assisting  in  the  program.  The  differ¬ 
ent  nights  will  feature:  Paint  It;  Sing 
It,  with  Kent  Kilboume,  popular  folk 
singer;  Act  It;  See  It;  and  Talk  About 
It,  and  progressive  supper. 


Hootnanny  singers  for  recent 
Youth  Activities  Week  at  First 
Church,  Natchitoches:  Beth, 

Sherrie  and  Angelia  Evans,  ac¬ 
companied  by  Scriven  Bernard. 


These  17  young  men  from  the  Lake  Charles  District  attended  the  re¬ 
cent  Laymen’s  Retreat  at  Centenary  College. 


Members  of  the  Senior  High  MYF 
of  First  Church,  Houma,  are  shown 
on  the  steps  of  Brown  Chapel, 
Centenary  College,  as  the  group 
stopped  to  visit  the  college  and 
area  office  on  their  recent  trip 
to  Six  Flags  Over  Texas. 


Pictured  at  "open  house”  for  renovated 
parsonage  at  Many  are:  Mrs.  C.D.  Han- 
ock,  Jimmy  Skinner,  Mrs.  James  C.  Skin¬ 
ner,  Mrs.  C.B.  Byrd,  Jr.  and  the  Rev. 
J.C.  Skinner. 


View  of  the  Many  parsonage  which  has  been  com 
pletely  renovated  with  new  furniture  and  the  addi 
tion  of  a  double  carport.  This  work  was  done  be 
fore  annual  conference. 


Conference  on  Evangelism 


The  annual  South  Central  Confer¬ 
ence  on  Evangelism  was  held  July  24- 
27  at  Western  Methodist  Assembly, 
Fayetteville,  Ark.  Western  Methodist 
Assembly  is  more  commonly  known  by 
the  name  of  its  location  on  Mt.  Se¬ 
quoyah. 

Training  programs  and  workshops 
of  a  jurisdictional  nature  are  primarily 
centered  there  on  the  mountain-top, 
with  excellent  facilities  available  for 
the  comfort  and  convenience  of  per¬ 
sons  attending. 

Louisiana  was  represented  by  the- 
Rev.  Merlin  W.  Merrill,  Conference 
Board  chairman,  the  Rev.  Raymond 
Crofoot,  the  Rev.  and  Mrs.  Louis  Cop- 
page,  and  by  the  Rev.  and  Mrs.  K. 
G.  Rorie.  Mr.  Rorie  served  on  the 
Conference  Staff  as  instructor  for  a 
section  attended  by  District  Superin¬ 
tendents  and  District  Secretaries  of 
Evangelism  from  over  the  Jurisdiction. 
Mrs.  Rorie  served  as  pianist  for  the 
general  sessions  and  worship  hours. 


Bishop  W.  McFerrin  Stowe,  of  the 
Kansas  Area,  was  Conference  preach¬ 
er,  bringing  messages  each  morning 
and  evening.  Dr.  Kermit  Long,  execu¬ 
tive  secretary  of  the  General  Board  of 
Evangelism  in  Nashville,  Tenn.,  was 
the  Keynote  Speaker.  Those  attend¬ 
ing  our  recent  Louisiana  Annual  Con¬ 
ference  sessions  in  Shreveport  will  re¬ 
member  Dr.  Long  for  his  great  ser¬ 
mons  there  each  evening. 

The  Evangelism  Conference  was  des¬ 
igned  to  inform  evangelistic  leaders 
on  the  conference,  district  and  local 
church  level,  and  to  inspire  and  chal¬ 
lenge  them  to  do  a  better  job.  After¬ 
noon  sessions  for  personal  enrichment 
offered  a  variety  of  interests  from 
which  to  select,  such  as  vocational 
witnessing,  evangelistic  preaching,  de¬ 
votional  life  of  a  minister,  family  life 
and  the  Bible,  young  adult  evangelism, 
and  evangelism  in  a  mobile  society 

K.  G.  Rorie 


There  never  was  a  good  war  or  a 
bad  peace.— Benjamin  Franklin 
t 


ABOVE:  At  the  Conference  on 
Evangelism:  Dr.  Buren  Stewart, 
chairman  of  jurisdictional  board; 
Dr.  Virgil  D.  Morris,  jurisdictional 
secretary;  and  the  Rev.  K.  G. 
Rorie,  associate  director,  Louisi¬ 
ana  Area  Counci  I.  BELOW:  Lou- 
isianans  at  the  conference:  the 
Rev.  Raymond  Crofoot,  the  Rev. 
Merlin  W.  Merrill,  the  Rev.  and 
Mrs.  Louis  M.  Coppage,  and  the 
Rev.  and  Mrs.  K.G.  Rorie. 
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Notice 

ATTENTION  ALL  PASTORS, 
CHURCH  SECRETARIES 
AND  OTHERS  CONCERNED 
Please  do  not  continue  to  send 
Bishop  Walton’s  mail,  including 
church  bulletins,  to  his  old  office 
address.  As  instructed  in  the  July 
27  issue  of  The  Louisiana  Meth¬ 
odist,  the  new  address  of  the 
episcopal  office  is 

1915  American  Bank  Building 
New  Orleans,  Louisiana  70130 


19th  YEAR 
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This  is  the  architect’s  drawing  of  the  Interfaith  Chapel  planned  for 
the  Greenwell  Springs  Hospital.  Planned  to  meet  the  needs  of  Cath¬ 
olic  and  Protestant  patients,  the  building  will  be  placed  at  a  strategic 
spot  on  the  grounds  and  will  be  joined  to  the  hospital  by  a  covered 
walkway.  Funds  are  now  being  sought  from  the  churches  of  Louisiana 
for  its  construction. 


Southern  Methodist  University 
names  new  vice  president 


Methodist-EUB 
town  and  country 
consultation 

Within  the  framework  of  the  ecu¬ 
menical  National  Consultation  on  the 
Church  in  Community  Life  Septem¬ 
ber  5-8  in  Columbus,  Ohio,  Methodist 
and  Evengelical  United  Brethren 
churchmen  will  hold  two  joint  sessions 
to  consider  together  their  mission  in 
the  non-metropolitan  areas  of  America. 
In  addition,  they  will  each  hold  de¬ 
nominational  dinners  on  the  eve  of 
the  Consultation-.  The  Methodist  din¬ 
ner  will  be  sponsored  by  the  Meth¬ 
odist  Rural  Fellowship. 

The  Methodist  and  EUB  Churches 
are  among  the  church  bodies  sponsor¬ 
ing  the  National  Consultation,  which 
is  the  successor  to  several  denomina¬ 
tional  town  and  country  conferences 
held  in  the  past  (including  the  qua¬ 
drennial  National  Methodist  Town  and 
Country  Conference,  last  held  in  Min¬ 
neapolis,  Minn.,  in  1963).  Among  the 
groups  cooperating  in  the  National 
Consultation  are  14  Protestant  denomi¬ 
nations,  the  Roman  Catholic  Church, 
the  National  Council  of  Churches  and 
several  state  councils  of  churches. 

The  Purpose  of  the  Consultation  is 
“to  examine  the  churches’  ministry  in 
non-metropolitan  society  through  ecu¬ 
menical  planning  by  key  church  lead¬ 
ers,  composed  of  local  community 
leadership  and  national  and  regional 
executives  of  the  cooperating  church 
bodies.” 

Planned  jointly  by  Methodist  and 
EUB  leaders  in  town  and  country 
work,  the  sessions  will  focus  around  a 
six-member  panel  of  Methodist  and 
EUB  leaders  and  discussion  groups. 
The  panel  will  make  presentations  on 


Thomas  E.  Broce,  director  of  de¬ 
velopment  at  Duke  University,  was 
named  recently  as  a  vice  president  of 
Southern  Methodist  University  by  SMU 
President  Willis  M.  Tate. 

Dr.  Tate  said  that  Mr  Broce  will 
administer  staff  efforts  in  SMU’s  Mas¬ 
ter  Plan  program  and  will  oversee  the 
development  and  public  relations  pro¬ 
grams  of  the  University,  including  the 
annual  Sustentation  Fund  drive  and 


both  days,  and  discussion  and  joint 
planning  in  small  groups  will  follow. 
The  panel  and  discussion  groups  will 
be  organized  around  six  major  topics, 
with  each  panelist  presenting  a  parti¬ 
cular  topic. 


the  alumni,  corporation,  and  founda¬ 
tion  support  programs. 

As  an  officer  of  the  University,  Mr. 
Broce  will  fill  a  new  position  the  ad¬ 
ministration. 

“In  the  new  position,  he  will  be 
working  closely  with  William  P.  Clem¬ 
ents,  Jr.,  the  general  chairman  of  our 
Master  Plan  Campaign,”  Dr.  Tate  ex¬ 
plained.  “Both  Mr.  Clements  and  I 
feel  unusually  fortunate  in  having  se¬ 
cured  the  services  of  one  of  the  out¬ 
standing  development  administrators  in 
the  country. 

“His  record  of  leadership  in  Duke 
University’s  $  102-million  campaign 
has  been  notable  and  we  are  happy 
to  have  him  at  SMU.” 

Frank  L.  Ashmore,  Duke’s  vice 
president  for  institutional  advance¬ 
ment,  said  in  commenting  on  the  an¬ 
nouncement: 

“Mr.  Broce  has  been  an  able  and 
effective  member  of  the  advancement 
staff  since  1961,  and  has  made  many 
contributions  to  our  program  at  Duke.” 

Mr.  Ashmore  also  declared  that  Mr. 
Broce  has  demonstrated  the  ability  to 
handle  major  responsibilities  at  a  high 
level  of  competence. 

“He  has  been  valuable  to  Duke,” 
the  spokesman  added.  “I  am  confident 
that  he  will  be  a  great  asset  to  SMU.” 

Mr.  Broce  joined  the  development 
staff  at  Duke  in  1961  and  has  served 
as  director  of  development  since  1965. 

A  native  of  Fort  Meade,  Md.,  he 
attended  secondary  schools  in  Waco 
and  earned  his  baccalaureate  degree 
from  Baylor  University  in  1957.  Dur¬ 
ing  his  four  years  as  an  undergraduate 
there,  he  worked  as  a  reporter  for  The 


Mrs.  Larry  Pleimann,  Bat¬ 
on  Rouge,  who  serves 
with  her  husband  in  the 
Congo,  was  a  recent 
speaker  at  the  Poncha- 
toula  Methodist  Church 
where  she  is  shown  in 
her  African  dress  beside 
a  table  of  African  ob¬ 
jects. 


Bishop  Walton 
in  revival  services 
at  Homer 

Bishop  Aubrey  G.  Walton  will 
preach  in  revival  services  at  First 
Methodist  Church,  Homer,  August  20- 
25.  Services  on  Sunday  will  be  at  10:50 
A.M.  and  7:00  P.M.  Monday  through 
Friday  services  will  be  held  at  10:00 
A.M.  and  7:30  P.M. 

The  Rev.  Ed  Parks,  pastor  of  Athens 
Methodist  Church,  will  be  the  song 
leader. 

Guest  choirs  for  the  night  services 
will  include  Haynesville,  Monday;  First 
Church  Minden,  Tuesday;  Springhill, 
Wednesday;  and  First  Baptist,  Homer 
on  Thursday.  Choirs  of  the  Homer 
church  to  provide  music  during  the 
week  will  be  the  Chancel,  Methodist 
Men  and  Bell  Choirs. 

Following  the  morning  service  on 
Friday,  a  luncheon  meeting  with  the 
ministers  of  the  Ruston  District  will 
be  held  in  McClaman  Hall  of  the 
Church. 

A  cordial  invitation  is  extended  to 
people  in  the  area  to  attend  these  spe¬ 
cial  services. 

t 

CENTENARY  NEEDS  JOURNALS 

Charles  W.  Harrington,  head  libra¬ 
rian  at  Centenary  College,  has  asked 
our  assistance  in  seeking  Conference 
Journals  or  Annual  Reports  of  the 
Louisiana  Annual  Conference.  He 
says: 

“We  need  the  following  Journals 
or  Annual  Reports  to  complete  our 
duplicate  files  in  the  Centenary  Col¬ 
lege  Library:  1847  to  1884,  1888  to 
1901,  1906,  1919,  1929,  1942,  1943, 
1958,  I960,  1962,  1963,  1964,  1965, 
1966. 

“We  would  appreciate  any  help  you 
can  give  us  in  publicizing  our  needs 
and  helping  us  secure  more  complete 
files.  We  particularly  need  at  least 
three  copies  of  each  annual  report 
from  1960  to  the  present.” 


Waco  Tribune-Herald. 

He  was  commissioned  as  a  lieutenant 
in  the  Air  Force  following  his  gradua¬ 
tion  and  became  the  Air  Force  infor¬ 
mation  officer  in  Dallas  in  1958.  From 
1959  to  1961,  he  was  director  of  pub¬ 
lic  relations  and  development  at  Lit¬ 
tle  Rock  University. 

Mr.  Broce  holds  a  master’s  degree 
in  higher  education  from  the  Univer¬ 
sity  of  North  Carolina  and  is  the  au¬ 
thor  of  articles  on  foundation  sup¬ 
port  for  universities  in  three  profes¬ 
sional  publications. 


PRAY  FOR  THE  MEETING 
OF  THE  CENTRAL  JURISDICTION 

Tyt  EETING  IN  NASHVILLE,  TENN.  on 
Thursday  of  this  week  is  a  special  session 
of  the  Central  Jurisdictional  Conference  and 
we  should  all  include  in  our  prayers  a  petition  that 
the  atmosphere  which  prevails  there  will  lend  itself 
to  the  orderly  progress  that  is  being  made  in 
abolishing  this  unit  of  The  Methodist  Church. 
Unusual  circumstances  called  into  being  this  ses¬ 
sion  which  has  the  potential  to  make  the  task  of 
the  church  immediately  ahead  either  more  difficult 
or  more  simple.  The  1964  General  Conference 
adopted  legislation  which  provided  that  when  a 
bishop  in  any  jurisdiction  should  die  after  the  mid¬ 
point  of  a  quadrennium  his  position  would  not  be 
filled  until  the  next  jurisdictional  conference. 
Bishop  M.  L.  Harris  died  last  year  shortly  after 
the  mid-point  of  the  quadrennium,  but  because  of 
the  anticipated  merger  of  The  Methodist  Church 
and  The  EUB  Church  last  November’s  special 
session  of  the  General  Conference  voted  that,  if  the 
plan  of  merger  should  be  adopted,  the  Central 
Jurisdiction  bishops  would  move  into  the  merged 
church. 

Just  as  important  as  the  election  of  a  new 
bishop  is  the  setting  of  a  tone  that  will  greatly 
influence  the  plans  for  the  abolition  of  the  Central 
Jurisdiction  and  the  merger  of  the  annual  confer¬ 
ences.  The  authority  for  the  “special  session”  also 
provided  that  plans  be  adopted  for  closing  out  the 
38  years  of  the  racially-defined  jurisdiction.  In  a 
real  sense  it  can  be  said  that  the  Central  Jurisdic¬ 
tion  has  never  actually  voted  in  favor  of  its  own 
abolition.  While  others  have  championed  this  cause, 
the  body  itself  has  always  attached  an  “under  cer¬ 
tain  circumstances”  clause  to  any  such  endorse¬ 
ment.  At  the  1964  session,  although  the  previous 
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General  Conference  had  urged  that  every  jurisdic¬ 
tion  invite  the  conferences  of  the  Central  Jurisdic¬ 
tion  to  become  a  part  of  them,  the  Central 
Jurisdiction  endorsed  a  set  of  “certain  circum¬ 
stances”  that  had  the  effect  of  killing  the  invita¬ 
tions  which  had  been  extended  by  the  South 
Central  Jurisdiction.  The  basic  “circumstance” 
then  was  that  no  annual  conference  should  leave 
the  Central  Jurisdiction  until  they  all  could  leave. 

We  underscore  the  importance  of  the  atmos¬ 
phere  that  will  be  established  in  the  meeting  this 
week  in  Nashville  because  of  the  excellent  progress 
that  has  been  made  in  every  annual  conference. 
Persons  are  now  thinking  realistically  in  terms  of 
a  “1972  target  date”  who  thought  two  years  ago 
that  this  was  only  an  idle  dream.  There  are  three 
groups  that  could  “muddy  the  waters”  at  Nash¬ 
ville  this  week — we  hope  none  of  them  appears  on 
the  scene.  First,  are  the  “black  power”  advocates 
who  could  easily  project  the  spirit  of  “black  na¬ 
tionalism”  into  the  meeting.  This  could  be  manifest 
through  unrealistic  demands  or  even  boycott  of  the 
whole  plan.  The  second  group  we  have  in  mind 
would  be  self-seeking  leaders  who  might  try  to 
exploit  present  tensions  to  help  their  own  ambi¬ 
tions.  The  third  group  consists  of  those  Methodists 
in  some  sections  who  seem  to  be  determined  to 
accelerate  annual  conference  mergers  at  a  date 
prior  to  1972.  These  hide  their  heads  in  the  sand 
and  will  not  recognize  the  myriad  details  of  pension 
adjustments,  minimum  salary  requirements  and 
problems  of  ministerial  placement. 

Some  of  those  who  are  willing  to  confess  all 
the  sins  of  the  South  in  this  matter  would  even 
rewrite  the  history  of  the  church.  Although  the 
Central  Jurisdiction  itself  was  the  creature  of 
Methodist  Union  in  1939,  that  action  did  not  create 
one  single  Negro  annual  conference,  or  one  Negro 
district  or  one  Negro  congregation.  These  had  all 
existed  for  generations  in  the  former  Methodist 
Episcopal  Church.  As  a  matter  of  fact,  the  Central 
Jurisdiction  gave  them  advantages  that  had  never 
been  granted  them  in  the  northern  part  of  the 
church.  Let  North  and  South  confess  their  sins 
together  and  approach  this  new  day  in  the  church 
as  brothers  is  our  prayer. 

Having  spoken  at  great  length  of  things  we 
hope  do  not  happen  at  Nashville,  let  us  then  pray 
that  positive  strides  will  be  taken  in  God’s  name 
— that  the  man  chosen  bishop  will  be  of  great 
enough  stature  that  he  will  not  be  color-conscious 
as  he  approaches  a  great  new  challenge;  that  the 
Central  Jurisdiction  will  unanimously  pass  a  reso¬ 
lution  in  which  they  affirm  their  endorsement  of  the 
plans  for  their  abolition;  and  that  there  will  be  no 
effort  to  inject  “impossible  guarantees”  based  on 
color  in  a  structure  being  called  of  God  into  being 
to  disregard  color. 
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RECOLLECTIONS  OF 
SEQUOYAH 

On  Friday  morning  of  last  week, 
Mrs.  John  Tucker  came  into  the  of¬ 
fice  to  announce  that  a  group  of  young 
people  was  preparing  to  leave  for  the 
MYF  regional  meeting  at  Mt.  Sequoy¬ 
ah  and  that  we  would  probably  be 
interested  in  taking  their  picture.  This 
made  sense,  and  we  were  delighted  to 
pose  and  snap  the  group. 

However,  our  mind  was  not  altogether 
on  the  picture.  It  turned  back  in  mem¬ 
ory  to  another  group  of  young  people 
on  their  way  to  Sequoyah  in  the  sum¬ 
mer  of  1934.  This  was  the  summer  we 
had  been  elected  president  of  the 
young  people  of  the  North  Arkansas 
Conference,  and  Robert  E.  L.  Bearden, 
Jr.  of  Arkadelphia  had  been  named 
president  of  the  Little  Rock  Confer¬ 
ence  group. 

Others  among  the  conference  pres¬ 
idents  represented  on  the  mountain  that 
same  summer  were  Finis  Crutchfield, 
Sterling  Wheeler,  Monk  Bryan,  Lydel 
Sims,  Chilton  McPheeters  and  Wood- 
row  Adcock.  All  of  these  became 
Methodist  ministers  except  Lydel  Sims 
who  wrote  for  the  Memphis  (Tenn.) 
Commercial  Appeal  until  last  year 
when  he  was  named  postmaster  in  that 
city. 

It  was  an  exciting  year  because  plans 
were  already  being  projected  for  the 
great  national  youth  meeting  to  be  held 
in  Memphis  at  Christmas,  1935.  Many 
of  the  plans  for  that  meeting  grew 
out  of  Sequoyah,  1934.  It  was  an 
outspoken  group — a  group  anxious  to 
protest  the  things  they  did  not  like 
about  the  way  things  were  being  done. 
A  strong  resolution  was  sent  off  to 
the  Methodist  bishops  urging  them  to 
do  more  to  work  against  the  war 
clouds  that  were  already  beginning  to 
appear. 

We  remember  a  brief  visit  in  the 
home  of  Bishop  Paul  B.  Kern  on  the 
south  brow  of  the  mountain.  A  com¬ 
mittee  went  to  get  the  addresses  of 
the  bishops  so  we  could  send  them  our 
strong  resolution. 

And  then  there  was  a  very  pleasant 
bus  ride  back  to  Little  Rock  with  a 
group  of  young  people  from  that  city, 
and  a  pleasant  week-end  visit  in  the 
home  of  the  Rev.  and  Mrs.  Roy  Faw¬ 
cett,  who  at  that  time  was  the  pastor  of 
Highland  Church,  Little  Rock. 


Editor  and  Business  Manager:  ALFRED  A.  KNOX 
Managing  Editor:  DORIS  WOOLARD 
Woman’s  Editor:  IMOGENE  KNOX 
Editorial  Assistant:  PEGGY  YARBROUGH 
Office  Secretary:  KATHLEEN  STOREY 
Contributing  Editors:  CECIL  BLAND,  LUMAN  E.  DOUGLAS, 
W.  NEILL  HART,  HAROLD  EGGENSPERGER,  W.  O.  SCROGGIN,  JR., 
EARL  EMMERICH,  CHARLES  A.  STUCK,  W.  W.  REID, 
LESLIE  J.  M.  TIMMINS  and  K.  G.  RORIE. 
Editorial  and  business  offices:  METHODIST  HEADQUARTERS  BUILDING,  1723  Broad¬ 
way,  Little  Rock,  Ark.  ADDRESS  ALL  CORRESPONDENCE  to  Box  3547,  Little  Rock, 
Ark.,  72203.  Articles  other  than  editorials  do  not  necessarily  reflect  the  opinion  of 
the  editor. 

SUBSCRIPTION  PRICE  —  $2.50  per  year 
Published  every  Thursday  except  weeks  of  July  4  and  December  25  at  1723  Broadway, 
Little  Rock,  Ark.  Second  class  postage  paid  at  Little  Rock,  Ark.  When  asking  for  change 
of  address  please  include  key  number,  new  and  old  address  and  pastor's  name. 

POSTMASTER:  MAIL  FORM  3579  to  Box  3547,  Little  Rock,  Ark.,  72203. 

MEMBER:  Associated  Church  Press,  Methodist  Press  Association,  and  news  sources  including  Methodist  informa¬ 
tion  (Ml),  Methodist  Board  of  Missions,  National  Council  of  Churches,  and  Religious  News  Service  (RNS). 
ADVERTISING  RATES  on  request.  Represented  nationally  by  Jacob's  List,  Inc.,  Clinton,  S.  C. 


PAGE  TWO 


AUGUST  17,  1967 


I  Dr.  Kenneth  Shamblin  is  president 

Plans  announced  for  Methodist 
Conference  on  Christian  Education 


NASHVILLE,  Tenn.  —  The  theme 
of  the  national  Methodist  Conference 
on  Christian  Education  Nov.  6-10  at 
the  Statler  Hilton  Hotel,  Dallas,  Tex¬ 
as,  will  be  “Change!” 

The  conference  is  an  organization 
of  professional  workers  and  adminis¬ 
trators  in  the  educational  ministry  of 
The  Methodist  Church. 

Dr.  Carl  L.  Stocking,  Nashville,  pro¬ 
gram  secretary  of  the  conference,  said 
that  at  this  seventeenth  biennial  meet¬ 
ing  “technological,  sociological,  and 
theological  changes,  among  others,  will 
be  probed  in  depth.” 

Leaders  for  the  meeting,  said  Dr.- 
Stocking,  staff  member  of  the  Method¬ 
ist  General  Board  of  Education  here, 
include  outstanding  theologians,  edu¬ 
cators,  artists  in  drama  and  related 
arts,  and  church  leaders. 

Leaders  for  general  sessions  include 
Dr.  Roger  Ortmayer,  New  York  City, 
director  of  church  and  culture,  Na¬ 
tional  Council  of  Churches;  Dr.  Arthur 
Foshay,  associate  dean  for  research  and 
field  services,  Teachers  College,  Co¬ 
lumbia  University,  New  York  City;  Dr. 
Jack  R.  Gibb,  fellow  of  the  Western 
Behavioral  Science  Institute,  La  Jolla, 
Calif.;  Episcopal  Bishop  Roger  Blanch¬ 
ard,  Cincinnati,  Ohio;  Dr.  George  W. 
Webber,  executive  director  of  the  Met¬ 
ropolitan  Urban  Service  Training  Fa¬ 


cility,  New  York  City,  and  associate 
professor  at  Union  Theological  Semi¬ 
nary  there;  Dr.  Robert  L.  Browning, 
professor  of  Christian  education  at  the 
Methodist  theological  school  in  Dela¬ 
ware,  Ohio;  two  faculty  members  from 
Perkins  School  of  Theology  of  South¬ 
ern  Methodist  University,  Dallas  — 
Dr.  Robert  Elliott  and  Dr.  Albert  C. 
Outler;  and  Methodist  Bishop  James 
K.  Mathews,  Boston,  Mass. 

Leaders  in  some  of  the  section 
meetings  include  Dr.  Charles  C.  Jung, 
Center  for  Research  on  Utilization  of 
Scientific  Knowledge,  Institute  for  So¬ 
cial  Research,  University  of  Michigan; 
the  Rev.  G.  William  Jones,  associate 
professor  of  broadcast-film  art,  South¬ 
ern  Methodist  University;  Miss  Toni 
Beck,  associate  professor  of  dance  at 
Southern  Methodist;  Dr.  Edgar  Z. 
Friedenberg,  University  of  California 
professor;  Eli  E.  Cohen,  executive  sec¬ 
retary,  National  Committee  on  Em¬ 
ployment  of  Youth,  New  York  City; 
Dr.  F.  Thomas  Trotter,  dean  and  pro¬ 
fessor  of  religion  and  the  arts,  School 
of  Theology  at  Claremont,  Calif.; 
James  Reece  Pratt,  a  Dallas  architect; 
Dr.  Ed  Summerlin  of  New  York  City, 
a  composer  and  musician;  Paul  Baker, 
managing  director,  Dallas  Theater  Cen¬ 
ter;  Dr.  Kay  M.  Baxter,  Newnham  Col- 
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“GRAY  SHEPHERD”  AWARD 

MEMPHIS,  TENN.  —  The  first 
“Grey  Shepherd”  award  by  the  Navy 
Chaplain  Corps,  to  its  chaplain  with 
the  longest  service,  was  presented  here 
to  Chaplain  (Capt.)  Roy  E.  Bishop, 
member  of  Virginia  Methodist  Con¬ 
ference. 

The  award  was  made  as  Bishop, 
was  who  senior  chaplain  of  the  Mem¬ 
phis  Naval  Air  Station  since  1963,  re¬ 
tired  from  active  duty.  He  had  served 
in  the  chaplaincy  for  31  years,  with 
duty  on  numerous  ships  and  at  sev¬ 
eral  stations. 

Upon  his  retirement,  the  current  sen¬ 
ior  chaplain  in  the  Navy  is  (Capt.) 
Roland  W.  Faulk,  11th  District  chap¬ 
lain,  in  San  Diego,  Calif.,  member 
of  Louisiana  Conference. 

A  native  of  Virginia,  Bishop  is  a 
graduate  of  Union  Theological  Semi¬ 
nary  at  Richmond  and  has  an  honorary 
doctor  of  divinity  degree  from  Ran- 
dolph-Macon  College. 
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PASTOR  MARKS  90th  BIRTHDAY 
AT  EPWORTH 

COLUMBIA,  Mo.— A  veteran  Tex¬ 
as  Methodist  pastor  will  celebrate  his 
90th  birthday  where  John  Wesley  was 
born — the  famed  Epworth  rectory  in 
England. 

The  Rev.  Gid.  J.  Bryan  of  Dallas, 
senior  member  of  the  Central  Texas 
Conference,  left  here  July  26  with  his 
son,  Dr.  Monk  Bryan,  pastor 
of  Missouri  Methodist  Church,  and 
Mrs.  Bryan,  on  a  three-week  tour  of 
the  Wesley  shrinks. 


DAILY  BIBLE  READING 

Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Aug.  20  -  Sun.  James  2:1-26 

Aug.  21  James  3:1-18 

Aug.  22  James  4:1-17 

Aug.  23  James  5:1-20 

Aug.  24  I  Peter  4:13-19 

Aug.  25  Rev.  2:1-8 

Aug.  26  Rev.  2:8-11 

Aug.  27  -  Sun.  Rev.  2:12-17 


Born  July  31,  1877,  near  Van 
Alstyne,  Texas,  the  elder  Mr.  Bryan 
served  Methodist  appointments  for  45 
years  before  his  “retirement”  in  1950. 
He  is  now  in  his  16th  year  on  the 
staff  of  First  Methodist  Church,  Dal¬ 
las.  His  tour  of  places  where  Wesley 
ministered  also  will  include  a  week-end 
in  Bristol  and  another  in  London.  On 
August  13  he  will  have  the  thrill  of 
hearing  his  son  preach  in  Wesley’s 
Chapel,  City  Road,  London. 
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MEMBER  JOINS  NEW  CHURCH 
DEVELOPMENT  STAFF 

A  new  member  has  been  added  to 
The  Methodist  Church’s  corps  of  new 
church  developers  with  the  appoint¬ 
ment  of  the  Rev.  Albert  J.  Wilson, 
Seattle,  Wash.,  to  the  staff  of  the  Na¬ 
tional  Division,  Methodist  Board  of 
Missions. 
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Marxists  ideologists  in  East  Germany  are  seizing 
upon  the  upcoming  500th  anniversary  of  the  death 
of  Johannes  Gutenberg  to  popularize  their  mate¬ 
rialist  rewriting  of  history.  Since  it  is  troublesome 
to  the  Marxists  that  the  first  book  printed  was  the 
Bible,  they  will  ignore  this  fact  and  place  their 
emphasis  on  books  in  general. 

Although  the  overall  Turkish  reaction  to  Pope 
Paul’s  visit  to  Istanbul  seems  to  have  been  one 
of  pleasure  and  admiration,  some  criticisms 
were  noted  in  the  Turkish  press.  Among  the 
chief  subjects  for  criticism  are  the  belief  that 
he  came  to  visit  Patriarch  Athenagoras  and 
added  his  other  activities  out  of  courtesy  to 
the  Turkish  government.  Other  negative  com¬ 
ments  noted  were  his  failure  to  visit  this  capital 
city  of  Ankara  and  his  insistance  on  referring 
to  the  city  as  Constantinople  instead  of  its 
Turkish  name  of  Istanbul. 

Hopes  for  definitive  decisions  by  both  the  Anglican 
and  Methodist  Churches  in  Great  Britain  on  propos¬ 
als  for  union  appear  to  have  been  dashed  by  a  sur¬ 
prise  announcement  that  the  final  report  of  the  joint 
unity  commission  will  be  delayed.  After  a  Church 
of  England  spokesman  announced  that  the  report 
is  not  likely  to  appear  until  Easter,  a  Methodist 
official  said  “this  will  mean  that  Methodism’s  ‘Year 
of  Decision’  will  have  to  be  postponed  from  1968 
until  1969.” 

An  official  of  the  Salvation  Army  in  Hong 
Kong  recently  observed  that  “Communists  must 
think  that  the  Salvation  Army  is  a  military  or¬ 
ganization.  The  statement  was  made  after  three 
bombs  had  been  planted  in  the  organization’s 
headquarters  In  that  city. 


Organizers  of  the  1968  decennial  Lambeth  Con¬ 
ference  of  the  world’s  Anglican  bishops  has 
been  criticized  by  the  Church  Times  for  pro¬ 
ducing  an  “enormous  agenda”  which  “could 
turn  the  assembly  into  a  grand  debating  so¬ 
ciety.”  The  publication  was  commenting  edi¬ 
torially  on  official  announcements  of  confer¬ 
ence  plans  showing  that  from  July  23  to  August 
25  next  year  no  fewer  than  32  subcommittees 
will  tackle  a  wide  range  of  subjects  relating 
to  “The  Renewal  of  the  Church  in  Faith,  In 
Ministry  and  In  Unity.” 


Arnold  Edinbourough,  editor  of  Saturday  Night, 
a  Canadian  Magazine,  has  declared  that  the  Chris¬ 
tian  Pavilion  at  Expo  67  in  Montreal  has  “set  the 
church  back  50  years.”  Referring  specifically  to 
the  controversial  still  photographs  set  up  around  the 
pavilion,  he  asked:  “Do  we  have  to  spend  well  over 
a  mililon  dollars  to  show  that  we  have  finally  rec¬ 
ognized  that  all  men  are  God’s  children?  That  strip- 
teasers  and  bums  (showing  among  the  photos)  are 
our  concern?” 


Chaplain  (Brig.  Gen.)  Francis  L.  Sampson,  a 
Roman  Catholic  priest  who  jumped  with  a  para- 
troop  outfit  on  D-day  and  was  subsequently 
captured  by  the  Germans,  has  been  nominated 
by  President  Johnson  to  be  the  Chief  of  Army 
Chaplains.  He  will  succeed  Chaplain  (Maj.- 
Gen.)  Charles  E.  Brown,  Jr.,  a  Methodist  who 
has  served  in  that  post  since  Nov.  1962. 


Celebration  of  evening  Mass  on  weekdays  in  private 
homes  was  recently  authorized  by  Bishop  Fulton  J. 
Sheen  of  Rochester  in  a  pastoral  letter  to  400 
diocesan  priests.  The  letter  warned  against  making  a 
home  Mass  “an  occasion  of  novelty,”  and  made  it 
clear  that  home  Masses  would  not  detract  or  re¬ 
place  Sunday  Masses  in  church. 


The  Wall  Street  Journal  in  its  August  2  issue  car¬ 
ried  an  article  by  staff  reporter  Peter  H.  Prugh 
entitled  “Doves  in  the  Pulpit;  More  Clergymen  Take 
Position  Against  War.”  Pointing  out  that  more  and 
more  leaders  in  all  the  churches  are  speaking  out 
against  the  war,  Mr.  Prugh  said,  “Ripples  from 
this  religious-based  opposition  to  the  war  have 
reached  high  into  the  Pentagon.  Clergymen’s  pro¬ 
tests  also  have  created  fears  that  the  issue  will  under¬ 
cut  other  issues  important  to  churches,  such  as 
civil  rights  and  the  drive  for  church  unity.” 

The  first  woman  candidate  for  the  ministry  to 
be  approved  by  the  Dallas  Presbytery  of  the 
Presbyterian  Church  in  the  U.S.  is  a  divorcee. 
Mrs.  Lois  Fiedler,  the  mother  of  two  sons, 
has  been  endorsed  by  the  presbytery  and  will 
enter  Austin  Theological  Seminary  in  the  Fall. 
She  admitted  that  the  divorce  presents  a  sensi¬ 
tive  issue  but  believes  that  her  experience  will 
will  give  her  greater  understanding  in  counsel- 
ing- 

The  recent  departure  of  UN  Secretary-General  U 
Thant  from  established  policy  to  attack  U.S.  policy 
in  Vietnam  before  the  international  meeting  of 
Quakers  in  Greensboro,  N.C.  brought  a  quick  rebuke 
from  Father  Daniel  Lyons,  S.J.,  writer  on  Far  East¬ 
ern  affairs.  He  said  that  the  talk  before  the  Quakers 
“reveals  his  dedication  to  the  Communist  position 
in  Vietnam,  and  make  it  crystal  clear  that  what  he 
wants  is  to  have  South  Vietnam  conquered  against 
its  will  by  the  Communist  North.” 


The  Board  of  Publications  of  the  Lutheran 
Church  in  America  recently  took  steps  to  com¬ 
plete  phasing  out  of  its  own  printing  facilities. 
According  to  Frank  G.  Rhody,  the  board’s 
executive  secretary,  all  printing  will  be  done 
through  commercial  companies  by  early  next 
year. 
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Theme:  “Lift  us  to  high  resolve  -  through 
faith  in  Christ  -  for  service.” 

Guild  Weekend  at  Centenary 


Linda  Dunn,  vice  president  of 
the  MYF  of  the  Pine  Grove  Meth¬ 
odist  Church,  has  been  awarded 
a  trip  to  El  Salvador  in  Central 
America  by  the  Minden  J.C.’s. 
She  spent  three  weeks  there  as 
an  exchange  student.  Her  father, 
Jerry  Dunn  is  charge  lay  leader 
and  a  certified  lay  speaker.  Her 
pastor  is  the  Rev.  John  Lee. 

CHRISTIAN  ADVENTURE  WEEK 
at  Wisner  Church  was  held  the  last 
week  of  July,  under  the  leadership  of 
Mrs.  Gaye  Huggins,  Mrs.  Amanda 
Warner,  and  Mrs.  Jackie  Shipp.  Spe¬ 
cial  events  included  a  field  trip  to 
Natchez,  Mississippi,  to  see  other 
churches  and  the  Natchez  Trace;  a 
trip  to  Winnsboro  to  visit  churches 
of  other  denominations;  plus  outings 
for  swimming,  fishing,  and  picnics.  The 
Rev.  John  R.  Johns  is  pastor. 


The  above  theme  for  the  Twenty- 
First  Annual  Guild  Weekend  was  lift¬ 
ed  into  the  hearts  of  Guilders  from 
every  district  in  the  Louisiana  Confer¬ 
ence  by  Mrs.  Janelle  McCammon  who 
spoke  at  the  first  general  assembly 
on  Saturday  morning,  July  22.  The 
sessions  were  held  in  Mickle  Hall  on 
the  campus  of  Centenary  College. 

After  the  plenary  session  in  which 
Mrs.  C.  G.  Mainous  introduced  the 
four  studies  for  the  new  year,  four 
application  groups  examined  the  stud¬ 
ies  separately  and  more  intensively. 

During  the  Saturday  afternoon  the 
conference  officers  presented  a  Dialog 
through  which  instruction  in  new  pol¬ 
icies  and  techniques  was  given  with 
emphasis  on  the  new  financial  pattern. 

Mrs.  W.  D.  Cotton  of  Rayville,  ac¬ 
companied  by  Mrs.  Thelma  Oseland 
at  the  piano,  led  the  group  in  spirited 
hymn  singing  to  open  the  evening  ses¬ 
sion,  after  which  the  members  were 
divided  into  eight  groups  for  discus¬ 
sion  of  social  problems  and  areas  of 
concern. 

The  Sunday  morning  assembly  fea¬ 
tured  a  talk  by  Miss  Carole  Cotton, 
a  US-2  with  the  Board  of  Missions, 
now  serving  in  Mississippi  rural  work. 
The  joy  in  her  work  that  she  expressed 
was  impressed  upon  her  hearers  who 
caught  some  of  her  enthusiasm  and 
went  away  with  a  new  understanding 
of  the  work  in  this  field  and  a  new 
appreciation  for  the  youth  of  this  land 
as  exemplified  by  Miss  Cotton. 

“A  Cup  of  Water”  titled  the  re¬ 
port  by  two  Louisiana  Guild  delegates 


to  Jurisdiction  Guild  Weekend;  Miss 
Hermine  Tate  and  Mrs.  R.  M.  Steere 
described  the  impressive  meeting  un¬ 
der  that  theme. 

Mrs.  G.  W.  Dameron  presented  The 
Book  of  Colossians,  pointing  out  op¬ 
portunities  for  leadership,  and  in  her 
own  inspiring  way  made  this  espistle 
by  Paul  more  meaningful  for  all  who 
heard  her. 

An  eagerly-awaited  feature  of  the 
Guild  Weekend  was  the  presentation  of 
the  Elizabeth  Langford  Award  to  Alex¬ 
andria  and  Monroe  Districts  in  recogni¬ 
tion  of  the  organization  of  new  Guild 
Units.  Miss  Langford  presented  a  gift 
to  missions  and  a  plaque  featuring  the 
Guild  Emblem.  Miss  Bessie  Rollo  and 
Mrs.  Austin  Miller,  District  Secretar¬ 
ies,  accepted  the  award  in  behalf  of 
their  respective  districts. 

At  the  Sunday  morning  worship 
hour  Mrs.  Milton  Baldridge,  Confer¬ 
ence  Chairman  of  Spiritual  Life  Cul¬ 
tivation,  presided.  She  introduced  Dr. 
Jack  Wilkes,  President  of  Centenary 
College,  who  brought  the  message  of 
the  hour. 

Throughout  the  weekend,  the  able 
leadership  of  the  Conference  Secretary 
of  Wesleyan  Service  Guild,  Miss  Mil¬ 
dred  Evans,  was  felt  and  appreciated. 

Spiritual  blessing  was  felt  on  every 
occasion  when  persons  in  the  line  of 
Spiritual  Life  Cultivation  gave  mo¬ 
ments  of  worship — at  morning  watch, 
at  every  session,  and  at  mealtime.  It 
was  truly  a  weekend  of  spiritual  en¬ 
richment. 


BROADMOOR  CHURCH  in  Shreve¬ 
port  will  feature  a  Roman  Holiday 
during  Christian  Adventure  Week  of 
Junior  Highs,  August  22-24.  Subject: 
QUO  VADIS  —  “Where  Are  You 
Going?”  The  Rev.  Robert  Crichow  is 
pastor. 

THE  ALASKA  WORKCAMP  group 
from  First  Church,  Shreveport,  left  on 
Saturday  morning,  August  5.  Guy 
Shackelford  is  the  counselor  accom¬ 
panying  the  group  to  Ketchikan. 

A  YOUTH-LED  REVIVAL  was  held 
in  the  Springhill  Church  three  nights, 
August  6-7-8.  Presiding  were  Herb 
Park,  Charles  Park,  and  Jim  Ran¬ 
dolph.  Bringing  the  messages  were 
Buddy  Burke,  Mike  Andrews,  and 
“Skip”  Wayland.  The  Rev.  Loyd  Wil¬ 
liams  is  the  pastor. 

THE  YOUTH  CHOIR  of  Asbury 
Church,  Lafayette,  featuring  40  voices, 
sang  in  the  Crowley  Church  Sunday 
morning,  August  13.  Guest  Speaker 
was  the  Rev.  George  Ross,  Asbury 
pastor.  The  Crowley  pastor  is  the  Rev. 
W.  D.  Boddie. 

THE  SECOND  TOUR  CAMP  of  the 
St.  Luke  MYF,  Lake  Charles,  re¬ 
turned  August  1 1  after  visiting  points 
in  Louisiana,  Oklahoma,  and  Texas. 
Counselors  with  the  tour  were  the  Rev. 
William  Peeples,  Mr.  and  Mrs.  George 
Copeland,  and  Mrs.  Fred  Godwin. 

OVER  200  YOUNG  PEOPLE  and 
adult  counselors  from  Reily  Memorial 
University  Church,  Baton  Rouge,  par¬ 
ticipated  in  the  fifth  Camp  Adventure 
at  Camp  Istrouma  the  week  of  August 
6.  The  entire  church  was  invited  to 
supper  and  vesper  service  on  Sunday 
afternoon.  Dr.  Jack  Cooke  is  pastor. 


This  group  of  younger  preachers  and 
their  wives  and  dates  were  recent  guests 
in  the  district  parsonage  of  Dr.  and  Mrs. 
Henry  A.  Rickey. 


The  Vacation  Church  School  at  Carroll¬ 
ton  Methodist  Church,  New  Orleans.  The 
group  made  a  gift  of  $50  to  the  Dulac 
Community  Center. 


The  Little  League  team,  '•‘The  Redbirds,” 
sponsored  by  tne  Many  Methodist  Church. 
The  team  was  coached  by  W.E.  LaFitte 

and  W.E.  Creed. 


The  Vacation  Church  School  of 
the  Oak  Grove  Methodist  Church, 
Effie,  and  leaders. 


Members  of  the  MYF  of  Haughton 
Methodist  Church  who  recently 
visited  Six  Flags  Over  Texas. 


Part  of  the  Junior  High  MYF  of 
Wisner  Methodist  Church  who  re¬ 
cently  participated  in  Christian 
Adventure  Week. 


The  Rev.  Vernon  Fairley,  left, 
pastor,  and  the  Rev.  Ed  Barks¬ 
dale,  visiting  preacher,  at  recent 
revival  service  at  Trout. 
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A.  E.  (DOC)  MULLEN  of  the  New 
Orleans  Post  Office  Department  was 
guest  speaker  for  Methodist  Men  of 
Jefferson  Church,  New  Orleans,  at  the 
August  9  meeting.  The  Rev.  Donald 
Hall  is  pastor. 

LAYMEN  WERE  GUEST  speakers 
in  two  New  Orleans  churches  August 
6.  Austin  Miller,  a  layman  of  St. 
Mark’s  Church  spoke  in  the  John  Wes¬ 
ley  Church.  Dr.  J.  B.  Stafford,  district 
co-lay  leader  from  Elysian  Fields 
Church,  spoke  in  St.  Mark’s  Church. 
The  Rev.  Rupert  D.  Coles,  pastor,  at¬ 
tended  Pastors’  School  and  then  spent 
a  week  camping  with  his  family. 

THE  NEW  RIVER  CHURCH  has 
scheduled  a  revival  for  the  week  of 
September  3-10.  The  Rev.  J.  J.  Miller, 
a  former  pastor  now  minister  at  Maid¬ 
en,  North  Carolina,  will  be  the 
evangelist.  The  Rev.  C.  D.  Pinkard  is 
pastor  of  the  New  River,  Faithful,  and 
Meadows  Chapel  Churches. 

A  ‘DEEPER  LIFE  RETREAT”  is 
scheduled  by  the  senior  high  youth 
department  of  University  Church, 
Lake  Charles,  for  August  19-21  at 
Ingalwood  Park.  To  finance  the  pro¬ 
gram,  two  cake  sales  were  sponsored 
by  the  young  people.  The  Rev.  Merlin 
W.  Merrill  is  their  pastor;  the  Rev. 
Walter  Clarke  is  associate. 


RUSSELL  RABALAIS  was  chairman 
of  Senior  High  Youth  Activities  Week 
at  First  Church,  Baton  Rouge,  the 
week  of  August  7.  “Youth  and  the 
Church:  Challenge  to  Meaning,”  was 
the  theme. 

THE  REV.  TRACY  ARNOLD,  pas¬ 
tor  of  the  Abbeville  and  Pecan  Island 
Methodist  Churches,  will  bring  the 
messages  for  the  Youth  Revival  in 
Louisiana  Memorial  Church  at  Ope¬ 
lousas,  August  20-24.  Randolph  Posey 
will  be  song  leader.  The  young  people 
held  a  cake  sale  to  raise  funds  for  the 
revival  and  retreat.  The  Rev.  Fred  O. 
Shirley  is  their  pastor. 

E.  E.  ARMSTRONG  is  leading  “Tech¬ 
niques  and  Methodology  of  the  New 
Methodist  Literature”  in  the  Mangum 
Memorial  Church,  Shreveport,  for  two 
Sunday  evenings.  Mr.  Armstrong  is  a 
certified  lay  speaker,  past  director  of 
adult  teachers  at  First  Church,  Shreve¬ 
port,  and  was  one  of  the  instructors 
in  the  recent  district  training  school. 
The  Rev.  Ralph  Cain  is  pastor. 

P.  K.  KORNER 

CYNTHIA  ANN  WILLIAMS,  daugh¬ 
ter  of  the  Rev.  and  Mrs.  Loyd  Wil¬ 
liams,  will  be  married  to  J.  T.  Way- 
land  in  the  Springhill  Methodist 
Church  at  7  p.m.,  August  17. 

WILL  FINNIN,  past  president  of  the 
National  MYF  Council  and  senior  at 
Centenary  College,  led  the  Sing-In  at 
Toma  Lodge  on  Sunday,  August  6. 
Ruston  district  youths  were  encour¬ 
aged  to  bring  guitars  and  join  in  sing¬ 
ing  folk  music. 


THE  MUNHOLLAND  MEMORIAL 
Youth  Fellowship  had  as  inspirational 
speaker  the  week  of  July  23,  the  Rev. 
Donald  J.  Hall,  pastor  of  Jefferson 
Church  in  New  Orleans.  Speaking  on 
the  theme  “Youths’  Witness  for  Christ 
Today,”  Mr.  Hall’s  subjects  were:  You 
Are  Twice  Mine;  Demands  of  Dis- 
cipleship;  Freedom  Is  Yours;  God’s 
Call,  Youths’  Response;  Alive  and 
Wonderful. 

RICKY  HEBERT,  ministerial  student 
at  Centenary  College,  preached  in  his 
home  church,  First  Church,  Houma, 
at  both  morning  services,  July  30. 
Ricky  preaches  in  some  church  almost 
every  Sunday.  The  Rev.  Jerome  Cain 
is  the  Houma  pastor. 

THE  RAYNE  MEMORIAL  Single 
Adult  Fellowship,  New  Orleans,  heard 
the  Rev.  Nolan  Pipes  of  St.  Martin’s 
Episcopal  Church,  Metairie,  lead  a  dis¬ 
cussion  following  the  showing  of  the 
film  “Fail  Safe,”  recently.  The  group 
made  the  annual  Ship  Island  trip  on 
Saturday,  July  29. 

PINEVILLE  FIRST  CHURCH  Youth 
Week,  beginning  July  30,  had  the  fol¬ 
lowing  speakers:  Herbert  Gledhill, 
Mrs.  Richard  Lohrey,  Garland  Law¬ 
rence,  and  Billy  Dark.  Counselors  were 
Mr.  and  Mrs.  Robert  Nash,  Mr.  and 
Mrs.  Wayne  Wilkerson,  and  Mr.  and 
Mrs.  Phillip  Brooks.  The  Rev.  Wilson 
L.  Watson  is  pastor. 

ST.  PAUL'S  YOUTH  WEEK  in  New 
Orleans,  August  20-25,  will  be  high¬ 
lighted  by  addresses  from  visiting 
clergymen  from  five  other  denomina¬ 
tions  speaking  on  the  subject:  “My 
Church  and  It’s  Faith.”  Representa¬ 


tives  of  the  Baptist,  Lutheran,  Cath¬ 
olic,  Mormon,  and  an  interdenomina¬ 
tional  group  will  speak.  The  Rev. 
Charles  S.  Walker  is  pastor. 

VACATION  CHURCH  SCHOOLS 

MRS.  BYRNS  EVES  directed  vaca¬ 
tion  church  school  in  David  Haas 
Memorial  Church  at  Bunkie  the  first 
week  in  August.  With  29  children  en¬ 
rolled,  the  average  attendance  was  28. 
The  Rev.  Eskel  L.  Tatum  is  pastor. 

MRS.  C.  K.  DAVIS  was  assisted  by 
Mrs.  Trueman  Collins  in  directing 
vacation  school  for  the  DeQuincy 
Church.  Session  were  held  Friday 
through  Friday,  August  4-11.  The  Rev. 
Garland  C.  Dean  is  pastor. 

MRS.  DICK  Q.  LUCKY,  Jr.  was 
superintendent  of  the  vacation  church 
school  in  Broadmoor  Church,  Shreve¬ 
port,  the  last  week  of  July.  Closing 
exercises  were  held  Sunday  evening, 
July  30.  The  Rev.  Robert  Crichlow 
led  the  opening  sessions  each  morning. 

IN  THE  NORTH  BATON  ROUGE 
Church,  Mts.  Bonnie  Gremillion  and 
Mrs.  Shirley  Smith  were  co-directors 
of  vacation  school  the  week  of  July  24. 

IN  HAMMOND,  the  First  Christian 
Church  cooperated  with  the  First 
Methodist  in  conducting  vacation 
church  school  early  in  July. 

THE  AURORA  CHURCH  enrolled 
180  children  in  vacation  school.  They 
were  directed  by  25  adults  and  25 
teenage  helpers.  The  school  was  held 
the  last  two  weeks  in  July,  under  the 
leadership  of  Tommie  Johnson. 
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SuttcUuf  School  Acoook 


By:  Alfred  A.  Knox 


LESSON  FOR  AUGUST  27:  Faithful  Unto  Death 

BACKGROUND  SCRIPTURE:  Acts  21:1  through 
23:11 

MEMORY  SELECTION:  I  am  ready  not  only  to 
be  imprisoned  but  even  to  die  at  Jerusalem 
for  the  name  of  the  Lord  Jesus.  (Acts  21:13) 

AIM  OF  LESSON:  To  help  adults  understand  what 
supreme  loyalty  to  Christ  requires  of  us  as 
followers  and  to  deliberately  accept  or  reject 
this  concept  of  loyalty  no  matter  what  the  cost. 


In  writing  the  material  that  forms  the  back¬ 
ground  for  our  lesson  today,  Luke  seems  to  have 
followed  an  outline  that  shows  that  Paul  used  a 
determination  to  go  to  Jerusalem  much  like  that 
displayed  by  Jesus"  when  his  associates  tried  to  tell 
him  that  death  was  to  be  his  destiny  if  he  insisted 
on  going. 

After  a  stay  of  three  months  in  Corinth,  Paul 
set  out  for  Jerusalem  in  company  with  a  number 
of  his  disciples  from  Macedonia,  Asia  and  Galatia. 
He  took  the  land  route  part  of  the  way  instead  of 
the  more  direct  sea  route  in  order  to  avoid  hostile 
Jews  who  were  apparently  ready  to  attack  him  if 
he  went  by  ship.  Some  of  the  writers  seem  to  be¬ 
lieve  that  Paul’s  first  stubborn  determination  to 
make  this  journey  was  related  to  the  rather  large 
benevolent  offering  that  had  been  raised  for  the 
church  at  Jerusalem— that  it  would  have  much  more 
significance  if  he  delivered  it  in  person.  In  our 
lesson  we  read  of  another  in  the  series  of  visions 
■which  influenced  his  life.  Here  God  assures  him 
that  there  is  further  work  ahead  of  him  beyond  the 
visit  in  Jerusalem,  and  he  proceeds  with  a  deepened 

determination.  . 

During  a  delay  at  Tyre  Paul  was  again  advised 
not  to  proceed  on  the  last  lap  of  his  journey  to 
Jerusalem,  but  he  would  not  change  his  plans. 
Neither  was  he  deterred  at  Caesarea  by  the  predic¬ 
tion  of  a  contemporary  prophet  named  Agabus. 
He  used  symbolic  actions  to  prophecy  that  Paul 
would  be  arrested  in  Jerusalem,  but  Paul  replied 
that  he  was  prepared  to  face  either  imprisonment 
or  death  in  the  service  of  Christ. 

The  author  also  makes  our  lesson  a  great  argu¬ 
ment  for  the  organization  and  for  the  unity  of  the 
Christian  church".  He  reminds  us  that  Paul  and  his 
companions  were  supported  and  encouraged  by  a 
church  that  had  already  become  world-wide  in  scope 

and  universal  in  fellowship. 

*  *  * 

THE  REPORT  OF  THE  CHURCH 

Despite  the  anxieties  that  had  been  created  along 
the  way,  the  reception  of  Paul  and  his  friends  by 
the  leaders  of  the  Jerusalem  church  was  good. 
There  may  have  been  a  bit  of  caution  as  the  leaders 
were  still  desperately  anxious  not  to  offend  the  ultra¬ 
conservative  Jewish  Christians.  It  was  Pentecost 
with  Jews  from  all  over  the  world  in  the  city. 

Paul  presented  a  detailed  report  of  his  activities 
to  James  and  the  other  leaders  of  the  church.  The 
report  was  not  one  of  sweeping  generalities  of  mean- 
indess  platitudes.  He  gave  a  careful  report,  foot¬ 
noting  it  with  specific  illustrations  of  actual  per¬ 
sons  and  deeds  of  the  three  missionary  j^neys. 
“Paul  related  one  by  one  the  things  that  God  had 
done  among  the  Gentiles  through  his  ministry. 
(21:19) 

We  are  reminded  of  the  personal  reports  that 
Methodist  preachers  made  on  the  floor  of  the  An¬ 


nual  Conference  at  the  time  we  entered  the  min¬ 
istry.  It  may  be  true  that  we  are  living  in  an  age 
that  is  so  streamlined  that  this  no  longer  could 
be  done,  but  from  our  own  recollections  and  con¬ 
versations  with  other  ministers  we  are  certain  that 
something  very  valuable  in  the  way  of  motivation 
disappeared.  Now  a  man  can  spend  a  lifetime  in 
the  ministry  and  never  win  a  soul  to  Christ  and 
not  too  many  people  would  ever  find  it  out. 

Dr.  Robert  P.  Parker  (Wesley  Quarterly)  says: 
“We  need  to  encourage  one  another  by  relating 
the  marvelous  works  God  is  performing  through 
his  servants  everywhere.  The  world  has  many  mani¬ 
festations  of  evil,  but  we  need  to  call  attention  to 
the  manifestations  of  good.  The  effect  of  such  mu¬ 
tual  sharing  and  personal  testimony  is  to  bring 
greater  glory  to  God.  “And  when  they  heard  it 
they  glorified  God.”  (v.  20) 


SOME  RESISTED  THE  STATISTICS 

Although  Paul  brought  a  glowing  statistics  sup¬ 
port  to  the  conference,  there  were  those  in  the 
church  that  tried  to  minimize  what  he  and  the  others 
had  done  with  God’s  help.  They  had  merely  com¬ 
pleted  three  heroic  missionary  journeys  and  evan¬ 
gelized  Asia  and  Europe.  Those  who  had  not  contri¬ 
buted  to  the  success  of  this  movement  were  quick 
to  change  the  subject  and  insist  that  statistics  are 
not  everything.”  We  are  told  that  they  glorified  God 
for  the  report,  but  they  quickly  brought  up  the 
accusation  that  Paul  was  working  among  Jewish 
Christians  to  persuade  them  to  forget  the  Mosaic 
law.  “They  have  told  about  you  that  you 
teach  all  the  Jews  who  are  among  the  Gentiles  to 
forsake  Moses,  telling  them  not  to  circumcise  their 
children  or  observe  the  customs.”  (v.  21) 

In  a  recent  conversation  with  one  of  our  church 
leaders  he  observed  that  so  often  those  who  down¬ 
grade  the  effective  evangelism  of  preachers  who  are 
reaching  people  for  Christ  are  those  who  are  not 
having  an  effective  ministry  of  their  own.  When 
statistics  do  not  reflect  credit  on  their  work  it  is  so 
easy  for  them  to  treat  statistics  lightly. 

Bishop  Hazen  G.  Werner  in  his  book  No  Saints 
Suddenly  refers  to  a  criticism  W.  R.  Maltby  once 
made  of  a  certain  preacher,  “He  spoke  of  great 
things  and  made  them  small,  of  holy  things  arm 
made  them  common,  of  God  and  made  Him  of  no 
account.”  So  were  those  who  made  light  of  Paul  s 
three  missionary  journeys  and  some  today  who 
minimize  the  evangelistic  work  of  the  church. 

*  *  * 

THE  TEMPLE  INCIDENT 

Anxious  to  do  anything  to  prove  to  the  Jerusalem 
church  leaders  that  he  had  not  been  guilty  of  the 
charges  made  against  him,  Paul  indicated  a  willing¬ 
ness  to  cooperate  in  anything  that  would  prove  this. 
He  went  along  with  a  scheme  that  would  dramati¬ 
cally  publicize  his  loyalty  to  the  law  and  to  the 
Temple.  He  agreed  to  subsidize  the  expenses  of  tour 
men  who  were  about  to  undergo  an  ancient  Nazarite 
rite  and  even  agreed  to  undergo  the  rigid  service 
with  them.  This  is  not  to  be  interpreted  by  anyone 
as  compromise  on  the  part  of  Paul.  It  simply  shows 
that  he  was  anxious  to  do  anything  that  would  main¬ 
tain  unity  in  the  church.  There  is  no  doubt  that 
the  whole  affair  was  rather  distasteful  to  Paul,  but  he 
went  along  with  it  because  he  came  to  Jerusalem 
determined  to  keep  good  relations  with  the  Jewish 
Christains  and  he  intended  to  do  just  that. 

The  whole  scheme  backfired  when  some  of  the 


Asian  Jews  jumped  at  a  wrong  conclusion.  There 
is  good  reason  to  believe  that  they  came  to  Jerusalem 
determined  to  destroy  Paul  if  they  could.  Because 
they  had  seen  Paul  on  the  streets  in  the  company 
of  Gentile  friends  they  concluded,  when  they  saw 
him  in  the  inner  portion  of  the  temple,  that  he  had 
taken  Gentiles  into  this  part  of  the  sacred  building 
where  they  were  forbidden  to  go  under  penalty  of 
death.  How  many  times  serious  harm  has  been  done 
to  innocent  people  by  those  who  have  jumped  at 
the  wrong  conclusions! 

The  mob  which  quickly  formed  dragged  Paul 
into  the  outer  court  and  began  to  beat  him,  intend¬ 
ing  to  kill  him.  He  was  rescued  by  Roman  soldiers 
who  wanted  to  give  him  protective  custody.  How¬ 
ever,  Paul  saw  an  opportunity  to  make  an  appeal 
to  reason  and  asked  permission  to  address  the  mob 

from  the  temple  steps. 

*  *  * 

PAUL’S  DEFENSE 

Foolish  as  it  is  for  any  man  to  seek  to  reason 
with  a  mob,  this  must  be  seen  as  one  of  his  finest 
efforts.  Dr.  John  C.  Irwin  says  (Bible  Lessons  for 
Adults):  “As  Luke  tells  the  story  of  Paul’s  career, 
it  comes  to  a  grand  climax  in  this  scene  ...  by  the 
sheer  force  of  his  personality,  Paul  was  able  to 
quiet  the  crowd  and  gain  their  attention.”  We  read 
in  verse  40,  “And  when  he  had  given  him  leave, 
Paul,  standing  on  the  steps,  motioned  with  his  hand 
to  the  people,  and  when  there  was  a  great  hush, 
he  spoke  to  them  in  the  Hebrew  lauguage.” 

He  described  his  past  as  a  persecutor  of  Chris¬ 
tians,  and  then  he  tells  of  his  experience  on  the 
road  to  Damascus.  He  was  trying  to  show  that  he 
was  a  loyal  Jew  doing  God’s  will  in  carrying  the 
mission  of  their  people  to  the  Gentiles.  They  heard 
him  patiently  to  this  point.  We  are  told  (v.  22), 
“Up  to  this  word  they  listened  to  him;  then  they 
lifted  up  their  voices  and  said,  ‘Away  with  such  a 
fellow  from  the  earth!  For  he  ought  not  to  live’.” 

w-  * 


PAUL  APPEALS  TO  HIS 
ROMAN  CITIZENSHIP 

The  Roman  soldiers  carried  him  away  from 
the  reach  of  the  mob,  but  as  soon  as  he  was  inside 
the  chief  officer  gave  the  command  that  he  should 
be  scourged.  This  was  evidently  a  first  century 
version  of  “the  third  degree.”  Just  as  they  ^were 
about  to  lay  the  whip  to  him,  Paul  asked:  “Is  it 
lawful  for  you  to  scourge  a  man  who  is  a  Roman 
citizen  and  uncondemned.”  (22:25)  This  reveals 
that  there  were  two  systems  of  justice  in  practice 
in  that  day  just  as  there  have  been  in  many  other 
periods  of  history. 

Paul  never  tried  to  conceal  the  fact  that  he  was 
a  Roman  citizen.  He  had  every  reason  to  be  proud 
of  it,  and  on  this  occasion  it  served  him  in  good 
stead.  Among  other  things,  his  citizenship  gave  him 
protection  against  the  mob  and  also  against  the 
brutality  of  the  soldiers.  There  is  good  reason  to 
conclude  that  he  might  not  have  survived  this  ordeal 
if  he  had  not  possessed  these  rights  of  citizenship. 

5*  *  * 

CHRISTIAN  WITNESSING  HAS  NEVER 
BEEN  FOR  THE  FAINT-HEARTED 

Recently  at  the  Louisiana  Pastors’  School  one 
of  the  questions  addressed  to  Dr.  Harold  Bosley 
was,  in  substance,  “How  do  you  preach  on  con¬ 
troversial  themes  when  you  know  they  will  upset 
your  people?”  Dr.  Bosley’s  reply  indicated  his  con¬ 
viction  that  one  of  the  attributes  required  of  a 
Christian  witness  is  courage  and  that  he  had  never 
considered  that  a  controversial  subject  should  be 
side-stepped  just  because  the  congregation  might 
not  want  to  hear  about  it. 

But  the  courage  displayed  by  Paul  was  deeper 
than  just  preaching  on  a  controversial  subject  to  a 
congregation  that  might  not  want  to  hear  it.  He 
faced  a  mob.  When  humanity  sinks  to  the  mob  level, 
it  ceases  to  think  and  is  capable  of  the  most  sense¬ 
less  brutalities.  The  lynching  mob  and  the  arsonists 
and  snipers  on  the  streets  of  Detroit  and  Newark 
show  us  to  what  lengths  men  can  sink. 

We  close  with  these  words  of  Dr.  Irwin:  “To 
be  a  true  Christian  witness,  a  person  must  be  ready 
to  be  misunderstood,  to  be  attacked,  and  even  perse¬ 
cuted.  Yes,  a  Christian  witness  must  be  ready  even 
to  die  for  the  cause  he  represents.  By  such  standards, 
how  many  of  us  can  qualify  as  Christian  witnesses? 
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by  the  Rev.  Leslie  J.  M.  Timmins 


EDITORIAL  BOARD 
The  Methodist  Recorder 


The  summer  of  discontent  expressed 
in  the  race  riots  in  various  parts  of 
America  had  big  treatment,  not  only 
on  television  and  radio  in  this  country, 
but  also  in  the  newspapers  and  mag¬ 
azines. 

This  is  more  than  mere  journalistic 
voyeurism — beneath  it,  without  doubt, 
is  the  implicit  fear — and  sometimes  the 
explicit  fear  —  that  it  could  happen 
here.  In  Britain  there  are  a  number 
of  potential  trouble-spots.  Notting  Hill 
in  London  (where,  by  the  way,  an 
important  experimental  piece  of  work 
is  going  on  in  the  name  of  Methodism), 
Birmingham  (not  Alabama,  but  the 
Midlands  of  England)  Leeds  and  Man¬ 
chester  are  only  some  examples  of 
places  where  the  problems  of  racial 
integration  are  definite,  and  in  some 
ways  menacing. 

In  Bristol,  where  I  have  been  work¬ 
ing  for  five  years,  we  have  the  potential 
of  all  the  race  problems  you  face  in 
such  depth  in  your  country.  Immi¬ 
grants  have  tended  to  find  homes  in 
one  particular  part  of  the  city.  This  is 
part  of  the  natural  feeling  that  they 
want  to  be  with  friends  and  relations, 
as  they  arrive  in  this  country.  It  is 
also  governed  by  their  ability  to  get 
accommodation  within  their  price- 
range,  and  to  an  unacknowledged  but 
quite  definite  difficulty  they  experience 
in  finding  housing  outside  the  area 
where  most  coloured  people  live. 

It  would  not  be  true  to  say  that 
there  is  a  colour-bar  in  any  conscious 
way,  but  the  mores  of  the  society  of 
the  city  produce  tendencies  which  make 
it  hard  for  coloured  people  to  get  away 
from  the  “ghetto”  which  is  rapidly  be¬ 
ing  created  in  Bristol  and  elsewhere. 

The  problem  is  not  so  simple  as  it 
at  first  appears.  The  fact  that  schools 
are  “zoned”  means  that  in  such  heavily 
populated  areas,  where  coloured  peo¬ 
ple  are  in  the  majority,  the  schools 
are  not  so  much  integrated  as  weighted 
with  coloured  children  out  of  propor¬ 
tion  to  the  size  of  the  school.  It  also 
is  true  that  majority  of  immigrants 
are  unskilled  workers  which,  in  turn 
means  that  they  make  a  fairly  heavy 
load  on  the  unemployment  sector  w'hen 
work  is  short. 


This  combination  of  factors  make 
familiar  reading,  I  am  sure,  to  any 
American.  What  is  significant  in  this 
country  is  that  we  still  have  a  chance 
— a  diminishing  chance,  as  it  seems 
to  me — to  make  possible  a  viable  sit¬ 
uation,  both  by  social  adjustment  and 
legislation  to  ensure  that  the  whole 
thing  does  not  get  out  of  hand. 

It  is  for  the  Christian  community 
to  show  by  its  social  attitudes  and  its 
support  for  sensible  legislation  that  it 
can  strengthen  the  hand  of  Government 
in  these  matters,  and  there  are  signs 
that  this  is  happening.  The  Method¬ 
ist  Conference,  this  year,  for  example, 
supported  the  moves  which  are  being 
made  by  the  Government  to  tackle  the 
problem.  No  small  amount  of  advice  is 
being  sought  from  Church  leaders  by 
Government. 

But  underneath  all  this  is  the  rec¬ 
ognition  that  the  worst  features  of 
race  disturbance  could  become  part 
of  the  British  Scene.  There  is  cer¬ 
tainly  one  aspect  of  the  business  which 
needs  to  be  seen  clearly.  One  of  the 
leaders  of  the  anti-white  propaganda 
movement  here  has  been  revealed  as 
an  ex-racketeer  of  vicious  stature. 
There  are  two  equal  and  opposite  er¬ 
rors  which  must  be  avoided.  One  is 
to  think  that  all  the  faults  are  on  the 
side  of  the  white  population,  and  that 
because  a  man  is  coloured  he  is  neces¬ 
sarily  some  kind  of  saint — an  over¬ 
statement  of  the  sentimental  attitude 
one  occasionally  meets.  The  other  is  to 
think  coloured  people  have  no  rights 
at  all,  and  should  be  sent  back  to 
where  they  came  from. 

Integration  is  with  us  to  stay.  All 
the  wit  and  wisdom  and  care  for  fel¬ 
low-man  which  is  part  of  Christian 
social  attitudes  must  be  brought  to 
bear  on  the  problem. 

*  *  * 

LAST  WORD 

“There  are  very  few  counterfeits  of 
pennies  but  a  great  many  counterfeit 
five  pound  notes.  The  more  valuable 
and  fine  a  thing  is,  the  more  men  will 
try  to  palm  off  imitations  of  it  as  the 
real  thing.” 

t 


from  page  three 

Education  conference 

lege,  Cambridge,  England,  and  visiting 
professor  of  drama  at  Scarritt  College, 
Nashville;  Ernest  Schmidt,  Bradford 
Woods,  Ind.,  executive  director,  Amer¬ 
ican  Camping  Association;  E.C.  Hogan, 
Jr.,  New  Brunswick,  N.  J.,  an  execu¬ 
tive  of  the  Boy  Scouts  of  America; 
Dr.  Bradford  Sears,  camp  consultant 
and  professor  of  landscape  architecture, 
Syracuse  University;  the  Rev.  Lewis  E. 
Durham,  Jr.,  Glide  Foundation  pro¬ 
gram  director  and  pastor  of  Glide 
Methodist  Church,  San  Francisco;  Jack 
Frank,  Christian  Camps  and  Confer¬ 
ences,  Washington,  D.  C.;  Dr.  Glenn 


Lemkbe,  Brooks  Air  Force  Base,  San 
Antonio;  and  two  Perkins  School  of 
Theology  professors,  Dr.  Howard 
Grimes  and  Dr.  John  Deschner,  Jr. 

Section  meetings  will  be  held  for 
adult  workers,  general  church  school 
workers,  children’s  workers,  youth 
workers,  conference  executive  secre¬ 
taries  and  board  chairmen,  camp  and 
conference  administrators,  directors  of 
Christian  education,  professors  of  re¬ 
ligion,  and  district  superintendents. 

"Persons  planning  to  attend  are 
urged  to  pre-register  this  summer,  and 
not  later  than  Oct.  1,”  said  Dr.  Stock¬ 
ing. 

Registration  applications  are  to  be 
approved  by  executive  secretaries  of 
conference  boards  of  education,  who 


These  work-campers  at  Aldersgate  were  from  Helena,  Ark.,  representing 
the  inter-church  Christian  Youth  summer  program  of  that  city.  Richard 
Moore  and  Mrs.  Rex  Brown,  center  row  left,  were  their  adult  counselors. 


Impressions  from  Aldersgate 


By  Mrs.  Thomas  “Fran”  Millard 


This  summer  I  volunteered  to  serve 
on  an  Aldersgate  Camp  committee 
with  Mrs.  James  Rice  and  Mrs.  Joe 
Hudson  to  do  public  relations,  find 
community  resources,  and  observe  pro¬ 
gram  at  the  camp. 

This  week  is  filled  with  so  many  ac¬ 
tivities  and  happy  faces  that  I  won¬ 
dered  how  best  to  share  with  our  com¬ 
munity  and  state  friends,  what  Alders¬ 
gate  is  really  doing  in  the  mission  of 
our  Methodist  church. 

It  was  most  pleasing  to  see  so  many 
different  kinds  of  groups  sharing  the 
same  facility  and  with  understanding 
and  respect  for  each  other.  This  week 
the  following  groups  used  the  camp; 
the  deaf,  Aetna  Life  Insurance  work¬ 
shop  group,  day  camping  for  the  re¬ 
tarded,  a  play  ground  for  neighborhood 
children  and  a  North  Indiana  work 
camp  group. 

I  thought  perhaps  the  best  way  to 
report  to  you  would  be  to  ask  differ-1' 
ent  people  their  impressions  of  the 
activities  of  Aldersgate.  First,  I  talked 
with  Mr.  Thomas  Williams,  an  Alders- 
gates  Board  member  and  asked  him  his 
impression.  He  said,  “Having  been 
closely  associated  with  the  camp  for 
some  years,  it  is  especially  gratifying 
to  be  here  in  camp  and  to  note  the 
beehive  of  activity  in  progress  during 
these  last  few  days.  Serious  minded 
business  men  from  many  areas  are 
in  camp  to  study  and  sharpen  their 
business  acumen — deaf  tots  playing  In¬ 
dian — receiving  the  genuine  thrill  of 
the  out-of-doors.  Volunteers  from  In¬ 


will  then  send  them  to  the  national 
recording  secretary-treasurer  of  the 
Methodist  Conference  on  Christian  Ed¬ 
ucation. 

National  officers  of  the  Methodist 
Conference  on  Christian  Education  are, 
president,  _Dr.  J.  Kenneth  Shamblin, 
Houston,  Texas;  vice-president,  Dr. 
Robert  L.  Browning,  Delaware,  Ohio; 
recording  secretary-treasurer,  Dr.  Wal¬ 
ter  N.  Vernon,  Nashville;  and  program 
secretary,  Dr.  Stocking. 


diana  constructing  their  time  and  ef¬ 
fort  to  make  the  camp  even  more- 
attractive  and  useful — Staff  members 
cheerfully  leading,  working  and  reflect¬ 
ing  the  personality  and  character  of 
Aldersgate — kitchen  helpers  going  all 
out  to  provide  unforgettable  meals  — 
all  in  all,  over  a  hundred  faces — each 
one  marked  with  a  smile  of  content¬ 
ment  and  satisfaction.  It  must  be  the 
atmosphere.” 

A  staff  counselor  said  “The  camp 
offers  rewarding  activities,  both  to  the 
children  and  the  workers.  In  my  case, 
the  camp  has  helped  me  to  decide  my 
future  career.” 

An  Indiana  work-camp  staff  mem¬ 
ber  commented  that  “At  college  this 
fall,  I  hope  to  major  in  Political 
Science.  To  be  an  effective  politician 
one  must  be  sensitive  to  all  peoples 
needs.  I  think  that  Aldersgate  has  ac¬ 
quainted  me  with  the  concerns  of 
the  mentally  retarded,  the  blind,  and 
the  deaf,  and  normal  children,  thus 
giving  me  an  understanding  to  my 
future  ambition  in  political  work.” 

An  adult  staff  worker  with  the  In¬ 
diana  group  commented:  “Perhaps  the 
spirit,  the  enthusiasm,  the  willingness 
with  which  the  group  counselors  work 
with  all  types  of  campers,  thrills  me 
the  most.  Everyone  seems  to  adapt 
quickly  to  the  conditions  or  situations 
in  which  they  find  themselves.  It  is  so 
wonderful  to  see  young  people  giving 
their  time  and  energy  to  help  children 
grow  in  skills  and  appreciation  of 
God’s  creations  and  to  deepen  their 
understanding  of  the  relationship  of 
man  to  man.” 

Yes,  as  an  observer  at  Aldersgate, 

I  feel  the  church  is  truly  in  Christian 
mission,  for  Aldersgate  is  providing 
opportunities  for  growth  in  Christian 
living  and  fellowship  among  all  races. 
Let  us  all  work  together,  as  we  venture 
into  the  future,  that  better  understand¬ 
ing  and  good  will  may  be  accomplished 
in  our  state  and  community. 

PAGE  SEVEN 


AUGUST  17,  1967 


Methodist  Home  Visitor 


Ruston,  Louisiana 


THE  METHODIST  CHILDREN'S  HOME 
Post  Office  Drawer  H 


Each  day  moves  us  nearer  to  the  final 
stages  in  our  first  new  building.  Con¬ 
struction  was  delayed  in  the  beginning 
due  to  the  weather.  And  then  the  build¬ 
ing  speeded  up. 

The  outside  seemed  toby  completed  over¬ 
night,  and  then  the  workmen  moved  inside. 


Now  we  are  awaiting  the  conclusion  of 
such  things  as  floor  polishing,  touch  up 
painting,  and  furniture  moving. 

We  know  the  contractor  is  getting  tired 
of  hearing  the  word  "When?”  but  need¬ 
less  to  say,  we  are  getting  anxious  to 
use  our  new  cottage. 


Memorial  Gifts  to  the  Home 


MRS.  AMY  TOWNSEND 
by  First  Methodist  Church,  W.S.C.S. 
Bastrop,  La. 

KEITH  M.  PYBURN 

by  W  M .  Redditt,  Jr . ,  Shreveport,  La . 
JAMES  M.  (Uncle  Jim)  KING 
by  Mrs .  Effie  Burt,  Winnsboro,  La . 
by  Mr.  &  Mrs .  John  T.  Allen,  Baton 
Rouge,  La. 

by  Mr.  &  Mrs.  Charles  C.  Graves,  Winns¬ 
boro,  La . 

by  Capt.  &Mrs.  Herbert  A.  Cassidy,  Jr., 
McLean,  Va. 

by  Mr .  &  Mrs .  James  S  .  Reily,  Shreveport 
by  Mr.  &  Mrs .  Earl  L  Houston,  Shreve¬ 
port,  La. 

by  Mr .  &  Mrs .  Scott  George,  Washington, 
D.  C 

by  Mrs .  Helen  Cornell,  Bethseda,  Md . 
by  Eva  Nettles,  Hammond,  La. 
by  Louisiana  Tech  Faculty  &  Staff,  Ruston 
by  Mrs.  W.  K.  Copenhaver,  Potomac,  Md. 
by  Mrs.  Joseph  Castiello,  Bethesda,  Md. 
by  Mrs  .  Howard  Strine,  Potomac,  Md . 
JAMES  M.  KING  (Uncle  Jim) 
by  Mrs .  Effie  Burt,  Winnsboro,  La . 
by  Mr.  &  Mrs.  Charles  C.  Graves,  Winns¬ 
boro,  La. 

NEWT  C.  BAXLEY 

by  Two-byTwo  Class,  Trinity  Methodist  Ch. 
Ruston,  La. 

ISOM  RAMSEY 

by  Mrs .  Ida  T.  Lynch  &  Family,  Lake 
Charles,  La. 

DR.  F.  C.  WREN 

by  Mrs .  Cecil  Garrett,  Jonesboro,  La . 

MRS .  KATIE  MULLINEX 
by  Mrs.  Cecil  Garrett,  Jonesboro,  La. 
MRS.  MARYS.  SPILLMAN 
by  Mr.  &Mrs.  B.  W.  Causey,  Baton 
Rouge,  La . 

L.  DRUMMOND  MORGAN 
by  Mr.  &  Mrs.  John  L.  Sly,  Mansfield,  La. 
MRS.  INEZ  HOELL 

by  Mr.  &  Mrs.  Joe  E.  Moran,  Mansfield 
J.  E.  MORTON 


by  Mary  Lou,  Gladys  and  Nerma  Cole, 
Shreveport,  La . 

by  Mrs.  ZephD.  Cole,  Cotton  Valley,  La . 
JOE  MAYES 

by  Mr .  81  Mrs .  Roy  Bice  &  Patsy  Bice, 
Mansfield.  La. 

MRS .  HATTIE  PROSSER 
by  Miss  Ethie  Vernon  &  Mrs .  Helen  Rector, 
Eola,  La. 

M.  O.  BRIGHT 

by  St.  James  Methodist  Church,  New  Orleans 
MRS.  LOU  SPEED 

by  Mr.  &Mrs.  Bob  Gaumnitz,  Tullulah,  La. 
by  Mr.  &  Mrs.  Manfred  Gustafson, 

Tallulah,  La. 

MR.  &  MRS.  M.  E.  WHITE 
by  Rev.  &  Mrs  .  L.  M.  Sawyer,  Minden,  La. 
MRS.  EFFIE  WEBB 

by  Mrs.  A.  J.  Cranford,  Coushatta,  La. 
MRS.  O.  A.  (Zelma)  TOUPS 
by  Mrs.  Ruby  L.  Johnson,  Alexandria,  La. 
MRS.  NELLIE  WRIGHT 
by  Mr.  &  Mrs.  James  L.  Odom,  Jackson,  La. 
by  The  Methodist  Church,  Jackson,  La. 

J.  G.  HUGHES 

by  Mr.  &  Mrs.  Glynn  Wyatt,  St.  Maurice, 
La. 

J.  T.  FOLK,  SR. 

by  C.  A.  Mack  &  J.  F.  Anders,  Ferriday, 

La. 

MRS.  MARGARET  NELSON 
by  D.  L.  McBride,  Shreveport,  La. 

REV.  C.  J.  THIBODEAUX 
by  Members  of  Hayes  Methodist  Church, 
Hayes,  La. 

by  Port  Barre  Methodist  Church 
by  C.  J.  Thibodeaux,  Jr.,  Hawthorne,  Calif. 
MRS.  BERTIE  W.  TAYLOR 
by  Cleo  Taylor  Aulds,  Farmerville,  La. 

MRS .  JOHN  FAULK 

by  Mr.  &Mrs.  B.  W.  Hoyt,  Midland,  La. 

H.  K.  BUBENZER 

by  Mr.  &Mrs.  Lloyd  A.  Newton,  Bunkie, 

La. 

S.  E.  JOHNSON,  SR. 

by  Mrs.  Mary  R.  Johnson,  Keatchie,  La. 
WALLACE  MUNSON 
bv  Lynn  R .  Pomeroy,  Shreveport,  La . 


WILLIE  GAAR 

by  The  Pete  Kelley  Family,  Bernice,  La . 
EARNEST  A  CHAPMAN 
by  Mrs .  H .  L .  McKinley,  Shreveport,  La . 
L.  REDF1ELD 

by  Mr.  &Mrs.  L.  H.  Cook,  St.  Joseph,  La 
MRS.  RUTH  WATERS 
by  Mr.  &Mrs.  L.  H.  Cook,  St.  Joseph.La 
DAVID  F.  HINTON 

by  Mr.  &  Mrs.  J.  R.  Kavanaugh,  Belcher, 
La. 

by  Mrs  .  Leila  Head,  Clay,  La . 
by  H.  P.  Clinton  &  Family,  Clay,  La. 
by  Forestry  Division,  T.L.  James  &  Co., 
Ruston,  La. 

by  Mr .  John  Paul  Jones,  Ruston,  La. 

RUTH  WATERS 

by  Mr.  &  Mrs.  C.  B.  Haddon,  St.  Joseph, 
La. 

W.  C.  JACKSON 

by  Dr.  &Mrs.  Walter  J.  Robinson, 
Natchitoches,  La. 

WILL  KNIGHT 

by  The  Dr .  Robert  Parker  Family, 
Northridge,  Calif. 

DRUMMOND  MORGAN 
by  Mr .  &Mrs.  C.  M.  Hutchinson,  Jr., 
Shreveport,  La. 

DAVID  HINTON 

by  Mr.  &  Mrs .  Pat  Strother,  Coushatta,  La. 
MRS.  LIZZIE  PRATT  BURNETT 
by  Mrs .  Bernice  Pratt,  Bastrop,  La . 

SIMON  THOMPSON 

by  Mrs.  Leona  P.  Allgood,  Summerfield, 

La . 


Some  of  our  Sunday  church  pro¬ 
grams  suggest  that  only  adults  need  to 
worship  and  only  children  need  to 
study. 

We  can  telescope  our  church  pro¬ 
gram  to  such  an  extent  that  everything 
gets  out  of  focus. 


Mark  Harris  from  the  faculty  of 
Louisiana  Tech  comes  out  twice 
a  week  to  join  Mrs.  Fairley's 
ceramics  program.  This  is  now 
a  two  part  program.  Mrs.  Fairley 
heads  the  one  wherein  the  ceram¬ 
ic  slip  is  poured  into  molds, 
allowed  to  harden,  shaped,  paint¬ 
ed,  fired,  etc. 

Mr.  Harris,  on^the  other  hand  pro¬ 
vides  for  some  original  work. 

He  uses  no  molds.  The  children 
are  allowed  to  mix  their  own 
ceramic  mud  and  create  what  they 
please.  This  allows  the  child 
to  freely  express  himself.  Mr. 
Harris  guides  and  directs  the 
techniques  used,  but  not  the 
sel  f  expression. 

Some  interesting  things  come 
out  of  this  type  of  ceramics  as 
the  picture  indicates. 

A  dozen  Christians  spending  an  hour 
a  week  together  in  an  honest  explora¬ 
tion  of  the  Gospel  and  their  own 
human  predicament  are  apt  to  discover 
a  13th  person  listening. 


The  40  &  8  Club  Train  is  a  fa¬ 
miliar  sight  to  our  children  and 
yet,  it  still  brings  excitement  to 
their  hearts  when  it  drives  up 
in  front  of  Webb  Hall.  Each  year 
during  Ruston’s  Peach  Festival, 
the  train  comes  from  Shreveport 
to  be  a  part  of  the  Festival  Pa¬ 
rade.  Its  first  stop  is  Methodist 
Children's  Home  where  the  mem¬ 
bers  provide  not  only  a  thrilling 
ride  butalso  candy  and  ice  cream. 


This  year  several  of  the  staff 
members  “Sneaked”  off  and  rode 
with  the  children.  They  came 
back  after  having  fulfilled  that 
lifelong  desire  to  ride  the  40  & 
8  Club  Train.  By  the  way,  the 
members  of  the  40  &  8  Club  seem 
to  enjoy  the  rides  as  much  as 
we  did.  We  hope  so! 
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Bishop  Walton 
officiates  at  St.  Paul 
groundbreaking 

Bishop  Aubrey  G,  Walton  officiated 
at  ground  breaking  ceremonies  for  the 
new  sanctuary  and  education  building 
at  St.  Paul’s  Methodist  Church,  Mon¬ 
roe,  Sunday,  August  13.  Theeventtook 
place  at  11:45  a.m.  at  the  the  site, 
and  included  also  the  Rev.  Edward  R. 
Haug,  district  superintendent  of  the 
Monroe  District,  Dr.  Ben  Oliphint, 
former  minister  of  St.  Paul’s  (now  at 
First  Church,  Alexandria)  and  the  Rev. 
Sale  Lilly,  former  associate  minister. 
Rev.  Fred  Flurry  is  the  present  min¬ 
ister. 

Dedication  of  the  parsonage  at  1 626. 
Milton  Street  was  held  at  2  p.m.,  fol¬ 
lowed  by  a  reception  honoring  Bish¬ 
op  and  Mrs.  Walton. 

B/sJiop  Gram  of 
Oregon  Area  dies 

PORTLAND,  Oreg.  —  Bishop  A. 
Raymond -Grant,  head  of  The  Meth¬ 
odist  Cfn^ch’s  Portland  Area  since 
.1952,  died  here  Aug.  15  of  cancer. 
He  hac(-  been  ilLfor  some  time  and  in 
the  hospital  since  July  24. 

Memorial  services  were  to  be  held 
Aug.  18  at  both  First  Methodist 
•Church,  Portland,  and  First  Church, 
Saoramerfto,  Calif.,  where  he  was  pas¬ 
tor  for  i5  years,  as  well  as  Aug.  22 
at  the  .  Methodist  Building  in  Washine- 
toiv  D.  C.^ 

Since  1964,  Bishop  Grant  had  been 
president  ;  of  the  church’s  General 
Board  of. .-Christian  Social  Concerns, 
but  he  was  in  the  hospital  and  un¬ 
able  to  preside  when  it  met  in  Port¬ 
land  last  April.  He  had  been  president 
of  Alaska  Methodist  University  since 
its  inception  in  1954. 

The  bishop,  who  would  have  been 
70  on  Aug.  24,  was  a  native  of  Osh¬ 
kosh,  Wise.  He  graduated  from  Cor¬ 
nell  College  in  1919  and  from  Bos¬ 
ton  University  School  of  Theology  in 
1926,  and  held  honorary  doctorates 
from  these  and  several  other  schools. 

After  entering  the  ministry  in  Iowa 
in  1921,  he  served  pastorates  in  Nas¬ 
hua  and  Vinton,  Iowa;  Minneapolis 
and  Duluth*,  Minn.,  and  Sacramento, 
prior  to  his  election  to  the  episcopacy 
in  1952.  v  * 

Most  people  who  attend  church 
.  regularly  have  had  to  eliminate  many 
|  attractive  Sunday  morning  alternatives. 


Bishop  Aubrey  G.  Walton  turns  the  first  spadeful  of  dirt  for  the  new  building 
for  St.  Paul  s  Methodist  Church,  Monroe,  os  E.A.  Freeman,  chairman  of  the 
building  committee,  the  Rev.  Edward  R.  Haug,  Monroe  District  Superintendent 
the  Rev.  Sale  Lilly,  assistant  pastor,  and  the  Rev.  Fred  Flurry,  pastor,  look  on.' 


Workshops  point  the  way  to  wise 
use  of  new  adult  curriculum 


A  workshop  on  the  new  Adult  Cur¬ 
riculum  was  held  at  Lake  Charles  be¬ 
ginning  Sunday  evening,  August  6  at 
Simpson  Methodist  Church.  The  Rev. 
Earl  Emmerich,  associate  director  of 
the  Area  Office,  was  the  consultant. 
The  Rev.  Roy  Mouser,  pastor,  the 
Revs.  Oakley  Lee,  D.  W.  Poole,  and 
William  Reid  assisted  in  the  presenta¬ 
tion. 

95  persons  representing  9  area 
churches,  joined  in  taking  a  look  at 
the  new  literature,  and  sharing  in  the 
preparation  of  a  class  session.  Much 
enthusiasm  was  expressed  in  the  work¬ 
shop  over  the  possibilities  of  new  adult 
literature  offers.  Air-conditioning  prob¬ 
lems  caused  the  final  session  to  be  held 
at  the  Oak  Park  Methodist  Church. 

Mr.  Emmerich  has  also  been  in  the 
Monroe  district  recently  working  with 
the  adult  education  departments  of 
local  churches,  and  helping  adult  lead¬ 
ers  examine  their  new  literature  pack¬ 
ets.  He  reports:  “The  new  literature 
definitely  calls  for  a  special  approach 
to  the  presentation.  Heretofore,  if  I 
taught  a  class  or  led  a  group,  I  pre¬ 
pared  for  every  minute  of  time.  As 
a  minister  I  have  structured  every  mo¬ 
ment  of  the  worship  service,  even  the 
announcements,  and  therefore,  I  went 
to  these  special  meetings  with  a  degree 
of  apprehension. 

“Then  I  began  to  see  the  adult 


teacher’s  role  in  the  new  curriculum. 
Teachers  have  followed  the  preachers 
in  their  teaching.  In  fact,  many  of  the 
church  classes  are  a  second  preaching 
session.  Teachers  have  structured  their 
time  so  as  to  feel  a  bit  of  security 
against  those  moments  when  they  might 
run  out  of  fuel.  The  new  curriculum 
calls  for  another  approach,  an  ap¬ 
proach  unstructured,  leaving  room  for 
the  whole  class  to  become  involved. 
I  found  to  my  surprise,  that  the  groups 
I  led,  all  joined  in  with  a  great  deal 
of  enthusiasm.  The  adult  teachers  will 
have  some  of  the  same  misgivings  I 
had,  but  if  they  venture  forth  with  faith 
in  their  class  becoming  involved,  they 
too  may  be  surprised  by  success.” 
t 


Conference  workshop 
on  recreation 
is  scheduled 

A  workshop  for  those  adults  with 
lay  or  professional  interest  in  the  use 
of  recreation  in  the  church,  especially 
workers  with  children,  youth  and  adult 
groups,  will  be  held  at  Camp  Istrou- 
ma,  in  Baton  Rouge,  the  weekend  of 
Oct.  20-21-22. 

The  workshop,  a  leadership  train¬ 
ing  enterprise  of  the  Board  of  Educa¬ 
tion  of  the  Louisiana  Conference,  is 
designed  to  explore  the  nature  of  ef¬ 
fective  recreation  and  to  present  a 
philosophy  of  group  leadership  as  well 
as  to  provide  a  wide  variety  of  pro¬ 
gram  materials  which  may  be  employed 
with  various  kinds  of  church  groups 
for  fellowship  and  recreation. 

Groups  will  be  organized  under  these 
headings:  Arts  and  Crafts;  Music;  So¬ 
cial  Recreation;  Philosophy  of  Recre¬ 
ation  and  Leisure;  and  Play  and  Wor¬ 
ship. 

Leaders  for  the  workshop  are:  R. 
Harold  Hipps,  director  of  recreation 
and  leisure,  Board  of  Education  of  the 
Methodist  Church,  Nashville,  Tenn.; 
August  E.  Aamodt,  minister  to  Youth, 
First  Methodist  Church,  Shreveport 
(soon  to  be  Dean  of  Men  at  Centenary 
College);  Mrs.  Flora  S.  Galloway,  di¬ 
rector,  XYZ  Program  (older  adults) 
First  Church,  Baton  Rouge;  the  Rev. 
Brady  Forman,  director  Wesley  Foun¬ 
dation,  Southeastern  State  College, 
Hammond,  and  Warren  and  Mary  Lea 
Bailey,  founders  and  makers  of  World 
Wide  Games,  Delaware,  Ohio. 

Registration  is  open  to  all  above  col¬ 
lege  age,  and  the  workshop  can  handle 
up  to  60  persons.  Registration  fee  is 
$15.00,  which  covers  all  expenses. 

Application  forms  are  available  at 
your  local  church  or  send  name,  ad¬ 
dress,  with  local  church  responsibility 
with  check  for  $15.00  to  the  Rev.  Earl 
B.  Emmerich,  registrar,  Recreation 
Workshop,  P  O  Box  4325,  Shreveport, 
La.  71104.  Deadline  for  registrations 
is  Oct.  13,  after  which  no  refunds  for 
registration  will  be  made. 

t 

NEW  INTERPRETATION  OF 
BENEVOLENCES 
EVANSTON,  Ill..—  (MI)  —  A 
new  concept  in  interpretation  of  basic 
benevolence  funds  of  The  Methodist 
Church  will  have  its  pilot  introduction 
September  1  in  the  Western  New  York 
Annual  Conference,  two  weeks  later 
in  the  Memphis  Conference,  and  Octo¬ 
ber  1  in  the  Nebraska  Conference. 

Featuring  a  sound  filmstrip  in  color 
especially  tailored  to  each  conference, 
the  project  is  the  result  of  several 
months  of  study  and  work  by  the  de¬ 
nomination’s  Commission  on  Promo¬ 
tion  and  Cultivation  here  and  the  re¬ 
spective  conferences.  Release  of  the 
films  was  announced  by  Dr.  Howard 
Greenwalt,  general  secretary  of  the 
Commission  on  Promotion  and  Culti¬ 
vation. 

“Where  In  the  World  Am  I?”  has 
been  chosen  as  the  title  for  the  new 
filmstrips. 


Dr.  Luman  E.  Douglas,  area  direc¬ 
tor,  left,  and  the  Rev.  Earl  B. 
Emmerich,  associate  director  in 
charge  of  education,  are  shown 
holding  program  and  resource 
materials  of  the  new  adult  curric- 
culum  which  Methodist  churches 
wi  II  start  using  Sept.  3. 
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THREE  CHEERS  FOR  MEMPHIS 


CHURCHMEN  throughout  the  South  have  been 
thrilled  by  the  results  of  last  week’s  local  op¬ 
tion  election  in  Memphis  and  Shelby  County, 
Tenn.  in  which  a  majority  of  more  than  9,000  votes 
was  secured  in  the  first  of  four  possible  elections 
under  that  state’s  new  law  which  would  permit 
liquor-by-the-drink  in  the  four  major  cities,  if  the 
city  and  county  voted  for  it.  It  could  well  be  that 
the  victory  of  the  dry  forces  in  Memphis  will  dis¬ 
courage  the  calling  of  elections  in  the  Nashville, 
Knoxville  and  Chattanooga  areas,  and  another  of¬ 
fensive  move  by  the  wet  forces  will  be  stopped 
before  it  gets  started. 

In  the  last  returns  we  saw  the  Memphis  and 
Shelby  County  vote  was  61,827  against  the  pro¬ 
posal  and  52,240  for  it.  The  majority  was  so  sub¬ 
stantial  that  the  Chamber  of  Commerce  and  the 
other  wet  leaders  who  supported  the  measure  in 
the  name  of  convention  business  could  not  even 
suggest  a  re-count.  All  one  of  their  spokesmen 
could  say  for  the  morning  paper  in  Memphis  was, 
“At  least,  we  didn’t  get  ‘down  in  the  gutter’  with 
the  dry  forces.”  If  the  wet  campaign  in  that  elec¬ 
tion  was  dignified  and  on  a  high  plane  it  will  be 
the  first  time  in  history  that  such  a  thing  ever 
happened.  By  the  time  the  afternoon  paper  came 
out,  one  of  the  wet  spokesmen  had  recovered  his 
poise  and  focused  his  eyes  on  a  possible  new  elec¬ 
tion  two  years  from  now  enough  to  say:  “The 
referendum  put  a  question  of  vital  community  in¬ 
terest  before  the  people.  The  voters  have  spoken. 
We  must  consider  it  as  an  expression  of  the  will 
of  the  people.  All  of  us  must  now  work  together 
for  the  continuing  progress  of  Memphis.” 

According  to  analyses  of  the  voting  by  the  two 
Memphis  newspapers  and  the  Memphis  Chamber 
of  Commerce — both  champions  of  the  liquor-by- 
the-drink  proposal — there  was  no  single  segment 
of  the  voters  that  supported  the  measure.  When 
broken  down  into  the  city  and  county  vote,  it  was 
found  that  both  voting  separately  would  have  de¬ 


feated  the  measure.  One  of  the  papers  tried  to  find 
some  answer  in  the  white  and  Negro  vote  and 
here,  too,  they  admitted  that  their  findings  were 
the  same.  You  con’t  make  any  further  delinea¬ 
tions  of  the  voting,  but  if  you  could  we  would 
venture  to  say  that  the  voters  who  liked  Memphis 
with  its  image  of  a  clean  and  Christian  city  voted 
against  the  proposal;  while  those  who  were  willing 
to  exchange  this  image  for  a  little  more  convention 
business  were  the  ones  with  positive  votes. 

You  will  remember  that  a  concerted  attempt 
to  legalize  hquor-by-the-drink  in  Arkansas,  Tennes¬ 
see  and  Texas  came  to  the  attention  of  the  public 
during  the  last  session  of  the  Arkansas  Legislature, 
when  a  measure  similar  to  that  passed  in  Tennes.- 
see  came  within  a  hair’s  breadth  of  passing.  (It 
passed  once,  and  was  defeated  on  a  call  for  recon¬ 
sideration  after  a  substantial  number  of  the  leg¬ 
islators  heard  from  their  constituencies.)  It  was 
revealed  at  that  time  that  local  Chambers  of  Com¬ 
merce  were  beihg  exploited  in  this  matter  by  hotel 
and  restaurant  lobbies  claiming  that  relaxing  of 
the  present  liquor  laws  was  essential  as  bait  for 
conventions.  In  each  of  these  three  states  we  have, 
heard  the  report  that  an  absentee  landlord  had 
promised  to  build  lavish  convention  facilities  if  he 
could  have  the  assurance  that  his  plush  hotels  and 
their  plusher  bars  could  be  sanctioned.  It  is  our 
conviction  that  the  public  image  of  Chambers  of 
Commerce  has  been  damaged  by  their  purchase 
of  this  bill  of  goods. 

We  are  perfectly  aware  of  the  real  need  to 
attract  an  increasing  number  of  industries  to  our 
beloved  Southland,  but  every  other  industry  except 
the  convention  business  will  tell  you  that  the  first 
thing  they  look  for  in  a  Southern  community  is  a 
high  moral  and  spiritual  tone  of  life.  This  seems 
to  say  that  we  will  continue  to  attract  more  in¬ 
dustrial  payrolls  without  compromising  to  get  the 
smaller  proportionate  convention  dollars.  It  seems 
clear  that  the  present  feeling  of  the  majority  of 
the  people  who  care  enough  to  vote  supports  that 
position. 

We  were  in  Nashville  last  week  on  the  day  of 
the  Memphis  election,  and  the  man  on  the  street 
there  was  saying  that  the  Memphis  vote  was  truly 
a  test  vote  for  Tennessee.  It  was  their  concensus 
that  Nashville  would  have  far  less  chance  passing 
such  a  proposal  than  Memphis,  so  these  returns 
could  have  a  real  influence  on  Nashville’s  decision 
to  even  go  ahead  with  their  election.  It  is  our  un¬ 
derstanding  that  Knoxville  and  Chattanooga  have 
not  even  taken  the  permissive  legislation  seriously 
enough  to  make  plans  for  an  election.  Surely  the 
decisions  in  both  Arkansas  and  Tennessee  to  block 
this  move  in  the  name  of  convention  business  will 
cause  business  leaders  to  carefuly  reassess  this  pro¬ 
posal  and  conclude  that  “all  is  not  gold  that 
glitters.” 


the 

Editor's 
Comer 

A  TRIBUTE  TO  FRANK  BROYLES 

In  two  church  meetings  in  recent 
weeks  we  have  been  thrilled  to  hear 
Coach  Frank  Broyles  of  the  University 
of  Arkansas  witness  to  his  position 
that  he  had  much  rather  be  known  as 
a  coach  with  a  Christian  witness  than 
to  be  named  “coach  of  the  year”  or 
win  the  conference  championship. 

Now,  Frank  is  the  first  to  tell  you 
that  he  is  a  coach  who  likes  to  win. 
In  answer  to  a  question  this  week-end 
at  the  North  Arkansas  Laymen’s  As¬ 
sembly  at  Mt.  Sequoyah,  he  affirmed 
that  he  did  not  make  any  prepara¬ 
tion  to  adjust  to  losing  because  he 
liked  to  win. But  he  also  affirmed  that 
“there  is  no  such  thing  as  a  silent 
Christian”  and  that  he  made  no  apology 
for  seeking  to  witness  to  his  Christian 
convictions  among  his  players. 

He  did  state,  however,  that,  even 
though  he  is  prominent  nationally  in 
the  Fellowship  of  Christian  Athletes, 
he  does  not  take  an  active  part  in 
the  organization  on  the  Favetteville 
campus  lest  the  players  feel  they  have 
a  personal  obligation  to  him  to  affiliate 
with  it. 

At  both  the  Little  Rock  Conference 
Youth  Rally  in  Hot  Springs  two  weeks 
-ago  and  the  Laymen’s  meeting  at  Mt. 
Sequoyah  this  last  week-end,  Coach 
Broyles  expressed  his  opinion  that 
.young  people  were  more  serious  in 
their  search  for  spiritual  values  than 
they  were  when  he  started  coaching  or 
than  they  were  when  he  was  a  player. 
He  cited  numerous  instances  of  players 
in  recent  years  who  had  witnessed 
courageously  to  their  Christian  convic¬ 
tions  under  difficult  circumstances. 

Coach  Broyles  pointed  out  to  the 
laymen  that  any  person  who  stands 
courageously  for  his  Christian  convic¬ 
tions  in  these  days  is  bound  to  be 
criticized.  He  said  that  criticism  has 
come  from  different  sources  of  his  ac¬ 
tive  participation  in  his  own  church 
and  in  the  Fellowship  of  Christian 
Athletes.  He  said  he  had  even  heard 
the  suggestion  that  he  was  active  in 
his  Christian  witness  in  order  to  in¬ 
fluence  parents  to  want  to  encourage 
their  sons  to  come  to  the  University 
of  Arkansas  to  play  under  him.  Well, 
if  they  can’t  accuse  him  of  anything 
worse  than  that,  we  have  a  feeling  that 
Arkansans  will  pray  that  he  stays  in 
his  present  position  for  many  years 
to  come. 
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I  L.  Scott  Allen  elected 

Central  Jurisdiction  elects  bishop; 
takes  necessary  steps  to  end  its  existence 

by  Alfred  A.  Knox 


In  an  atmosphere  of  mixed  emo¬ 
tions  the  delegates  of  the  Central  Jur¬ 
isdictional  Conference  met  .in  Nash¬ 
ville  last  week  to  exercise  their  privi¬ 
lege  of  electing  their  own  bishop  for 
the  last  time  and  taking  the  necessary 
steps  to  implement  the  abolition  of 
their  jurisdiction  which  had  become 
for  many  the  major  external  symbol 
of  integrationi  in  The  Methodist 
Church. 

They  indicated  that  their  minds  were 
made  up  when  it  came  to  the  elec¬ 
tion  of  a  bishop  to  succeed  the  late 
Bishop  M.  L.  Harris.  On  the  second 
ballot  they  named  Dr.  L.  Scott  Allen, 
editor  of  the  Central  Christian  Advo¬ 
cate  since  1956.  On  the  first  ballot  he 
had  received  32  votes  with  his  three 
closest  competitors  receiving  7  each. 
He  will  immediately  take  over  the  ad¬ 
ministration  of  the  Atlantic  Coast  Area 
which  has  been  served  by  retired  Bish¬ 
op  Edgar  A.  Love  since  Bishop  Har¬ 
ris’  death  last  year. 

In  the  episcopal  address,  Bishop 
Charles  F.  Golden  of  Nashville  set  the 
tone  for  the  conference — an  accent  on 
the  history  and  tradition  of  the  Negro 
in  The  Methodist  Church  and  called 
on  the  other  jurisdictions  to  give  care¬ 
ful  consideration  to  the  inclusion  of  a 
representative  number  of  Negro  mem¬ 
bers  on  their  boards  and  agencies. 

Bishop  Golden  proposed  a  reap¬ 
praisal  of  the  provision  in  the  Plan 
of  Union  for  the  merger  of  The  Meth¬ 
odist  and  Evangelical  United  Brethren 
churches  which  provides  that  “for  a 
period  of  twelve  years  following  union, 
annual  conferences  shall  not  have  their 


names  or  boundaries  changed  without 
their  consent.  .  .  He  expressed  the 
feeling  that  this  provision  might  be 
exploited  by  white  annual  conferences 
as  a  device  for  delaying  merger  with 
Negro  annual  conferences. 

Pointing  to  the  historic  place  Nash¬ 
ville  has  occupied  in  the  history  of 


American  Methodism,  Bishop  Golden 
said:  “We  believe  it  to  be  the  will  of 
God  that  the  last  bishop  to  be  elected 
by  the  Central  Jurisdiction  should  be 
consecrated  in  this  historic  church  of 
the  Southeastern  Jurisdiction.”  He  was 
referring  to  McKendree  Methodist 
Church  in  which  four  bishops  had  been 


consecrated  prior  to  the  consecration 
of  Bishop  Allen  on  Saturday,  August 
19. 

The  conference  adopted,  with  no 
debate,  the  report  of  the  Central  Jur¬ 
isdiction  Advisory  Council,  suggesting 
guidelines  to  be  followed  in  the  elim¬ 
ination  of  racial  structures  in  The 


Methodist  Church.  The  report  said: 
“In  order  to  achieve  the  fundamental 
goal  of  a  society  and  fellowship  com¬ 
pletely  uncircumscribed  at  all  levels 
of  church  life  by  distinctions  based 
on  race  or  color  .  .  its  recommenda¬ 
tions  were  submitted. 

The  two  principle  guidelines  said: 


Scene  of  the  Communion  Service  in  McKendree  Methodist  Church, 
Nashville,  with  which  the  session  of  the  Central  Jurisdictional  Con¬ 
ference  opened. 


DAILY  BIBLE  BEADING 

Below  is  a 

schedule  for  the 

Daily  Bible  Beading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a 

regular  guide  for 

use  in  your  homes. 

Aug.  27— Sun. 

Rev.  2:12-17 

Aug.  28 

Rev.  2:18-29 

Aug.  29 

Rev.  3:1-6 

Aug.  30 

Rev.  3:7-13 

Aug.  31 

Rev.  3:14-22 

Sept.  1  . 

Genesis  1:1-31 

Sept.  2 

....  Genesis  2:1-25 

Sept.  3 — Sun. 

Deut.  10:12-22 

(1)  That  all  Central  Jurisdiction  Con¬ 
ferences  transferring  to  geographic  jur¬ 
isdictions  recognize  their  transfer  is  a 
proximate  goal.  The  real  goal  is  an 
inclusive  church.  (2)  That  the  target 
date  of  1972  set  by  the  General  Con¬ 
ference  would  become  the  final  date 
for  the  termination  of  all  racially  con¬ 
stituted  annual  conferences  and  dis¬ 
tricts.”  Other  guidelines  asked  for  more 
dialogue  between  members  of  white 
and  Negro  annual  conferences,  new 
types  of  creative  and  cooperative  min¬ 
istries  and  that  “predominantly  Negro 
churches  seek  actively  to  recruit  mem¬ 
bers  without  regard  to  race,  color,  na¬ 
tional  origin  or  economic  condition .  ’  ’ 

In  the  report  and  in  other  resolu¬ 
tions  the  Central  Jurisdiction  urged 
that  every  jurisdiction  and  annual  con¬ 
ference  in  which  merger  is  implement¬ 
ed  give  prayerful  consideration  to  Neg¬ 
ro  representatives  on  all  “boards,  com¬ 
missions,  agencies  and  cabinets.” 

The  conference  in  all  its  exhibits  and 
most  of  its  sessions  placed  strong  em¬ 
phasis  on  the  contributions  of  Negroes 
to  The  Methodist  Church  in  all  its 
history.  In  the  lobby  of  the  Andrew 
Jackson  Hotel  the  pictures  of  all  the 
Negro  bishops  occupied  a  prominent 
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Bishop  and  Mrs.  L.  Scott  Allen  are  shown 
on  the  platform  with  Bishop  Edgar  A. 
Love  immediately  following  Bishop  Al¬ 
len’s  election. 


Delegates  from  Louisiana  were  (I.  to  r.) 
W.T.  Handy,  Jr.,  Baton  Rouge;  William 
R.  London,  Jr.,  New  Orleans;  Monroe  T. 
Stringer,  New  Orleans;  W.S.P.  Norris, 
New  Orleans  and  George  L.  Netterville, 
Baton  Rouge. 


Dr.  Allen  M.  Mayes,  conference  secre¬ 
tary,  completes  the  roll  of  the  conference. 
Bishop  Charles  F.  Golden  is  presiding. 
Other  bishops  are  seen  in  the  background. 


Nine  bishops  of  The  Methodist 
Church  on  the  platform  at  War 
Memorial  Auditorium  during  one 
of  the  conference  business  ses¬ 
sions. 


The  secretaries  table  at  the  con¬ 
ference.  Dr.  Negail  Riley,  left, 
is  one  of  the  assistant  secre¬ 
taries. 


The  Rev.  and  Mrs.  C.G.  Tillmon 
of  Arkansas.  He  was  reserve 
delegate  from  the  Southwest  Con¬ 
ference. 


Bishop  Dwight  Loder  of  the  Mich¬ 
igan  Area  addressed  the  confer¬ 
ence  as  the  official  representa¬ 
tive  of  the  Council  of  Bishops. 
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The  Rev.  Robert  Carter  of  Eunice  (right  front)  and  the  Rev.  Sam¬ 
uel  Emanuel  of  Elton,  met  at  the  Elton  Methodist  Church  recently 
with  a  group  of  laymen  representing  seven  area  churches  of  the 
Lake  Charles  District  to  discuss  items  of  mutual  interest  and  to 
plan  for  future  lay  revivals. 


ANNOUNCEMENT 
Bishop  Aubrey  G.  Walton  an¬ 
nounces  that  Warren  L.  Levingston, 
assigned  at  the  last  Annual  Confer¬ 
ence  as  a  Student  at  Peabody  Col¬ 
lege  for  Teachers,  Nashville,  Tenn., 
has  been  appointed  to  Simpson  Col¬ 
lege,  Indianola,  Iowa,  as  Admissions 
Counselor,  effective  September  1, 
1967. 

t 


MRS.  FRED  E.  POE  has  been  added 
to  the  staff  of  the  West  Monroe  First 
Methodist  Church  as  director  of  chil¬ 
dren’s  work.  She  has  a  degree  from 
Sam  Houston  State  Teacher’s  College, 
Huntsville,  Texas,  and  has  taught 
school  in  the  elementary  grades  of 
Texas  and  Louisiana.  She  also  has  an 
extensive  background  in  children’s 
work  in  the  church.  She  will  be  work¬ 
ing  with  the  Rev.  Kenneth  G.  Mc¬ 
Dowell,  pastor. 

HAMMOND  YOUTHS  scheduled  a 
Church-in-Mission  tour  for  August  20- 
26.  On  August  19  the  22  youths  and  4 
counselors  had  a  “load  the  bus”  par¬ 
ty.  At  5  a.m.  August  20,  after  a  wor¬ 
ship  service  in  the  sanctuary,  the  group 
departed  for  Dallas,  where  they  stayed 
in  Shuttles  Hall,  S.M.U.,  and  were 
guests  of  the  Highland  Park  MYF  on 
Sunday  evening.  Points  of  interest  vis¬ 
ited  included  Denton  State  school  for 
retarded  children,  the  Methodist  In¬ 
ner  City  Parish,  a  Women’s  Job  Corps 
Center  in  McKinney,  and  Six  Flags. 
Counselors  accompanying  the  group  in¬ 
clude  Mr.  Nadine  Henneman,  R.N., 
Jay  Seale,  and  the  Rev.  Jack  Single- 
ton,  associate  pastor. 


THE  METHODIST  YOUTH  Fellow¬ 
ship  of  First  Church,  Amite,  worked 
for  five  months  planning  a  summer 
tour.  Twenty-three  youth  and  four 
adults  made  the  trip.  The  group  left 
Amite  on  July  21st  and  made  stops 
in  the  following  cities:  Chattanooga, 
Nashville,  Oak  Ridge,  and  Gatlinburg, 
Tenn.,  Richmond,  Fredericksburg,  and 
Charlottesville,  Virginia,  Washington, 
D.C.,  and  Birmingham,  Alabama,  re¬ 
turning  July  30th. 

While  on  the  tour  they  visited 
churches,  church  institutions  and  his¬ 
toric  and  contemporary  government  in¬ 
stitutions.  Some  of  the  church  institu¬ 
tions  were  Wesley  House  in  Nashville, 
The  Publishing  House,  Vanderbilt, 
Scarritt.  The  Upper  Room,  plus  secu¬ 
lar  sites.  In  Oak  Ridge  they  visited 
the  Atomic  Energy  Museum.  In  Vir¬ 
ginia  they  visited  historic  sites,  such  as 
Jamestown,  Williamsburg  and  Fred¬ 
ericksburg.  In  Washington  D.C.  they 
visited  many  famous  sites,  and  visited 
with  Senator  Russell  Long,  and 
watched  Louisiana’s  Hale  Boggs  direct¬ 
ing  debate  in  the  House  of  Represent¬ 
atives.  At  Charlottesville  they  visited 
Univ.  of  Virginia.  The  last  night  was 
spent  at  Birmingham  Southern,  a  Meth¬ 
odist  College. 

The  group  is  much  indebted  to 
Charles  Kent  of  Amite  for  his  giving 
them  a  bus  and  gasoline  for  the  entire 
time.  Mr.  &  Mrs.  I.  W.  Hand,  coun¬ 
selors  of  the  Junior  High  M.Y.F.  went 
on  the  trip  along  with  the  pastor  and 
his  wife,  Rev.  &  Mrs.  William  C. 
Blakely. 

t 

The  church  that  neglects  its  aged 
members  cuts  off  an  important  source 
of  strength  it  can  ill  afford  to  lose. 


A  groundbreaking  for  the  new  First  Methodist  Church  at  Berwick  was  held 
Sunday  afternoon,  August  6.  Dr.  J.  Henry  Bowdon  (second  from  right), 
Lafayette  district  superintendent  and  the  Rev.  J.  C.  Wallace,  pastor  (third 
from  right),  with  church  officials  presided  over  ceremonies.  The  church 
is  being  relocated  in  a  new  setting — a  two-acre  tract  of  land  on  the  north 
side  of  town  donated  by  Miss  Elizabeth  Pharr.  The  new  facility  of  brick 
construction  will  include  sanctuary,  fellowship  hall,  kitchen,  reception 
parlor,  chapel,  church  offices  and  classrooms.  The  sanctuary  with  seat¬ 
ing  capacity  for  225  persons  will  feature  exposed  laminated  beams,  face 
brick  interior  walls  and  split  chancel  area.  The  congregation  expects  to 
occupy  the  new  building  in  January,  1968.  Robert  M.  Shivers  Construction 
Company  has  contracted  to  do  the  work. 


New  stewardship  emphasis 

(Cecil  Bland,  Conference  Director  of  Stewardship) 

The  Board  of  Lay  Activities  adopted  a  5  year  Stewardship  emphasis  pro¬ 
gram  several  years  ago,  with  a  different  goal  each  of  the  years,  as  follows: 

1964- 65  General  Stewardship  and  EMV  Emphasis 

1965- 66  Youth  and  Stewardship  Emphasis 

1966- 67  Tithing  Emphasis 

1967- 68  Stewardship  of  Time  and  Ability  Emphasis 

1968- 69  Christian  Family  Money  Management  Emphasis 

Stewardship  too  often  is  associated  only  with  the  money  a  person  dedicates 

to  be  used  by  his  church,  rather  than  the  entire  range  of  being  a  steward  for 
Christ,  which  involves  all  of  life.  Tangible  gifts,  such  as  money,  certainly  are 
important,  but  the  individual  Christian  must  come  to  know  of  the  importance 
of  living  a  total  life  of  service  to  the  work  of  the  Lord. 

To  facilitate  the  emphasis  for  this  conference  year,  Stewardship  of  Time 
and  Ability,  a  copy  of  the  manual,  Stewardship  of  Time  and  Ability  with 
emphasis  on  Volunteer  Service,  has  been  mailed  to  every  Secretary  of  Steward¬ 
ship  in  the  conference,  urging  them  to  use  this  program  in  their  church.  Those 
churches  who  have  made  use  of  the  program,  report  a  definite  upsurge  of 
interest  and  vitality  in  their  congregation  as  a  result. 

Also,  the  possibility  is  being  investigated  of  having  weekend  Lay  Witness 
Missions  held  in  the  conference  this  year,  at  least  one  in  each  district,  with 
a  follow-up  drive  to  organize  groups  of  the  Twelve  (prayer  groups).  Complete 
information  how  to  hold  a  Lay  Witness  Mission  in  your  church  is  available 
from  the  Area  Council  Office. 

A  third  item  of  interest  this  conference  year,  is  a  state  wide  workshop 
on  the  E.M.V.  to  be  held  Saturday,  January  13,  at  Alexandria.  A  representa¬ 
tive  of  the  General  Board  of  Lay  Activities,  at  Evanston,  Illinois  will  conduct 
the  workshop  to  train  three  teams  of  a  minister  and  layman  from  each  district 
to  conduct  sub-district  workshops,  later  in  the  spring. 

t 


LEFT:  The  Rev.  Leon  Scott,  right,  pas¬ 
tor  of  the  Methodist  Church  in  Benton, 
La.,  and  part  of  group  who  accompanied 
him  on  a  tour  of  Methodist  agencies  in 
Nashville,  Tenn.  Miss  Floribelle  Wise, 
hostess  in  the  Upper  Room  Museum,  calls 
attention  to  a  chair  related  to  pioneer 
preacher,  Jonathan  Edwards.  RIGHT: 
Miss  Mildred  Cate,  Upper  Room  hostess, 
is  at  left  in  picture  with  other  members 
of  the  party  from  Benton  including  coun¬ 
selors  Mrs.  Leon  Scott,  Mrs.  Ford  Stinson 
and  Mrs.  Clare  Carrington. 

Photos  by  Carl  Keightley, 

Director  ot  communications 
General  Board  of  Evangelism 
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Shown  at  the  organizational  meeting  of  the  Krotz  Springs  Woman’s  Society 
of  Christian  Service  are  the  new  officers  and  members  of  the  Lafayette  District 
who  assisted.  District  representatives  are  on  the  back  row,  from  left:  Mrs. 
John  Futral  of  Port  Barre,  Mrs.  Homer  Miller  of  Opelousas,  and  Mrs.  George  H. 
Thomas  who  is  Lafayette  District  WSCS  president,  Mrs.  H.  D.  Mathews,  Mrs. 
Charles  Cain  and  Mrs.  Ralph  Lee,  all  of  Lafayette.  Krotz  Springs  officers 
seated  are,  from  left:  Mrs.  Lillian  Hawkins,  Mrs.  Jessie  Artigue,  Mrs.  Edwina 
Harris,  Mrs.  Lena  Williamson,  and  Mrs.  Mattie  Young,  president.  The  Rev.  W.D. 
Strozier  is  their  pastor.  This  is  the  second  new  Woman’s  Society  to  be  formed 
in  the  Lafayette  District  this  year. 


Comment 

SUPPLY  WORK 
Mrs.  L.  C.  Aycock,  Secretary 

For  the  year  1967-1968  the  Cash  for  Supply  Work  Askings  in  Louisiana 
Conference  Woman’s  Society  of  Christian  Service  in  the  National  Division 
includes  six  projects.  The  amount  is  $11,285.80.  Do  you  know  which  of  these 
Projects  your  society  has  accepted? 

National  Division — Ozona  Community  Center,  Ozona,  Texas;  Navajo 
Methodist  Mission,  Farmington,  New  Mexico;  MacDonell  Methodist  Center, 
Houma,  Louisiana.  Wesley  Foundations — University  of  Southwestern  Lou¬ 
isiana,  Lafayette;  Northwestern  State  College  of  Louisiana,  Natchitoches;  Lou¬ 
isiana  Polytechnic  Institute,  Ruston. 

World  Division,  Amount  $6,125 — Indian — South  India  Conference  and 
Gujarat  Conference. 

The  Wesleyan  Service  Guild  Askings  are — 

National  Division — $1,500.00 — Business  Girls’  Inn,  Shreveport;  King¬ 
dom  House,  St.  Louis,  Missouri. 

World  Division — $512.00 — Mozambique;  Magazine  Fund  $184.00. 

Our  first  quarter’s  financial  report  has  been  compiled.  Did  we  meet  the 
Supply  Work  Askings  this  period?  The  Woman’s  Division  is  trying  more  nearly 
to  meet  the  needs  of  the  Projects  in  both  Divisions  through  increased  appropria¬ 
tions.  After  many  years  of  study  and  prayerful  consideration  of  all  factors 
they  have  asked: 

1.  That  each  society  and  guild  endeavor  to  double  the  amount  of  Supply 
Work  Askings  for  1967-68. 

2.  That  the  Pledge  to  Missions  for  1968-69  be  determined  by  adding 
together  the  amount  pledged  plus  the  amount  paid  on  Supply  Work  in 
1967-68  plus  any  increase  in  giving.  This  will  all  be  credited  to  Pledge  to 
Missions  or  Appropriations. 

3.  That  in  the  year  1968-69  no  Supply  Work  Askings  be  assigned  to 
any  society  or  guild. 

4.  That  new  emphasis  be  added  to  the  office  of  Secretary  of  Supply 
Work.  She  will  have  the  responsibility  for  education  and  interpretation  relating 
to  particular  projects  and  programs. 

An  important  factor  in  the  new  set  up  is  that  Projects  will  be  assured 
of  receiving  their  requested  and  approved  amounts  for  Supply  Work.  Thus, 
they  will  be  able  to  work  their  budgets  on  what  they  know  they  will  receive, 
other  than  what  they  hope  to _  receive  after  Askings  are  assigned. 

The  new  system  will  eliminate  the  possibility  of  a  Project  coming  up 
short  of  funds  at  the  end  of  the  year.  There  are  many  areas  in  which  there 
are  UNMET  NEEDS.  Increased  finances  are  urgently  needed  for  salaries 
for  workers,  in-service  training  for  specialized  education,  new  and  improve 
buildings,  supplies  for  clinical  work,  classroom  expansion  and  Christian 
literature. 

The  Louisiana  Conference  has  always  shafed  in  the  support  of  many 
Projects  and  programs,  nine  of  which  are  in  our  conference.  Any  increase 
in  our  giving  will  help  people  at  home  and  around  the  world  know  the  mean¬ 
ing  of  the  Gospel.  We  nope  that  members  of  the  Louisiana  Conference 
Woman’s  Society  and  Guild  will  be  concerned  enough1  that  we  can  meet  this 
increase. 


This  Men’s  Prayer  Group 
at  Munholland  Memorial 
Methodist  Church  began 
meeting  weekly  on  the 
Thursday  following  the 
1966  Mardi  Gras.  They 
have  remained  continu¬ 
ally  active.  Meetings 
begin  at  6:29  a.m.  in  the 
church  parlor,  and  end 
at  6:50,  with  coffee, 
doughnuts  and  fellowship 
until  about  7:00.  Six  to 
eight  men  attend  weekly, 
rotating  leadership. 


SUMMER  EXCURSIONS  were  re¬ 
ported  to  the  congregation  of  Broad¬ 
moor  Church,  Shreveport,  on  August 
13.  Richard  McKenzie  told  about 
Camp  Istrouma,  Glenda  Wallace  about 
the  MYF  Assembly,  and  Joe  Davis 
reported  on  the  Missions  Tour.  Janet 
Watson  presided.  The  Rev.  Robert  B. 
Crichlow  is  pastor. 


SPEAKERS  AT  THE  BLACKWA- 
TER  MYF  Activities  Week  were  Mrs. 
Harold  Hines  of  the  Louisiana  Moral 
and  Civic  Foundation,  Coach  O.  R. 
Smith  of  Central  High,  and  Thomas 
Bateman  of  the  Fellowship  of  Chris¬ 
tian  Athletes.  The  group  made  an  over¬ 
night  trip  to  Biloxi  on  July  14.  The 
Rev.  Hugh  L.  Baker,  Jr.  is  the  pastor. 


A  WEDDING  OF  INTEREST  to  Lou¬ 
isiana  Methodists  is  that  of  Nancy 
Ruth  Morgan  and  the  Rev.  George 
Babcock  Cunningham  scheduled  for 
September  2  at  3  p.m.  in  the  Black- 
water  Methodist  Church,  Baton  Rouge. 
Mr.  Cunningham  is  pastor  of  Curtis 
Park  and  Love  Chapel  Methodist 
Churches  of  Bossier  City.  The  Rev. 
Lonnie  Sibley  will  officiate.  The  couple 
extends  this  invitation  to  their  friends 
to  attend. 

THE  WELCH  CHURCH  is  having 
Youth  Activities  Week  from  August 
21-24.  The  Rev.  Chris  Andrews  of 
Bienville  is  directing  the  program.  Kent 
Kilboume,  folk  singer,  is  to  be  a  guest. 
The  Rev.  Henry  C.  Blount,  Jr.  is  pas¬ 
tor. 

DR.  LUMAN  E.  DOUGLAS  spoke 
at  the  8:30  a.m.,  and  10:00  a.m.  wor-* 
ship  services  at  First  Methodist  Church, 
Monroe,  Sunday  August  13.  Dr.  Doug¬ 
las  is  one  of  the  ministers  filling  the 
pulpit  while  the  pastor,  Rev.  George 
W.  Harbuck  is  on  vacation.  Dr.  Doug¬ 
las  is  Area  Council  Director,  with  of¬ 
fices  on  the  Centenary  Campus, 
Shreveport. 

CECIL  BLAND,  associate  Area  Coun¬ 
cil  Director,  was  the  guest  speaker  at- 
morning  services  at  St.  Mark’s  Meth¬ 
odist  Church,  Monroe,  at  the  8:30  a.m. 
and  10.55  a.m.  worship  services.  The 
pastor,  Rev.  James  O.  Evans  is  on 
vacation.  • 

NINE  MEMBERS  of  the  Haughton 
MYF,  along  with  four  adults  and  their 
families,  spent  August  1  and  2  in  Dal¬ 
las,  visiting  centers  of  interest.  The 
group  stayed  ovemite  in  University 
Park  Methodist  Church.  The  Rev. 
James  Humphreys  is  their  pastor. 

THE  NEWLY  FORMED  Methodist 
Men’s  club  of  First  Church,,  Natchi¬ 
toches,  has  scheduled  a  Sunday  morn¬ 
ing  breakfast  at  7:30,  August  27.  Der- 
wood  Duke  will  be  the  speaker.  Paul 
Fleming  is  president.  Dr.  Jolly  B.  Har¬ 
per  is  pastor. 

GUEST  SPEAKERS  have  been  sched¬ 
uled  for  the  Harmony  Chapel  and  Ari¬ 
zona  Churches  by  the  pastor,  the  Rev. 
C.  Ed  Henkel,  during  his  vacation. 
The  Rev.  Otis  Spinks  and  the  Rev. 
Paul  Durbin,  both  of  Ruston,  will 
speak  on  August  27  and  September  3.- 

MIKE  ADAMS,  son  of  the  Rev.  and 
Mrs.  James  Adams  of  Summer  Grove 
Church,  Shreveport,  writes  that  he  is 
spending  August  visiting  in  Venice, 
Florence,  Rome,  and  the  Riviera,  but 
will  be  back  in  Thierrens,  Switzerland, 
to  start  school  on  August  28.  Mike  is 
spending  the  year  in  Europe  as  an 
exchange  student. 


AT  THE  LAFAYETTE  Youth  Rally 
on  Sunday,  August  27,  Kent  Kilboume, 
folk  singing  guitarist  with  a  Christian 
message,  will  be  the  featured  attraction. 
Kent  is  appearing  before  youth  groups 
in  several  southern  states  during  his 
summer  vacation  from  Asbury  College, 
Kentucky.  The  meeting  will  be  in  As¬ 
bury  Methodist  Church  at  2:30  p.m. 


McGuire  Church,  West  Monroe, 
presented  its  first  God  and  Country 
awards  to  the  four  members  of  Boy 
Scout  Troop  37,  pictured  above.  They 
are,  from  left:  Eddie  Horton,  Mike 
Alexander,  Terry  Taylor,  and  Arlen 
Bell.  The  Rev.  Alvin  P.  Smith,  pas¬ 
tor,  directed  the  Scouts  in  more  than 
a  year  of  study,  research,  and  church 
participation. 


THE  ASBURY  YOUTH  CHOIR,  di¬ 
rected  by  Mrs.  George  Ross,  minister’s 
wife,  made  a  three-day  tour,  August 
13-15.  After  singing  at  the  early  ser¬ 
vice  in  Lafayette,  the  group  sang  at 
the  1 1  o’clock  service  in  Crowley  First 
Church,  and  Sunday  evening  sang  in 
First  Methodist  Church,  San  Augus¬ 
tine,  Texas.  Monday  and  Tuesday  the 
youths  visited  points  of  interest  in  Dal¬ 
las,  including  Six  Flags. 

CARROLLTON  CHURCH,  New  Or¬ 
leans,  completed  a  successful  vacation 
church  school,  July  21  with  an  average 
attendance  of  60.  They  chose  as  a 
sharing  project  the  Dulac  Community 
Center  and  a  gift  of  $50.00  was  sent 
to  the  center  and  clothing  and  house?, 
hold  articles  were  collected  for  their 
weekly  sales.  Mrs.  John  T.  Loggins  was 
director.  Dr.  James  T.  Harris  is  pastor 
of  Carrollton. 

JOINT  SERVICES  were  recently  held 
by  the  congregations  of  Nolley  Me¬ 
morial  Church  in  Jena  and  Eddy  Jus¬ 
tus  Memorial  Church  in  Trout.  The 
first  service  was  on  July  23  in  Jena 
when  the  Rev.  Vernon  Fairley  brought 
the  message.  The  Rev.  Ed  Barksdale 
gave  the  sermon  on  July  30  in  Trout. 
The  Youth  Choir  under  the  direction 
of  Mrs.  Ed  Barksdale  provided  the 
special  music  for  both  services. 
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SuKcUuf  Seieel  Aeeeen 


By:  Alfred  A.  Knox 


LESSON  FOR  SEPTEMBER  3:  The  Christian  Conscience 


BACKGROUND  SCRIPTURE:  Acts  23:12  through 
25:12 

MEMORY  SELECTION:  I  always  take  pains  to 
have  a  clear  conscience  toward  God  and  to¬ 
ward  men.  (Acts  24:16) 

AIM  OF  THE  LESSON:  To  stimulate  each  per¬ 
son  to  examine  his  conscience  in  the  light  of 

Christian  teachings. 

*  *  * 

Although  today’s  lesson  tells  us  of  the  journey 
of  Paul  to  Caesarea  for  further  handling  of  his  case, 
it  is  in  reality  the  preliminary  to  his  longer  journey 
to  Rome  and  all  the  significant  effects  that  were  to 
come  in  the  later  development  of  Christianity. 

The  crucial  element  in  all  this  was  Paul’s  Roman 
citizenship.  Roman  citizenship  could  be  acquired 
in  three  ways:  through  birth,  through  purchase,  and 
through  reward  for  outstanding  service  to  the  em¬ 
pire.  Many  advantages  were  possessed  by  a  Roman 
citizen,  one  of  which  was  immunity  from  the  juris¬ 
diction  of  provincial  courts.  When  Claudius  Lysias 
turned  Paul  over  to  the  Sanhedrin,  it  was  not  for 
trial  but  merely  for  a  formulation  of  charges  against 
him.  It  was  probably  his  intention  to  hold  him 
until  the  governor,  Felix,  next  came  to  Jerusalem. 

The  discovery  of  a  plot  against  Paul’s  life  served 
only  to  speed  up  delivery  of  the  case  into  the  hands 
of  Felix.  Two  things  are  revealed  by  this  story:  the 
character  of  the  times,  and  the  character  of  Roman 
justice  and  procedure.  The  times  were  marked  by 
wild  disorder  over  the  whole  of  Palestine.  The 
fanatical  Zealots  were  fomenting  rebellion  against 
Rome  and  using  “strong-arm”  tactics  on  any  Jews 
whom  they  suspected  of  collaboration  with  the 
foreigners.  Armed  bands  roamed  the  country  despite 
Felix’  efforts  to  keep  order.  In  about  a  dozen  years 
the  decisive  struggle  with  Rome  would  come,  the 
rebels  would  be  crushed  and  Jerusalem  destroyed.  In 
such  a  period,  the  plot  against  Paul  is  understand¬ 
able,  as  was  the  desire  of  Lysias  to  avoid  a  clash 
with  the  Jews. 

When  the  events  developed,  Paul  found  himself 
at  last  on  the  road  to  Rome.  It  must  have  been 
with  mingled  feelings:  relieved  that  he  was  now 
safe  from  the  wild  fanaticism  of  his  enemies,  but 
regretful  that  the  true  mission  of  his  visit — greater 
unity  in  the  church — was  not  accomplished.  He  had 
neither  strengthened  the  bonds  of  brotherhood  be¬ 
tween  the  two  divisions  of  Christianity  nor  brought 
about  the  conversion  of  the  Jews.  But  Paul  had  a 
way  of  turning  defeats  into  victories,  and  this  is 
what  happened  again.  ^  * 

THE  PLOT  AND  THE  TRANSFER 
TO  CAESAREA 

When  the  hearing  before  the  Sanhedrin  turned 
out  to  be  little  more  than  a  farce,  the  conspiracy 
to  murder  Paul  took  a  new  course.  “There  were 
more  than  forty  who  made  this  conspiracy.  And 
they  went  to  the  chief  priests  and  elders  and  said, 
‘We  have  strictly  bound  ourselves  by  an,  oath  to 
taste  no  food  until  we  have  killed  Paul.  (23.13- 
14)  This  was  a  determined  plan  of  fanatics  with 
every  detail  worked  out.  It  was  a  small  minority 
but  there  were  powerful  men  among  them — the  high 
priest,  the  elders  and  members  of  the  Sanhedrin. 
These  were  important  people  and  they  saw  in  Paul 
a  disturbing  influence  which  they  could  not  toler¬ 
ate.  Dr.  Theodore  P.  Ferris  (Interpreter’s  Bible)  after 
commenting  on  the  universal  tendency  of  officials 
to  be  conservative,  says:  “It  was  not  for  the  general 


good,  they  persuaded  themselves,  for  such  an  in¬ 
novator  to  be  at  large.  It  was  therefore  no  more 
than  their  official  duty  to  get  rid  of  him.” 

Interestingly  enough,  it  was  Paul’s  nephew  who 
uncovered  the  plot  and  brought  the  news  to  Paul. 
Together  they  went  to  the  tribune  and  persuaded 
him  that  the  whole  cause  of  Roman  justice  would 
be  interfered  with  if  Paul  was  kept  in  Jerusalem 
any  longer. 

If  there  is  any  doubt  in  anyone’s  mind  that 
the  authorities  took  this  word  seriously,  it  will  be 
allayed  by  reading  the  description  of  the  escort  that 
was  organized  to  provide  safe  conduct  for  Paul.  “The 
tribune  called  two  of  the  centurions  and  said,  ‘At 
the  third  hour  of  the  night  get  ready  two  hundred 
soldiers  with  seventy  horsemen  and  two  hundred 
spearmen  to  go  as  far  as  Caesarea.  Also  bring 
mounts  for  Paul  to  ride,  and  bring  him  safely  to 

Felix  the  governor.’  ”  (23:23-24) 

*  *  * 

PAUL  BEFORE  FELIX 

Antonius  Felix  was  procurator  of  Judea  from 
A.D.  52  until  his  recall,  probably  in  58.  Historians, 
including  Tacitus  and  Josephus  agreed  that  he  was 
a  thoroughly  bad  man,  receiving  his  office  solely 
because  his  brother  Pallas  was  a  favorite  of  the 
emperor  Claudius. 

When  Paul’s  case  was  presented  before  Felix 
his  Jewish  protagonists  had  hired  an  able  lawyer 
named  Tertullus  to  represent  them.  He  opened  his 
presentation  with  flowery  oratory  and  the  unusual 
flattery  of  Felix.  He  called  Paul  a  nuisance — “this 
man  is  a  perfect  pest”  (24:5,  Moffatt),  and  then 
proceeded  to  list  the  indictable  offenses  against  him 
— he  had  not  only  attempted  to  profane  the  temple, 
but  he  was  an  habitual  insurrectionist,  a  ringleader 
of  the  revolutionary  sect  called  the  Nazarenes,  and 
a  constant  disturber  of  the  peace. 

Dr.  Ferris  says:  “That  was  the  charge  in  a 
nutshell.  Paul  was  a  public  nuisance.  He  made 
trouble  wherever  he  went.  Certainly  no  one  can 
deny  that.  Read  the  account  of  Paul’s  visits  to 
city  after  city  and  read  the  story  of  riot,  public 
disturbance,  and  disorder.”  This  is  the  kind  of  trou¬ 
ble  the  Christian  way  has  had  a  record  of  storing 
up,  and  this  became  the  grounds  on  which  the 
Roman  government,  in  a  few  years,  began  its  in¬ 
tensive  persecution  of  the  Christians.  However,  let 
us  not  forget  one  testimony  of  history — Christianity 
was  a  stronger  movement  under  persecution  than  it 
was  when  it  became  the  recipient  of  official  sanc¬ 
tion  and  support  under  the  emperor  Constantine. 
*  *  * 

PAUL’S  DEFENSE  WAS  BASED  ON 
CONSCIENCE 

Paul  proved  to  be  as  skillful  in  the  courtroom 
as  Tertullus,  beginning  with  the  same  words  of  flat¬ 
tery  for  Felix:  “Realizing  that  for  many  years  you 
have  been  judge  over  this  nation,  I  cheerfully  make 
my  defense.”  (24:10)  Then  he  quickly  stated  that 
the  belief  in  the  resurrection  was  at  the  heart  of 
the  charges  laid  against  him.  However,  we  are  con¬ 
cerned  today  with  his  strong  emphasis  on  con¬ 
science,  “I  always  take  pains  to  have  a  clear  con¬ 
science  toward  God  and  toward  men.  (24.16).  He 
told  Felix  of  the  benevolent  offering  which  had 
prompted  his  visit  to  Jerusalem,  and  of  the  honest 
manner  in  which  he  approached  the  ceremony  in 
the  temple  which  had  sparked  the  uprising  against 
him.  He  spoke  honestly  of  all  the  matters  under 
discussion,  and  honesty  had  its  effect  on  Felix.  . 

Basically  Paul’s  defense  was  the  quality  of  his 


life.  What  any  man  has  done  is  the  major  witness 
he  takes  into  court  either  for  or  against  him.  Dr. 
Charles  M.  Laymon  (International  Lesson  Annual) 
says:  This  type  of  defense  is  effective  not  only 
when  one’s  own  actions  are  called  into  question  but 
also  when  Christianity  itself  is  being  judged.  Let 
the  church  always  defend  itself  by  the  quality  of 
the  members’  Christian  life.” 

*  *  * 

THE  MEANING  OF  CONSCIENCE 

What  is  the  meaning  of  conscience  anyway? 
The  dictionary  defines  the  words  as  “the  sense 
or  consciousness  of  moral  goodness  or  blameworthi¬ 
ness  of  one’s  own  conduct,  intention  or  character 
together  with  a  feeling  of  obligation  to  do  right 
or  to  be  good.”  It  comes  from  two  Greek  words 
which  meant  “joint  knowledge”  and  was  defined 
by  the  Greeks  as  a  sense  of  “oughtness.”  But  be¬ 
yond  these  ethical  considerations  of  the  pagan  moral¬ 
ists  was  a  higher  step  recognized  by  intelligent 
Christians  like  Paul  and  Peter  which  made  the 
foundation  for  this  “sense  of  oughtness”  God’s 
voice  and  not  man’s  mind.  Paul’s  most  detailed 
discussion  of  conscience  is  in  I  Cor.  8-10.  His  fin¬ 
est  summation  of  his  own  motivation  in  conscience 
is  in  Acts  24:16  of  our  lesson  material  for  today 
as  he  said:  “I  exercise  myself,  to  have  always  a 
conscience  void  of  offense  toward  God  and  toward 
man.” 

Dr.  Laymon  says,  “Conscience  does  not  just 
grow  up  like  Topsy;  it  is  cultivated,  taught,  and 
informed.  Some  do  not  realize  this.  They  reflect 
without  thinking  what  their  group  or  community 
holds  as  obligatory  and  necessary  to  right  living. 
In  matters  of  conscience,  the  Christian  takes  his 
cue  from  Christ.  And  the  more  he  comes  to  learn  of 
Christ,  the  more  Christian  his  conscience  becomes.” 

Surely  the  world  needs  more  men  who  will  be 
motivated  primarily  by  conscience  —  especially  in 
public  life. 

PAUL  BEFORE  FESTUS 

Before  Felix  had  taken  the  action  which  his 
own  weak  conscience  had  dictated  and  released  Paul, 
the  matter  passed  out  of  his  hands  and  into  those 
of  his  successor  Festus.  When  the  new  procurator 
arrived  he  found  that  Paul  was  one  of  the  main  items 
of  unfinished  business  with  which  he  must  deal. 
He  realized  that  the  charges  against  Paul  could 
not  be  proved,  so  he  was  left  in  a  difficult  position. 
He  wanted  to  keep  in  the  good  graces  of  the  Jews, 
and  yet  he  knew  of  no  legitimate  way  by  which 
he  could  condemn  Paul.  He  suggested  to  Paul  that 
he  return  with  him  to  Jerusalem  and  be  tried  there. 

At  this  point  Paul’s  patience  was  exhausted — 
his  case  had  been  hanging  fire  in  Caesarea  for  about 
two  years — he  could  not  bear  the  thought  of  going 
through  another  round  of  hearings  there.  Then  it 
was  that  he  exercised  his  ultimate  right  as  a  Roman 
citizen  and  appealed  to  the  emperor.  He  decided 
that,  if  the  case  had  to  be  tried  again,  it  should  be 
tried  before  the  highest  tribunal  in  the  empire — he 
made  arrangements  for  the  whole  matter  to  be  trans¬ 
ferred  to  Rome — and  probably  was  relieved  to  have 

the  burden  shifted  to  someone  else. 

*  *  * 

CHRISTIANITY  AS  THE  WAY 

When  Paul  was  making  his  defense  before  Felix, 
he  openly  admitted  that  he  lived  and  worshipped 
“according  to  the  way.”  (v.  14)  Here  is  evidence 
that  this  was  one  of  the  names  that  had  been  at¬ 
tached  to  the  new  movement.  It  may  not  seem  a 
very  good  name  to  us,  and  yet  how  suggestive  and 
how  eloquent  it  really  is  as  a  designation  of  those 
who  undertake  to  follow  Jesus! 

After  all,  Christianity  should  be  a  way  of  life. 
We  know  the  place  that  a  creed  and  a  liturgy  occupy 
in  the  nurturing  of  the  Christian  family,  but  these 
must  be  seen  as  aids  to  individual  living — living 
in  a  manner  that  is  Christ-inspired  and  conscience- 
motivated.  If  any  of  us  should  ever  find  himself 
in  a  position  similar  to  that  of  Paul,  would  there  be 
any  better  defense  than  spelling  out  the  manner  in 
which  we  have  lived.  It  is  a  very  sorry,  thing  when 
those  who  have  made  no  commitment  to  Christ  can 
stand  on  the  outside  and  claim  that  those  who  claim 
to  be  Christian  are  no  different  than  others. 

Do  we  really  deserve  as  Christians  to  be  labeled 
today  as  those  of  “the  way?” 
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British 

scene 


by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 


I  am  writing  this  week’s  column 
while  I  am  on  holiday.  This  year  we 
have  travelled  to  the  Isles  of  Scilly. 
If  you  look  at  your  atlas  you  will  find 
them  as  a  small  group  of  tiny  islands 
off  the  “toe”  of  Cornwall  at  the  very 
South-West  tip  of  Britain. 

To  be  in  the  Isles  of  Scilly  (which, 
by  the  way,  are  the  favourite  holiday 
resort  of  Britain's  Prime  Minister,  Har¬ 
old  Wilson)  is  to  feel  oddly  removed 
from  the  rest  of  Britain. 

In  these  islands,  the  cars  have  no 
license  plates,  because  they  are  not 
required  by  law.  The  population  is 
tiny  and  a  number  of  the  islands  are 
totally  uninhabited.  They  are  in  the 
Atlantic  ocean,  and  in  some  ways,  they 
are  the  nearest  point  to  Amer.  an,  geo¬ 
graphically,  that  the  British  Isles  can 
offer. 

It  would  not  be  true  to  say  that 
there  is  eternal  sunshine  here.  But  the 
climate  is  mild  and  pleasant,  and 
Spring  flowers  are  out  months  ahead 
of  the  rest  of  Britain. 

It  has  long  been  said  that  Britian 
is  a  sea-faring  country.  But  of  course 
our  urban  way  of  life  means  that  now¬ 
adays  there  are  comparatively  few  peo¬ 
ple  who  actually  go  to  sea  as  an  occu¬ 
pation.  But  get  an  Englishmen  in 
sight  of  the  sea  on  holiday  and  he 
cannot  resist  it!  Here  there  are  all 
the  holiday  sailors  showing  that  the 
blood  of  Drake  or  Nelson  is  still  flow¬ 
ing  in  their  veins!  Far  and  wide  the 
dinghies,  small  yachts,  motorboats  and 
baby  cruisers  are  sailing.  And  if  you 
have  no  boat  of  your  own,  you  can 
hire  one,  or  a  place  in  one,  and  go 
shark-fishing  or  just  sailing. 

The  other  day  we  went  out,  and 
across  the  sparkling  blue  waters  we 
found  ourselves  watching  the  seals  in 
the  sun,  and  the  hosts  of  sea-birds, 
kittiewakes,  black-backed  gulls,  with 
their  enormous  wing-span,  and  cor¬ 
morants. 

But  the  most  fascinating  moment 
came  when  we  got  to  the  famous  Bish¬ 
op  Rock  lighthouse — a  sight  more  than 
one  American  tourist  must  have  seen 
as  he  sailed  towards  Britain. 

This  remarkable  lighthouse  is  built 
upon  a  single  column  of  rock  which 
rises  about  200  feet  from  the  sea  bed, 
and  its  warning  is  clear  for  many  miles 
in  the  darkness,  steering  the  great  ships, 
and  the  small,  away  from  the  deadly 
rocks  which  surround  the  south-west 
top  of  these  islands. 

I  watched  as  the  relief  lightship 
keeper  was  hauled  to  safety  across 
the  choppy  Atlantic  seas  from  a  tiny 
boat.  The  only  way  for  him  to  reach 
the  lighthouse  is  by  way  of  “Bosun’s 
Chair”  and  if  you  have  never  seen 
this  action,  it  is  a  terrifying  specacle. 
The  lighthouse  towers  scores  of  feet 
above  the  heaving  sea.  Below,  a  little 
motor  boat  only  twenty-five  feet  over¬ 
all,  tosses  up  and  down.  A  line  is 
secured  to  a  winch  on  the  lighthouse, 
the  lighthouse  keeper  puts  his  arm 
through  a  loop  in  the  rope,  wraps  his 
legs  around  the  rope,  and  his  com¬ 


panions  begin  to  haul  him  up. 

It  isn’t  the  easiest  way  in  the  world 
to  go  to  work,  and  these  men,  work¬ 
ing  in  threes,  keep  the  light  together 
for  two  months  at  a  time  before  they 
are  relieved.  I  don’t  suppose  that  even 
in  a  sea-conscious  country  like  this 
that  many  people  give  a  thought  to 
them  very  often.  But,  alone  and  pa¬ 
tient,  and  above  all  conscientious,  they 
keep  the  ships  safe. 

The  whole  thing  was  for  me  a  para¬ 
ble  with  so  many  obvious  parallels  to 
the  Christian’s  duty  to  keep  the  light 
of  faith  burning  bright  that  I  will  not 
draw  the  parallels  but  leave  you  to 
think  them  out  for  yourself.  But  the 
patience,  and  above  all  the  lonely  con¬ 
sistency  of  obedience  to  duty,  were 
the  things  that  stayed  in  my  mind 
long  after  I  had  landed.  As  I  write, 
no  doubt,  they  are  still  there,  and 
getting  on  quietly  and  efficiently  with 
their  job.  But  if  they  failed  or  did  not 
bother  the  result  would  be  tragedy. 

All  over  the  world  we  who  claim 
the  name  of  Christ  are  tending  a  light 
which  must  not  fail. 

*  *  * 

LAST  WORD 

The  ‘“climate  of  opinion”  is  some¬ 
thing  that  politicians  are  powerless  to 
create.  Yet  it  is  one  of  the  greatest 
contributions  that  Christians  can  make, 
if  they  bestir  themselves.” 

Professor  Charles  Coulson. 

from  page  three 
Central  Jurisdiction 
place.  According  to  this  display,  three 
Negro  bishops  were  elected  by  the 
General  Conferences  of  the  Method¬ 
ist  Episcopal  Church  prior  to  Meth¬ 
odist  union  in  1939,  and  14  (includ¬ 
ing  Bishop  Allen)  have  been  elected  by 
the  Central  Jurisdiction  since  1940. 
One  evening  program  was  devoted  to 
the  contributions  of  Negroes  to  the 
church. 

Bishop  Dwight  Loder  of  the  Mich¬ 
igan  Area  addressed  the  conferences 
as  the  official  spokesman  of  the  Coun¬ 
cil  of  Bishops  and  three  of  the  geo¬ 
graphic  jurisdictions  were  represented 
by  official  representatives.  Bishop  Paul 
V.  Galloway  represented  the  South 
Central  Jurisdiction,  Bishop  Walter 
Gum  of  Virgina  represented  the  South¬ 
eastern  Jurisdiction  and  Bishop  T.  Otto 
Nall  represented  the  North  Central 
Jurisdiction. 

Bishop  Loder,  fresh  from  the  racial 
disturbances  which  had  stirred  the  city 
of  Detroit  in  his  area,  spoke  at  some 
length  of  these  events  and  their  mean¬ 
ing.  He  said  “The  middle-class  Negro 
as  well  as  the  middle-class  white  is 
out  of  communication  with  the  dis¬ 
possessed.”  He  said  that  the  success¬ 
ful  Negro  is  just  as  concerned  as  the 
successful  white  is  in  preserving  the 
‘status  quo.’  Bishop  Loder  urged  the 
Methodist  Church  not  to  become  so 
involved  in  its  own  structure  that  the 
people  outside  the  church  would  pass 
it  by.  He  said  that  with  things  as  they 
are  “the  Church  does  perhaps  have  a 


The  Rev.  U.  G.  Murphy 

The  Rev.  Ulysses  Grant  Murphy,  97, 
a  retired  Methodist  missionary  who 
was  honored  by  the  Japanese  Govern¬ 
ment  in  1966,  died  recently  at  his 
home  in  Seattle. 

One  of  The  Methodist  Church’s  old¬ 
est  missionaries,  Mr.  Murphy  went  to 
Japan  in  1893  and  served  until  1908, 
when  he  returned  to  the  United  States. 
He  later  worked  for  the  American 
Bible  Society,  especially  in  their  pro¬ 
gram  among  Japanese-Americans,  and 
for  the  Northwest  Oriental  Evangeliza¬ 
tion  Society.  _ 

Mr.  Murphy  was  a  missionary  of 
the  former  Methodist  Protestant 
Church  (one  of  three  branches  of  Meth¬ 
odism  which  united  in  1939  to  form 
the  present  Methodist  Church).  At  one 
time,  he  was  president  of  the  Meth¬ 
odist  Protestant  Conference  in  Japan 
(now  part  o  fthe  United  Church  of 
Christ  of  Japan). 

Born  in  Drawbridge,  Mr.  Murphy 
was  a  graduate  of  the  former  Westmin¬ 
ster  Theological  Seminary  (which  is 
now  part  of  Wesley  Theological  Semi¬ 
nary  in  Washington,  D.C.) 

second  chance  to  find  a  solution  to 
pressing  human  needs.” 

The  immediate  next  steps  in  the  re¬ 
structuring  of  The  United  Methodist 
Church  (the  name  of  the  new  church 
that  will  come  into  being  with  merger 
with  the  EUB  Church  in  May,  1968) 
calls  for  the  Negro  annual  conferences 
which  have  constituted  the  Central  Jur¬ 
isdiction  to  become  members  of  the 
regional  jurisdictions  following  that 
date.  Their  delegates  elected  to  juris¬ 
dictional  conference  would  sit  in  the 
meetings  of  the  other  jurisdictions  in 
July,  1968.  The  three  bishops  of  the 
Central  Jurisdiction  would  be  assigned 
to  areas  in  the  other  jurisdictions  at 
that  time  under  the  legal  provisions 
that  none  can  be  appointed  to  an  area 
that  is  made  up  solely  of  Negro  an¬ 
nual  conferences.  Thus,  all  the  annual 
conferences  of  the  church  would  be 
under  a  mandate  to  merge  with  the 
Negro  annual  conferences  in  their  re¬ 
gion  by  the  target  date  of  1972. 

All  those  who  spoke  at  the  meet¬ 
ing  pointed  out  that  the  elimination 
of  the  Central  Jurisdiction  did  end 
one  glaring  symbol  of  segregation  in 
the  church  but  that  it  did  not  solve  all 
the  problems  in  this  area.  One  of  the 
old-time  leaders  in  the  jurisdiction 
urged  the  delegates  not  to  become 
“overthused”  by  what  they  had  done. 


Luther  H.  Williams 

Luther  H.  Williams,  aged  71,  a  re¬ 
tired  painter  and  resident,  Malvern, 
Ark.,  for  21  years,  died  July  12th  in 
Arkansas  Baptist  Medical  Center  in 
Little  Rock.  He  was  bom  April  15th, 
1896  in  Rosston.  He  was  married  Sep¬ 
tember  12,  1925  to  Miss  Orene  Adams. 
Mr.  Williams  was  a  charter  member  of 
St.  Paul’s  Methodist  church  in  Mal¬ 
vern. 

Besides  his  wife,  he  is  survived  by 
four  sons:  V.  T.  Simmons,  Biscoe; 
Hershell  Williams,  Dallas,  Tex.;  SFC 
H.  L.  Williams,  Austin,  Tex.,  and  Her¬ 
bert  Williams,  Houston,  Tex.;  five 
daughters:  Mrs.  Myrl  Jackson,  Nor¬ 
folk,  Va.;  Mrs.  Faye  Matlock,  Gra¬ 
nada  Hills,  Calif.;  Mrs.  Dorothy 
Brooks,  Malvern;  Mrs.  Oleta  Orr, 
Parkin,  and  Mrs.  Velba  Demers,  Little 
Rock. 

The  funeral  was  held  July  14  in  the 
Atkinson  Funeral  chapel  in  Malvern. 
Officiating  in  the  service  were  the  Rev. 
Wendell  Hoover,  the  Rev.  Wilson  Har¬ 
mon  and  the  Rev.  Bob  Orr. 
t 

The  Rev.  James  0.  Davis 

Word  has  been  received  from  Mrs. 
James  O.  Davis  that  her  husband,  a 
former  pastor  in  the  North  Arkansas. 
Conference,  passed  away  on  August  3 
in  the  Loman  Home  for  the  Aged, 
an  institution  of  the  Lutheran  Church 
in  White  Rock,  S.C. 

t 

The  Rev.  G.  L.  Ditterline 

The  Rev.  George  L.  Ditterline,  a 
former  pastor  in  the  North  Arkansas 
Conference,  died  July  18  at  Shiprock, 
N.M.  He  had  lived  in  New  Mexico  for 
the  past  31  years  and  had  been  a 
minister  for  43  years. 

He  served  as  pastor  at  Ravenden 
Springs,  Dell  and  Bono  in  the  North 
Arkansas  Conference, 

Survivors  include  his  wife,  Lillie;  a 
daughter,  Dorothy  Jones;  three  sons, 
the  Rev.  Edward  Ditterline  of  El  Paso, 
Tex.,  the  Rev.  Robert  N.  Ditterline 
of  Burwell,  Neb.  and  Fisher  Ditter- 
line  of  Gardland,  Tex.;  and  two 
brothers. 

t 


USED  BUS  FOR  SALE 

1962  Chevrolet  54-passenger  school 
bus,  6  cylinder,  completely  over¬ 
hauled.  New  paint  inside;  will  paint 
exterior  color  customer  desires.  New 
front  tires;  recaps  rear.  $2,175. 
All-State  Supply,  Inc.,  1212  East 
Sixth,  Little  Rock.  (See  David 
Broyles;  phone  FR  4-1687,  office; 
SK  3-9692,  home) 


ATTENTION  WSCS 

ORGANIZATIONS 

Need  money??? 

Make  $30  in  30  days — or  less! 

No  investment — Sell  100 

National  Zip  Code  Directories. 

Over  33,000  Listings 

Special  prize  to 

Star  Saleslady 

JETT’S  BEST  NOVELTIES 

Box  219 

Hugo,  Oklahoma  74743 

Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR,  and  MRS.  D.  M.  STEEL,  Owners 
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Mr.  Guy  Hunter,  faithful  member 
of  First  Methodist  Church,  Water¬ 
proof,  recently  celebrated  his 
ninetieth  birthday.  With  him  in 
picture  is  pastor  W.  T.  Hall. 


DeQuincy  High  School  Coach 
Roily  Walker  (center)  was  guest 
speaker  at  Vinton  Methodist 
Church  recently  in  the  absence 
of  the  Rev.  James  M.  Poole,  pas¬ 
tor.  At  left  is  Coach  Maurice 
Mueschke,  Vinton,  former  assis¬ 
tant  to  Coach  Walker,  who  pre¬ 
sided  over  the  service.  Dexter 
Brown,  student,  is  shown  at  right. 


Bishop  and  Mrs.  Walton  and  District  Superintendent  and  Mrs.  Edward  R. 
Haug  in  receiving  line  at  Rayville  Methodist  Church  reception  sponsored 
by  the  WSCS  and  WSG  of  that  church  recently.  Bishop  Walton  spoke  and 
showed  slides  of  his  recent  journey  through  India,  during  the  evening  wor¬ 
ship  hour.  The  Rev.  Alton  A.  McKnight  is  minister. 


The  Planning  Committee 
at  First  Methodi  st  Church, 
Natchitoches,  going  over 
schedule  for  Christian 
Adventure- Youth  Activity 
Week.  Dr.  and  Mrs.  Henry 
Rickey  directed  the 
week’s  activities.  Coun¬ 
selors  in  picture  are  Mrs. 
Sidney  B.  Evans,  third 
from  left,  Mr.  Evans  and 
Mrs.  Rickey.  The  week 
was  climaxed  with  a  Ha¬ 
waiian  luau  followed  by 
an  impressive  communion 
service.  Dr.  Jolly  B. 
Harper  is  pastor. 


As  a  climax  to  Youth 
Activities  Week  the  MYF 
group  from  Grace  Metho¬ 
dist  Church,  Ruston, 
(shown  at  right)  made  a 
trip  to  Denton,  Texas 
and  "Six  Flags.”  The 
Rev.  George  Harkins  is 
pastor. 


Jonesboro  MYF  members  are  shown  above  at  a  recent  party  depicting 
"Roaring  Twenties”  fashions.  Elmo  Cox  is  summer  recreation  director. 


Members 

of 

Blackwater 
Methodist  Church 
MYF 

and 

sponsors 

on 

recent 

trip 

to 

Gulf  Coast. 

The  Rev. 

Hugh  L. 

Baker 

is 

pastor. 


ABOVE:  Four  classes  from  Tunica  Methodist  Church  Vacation  Church 
School  pictured  with  their  instructors.  Top,  left  to  right:  Youth  class, 
Mrs.  M.  Clark;  Junior  class,  Mike  Clark.  Bottom,  left  to  right:  Primary 
class,  Mrs.  Joan  Knox;  Beginners,  Mrs.  Jimmye  Norwood. 
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CENTENARY  COLLEGE 

SHREVEPORT,  LA. 

not  to  be  taken  out 


basketball  tour 
in  Central  America 


Mayor  Clyde  Fant  of  Shreveport  (left) 
presented  a  collection  of  "Keys  to 
the  City"  to  Dr.  Jack  Wilkes  (center) 
and  Coach  Orvis  Sigler  (right)  of 
Centenary  College  as  they  prepared 
to  depart  for  a  six-nation  basketball 
tour  of  Central  America  August  13. 
The  Gents  are  traveling  at  the  re¬ 
quest  of  People  to  People  Sports, 
Inc.,  andthey  will  present  the  “Keys 
to  the  City"  to  mayors  in  all  cities 
visited  on  their  tour. 


Help  needed 

In  connection  with  a  survey  being 
made  by  the  Board  of  Ministerial 
Training  and  Qualification,  it  is 
important  to  learn  the  addresses  of 
the  following  ministers  who  have 
severed  their  relations  with  the 
Louisiana  Conference  in  one  way  or 
another  during  recent  years. 

If  you  should  have  the  address 
of  one  or  more  of  these  persons, 
will  you  please  send  it  to  Miss  Lu 
Dell  Jeffers,  Box  1903,  Vinton,  La. 
70668: 

I.  0.  Donaldson,  A.  D.  Roberts, 
H.  L.  Hudson,  J.  C.  Higgins,  C.  W. 
Bennett,  W.  F.  Simmons,  J.  M. 
Cooke,  D.  F.  Learner,  C.  M.  Mitch¬ 
ell,  B.  G.  Vines,  M.  D.  Corrigan, 
H.  P.  McFarland,  K.  W.  Paul,  R.  B. 
Holladay,  J.  P.  McCullough,  T.  L. 
Trippe,  H.  W.  Cannon,  M.  K.  Lewis, 
J.  W.  Lawton,  H.  D.  Guynes,  W.  P. 
McLean,  F.  W.  Schwendimann,  J.  D. 
Phelps,  L.  C.  Rouse. 

t 

Bishop  Mueller 
to  receive  Upper 
Room  citation 

Bishop  Reuben  H.  Mueller,  presi¬ 
dent  of  the  board  of  Bishops  of  the 
Evangelical  United  Brethren  Church, 
and  immediate  past 
president  of  the 
National  Council  of 
Churches,  has  been 
chosen  to  receive 
The  Upper  Citation 
for  1967  at  a  din¬ 
ner  in  his  honor 
Sept.  8,  at  Harris¬ 
burg,  Pa.,  accord¬ 
ing  to  Dr.  Wilson 
O.  Weldon,  editor  of  The  Upper 
Room. 

“Throughout  his  forty-six  years  as 
clergyman,  teacher,  and  administrator,” 
said  Dr.  Weldon,  “Bishop  Mueller  has 
been  among  the  foremost  in  further¬ 
ing  worldwide  Christian  fellowship  the 
basis  on  which  the  award  is  made.” 
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Project  to  build  church  in  India 


The  Rev.  K.  K.  Carithers,  pastor 
of  the  Bonita-Jones  Charge  in  the 
Monroe  District,  is  spearheading  a 
project  among  Louisiana  Methodists 
for  the  building  of  a  church  in  the 
Mill  Area  of  Ahmedebad,  India.  The 
need  was  brought  to  his  attention 
by  Bishop  Aubrey  G.  Walton  who 
preached  in  this  section  of  that 
rapidly-growing  industrial  city  dur¬ 
ing  his  recent  visit  to  India. 

Bishop  Walton  spoke  to  the  min¬ 
isters  of  the  Monroe  District  in 
May,  outlining  the  urgent  need  for 
the  members  of  this  congregation, 
which  has  been  meeting  in  quarters 
much  too  small  for  them.  Following 
the  response  shown  at  that  meeting, 
Mr.  Carithers  was  asked  to  head  a 
campaign  to  build  the  church. 

The  pastor  of  the  Ahmedebad 
Mill  Area  congregation  is  the  Rev. 
Samuel  L.  Gamadia  with  whom  Mr. 
Carithers  became  acquainted  at  a 
session  of  the  General  Conference 
a  number  of  years  ago.  Since  that 
time  a  close  relationship  has  been 
established  through  correspondence. 
When  Bishop  and  Mrs.  Walton  visit¬ 
ed  in  the  home  of  this  pastor  last 
Spring  he  found  a  picture  of  the 


Rev.  and  Mrs.  Carithers  occupying 
a  prominent  place  there. 

In  his  letter  dated  March  24, 
Bishop  Walton  said: 

"I  preached  in  this  church  to  a 
congregation  of  approximately  one 
thousand  persons.  Only  about  four 
hundred  got  into  the  house.  One 
side  of  the  building  was  open  and 
a  great  crowd  of  people  sat  on  the 
ground  .  .  .  Since  the  beginning  of 
this  church  there  has  been  no  ade¬ 
quate  building.  The  congregation 
first  worshiped  in  the  open  space 
and  then  in  a  small  rented  house. 
Most  of  the  members  work  in  the 
mills  and  factories  and  have  only 
a  small  income.  Then  they  began 
a  campaign  for  funds  for  a  new  build¬ 
ing.  It  is  estimated  that  the  cost 
of  the  building  will  be  $20,000. 
The  goal  of  the  congregation  is  to 
raise  $5,000  and  they  are  well  on 
their  way  to  raising  that  amount. 
But  this,  of  course,  is  only  one- 
fourth  of  the  amount  they  must  have 
to  erect  the  building.” 

In  the  effort  which  originated  as 
indicated  the  goal  is  the  entire 


Tri-faith  spokesmen 
present  bases 
for  human  rights 

Representatives  of  America’s  three 
major  faiths,  Roman  Catholic,  Jewish 
and  Protestant,  gave  the  Biblical  and 
theological  bases  of  the  concern  for 
human  rights,  from  the  perspective  of 
their  faiths,  to  about  160  Methodist 
women  leaders  gathered  in  Kansas 
City,  Mo.,  August  1-10,  and  related 
their  presentations  to  the  current  hu¬ 
man  rights  revolution. 

One  of  the  tri-faith  spokesmen,  a 
Catholic  priest,  also  called  for  a  na¬ 
tional  convention  of  religious  leaders 
of  all  faiths  to  launch  an  interfaith 
campaign  to  root  out  “every  trace  of 
racial  discrimination  from  America.” 

The  presentations  from  the  Catholic, 
Jewish  and  Protestant  perspectives  pro¬ 
vided  a  theological  rootage  for  the 
work  of  the  quadrennial  National  Sem¬ 
inar  of  the  Woman’s  Division,  Meth¬ 
odist  Board  of  Missions,  at  St.  Paul 
School  of  Theology  Methodist.  Attend¬ 
ing  were  representatives  of  1,650,000 
Methodist  women  in  36,000  local 
Woman’s  Societies  of  Christian  Service 
and  Wesleyan  Service  Guilds.  The  Sem¬ 
inar  participants  came  from  most  of 
the  50  states  and  several  overseas 
countries. 

The  tri-faith  panel  spoke  specifically 
to  the  Biblical  and  theological  bases 
of  the  Seminar’s  theme,  “Human 
Rights  in  World  Perspective.”  In  ad¬ 
dition  to  making  individual  presenta¬ 
tions,  they  held  two  dialogues  on  the 
common  concerns  of  the  three  faiths 
in  the  area  of  human  rights.  The  three 
were: 

The  Rev.  John  A.  Lucal,  S.J.,  of 
New  York,  Catholic  scholar  and  lectur¬ 
er,  former  assistant  editor  of  America 
(weekly  Jesuit  journal  of  opinion),  and 
a  former  missionary  teacher  in  Ethi¬ 
opia;  Morris  Laub,  of  New  York,  di¬ 
rector  of  the  World  Council  of  Syna¬ 
gogues  and  director  of  the  Joint  Com¬ 
mission  on  Social  Action  in  the  Con¬ 
servative  Movement  in  Judaism;  Dr. 
Dean  M.  Kelley,  also  of  New  York, 
director  of  the  Commission  on  Relig¬ 
ious  Liberty  of  the  National  Council 
of  Churches  and  a  Methodist  minister. 

In  closing  his  presentation.  Father 
Lucal  proposed  that  “a  national  con¬ 
vention  of  American  religious  leaders 
of  all  faiths  should  be  speedily  sum¬ 
moned  to  plan  carefully  a  united,  dy¬ 
namic  interfaith  campaign  to  eradicate 
every  trace  of  racial  discrimination 
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Centenary  Choir  returns  to  Radio  City 


Dr.  A.  C.  Voran,  left,  departed  August  12,  with  the  Centenary  Choir,  from 
the  Shreveport  Greater  Municipal  Airport  to  fill  a  singing  schedule  at  Radio 
City  Music  Hall  in  New  York  City.  The  singers  were  originally  scheduled 
to  appear  in  June  for  a  minimum  of  six  weeks  but  the  engagement  was  de¬ 
layed  due  to  the  unprecedented  run  of  the  film,  "Barefoot  in  the  Park.” 
The  choir  will  perform  in  conjunction  with  the  showing  of  the  stage  show 
“Up  the  Down  Staircase.”  The  invitation  to  fill  another  engagement  in 
the  nation’s  most  famous  theater  came  as  the  result  of  the  choir's  record- 
breaking  engagement  there  in  1961. 
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THE  RIGHT  TO  STRIKE  AND  THE 
GENERAL  WELFARE 

For  the  first  time  in  the  50  -year  history 
of  the  annual  Labor  Message  of  the  Na¬ 
tional  Council  of  Churches  and  its  predeces  - 
sor,  the  Federal  Council,  the  major  note  of 
the  1967  message  involves  a  reexamination  of 
the  right  to  strike .  The  key  -question  of  the 
document  asks: "When  the  freedom  of  workers 
causes  injury  to  the  public  at  large,  should  this 
right  be  curtailed  in  the  name  of  the  general 
welfare?"  This  question  has  become  crucial 
as  the  labor  movement  has  organized  more 
and  more  of  the  workers  in  the  fields  of  trans  - 
portation,  public  utilities  and  government.  We. 
feel  that  it  is  a  mark  of  maturity  within  the 
ecumenical  movement  that  such  a  direct  ques - 
tion  should  be  asked  in  this  message.  In  other 
years  it  might  have  seemed  that  organized  la¬ 
bor  could  do  no  wrong  -  if  this  annual  message 
served  as  an  indicator . 

Many  churches  have  stayed  away  from  any 
emphasis  on  Labor  Sunday  through  the  years . 
In  some  places  this  has  been  because  of  an 
antipathy  to  the  National  Council.  It  should  be 
recognized  that  the  local  church  should  have 
something  to  say  about  the  sacredness  of  work 
no  matter  what  their  feeling  may  be  about  the 
National  Council . 

It  is  interesting  to  recall  the  emphasis  that 
was  placed  on  Labor  Day  in  our  hometown  as 
we  were  growing  up.  The  Labor  Park  was  an 
important  spot  and  the  Labor  Day  parade  was 
about  the  most  important  event  of  the  year . 


Great  Eye-Opener 


Every  rural  school  district  entered  a  float  in 
the  parade  and  farmers  for  miles  around  came 
to  this  big  affair  which  traditionally  marked 
the  end  of  summer  and  the  start  of  the  school 
year.  Not  one  of  these  persons  in  a  thousand 
would  have  voted  to  join  a  labor  union,  but 
they  shared  labor's  day  with  gusto  in  a  town 
that  had  seen  its  share  of  strife  in  the  railroad 
strikes  of  that  period.  We  understand  that  we 
"can't  go  home  again,  "  yet  we  feel  a  nostalgia 
for  that  Labor  Day  of  yesterday. 

The  1967  statement  spells  out  some  of  the 
circumstances  which  have  contributed  to  an 
increasing  emotional  reaction  to  organized  la¬ 
bor  and  strikes.  It  says:  "While  public  law 
and  public  policy  uphold  the  right  to  strike  as 
a  contribution  to  justice  and  freedom  in  labor 
and  management  relations,  today's  strikes 
are  not  always  limited  to  private  economic 
skirmishes.  Corporation -wide  and  industry¬ 
wide  bargaining  give  some  strikes  a  national 
scope  and  affect  the  entire  economy.  Grow¬ 
ing  unions  of  government  and  service  work¬ 
ers  -  teachers,  social  workers,  hospital  em¬ 
ployees,  nurses  -  are  producing  strikes  di  . 
rectly  affecting  the  public  as  a  third  party 
bystander.  Television  provides  strikes  with 
greater  visibility .  As  a  result  of  such  changes 
the  conventional  strike  weapon  assumes,  so  to 
speak,  nuclear  potential  with  the  public  often 
caught  in  the  fallout.  When  the  freedom  of 
workers  to  strike  causes  injury  to  the  public 
at  large,  should  this  right  be  curtailed  in  the 
name  of  the  general  welfare?" 

The  1967  Labor  Message  was  written  in  a 
time  that  has  been  complicated  by  the  happen  - 
enings  like  the  Hof  fa  escapades,  the  1966  air 
line  strike  and  the  continuing  threat  of  a  na¬ 
tional  rail  strike.  It  will  take  true  Christian 
objectivity  for  both  sides  to  keep  open  the 
channels  of  communication.  Yet,  as  in  all 
areas  of  human  relations,  the  absence  of  com¬ 
munications  can  only  produce  bitterness  and 
increasing  hostility .  Certainly  an  annual  sal 
ute  to  labor  is  a  minimum  gesture  which  the 
pulpit  and  the  church  press  ought  not  to  side  - 
step. 
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SCREENING  FOR  LEADERSHIP 

On  a  recent  plane  trip  we  sat  be  - 
side  a  man  who  had  just  been  named 
general  sales  manager  of  a  large  cor¬ 
poration  after  almost  20  years  of  ser¬ 
vice  as  a  salesman  and  regional  sales 
manager.  We  were  amazed  by  the  ac¬ 
count  he  gave  of  the  careful  screening 
process  employed  by  his  company  be¬ 
fore  his  selection  was  final . 

First,  he  said  that  he  spent  three 
and  one -half  hours  with  a  psychiatrist 
in  an  "eyeball  -to  -eyeball  ”  encounter 
during  which  he  said  the  doctor  tried 
every  conceivable  means  of  upsetting 
him  over  current  controversial 
themes . 

Next  he  was  required  to  take  a  nine 
hour  written  examination  covering  all 
manner  of  thought  process es  .  He  said 
that  the  most  surprising  thing  here 
was  the  amount  of  knowledge,  ac¬ 
quired  during  academic  years,  that 
could  not  be  recalled  in  an  instant 
under  this  kind  of  pressure.  Forex- 
ample,  he  was  asked  to  do  a  simple 
problem  in  geometry  involving  two 
sides  and  a  given  angle.  To  save  his 
soul  --  or  at  least  his  job  --  he  re¬ 
ported  he  could  not  recall  how  many 
degrees  there  are  in  a  triangle.  He 
said  he  did  get  by  here  because  he  ex¬ 
plained  the  whole  process,  stopping 
short  of  the  exact  answer . 

In  another  question  he  was  sup¬ 
posed  to  indicate  objects  with  simi¬ 
larities  and  explain  why  they  were  a  - 
like.  This  started  with  an  apple  and  a 
banana  which  were,  of  course,  both 
fruits  .  The  one  he  said  he  could  not 
get  --  and  neglected  to  ask  the  answer 
to  --  was  the  similarity  between  a  fly 
and  a  tree. 

Our  friend  said  he  was  convinced 
that  nothing  discovered  in  the  battery 
of  tests  would  guarantee  to  his  com  - 
pany  that  he  could  sell  batteries  .  How¬ 
ever,  he  did  concede  that  maybe  they 
could  find  out  whether  he  would  fail 
or  not  before  they  made  the  selection. 
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■  "Christ’s  Ambassadors’’  is  theme 

Laymen's  Day  materials  are 
ready  for  October  8  observance 


EVANSTON,  Ill.  —  (MI)  —  Meth¬ 
odist  laymen  across  the  nation  will 
join  those  of  other  Protestant  denom¬ 
inations  October  8  in  the  annual 
observance  of  Laymen’s  Day. 

Theme  for  this  year,  developed  by 
the  department  of  United  Church 
Men  of  the  National  Council  of 
Churches,  is  “Christ’s  Ambassadors.” 

The  General  Board  of  Lay  Activi¬ 
ties  of  The  Methodist  Church  here  has 
prepared  a  variety  of  resource  mate¬ 
rials  for  local  church  lay  leaders  to 
use  in  preparing  for  the  observance, 
according  to  Dr.  Robert  G.  Mayfield, 
general  secretary. 

Featured  in  the  materials  are  articles 
by  Mrs.  H.  E.  Arterburn,  Park  City, 
Ky.,  and  Dr.  Erwin  C.  Ortman,  Canis- 
tota,  S.  D.,  a  series  of  quotations  and 
thought  starters  and  a  suggested  order 
of  worship.  Mrs.  Arterburn  is  vice- 
chairman  of  the  Louisville  Annual 
Conference  Council  and  a  member  of 
the  general  Board  of  Missions.  Mr. 
Arterburn  is  a  member  of  the  Louis¬ 
ville  Conference  Board  of  Lay  Activi¬ 
ties.  Dr.  Ortman  has  been  lay  leader 
of  the  South  Dakota  Annual  Confer¬ 
ence  for  the  past  five  years. 

A  Spanish  edition  of  the  materials 
with  the  title  “Embajadores  por  Cris- 
to”  has  been  prepared  under  the  super¬ 
vision  of  Joe  Velaquez,  San  Antonio, 


Texas,  conference  director  of  lay 
speaking  of  the  Rio  Grande  Annual 
Conference. 

“All  of  these  materials  are  designed 
to  start  speakers  thinking  about  what 
it  means  for  an  individual  to  be 
Christ’s  ambassador  in  his  communi¬ 
ty,”  according  to  William  B.  McPher¬ 
son,  executive  secretary  of  the  Board 
of  Lay  Activities’  Section  of  Leader¬ 
ship  Development  and  Communica- 
tion. 

Also  in  preparation  for  the  Lay¬ 
men’s  Day  observance,  the  board  has 
released  the  second  in  its  “Ministry 
of  the  Laity”  church  bulletin  series. 
“Jesus  Sent  These  .  .  .  Out”  is  the 
theme  of  the  four-color  production. 

t 


Vocations  shortage 
challenge  to  church 

NASHVILLE,  Tenn.  —  Recogniz¬ 
ing  that  the  Methodist  Church  faces 
acute  personnel  needs  for  several 
church-related  occupations,  the  de¬ 
nomination’s  Interboard  Committee 
on  Christian  Vocations  has  asked  12 
Methodist  annual  conferences  to  work 
with  it  over  the  next  three  years  in  a 
special  ACUTE  program.  The  ACUTE 


The  Rev.  Frederick  R.  Silber,  a 
member  of  the  Kansas  Annual 
Conference,  was  recently  named 
supervising  chaplain  for  the  U.S. 
Bureau  of  Prisons.  A  prison 
chaplain  for  16  years,  he  will 
succeed  the  Rev.  Luther  B.  Saltz- 
giver,  a  Lutheran. 


DAILY  BIBLE  READING 

Below  Is  a 

schedule  for  the 

Daily  Bible  Reading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a 

regular  guide  for 

use  in  your  homes.  . 

Sept.  3 — Sun. 

Deut  10:12-22 

1  Sept.  4  . . 

I  Chron.  28:9-21 

Sept.  5 

Psalms  34:1-22 

Sept.  6 

Psalms  37:1-22 

Sept.  7  . 

Psalms  37:23-40 

Sept.  8  . 

Eccles.  9:7-18 

Sept.  9  . 

.  Haggai  2:1-9 

Sept.  10— Sun. 

Matt.  6:1-20 

CATHOLICS  AND  PROTESTANTS 
IN  MEXICO  MEET  FOR  FIRST 
ECUMENICAL  RETREAT 


Twenty-eight  Roman  Catholic  and 
Protestant  ministers  met  in  the  port  city 
of  Manzanillo  recently  for  what  is  be¬ 
lieved  to  be  probably  the  first  ecu¬ 
menical  meeting  of  its  kind  in  Mexico. 

The  encounter  followed  several 
previous  meetings  in  past  months  by 
several  priests  in  the  Colima  diocese 
and  missionaries  in  Guadalajara. 


stands  for  Annual  Conference  United 
in  Training  for  Enlistment. 

The  Methodist  Church  greatly  needs 
more  ministers,  directors  of  Christian 
education,  directors  of  music,  and  per¬ 
sons  for  certain  areas  of  mission  work 
and  health  and  welfare  ministries,  said 
Dr.  Richard  H.  Bauer,  of  Nash¬ 
ville,  executive  secretary  of  the  inter¬ 
board  committee. 

“The  ACUTE  program,”  he  stated, 
“is  expected  to  systematize  and  coor¬ 


dinate  the  enlistment  efforts  of  each  of 
the  participating  annual  conferences 
and  to  bring  a  whole  conference  con¬ 
sciousness  to  this  concern.” 

“It  is  planned  that  all  agencies  of 
an  annual  conference  will  find  some 
involvement  in  the  ACUTE  program,” 
he  said.  “New  models  of  interpreta¬ 
tion  are  expected  to  emerge,  and  we 
hope  the  local  church  will  be  helped 
to  see  more  clearly  its  responsibility 
for  enlistment.” 
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The  superior  of  a  group  of  cloistered  nuns  has  sug¬ 
gested  that  the  vows  of  poverty,  chastity,  and  obedi¬ 
ence  undergo  a  name-changing  to  make  them  more 
meaningful  not  only  to  society  but  to  the  individuals 
taking  them.  In  addition,  Mother  Angelica  Francis 
advised  Roman  Catholic  nuns  to  ignore  their  ex¬ 
aggerated  ideas”  of  those  vows  and  place  more  em¬ 
phasis  on  other  “evangelical  counsels,”  such  as  pa¬ 
tience,  humility  and  prayer. 

Bishop  Thomas  K.  Gorman  of  Dallas-Fort 
Worth  has  assigned  a  diocesan  priest  to  replace 
the  Paulist  pastor  of  St.  Paul  the  Apostle  par¬ 
ish  in  Richardson,  Tex.  The  parish,  founded 
and  presently  staffed  by  Paulists,  has  been  for 
several  months  a  center  of  controversy,  with  the 
Paulists  and  most  of  the  parishioners  protest¬ 
ing  the  bishop’s  plan  to  remove  the  religious 
order  from  his  diocese. 

A  6,000-word  statement  delivered  to  all  members 
of  the  Senate  and  House  reflects  both  religious  and 
political  concern  over  the  elections  scheduled  for 
Sept.  3  in  South  Vietnam.  The  paper  embodies  the 
findings  of  an  exhaustive  research  project  which  was 
coordinated  by  Prof.  Robert  Moon,  a  staff  mem¬ 
ber  of  the  Methodist  Board  of  Social  Concerns. 

The  Greek  Orthodox  Church  is  undergoing  a 
sudden  revolution  towards  progressive  thinking 
on  dogma  and  social  issues.  What  is  surpris¬ 
ing  about  it  is  the  fact  that  the  principal  catalyst 
behind  this  trend  is  the  new  military  govern¬ 
ment  which  abroad  is  taken  mostly  as  reaction¬ 
ary  or  even  dictatorial.  These  were  the  conclu¬ 
sions  of  Jeff  Endrst,  special  correspondent  for 
Religious  News  Service  in  a  story  written  from 
Athens. 


A  proposal  to  establish  pulpit  and  altar  fellow¬ 
ship  with  the  new  Lutheran  Church  in  Aus¬ 
tralia  is  being  studied  by  the  Commission  on 
Doctrinal  Matters  of  the  Wisconsin  Evangelical 
Lutheran  Synod,  considered  to  be  the  most  con¬ 
servative  Lutheran  body  in  this  country.  Fourth 
largest  Lutheran  denomination  in  the  U.S.  with 
368,000  members,  the  Wisconsin  Synod  has 
kept  aloof  from  cooperating  with  other  church 
bodies  with  whom  it  is  not  in  full  doctrinal 
agreement,  and  from  participating  in  the  ecu¬ 
menical  movement. 

The  Anglican  Dean  of  Capetown,  South  Africa,  Dr. 
Edward  King,  writing  in  his  parish  magazine,  sup¬ 
ported  employers  who  have  forbidden  uieir  women 
employees  to  wear  miniskirts  to  work.  “In  a  busi¬ 
ness  office,”  he  wrote,  “girls  who  wear  minis  are 
finis.”  “Besides  moral  grounds  for  opposition,”  he 
said,  “there  are  also  serious  aesthetic  grounds  too.” 

In  Lincoln,  Eng.  five  denominations  are  launch¬ 
ing,  in  the  Fall,  a  team  ministry  project  in  the 
center  of  the  city  which  is  officially  described 
as  “a  significant  experiment”  in  church  cooper¬ 
ation  and  the  first  of  its  kind  in  Britain.  The 
project  involves  a  team  of  four  members  re¬ 
cruited  for  their  experience  in  lay-training,  in¬ 
dustrial  evangelism  and  many  other  forms  of 
experimental  work. 

The  dialogue  between  theologians  and  scientists 
which  was  called  for  by  members  of  the  World 
Council  of  Churches’  Faith  and  Order  Commission 
in  Bristol,  Eng.  was  “lived-out”  by  a  corps  of  vol¬ 
unteer  staff  members  ‘during  the  meeting.  Sixteen 
persons,  mostly  post-graduate  students  in  arts  and 
sciences  at  Bristol  University,  assisted  the  Commis¬ 
sion  in  a  variety  of  tasks  and  demonstrated,  accord¬ 
ing  to  an  observer,  the  interchange  which  theology 
and  science  needs. 


St.’  Linus  Roman  Catholic  School  at  Slidell,  La.  H 
the  second  in  the  Archdiocese  of  New  Orleans  to 
be  turned  over  to  public  school  authorities.  It  will 
be  conducted  as  Bayou  Liberty  public  school  this 
Fall  by  the  St.  Tammany  Parish  School  Board.  St. 
Linus  School  is  following  the  same  plan  announced 
recently  by  Annunziata  parochial  school  in  Houma, 
La. 


The  Royal  Canadian  Mounted  Police  recently 
intervened  to  keep  medical  supplies  from  being 
channeled  from  Quakers  in  the  United  States 
to  North  Vietnam  via  Canada.  A  vigil  main¬ 
tained  at  the  Canadian-U.S.  border  south  of 
Montreal  was  ended  when  packages  of  medical 
supplies  unlicensed  by  the  United  States  were 
seized  by  the  “mounties.” 


Excavations  which  may  eventually  lead  scholars  to 
parts  of  the  original  Temple  of  Solomon  will  be¬ 
gin  at  the  Wailing  Wall,  Judaism’s  most  sacred 
shrine,  Israeli  officials  have  announced.  When  Is¬ 
rael  captured  Jerusalem’s  Old  City  from  Jordan, 
Jews  were  given  access  to  the  Wailing  Wall  for 
prayers  for  the  first  time  in  nearly  two  decades. 
Now,  after  consultations  among  government  officials, 
religious  leaders,  architects  and  archeologists  the 
wall  will  be  made  the  site  of  scholarly  excavations. 


A  Vatican  spokesman  has  strongly  denied  ru¬ 
mors  now  circulating  in  the  European  press  that 
Pope  Paul  VI  plans  to  issue  an  encyclical  on 
birth  control  and  particularly  on  the  “anti¬ 
ovulation”  pill.  The  spokesman  said  that,  be¬ 
cause  of  the  length  of  time  required  to  write, 
print  and  translate  such  a  document,  it  would 
certainly  be  impossible  to  have  one  ready  be¬ 
fore  the  Synod  of  Bishops  begins  its  meeting 
in  Rome  on  Sept.  29. 
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Baton  Rouge  District 
Council  schedules 
Fall  activities 


The  big  search  begins 

September  3rd--for  adults 


Baton  Rouge  District  Council  in 
first  quarterly  session,  August  17, 
at  First  Methodist  Church,  Baton 
Rouge,  with  Dr.  Bentley  Sloane, 
district  superintendent,  presiding. 
Beside  him  at  table:  Mrs.  Walter 
Baker,  director  of  Children’s  Work; 
left,  and  Mrs.  Wade  Stonecipher, 
WSCS  president,  right.  Standing, 
left  to  right:  the  Rev.  Tom  Crosby, 
director  of  Adult  Work;  0.  W.  Marrs; 
the  Rev.  Harvey  Williamson,  and  the 
Rev.  Al  Brown.  (The  Rev.  Kenneth 
Norton,  new  counci  I  member  in  charge 
of  Leadership  Schools,  not  in  pic¬ 
ture) 

The  following  dates  were  set  for 
District  activities  during  the  Fall: 

WSCS  Workshop,  Sept.  7,  Denham 
Springs 

Adult  Workshop,  Sept.  12,  First 
Church,  Baton  Rouge 

Mission  Study  workshops,  Oct. 
3,  Hammond;  Oct.  4,  Baton 
Rouge 

B.L.C.  Youth  Workshop,  Camp 
Istrouma,  Oct.  7,  8 

Recreation  Workshop,  Istrouma 
Camp,  Oct.  20-22 

District  Conference,  Nov.  29 


What  search?  The  search  for  an 
answer  to  the  questions  you  have 
asked  many  times,  and  wondered  if 
there  were  satisfying  answers.  The 
New  Adult  Curriculum  begins  as 
many  say,  at  the  beginning,  where 
man  asks  himself,  “Does  life  have 
a  meaning?”  The  first  unit  is 
“Man’s  search  for  a  meaningful 
faith.” 

The  leaders  of  the  Methodist 
Church  have  been  planning  five 
years  for  this  moment  when  it  could 
present  a  Foundations  Course  for 
all  Methodists  to  understand  their 
faith.  There  will  be  eight  units 
offered  over  a  two  year  period  so 
designed  as  to  acquaint  and  prepare 
adult  Methodists  with  a  fundamental 
understanding  of  their  faith  in  Jesus 
Christ. 

Dr.  Robert  C.  Leslie,  professor 


of  pastoral  psychology  and  counsel¬ 
ing  at  the  Pacific  School  of  Reli¬ 
gion,  Berkeley,  Calif.,  is  the  writer 
of  the  first  unit.  He  has  served  as 
a  pastor,  a  chaplain  in  the  United 
States  Army  and  chaplain  at  Boston 
State  Hospital. 

He  begins  with  a  question,  “Who 
searches  for  meaning?  Soon  one 
finds  himself  in  the  midst  of  today’s 
world  meeting  persons  in  all  kinds 
of  circumstances,  coming  face  to 
face  with  themselves,  and  the  pre¬ 
dicaments  they  face.” 

Jesus  says  the  kingdom  of  God  is 
as  a  treasure  hid  in  a  field.  The 
New  Day  in  the  Adult  Curriculum  is 
designed  to  disclose  a  hidden  treas¬ 
ure  to  those  who  are  willing  to  seek. 
The  challenge  is  before  us. ..“Seek 
and  ye  shall  find.” 

(Earl  B.  Emmerich) 


my 

WHAT  IS  THE  METHODIST 
YOUTH  FUND? 

It  is  a  fund  through  which  you 
and  the  other  members  of  the  M.Y.F. 
help  in  a  program  of  missions  and 
youth  work  around  the  world. 

WHO  SHOULD  GIVE? 

You,  every  member  of  the  local 
M.Y.F. 

WHEN  SHOULD  YOU  GIVE? 

It  is  suggested  that  you  and  every 
member  of  your  M.Y.F.  pledge  to 
the  MY  Fund,  and  that  you  make 
regular  weekly  payments  on  that 
pledge.  If  your  church  has  a  uni¬ 
fied  nudget  the  MY  Fund  should  be 
included  in  it  and  the  youth  should 
have  a  voice  in  determining  the 
amount  for  MY  Fund.  The  goal  for 
our  conference  is  $1  for  every  youth 
in  the  local  church  between  the  ages 
12-21. 

WHERE  IS  THE  MONEY  SENT? 

All  MY  Fund  money  should  be 
sent  the  first  of  every  month  to  the 
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FOUNDATION  studies  in 


BOOK  OF  THE  MONTH:  This  is  truly  the  volume  which  occupies  the 
attention  of  the  largest  number  of  Methodists  during  September,  as 
they  come  to  the  introduction  of  the  new  adult  curriculum  on  next 
Sunday.  Perhaps  no  one  book  published  by  the  Methodist  Publishing 
House  has  had  such  a  distribution  and  such  a  use  as  this  book,  now  in 
the  hands  of  hundreds  of  thousands  of  Methodist  adults. 


Treasurer  of  the  Annual  Conference, 
the  Rev.  John  E.  Hearn,  1418  Brew¬ 
ster,  Ruston,  La.  71270 — with  the 
amount  for  MY  Fund  clearly  indi¬ 
cated. 

WHY  SHOULD  I  GIVE? 

When  you  give  a  dollar,  70%  goes 
for  missionary  work  around  the 
world,  15%  goes  for  youth  work  in 
the  United  States  and  15%  returns 
to  the  Louisiana  Conference  Youth 
Council,  which  finances  such  things 


On  a  recent  visit  to  Western  Meth¬ 
odist  Assembly,  Mt.  Sequoyah, 
Editor  Alfred  A.  Knox  visited  with 
the  Rev.  Ed  Kaetzell,  Mt.  Sequo¬ 
yah  superintendent,  about  the 
1967  season  just  closing.  Mr. 
Kaetzell  reported  the  best  year 
in  history  on  the  “mountain,” 
with  total  attendance  more  than 
2,000  ahead  of  last  year. 

from  page  one 
India  church 

$20,000  for  the  construction  of  the 
building  which  would  be  named  The 
Louisiana  Methodist  Church. 

Gifts  to  this  undertaking  would 
qualify  for  Advance  Special  credit, 
and  when  they  are  sent  to  the  con¬ 
ference  treasurer  they  should  be 
clearly  marked  “For  the  Building 
Fund  for  the  Mill  Area  Church  in 
Ahmedebad,  India. 

Also  assisting  in  this  undertaking 
is  Dr.  W.  F.  Pledger  of  the  faculty 
of  Centenary  College  who  formerly 
served  as  a  missionary  in  India, 
t 

The  Rev.  V.  Earle  Copes,  music 
editor  for  the  General  Board  of  Edu¬ 
cation  and  editor  of  Music  Ministry 
magazine,  will  become  head  of  the  De¬ 
partment  of  Organ  and  Church  Music 
at  Birmingham-Southern  College, 
Birmingham,  Ala.,  September  1. 

100  members  in  your  church  between 
the  ages  12-21,  your  church  is  asked 
to  set  a  minimum. goal  of  $100. 

The  quota  for  each  district  is  as 
follows: 


as:  workshops,  assemblies,  B.L.C. , 
attendance  of  the  president  at  na¬ 
tional  meetings,  sending  of  dele¬ 
gates  to  MYF  Regional  at  Mt.  Se¬ 
quoyah,  office  expenses,  and  gen¬ 
eral  promotion  of  the  youth  program. 

WHAT  IS  OUR  GOAL? 

It  has  been  suggested  that  each 
MYF  member  pledge  $1.00  a  year. 
Since  there  are  approximately  15,000 
young  people  in  the  conference  our 
goal  is  $15,000.  So  if  you  have 


1.  Alexandria 

2.  Baton  Rouge 

3.  Lafayette 

4.  Lake  Charles 

5.  Monroe 

6.  New  Orleans 

7.  Ruston 

8.  Shreveport 

Total 


$1,050 

2,900 

1,400 

1,850 

1,800 

2,050 

1,250 

2,900 

$15,000 


The  only  way  we  can  meet  our 
goal  is  if  you  and  your  local  M.Y.F. 
assume  the  responsibility  of  par¬ 
ticipating  in  this  total  program  of 
sharing.  For  further  information, 
write  to: 

Michael  Marcell, 

Conference  MY  Fund  Secretary 

414  Donald  St. 

New  Iberia,  La.,  70560 
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THE  SENIOR  MYF  MEMBERS  of 
the  Vivian  Church  enjoyed  a  three- 
day  camping  trip  at  Camp  Albert 
Pike  in  Arkansas,  August  8-10. 
Counselors  for  the  outing  were  Mr. 
and  Mrs.  L.  B.  Smith,  Mr.  and  Mrs. 
Owen  Clawson,  and  Mrs.  W.  A.  Miles. 

THE  REV.  PORTER  CARAWAY, 
associate  pastor  of  First  Church, 
Shreveport,  filled  the  pulpit  in  the 
Vivian  Methodist  Church,  August 
13  and  20  in  the  absence  of  the 
pastor,  the  Rev.  Stone  W.  Caraway. 
The  Commission  on  Membership 
and  Evangelism  were  hosts  to  the 
visiting  Caraways  for  lunch  in  the 
social  hall  of  the  church  after  the 
morning  service  August  20. 

JOHN  HUTTON,  JR.,  organist  and 
director  of  music  at  Rayne  Memo¬ 
rial  Church,  New  Orleans,  attended 
the  National  Fellowship  of  Meth¬ 
odist  Musicians  in  Oberlin,  Ohio, 
in  August.  In  his  absence  Mrs. 
Winston  de  Vi  lie  was  guest  organ¬ 
ist  at  Rayne  Memorial. 

THE  SLAUGHTER  METHODIST 
Church  held  a  revival,  July  16-21, 
with  the  Rev.  H.  C.  Howell,  who 
was  appointed  to  the  Slaughter- 
New  Roads  charge  in  June,  as  evan¬ 
gelist.  Mrs.  Bernadett  Rice  served 
as  song  leader,  Mrs.  Jeanne  Beau¬ 
champ  as  director  of  the  Junior 
Choir  and  M.  W.  Dunn  was  accom¬ 
panist  at  the  organ. 

Mr.  Howell  also  conducted 
a  revival  at  the  New  Roads  Church 
the  week  before,  July  9th  through 
July  14th.  The  members  of  both 
churches  and  friends  attended  the 
Slaughter  Church  for  the  morning 
service  Sunday,  July  23rd,  after 
which  dinner  was  served  followed 
by  an  exhibit  of  art  in  the  Educa¬ 
tional  Building. 

LOUIS  SMAIHALL,  lay  leader  of 
First  Methodist  Church,  Jennings, 
was  the  speaker  at  the  morning 
worshi  p  service  at  the  Evangelical 
United  Brethren  Church  on  Sunday, 
August  13,  while  their  pastor  was 
on  vacation. 

MINISTERS’  WIVES  BUFFET 

The  Shreveport  District  Parsonettes 
were  hostesses  on  Wednesday,  August 
2nd,  at  a  noon  buffet  in  the  home  of 
Mrs.  Jack  Wilkes.  The  Parsonettes 
chose  this  time  to  honor  Mrs.  Aubrey 
Walton,  our  Bishop’s  wife,  and  the 
wives  of  those  ministers  attending  Pas¬ 
tor’s  School  on  the  Centenary  College 
campus. 

Mrs.  Wilkes’  home  was  decorated 
with  crepe  paper  flowers  of  various 
shapes  and  of  many  hues.  After  the 
luncheon,  many  of  the  wives  remained 
to  spend  the  afternoon  visiting  and 
learning  the  art  of  making  these  flow¬ 
ers.  During  the  afternoon  hours,  punch 
was  served  from  the  dining  room  table 
on  which  was  centered  palm  trees  and 
more  of  these  lovely,  colorful  flowers 
lending  a  flavor  of  tropical  islands. 

Mrs.  Oscar  Cloyd  is  president  of 
Shreveport  District  Parsonettes. 


HOW  CHRISTIANITY  PROVIDES 

a  basis  for  ethical  decisions  was 
demonstrated  by  the  Munholland 
MYF  when  the  senior  high  group 
presented  “Beat  It,  Beatnik”  in 
the  church  on  Sunday  evening,  Au¬ 
gust  20.  Dianne  Dunn  was  the  di¬ 
rector.  Group  discussions  followed. 
Dr.  A.  W.  Townsend,  Jr.  is  their 
pastor. 

THE  PAUL  E.  MARTIN  MYF  Sub- 
District  met  in  Jonesboro  on  Thurs¬ 
day,  August  24.  Kent  Kilbourne, 
nationally  known  young  folk  singer, 
was  featured  in  a  special  concert. 

THE  REV.  JAMES  E.  CHRISTIE 
of  Leesville  was  among  those  whc 
attended  the  national  Ecumenical 
Conference  on  Christian  Worship 
in  Kansas  City,  Missouri,  the  week 
of  August  21. 

MRS.  A.  S.  ROBINSON  served  as 
director  of  the  vacation  church 
school  at  Blackwater  Church  the 
week  of  August  14-18.  The  child¬ 
ren’s  sharing  project  was  the  filling 
of  Christmas  bags  for  servicemen 
in  Viet  Nam.  Activities  were  cul¬ 
minated  with  a  program  on  Sunday 
afternoon.  Parents  were  invited  to 
review  the  handwork  displayed  in 
the  gymnasium,  and  the  evening 
worship  service  was  similar  to  the 
worship  programs  used  throughout 
the  week.  The  Rev.  Hugh  L.  Baker, 
Jr.  is  pastor. 

WHILE  THE  REV.  ANGUS  LEE 
CARRUTH,  pastor  of  First  Metho¬ 
dist  Church,  Jennings,  has  been 
on  vacation  at  Lake  Junaluska  with 
his  family,  the  pulpit  has  been 
filled  by  Dr.  Leonard  Cooke,  Lake 
Charles  District  Superintendent; 
Dr.  W.  L.  McLeod,  pastor  of  First 
Presbyterian  Church,  Jennings; 
Louis  Smaihall,  church  lay  leader; 
and  R.  0.  Boisture,  a  member  of 
the  church.  Both  Mr.  Smaihall  and 
Mr.  Boisture  are  certified  lay  speak¬ 
ers. 


George  J.  Landry,  lay  counselor 
for  the  Teche-Sub-district  MYF, 
presents  a  $20  check  to  the  Rev. 
Lloyd  Holt  at  the  Methodist  Child¬ 
ren’s  Home  in  Ruston--a  gift  from 
the  Morgan  City  MYF:  Miss  Carol 
Ann  Gibbs,  counselor  for  the  Mor¬ 
gan  City  group,  provided  leader¬ 
ship  for  raising  this  "additional 
funds"  contribution. 


ISTROUMA  CHURCH  was  host  to 
the  Sub-District  Methodist  Youth  Fel¬ 
lowship  on  Monday,  August  20.  Mrs. 
Harold  Hines  of  the  Louisiana  Civic 
and  Moral  Foundation  was  the  speak¬ 
er.  The  Blackwater  MYF  was  in  charge 
of  the  program. 

RESOURCE  LEADER  for  Youth 
Week  in  First  Church,  Crowley,  was 
the  Rev.  Byrl  Moreland,  pastor  of 
Trinity  Church,  Alexandria.  The  theme 
of  the  week,  August  7-10,  was  “Youth 
Facing  Changing  Times.” 

SOUTHSIDE  METHODIST  MEN, 
Monroe,  met  August  17 with  Charles 
Pepper  presiding.  Gene  Boozer, 
program  chairman,  presented  as 
guest  speaker  William  Gannaway, 
president  of  the  Monroe  City  School 
Board  and  active  member  of  Memo¬ 
rial  Methodist  Church. 


Comment 

CHRISTIAN  SOCIAL  RELATIONS 

Dear  Friends: 

In  visiting  together  let  us  give  some  thought  to  our  responsibility  as 
Christians  and  Citizens  of  our  Community.  Do  you  feel  that  you  do  not 
want  to  get  involved  in  the  activities  and  affairs  of  your  Community?  If  this 
is  your  feeling,  then  question  your  motive  for  not  wanting  to  get  involved. 
If  your  home  and  family  are  not  important  enough  to  you  for  you  to  want 
to  try  and  help  make  the  place  you  live  a  better  place,  than  what  is  im¬ 
portant  to  you? 

We  are  facing  an  election  year.  This  means  that  you  and  I  should  start 
preparing  ourselves  mentally  for  the  election.  Do  not  be  told  how  you  should 
vote  .  .  .  certainly  you  know  you  should  vote  .  .  .  but  study  the  candidates, 
issues,  etc.  then  after  careful  study  and  evaluation  cast  your  vote  for  the  person, 
or  issues  you  favor.  Do  not  neglect  this  most  precious  right — the  right  to  vote. 

I  have  just  recently  returned  from  attending  a  National  Seminar  on 
Human  Rights.  As  we  were  privileged  to  hear  some  outstanding  persons  speak 
on  our  Rights  &  Privileges  at  the  Seminar,  I  could  not  help  thinking  how  much 
we  take  for  granted  our  rights  in  the  area  of  citizenship. 

In  our  School  of  Christian  Mission  we  were  urged  to  become  informed 
on  the  issues  of  the  day,  such  as  the  Vietnam  situation,  the  Africa  uprising, 
Israel-Jordan  problem.  May  I  add  to  this  request.  We  must  accept  the  responsi¬ 
bility  of  Christian  Citizenship  and  try  to  carry  on  where  we  are  the  mission 
of  the  Church. 

Rev.  Branton  certainly  challenged  us  during  our  School  of  Christian  Mis¬ 
sion  by  reminding  us  that  each  of  us  are  missionaries  and  that  our  mission 
field  is  where  we  are.  What  are  you  doing  to  make  your  mission  field  a  place 
of  witness? 

Yours  in  Christian  Service 
Mary  Ellen  Gardner 
Mrs.  Wiley  B.  Gardner, 

Conf.  Sec.  of  Christian  Social  Relations 


“THE  BUILDERS,”  a  dramatic  ser¬ 
vice  of  worship  by  Eckardt,  was  pre¬ 
sented  by  members  of  the  Senior  High 
MYF  at  First  Church,  West  Monroe, 
on  August  6.  Jon  Hattaway  directed 
the  play.  Participants  were  Charlie 
Raiford,  Steve  Branch,  Cleve  Brooks, 
Doug  Caldwell,  Mary  Beth  Ward,  Phil 
McDowell,  Lee  Ann  Ward,  Jan 
Hamm,  and  Benson  Scott.  Following 
the  performance,  the  MYFers  were 
hosts  for  an  ice  cream  social.  Joe  Rice 
is  summer  youth  director.  The  Rev. 
Kenneth  G.  McDowell  is  pastor. 

THE  ZACHARY  MYF  sponsored  a 
concert  of  folk  music  by  Kent  Kil¬ 
bourne  and  invited  young  people  from 
other  churches  of  the  area  to  attend. 
The  son  of  third-generation  mission¬ 
aries  in  Korea,  Kent  is  a  student  at 
Asbury  College,  Wilmore,  Kentucky. 

HOUMA  FIRST  CHURCH  was  re¬ 
cently  host  to  two  groups  of  young  peo¬ 
ple.  On  August  15  a  group  from  At¬ 
lanta,  Georgia,  visited,  and  on  the  17th, 
65  young  people  from  Tulsa,  Okla¬ 
homa  spent  the  night  before  going  on 
to  Dulac  Community  Center. 

THE  CARROLLTON  JUNIOR  HI 
MYF  Christian  Adventure  Weekend 
was  held  at  Percy  Quinn  Park,  Mc- 
Comb,  Mississippi,  July  28-30.  They 
were  accompanied  by  adult  counselors: 
Ann  and  Bob  Roberts,  Laurie  and 
Mike  Kent. 

JERRY  MEREDITH  presented  a  con¬ 
cert  of  folk  music  in  the  Shreveport 
First  Church  on  August  13.  Jerry  is 
a  student  at  Candler  School  of  The¬ 
ology  at  Emory  University,  Atlanta, 
and  is  presently  working  for  the  In¬ 
stitute  of  Lay  Renewal  and  is  in  charge 
of  experimental  youth  ministry. 

JACQUELINE  ROSETT  has  succeed¬ 
ed  Mrs.  David  Allred  as  director  of  the 
children’s  choirs  in  Noel  Memorial 
Church  of  Shreveport,  of  which  Dr. 
Sam  Nader  is  pastor. 

DISTRICT  WORKSHOP 

The  Annual  Ruston  District  Work¬ 
shop  will  be  Wednesday,  Sept.  6,  at 
Trinity  Methodist  Church  in  Ruston. 
This  year  the  Woman’s  Society  Work¬ 
shop  is  combined  with  the  Mission 
Study  Conference.  Registration  begins 
at  9:00  a.m.  with  the  program  starting 
at  9:30. 

The  Rev.  Joe  McLean,  District  Mis¬ 
sionary  Secretary  from  Downsville,  will 
present  the  study  on  “Ecumenicity”; 
Mrs.  Paul  Pennington,  from  Ruston, 
will  direct  the  study  on  “Christ  and 
the  Faith  of  Men”;  and  Mrs.  Robert 
Crichlow,  wife  of  the  pastor  of  Broad¬ 
moor  Methodist  Church  in  Shreveport, 
will  teach  the  study  on  “Japan.”  Mrs. 
Guy  Hicks,  from  Ruston,  will  lead 
“Man  and  the  Community.” 

Changes  in  Supply  Giving  will  be 
explained  in  detail  in  the  afternoon 
session  beginning  at  1 :00  and  for  those 
delegates  from  the  Woman’s  Society 
Committee  on  Program  there  will  be 
an  experience  in  leadership  develop¬ 
ment  as  they  use  the  Program  Re¬ 
source  Book,  “Search  for  Identity,”  to 
produce  a  program. 

District  Secretary  of  Spiritual  Life 
Cultivation,  Mrs.  R.  J.  McGehee,  will 
instruct  the  local  secretaries  concern¬ 
ing  the  Self-Study  to  be  held  this  fall. 
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By:  Alfred  A.  Knox 


LESSON  FOR  SEPTEMBER  10:  The  Defendant  Becomes  the  Witness 


BACKGROUND  SCRIPTURE:  Acts  25:13  thr  ough 

26:32 

MEMORY  SELECTION:  Paul  said,  ”  .  .  I  would  to 
God  that  not  only  you  but  also  all  who  hear  me  this 
day  might  become  such  as  I  am  . .  except  for  these 
chains."  (Acts  26:29) 

AIM  OF  THE  LESSON:  To  encourage  all  Christians 
to  witness  to  their  faith  more  effectively  in  the 

midst  of  all  the  circumstances  of  life. 

*  *  * 

Today's  lesson  is  set  in  prison  and  in  the  court¬ 
room,  the  locale  in  which  Paul  will  be  do  mg  his 
most  effective  witnessing  for  some  time  to  come. 
He  had  been  in  prison  for  two  years  awaiting  the 
disposition  of  his  case.  However,  under  the  reg¬ 
ulations  of  such  a  Roman  prison  the  prisoners 
were  allowed  to  have  some  visitors  and  engage  in 
some  activity. 

Once  more  we  find  the  apostle  resting  his  case 
on  the  testimony  of  his  life.  There  is  a  new  ele¬ 
ment  in  today's  lesson,  however.  King  Agrippa, 
to  whom  Festus  quickly  "passed  the  buck,  "  had  a 
Jewish  background  and  understood  what  Paul  was 
talking  about  as  he  spoke  of  the  resurrection  . 
As  a  matter  of  fact,  Paul  tells  Agrippa  that  he  had 
been  a  true  and  loyal  Jew  and  that  this  is  what  has 
caused  all  the  trouble.  He  said,  "I  am  guilty  of  no 
crime  but  that  of  being  a  good,  loyal  Jew,  a  Jew 
after  God's  own  heart."  The  development  of  his 
argument  may  be  sketched  briefly:  "From  my 
youth  up  I  have  been  a  true  Jew  living  as  good  Jews 
live  and  believing  with  all  good  Jews  in  the  coming 
of  the  Messiah.  Furthermore,  I  have  been  a  zeal - 
ous  Jew,  faithfully  following  the  will  of  God  as  I 
have  known  it.  "He  then  goes  on  to  say,  "I  was 
commanded  by  God  to  preach  salvation  through 
faith  in  Jesus,  the  Messiah,  to  both  Jews  and  Gen¬ 
tiles  . " 

Although  this  line  of  reasoning  meant  nothing 
to  Festus,  it  had  its  effect  on  King  Agrippa  who  at 
one  stage  accused  Paul  of  trying  to  use  his  court¬ 
room  to  convert  him  to  Christianity.  An  interest - 
point  is  brought  out  in  the  lesson  -  that  if  Paul  had 
not  already  appealed  to  Caesar,  Agrippa  or  Festus 
either  might  have  freed  him  without  the  necessity 
of  the  journey  to  Rome.  Luke,  however,  is  inter - 
tested  in  showing  how  anxious  Paul  was  to  get  that 
trip  to  Rome  and  carry  his  missionary  witness  to 

that  important  city. 

*  *  * 

FESTUS  PASSES  THE  CASE  TO  AGRIPPA 

For  Festus  the  visit  of  Herod  Agrippa  II  and 
his  sister  Bernice  was  exceedingly  timely .  By  his 
attempt  to  court  the  favor  of  the  Jews,  Festus  had 
risked  disfavor  with  the  emperor .  His  failure  to 
acquit  Paul  and  his  suggestion  that  he  go  to  Jeru¬ 
salem  to  stand  trial  hadled  Paul  to  appeal  to  Caesar. 
Festus  was  now  in  the  awkward  position  of  being 
about  to  send  a  prisoner  to  the  imperial  tribunal  in 


Rome  without  a  charge  that  would  stand  in  a  Roman 
court.  What  would  the  emperor  think  of  the  way 
justice  was  administered  by  his  new  appointee?  In 
the  hope  of  yet  formulating  an  adequate  charge  whom 
he  knew  was  thoroughly  familiar  with  Jewish  re¬ 
ligious  matters,  to  hear  the  case.  Paul  likewise 
considered  himself  fortunate  to  be  able  to  present 
his  defense  to  one  who  was  in  a  position  to  under¬ 
stand  what  it  was  all  about.  So  we  read  that  Festus 
delivers  the  case  to  Agrippa  in  these  words: 
"Therefore  I  have  brought  him  before  you,  King 
Agrippa,  that,  after  we  have  examined  him,  I  may 
have  something  to  write.  For  it  seems  to  me  un¬ 
reasonable,  in  sending  a  prisoner,  not  to  indicate 
the  charges  against  him."  (25:26-27) 

Agrippa  is  Herod  Agrippa  II,  the  son  of  that 
other  Herod  who  initiated  persecutions  against  the 
early  Christians  as  recorded  in  Acts  12 .  Agrippa 
H,  though  in  high  favor  at  Rome,  had  not  received 
his  father's  kingdom  of  Judea,  but  in  53  A. D.  re¬ 
ceived  the  former  tetrarchies  of  Philip  and  Lysanias. 

*  > It  * 

WITNESSING  TO  THE  SAME  OLD  STORY 
For  those  of  you  who  have  followed  the  lessons 
through  the  Book  of  Acts  it  must  seem  that  Paul 
never  grew  tired  of  "telling  the  same  old  story" 
when  it  was  necessary  for  him  to  defend  himself 
before  either  a  howling  mob  or  a  court  of  law .  In 
w .  12  - 1 8  we  walk  with  him  again  alongthe  Damascus 
Road  and  experience  with  him  that  great  happening 
which  chanced  not  only  the  course  of  his  life,  but 
the  direction  of  religious  history  as  well .  During 
this  occasion  of  defense  the  story  takes  on  deeper 
meaning  because  it  is  related  to  his  argument  in 
favor  of  the  resurrection  .  As  Dr.  Theodore  Ferris 
says  (Interpreter's  Bible):  "To  tell  Paul  that  the 
Christ  he  knew  was  dead  was  as  though  a  man  told 
him  that  the  sun  was  dark. " 

Paul  also  seems  to  be  saying  that  he  is  under 
divine:  orders  to  tell  this  story  every  time  he  has 
an  opportunity.  "I  have  appeared  to  you  for  this 
purpose,  to  appoint  you  to  serve  and  bear  witness 
to  the  things  in  which  you  have  seen  me  and  to 
those  in  which  I  will  appear  to  you."  (26:12) 

We  should  not  find  fault  with  Paul  for  telling  the 
same  story  over  and  over  again.  This  was  the 
method  of  preaching  of  the  early  Methodist  circuit 
riders  .  They  had  no  sermon  to  preach  except  the 
telling  of  their  own  religious  experiences  and  there 
was  enormous  evangelistic  magnetism  about  that. 
*  *  * 

"PAUL,  THOU  ART  MAD!" 

When  Paul  reached  the  climax  of  his  speech, 
Festus  intervened  and  said:  "Paul,  you  are  mad; 
your  great  learning  has  turned  you  mad."  (26:24) 
He  tried  to  dismiss  the  whole  thing  as  the  extra¬ 
vagant  and  wild  assertions  of  a  man  whose  enthu¬ 
siasm  had  run  away  with  his  judgment.  You  will 
remember  that  the  family  of  Jesus  had  dismissed 
what  he  said  in  about  the  same  language.  The 
world  always  tries  to  laugh  off  those  with  whom  it 
disagrees  or  in  whom  they  see  a  potential  disturber 


of  either  the  peace  or  the  "status  quo . " 

Dr.  Charles  M.  Laymon  (International  Lesson 
Annual) says:  "It  oftens happens  that  those  opposed 
to  Christ  or  Christianity  resort  to  such  replies 
when  they  cannot  or  will  not  accept  the  facts  before 
them.  The  first  followers  were  called  "Christians" 
in  derision;  John  Wesley  and  his  companions  at 
Oxford  University  were  dubbed  'Methodists"  in 
the  same  spirit.  Name-calling  is  always  a  device 
of  those  whose  argument  is  weak." 

*  *  * 

PAUL  AND  AGRIPPA  IN  CONTRAST 

In  his  discussion  of  our  lesson  in  The  Inter - 
preter's  Bible,  Dr .  Theodore  Ferris  gives  a 
rather  prolonged  discussion  of  the  contrasts  be¬ 
tween  the  personalities  of  Paul  and  Agrippa .  H  e 
points  out  that  in  the  first  place  Paul  and  Agrippa 
lived  in  two  different  worlds  .  Agrippa  was  a  Hel  - 
lenized  Jewwhowas  at  home  amid  the  splendors  of 
Rome.  Paul's  world,  On  the  other  hand  was  lighted 
solely  by  the  sun  that  had  blinded  him  on  the  Da¬ 
mascus  Road.  The  second  contrast  was  that  Paul 
cared  more  than  Agrippa  cared .  It  made  a  su¬ 
preme  difference  to  Paul  whether  Christ  had  risen 
from  the  dead;  Agrippa  couldn't  care  less  . 

In  the  third  place,  Paul 's  God  was  not  Agrippa 's 
God .  Paul  put  the  whole  matter  in  terms  of  what 
God  could  do  in  terms  of  spectacular  achievement 
on  the  part  of  the  man  Christ  Jesus .  For  Agrippa, 
God  was  something  to  bring  out  and  parade  on  state 
occasions . 

Then,  there  is  one  final  contrast.  Paul  knew 
Jesus  and  Agrippa  did  not .  There  is  no  doubt  that 
the  king  had  heard  about  Jesus  from  his  uncle,  who 
tried  him  on  the  day  before  Good  Friday,  and  who 
exhibited  the  same  kind  of  curiosity  about  him  that 
Agrippa  did.  *  *  * 

"ARE  YOU  TRYING  TO  MAKE  A  CHRISTIAN  OUT 
OF  ME?" 

As  Paul  moved  along  in  his  orderly  and  logical 
presentation,  Agrippa  suddenly  awakened  to  the 
awful  fact  that  he  was  agreeing  with  what  was  being 
said.  He  said  unbelievingly,  "In  a  short  time  you 
thinktomake mea Christian?"  How  many  sermons 
we  have  heard  on  the  King  James  version  of  this 
verse,  "Almost  thou  persuadest  me  to  be  a 
Christian."  This  may  be  a  powerful  text  for  an 
evangelistic  sermon,  and  it  is  perfectly  proper  to 
preach  to  the  unpersuaded  about  the  "almost  Chris¬ 
tian,  "  but  this  is  not  exactly  what  Agrippa  said . " 
These  were  words  of  scorn.  The  Moffatt  version 
of  the  New  Testament  has  the  king  saying,  "At  this 
rate,  it  won 't  be  long  before  you  believe  you  have 
made  a  Christian  out  of  me!" 

The  king  was  trying  to  laugh  off  this  most 
serious  of  all  moments  .  There  is  no  sharper  re¬ 
buke  that  can  come  to  a  man  who  is  dead  earnest 
than  to  have  his  most  serious  words  taken  lightly? 
*  *  * 

THE  JUDGES  WERE  REALLY  ON  TRIAL 

Just  as  it  had  been  Pilate  who  had  been  on  trial 
when  Jesus  stood  before  him,  it  was  really  Festus 
and  Agrippa  who  stood  now  at  the  judgment  seat. 
When  Paul  came  to  the  climax  of  his  defense,  Festus 
dismissed  the  whole  thing  as  the  wild  raving  of  a 
madman  -  -  revealing  his  own  lack  of  understanding . 
You  will  remember  that  the  family  of  Jesus  had 
thought  him  mad  when  he  affirmed  his  mission  to 
do  his  father's  bidding. 

Paul  had  expected  something  better  from  Agrippa 
because  of  his  Jewish  background.  After  all  he 
knew  the  Jewish  scriptures,  and  what  Paul  was  say¬ 
ing  was  nothing  new  to  him .  Surely  if  he  believed 
the  prophets  the  one  step  from  that  faith  to  believe 
in  God  revealed  in  Christ  was  just  a  natural  step. 
Yet  many  with  intellectual  and  logical  resources 
have  failed  to  make  that  one  crucial  step  that  we 
all  know  to  be  so  vital . 
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by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 


Meeting  in  Bristol,  the  latest 
session  of  the  Anglican-Methodist 
Unity  Commission,  has  decided  to 
defer  its  final  report  until  Easter 
1968.  This  means  that  the  Report 
cannot  be  presented  to  the  Metho¬ 
dist  Conference  until  1969. 

When  the  Conference  met  in  Mid¬ 
dlesbrough  in  July  of  this  year  it 
resolved  that  unless  the  Report 
was  available  by  February  7th  1968, 
it  could  not  be  submitted  to  the 
Conference  for  decision  until  the 
Conference  of  1969. 

The  decision  of  the  Anglican- 
Methodist  Commission,  therefore, 
to  delay  the  Report  until  Easter 
1968  means  that  one  more  year  must 
elapse  before  Conference  can  come 
to  the  point  of  making  up  its  mind 
on  Stage  One  of  the  proposals. 

This  shock  news  has  produced 
a  great  deal  of  comment  in  this 
country.  Lord  Soper  immediately 
pointed  out  that  deferment  could 
mean  abandonment.  He  reiterated 
the  point  he  made  in  Conference 
that  there  are  many  young  people 
who  are  growing  impatient  at  what 
they  consider  to  be  unnecessary 
delay,  and  who  cannot  any  longer 
understand  why  the  extra  time  is 
needed  when  the  world  is  in  such 
desperate  need  of  reconciliation. 
An  unreconciled  church,  they  (and 
many  older  people)  say  is  useless 
in  the  face  of  world  misery  and 
paganism. 

Those  who  defend  the  delay, 
argue  that  there  are  many  points  of 
difference  still  to  be  settled,  and 
that,  above  all,  it  is  one  thing  to 
talk  about  unity  in  general  terms, 


and  quite  another  to  come  to  the 
point  of  decision.  Said  Dr.  Eric 
Baker  and  Dr.  Harold  Roberts  in  a 
letter  to  the  “Methodist  Recorder”: 
“As  happens  in  the  history  of 
schemes  of  reunion,  it  is  only  when 
a  date  for  a  verdict  is  given,  that 
relatively  care-free  discussion  gives 
place  to  the  high  responsibility  of 
decision.  Then  difficulties  that 
have  been  submerged  or  ignored, 
or  regarded  as  of  quite  secondary 
importance,  come  to  the  surface, 
and  there  is  indecision,  and  a  de¬ 
mand  for  more  time.” 

It  is  quite  evident  that  even  those 
members  of  the  Commission  who 
agreed  to  the  delay,  see  the  dan¬ 
gers  involved  in  bringing  disap¬ 
pointment  to  so  many  people  who 
were  looking  to  next  year  as  the 
year  of  decision.  But  it  is  also 
clear  that  some  of  the  most  impor¬ 
tant  questions  on  the  nature  of  epis¬ 
copacy  and  the  general  meaning  of 
the  Service  of  Reconciliation  have 
still  to  be  clarified. 

It  is  a  dilemma,  in  fact,  for  the 
theologians  and  the  men  who  have 
to  get  this  thing  off  the  ground  in 
organisational  terms.  What  the 
plain  man  finds  difficult  to  under¬ 
stand  is  why  so  much  time  is  re¬ 
quired  when  many  of  the  arguments 
have  already  been  rehashed  over 
and  over  again.  In  the  meantime, 
there  is  some  small  comfort  to  be 
drawn  from  the  fact  that  while  the 
Commission  members  go  on  talking, 
in  place  after  place,  local  communi¬ 
ties  of  Christians  are  acting,  and 
acting  together,  not  only  in  worship 
but  in  social  work  of  many  kinds. 


It  may  be  that  the  extra  year  will 
bring  further  impetus  from  where 
it  matters — at  the  grass  roots  of 
the  church.  But  judging  from  re¬ 
actions  here  in  general,  any  sug¬ 
gestion  of  a  further  delay  after  1969 
would  certainly  cause  a  very  seri¬ 
ous  crisis. 

The  particular  concern  in  many 
minds  is  the  reaction  of  young  peo¬ 
ple.  Many  of  these  youngsters  find 
it  quite  impossible  to  rationalise 
separated  Christians,  and  will  not 
begin  to  defend  in  institutional 
terms  so  many  of  the  positions 
which  seem  to  be  so  important  to 
their  elders.  And,  after  all,  these 
are  the  people  of  the  church  of 
tomorrow.  Their  impatience  must 
be  a  constant  spur  to  the  most  re¬ 
sponsible  of  statesmen  within  the 
church. 

Time  is  not  on  the  side  of  the 
institutional  church,  and  while  we 
talk,  the  fast-moving  world  of  the 
sixties  is  becoming  the  faster-moving 
world  of  the  seventies.  Just  at  the 
moment  the  Church  looks  like  a 
pachyderm  which  is  too  heavy  to 
move  at  the  rate  of  the  mobile  so¬ 
ciety  in  which  people  tend  to  look 
at  it,  like  visitors  to  a  Zoo. 

The  pressure  for  more  speed, 
more  decisiveness,  and  more  real¬ 
ism  is  necessary  and  constant. 

t 

from  page  one 

Tri-faith  panel 

from  our  American  way  of  life. 

Now  is  the  time  for  a  bold  step  for¬ 
ward,  Father  Lucal  said,  adding:  “A 
united  front  in  the  fight  for  civil  rights 
must  be  formed  by  those  Christians 
and  Jews  who  are  ready  to  take  God’s 
law  seriously  and  fight  for  human 
rights.  The  racists  are  sneering  at  the 
churches  —  at  their  apathy,  bewild¬ 
erment,  division  and  ineffectiveness.  It 
is  time  for  us  to  get  smart,  get  to¬ 
gether  and  get  busy.” 

Mr.  Laub  said  that  the  Jewish  faith 
and  heritage  demand  that  Judaism 
must  enter  into  the  struggle  for  all 
men,  working  actively  to  wipe  out  eco¬ 
nomic,  racial  and  social  injustice.  He 
said: 

"No  religion  has  a  monopoly  on 
human  rights;  neither  has  any  system 
of  ethics  which  is  non-religious.  The 
very  term  ‘human  rights’  implies  a  uni¬ 
versality  common  to  all  men.  Yet  each 
religion  in  its  own  way  and  through 
its  historical  development  may  have 
something  specific  or  even  unique  to 
say  about  human  rights  which  though 
couched  in  particularistic  terms  is  nev¬ 
ertheless  true  for  all  mankind. 

“Judaism,  like  all  religions,  has  con¬ 
stantly  to  examine  intself  and  to  redis¬ 
cover  and  redefine  its  relevance  to  the 
modern  world.  Otherwise  it  is  but  a 
fossil.  Moreover,  Judaism,  like  Chris¬ 
tianity,  must  not  only  be  relevant,  it 
must  be  operative  and  controlling  in 
the  moral  stance  of  its  adherents. 
Otherwise,  it  is  hypocrisy  parading  as 
God’s  word.  Judaism  demands  activism 
on  the  social  scene — not  mere  activity 
or  busyness.  It  demands,  to  put  it  in 
the  fashionable  jargon  of  the  day,  that 
we  put  our  bodies  on  the  line,  our 
money  where  our  mouth  is,  or  to  be 
even  more  crude,  that  we  either  put 
up  or  shut  up. 


RETIRED  MISSIONARY 
DIES  IN  CALIFORNIA 

The  Rev.  Carl  H.  Conley,  a  Meth¬ 
odist  missionary  in  India  for  more  than 
40  years,  died  July  25  in  Chula  Vista, 
Calif.  He  was  86. 

Mr.  Conley,  a  native  of  Clinton, 
Ind.,  was  an  industrial  engineer  in 
Newport,  Ind.,  before  he  became  a 
missionary  in  1910.  He  designed  and 
built  several  bridges,  including  one 
across  the  Wabash  River,  in  the  west¬ 
ern  part  of  the  state. 

In  India,  he  was  principal  of  the 
Nadiad  Industrial  Institute  in  western 
India,  minister,  superintendent  of  the 
Ahmedabad  District  and  a  teacher  in 
village  schools. 

Two  years  after  his  retirement  in 
1950,  Mr.  Conley  returned  to  India 
for  several  years  on  special  assign¬ 
ment  in  construction  work  and  busi¬ 
ness  management  at  Nadiad  Hospital. 

CHINESE  METHODIST,  102, 
DIES  IN  AMERICA 

Mrs.  Sing-Teh  Tung,  an  active 
Methodist  laywoman  and  pastor’s  wife 
in  Mainland  China,  Hong  Kong  and 
the  United  States,  died  in  Redwood 
City,  Calif.,  July  4  at  the  age  of  102. 
She  was  living  with  a  granddaughter 
and  her  husband. 

Bom  in  Punlai,  Shantung  province, 
China,  in  1865,  Mrs.  Tung  attended 
a  Methodist  mission  school  and  mar¬ 
ried  a  Chinese  teacher.  Her  husband 
became  a  minister  and  later  served 
as  a  district  superintendent.  The  Tungs 
were  often  hosts  to  Methodist  bishops 
and  other  visitors  in  their  parsonage 
homes  in  Nanking  and  elsewhere. 

After  the  death  of  her  husband  in 
World  War  II,  Mrs.  Tung  moved  to 
Hong  Kong,  where  she  was  one  of  a 
group  of  refugees  who  started  Method¬ 
ist  work  in  the  city  which  has  evolved 
into  the  Hong  Kong  Provisional  Meth¬ 
odist  Conference.  She  emigrated  to  the 
United  States  in  1956,  at  91,  and  had 
lived  with  her  granddaughter,  Mrs.  S. 
T.  Tsou,  and  Dr.  Tsou,  director  of  the 
Hassler  Hospital  and  Health  Center 
in  Redwood  City. 

Mrs.  Tung  is  survived  by  nine  grand¬ 
children  and  12  great-grandchildren, 
some  in  Hong  Kong,  some  in  Taiwan 
and  some  in  America.  One  grandson 
is  the  Rev.  William  Tung,  a  former 
Crusade  Scholar  at  Emory  University, 
Atlanta,  Ga.,  who  is  now  on  the  staff 
of  the  Hong  Kong  Council  of  Churches, 


In  his  presentation,  Dr.  Kelly  said 
that  Christians  serve  others  not  be¬ 
cause  of  any  “rights”  claimed  by 
others,  but  just  because  they  are  there 
to  be  served.  Nor  do  Christians  serve 
others  to  fulfill  any  commands,  human 
or  divine,  nor  to  merit  their  own  sal¬ 
vation,  he  added. 

“The  Christian  whose  life  has  been 
transformed  by  the  inward  glow  of 
his  kinship  with  Christ,  who  has  be¬ 
come  a  ‘new  being  in  Christ,’  cannot 
help  showing  it  in  outflowing  warmth 
and  kindness — to  all  men,”  Dr.  Kelly 
explained. 


USED  BUS  FOR  SALE 

1962  Chevrolet  54-passenger  school 
bus,  6  cylinder,  completely  over¬ 
hauled.  New  paint  inside;  will  paint 
exterior  color  customer  desires.  New 
front  tires;  recaps  rear.  $2,175. 
All-State  Supply,  Inc.,  1212  East 
Sixth,  Little  Rock.  (See  David 
Broyles;  phone  FR  4-1687,  office; 
SK  3-9692,  home) 


ARK-eology 


“If  you  throw 
enough  mud, 
you  are  bound 
to  get  some 
on  yourself.” 

by  Gene  Herrington 
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RIGHT:  This  group  of  Methodist 
Men  of  Cedar  Grove  Methodist 
Church,  Shreveport,  recently 
heard  a  presentation  of  the  new 
program  plans  for  Methodist  Men 
presented  by  Cecil  Bland,  asso¬ 
ciate  Area  director.  Leo  Harlan, 
club  president,  is  shown  at  left 
in  picture. 


Eighteen  teenagers  from 
the  Senior  High  Depart¬ 
ment  of  Broadmoor  Meth¬ 
odist  Church,  Shreveport, 
depart  for  the  tropical 
Island  of  Matagorda  for 
seven  days  on  a  YMCA 
survival  excursion.  They 
saw  plenty  of  sand,  sea, 
and  sky  as  they  experi¬ 
enced  life  without  modern 
conveniences. 


hirty-two  MYFers  and  six  counselors  from  First  Methodist  Church,  Mon- 
je  recently  made  a  trip  to  Houston,  Tex.  The  first  night  was  spent  at 
'esley  Methodist  Church,  Sulphur,  as  guests  of  the  Rev.  and  Mrs.  Deen 
hompson  and  the  Wesley  MYF.  In  Houston,  Park  Place  Methodist 
hurch  was  base  headquarters.  Visits  to  The  Methodist  Hospital,  other 
lethodist  churches,  a  baseball  game  in  the  Astrodome  and  swimming  and 
urfing  in  Freeport  were  among  highlights  of  their  Houston  stay. 


Junior  High  youth  members  of 
David  Haas  Memorial  Methodist 
Church  bury  a  Time  Capsule  con¬ 
taining  church  records,  items  of 
clothing,  popular  songs  and  other 
memorabilia,  to  be  opened  in  ten 
years  by  the  children  who  will 
then  be  members  of  the  Junior 
High  MYF.  The  Time  Capsule, 
buried  beneath  the  old  church 
bell,  was  dedicated  to  the  Rev. 
Eskel  L.  Tatum,  pastor.  (Photo, 
courtesy  of  the  Bunkie  Record) 


BOVE:  Junior  and  Senior  High  MYF  members  from  F.rst  Methodist 

hurch,  Natchitoches,  on  a  recent  Planning  Retreat  at  Camp  Brewer.  Wor- 
hip  dosses  dealing  with  duties  and  responsibilities  of  officers  and 
hairmen,  a  film— “The  Parable",  and  recreation  comprised  the  activi- 
ies.  On  Sunday  morning  the  group  attended  morning  worship  at  Forest 
lill  Methodist  Church.  


RIGHT:  The  Rev.  Edwin  House, 
(right)  pastor  of  the  Glenmora 
Methodist  Church,  was  guest 
preacher  for  the  July  10-16  revi¬ 
val  at  Hopewell  Methodi st.  Church, 
Elizabeth.  He  is  shown  here 
with  the  Rev.  D.  R.  Deen,  pastor 
of  the  Hopewell  Church. 
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LEFT:  The  Methodist  Men  of 

Wesley  Methodist  Church,  Shreve¬ 
port,  heard  Cecil  Bland,  asso¬ 
ciate  Area  director  recently,  and 
afterwards  enjoyed  a  watermelon 
feast.  Sam  Park,  club  presi¬ 
dent,  is  shown  at  right  front  in 
picture;  beside  him  is  the  Rev. 
Edgar  C.  Dufresne,  pastor. 
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Dr.  Jordan  Grooms,  superintendent 
of  the  Brownfield  District  of  the  North¬ 
west  Texas  Conference,  will  be  the 
inspiration  speaker  for  the  Louisiana 
Conference  Ministers’  Retreat  to  be 
held  at  Camp  Brew¬ 
er,  Sept.  19-20. 

Registration  will 
begin  at  1:00  p.m. 
on  the  19th  and  Dr. 
Grooms  will  speak 
first  at  3:00  p.m., 
following  a  sing 
service  and  period 
Dr.  Grooms  °f  orientation.  He 
will  speak  again  at 
7:30  p.m.  and  at  9:00  a.m.  and  11:15 
a.m.  on  the  20th.  The  retreat  is  being 
held  under  the  sponsorship  of  the  con¬ 
ference  Board  of  Evangelism. 

Dr.  Grooms  was  pastor  of  Polk 
Street  Methodist  Church,  Amarillo, 
Tex.  until  this  last  June.  He  has  also 
served  as  pastor  of  First  Church,  Big 
Spring,  Tex.  He  has  been  active  in 
the  Prayer  Life  Movement  for  many 
years  and  has  led  a  number  of  spirit¬ 
ual  life  retreats,  prayer  schools  and 
preaching  missions.  During  his  pastor- 


State  Council 
conducts  seminar 

The  Louisiana  State  Council  of 
Churches  conducted  a  teaming  seminar 
in  New  Orleans,  August  24'and  25;  for 
state  church  leaders  on  organizing 
senior  citizen  programs  and  groups, 
according  to  the  Rev.  Sam  J.  Allen, 
executive  secretary. 

He  said,  “Thfe'  seminar  was  another 
phase  of  the  church  and  aging  project 
being  developed  by  the  State  Council 
of  Churches  on  a  statewide  basis  in 
cooperation  with  the  Louisiana  Com¬ 
mission  on  Aging.” 

The  purpose  of  the  seminar  was  to 
initiate  local  conferences  in  various 
areas  of  the  state  which  in  turn  will 
be  the  beginning  of  local  church  re¬ 
lated  programs  in  those  areas.  Includ¬ 
ed  in  the  subjects  discussed  were  pub¬ 
licity,  program  construction  and  out¬ 
lines,  types  of  speakers  and  how  to 
secure  them  and  types  of  materials 
to  use. 

The  seminar  was  led  by  Howard 
C.  Goetz,  Jr.,  chairman  of  the  Senior 
Citizens’  Department  of  the  Greater 
New  Orleans  Federation  of  Churches. 


ate  at  Amarillo  he  led  in  a  significant 
ministry  to  service  personnel  and  their 
families  in  that  city. 

The  cost  of  the  retreat  will  be  $6.00 
and  registrations  will  be  taken  on  ar¬ 
rival  at  the  camp  by  the  Rev.  Louis 
Coppage.  Those  attending  should  bring 
their  own  bedding,  towels  and  toilet 
articles,  raincoats,  jackets,  etc. 
t 

Broadmoor  staff 
member  heads 
national  organization 

James  B.  Collier,  business  manager 
of  Broadmoor  Methodist  Church, 
Shreveport,  has  been  elected  president 
of  the  Methodist  Association  of  Church 
Business  Administrators  in  their  recent 
meeting  at  Lake  Junaluska,  N.  C. 

The  60  persons  attending  the  meet¬ 
ing  also  voted  to  change  their  name 
from  the  former  designation  of  Asso¬ 
ciation  of  Church  Administrators  of 
The  Methodist  Church.  Sponsored  by 
the  General  Board  of  Lay  Activities, 
the  organization  has  grown  out  of  an 
association  of  administrators  in  the 
Southeastern  Jurisdiction. 

Membership  in  the  association  is 
open  to  persons,  lay  and  clerical,  who 
carry  primary  responsibilities  in  Meth¬ 
odism  for  business  affairs. 

The  group,  meeting  August  14-18, 
adopted  new  standards  for  certifica¬ 
tion  for  administrators.  These  cover 
ten  areas,  including  a  working  knowl¬ 
edge  of  the  Bible,  knowledge  of  the 
Methodist  program  of  Christian  stew¬ 
ardship,  commitment  to  a  study  and 
self-improvement  program,  and  a 


Among  those  registered  for  the 
seminar  were:  the  Rev.  M.  C.  Cady, 
associate  pastor,  First  Methodist 
Church,  Baton  Rouge;  the  Rev.  James 
L.  Stovall,  pastor,  First  Methodist 
Church,  Lafayette;  Chaplain  James 
Adams,  Episcopal  chaplain,  Alexan¬ 
dria;  the  Rev.  P.  M.  Carraway,  assist¬ 
ant  pastor,  First  Methodist  Church, 
Shreveport;  the  Rev.  David  Carter, 
Monroe,  La.;  Robert  Gaudet,  Arcadia 
Baptist  Home,  Arcadia;  and  the  Rev. 
David  Cooper  and  Don  McAndrews, 
committee  on  aging  of  the  Louisiana 
Council  of  Churches. 

The  seminar  was  held  at  Holiday 
Inn  West,  Baton  Rouge. 


Thousand  Club  Call 

The  first  call  for  the  1000 
Club  for  the  present  conference 
year  is  currently  going  out  for 
the  benefit  of  a  new  church 
planned  for  the  Terry  town  Area 
in  Gretna  in  the  New  Orleans 
District. 

This  congregation  is  presently 
holding  services  in  the  mall  of  a 
local  shopping  center.  Church 
school  classes  are  meeting  in  the 
same  area  with  no  partitions  to 
separate  them. 

Terry  town  is  a  large  suburban 
area  of  some  3,000  homes,  with 
the  population  expected  to  dou¬ 
ble  in  the  next  two  or  three  years. 
Brochures  describing  this  situa¬ 
tion  have  been  sent  to  the  dis¬ 
trict  1000  Club  chairman  and 
the  district  superintendents, 
t 


bachelor’s  degree  from  an  accredited 
college  or  university,  or  comparable 
experience  and  training.  The  new  qual¬ 
ifications  will  go  into  effect  January 
1,  1968,  and  will  be  supplemented  by 
a  training  program. 

The  other  officers  elected  included: 
Louis  Candedo,  Orlando,  Fla.,  first 
vice  president;  Melvin  C.  Dodson,  Ar¬ 
lington,  Va.,  second  vice  president; 
Mrs.  J.  W.  McCoy,  Madisonville,  Ky., 
treasurer;  the  Rev.  Robert  V.  Martin, 
Winston-Salem,  N.  C.,  recording  secre¬ 
tary;  and  Mrs.  Dorothy  West,  Birming¬ 
ham,  Ala.,  corresponding  secretary. 

The  next  meeting  will  be  held  Aug. 
19-23,  196  8at  Green  Lake,  Wis. 
t 

Louisiana  pastors 
to  visit  South  America 

Three  persons  from  the  Louisiana 
Conference  have  been  invited  to  serve 
as  short-term  missionaries  to  South 
America  in  a  mission  set  for  Septem¬ 
ber  18-October  18.  They  are  the  Rev. 
Alfred  L.  Norris  and  the  Rev.  James 
T.  Harris  of  New  Orleans,  and  the 
Rev.  Samuel  W.  Walker,  Sr.,  of  Baton 
Rouge. 

The  Mission,  conducted  under  the 
auspices  of  the  General  Board  of  Evan¬ 
gelism  and  Missions  of  The  Method¬ 
ist  Church,  will  spend  two  weeks  (three 
Sundays)  in  Brazil  and  view  Method¬ 
ist  mission  work  in  other  countries 
en  route. 

Missioners  will  preach  through  in- 


Paul  A.  Bjork 


Methodist  Hospital 
selects  administrator 

Mr.  Paul  A.  Bjork  of  Oak  Ridge, 
Tennessee,  has  accepted  the  position 
of  Administrator  of  the  new  Method¬ 
ist  Hospital  in  New  Orleans,  it  was 
announced  by  M.  Kenneth  Schor,  pres¬ 
ident  of  the  Board  of  Directors. 

Mr.  Bjork  has  been  Executive  Di¬ 
rector  of  the  Oak  Ridge  Hospital  of 
the  Methodist  Church  for  the  past  eight 
years.  Prior  to  that  he  served  as  ad¬ 
ministrator  of  the  Community  Gener¬ 
al  Hospital,  Sterling,  Ill.,  and  assistant 
administrator  of  Kenosha  Hospital, 
Kenosha,  Wise. 

Mr.  Bjork  is  a  Fellow  of  the  Amer¬ 
ican  College  of  Hospital  Administrators 
and  of  the  Royal  Society  of  Health, 
England.  He  is  a  member  of  the  In¬ 
ternational  Hospital  Federation  and  of 
the  Advisory  Committee,  Center  for 
Hospital  Continuing  Education,  Uni¬ 
versity  of  Alabama.  He  is  at  present 
a  Trustee  of  both  the  Tennessee  Blue 
Cross  and  the  Tennessee  Hospital  As¬ 
sociation  and  was  recently  named  Pres¬ 
ident-elect  of  the  latter  organization. 
He  has  also  been  serving  as  President 
of  the  Knoxville  Hospital  Council. 

Mr.  Bjork  attended  Milwaukee  State 
Teachers  College  (now  the  University 
of  Wisconsin)  and  is  a  graduate  of 
Marquette  University,  He  is  married 
and  the  father  of  four  children. 

Mr.  Schor  further  announced  that 
Mr.  Bjork  will  be  moving  to  New  Or¬ 
leans  and  assuming  his  duties  by  Octo¬ 
ber  1,  1967.  With  the  160-bed  general 
hospital,  under  construction  at  5620 
Read  Road,  targeting  towards  an  Au¬ 
gust  1,  1968,  completion  date,  it  is 
hoped  that  the  Hospital  will  be  in 
operation  by  October  1,  1968. 

terpreters  and  will  visit  and  guide  vis¬ 
itation  and  personal  evangelism.  In 
addition  to  the  missions  in  Rio  de 
Janeiro  and  Sao  Paulo,  Brazil,  the 
groups  will  view  mission  stations  in 
Buenos  Aires,  Argentina;  Montevideo, 
Uruguay;  Santiago,  Chile;  Lima,  Peru; 
and  Panama  City,  Panama. 

The  Rev.  Charles  Whittle,  a  min¬ 
ister  from  Texas  and  a  member  of 
the  staff  of  the  General  Board  of  Evan¬ 
gelism  headquartered  in  Nashville, 
Tenn.,  will  direct  the  mission 

Mr.  Whittle  said,  “this  mission  gives 
us  an  excellent  opportunity  to  assist 
in  spreading  evangelical  Christianity 
in  Brazil  where  Methodism  is  grow¬ 
ing  and  this  year  celebrates  its  100th 
anniversary.” 
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Ministers'  Retreat  to  be  held 
at  Camp  Brewer,  September  19-20 
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A  NEW  CALL  TO  EVANGELISM 


THE  LATEST  ACCENT  on  evangelism  was 
that  of  Dr.  Philip  Potter  of  the  staff  of  the 
World  Council  of  Churches  speaking  at  the 
recent  meeting  of  that  body’s  Central  Committee, 
meeting  on  the  island  of  Crete.  He  took  the  ecu¬ 
menical  movement  severely  to  task  for  its  lack  of 
a  united  effort  to  bring  more  persons  to  the  mo-, 
ment  of  decision  concerning  the  acceptance  of  the 
Christian  faith.  If  this  new  note  can  come  to  us 
from  this  organization  it  may  mean  a  new  day  in 
the  whole  council  development.  Too  long  have  our 
denominations — even  those  agencies  within  them 
which  bear  the  title  of  evangelism — diluted  the 
evangelistic  message  and  interpreted  the  word  to 
mean  everything  in  the  world  except  decision¬ 
making  and  recruitment  for  Christ’s  church.  Just 
a  few  days  ago  we  read  another  such  statement 
from  one  charged  with  evangelistic  responsibilities. 
He  said:  “I  am  not  serving  my  Christ  when  I  try 
to  gain  new  members  for  my  denomination.” 

In  another  connection,  Dr.  Franklin  Littell 
recently  charged  that  the  reason  our  statistics  on 
additions  to  the  church  have  been  going  down 
steadily  is  that  we  have  continued  to  weaken  the 
standards  for  church  membership.  It  is  our  convic¬ 
tion  that  this,  together  with  an  increasing  breed 
of  ministers  who  will  not  even  see  evangelism  as 
their  task,  is  greatly  at  fault  for  the  confused  state 
of  the  church  to  which  many  point  with  concern 
and  cry  “restructure  —  renewal'.”  A  prominent 
church  leader  said  in  our  presence  recently,  “If 
the  boys  who  are  shouting  ‘renewal’  the  loudest 
could  point  to  one  single  success  resulting  from 
their  new  forms  of  ministry,  then  we  might  take 
seriously  their  criticisms  of  others  who  are  continu¬ 
ing  to  reach  large  numbers  of  persons  for  Jesus 
Christ.”  Bishop  Hazen  G.  Werner  preached  a  ser¬ 
mon  at  the  Ohio  Annual  Conference  while  we  were 
working  in  that  state  the  title  of  which  was  “You 
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Can’t  Argue  With  Statistics.”  The  basic  theme 
of  his  message  was  that  over  the  long  span  of 
years  the  men  and  the  churches  that  are  getting 
the  job  done  will  be  the  ones  with  the  best  sta¬ 
tistical  reports.  When  you  give  it  some  thought, 
the  truth  will  be  seen  that  one  or  two  years  may 
prove  exceptions,  but  the  ministers  and  the  people 
who  go  in  search  of  persons  will  reflect  growth  in 
the  membership  columns. 

All  that  can  be  said  about  the  need  for  the 
Christian  community  to  witness  in  the  presence 
ef  all  the  contemporary  needs  and  issues  does  not 
in  any  sense  minimize  the  necessity  of  “telling  the 
good  news”  of  Christ  in  such  a  manner  that  those 
who  have  never  heard  will  want  to  let  him  be  their 
Savior,  too.  If  those  who  are  so  concerned  about 
the  new  emphases  which  the  church  should  be 
making  would  even  give  a  little  hint  that  they  are 
also  concerned  about  conversion  and  decision,  much 
of  the  gap  which  has  been  broadening  between 
two  segments  withn  the  church  would  be  narrowed. 
If  those  who  recognize  that  world  missions  in¬ 
volves  a  syncretic  approach  to  all  world  religions 
would  drop  one  little  hint  that  they  believe  their 
purpose  as  missionaries  is  to  maintain  the  superior 
appeal  of  the  Christian  faith  then  some  of  the 
doubts  concerning  our  continued  support  of  their 
work  could  be  dispelled. 

We  all  become  deeply  involved  in  semantics 
when  we  discuss  any  subject  with  anybody.  It  is 
for  this  reason  that  we  would  like  to  keep  insisting 
that  “evangelism”  should  be  defined  as  “a  preach¬ 
ing  of,  or  a  zealous  effort  to  spread  the  gospel, 
and  “missions”  as  “going  into  all  the  world  to 
preach  the  gospel  to  every  creature.”  Let  us  hold 
continuing  dialogue  on  the  changing  of  our  meth¬ 
ods  to  fit  changing  days,  but  let  us  never  depart 
from  the  purpose  for  which  we  are  called  apart  and 
sent.  The  last  thing  the  secular  world  wants  from 
us  is  silence  concerning  our  Lord  and  His  Church. 
We  have  recently  been  reading  Ernest  Gordon’s 
great  book,  Through  the  Valley  of  the  Kwai.  Here 
he  tells  of  the  unselfish  acts  which  turned  men 
from  animals  to  men  again.  But  we  cannot  forget 
that  beyond  their  straightening  up  their  living  hab¬ 
its  and  becoming  dean  and  decent  again  they  began 
to  come  to  Gordon  to  inquire  concerning  the  steps 
to  be  taken  to  become  a  part  of  the  family  of  God. 
There  is  no  question  that  some  of  the  artificial  walls 
between  the  sacred  and  the  secular  need  to  dis¬ 
appear  but  never  to  the  extreme  that  there  will 
be  no  difference  between  the  person  who  has  ac¬ 
cepted  Jesus  Christ  as  Lord  and  Savior  and  the 
one  who  has  not.  That  is  the  last  thing  the  secular 
world  wants  from  us — and  let’s  not  kid  ourselves 
about  it  any  longer! 
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TWO  BRIDGES  OVER  THE  KWAI 

Having  just  completed  the  reading 
of  a  book  which  we  should  have  read 
some  time  ago — Through  the  Valley 
of  the  Kwai  by  Ernest  Gordon — we 
are  impressed  by  this  second  version 
of  the  building  of  the  bridge  over 
the  River  Kwai.  (The  other  version  is 
the  fictional  one  by  Pierre  Boulle 
which  became  a  hit  movie.) 

In  both  these  stories  British  prison¬ 
ers  of  war,  charged  with  building  a 
railroad  and  a  bridge  at  the  Kwai  Riv¬ 
er  in  Thailand,  found  themselves  be¬ 
coming  more  like  animals  than  men 
under  the  cruelty  of  the  Japanese.  In 
the  novel  and  the  movie  this  tendency 
was  overcome  by  military  discipline 
and  the  development  of  a  pride  in 
building  the  bridge.  In  Gordon’s  true 
story  the  undergirding  which  saved  the 
prisoners  from  beastiality  came  through 
acts  of  unselfishness  and  deeds  which 
ultimately  became  spiritual  in  their 
nature. 

First,  there  was  the  example  of  the 
prisoner  who  died  of  starvation  be¬ 
cause  he  gave  all  of  his  meager  food 
ration  to  save  the  life  of  a  friend.  Then 
there  was  the  day  that  the  fellow- 
member  of  Gordon’s  Argyll  regiment 
confessed  to  having  stolen  a  shovel 
that  he  did  not  steal  because  the  Jap¬ 
anese  guard  had  been  careless  in  his 
inventory  and  was  determined  to  exe¬ 
cute  the  entire  work  detail  unless  some¬ 
one  confessed. 

From  these  acts  of  unselfishness  the 
entire  complement  of  the  Chungkai 
prison  camp  found  new  life  and  soon 
were  organized  in  Bible  discussion 
groups,  college  classes,  and  extra-cur¬ 
ricular  activities  such  as  art  and  music 
groups.  They  constructed  an  outdoor 
chapel  and  the  paragraphs  in  which 
Gordon  gives  us  his  definitions  of  the 
Church  are  among  the  finest  we  have 
seen  in  any  theological  discourse. 

Yes,  both  these  writers — Boulle  and 
Gordon  —  recognized  that  men  are 
saved  from  becoming  animals  by  find¬ 
ing  something  outside  themselves  on 
which  to  concentrate. 

Dr.  Gordon  is  himself  a  “miracle  of 
the  Kwai.”  An  agnostic  when  the  ex¬ 
periences  occurred,  he  is  now  the  chap¬ 
lain  at  Princeton  University. 
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HERAKLEION,  Crete  —  King  Constantine  of  Greece  addresses  a 
session  of  the  World  Council  of  Churches’  policy-making  Central 
Committee  at  Herakleion  in  Crete.  Seated  left  is  Dr.  Franklin  Clark 
Fry,  chairman  of  the  Central  Committee  and  president  of  the  Lutheran 
Church  in  America.  Among  those  seated  at  right  is  Dr.  Eugene  Car- 
son  Blake,  general  secretary  of  theWCC  (left).  Besides  official 
delegates,  the  meeting  was  attended  by  observers  from  non-member 
church  groups,  including  the  Catholic  Church,  and  from  world  con¬ 
fessional  bodies. 

"Project  Choice"  will  involve 
five  million  TV  viewers 


Methodist  retires  as 
chief  Army  chaplain 

WASHINGTON,  D.C.  —  Thirty 
years  as  a  Methodist  minister,  more 
than  26  of  them  as  an  Army  chaplain, 
climaxed  by  nearly  five  years  as  Chief 
of  Army  Chaplains,  closed  recently 
with  the  retirement  of  Charles  E. 
Brown,  Jr. 

Chaplain  (Maj.  Gen.)  Brown,  mem¬ 
ber  of  the  church’s  Rocky  Mountain 
Conference,  was  honored  with  a  re¬ 
tirement  review  at  Ft.  Myers,  Va.,  and 
with  the  presentation  of  the  Distin¬ 
guished  Service  Medal. 

Nominated  as  his  successor  in  the 
chief’s  position  supervising  1,800  chap¬ 
lains  was  Chaplain  Francis  L.  Samp¬ 
son,  a  Roman  Catholic  who  parachuted 
into,  Europe  on  D-Day  and  who  was 
twice  captured  by  the  Germans.  He 
has  been  deputy  chief. 

Brown,  a  graduate  of  Southwestern 
College  and  Iliff  School  of  Theology, 
was  ordained  an  elder  in  Kansas  in 
1938.  He  served  pastorates  in  Winfield 
and  Rolla,  Kansas,  and  Denver,  Colo., 
before  being  called  to  active  duty  as 
a  chaplain  in  March,  1941. 

He  served  in  North  Africa  and  Italy 
in  World  War  II,  in  1945  organized 
and  headed  the  Army  Chaplain  Board, 
was  the  second  chaplain  to  graduate 
from  the  Command  and  General  Staff 
College  and  the  first  to  graduate  from 
the  Army  War  College.  He  also  served 
as  commandant  of  the  Army  Chaplain 
School.  His  term  as  chief  of  chaplains 
began  Nov.  1,  1962. 

Chaplain  and  Mrs.  Brown  continue 
to  reside  in  Arlington.  When  not  trav¬ 
eling  or  serving  as  a  guest  preacher, 
he  has  been  active  in  Mt.  Olivet  Meth¬ 
odist  Church  there. 

t 

Bishop  Phillips  to 
head  Portland  Area 

SAN  FRANCISCO,  Calif.  (MI)  — 
Bishop  Glenn  R.  Phillips,  San  Diego, 
Calif.,  has  been  named  to  administer 
the  Portland  Area  of  The  Methodist 
Church.  The  area  was  left  without 
episcopal  supervision  August  15  with 
the  death  of  Bishop  A.  Raymond 
Grant. 

Bishop  Phillips,  who  retired  in  1964 
after  16  years  in  the  Denver  Area, 
will  serve  from  September  15  until 
July  of  1968  when  the  Western  Juris¬ 
dictional  Conference  will  assign  a  bish¬ 
op  for  a  four-year  term. 

Appointment  of  Bishop  Phillips  to 
the  vacancy  was  announced  here  Au¬ 
gust  22  by  Bishop  Donald  H.  Tip¬ 
pett,  president  of  the  church’s  Council 
of  Bishops.  The  Portland  Area  in¬ 
cludes  the  Oregon  and  Idaho  Annual 
Conferences  and  the  Alaska  Mission 
Conference. 

A  native  of  Paulding  County,  Ohio, 
Bishop  Phillips  was  elected  to  the  epis¬ 
copacy  in  1948  while  pastor  of  First 
Methodist  Church  in  Hollywood,  Calif. 
Other  appointments  during  his  active 
ministry  included  First  Methodist 
Church,  Phoenix,  Ariz.,  and  Moorpark, 
Santa  Maria  and  North  Hollywood, 
Calif. 

t 

God  sells  us  all  things  at  the  price 
of  labor. — Leonardo  da  Vinci 


NEW  YORK,  N.  Y.  —  To  help 
Americans  make  intelligent  choices  in 
response  to  grave  domestic  and  inter¬ 
national  crises  of  the  technological  age, 
a  nationwide  program  directly  involv¬ 
ing  some  five  million  people  is  being 
launched  with  the  help  of  television. 

This  gigantic  citizen-education  proj¬ 
ect  —  in  which  nearly  25  national  or¬ 
ganizations  including  the  National 
Council  of  Churches  are  taking  part — 
was  announced  by  Dr.  R.  H.  Edwin 
Espy,  NCC  general  secretary. 

The  program,  “Project  Choice,”  is 
currently  organizing  several  thousand 
small  study  groups  in  some  30  cities 
across  the  country. 

During  November,  these  groups 
will  come  together  through  network 


Heraklion,  Crete  —  Dr.  Eugene 
Carson  Blake,  general  secretary  of  the 
World  Council  of  Churches,  has  pre¬ 
dicted  that  his  organization  and  the 
Roman  Catholic  Church  “will  be  in  a 
position  to  spend  some  money  together 
in  1968”  in  a  joint  program  for  inter¬ 
national  justice,  development  and 
peace. 

Dr.  Blake  made  the  prediction  at  a 
wide-ranging  press  conference  held  in 
conjunction  with  a  two-week  meeting 
of  the  World  Council’s  policy-making 
Central  Committee,  now  in  session 
here. 

The  WCC  general  secretary  said 
even  before  the  formation  of  the  Ro¬ 
man  Catholic  Pontifical  Commission 
on  Justice  and  Peace,  many  of  the  per¬ 
sons  central  in  that  development  were 
in  conversation  with  World  Council 
personnel  on  a  staff  level. 

“There  has  been  mutual  understand¬ 
ing  to  develop  this  as  far  as  our  au¬ 
thority  would  allow,”  he  said.  “We  are 


television,  Dr.  Espy  said.  “Across  the 
nation  they  will  watch  a  special  series 
of  weekly  shows  and  then  discuss  them 
in  depth. 

“They  will  be  confronted  by  a 
broad,  often  disturbing  and  bewilder¬ 
ing  spectrum  of  hard-core  information 
about  the  way  things  stand  with  man¬ 
kind  in  this  second  half  of  the  20th 
century,”  he  declared. 

“Among  scores  of  specific  dilemmas 
— puzzling  even  to  experts  who  cope 
with  them  daily  —  viewer-students 
will  face  one  overeaching  question:  Is 
the  future  of  our  species  a  matter  of 
inevitable  chance,  or  do  we  have  the 
means  at  our  disposal  to  shape  it? 

“Project  Choice  is  undertaken  in  the 
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now  in  the  process  of  getting  the  re¬ 
action  of  the  authorities  of  both 
groups.” 

The  broad  area  of  international  de¬ 
velopment  will  be  one  of  the  emphases 
of  the  World  Council’s  Fourth  Assem¬ 
bly  in  Uppsala,  Sweden,  in  1968. 

Whatever  is  said  out  of  that  meeting 
on  the  technical  and  moral  aspects  of 
development,  Dr.  Blake  said,  “will 
have  been  very  closely  worked  through 
with  the  Roman  Catholic  Church.” 

While  there  is  not  one  Christian 
viewpoint,  he  added,  “we  might  be 
able  to  make  a  Christian  statement 
closer  than  we’ve  been  able  to  do  in 
the  last  1,000  years.” 

Dr.  Blake  noted  that  the  two  church 
bodies  are  now  engaging  in  a  “dynamic 
relationship  which  we  will  try"  to  fill 
out  in  concrete  terms  just  as  soon  as 
we  can.” 

He  noted  that  Roman  Catholics 
have  served  as  observers  at  World 
Council  meetings  since  the  organiza- 
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African  TV  special 
to  be  seen  Sept.  10 

Methodists,  who  along  with  most 
other  American  churchmen  have  been 
sending  missionaries  to  Africa  for  more 
than  100  years,  will  have  an  unprece¬ 
dented  opportunity  on  Sunday  eve¬ 
ning,  September  1 0,  to  see  the  environ¬ 
ment  in  which  their  missionaries  are 
working  today. 

The  opportunity  will  come  in  a  four- 
hour  television  special  on  Africa  from 
7  to  1 1  p.m.  What  is  believed  to  be  the 
longest  single  TV  program  in  history 
has  been  produced  by  the  ABC  Tele¬ 
vision  Network. 

Though  “Africa”  does  not  present 
specifically  religious  subject  matter,  its 
broad  coverage  of  the  formerly  so- 
called  “Dark  Continent”  illuminates 
many  areas  of  the  turbulent  African 
scene  which  have  bearing  on  how  and 
where  missionaries  do  their  work. 
Since  Methodists  have  mission  work 
in  eight  African  countries,  their  inter¬ 
est  in  the  TV  special  is  expected  to  be 
high. 

“Africa”  presents  not  only  the  usual 
picture  of  lions,  jungles  and  dancing 
tribesmen,  but  also  hard  news  and  con¬ 
sideration  of  controversial  questions, 
including  segments  on  apartheid  in 
South  Africa  (against  which  Method¬ 
ism  has  taken  a  strong  stand)  and  on 
Portugal’s  colonies,  Angola  and 
Mozambique. 


tions’  Third  Assembly  in  New  Delhi 
in  1961.  He  said  15  Roman  Catholic 
delegate-observers  are  expected  to  at¬ 
tend  the  Uppsala  meeting. 

“This  is  a  new  category,”  he  ex¬ 
plained.  “They  will  have  rights  beyond 
what  they  have  had  at  previous  World 
Council  meetings.” 

He  indicated  that  this  could  effect 
the  make-up  of  the  new  Central  Com¬ 
mittee  which  will  be  elected  at 
Uppsala. 

Dr.  Blake  was  asked  why  he  was 
severe  in  his  criticism  against  the  so- 
called  “new  theology.”  In  reply,  he 
said: 

“If  I  have  been  severe  .  .  .,  it  is  for 
one  reason  only,  because  the  Roman 
Catholic  and  other  non-member 
churches  have  the  idea  that  the  theol¬ 
ogy  of  the  World  Council  is  the  new 
theology.  This  is  false.  Nor  is  the  new 
theology  the  theology  of  the  member 
churches  of  the  World  Council.” 


Joint  international  development  program  is 
announced  by  World  Council  of  Churches 
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Jamieson  featured 
on  promotional  record 

The  Rev.  Robert  Jamieson,  pastor 
of  First  Methodist  Church,  De  Ridder, 
is  featured  on  a  promotional  record 
being  distributed  to  Methodist  pastors 
and  churches  across  the  nation  in  prep¬ 
aration  for  World  Wide  Communion 
Sunday. 

In  the  recording  prepared  by  the 
Commission  on  Promotion  and  Culti¬ 
vation  to  present  the  three  causes 
which  share  in  the  special  offering  the 
first  Sunday  in  October,  Jamieson 
speaks  in  the  interest  of  the  Commis¬ 
sion  on  Camp  Activities.  This  agency 
distributes  funds  to  churches  near  mili¬ 
tary  installations  to  supplement  their 
own  budgets  so  that  they  might  meet 
additional  challenges  presented  by  the 
presence  of  a  large  number  of  service 
personnel.  Dr.  Alfred  A.  Knox,  editor 
of  The  Louisiana  Methodist,  is  serv¬ 
ing  on  a  volunteer  basis  as  general 
secretary  of  this  commission. 

Mr.  Jamieson  speaks  of  the  special 
challenge  presented  to  the  churches  of 
the  Fort  Polk  area  because  there  is 
no  on-base  housing  provided  for  fam¬ 
ilies  related  to  that  installation. 

Miss  Linda  5>cnuize,  the  firsi  Meth¬ 
odist  to  work  in  the  program  of  Viet¬ 
nam  Christian  Service  speaks  for  that 
program  which  is  supported  in  part 
by  the  Methodist  Committee  on  Over¬ 
seas  Relief.  Chaplain  (Major)  Robert 
Swager  presents  the  needs  of  the  Meth¬ 
odist  Commission  on  Chaplains. 


Shreveport  pastor's 
son  in  foreign 
study  program 

Noel  Cain,  Shreveport,  will  attend 
the  University  of  Salamanca,  Spain 
with  the  opening  of  the  first  semester 
in  September.  He  will  be  there  under 
the  auspices  and  direction  of  the  Dart¬ 
mouth  Foreign  Study  Department, 
Dartmouth  College.  He  is  the  son  of 
the  Rev.  and  Mrs.  Ralph  Cain,  pastor 


■ 


and  wife  at  Mangum  Memorial  Meth¬ 
odist  Church. 

While  in  Spain,  he  will  live  with 
a  Spanish  family,  an  arrangement  pro¬ 
vided  by  Dartmouth.  (This  is  not  a 
foreign  exchange  program.) 

Cain  is  preparing  for  church-related 
service  and  is  doing  his  undergraduate 
work  in  language  and  religion.  A  stu¬ 
dent  is  chosen  for  this  foreign  study 
program  on  the  basis  of  his  achieve¬ 
ment  in  the  language  chosen 

He  will  fly  from  Shreveport  to  New 
York  and  from  there  will  fly  the  Ice¬ 
landic  line  to  Luxembourg.  He  will 
go  to  Madrid  for  a  meeting  of  the 
15  students  from  Dartmouth  who  will 
be  at  Salamanca  this  fall. 


August  23rd  was  a  day  of  fellowship,  planning  and  guidance  for  all  full 
time  supply  pastors  in  the  Baton  Rouge  District  when  they  met  with  Dr. 
Bentley  Sloane,  district  superintendent.  Pictured  from  left  to  right  are: 
Pastors  H.  C.  Howell,  Walter  Gilbert,  George  Burlew,  Dr.  Sloane,  E.  M. 
Dill,  Carl  Lipe,  Cecil  Mims,  John  Sayes,  Charles  Brister,  M.  L.  Davis, 
Allen  Reeves,  Jr.,  and  John  Bonds.  Carl  Lipe  and  John  Bonds  are  rep¬ 
resenting  the  group  at  the  Church  Consultation  in  Columbus,  Ohio,  Sep¬ 
tember  5-8. 


Bishop  Aubrey  G.  Walton  recently  pre¬ 
sided  over  dedication  services  for  a 
new  education  building  at  Pleasant 
Hill  Methodist  Church.  Beside  him  in 
picture  are  three  sisters  of  Mr.  Conrad 
Hardee  in  whose  honor  the  building 
was  named — Mrs.  Clara  Thomas, 
Crowley,  Mrs.  T.  Dykes  (back  row). 
Pleasant  Hill,  Mrs.  Floyd  Knott,  Mans¬ 
field;  Mrs.  T.  W.  Hardee,  president  of 
Official  Board,  and  the  Rev.  Reuben 
M.  Harrel,  pastor,  with  members  of 
Board  on  back  row.  The  Rev.  George 
F.  Pearce,  Shreveport  district  superin¬ 
tendent  assisted  with  the  dedication. 


Vis/tauon  to 
Jamaica  scheduled 

The  General  Board  of  Lay  Activi¬ 
ties  is  sponsoring  a  visitation  by  lay¬ 
men  and  ministers  to  Kingston,  Ja¬ 
maica,  West  Indies,  for  November 
10-13,  according  to  Charles  P.  Kel¬ 
logg  of  the  staff  of  that  agencv. 

The  announceu  purpose  ot  the  vis¬ 
itation  is  four-fold:  1.  To  witness  for 
Christ  to  Christians  living  in  a  dif¬ 
ferent  cultural  environment;  2.  To  de¬ 
velop  “bridges  of  goodwill  and  under¬ 
standing”  between  U.  S.  Methodism 
and  The  Methodist  Church  in  the 
Caribbean;  3.  To  exchange  experi¬ 
ences  and  information  on  lay  work  in 
the  two  churches;  and  4.  To  explore 
the  possibility  of  organizing  a  Region¬ 
al  Federation  of  Methodist  Men  (which 
eventually  might  be  expanded  to  in¬ 
clude  laymen  from  the  Latin  Ameri¬ 
can  countries. 

The  estimated  cost  of  the  trip  from 
Miami,  Fla.  to  Jamaica  and  return 
and  housing  and  means  while  there  is 
estimated  at  $112.00.  Each  person 
will  pay  his  own  expenses  or  find 
some  way  to  secure  the  funds  within 
his  own  conference,  district  or  local 
church. 
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Bishop  Aubrey  G.  Walton  is  shown 
here  with  members  of  Pelican  .Metho¬ 
dist  Church  where  he  conducted  ser¬ 
vices  August  27.  This  was  the  first 
time  a  bishop  had  presided  at  services 
in  this  church  since  1892  (Bishop 
Charles  Betts  Galloway  was  the  pre¬ 
siding  bishop  at  that  time).  To  the 
right  of  Bishop  Walton  are  Miss  Mary 
Breazeale,  Mrs.  W.  B.  Lunday  and  the 
Rev.  Terry  C.  Willis,  pastor. 


Centenary  has 
new  comptroller 

Jessie  W.  Outlaw,  the  assistant 
comptroller  at  Centenary  College  for 
the  past  two  years,  has  been  promoted 
to  comptroller  of  the  college,  according 
to  Dr.  Jack  S.  Wilkes. 

Outlaw  succeeds  Frank  D.  Austin, 
who  is  leaving  to  accept  a  position  at 
Texas  A.  and  M.  at  Bryan,  effective 
September  15. 

He  entered  the  Air  Force  at  Barks¬ 
dale  Air  Force  Base  in  1936  and  re¬ 
tired  at  the  same  local  base  in  1959 
following  an  illustrious  career  in  the 
service.  He  won  his  pilot’s  wings  and 
was  commissioned  as  a  2nd  lieutenant 
in  1944  at  the  West  Coast  Training 
Center.  He  was  sent  overseas  and  flew 
weather  reconnaisance  missions  over 
the  hump  in  the  China-Burma-India 
theatre  and  was  awarded  the  air  medal 
for  this  accomplishment. 

Mr.  Outlaw  served  in  the  adjutants 
office  at  various  military  posts  follow¬ 
ing  the  war  and  also  as  administrative 
assistant  to  the  Deputy  Chief  of  Staff 
for  Operations  in  the  Pentagon  in 
Washington.  When  he  retired  he  was 
Deputy  Commander  of  the  Air  Re¬ 
serve  Training  Center  in  Shreveport. 

After  leaving  the  Air  Force,  Outlaw 
graduated  magna  cum  laude  from 


Branton  writes 
for  Christian 
Advocate 

The  Rev.  L.  Ray  Branton,  pastor  of 
Aurora  Methodist  Church,  New  Or¬ 
leans,  is  the  author  of  an  article  that 
appeared  in  the  August  10  issue  of 
Christian  Advocate,  Methodist  periodi¬ 
cal  for  ministers.  The  article  was  en¬ 
titled  “Renewal  in  Our  Own  Disci¬ 
pline.” 

In  the  article,  Mr.  Branton  makes 
the  case  that  The  Methodist  Church 
already  has  within  its  present  Disci¬ 
pline  the  church  structure  needed  for 
renewal,  but  that  ministers  should  be 
consistent  in  undertaking  to  follow  the 
Discipline,  the  General  Rules  and  the 
Book  of  Worship  except  in  instances 
where  these  basic  materials  grant  free¬ 
dom  to  change  them. 

He  points  out  that  the  whole  matter 
of  “renewal”  rests  more  with  the  in¬ 
dividual  clergyman  than  with  any  larg¬ 
er  body  of  the  church.  He  says:  “Our 
need  for  new  structures  is  less  urgent 
than  our  need  for  a  change  in  the  atti¬ 
tude  of  Methodist  clergymen  toward 
the  doctrine  and  discipline  we  already 
possess.” 

Although  insisting  that  the  Disci¬ 
pline  contains  foundation  materials  for 
renewal  in  both  organizational  and 
doctrinal  statements,  the  New  Orleans 
pastor  says  it  must  be  worded  in  lan¬ 
guage  that  communicates  to  the  pres¬ 
ent  day.  He  says,  “If  the  language  of 
our  doctrine  is  so  archaic  it  can  no 
longer  communicate,  let  us  update  it.” 

He  also  insists  that  where  choices 
lie  between  “preaching  the  faith  of  the 
church  and  preaching  your  own  beliefs, 
preach  the  faith  of  the  church.”  He 
said  that  few  have  had  to  face  such  a 
decision  but  that  some  “have  taken 
the  easy  way  out  by  adopting  a  philos¬ 
ophy  of  clerical  individualism.” 

Near  the  end  of  his  article,  Mr. 
Branton  takes  the  position  that  there 
is  a  close  correlation  between  our 
allegiance  to  the  standards  already  de¬ 
lineated  in  the  Discipline  and  results 
in  our  evangelistic  efforts.  He  says: 
Unless  we  take  our  own  standards 
seriously,  we  cannot  expect  the  world 
to  do  so.  Franklin  Littell  has  observed 
that  the  abolition  of  Methodist  mem¬ 
bership  standards  has  failed  to  enable 
us  to  reap  the  statistical  gain  we  pre¬ 
sumed  would  result.  He  intimates  there 
is  a  direct  relationship  between  the 
abolition  of  our  standards  and  the 
steady  decline  we  are  presently  ex¬ 
periencing  in  membership.” 


Woodbury  College  in  Los  Angeles  with 
a  degree  in  Business  Administration. 
He  was  named  chief  accountant  and 
assistant  to  the  Treasurer  of  California 
Western  Freight  Association  in  Los 
Angeles  in  1962  and  later  established 
his  own  accounting  firm  in  Bossier 
City.  He  was  appointed  assistant  comp¬ 
troller  at  Centenary  in  May  1965. 

Mr.  and  Mrs.  Outlaw,  who  reside  in 
Bossier  City  are  the  parents  of  3  chil¬ 
dren,  Patrick,  15;  Michael,  13;  and 
Bonnie,  11. 

Austin,  a  native  of  Mendon,  Mis¬ 
souri,  served  as  teacher,  principal  and 
business  manager  at  several  Texas 
schools  before  his  appointment  as 
Comptroller  at  Centenary  College.  He 
has  served  in  that  position  since  June 
1,  1964. 
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TRINITY  CHURCH  in  Alexandria 
had  the  ground  breaking  for  the  new 
building  on  August  27.  The  Rev.  John 
J.  Kilpatrick,  district  superintendent, 
delivered  the  1 1  a.m.  message  and  pre¬ 
sided  at  the  ceremony.  Also  participat¬ 
ing  were  O.  D.  Day,  building  commit¬ 
tee;  Paul  McGowen,  charge  lay  leader; 
H.  C.  Ehlers,  Board  of  Trustees;  M,. 
C.  McNeal,  Official  Board;  Mrs.  L. 
R.  Rone,  WSCS  and  WSC;  Melissa 
Howard,  MYF;  Albert  Shirley,  Meth¬ 
odist  Men;  and  the  Rev.  Byrl  More¬ 
land,  pastor. 

COACH  DERWOOD  DUKE  spoke  at 
the  Sunday  morning  Men’s  Breakfast 
in  First  Church,  Natchitoches,  August 
27. 

MISSIONARY  BRUCE  E.  OLSON 
was  the  featured  speaker  in  Asbury 
Church,  Lafayette,  last  Sunday  and 
Monday.  He  spoke  at  Sunday  worship, 
and  at  Methodist  Men’s  Ladies’  Night, 
supper,  Sept.  4.  Mr.  Olson  has  been 
a  missionary  in  the  jungles  of  Ven¬ 
ezuela,  making  friends  with  the  fierce 
Motilone  Indians  for  the  past  five 
years.  His  appearance  at  Asbury  is 
part  of  the  church  emphasis  on  mis¬ 
sions  during  the  month  of  September. 
Also  scheduled  is  a  Missionary  Con¬ 
ference,  Sept.  8,  9,  and  10,  at  which 
time  the  speakers  will  be:  The  Rev. 
Harold  G.  Spann,  San  Augustine,  Tex¬ 
as;  Mrs.  Stella  Taylor,  missionary  to 
Central  America;  and  Mrs.  Bernice 
Sheffield,  missionary  to  the  Appalachi¬ 
an  Mountain  area.  The  Rev.  George 
W.  Ross  is  pastor. 


Bruce  Olsen  and  friend 


THE  RUSTON  DISTRICT  Senior 
High  MYF  had  a  Fellowship  Week¬ 
end  at  Caney  Lake  September  2  and 
3. 

ALASKA  WORKCAMP  members 
gave  a  report  of  their  experiences  at 
First  Church,  Shreveport,  on  Sunday 
evening,  August  27.  The  MYFers  spent 
three  weeks  in  Whale  Pass  and  Ketch¬ 
ikan.  Following  the  church  service,  a 
reception  was  held  in  Bain  Hall  hon¬ 
oring  youth  directors  Augie  and  Marie 
Aamodt  for  four  years  of  outstanding 
service  to  the  young  people  of  First 
Church.  Mr.  Aamodt  was  recently  ap¬ 
pointed  as  Dean  of  Men  at  Centenary 
College. 

THE  REV.  DON  WINEINGER,  chap¬ 
lain  of  Glenwood  Hospital,  West  Mon¬ 
roe,  preached  in  the  Gordon  Avenue 
Church,  Monroe,  while  the  Rev.  L. 
F.  Roos,  pastor,  and  Mrs.  Roos  were 
on  vacation. 


THE  REV.  LEA  JOYNER  of  South- 
side  Methodist  in  Monroe,  conducted 
a  revival  in  the  Crowville  Church  Au¬ 
gust  20-25.  Music  was  provided  by 
Mrs.  Dwain  C.  Tharpe  and  Miss  Julia 
Collier  at  the  piano  and  organ.  The 
pastor  is  the  Rev.  Bobby  Burgess. 

NINETEEN  MEMBERS  of  the  Crow¬ 
ley  First  Church  Junior  High  Depart¬ 
ment  made  a  trip  to  Galveston  in  late 
August,  accompanied  by  Mr.  and  Mrs.- 
Lloyd  Hoffpauir,  Mrs.  Joe  Clark,  Jr., 
Mr.  and  Mrs.  Dana  Earles,  and  Mrs. 
Ralph  Barnett.  The  Rev.  W.  D.  Bod- 
die  is  their  pastor. 

THE  SLIDELL  vacation  church  school 
reports  a  total  of  $79.25  collected  for 
migrant  ministry,  and  mission  projects; 
also  69  health  kits  and  17  friendship 
kits  for  the  migrant  ministry.  Mrs. 
Lois  Hass,  director,  reported  212  chil¬ 
dren  enrolled.  The  Rev.  Kirby  A.  Vin- 
ing  is  pastor;  Mrs.  Edrene  Berckes 
is  educational  assistant. 

SPEAKERS  IN  THE  OAK  Park 
Church,  Lake  Charles,  on  August  20 
were  laymen  Allan  Collette  and  Eo 
Cloutman.  The  Oak  Park  churchwide 
picnic  was  held  Sunday  afternoon,  Au¬ 
gust  27,  at  Voris  King’s  Camp.  Ves¬ 
per  services  followed.  The  Rev.  Oak¬ 
ley  Lee  is  pastor. 

DR.  GUY  HICKS,  retired  minister 
living  in  Ruston,  was  speaker  in  the 
Springhill  Church,  August  27.  Layman 
Herb  Park  brought  the  evening  mes¬ 
sage.  The  Rev.  Loyd  E.  Williams  is 
the  pastor. 

A  REMINDER:  The  Rev.  M.  C.  Cady 
is  host  every  Sunday  morning  on  the 
religious  radio  program  “The  Word 
and  Music”  broadcast  over  WQXY 
FM  100.7  KC.  Mr.  Cady  is  associate 
pastor  of  First  Methodist  Church,  Bat¬ 
on  Rouged 


During  the  week  that  Bishop  Aubrey  G. 
Walton  spent  in  and  around  Homer,  he 
visited  the  Rev.  George  Corry,  retired 
minister,  and  Mrs.  Corry.  They  are 
pictured  at  left  in  front  of  their  new 
home  completed  in  July  in  Homer. 


RIGHT:  the  Rev.  and  Mrs.  James  A. 
Jones,  standing  in  front  of  their  re¬ 
tirement  home  in  Gibsland,  are  greeted 
by  Bishop  Walton  on  their  50th  wedding 
anniversary,  which  was  observed  Sun¬ 
day,  August  27. 


Mrs.  Lawrence  White,  treasurer  of  Wes¬ 
ley  Chapel  Church,  Homer,  is  shown 
presenting  a  check  for  $100  to  Bishop 
Walton  to  be  sent  to  the  Mills  Area 
Church  in  India.  Bishop  Walton  preached 
in  the  Wesley  Chapel  Church  on  Sun 
day  morning,  August  20. 


JEFFERSON  CHURCH  in  New  Or¬ 
leans  had  as  guest  speaker  August  27, 
the  Rev.  Clarence  G.  (Jerry)  Fuller. 
After  serving  several  years  in  the  pas¬ 
torate,  Mr.  Fuller  is  presently  on  spe¬ 
cial  appointment  as  Associate  Director 
of  Curriculum,  Department  of  Human 
Relations,  Loyola  University.  The  Jef¬ 
ferson  pastor  is  the  Rev.  Donald  Hall. 

LAY  SPEAKER  GLENN  JORDAN 
occupied  the  pulpit  of  Trinity  Church, 
Ruston,  Sunday  morning,  August  27. 
Mr.  Jordan  is  a  member  of  the  Lou¬ 
isiana  Tech  faculty,  and  in  addition 
has  a  regular  preaching  assignment  on 
two  Sundays  a  month  in  Antioch 
Church  near  Eros.  The  Rev.  Douglas 
L.  McGuire  is  the  Trinity  pastor. 

THE  REV.  BRENT  DOAN  described 
his  work  at  the  Eloy  Community  Cen¬ 
ter,  Eloy,  Arizona,  a  Methodist  Na¬ 
tional  Division  project,  when  he  spoke 
iti  First  Church  at  Welsh,  Sunday  eve¬ 
ning,  August  27.  The  Rev.  Henry  C. 
Blount,  Jr.  is  the  Welsh  pastor. 


THE  REV.  RALPH  CAIN,  pastor  of 
Mangum  Memorial  Church  in  Shreve¬ 
port,  is  scheduled  to  speak  tonight, 
Sept.  7,  at  the  Men’s  Club  meeting  in 
Houma  First  Church,  where  the  Rev. 
Jerome  Cain  is  pastor.  The  two  Cains 
are  brothers. 

JEFFERSON  CHURCH  of  Baton 
Rouge  preceded  the  Sunday  evening 
worship  service,  Sept.  3,  with  a  “do 
it  yourself  barbecue.”  The  church  of¬ 
fered  hot  coals  and  fellowship.  Nexi 
Sunday,  Sept.  10,  the  new  Jefferson. 
Church  parsonage  will  be  consecrated 
dt  morning  services,  with  Open  House 
during  the  afternoon.  The  Rev.  Rob¬ 
ert  H.  Windsor  is  pastor. 

THE  GOLDEN  MATURITY  CIR¬ 
CLE  of  Southside  Church,  Monroe, 
had  John  Kersey,  retired  serviceman, 
as  speaker  at  the  August  program.  He 
told  of  his  work  as  a  chapfain’s  as¬ 
sistant.  Mrs.  R.  C.  Kester  is  president 
of  the  club. 

DR.  LUMAN  DOUGLAS,  Area 
Council  Director,  will  be  guest  speak¬ 
er  when  church  school  workers  of 
Pineville  First  Church  are  honored  at 
an  appreciation  banquet  Tuesday, 
Sept.  12.  Mrs.  Wayne  Fallin'is  educa¬ 
tional  director  at  Pineville.  The  Rev. 
Wilson  L.  Watson  is  pastor. 

MRS.  BEULAH  GRUBB  recently 
showed  slides  of  her  trip  to  the  Holy 
Land  to  the  Woman’s  Society  in  Trin¬ 
ity  Church,  Alexandria.  By  popular 
request  she  will  show  them  again  in 
that  church  on  Sunday  evening,  Sep¬ 
tember  10.  The  Rev.  Byrl  J.  More¬ 
land  is  pastor. 

WISNER  CHURCH  had  the  following 
speakers  during  the  month  of  August 
C.  D.  Coburn,  Girault  Bird,  Cecil 
Brewer,  W.  H.  Roach,  the  Rev.  L. 
W.  Taylor,  and  the  Rev.  H.  B.  Gram- 
mer.  The  Rev.  John  R.  Johns,  who 
was  hospitalized  with  pneumonia,  was 
expected  to  be  back  in  the  pulpit  on 
Sept.  3. 

THE  METHODIST  STUDENT 
Movement  Southwest  Regional  Stu¬ 
dent  Conference  was  held  at  Tulane 
University  Center,  New  Orleans,  Au¬ 
gust  27  through  Sept.  2. 

THE  PONCHATOULA  FIRST 
Church  picnic  was  held  August  27  at 
Camp  Chemekete.  After  Swimming, 
games,  and  picnic  supper,  evening 
worship  was  held  on  the  banks  of  the 
creek.  The  Rev.  Jack  Winegeart  is 
pastor. 

MRS.  WARREN  L.  CONSTANT, 
conducted  a  choir  workshop  for  the 
children’s  choir  of  Davis  Haas  Me¬ 
morial  Church  at  Bunkie  for  two 
hours  each  morning,  August  14-18. 
The  Rev.  Eskel  L.  Tatum  is  pastor. 


Members  of  the  E.S.M.  Junior  High  M.Y.F.  at  Bogalusa  held  a  "slave  day”  work 
party  to  raise  money.  Pictured  are  from  left,  standing:  Robert  Mitchell,  James 
Hall  Jack  Thames,  Marlene  Moody,  Cheri  Robbins  and  Martha  Netterville; 
kneeling:  Regina  Villirubia,  Becky  Norton,  Beth  Puckett  and  Phyllis  Corkerm 
Miss  Janis  Boyd  was  counselor.  Swimming  and  a  picnic  at  Bogalusa  Creek  cli¬ 
maxed  the  day. 
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SuttcUuf  ScAoal 


By:  Alfred  A.  Knox 


LESSON  FOR  SEPTEMBER  17:  Acting  on  Faith  in  Crisis 


BACKGROUND  SCRIPTURE:  Acts  27:1  through 
28:16 

MEMORY  SELECTION:  Take  heart,  men,  for  I 
have  faith  in  God  that  it  will  be  exactly  as  I 
have  been  told.  (Acts  27:25) 

AIM  OF  THE  LESSON:  To  help  adults  see  that 
the  Christian  faith  is  one  of  the  surest  sources 
of  strength  in  time  of  great  crisis. 

*  *  * 

In  today’s  lesson  we  journey  with  Paul  and  his 
company  from  Caesarea  to  Crete  and  then  on  to 
Rome  with  a  stormy  journey  and  a  shipwreck  along 
the  way.  These  are  the  kinds  of  times  that  try  men’s, 
souls,  but  souls  like  Paul’s  were  constantly  on  trial. 
The  central  idea  in  the  lesson  is  the  calm  and  confi¬ 
dent  attitude  in  which  the  apostle  faced  both  the 
raging  seas  and  the  shipwreck. 

Ships  normally  stayed  off  of  the  Mediterranean 
during  the  winter  months.  Storms  were  frequent, 
and  travel  was  hazardous.  The  ship  on  which  Paul 
was  traveling  needed  a  suitable  harbor  in  which  to 
spend  the  winter,  but  when  one  was  not  found  the 
captain  moved  out  against  the  advice  of  Paul  and 
others  and  against  the  evidence  of  numberless  years. 
The  account  in  Chapter  27  is  a  rapid  and  dramatic 
story.  The  Wesley  Quarterly  says:  “Even  the  style 
of  the  story  contributes  to  the  sense  of  excitement 
with  its  carefully  selected  words  and  concise  phrases 
and  sentences.”  It  is  truly  one  of  the  most  de¬ 
scriptive  passages  in  all  literature  concerning  the 
stormy  nature  of  the  sea.  Those  who  know  the 
ways  of  the  sea  have  said  that  this  account  throws 
much  light  on  the  nautical  methods  of  the  first 
century. 

As  part  of  an  historical  observance  in  Massa¬ 
chusetts  a  few  years  ago  an  exact  replica  of  The 
Mayflower  was  made  and  sailed  across  the  Atlantic 
to  Plymouth.  Those  who  visited  this  ship  when 
it  was  on  display  there  and  later  at  the  New  York 
World’s’  Fair  reacted  with  awe  that  such  a  small 
and  frail  vessel  could  have  sailed  across  the  At¬ 
lantic.  Now  use  your  imagination.  Just  how  much 
smaller  and  more  fragile  must  have  been  a  sailing 
ship  on  the  Mediterranean  1500  years  earlier! 

But  our  important  point  is  not  to  be  found 
in  the  description  of  ships.  It  is  rather  in  the 
intensity  of  faith  exhibited  by  one  passenger  on  such 
a  craft.  We  are  reminded  of  the  words  of  Whittier’s 
hymn: 

“I  know  not  where  his  islands  lift 
Their  fronded  palms  in  air; 

I  only  know  I  cannot  drift 
Beyond  His  love  and  care.” 

*  *  * 


THE  CONTRARY  WINDS 

One  of  the  most  significant  verses  in  our  lesson 
material  is  in  the  first  part.  In  27:4  we  read  of  the 
difficulty  our  passengers  had  in  even  getting  started 
on  their  journey  from  Caesarea  to  Crete  because 


“the  winds  were  against  us.”  Anyone  who  has  any 
experience  with  sailing  vessels  will  know  of  the 
ominous  circumstances  described  here,  and  yet  good 
sailors  have  known  how  to  move  their  boats  against 
contrary  winds. 

Dr.  Theodore  Ferris  suggests  (Interpreter’s  Bi¬ 
ble)  that  the  incident  of  the  contrary  winds  might 
well  serve  as  a  parable  for  the  whole  of  Paul’s 
life.  He  had  many  things  in  his  favor — Roman 
citizenship,  a  good  education,  a  brilliant  mind  and 
a  sensitive  spirit.  Yet,  for  the  most  part,  the  voyage 
of  his  life  was  against  contrary  winds.  His  own 
people  made  it  difficult  for  him.  Travel  conditions 
were  almost  impossible  for  a  foreign  missionary  in 
that  time. 

In  one  way  or  another  this  is  true  of  most  of 
us.  There  are  long  spells  of  good  fortune  and  fair 
weather,  but  there  comes  inevitably  the  time  when 
the  weather  turns  foul  and  the  winds  become  con¬ 
trary.  We  all  discover  that  we  cannot  have  every¬ 
thing  we  want  in  life.  Dr.  Ferris  says:  “It  is  well 
for  a  man  to  recognize  these  things  from  the  be¬ 
ginning  and  know  from  the  outset  that  the  winds 
will  often  be  against  him.” 

Dr.  Frank  Laubach  has  said:  “Jesus  does  not 
answer  why  we  have  evil  and  why  we  suffer.  .  .  . 
But  he  did  for  us  what  was  most  important.  He 
showed  us  how  to  rise  above  evil  and  trouble,  and 
to  transform  them  into  character.” 

*  *  * 

PAUL’S  ADVICE  TO  AVOID 
UNNECESSARY  DANGER 

Having  commented  on  Paul’s  reaction  to  the 
contrary  winds,  we  move  quickly  to  point  out 
that  he  advised  against  sailing  the  ship  at  all  in 
such  a  season.  We  read:  “Paul  advised  them  saying, 
‘I  perceive  that  the  voyage  will  be  with  injury  and 
much  loss,  not  only  of  the  cargo  and  the  ship,  but 
also  of  our  lives’.”  (27:10)  However,  we  also  read: 
“But  the  centurion  paid  more  attention  to  the  cap¬ 
tain  and  to  the  owner  of  the  ship  than  to  what 
Paul  said.”  (v.  11) 

The  courageous  man  is  not  the  one  who  plans 
to  see  just  how  many  risks  he  can  take,  but  is 
the  one  who,  when  having  taken  all  reasonable  pre¬ 
cautions,  is  prepared  to  face  whatever  comes.  Dr. 
Ferris  puts  it  this  way:  “This  business  of  rising 
above  the  circumstances  of  life,  of  sailing  against  the 
adverse  winds,  does  not  begin  with  endurance;  it 
begins  with  an  intelligent  effort  to  change  the  cir¬ 
cumstances.” 

*  *  * 


COURAGE  WHEN  THE  STORM  HITS 

Soon  after  the  party  of  travelers  transferred 
from  the  local  ship  that  had  carried  them  to  Crete 
to  a  larger  ship  going  from  Alexandria  to  Rome,  it 
became  obvious  that  the  advice  of  Paul  should  have 
been  heeded.  They  were  no  sooner  out  to  sea  than 
they  ran  into  heavy  seas  and  violent  winds.  The 
cargo  was  thrown  overboard,  and  we  read,  “all  hope 
of  our  being  saved  was  at  last  abandoned.”  (v.  20) 


At  this  point  Paul’s  unusual  character  came  to 
the  front  and  became  the  stabilizing  force  that  was 
appreciated  by  all  aboard  as  that  which  saved  their 
lives.  This  was  the  time  for  truly  heroic  courage; 
for  the  kind  of  “madness”  against  which  Festus 
had  protested  such  a  short  time  before.  The  stabiliz¬ 
ing  poise  of  Paul  at  this  moment  is  suggestive  of 
another  stormy  ocean  voyage.  In  1737,  John  Wes¬ 
ley  was  aboard  a  tiny  ship  headed  for  missionary 
service  in  the  colony  of  Georgia  when  it  seemed  that 
storms  would  destroy  the  ship  and  all  aboard.  Wes¬ 
ley  wrote  in  his  journal  of  his  own  terror  during 
the  storm.  He  wrote  also  of  the  calm  of  a  group 
of  Moravian  Christians  also  on  their  way  to  Georgia. 
This  poise  led  him  to  search  for  the  quality  of  faith 
they  possessed,  and  this  quest  helped  lead  him  to 
his  Aldersgate  experience. 

*  *  * 


FEAR  IS  OVERCOME  BY  FAITH 

The  ship  was  not  saved,  but  those  aboard  were 
after  Paul’s  faith  became  contageous.  Panic  turned 
to  confidence  and  all  found  their  way  ashore  when 
the  vessel  went  aground.  “The  centurion  ...  or¬ 
dered  those  who  could  to  throw  themselves  over¬ 
board  and  make  for  the  land,  and  the  rest  on  planks 
or  on  pieces  of  the  ship.  And  so  it  was  that  all 
escaped  to  land.”  (v.  44) 

Through  it  all  the  character  of  Paul  was  the 
determining  factor.  He  was  the  one  who  knew  what 
to  do  when  the  winds  were  against  them.  He  did 
everything  he  could  to  avoid  the  situation,  but  once 
the  situation  was  upon  them,  he  rose  above  it  and 
mastered  it.  This  was  a  testimony  of  the  human 
spirit  at  its  best.  Dr.  Ferris  says:  “Indeed  we  are 
not  the  masters  of  our  fate  or  the  captains  of  our 
souls,  but  we  have  such  strange  and  wonderful  af¬ 
finity  with  the  God  who  made  us  that  in  a  time 
of  adversity  we  can  do  more  than  dumbly  endure 
it;  we  can  exert  our  wills  and  stretch  our  spirits 
to  such  a  point  that  in  the  eyes  of  future  observers 
it  seems  as  though  by  the  mastery  of  our  touch  we 
had  actually  changed  the  course  of  events. 

In  his  play  The  Night  of  the  Iguana  Tennessee 
Williams  has  one  of  his  characters  write  a  poem 
which  might  have  been  his  own  prayer  or  the 
prayer  of  any  of  us: 

“How  calmly  does  the  orange  branch 
Observe  the  sky  begin  to  blanch 
Without  a  cry,  without  a  prayer 
With  no  betrayal  of  despair. 

O,  courage,  could  you  not  as  well 
Select  a  second  place  to  dwell, 

Not  only  in  this  golden  tree 

But  in  this  frightened  heart  of  me?” 

*  *  * 


RESPONSE  TO  CRISIS 

There  are  certain  demands  of  crisis.  First,  there 
is  the  demand  for  alertness.  We  must  be  prepared 
for  such  a  time  before  it  comes  or  we  will  not 
be  ready  when  it  comes.  Sometimes  we  are  lulled 
into  naive  optimism  by  vague  promises  that  every¬ 
thing  will  work  out  all  right. 

Then,  a  crisis  demands  adaptability.  The  person 
who  cannot  adapt  himself  to  a  changing  situation 
has  little  hope  of  weathering  a  crisis.  This  does 
not  mean  compromise  or  appeasement.  It  means 
simply  an  openness  to  new  truth. 

Crisis  calls  for  calmness.  The  person  who  gets 
panicky”  in  such  an  hour  is  doomed  as  are  any 
for  whom  he  has  responsibility.  A  crisis  calls  for 
courage.  In  an  hour  of  crisis  we  cannot  hope  to 
accomplish  anything  by  wringing  our  hands  in  des¬ 
pair  or  resignation. 

Finally,  in  an  hour  of  crisis  we  must  have 
faith.  When  we  do  all  that  human  effort  can  do, 
it  is  not  enough.  Something  more  is  needed.  By 
some  sure  instinct,  man  in  crisis  turns  to  God. 
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Fears  that  the  recently-announced  delay  in  publica¬ 
tion  of  the  final  report  of  the  Anglican-Methodist 
commission  currently  considering  proposals  for 
union  of  the  churches  may  result  in  collapse  of  the 
whole  project  have  been  expressed  in  prominent 
ecclesiastical  circles  in  London. 

Two  top  Methodist  members  of  the  commission 
said  that  publication  of  the  report  is  being 
delayed  at  the  request  of  the  Anglican  side 
and  expressed  the  hope  that  “the  extended  pe¬ 
riod  now  at  our  disposal  will  be  used  to  the 
full  at  every  level  of  the  life  of  the  two  church¬ 
es.”  These  leaders  were  Dr.  Harold  Roberts, 
former  conference  president,  and  Dr.  Eric  W. 
Baker,  co-secretary  of  the  commission. 


A  Dutch  Reformed  minister  in  South  Africa  has 
charged  that  the  people  of  that  country  have  changed 
the  game  of  rugby  from  a  national  pastime  to  “a 
national  religion.”  The  Rev.  J.  J.  C.  Visser  of  Cape¬ 
town  asserted  that  the  game  is  “becoming  a  monster 
threatening  to  upset  our  Christian  values  and  sense 
of  proportion.” 

A  thing  like  that  could  only  happen  in  South 

Africa — certainly  not  in  Arkansas  or  Louisiana! 


An  amendment  to  the  proposition  which  the  New 
York  State  Constitutional  Convention  approved  ask¬ 
ing  repeal  of  the  state’s  prohibition  on  state-aid 
to  parochial  schools  is  causing  concern  among  some 
Roman  Catholics.  The  provision  would  “prohibit 
racial  and  religious  discrimination”  in  admission  to 
all  schools  supported  by  public  funds. 

Dr.  Charles  Rice,  professor  of  law  at  Fordham 
University,  maintains  that  if  this  amendment 
is  allowed  to  stand  it  would  “open  the  doors 
to  possible  destruction  of  the  Catholic  school 
system.” 


The  Rev.  Kenneth  H.  Jackson,  Anglican  rector  of 
the  village  of  Oakley,  England,  is  asking  all  wives 
in  his  parish  to  let  their  husbands  have  a  free  night 
out  on  September  25.  On  that  day  he  is  planning  a 
little  get-together  in  his  rectory  for  men  only. 

He  said:  “Women  have  a  much  better  deal 
when  it  comes  to  nights  out  at  socials  and 
meetings  arranged  by  their  organizations.  On 
these  occasions  the  men  do  all  the  baby  sitting. 
Now  I  want  the  wives  to  let  their  men  out 
for  the  evening.” 


Four  Roman  Catholic  bishops  in  this  country  have 
given  their  support  to  “Negotiation  Now!”  a  na¬ 
tional  citizens’  campaign  for  new  initiative  to  end 
war  in  Vietnam.  They  are:  Archbishop  Paul  J. 
Hallinan  of  Atlanta,  Bishop  Victor  J.  Reed  of  Okla¬ 
homa  City-Tulsa;  Auxiliary  Bishop  James  P.  Shan¬ 
non  of  St.  Paul,  Minn.,  and  Auxiliary  Bishop  John 
J.  Daugherty  of  Newark,  N.J.,  who  is  also  president 
of  Seton  Hall  University. 

Army  Captain  Colin  P.  Kelly,  III,  son  of 
World  War  IPs  first  hero,  has  received  noti¬ 
fication  of  the  Army’s  approval  of  his  request 
for  transfer  to  the  Chaplain’s  Corps.  He  will 
enter  the  Philadelphia  Divinity  School  of  the 
Episcopal  Church  this  month  to  study  for  the 
ministry. 


WORLD  OF  RELIGlOf^ 

the  Editor 

Soviet  authorities  ordered  an  American  rabbi 
to  cut  short  his  recent  visit  to  the  Soviet  Union 
because  they  claimed  he  was  critical  of  the 
Russian  position  in  the  Arab-Israeli  conflict. 

He  was  Rabbi  Solomon  Freilich  of  Congrega¬ 
tion  Brothers  of  Israel  in  Mt.  Vernon,  N.Y. 

Support  for  bars  and  nightclubs  in  Atlanta  fight¬ 
ing  a  ban  on  Sunday  liquor  sales  and  dancing  has 
been  voiced  by  the  Georgia  chapter  of  the  Amer¬ 
ican  Civil  Liberties  Union.  The  group  said  in  a 
statement  issued  by  E.  T.  Kehrer,  its  president, 
that  the  state’s  blue  laws  “seriously  infringe  on  the 
rights  of  citizens  that  do  not  accept  them.”  It  seems 
to  us  you  could  say  that  about  some  group  in  rela¬ 
tion  to  any  law. 


LAFAYETTE,  Ind.  — Contemporary  social  issues 
were  the  concern  of  some  2,000  delegates  attending 
the  first  ecumenical  assembly  of  Church  Women 
United,  an  agency  of  the  National  Council  of  Church¬ 
es.  It  was  the  first  national  meeting  since  Catholic 
women  were  admitted  as  members  ofthe  predominant¬ 
ly  Protestant  and  Orthodox  organization.  Top  photo: 
women  from  71  countries  sit  at  ''peace  table”  in 
Lafayette,  Ind.,  to  consider  what  they  can  do  to 
help  bring  world  peace.  Bottom  photo:  Panel  dis¬ 
cusses  sex  problems  in  a  symposium  on  "New  Dimen¬ 
sions  for  Modern  Woman.”  From  left:  Dr.  Mary  S. 
Calderone,  executive  director  of  Sex  Information  and 
Education  Council  of  the  U.S.;  Mrs.  George  Lind- 
beck,  faculty  member  of  Southern  Connecticut  State 
College;  and  Mrs.  Daniel  Callahan,  wife  of  the  ex¬ 
ecutive  editor  of  Commonweal,  which  is  edited  by 
Catholic  laymen.  (RNS  Photo) 


A  number  of  old  masterpieces  by  Rubens,  Jor- 
aens  and  Quentin  Massys  were  saved  from  a 
fire  which  recently  damaged  the  famous  15th- 
century  Church  of  St.  James  in  Antwerp.  The 
paintings,  rescued  by  firemen  working  in 
very  dangerous  conditions,  were  taken  to 
Antwerp’s  Museum  of  Fine  Arts. 

An  official  of  the  NAACP  has  termed  the  charge 
that  the  Israeli  army  committed  atrocities  against 
the  Arabs  as  “following  the  Soviet  line.”  Roy  Wilk¬ 
ins,  executive  director,  made  the  comment  in  an¬ 
swer  to  the  charge  voiced  by  the  Student  Non- 
Violent  Coordinating  Committee. 


Civilization  is  faced  with  one  of  the  worst 
periods  of  art  and  architecture  in  the  history 
of  man,  a  noted  woodworker  and  architect 
told  the  recent  annual  convention  of  the  Cath¬ 
olic  Art  Association  at  Loveland,  O.  George 
Nakashima  of  New  Hope,  Pa.,  said,  “It  is  a  sad 
statement  of  our  civilization  when  art  styles 
are  obsolete  in  five  years  and  buildings  them¬ 
selves  in  20  years.” 

An  interreligious  memorial  service  for  victims  of  the 
recent  earthquake  in  Caracas,  Venezuela,  marked  the 
first  time  in  the  history  of  that  country  that  Prot¬ 
estants  and  Roman  Catholics  prayed  together  in 
church.  The  service  was  suggested  by  U.S.  Ambassa¬ 
dor  Maurice  Bernbaum,  who  noted  that  12  Amer¬ 
icans  were  among  some  230  persons  killed  in  the 
quake. 

Duke  University,  a  Methodist  affiliated  school, 
has  announced  appointment  of  the  first  Roman 
Catholic  to  its  Divinity  School  faculty.  He 
is  Father  Roland  E.  Murphy,  a  member  of  the 
Carmelite  Order,  who  has  been  teaching  Old 
Testament  at  Catholic  University.  He  is  a  spe¬ 
cialist  in  the  “wisdom  literature.” 


Father  John  Courtney  Murray,  S.J.,  an  outstand¬ 
ing  exponent  of  religious  freedom  and  ecumenical 
dialogue,  died  in  New  York  on  Aug.  16  of  a  heart 
attack.  He  is  credited  with  a  major  share  of  the 
authorship  of  the  Second  Vatican  Council’s  Declara¬ 
tion  on  Religious  Freedom,  a  document  which  he 
once  described  as  “substantially  in  the  line  of  the 
great  American  experiment — the  First  Amendment 
to  the  United  States  Constitution.” 

Dr.  A.  G.  Kellerman,  a  South  African  the¬ 
ologian  well-known  for  his  conservative  views, 
recently  told  an  anti-Communist  rally  in  that 
country  that  Adam  and  Eve  were  not  only  the 
original  sinners,  but  that  there  were  also  the 
original  liberals  because,  he  said,  “they  sought 
freedom  in  an  act  of  revolt  and  defiance  against 
God.” 

Government  aid  to  parochial  schools  received  qual¬ 
ified  approval  from  the  conservative  Wisconsin 
Evangelical  Lutheran  Synod  in  a  cautiously-worded 
resolution  adopted  at  their  biennial  meeting  in  Sag¬ 
inaw,  Mich.  The  resolution  said  that  such  govern¬ 
ment  assistance  was  neither  condemned  nor  com¬ 
manded  by  the  Bible  and  that  individual  congrega¬ 
tions  may  decide  for  themselves  whatever  to  ac¬ 
cept  federal  or  state  aid  for  certain  educational 
programs. 

A  three-man  statewide  social  action  committee 
has  been  formed  by  the  Texas  Knights  of  Co¬ 
lumbus  to  eradicate  racial  prejudice  within  the 
32,000-member  council.  Charles  Everett  of 
Houston,  chairman  of  the  committee,  said  that 
a  recent  survey  of  57  districts  in  the  organ¬ 
ization  indicated  that  race  was  still  very  much 
of  a  problem.  He  said  that  11  or  12  districts 
indicated  they  had  councils  with  Negro  mem¬ 
bers. 

Paul  Cardinal  Zoungrana,  Archbishop  of  Ouaga¬ 
dougou  in  Upper  Volta,  has  criticized  President 
Sekou  Toure  of  Guinea  for  his  haste  in  efforts  to 
“Africanize”  the  Roman  Catholic  Church.  At  a 
press  conference  in  Lome,  Togo,  the  cardinal  said, 
“The  Africanization  of  our  churches  should  come 
gradually  and  people  should  not  try  to  hurry  the 
development.” 

The  World  Council  of  Churches’  Central  Com¬ 
mittee  was  told  at  their  recent  meeting  on 
Crete  that  the  members  of  a  working  dialogue 
group  representing  the  WCC  and  the  Roman 
Catholic  Church  believe  that  “for  the  moment 
the  common  cause  of  Christian  unity  would 
not  be  furthered  if  the  Catholic  Church  were 
to  join  the  Council.” 
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DISTRICT  LAYMEN’S 
RETREATS 

Ruston-Shreveport  Lay  Retreat 

The  Reverend  Luther  L.  Booth,  pas¬ 
tor  of  St.  Matthew’s  Methodist  Church 
in  Metairie,  New  Orleans  district,  will 
be  the  principal  speaker  at  the  annual 
Ruston-Shreveport  District  Lay  Re¬ 
treat,  to  be  held  at  Caney  Lake  Meth¬ 
odist  Camp  near  Minden,  the  weekend 
of  September  9-10. 

Robert  Charles  Smith,  Ruston  Dis¬ 
trict  Lay  Leader  also  announced  that 
others  on  the  program  of  the  two  day 
retreat  will  include  Dr.  Paul  J.  Pen¬ 
nington  of  Louisiana  Tech  to  give  the 
devotional  Saturday;  Kenneth  Rigby 
of  the  Shreveport  District  will  preside 
Saturday,  and  Jerry  Ross  will  lead  the 
personal  witnessing  as  well  as  the  song 
service.  Special  music  by  Glen  Moon. 

Dr.  Henry  A.  Rickey,  and  Rev. 
George  Pearce,  superintendents  of  the 
Ruston  and  Shreveport  districts  re¬ 
spectively,  will  conduct  the  Sunday 
morning  communion  service. 

t 

Alexandria  District  Retreat 

Bob  Petit  of  Baton  Rouge,  former 
LSU  star  basketball  player  and  former 
professional  player  for  the  St.  Louis 
Hawks,  will  be  guest  speaker  at  the 
Alexandria  District  Lay  Retreat  at 
Camp  Brewer,  Saturday,  September  9. 

The  retreat  is  planned  for  all  Meth¬ 
odist  laymen  of  the  Alexandria  district, 
according  to  V.  J.  French,  district  lay 
leader.  Registration  will  be  at  2  p.m. 
and  the  conference  will  close  at  9  p.tn. 
the  same  day. 

Senior  high  boys  of  district  congre¬ 
gations  are  extended  a  special  invita¬ 
tion  to  attend,  French  said,  and  no 
charge  will  be  made  for  meals  for  the 
young  men.  Pre-registration  fee  is  de¬ 
sired  but  not  mandatory.  Registrations 
may  be  mailed  to  Robert  Nash,  2711 
Hills  Road,  PineviOe. 

t 


from  page  four 

JAMAICA  JOURNEY 

Any  interested  Methodist  layman  or 
pastor  may  participate  and  wives  and 
husbands  may  both  go.  A  staff  mem¬ 
ber  of  the  board  will  serve  as  director 
of  the  party.  Due  to  space  limitation 
in  the  hotel,  the  number  will  be  lim¬ 
ited  to  40.  October  1  has  been  set  as 
the  deadline  for  sending  in  a  $25  de¬ 
posit  to  the  General  Board  of  Lay  Ac¬ 
tivities,  1200  Davis  St.,  Evanston,  Ill. 

The  laymen  will  be  speaking  in  Sun¬ 
day  morning  worship  services  over  the 
island,  and  there  will  be  ample  oppor¬ 
tunities  for  fellowship  and  prayer 
groups  with  Jamaican  laymen.  Oppor¬ 
tunities  will  also  be  afforded  for  sight¬ 
seeing,  including  a  trip  to  Coke  Meth¬ 
odist  Church  which  was  established  by 
Thomas  Coke. 

t 

Greater  even  than  the  pious  man  is 
he  who  eats  that  which  is  the  fruit 
of  his  own  toil;  for  Scripture  declares 
him  twice-blessed. — The  Talmud 
t 

Jesus’  first  word  to  his  disciples  was 
not  “go,”  but  “come.”  We  frequently 
reverse  the  the  order. 

— Halford  E.  Luccock 


Tj-Se  Prs»  ^et^odist  Church,  Monroe,  members  are  making  an  inspection  tour 
of  Youth  building,  now  under  construction.  Left  to  right:  Dr.  H.  L.  Johns,  Pat 
Siudy,  chairman  of  committee;  Miss  Juanita  Porter,  committee  member;  Miss 
Elizabeth  Langford,  chairman  Commission  on  Missions. 


METHODIST  CHURCH  IN 

HAWAII  JOINS  MAINLAND 
CONFERENCE 

The  Methodist  Church  in  Hawaii 
has  achieved  “statehood.” 

When  the  117th  Southern  Califor- 
nia-Arizona  Methodist  Annual  Con¬ 
ference  met  recently  in  Redlands, 
Calif.,  Bishop  Gerald  Kennedy  formal¬ 
ly  recognized  the  30  churches  and  al¬ 
most  7,000  members  of  Hawaii  as  part 
of  the  conference. 

For  the  past  62  years,  Methodism 
in  Hawaii  has  operated  as  a  mission 
conference  with  a  portion  of  its  sup¬ 
port  and  administration  coming  from 
the  denomination’s  Board  of  Missions, 
National  Division,  in  New  York.  But 
under  a  plan  approved  a  year  ago, 
Hawaii  will  become  one  of  10  districts 
in  the  Southern  California-Arizona 
Conference.  This  means  that  much  of 
the  outside  support  needed  to  operate 
the  churches  in  Hawaii  will  come  from 
churches  within  the  conference,  and 
ministers  who  serve  in  Hawaii  will  be 


drawn  from  those  now  serving  church¬ 
es  in  Southern  California,  southern 
Nevada,  Arizona  and  Hawaii. 

Bishop  Kennedy  has  appointed  Dr. 
Frank  Butterwork,  the  former 
pastor  of  First  Methodist  Church,  Pas¬ 
adena,  Calif.,  and  mission  superintend¬ 
ent  for  the  past  four  years,  to  con¬ 
tinue  as  a  district  superintendent, 
t 

“AMERICAN  PROFILE” 

ON  “VOICE  OF  AMERICA” 

NASHVILLE,  Tenn.  —  “American 
Profile,”  Methodist-produced  radio 
series,  soon  will  be  broadcast  over  the 
Voice  of  America  network,  according 
to  Dr.  Harry  C.  Spencer.  Dr. 
Spencer  is  head  of  the  Methodist  Tele¬ 
vision,  Radio  and  Film  Commission 
(TRAFCO)  which  has  its  headquarters 
here. 

“American  Profile,”  a  daily  5-min¬ 
ute  interview  program,  will  be  broad¬ 
cast  six  times  every  day  and  will  reach 
audiences  all  over  the  world  during 
peak-listening  evening  hours. 
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The  Freeman  Fellowship,  one  of  the  adult  church  school  classes 
of  Noel  Memorial  Methodist  Church,  Shreveport,  is  shown  as  they 
participated  in  the  first  session  using  the  new  adult  curriculum  on 
September  3. 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

This  has  been  a  trying  summer  for 
our  country.  We  have  seen  much  dis¬ 
order,  destruction,  vandalism.  Many 
people  who  felt  “good”  about  the  pro¬ 
gress  certain  cities  are  making  in  deal¬ 
ing  with  the  problem  of  slums  are  now 
puzzled.  Just  what  is  needed? 

It  seems  to  me  that  the  ghetto  prob¬ 
lem  is  perhaps  our  number  one  do¬ 
mestic  concern  at  the  moment.  It  is 
racial  in  nature,  but  not  strictly.  After 
all,  there  was  a  plot  to  assassinate 
Whitney  Young,  Roy  Wilkins  and 
other  Negro  moderates.  Inasmuch  as 
there  are  ghettoes  near  all  our  Inner 
City  churches,  it  is  well  that  we  think 
about  these  things. 

What  causes  riots?  Why  are  ghetto 
residents  so  willing  to  destroy  their 
own  neighborhoods,  placing  in  jeo¬ 
pardy  even  their  own  homes?  This  dis¬ 
order  seems  strange  to  the  logical, 
matter-of-fact  existence  of  the  affluent 
community.  I  don’t  know  that  anyone 
understands  all  aspects  of  this,  but 
there  are  some  very  evident  truths 
which  need  to  be  aired. 

First,  we  need  to  realize  that  the 
rioters  comprise  only  a  very  small  part 
of  the  ghetto  community.  The  vast 
majority  of  the  ghetto  abhors  the  de¬ 
struction  for  they  stand  only  to  lose. 

Second,  we  need  to  know  that  riots 
are  begun  for  a  number  of  reasons. 
Some  appear  to  be  incited  by  people 
who  are  Communists,  but  this  seems 
to  be  a  minority  situation.  J.  Edgar 
Hoover  has  even  disclaimed  any  or¬ 
ganized  effort  behind  the  riots  (that’s 
hard  for  me  to  believe).  In  many  cases 
riots  have  been  triggered  by  incidents, 
often  associated  with  police  action. 

Third,  we  must  see  that  unrest  in 
the  ghetto  is  the  fuel  to  feed  fires  of 
riot,  however  ignited.  Unrest  is  pres¬ 
ent,  and  has  always  been  present. 
People  can  be  restless  but  be  recon¬ 
ciled  to  their  fate.  This  has  been  the 
lot  of  the  ghetto  in  years  past.  But  we 
are  living  in  a  new  day.  Events  are 
taking  place  around  the  world  which 
have  set  up  an  irreversible  movement 
among  theNegroesin  our  own  country. 
Having  a  glimpse  of  what  it  means  to 
come  into  his  own,  he  is  not  content 
to  regress  back  to  his  former  fate.  As 
Eric  Hoffer  points  out  in  his  little 
book  “The  Ordeal  of  Change,”  when 
this  vision  of  newfound  freedom  and 
privilege  among  underprivileged  is  not 
fulfilled,  he  will  riot  and  revolt.  This 
is  what  we  are  seeing  in  the  ghetto. 

What  can  the  church  do  to  solve 
the  problem  of  the  ghetto?  What  is 
it  willing  to  do?  Is  it  willing  to  make 
the  necessary  sacrifice  that  must  al¬ 
ways  be  part  of  any  progress?  Is  it 
willing  to  try  to  understand?  Is  it  will¬ 
ing  to  try  to  identify  with  the  ghetto 
resident?  Only  by  doing  these  things 
can  the  church  be  the  church, 
t 


God  never  calls  a  lazy,  disgruntled 
man  to  a  job  which  requires  the  finer 
qualities  of  real  manhood.  Every  work¬ 
er  may  make  the  commonest  job  an 
immortal  task. — Stelzle 
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3,000  ATTEND  WOMEN’S  MEET 

Three  thousand  women  gathered  in 
Tokyo  recently  for  the  first  national 
women’s  conference  in  the  history  of 
the  25-year-old  United  Church  of 
Christ  in  Japan  (Methodist-related). 

Sponsored  by  the  Women’s  Commis¬ 
sion  of  the  United  Church,  it  was  the 
second  significant  meeting  of  laymen 
this  year.  The  first  was  also  in  late 
spring,  it  being  the  organizational 
meeting  of  the  “men’s  work”  unit 
(called  the  Laymen’s  Association)  in 
the  United  Church. 

Held  at  the  noted  Aoyama  Gakuin 
University  (Methodist-related),  the  con¬ 
ference  drew  women  from  500  church¬ 
es  throughout  the  country.  They 
focused  on  problems  which  loom  large 
before  Japanese  society  and  how  they 
as  Christian  women  might  best  serve 
in  bringing  about  constructive  change. 

Women  were  given  the  opportunity 
to  go  more  deeply  into  topics  of  cur¬ 
rent  concern  in  60  small-group  discus¬ 
sions  devoted  to  church,  home,  educa¬ 
tion,  society,  government  and  em¬ 
ployed  women.  Lectures,  sermons,  re¬ 
ports  and  casual  conversation  aided  in 
highlighting  the  areas  of  concern. 

In  his  keynote  address,  United 
Church  Evangelism  chairman  Kichiya 
Kikuchi  said  that  since  the  war,  great 
changes  have  taken  place  in  the  posi¬ 
tion  of  women  in  Japan.  But  there  is 
still  a  question,  he  said,  as  to  whether 
women  are  happier  now  than  they 
were  before. 

t 

SUMMER  MEETING  of  St.  Luke 
WSCS  in  Lake  Charles  included  a 
talk  by  Mrs.  Jo  Hastings  in  June,  show¬ 
ing  her  slides  of  Libya  and  relating 
her  material  to  the  Middle  East  crisis; 
a  “Christmas  in  July”  party  for  mis¬ 
sions;  Bob  Benton  explaining  at  the 
August  meeting  the  workings  of  G.A.P. 
in  teaching  adults  to  read. 


Houma  First  Church  Woman's  Society  members  who  were  honored  with  Life  Mem¬ 
bership  pins  are  pictured.  Front  row:  Mrs.  Billie  Hughes,  Mrs.  Ruth  Augustat, 
Mrs.  Helen  Smith;  back  row:  Mrs.  Nita  Dalsheimer  and  Mrs.  Betty  Powell. 


Comment 

Membership  Cultivation 

After  a  summer  of  time  with  the  family,  vacations  and  catching  up  on 
leisure,  September  will  be  a  time  of  renewal  in  the  work  of  your  Woman’s 
Society  or  Guild  work.  To  be  sure,  it  will  be  a  renewal  in  effort  to  interest 
women  in  the  work  of  the  church — women  who  have  never  before  worked 
in  women’s  work.  But  it  is  also  a  time  of  renewal  of  effort  for  better  programs 
(and  as  chairman  of  Membership  Cultivation  you  are  on  the  program  com¬ 
mittee  of  your  local  Woman’s  Society).  This  will  be  a  time  for  you  to  renew 
your  efforts  to  show  genuine  concern  for  the  women  who  are  on  your  rolls 
at  present.  Has  your  group  made  a  concerted  effort  to  know  why  they  have 
not  been  active?  The  “cultivation”  part  of  our  title  means  a  continuing  con¬ 
cern  to  nurture  women,  both  potential  and  actual  members,  in  the  love  of  the 
church. 

When  you  send  your  evaluation  report  to  your  district  Secretary  of  Mem¬ 
bership  Cultivation  on  Nov.  5,  be  sure  to  tell  her  of  anything  you  have 
accomplished  in  your  society,  any  methods  you  have  used  to  increase  interest 
or  attendance  These  suggestions  may  be  the  very  ones  that  a  less  active  so¬ 
ciety  might  need  to  help  them. 

Start  your  work  year  out  with  a  positive  outlook  and  exhibit  your  joy 
for  the  privilege  of  serving  in  your  group. 

Mrs.  Max  L.  Clayton 
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MISSION  EXECUTIVES  INJURED 

Two  staff  executives  of  the  Method¬ 
ist  Board  of  Missions,  Miss  Thelma 
Stevens  and  Mrs.  C.  A.  Bender,  both 
of  New  York,  were  injured  in  an  au¬ 
tomobile  accident  August  1 7  near  Gar¬ 
den  City,  Kansas.  Miss  Stevens  suf¬ 
fered  a  broken  vertebra  and  was  ad¬ 
mitted  to  St.  Catherine’s  Hospital  in 
Garden  City,  where  she  will  remain 
for  several  weeks.  Mrs.  Bender  suf¬ 
fered  bruises  and  was  in  the  hospital 
for  several  days  before  returning  to 
New  York.  Miss  Stevens  is  assistant 
general  secretary  for  Christian  Social 
Relations  of  the  Woman’s  Division  of 
the  Board,  and  Mrs.  Bender  is  the 
Board’s  United  Nations  observer.  They 
were  on  a  trip  following  the  10-day 
National  Seminar  of  the  Woman’s  Di¬ 
vision  in  Kansas  City,  Mo.,  for  which 
they  were  the  coordinators.  Miss 
Stevens’  hospital  address  is: 

St.  Catherine’s  Hospital,  Rm.  326, 
Garden  City,  Kansas  67848. 
t 


ANNUAL  MISSIONS  INSTITUTE 

The  Annual  Missions  Insti¬ 
tute  of  Church  Women  United 
of  Greater  N.  Orleans  will  be 
held  September  15,  from  9  to 
2:30  p.m.  at  Oak  Park  Pres¬ 
byterian  Church,  5134  Paris 
Avenue.  The  themes,  “Christ 
and  the  Faiths  of  Men”  and 
“Japan”  will  be  presented 
by  very  able  leaders  from  the 
various  denominations  of  the 
city.  Books,  visual  aides  and 
techniques  will  be  available. 
Churches  should  plan  to  have 
adult,  youth,  junior,  and  pri¬ 
mary  leaders  present. 


McGuire  guild 
HONORED  TRAWEEK 

Mrs.  Jo  Traweek,  retiring  president 
of  McGuire  Wesleyan  Service  Guild, 
McGuire  Church,  West  Monroe,  was 
presented  with  a  Past  President’s  Pin 
at  a  recent  meeting  in  recognition  and 
appreciation  of  her  work  during  the 
past  two  years.  The  McGuire  Guild, 
organized  only  two  years  ago,  has 
grown  under  Mrs.  Traweek’s  leadership 
into  an  active,  functioning  organiza¬ 
tion  of  the  church,  and  although  she 
passes  the  gavel  on  to  the  very  capable 
hands  of  Mrs.  Marie  Young,  her  fel¬ 
low  Guilders  know  she  will  continue  to 
devote  her  time  and  talents  to  the  ser¬ 
vice  of  God  and  the  community 
through  the  Guild. 

t 

DR.  MARGARET  BRAND  of  Car- 
ville  and  Vellore,  India,  will  be  guest 
speaker  at  the  Sept.  12  meeting  of 
the  Woman’s  Society  of  Broadmoor 
Church,  Baton  Rouge.  On  Sept.  19 
a  membership  coffee  for  all  the  women 
of  Broadmoor  will  be  sponsored  by 
the  WSCS  at  the  residence  of  Mrs. 
Wyman  Walker,  7991  Old  Hammond 
Highway. 

“REDISCOVERED  TALENTS”  was 
the  subject  of  the  Lake  Charles  First 
Church  WSCS  meeting  in  August.  The 
program  was  presented  by  the  DMA 
(Don’t  Mention  Age)  Club.  Mrs.  W. 
W.  Paxton,  sponsor,  led  the  program, 
assisted  by  Mrs.  H.  L.  McCary,  Mrs. 
D.  L.  Smith  and  Mrs.  Lucille 
Schwarzer. 
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A  newmotion  picture  designed  to  call  attention  to  the  role  of  public 
relations  in  the  work  of  the  local  church  will  have  its  premiere  at 
the  annual  meeting  of  the  Commission  on  Public  Relations  and 
Methodist  Information  in  New  York  later  this  month.  It  is  entitled 
As  Others  See  Us.”  Shown  setting  a  scene  during  the  filming 
was  the  Rev.  Don  E.  Monk,  left,  and  Dawn  Monk,  who  had  the 
I  eading  role. 


•  On  a  Wide  Circuit 


People  involved 
in  fate  of  city 

By  W.  W.  Reid 

“The  fate  of  the  urban  poor  and 
the  urban  Negro  is  bound  up  with  the 
fate  of  the  city — and  the  city  is  in 
grave  trouble,”  notes  Secretary  John 
W.  Gardner,  of  the  U.S.  Department 
of  Health,  Education  and  Welfare.  And 
he  continues: 

“Some  of  the  city’s  troubles  are. 
physical  —  transportation,  water  and 
sewage,  pollution,  slum  dwellings,  lack 
of  open  space,  and  so  on.  But  the  most 
menacing  ills  of  the  city  are  at  bottom 
not  physical  but  social.  One  could  re¬ 
cite  the  familiar  list  of  specific  social 
ills — crime,  poverty,  segregation.  .  .  . 
But  beneath  and  behind  all  these  we 
are  faced  with  problems  of  social  or¬ 
ganization,  of  governance,  of  politics  in 
the  Aristotelian  sense  of  the  word. . . 

Many  studies  have  been  made  in 
recent  years  of  the  effect  of  people  in 
the  shaping  of  the  social-economic  con¬ 
ditions  that  make  for  the  good  or  the 
evil  in  a  city — and  also  the  contribu¬ 
tion  of  city  conditions  to  the  people 
who  live  and  work  there  —  especially 
what  the  city  does  to  the  generations 
that  follow  the  first  settlers  of  any 
given  family  or  ethnic  group.  Economic 
conditions  perhaps  usually  move  a  fam¬ 
ily  or  an  individual  to  work  and  live 
in  a  city — conditions  that  cause  one 
to  leave  a  rural  area  for  a  job  in 
industry,  or  to  leave  a  foreign  land  as 
a  refugee,  or  to  seek  more  reward¬ 
ing  employment.  But  the  crowding  into 
the  city  creates  new  problems  there, 
and  many  of  the  hopeful  find  them¬ 
selves  inescapably  restricted  in  work, 
in  housing,  in  ability  to  achieve  the 
good  life  they  had  envisioned.  It  be¬ 
comes  for  many  a  vicious  and  ghettoed 
existence. 

A  study  by  the  Welfare  Administra¬ 
tion  in  Sacramento,  California  —  not 
too  unlike  many  other  proud  and  gen¬ 
erally  prosperous  American  cities  — - 
indicated  the  relationship  between  eco¬ 
nomic  and  social  wrong  and  the  slum 
areas  that  had  grown  up  in  a  few 
decades.  Which  is  cause  and  which  is 
effect  seems  quite  clear.  It  was  found 
that  the  so-called  “blighted  area”  — 
the  area  officials  considered  to  have 
sub-standard  housing — covered  8 %  of 
the  city’s  land  area,  but  housed  20% 
of  the  population  ,and  paid  12%  of  the 
city’s  taxes.  But  this  crowded,  poorly 
housed  fifth  of  the  people  of  the  city 
required  (and  took  51%  of  the  total 
city  budget  allocated  to  police  protec¬ 
tion,  25%  of  the  fire  protection  bud¬ 
get,  and  50%  of  the  budget  available 
for  health  services.  Despite  this  dis¬ 
parity  in  costs  and  efforts,  this  area 
“produced”  26%  of  the  total  city’s 
fires,  36%  of  its  reported  juvenile  de¬ 
linquency,  42%  of  its  adult  crime,  and 
76%  of  its  serviced  cases  of  tuber¬ 
culosis. 

Another  agency  study  shows  that 
in  the  cities  those  who  “breed  pov¬ 
erty” — for  their  own  and  succeeding 
generations — are  the  under-educated, 
the  under-skilled,  the  under-motivated, 
and  the  under-employed.  These  are  the 
men  and  women  who  drift — or  are 
driven — into  the  sub-standard  housing 
areas,  the  men  and  women  who  have 


little  or  no  opportunity,  or  skill,  or 
training  to  lift  themselves  out  of  the 
Slough  of  Despond — the  city’s  ghetto, 
or  slum,  or  delinquency-crime  area. 

The  many  and  varied  “welfare  pro¬ 
grams”  of  the  nation,  the  states,  and 
the  more  local  communities  (including 
the  cities  themselves)  indicate  modern 
society’s  recognition  of  the  causes  of 
poverty  and  anti-social  behavior — and 
their  efforts  to  do  something  about  it. 
The  administrators  of  welfare  programs 
can  draw  an  impressive  picture  of  what 
is  being  done,  and  show  the  millions 
of  dollars  given  with  seeming  free¬ 
dom  to  make  life  more  bearable,  con¬ 
ditions  more  wholesome  in  many  cities. 
But  they  would  be  first  to  admit  the 
limitations  of  their  ministry  and  the 
need  for  a  deeper  spiritual  motivation. 
“Man  cannot  be  free  and  grow  on 
charity.” 

The  church  is  taking  a  new  look 
at  “ministry  to  the  city”  also.  It  real¬ 
izes  that  preaching  alone,  or  preach- 


JAMES  MONROE  HUGHEY 

On  August  4th,  last,  the  Rev.  James 
M.  Hughey  received  his  final  promo¬ 
tion.  As  the  Salvation  Army  says  qf 
its  officers  who  go  to  heaven,  he  was 
“Promoted  to  Glory.” 

A  tribute  has  already  been  paid  to, 
the  memory  of  Brother  Hughey  in  the 
columns  of  The  Arkansas  Methodist, 
but  I  want  to  add  a  very  personal  word 
of  appreciation  for  his  long  and  effec¬ 
tive  ministry.  I  am  sure  that  there  are 
also  many  readers  in  Louisiana  who 
will  remember  him. 

Brother  Hughey  was  my  pastor  from 
1920-1924.  During  those  years  I  com¬ 
pleted  my  college  work  and  returned 
home.  He  appealed  to  me  with  his  big 
voice  and  his  bigger,  very  understand¬ 


ing  plus  liturgy  and  music  and  a  smat¬ 
tering  of  what  is  called  “religious  edu¬ 
cation”  cannot  cope  with  conditions 
that  have  driven  people  into  poverty, 
ill-health,  and  social  regression.  The 
church  and  the  government  must  work 
together  on  a  multi-faceted  attack  upon 
the  deep  background  situations  that 
produce  these  denials  of  what  man  can 
be — warpings  of  what  God  intended 
man  to  be. 

That  is  why  one  should  take  cour¬ 
age  and  give  wholeheated  support  to 
such  wide  and  deep  and  varied  church 
programs  as  are  (unfortunately)  some¬ 
what  hidden  under  labels  of  MUST  I 
(Metropolitan  Urban  Service  Training 
program)  and  MUST  II.  These  are 
well-conceived  initial  plans  “for  a  mass 
assault  by  urban  ministries  of  all  fronts 
and  according  to  the  lay  of  the  land.” 
The  program  is  not  a  utopia — but  it  is 
a  comprehensive  move  by  agencies  that 
see  the  inter-relationships  of  all  urban 
problems. 


ing  heart.  I  admired  him  from  our 
first  meeting. 

But  his  pastoral  interest  in  my  early 
years  did  not  set  him  apart  in  my 
memory.  After  all,  I  was  taught  by  a 
minister’s  daughter-mother  that  every 
Methodist  preacher  had  traits  that  I 
could  admire  and  seek  to  imitate.  It 
was  his  tender  ministry  on  a  certain 
occasion  that  endeared  him  to  me  more 
than  anything  else. 

One  morning  of  a  sparkling  June 
day  in  1942  my  father,  after  an  ill¬ 
ness  of  ten  years,  began  to  take  a  rapid 
turn  for  the  worse.  My  mother  called 
me  at  the  office  and  I  came  out  im-. 
mediately.  After  consulting  with  our 
doctor  it  was  decided  to  remove  him  to 
the  hospital  where  he  could  receive 
special  care. 

That  afternoon  he  slipped  away  from 


EDUCATION  STAFF 
REORGANIZED 

NASHVILLE,  Tenn.  —  The  staff 
structure  of  the  Division  of  the  Local 
Church  of  the  Methodist  General 
Board  of  Education  here  has  been  re¬ 
organized  into  five  work  areas  and 
an  executive  director  named  for  each. 

Also  four  staff  members  have  been 
assigned  to  the  office  of  the  .general 
secretary  of  the  division,  Dr.  Howard 
M.  Ham. 

All  of  the  persons  involved  in  the 
changes  are  presently  staff  members 
of  the  division,  and  some  had  similar 
responsibilities  and  titles  before  the 
new  structure  was  approved. 

Under  the  new  structure,  the  five 
work  areas  and  their  executive  direc¬ 
tors  are  (I.)  Experimentation  with  Ed¬ 
ucational  Innovations  —  Dr.  George 
E.  Koehler;  (II.)  Services  of  Support 
and  Guidance  of  Designated  Leaders 
— Dr.  Waye  M.  Lindecker,  Jr.;  (III.) 
Age-Related  Ministries  to  Persons  — 
Miss  Margie  McCarty;  (IV.)  Resources 
for  Learning  and  Processes  of  Educa¬ 
tional  Communication  —  Dr.  B.  F. 
Jackson,  Jr.,  and  (V.)  National  and 
Regional  Training  Enterprises  —  the 
Rev.  M.  Earl  Cunningham.  The  four 
staff  members  assigned  to  the  office  of 
the  general  secretary  are  the  Rev.  El¬ 
mer  A.  Thompson,  administrative  as¬ 
sistant;  Dr.  Carl  L.  Stocking,  assistant 
for  budget  management  and  office  per¬ 
sonnel;  the  Rev.  Robert  S.  Clemmons, 
assistant  for  design  and  coordination; 
and  the  Rev.  Thomas  J.  Van  Loon, 
assistant  for  ecumenical  and  inter¬ 
agency  relations. 

In  another  action  relating  to  the  Di¬ 
vision  of  the  Local  Church,  the  Rev. 
James  E.  Alexander  of  Claremont, 
Calif.,  has  been  named  director  of 
printed  resources.  He  will  have  respon¬ 
sibility  for  the  production  of  learning 
resources  through  the  printed  media, 
ft 

Miss  Ethel  Ristine,  a  former  staff 
member  of  the  General  Board  of  Ed¬ 
ucation,  died  July  18  in  Los  Angeles, 
Calif.  She  had  been  serving  as  direc¬ 
tor  of  children’s  work  for  the  South¬ 
ern  Califomia-Arizona  Annual  Confer¬ 
ence. 


us.  It  was  the  first  break  in  the  im¬ 
mediate  family  circle,  and  while  we 
knew  that  it  must  happen,  we  were, 
naturally,  not  ready  for  it.  After  all, 
you  are  never  ready  to  give  up  loved 
ones. 

We  drove  slowly  from  the  hospital 
to  my  mother’s  home.  I  sat  silently  in 
the  familiar  large  living  room,  trying 
to  collect  my  thoughts.  There  was  a 
knock  at  the  door.  I  opened  it.  It  was 
Brother  Hughey.  He  was  the  first  one 
to  come  and  be  with  us  in  this  hour 
of  parting.  And  since  it  was  my  first 
experience  with  facing  a  break  in  a 
closely-knit  family,  the  thought  of  a 
friend  being  there  so  soon  made  an  im¬ 
pact  on  my  spirit  that  I  shall  never 
forget. 

Of  course,  the  pastor  came  very 
soon.  Friends  also  came.  But  this  god¬ 
ly  man,  then  retired,  had  made  a  point 
of  being  immediately  with  our  family 
to  share  his  deep  faith  and  love. 

A  small,  insignificant  incident?  Well, 
perhaps  to  some.  But  to  a  young  man 
suddenly  forced  to  receive  the  paternal 
mantle,  it  made  a  lifetime  impression. 

Thank  God  for  the  memory  of 
Brother  Hughey! 


/I  JZayman'd,  Wtin&H 


by  Charles  A.  Stuck/Lay  Evangelist 
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Lockyer,  Herbert,  THE  FUNERAL 
SOURCEBOOK,  $4.95,  Zondervan, 
187  pages. 

The  Funeral  Sourcebook  is  another 
attempt  to  compile  in  convenient,  com¬ 
posite  form  the  resources  a  pastor 
needs  to  prepare  his  funeral  services 
in  the  midst  of  his  busy  pastoral  life. 
The  book  is  well  organized  and  con¬ 
tains  a  great  deal  of  material,  from 
a  variety  of  sources. 

For  the  average  Methodist,  much  is 
included  which  he  would  never  need  if 
he  followed  the  Methodist  Order  of 
Burial  and  also  some  of  the  material 
has  a  rather  different  theological  stance 
toward  the  funeral  than  have  most 
Methodists.  For  example,  he  suggests 
that  the  funeral  message  contain 
“warning  for  those  who  are  not  ready 
for  the  Great  Beyond.” 

Even  though  the  book  would  be  of 
some  help  to  the  beginning  pastor  and 
perhaps  provide  some  new  poems,  out¬ 
lines,  etc.  for  the  established  minister, 
I  feel  that  the  best  book  in  this  area 


Dr.  Roger  Hazelton,  professor  of 
theology  at  Andover  Newton  Theolog¬ 
ical  Andover  Newton  Theological 
Seminary,  addressing  the  Minnesota 
State  Pastors’  Conference  on  the  "fool¬ 
ish  things  being  done  by  maverick  the¬ 
ologians”:  "We  have  a  responsibility, 
not  only  to  our  times,  but  to  all  times 
before  and  after  us.  Christianity  was 
not  born  yesterday  but  lived  with  God’s 
death  and  absence  many  times  before.” 

t 


is  still  _  Wallis,  THE  FUNERAL 
ENCYCLOPEDIA. 

_ Edward  B.  Hollenbeck 

f 

Murdock,  Clyde,  A  TREASURY 
OF  HUMOR,  Zondervan  Publishing 
House,  Grand  Rapids,  Michigan, 
$3.95,  160  pages. 

This  is  a  collection  of  over  500 
jokes,  anecdotes  and  humorous  stories 
compiled  to  be  a  storehouse  for  the 
after-dinner  speaker,  teacher  and  min¬ 
ister.  The  book  is  arranged  alphabetic- 
ally  according  to  topic  and  then  a  good 
index  is  added.  As  in  any  collection 
some  of  the  stories  have  made  the 
rounds,  but  all  in  all,  it  is  a  pretty 
good  compilation  of  good,  clean  hu¬ 
mor.  A  typical  story  is  as  follows: 

“How’s  your  wife?”  a  fellow  asked  a 
friend  whom  he  hadn’t  seen  in  years. 
“She’s  in  heaven,”  replied  the  friend. 
“Oh,  Em  sorry,”  the  fellow  answered. 
Then  realizing  that  was  not  the  best 
way  to  put  it,  he  said,  “I  mean  I’m 
glad  .  .  .  well,  what  I  really  mean 
is — I’m  surprised.” 

— Edward  B.  Hollenbeck 


Anyone  who  expects  to  do  good 
must  not  expect  people  to  roll  stones 
out  of  his  way  but  must  accept  his  lot 
calmly  even  if  they  roll  a  few  more 
into  it.  — Schweitzer 

t 

A  beautiful  behavior  is  better  than 
a  beautiful  form;  it  gives  a  higher 
pleasure  than  statues  and  pictures;  it 
is  the  finest  of  the  fine  arts. — Emerson 
t 


ARK-eology 


“Oh,  I’ve  got  nothing 
against  Sunday  School 
— but  you  know 
how  I  like  to  fish. 


by  Gene  Hferrington 


by  Barbara  L.  Mulkey 


Abraham  Lincoln  observed  that  a  river  becomes  crooked  following 
the  line  of  least  resistance,  and  so  does  man.  Explosives  or  natural 
phenomena  can  change  the  course  of  a  river,  but  only  God  can  make 
a  crooked  life  straight  again. 

A  CLEAR  CONSCIENCE 

There  is  a  treasure  you  can  own 
That’s  greater  than  a  crown  or  thome; 

That’s  richer  than  a  diamond  field, 

Or  all  the  pearls  the  oceans  yield; 

That’s  grander  than  the  praise  of  men 
That  they  make  speak  by  word  or  pen; 

Yes,  sweeter  to  the  heart  than  song 
Though  sung  by  some  angelic  throng. 

This  treasure  is  a  conscience  clear 
That  brings  the  sweetest  peace 
and  cheer; 

A  conscience  free  from  guilt  and 
strain, 

That  doesn’t  trouble,  lash,  and  pain; 

A  conscience  that  can  rest  in  ease 
When  God  behold  what  no  one  sees; 

A  conscience  good  with  which  to  live. 

That  only  God  Himself  can  give. 

— by  Walter  E.  Isenhour 


GUILT 

The  body  moves  mechanically. 

It  has  become  a  panoply, 

An  armored  shell  remorse  has  built 
To  house  the  soul  that’s  wracked 
with  guilt. 

The  will  must  function  for  the  heart. 
The  mind  performs  in  meager  part 
From  rising  sun  ’till  it  is  gone, 

And  suicidal  night  comes  on. 

The  Martyred  mind  will  never  cease 
To  rob  the  guilty  soul  of  peace, 

To  make  of  right  and  good  a  dearth, 
And  make  of  life  a  hell  on  earth. 

The  burdened  soul  will  never  drift 
From  beneath  a  weight  it  cannot  lift. 
’Tis  God  alone  who  can  return 
The  peace  for  which  the  guilty  yearn. 

— by  Barbara  L.  Mulkey 


The  Methodist  Committee  for  Over¬ 
seas  Relief  (MCOR)  in  fiscal  1967 
showed  the  largest  increase  in  total 
income  ever  received  in  its  27-year 
history.  Income  for  the  fiscal  year  end¬ 
ing  May  31  totaled  $2,305,000,  or 
approximately  $300,000  above  the  pre¬ 
vious  year.  Main  reason  for  the  in¬ 
crease  was  the  inclusion  of  receipts 
from  the  Emergency  Appeal  for  India. 
Included  in  the  1967  figure  is  $767,- 
238  received  in  the  India  offering  re¬ 
quested  by  the  Council  of  Bishops. 


Free  men  freely  work:  Whoever  fears 
God,  fears  to  sit  at  ease. — Elizabeth 
Barrett  Browning 


Young  people  throughout  the  Aus¬ 
tralasian  Methodist  Church  have  ac¬ 
cepted  “Go — New  Guinea”  as  their 
1967  national  service  project  and  will 
support  volunteer  workers  who  are  go¬ 
ing  to  the  territories  of  New  Guinea 
and  Papua  and  the  Solomon  Islands 
to  serve  in  both  church  and  commu¬ 
nity  projects  for  either  long  or  short 
term  appointments. 


.  No  man  is  bora  into  the  world 
whose  work  is  not  born  with  hirri; 
there  is  always  work,  and  tools  to  work 
with,  for  those  who  will;  and  blessed 
are  the  horny  hands  of  toil. — James 
Russell  Lowell 
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The  first  Methodist  to  head  Church 
Women  United,  ecumenical  women’s 
organization  related  to  the  National 
Council  of  Churches,  is  Mrs.  James 
M.  Dolbey  (right)  of  Cincinnati,  Ohio. 
She  is  shown  here  with  her  predecess¬ 
or,  Mrs.  Steward  Sinclair  of  Greenfield, 
Mass.,  of  the  United  Church  of  Christ. 
Mrs.  Dolbey  was  elected  to  the  presi¬ 
dential  office  at  the  triennial  Assem¬ 
bly  of  Church  Women  United  July  13- 
16  at  Purdue  University,  Lafayette, 
Ind.  A  former  Acting  Mayor  of  Cin¬ 
cinnati,  Mrs.  Dolbey  is  a  member  of 
the  Hyde  Park  Community  Methodist 
Church  and  a  past  president  of  its 
Woman's  Society  of  Christian  Service. 


■  Methodists  play  prominent  role 

Assembly  of  Church  Women  United 


by  Carol  Marie  Herb 
Editor,  The  Methodist  Woman 


Church  Women  United  scored  three 
firsts  at  its  assembly  at  Purdue  Uni¬ 
versity,  West  Lafayette,  Ind.,  July  13- 
16.  The  Assembly  set  a  precedent  by 
electing  four  Roman  Catholics  to  its 
board  of  managers.  For  the  first  time 
a  Methodist,  Mrs.  James  M.  (Dorothy) 
Dolbey  of  Cincinnati,  Ohio,  was  elect¬ 
ed  to  the  office  of  president.  And  the 
meeting  was  the  first  triennial  Assem¬ 
bly  since  Roman  Catholics  were  ad¬ 
mitted  to  CWU  membership. 

Methodists  were  involved  in  a  major 
way  in  this  Assembly.  Mrs.  J.  Russell 
Henderson,  Little  Rock,  Ark.,  a  vice- 
president  of  the  Woman’s  Division  of 
the  Methodist  Board  of  Missions,  was 
chairman  of  the  Assembly  Committee. 
Mrs.  J.  William  Sonnenday,  St.  Louis, 
Mo.,  a  member  of  the  Board  of  Mis¬ 
sions  and  of  the  Woman’s  Division, 
was  chairman  of  the  Forums  and 
Business  Committee  of  the  Assembly. 

Elections  brought  promise  of  much 
future  Methodist  participation  in 
Church  Women  United.  In  addition  to 
Mrs.  Dolbey’s  election,  Mrs.  Sonnen¬ 
day  was  elected  a  vice-president  and 
Mrs.  H.  Olin  Troy,  Radford,  Va.,  a 
member  of  the  Woman’s  Division  and 
a  vice-president  of  the  World  Division 
of  the  Board  of  Missions,  was  named 
to  the  CWU  Nominating  Committee. 
Mrs.  Glenn  E.  Laskey,  Ruston,  La., 
president  of  the  Woman’s  Division,  is 
one  of  24  Methodist  women  elected 
to  the  125  -  member  Board  of 
Managers. 

Speaking  to  the  more  than  2,000 
women  from  every  state  and  50  coun¬ 
tries,  Mrs.  Dolbey  responded  to  the 
challenges  of  the  four-day  assembly 
and  to  the  “New  Dimensions”  program 
adopted  by  Church  Women  United  at 
the  Assembly. 

“Urbanization,  the  population  ex¬ 
plosion,  the  amount  and  kind  of  new 
knowledge,  the  rebellions  of  youth,  the 
frustrations  of  the  individual  in  a 
technological  society  —  all  these  are 
causes  and  results  of  our  constantly 
changing  world,”  Mrs.  Dolbey  asserted. 

She  pointed  to  the  increasing  em¬ 
phasis  on  the  mechanical,  the  imper¬ 
sonal,  on  collectivism  and  on  huge 
operational  units.  She  said  if  “we  be¬ 
lieve  that  the  individual  and  his  whole¬ 
ness  is  the  answer  to  our  mechanical, 
impersonal  world,  we  must  build  a 


society  which  restores  individual  initia¬ 
tive  and  service  to  ethers. 

Mrs.  Dolbey  has  had  firsthand  expe¬ 
rience  in  working  to  build  a  society 
which  gives  attention  to  the  individual. 
She  was  acting  mayor  in  Cincinnati 
for  eight  months  in  1954  and  a  mem¬ 
ber  of  the  Cincinnati  City  Council  for 
eight  years. 

“Today’s  woman,”  she  said,  “has 
particular  contributions  to  give  an 
urban  society.  She  has  a  voice  to  ex¬ 
press  her  aspirations  as  well  as  her 
fears;  she  is  a  channel  for  communi¬ 
cation,  and  most  certainly  can  be  a 
reconciling  force  in  solving  the  prob¬ 
lems  created  by  a  society  striving  to 
live  fully  at  all  levels.” 

Mrs.  Dolbey  said  today’s  church 
woman  must  learn  to  develop  the  rela¬ 
tion  between  social  choice  and  indi¬ 
vidual  values.  “She  knows  that  the 
state  alone  cannot  make  people  happy. 
An  individual,  she  must  strive  for  new 
ways  to  look  at  the  outside  world,  to 
reaffirm  the  old  verities  and  translate 
them  into  action  which  will  transform 
cold  isolation  into  a  warm,  responsive 
community.” 

Mrs.  Dolbey,  a  member  of  Cincin¬ 
nati’s  Hyde  Park  Community  Method¬ 
ist  Church  and  past  president  of  its 
Woman’s  Society,  believes  that  the 
church  woman  must  have  the  ability 
to  live  in  a  time  of  rapid  change  with 
a  deepening  faith  in  God  and  in  her¬ 
self.  “She  must  have  a  warm  concern 
of  the  needs  and  well-being  of  all  indi¬ 
viduals,  with  a  wisdom  to  view  con¬ 
troversy  as  a  time  of  opportunity  to 
grow  in  knowledge  and  understanding, 
and  with  a  willingness  to  become  in¬ 
volved  in  the  relationships  of  the  com¬ 
munity.”  These,  exhorts  Mrs.  Dolbey, 
are  the  ingredients  of  Christian  ma¬ 
turity  toward  which  church  women 
should  strive. 

The  New  Dimensions  program 
goals  set  by  the  Assembly  for  the  next 
triennium  are:  to  venture  in  new  forms 
of  witness  to  Christ,  to  accept  re¬ 
sponsibility  for  justice  and  peace,  to 
seek  creative  and  healing  encounter 
in  the  midst  of  the  human  community, 
to  release  the  full  potential  in  every 
person,  and  to  develop  more  maturity 
in  faith  and  discipline  in  commitment. 

During  the  Assembly,  women  were 
confronted  by  aspects  of  those  goals 


as  they  viewed  Toronto  playwright 
Hilda  Powicke’s  play,  “No  Longer  at 
Ease,”  written  especially  for  the  As¬ 
sembly.  Opening  the  Assembly,  this 
play  forced  the  women  to  consider 
their  roles  as  individuals  responding  to 
other  individuals  in  the  society. 

The  Rev.  Malcolm  Boyd,  Episcopal 
priest  and  author,  and  a  panel  of  col¬ 
lege  students  and  recent  graduates, 
spoke  frankly  about  a  new  generation 
in  a  world  without  precedent.  Father 
Boyd  said  the  rebellion  of  today’s 
youth  has  an  unprecedented  moral 
tone.  “This  is  the  generation  with  kids 
in  prison  because  they  will  not  be  in¬ 
volved  with  a  war  they  consider 
immoral.” 

New  Dimensions  for  modem  wom¬ 
an  were  analyzed  by  Dr.  Mary  Calde- 
rone,  executive  director  of  SIECUS 
(Sex  Information  and  Education  Coun¬ 
cil  in  the  U.  S.);  Mrs.  George  Lind- 
beck,  teacher  of  philosophy  and  re¬ 
ligion  at  Southern  Connecticut  State 
College,  and  Mrs.  Daniel  Callahan, 
author  of  The  Illusion  of  Eve. 

Los  Angeles  city  planner  Calvin  S. 
Hamilton  and  the  Rev.  Dr.  Benjamin 
Payton,  soon  to  leave  a  National  Coun¬ 
cil  of  Churches  executive  post  to  be¬ 
come  president  of  Benedict  College  in 
Columbia,  S.C.,  made  it  clear  that 
individuals  are  at  the  root  of  urban 
crises.  Mr.  Hamilton  said  that  the 
rapidly  growing,  exclusive  self-satis¬ 
fied  suburban  church  must  take  a 
large  share  of  the  blame  for  urban 
crisis.  Such  a  church  is  “unfortunately 
an  echo  of  the  secular  desires  of  its 
members  as  expressed  by  their  proper¬ 
ty-owners’  associations.” 

A  panel  of  women  from  1 1  coun¬ 
tries,  including  the  United  States,  spoke 
with  deep  emotion  about  the  need  for 
individuals  to  accept  responsibility  for 
peace  in  the  world. 

The  pop  art  of  Sister  Mary  Corita, 
professor  of  art  at  Immaculate  Heart 
College  in  Los  Angeles;  daily  dialogue; 
a  Roman  Catholic  mass  with  jazz 
which  was  celebrated  by  the  Rev. 
David  J.  Bowman,  S.  J.,  of  the  Faith 
and  Order  Department,  National 
Council  of  Churches,  and  highlights 
from  “For  Heaven’s  Sake,”  a  musical 
satire  on  the  games  church  people 
play  —  kept  the  Assembly  responding 
to  the  language  of  today’s  world. 

Church  Women  United,  a  related 
movement  of  the  National  Council  of 
Churches,  has  2,400  local  units.  At 
the  Assembly,  CWU  passed  two  reso¬ 
lutions. 

An  anti-poverty  resolution  urging 
Congressional  support  of  the  Equal 
Opportunity  Bill  expressed  the  con¬ 
viction  that  only  a  single  administrative 
agency,  the  Office  of  Economic  Op¬ 
portunity,  could  coordinate  services 
for  the  poor  and  continue  essential 
innovations  in  programs  and  services. 
The  resolution  also  urged  continuation 


EASY!  EARN  $$ 

FOR  YOUR  ORGANIZATION 

MAIL  THIS  AD  NO  OBLIGATION 

RJU  DETAILS  RUSHED  TO  YOU  -  FREE 
New  fun  and  easy  ways  to  raise  the  cash  you 
need — $50,  {100,  {500,  or  more!  We'll  send 
you  complete  information  about  exciting  fund¬ 
raising  opportunities,  and  a  valuable  new 
booklet,  "Modem  Guide  to  Fund  Raising." 
Gives  important  information  and  3  keys  to 
fund-raising  success.  Choose  from  several 
plans— do  it  without  putting  up  lc  of  your 
own  money!  Rush  name  and  address,  to  Mar- 
ion-Kay,  Brownstown,  Ind.  47220.  DeptD-333 


of  the  Job  Corps  program  as  manda¬ 
tory,  “if  this  generation  of  disadvan¬ 
taged  girls  is  to  receive  adequate 
assistance.” 

Also  passed  was  a  foreign  aid  reso¬ 
lution  urging  Congressional  authoriza¬ 
tion  and  appropriation  of  “at  least  the 
full  amount  (of  the  non-military  por¬ 
tion  of  the  Foreign  Assistance  Act) 
requested  by  the  Administration.” 


It  is  my  belief  that  every  man  has 
the  divine  right  to  work. — Lundeen 
t 
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PROFITS  GUARANTEED 

...or  I  will  make  up 
the  difference! 


EARN  $90  TO  $2,250! 

For  Organizations  Only 


ABIGAIL  MARTIN'S  SCENTED 

BRANDY  GLASS  CANDLES 

Turn  fund-raising  into  fun  by  spreading  the  glow  of 
these  Christmas  candles.  You  will  be  thrilled  at  the 
way  folks  take  to  our  Scented  Brandy  Glass  Christ¬ 
mas  candles  when  you  display  the  colorful  assort¬ 
ment  in  its  compact  carrying  kit  No  experience  is 
needed.  Just  open  the  kits  and  collect  your  profits 
by  selling  the  Candles  at  $1.25  each. 

MAKE  UP  TO  $6.00  ON  EVERY  KIT  OF  12  CANDLES! 

Folks  love  these  Brandy  Glass 
Candles!  Burns  15  hours ...  de¬ 
lightful  fragrance .  .  individually 
gift-boxed  .  re-usable  glasses 
.  beautiful  colors  .  .  .  NOT 
SOLD  IN  STORES 


NO  RISK  ...  I  GUARANTEE 
YOUR  PROFITS..  .  NO  MONEY 
NOW  ...  I  OFFER  30  DAYS 
CREDIT  ...  NO  SHIPPING 
CHARGES  ...  I  PAY  FOR 
DELIVERY 

“  I  personally  guarantee  that  you 
raise  the  sums  shown  below  or  I 
make  up  the  difference  between  your 
cost  and  your  guaranteed  profit. 

VioaIaL- 


will 

will 


If  you  have  .  .  . 
15  members 
30  members 
50  members 
72  members 
and  I 

guarantee  .  .  . 

$  68  profit 
$135  profit 
$225  profit 
$324  profit 


T 

then  order  .  . 
15  kits 
30  kits 
50  kits 
72  kits 
or  sell  all 
and  make  .  .  . 
$  90  profit 
$180  profit 
$300  profit 
$432  profit 


fWAT  piUMI  V-TJL  piWIIL  | 

:: 

And  like  many  groups,  you  could  raise  more  than 
$1,200  in  just  one  week!  To  get  maximum  pre-Christ¬ 
mas  sales,  order  now  from  ABIGAIL  MARTIN.  1113 
Washington,  Dept.40  St.  Louis,  Mo.  63101. 

SEND  NO  MONEY.. .JUST  USE  ORDER  FORM  BELOW 


TO:  Abigail  Martin, 

1113  Washington,  Dept.40  St.  Louis,  Mo.  63101 

No.  of  12-candle  kits  needed _ 

Date  Needed - 

Name  of  Your 
Organization _ 

No.  of  Members:. 

Ship  To:  Name _ 

Address _ 

City. 


Sponsor 
.  institution. 


.State. 


.Zip- 


Do  Not  Use  P.0.  Box  or  RFD  Address. 

Truck  delivers  8  a.m.  to  4  p.m. 

We  agree  to  pay  within  30  days  at  $9  per  kit  for  15 
kits  or  more-or  at  $10.20  per  kit  for  orders  of  1  to 
14  kits. 

□  Check  box  for  FREE  Candle  sample.  (Subject  to  our 
approval  and  verification  of  information  submitted.) 
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REPORT  OF  CASH  RECEIVED  FOR  GENERAL  BUILDING 
FUND  FROM  CHURCHES,  GROUPS  &  INDIVIDUALS 
By  the  RETIRED  MINISTERS  HOMES  BOARD  INC., 
Louisiana  Conference  Methodist  Church 
June  1,  1966  -  May  30,  1967 


CHURCHES 

ALEXANDRIA  DISTRICT: 
District  at  large: 

Rev.  John  F.  Kilpatrick 
Alexandria 
First  Church 
Horseshoe  Drive 
Trinity 
Bel  ah 
Bunkie 
Chicot 

Davis  Springs 

Elizabeth 

Goodpine 

Glenmora 

Hopewell 

Jena 

Jones  ville 
Lecompte 
Marksville 
Montgomery 
Martha  ville 

Natchitoches  -  First  Church 

Oakdale 

Olla 

Pineville 
Simmsport 
Urania,  Trout 
Winnfield 

OFFERING  1965-66  $471.63 

INCREASE  "66 -’67  of  261.23 

BATON  ROUGE  DISTRICT: 

Baton  Rouge 
Broadmoor 
First  Church 
Ingles  ide 
Istrouma 

Jefferson  Memorial 
North  Baton  Rouge 
St.  Paul's 
University 
Blackwater 
Bogalusa 
Frankl  inton 
Denham  Springs 
Ethel 

Grand  River 
Cl  inton 
Hammond 
Jackson 
Kentwood 

Levingston,  Walker 

Lottie:  Wilson  Memorial 

Magnolia 

New  River 

Plaquemine 

Slaughter 

St.  Francis  ville 

Zackary 

OFFERING  1965-1966  $  998.61 
INCREASE  '66  -  ’67  of  1,299.40 

LAFAYETTE  DISTRICT: 
District  at  Large 

Dr .  J  .  Henry  Bowdon,  Sr. 
Lafayette 
Asbury 

Davidson  Memorial 
First  Church 
Abbeville 
Berwick 
Church  Point 
Crowley,  First 
Ebenezer 
Franklin 
Golden  Meadow 
Houma,  First 
Jeanerette 
Kaplan 
Melville 
Morgan  City 
New  Iberia 
Opelousas 
Patterson 
Pitreville 

Rayne,  Indian  Bayou 

OFFERING  1965-66  $  524.16 
INCREASE  1966-67  $  629.48 

LAKE  CHARLES  DISTRICT: 
District  at  Large 
Rev.  Leonard  Cooke 


TOTAL 


$  10.00 

171.50 

80.00 

18.65 
10.00 
10.00 
10.00 
10.00 
22.00 
27.43 
13.00 
27.00 
20.00 

2.52 

47.35 

22.65 
21.00 
10.00 
63.00 
12.00 
12.00 
69.76 
10.00 
13.00 
20.00 

$  732.86 


$160.00 

988.75 

291.66 

85.38 

10.00 

39.76 

1.00 

60.00 

110.00 

20.00 

45.00 

30.00 

20.00 

10.00 

47.00 

20.46 

8.00 

28.00 

15.00 

67.00 

4.00 

20.00 

30.00 

125.00 

12.00 

50.00 

$2,298.01 


$  10.00 

130.00 

27.00 

60.00 

40.00 

41.00 

31.00 

106.50 

19.25 

122.00 

10.00 

60.00 

20.00 

31.00 

10.00 

70.46 

191.68 

85.50 

46.25 
12.00 
20.00 

$1,153.64 


$  10.00 


Lake  Charles 

First  Church 

512.26 

Simpson 

3.00 

Basile 

10.00 

Cameron 

480.00 

DeQuincy 

25.00 

DeRidder 

50.00 

Elton 

60.00 

Eunice 

48.00 

Grand  Chenier 

30.00 

Hackberry 

6.00 

Hayes 

70.00 

Hombeck 

20.00 

Iowa  -  Bell  City 

10.00 

Jennings 

50.00 

Kinder 

10.00 

Lees  ville 

25.00 

Maplewood 

17.50 

Moss  Bluff 

26.00 

Vinton 

10.00 

Sulphur 

Henning  Memorial 

100.00 

Wesley 

30.00 

Welsh 

30.00 

$1,  612.76 

OFFERING  1965-66  $  974.04 

INCREASE  1966-67  $  638.72 

MONROE  DISTRICT: 

Monroe 

First  Church 

$190.00 

Memorial 

10.00 

Souths  ide 

33.00 

Stone  Avenue 

150.00 

St.  Paul's 

60.00 

Bastrop 

80.00 

Boeuf  Prairie 

10.00 

Bonita 

3.00 

Brownville 

10.00 

Delhi 

20.00 

Epps 

8.00 

Ferriday 

37  .21 

McGuire 

29.05 

Mangham 

16.00 

Mer  Rouge 

10.00 

Oak  Grove 

25.00 

Oak  Ridge 

10.00 

Rayville 

97.00 

Sterlington 

9.52 

Tallulah 

10.00 

West  Monroe,  First  Church 

15.00 

Winns  boro 

40.00 

Wisner 

33.85 

$  906.63 

OFFERING  1965-66  $  529.15 

INCREASE  1966-67  $  377.48 

NEW  ORLEANS  DISTRICT: 

District  at  Large 

Rev.  Carl  Lueg 

10.00 

Col.  L.  W.  Davis 

10.00 

New  Orleans 

Alger  ies 

20.00 

Aurora 

10.00 

Carrollton 

155.00 

Elysian  Fields 

10.00 

First  Church 

125.00 

Gretna 

157.38 

Jefferson 

10.00 

John  Wesley 

8.00 

Lake  Vista 

85.00 

Metairie 

19.39 

Napoleon 

35.00 

Parker  Memorial 

15.00 

Rayne  Memorial 

161.50 

St.  Andrew 

17.75 

St.  Bernard 

13.00 

St.  Lukes 

137.38 

St.  Mark's 

20.00 

Covington 

57.60 

Luling 

20.00 

Slidell 

94.89 

Trinity 

20.05 

Waldheim 

22.85 

$1,234.79 

OFFERING  1965-66  $  737.72 

INCREASE  1966-67  $  479.07 

RUSTON  DISTRICT: 

District  at  Large 

Rev.  &  Mrs .  O.  C.  Stapleton 

$130.00 

Mrs  .  W .  F .  Roberts 

50 .00 

Robert  Jones 

5.00 

Ruston 

Grace 

10.00 

Trinity 

Arcadia 

Bernice 

Centenary 

Choudrant 

Chatham 

Clay 

Cotton  Valley 

Cross  Roads  (Athens) 

Downsville 

Dubach 

Haynesville 

Hilly 

Homer 

Jonesboro 

Lakeview,  Minden 

Marion 

McIntyre 

Minden,  First  Church 

Ringgold 

Sarepta 

Strange 

Springhill 

OFFERING  1965-66  $1,229.67 
INCREASE  1966-67  69.95 


405.00 

50.00 

10.00 

30.00 

10.00 

20.00 

8.35 

10.00 

15.00 

120.00 

15.72 

25.00 

10.00 

30.00 

50.00 

20.00 

5.00 

12.00 

170.00 

25.00 

3.50 

10.00 

50.00 

$1,299.62 


SHREVEPORT  DISTRICT: 


District  at  Large 

Rev.  Jack  Wilkes 

10.00 

Rev.  George  Pearce 

10.00 

Cash  Gift 

5 .00 

Shreveport 

Broadmoor 

1ZU.UU 

Caddo  Heights 

10.00 

Cedar  Grove 

10.00 

First  Church 

545.00 

Lakeview 

10.00 

Mangum 

413.88 

Morningside 

34.84 

Noel 

185.00 

North  Highlands 

10.00 

Summer  Grove 

60.00 

Wynn  Memorial 

52.26 

Benton 

20.00 

Bethany 

4.00 

Bossier  City,  First  Church 

100.00 

Blanchard 

2.00 

Coushatta 

20.00 

Grand  Cane 

5 .00 

Haughton 

4.70 

H oss ton 

20.00 

Logansport 

45.00 

Many 

85.00 

Mansfield 

130.00 

Mooringsport 

13.00 

Pleasant  Hill 

10.00 

Rodessa 

3  .00 

Stonewall 

15.00 

Vivian 

110.00 

Zwolle 

20.00 

$2,082.68 

OFFERING  1956-66  $2,837.90 
DECREASE  1966-67  755.22 


GIFTS  AT  LARGE  NOT  LISTED  IN  ABOVE 
DISTRICTS: 


Bishop  Aubrey  G  .  Walton  $  10.00 

Mr.  &Mrs.  Harold  Francis  -  Calif.  30.00 

Edith  S .  Arnold  10 . 00 

Mrs.  Rebel  M.  Rogers  -  California  10.00 

Mrs.  ErinR.  Way  25.00 

Mr.  &Mrs.  R.  R.  Waddington  -  Calif.  10. 00 

$  95 .00 


TOP:  The  Rev.  K.G.  Rorie  out¬ 
lines  plans  for  missions  and 
evangelism;  SECOND:  Cecil 
Bland  discusses  Methodist  In¬ 
formation,  Methodist  Men  and 
conference  stewardship  plans; 
THIRD:  the  Rev.  Earl  B.  Emmer¬ 


ich,  the  R  ev.  John  F.  Kilpat¬ 
rick  and  Dr.  Luman  Douglas; 
BOTTOM:  Dr.  Ben  R.  Oliphint 
discusses  the  advantages  of  the 
Methodist  connectional  system. 
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AID  grant 


made  for 


construction 


at 


Indian 


medical  college 


TWO  METHODISTS  JOIN 

RELIEF  TEAM  IN  TURKEY 

Two  Methodist  volunteer  workers 
arrived  in  Turkey  recently  to  join  a 
World  Council  of  Churches  disaster 
relief  team  building  a  school  in  an 
area  damaged  by  last  August’s  earth¬ 
quake.  They  are  Douglas  L.  Gorman 
of  New  Castle,  Ind.,  and  Thomas  J. 
Carris  of  Dallas,  Tex. 

The  team,  which  includes  Western 
Europeans,  will  work  with  Turks  in 
constructing  housing,  a  clinic  and  com¬ 
munity  center  after  the  school  is  com¬ 
pleted.  Previous  volunteers  distributed 
emergency  supplies. 

More  than  3,000  persons  died  in 
the  quake  which  injured  another  8,000 
persons  and  left  100,000  homeless. 
Church  World  Service,  relief  arm  of 
the  National  Council  of  Churches,  has 
sent  clothing,  blankets,  medical  aid 
and  tents  to  the  victims.  More  than 
$130,000  has  been  raised  for  relief 
work. 

Mr.  Gorman,  a  carpenter  and  part- 
time  housing  contractor,  served  on  a 
WCC  disaster  relief  team  to  Haiti  in 
1966.  He  took  a  month’s  leave  of  ab¬ 
sence  from  the  Delco-Remy  Assembly 
Plant  in  Anderson,  Ind.,  where  he  is 
group  leader.  A  member  of  the  Sugar 
Grove  Methodist  Church  in  New 
Castle,  Mr.  Gorman  is  married  and 
has  two  children. 

Mr.  Carris,  a  senior  at  the  Univer¬ 
sity  of  Texas  at  Austin,  will  be  a  gen¬ 
eral  utility  worker.  He  plans  to  stay 
in  Turkey  two  months  or  longer.  He 
has  been  a  member  of  the  Monterrey, 
Mexico,  work-camp  sponsored  by  the 
Wesley  Foundation  at  the  University 
of  Texas.  Son  of  Mr.  and  Mrs.  Her¬ 
bert  N.  Carris  of  Dallas,  his  home 
congregation  is  the  Cochran  Chapel 
Methodist  Church  of  Dallas. 

Transportation  costs  for  the  two  men 
are  being  paid  by  the  Methodist  Com¬ 
mittee  for  Overseas  Relief. 


The  United  States  Agency  for  In¬ 
ternational  Development  (AID)  has 
awarded  $450,000  to  the  Ludhiana 
Christian  Medical  College  for  construc¬ 
tion  of  a  new  wing  at  its  training  hos¬ 
pital  in  Ludhiana  in  northern  India. 

In  announcing  the  grant,  the  Rev. 
Charles  Reynolds,  New  York,  execu¬ 
tive  secretary  of  the  Ludhiana  Board 
in  the  United  States,  said  the  money 
would  provide  the  460-bed  Brown  Me¬ 
morial  training  hospital  with  72  addi¬ 
tional,  separate  units  for  private  pa¬ 
tients  and  other  f acilities. 

Ludhiana  Medical  College  is  ecu¬ 
menical,  being  supported  by  23  mis¬ 
sionary  societies  and  agencies  with 


staff  members  from  11  countries.  Stu¬ 
dents  in  training  represent  14  nations. 
Ludhiana  trains  more  than  300  doctors 
and  175  nurses  annually,  and  treats 
100,000  patients  each  year. 

The  grant,  the  first  made  by  AID 
to  a  voluntary  organization  for  con¬ 
struction  purposes,  is  from  excess 
United  States-owned  Indian  rupees. 
Under  provisions  of  U.S.  Public  Law 
480,  Mr.  Reynolds  said,  the  money 
must  be  spent  in  the  recipient  country, 
and  the  grant  was  made  on  the  fol¬ 
lowing  conditions: 

1)  The  institution  must  have  been 
founded  or  supported  by  United  States 
citizens  or  organizations.  2)  It  must  be 


Douglas  L.  Gorman,  New 
Castle,  Ind.,  left,  and 
Thomas  J.  Carris,  Dal¬ 
las,  Tex.,  right,  are  two 
Methodist  volunteers  on 
the  World  Council  of 
Churches  disaster  relief 
team  in  Turkey. 


Asks  more  Negro  missionaries  for  Africa 


“It’s  not  necessary  to  be  a  Negro 
to  live  and  work  in  Africa,  but  there 
are  advantages,”  says  Ivan  D.  Al¬ 
phonse,  a  Panamanian  Methodist  spe¬ 
cial-term  missionary  to  the  Congo. 

In  New  York  this  summer  on  a 
month’s  furlough  from  his  job  as  prin¬ 
cipal  and  teacher  at  a  Methodist  school 
in  Katanga  province  of  the  Congo,  Mr. 
Alphonse,  a  Negro,  told  of  one  ad¬ 
vantage.  During  the  recent  fighting  in 
the  country,  triggered  by  the  kidnap¬ 
ping  of  former  premier  Moise  Tshombe 
and  apparently  launched  by  European 
mercenaries  and  some  Katangese 
troops,  Mr.  Alphonse  was  able  to  move 
freely,  while  white  persons  were  con¬ 
fined  to  their  homes.  Thus  he  was  able 
to  aid  some  of  his  white  missionary 
colleagues. 

“It  would  be  better  if  more  Negroes 
were  sent  as  missionaries  to  the  Con¬ 
go,”  he  said,  although  “personality, 
more  than  color,  is  important  in  be¬ 
ing  accepted.  It’s  who  you  are  and 
what  you’re  doing  that  counts.” 

Mr.  Alphonse  went  to  the  Congo  in 
1965  as  a  member  of  a  15-man  team 


sent  by  the  Methodist  Board  of  Mis¬ 
sions.  Prior  to  that  the  group  spent  10 
months  in  Brussels,  Belgium,  studying 
French  and  serving  Congolese  students. 

In  the  Congo,  he  was  assigned  to 
teach  at  Booth  Institute,  a  secondary 
school  in  Kamina.  But  on  arrival  he 
found  there  was  no  school,  so  Mr. 
Alphonse’s  first  duty  was  to  help  get 
a  land  grant,  a  site  for  the  school  and 
money. 

Difficulties  continue  to  plague  the 
school  and  others  in  the  Congo,  Mr. 
Alphonse  said.  Because  of  political  un¬ 
certainties,  many  Belgian  teachers  are 
quitting,  he  added,  and  others,  de¬ 
tained  by  authorities  during  the  most 
recent  crisis,  will  return  from  post¬ 
poned  furloughs  too  late  for  the  Sep¬ 
tember  opening  date  for  schools.  Mr. 
Alphonse  said  hebelieves  thattheCon- 
golese  government  is  gradually  nation¬ 
alizing  schools,  and  speculated  that  the 
church  might  lose  influence  in  the 
country  as  a  result. 

Mr.  Alphonse,  who  teaches  in 
French,  is  also  fluent  in  English  and 
Spanish.  Born  in  Bocas  del  Toro,  Pan- 


viable,  and  continually  supported  by 
sources  other  than  the  U.S.  govern¬ 
ment.  3)  The  institution  must  offer  evi¬ 
dence  of  providing  nonsectarian  ser¬ 
vices  to  all  people. 

4)  The  services  and  operations  of 
the  institution  must  contribute  to  re¬ 
gional  or  interregional,  rather  than 
merely  local,  services  for  the  economic 
and  social  welfare  of  the  indigenous 
population. 

5)  The  grant  must  be  for  expansion, 
and  the  institution  must  produce  evi¬ 
dence  of  financial  ability  to  operate 
and  maintain  the  expanded  program. 

6)  The  host  government  must  concur 
in  the  use  of  funds. 

Mr.  Reynolds  said  that  the  applica¬ 
tion  for  the  grant  had  been  pending 
for  two  years.  It  had  received  the 
strong  support  of  senators  and  con¬ 
gressmen.  Before  approving  the  appro¬ 
priation,  a  three-man  State  Department 
team  made  a  thorough  survey  at  Lud¬ 
hiana. 

The  Methodist  Church,  through  the 
World  Division  of  the  Board  of  Mis¬ 
sions,  is  one  of  Ludhiana’s  supporting 
agencies,  providing  both  missionary 
personnel  and  mission  funds.  The  lat¬ 
ter  includes  support  from  Advance 
Specials.  The  new  nurses’  building  was 
paid  for  largely  through  the  mission 
giving  Methodist  women  to  the  Wom¬ 
an’s  Division  of  the  Board. 

Concerns  Board 
cites  "Project 
Misdemeanant" 

WASHINGTON,  D.C. — A  program 
based  on  people’s  willingness  to  help 
others  stay  out  of  serious  crime,  Proj¬ 
ect  Misdemeanant,  has  won  a  national 
citation  for  the  Methodist  Board  of 
Christian  Social  Concerns. 

The  two-year-old  effort  to  rehabiL 
itate  young  law-breakers  through  vol¬ 
unteer  cooperation  with  the  “lower 
courts”  was  cited  in  the  Lane  Bryant 
Annual  Awards  program  for  volunteer 
service  in  the  community.  That  places 
it  in  consideration  for  one  of  the  1967 
awards. 

Project  Misdemeanant  had  its  start 
early  in  this  decade  in  Royal  Oak, 
Mich.,  where  Keith  J.  Leenhouts  was 
municipal  judge  and  frustrated  by  what 
little  the  court  could  do  for  young  and 
new  offenders.  When  he  found  that  al¬ 
most  none  of  America’s  lower  courts, 
where  such  lawbreakers  first  appear, 
had  any  kind  of  probation  programs, 
he  led  in  developing  a  probation  effort 
that  used  volunteer  sponsors. 

When  Judge  Leenhouts,  a  Methodist 
layman,  was  elected  a  member  of  the 
national  Methodist  board  in  1964,  its 
Department  of  Social  Welfare  liked  the 
approach  and  backed  it  with  funds, 
publicity  and  consultation  aid. 

Unlike  many  denominational  pro¬ 
grams,  this  one  has  not  proceeded 
through  the  usual  channels  from  board 
to  conference  to  local  church.  Rather, 
it  has  focused  on  the  national  board’s 
relationship  with  the  court  structure, 
primarily  through  the  North  American 
Association. 


ama,  the  son  of  a  Methodist  minister, 
he  is  a  graduate  of  Nebraksa  Wesleyan 
University  in  Lincoln  and  has  done 
graduate  work  in  philosophy  at  the 
University  of  Nebraska,  also  in  Lin¬ 
coln. 
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Project  Choice 

conviction  that  informed,  concerned 
and  thoughtful  citizens  can  change  the 
world,”  he  asserted. 

Study  groups  are  being  set  up 
through  cooperation  of  national  civic, 
religious,  educational  and  youth  agen¬ 
cies,  with  religious  organizations  of  all 
major  faiths  participating.  They  will 
meet  on  campuses,  in  churches  and 
private  homes. 

Growing  poverty  in  America,  waves 
of  social  disorder,  the  widening  gap 
between  rich  and  poor  nations,  world 
hunger,  educational  needs  in  a  crisis 
society,  chemical  and  electronic  brain 
control,  and  technological  impact  on 
human  evolution  are  but  a  few  of  the 
issues  to  be  scrutinized  by  Project 
Choice  groups. 

Discussion  will  focus  on  a  special 
series  of  four  color  television  shows 
to  be  aired  in  November  on  the  CBS- 
TV  religious  program,  Look  Up  And 
Live  —  produced  by  the  network  in 
cooperation  with  the  National  Council 
of  Churches’  Broadcasting  and  Film 
Commission. 

The  television  programs  scheduled 
are  as  follows  —  with  descriptions  of 
their  content  by  CBS  producer  Ben 
Flynn: 

“CREATION  OR  DESTRUC¬ 
TION”  (Nov.  5)  —  “dealing  with  the 
potential  man  now  has  to  create  a 
better  world  or  to  destroy  himself.” 

“SUPERMAN  OR  CYBORG” 
(Nov.  12)  —  “dealing  with  the  impli¬ 
cations  of  the  power  man  now  has  to 
create  life,  to  prolong  life  and  to  alter 
life.” 

“PREPARATION  OR  PANIC” 
(Nov.  19)  —  “dealing  with  man’s  suc¬ 
cesses  and  failures  in  preparing  himself 
and  his  children  for  life  in  a  vastly  and 
rapidly  changing  world.” 

“THE  NEED  TO  CHOOSE”  (Nov. 
26)  —  “dealing  with  the  decision-mak¬ 
ing  which  will  be  necessary  on  interna¬ 
tional,  national,  local  and  personal 
levels  if  man  is  to  survive  in  a  mean¬ 
ingful  and  purposeful  way.” 

t 

Broadened  pians 
for  Junaluska 

LAKE  JUNALUSKA,  N.C. —The 
Lake  Junaluska  Methodist  Assembly 
will  become  an  international  religious 
center. 

The  Lake  Junaluska  Trustees,  met 
in  annual  session  here  Aug.  4-6,  and 
approved  plans  which  will  make  this 
Southeastern  Methodist  Jurisdiction 
center  a  host  for  world-wide  meetings 
of  Methodists  and  other  denomina¬ 
tions. 

“We  are  now  thinking  of  the  Lake 
Junaluska  Assembly  as  a  Southeastern 
Jurisdiction  institution  making  its  con¬ 
tribution  to  the  world  as  an  interna¬ 
tional  Methodist  Center,”  Dr.  J.  Man¬ 
ning  Potts,  the  executive  director,  saicL 
“We  are  also  looking  forward  to  serv¬ 
ing  as  a  world  ecumenical  center  for 
study  and  training  through  the  Inter¬ 
preter’s  House.” 

The  Interpreter’s  House  is  headed  by 
Dr.  Carlyle  Marney,  author  and  Bap¬ 
tist  clergyman.  He  is  assisted  by  a  staff 
which  includes  Dr.  Merle  Young,  who 
is  in  charge  of  ecumenical  relations. 

Barry  Rogers,  associate  executive 
director  for  the  Assembly,  said  several 
meetings  are  already  scheduled  for  the 
fall  and  winter  of  1967. 


NCMYF  meet 
in  California 

BERKELEY,  Calif.— The  top  lead¬ 
ership  of  the  nation’s  Methodist  youth 
attempted  the  task  of  “catching  up  to 
God,  where  he  is  working,”  Aug.  20- 
26  in  Berkeley  and  San  Francisco. 

The  annual  meeting  of  the  National 
Conference  of  the  Methodist  Youth 
Fellowship  (NCMYF)  was  held  at 
Pacific  School  of  Religion  here.  Some 
125  participants,  including  some  adult 
leaders  and  presidents  of  annual  con¬ 
ference  youth  groups,  met  under 
the  leadership  of  Mark  Sheldon,  chair¬ 
man  of  the  NCMYF  Council  and  a 
sophomore  at  Illinois  Wesleyan  Uni¬ 
versity. 

Theme  of  the  session  is  “What  in 
the  World  Is  Going  On?”  Small 
“search  groups”  met  daily  to 
study  concerns  and  questions,  seeking 
how  to  relate  “effectively  to  God’s  peo¬ 
ple  and  to  God’s  work.”  Most  of  three 
days  were  spent  in  San  Francisco 
for  “exposure”  to  various  aspects  of 
the  city’s  life,  including  the  contro-> 
versial  Haight-Ashbury  District,  and 
how  the  church  is  relating  to  them. 

Program  leaders  were  Dr.  Don 
Garrity,  chairman  of  the  sociology  de¬ 
partment  of  San  Francisco  State  Col¬ 
lege;  Dr.  Arthur  Foster  of  Berkeley 
Baptist  Divinity  School,  and  the  Rev. 
Ceci1  Williams,  associate  pastor  of 
Glide  Memorial  Methodist  Church  in 
San  Francisco. 

Participants  included  20  leading 
youth  from  the  Evangelical  United 
Brethren  Church,  which  will  unite  with 
The  Methodist  Church  next  spring; 
along  with  representatives  of  several 
other  denominations  and  faiths.  Two 
youths  attended  from  Brazil  and 
Chile. 

Planning  was  directed  by  Shel¬ 
don;  Les  Kurtz,  EUB  youth  chairmail 
from  Topeka,  Kans.,  and  the  Rev. 
Kenneth  J.  Mitchell  of  the  national 
Methodist  Board  of  Education  staff, 
Nashville,  Tenn. 


CATHOLIC  JOURNAL  OPPOSES 
COMMUNITY  SPONSORED 
CRECHES 

NOTRE  DAME,  Ind.  (RNS)  — 
Christians  should  not  expect  govern¬ 
mental  agencies  to  use  its  funds  to 
support  Christmas  displays  of  a  re¬ 
ligious  nature,  the  national  Catholic 
weekly,  Ave  Maria,  said  in  an  editorial. 

The  magazine,  published  here  by 
the  Holy  Cross  Fathers,  agreed  with 
the  Pittsburgh  city  councilman  who 
said  that  he  did  not  think  “govern¬ 
mental  agencies  should  require  citizens 
of  differing  religions  to  support  such 
religious  symbols.”  The  protesting  of¬ 
ficial  said  he  maintained  a  Nativity 
scene  in  his  own  home  at  Christmas. 

In  its  editorial,  Ave  Maria  said:  "In 
a  society  such  as  ours,  citizens  must 
accept  the  fact  that  others  hold  differ¬ 
ent  beliefs  and  opinions;  and  they  must 
guard  against  the  state’s  possible  in¬ 
fringement  of  these  beliefs  and  opin¬ 
ions  —  whether  their  own  or  their 


USED  BUS  FOR  SALE 

1962  Chevrolet  54-passenger  school 
bus,  6  cylinder,  completely  over¬ 
hauled.  New  paint  inside;  will  paint 
exterior  color  customer  desires.  New 
front  tires:  recaps  rear.  $2,175. 
All-State  Supply,  Inc.,  1212  Ea_st 
Sixth,  Little  Rock.  (See  David 
Broyles;  phone  FR  4-1687,  office; 
SK  3-9692,  home) 


neighbors’.” 

"A  basic  problem  in  this  area  is  the 
failure  to  distinguish  between  the  so¬ 
ciety  and  the  state;  while  the  society 
can  and  may  observe  such  fundamen¬ 
tally  religious  occasions  as  Christmas 
and  Easter  because  most  of  the  society’s 
members  observe  them,  it  is  quite  an¬ 
other  thing  for  our  pluralistic  state,  or 
a  governmental  agency  or  institution 
to  formalize  this  observance,”  the  mag¬ 
azine’s  editorial  stated. 

t 

Dr.  George  L.  Morelock 

MIAMI,  Fla.  —  (Mi)  —  Dr.  George 
L.  Morelock,  87,  a  retired  top  staff 
executive  of  The  Methodist  Church 
and  a  pioneer  in  laymen’s  work  in 
Methodism,  died  here  August  21. 

Dr.  Morelock  retired  in  1948  after 
more  than  25  years  as  chief  executive 
of  laymen’s  activities  in  The  Method¬ 
ist  Church  and  the  Methodist  Episco¬ 
pal  Church,  South.  While  working  in 
the  latter  denomination,  he  led  a  move¬ 
ment  to  establish  a  Board  of  Lay  Ac¬ 
tivities  and  headed  the  board  that  was 
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Earn  $330  "IV  week 

FOR  YOUR  CLUB  or  CHURCH 
with  this 

Golden  PRAYING  HANDS  PEN 
FUND  RAISING  PROGRAM 


No  Risk  •  No  Investment 

55«  Profit  on  each  M  00  Sale 

An  “easy  to  sell"  item,  that  everyone 
can  use!  Sent  to  you,  postpaid — with 
no  investment  on  your  part.  Pay  only 
after  sold!  Full  credit  for  unsold 
items!  Have  10  members  sell  25 
items,  and  your  organization  makes 
$137.50!  —  24  members  —  $330.00! 

A  completely  packaged  plan 
Write  for  information  —  Free  Sample 
Give  age  (if  under  21)  and  name  of  organization 

C0LLINGW00D  FUND-RAISING 

44  Warren  Street  —  Dept,  «. 
Providence,  R.  I.  02901 


formed  from  1922  to  1940.  After 
unification  of  three  major  Methodist 
bodies  in  1939,  Dr.  Morelock  came 
to  Chicago,  Ill.,  to  head  the  total  pro¬ 
gram  of  laymen’s  work  in  The  Meth¬ 
odist  Church. 

Prior  to  assuming  his  work  with  the 
church,  Dr.  Morelock  was  an  educator, 
teaching  in  schools  in  Texas,  Arkansas 
and  Oregon  and  serving  for  several 
years  as  president  of  McFerrin  School 
in  Martin,  Tenn.  He  was  a  native  of 
Franklin,  Tenn.,  and  a  graduate  of  the 
University  of  the  South,  Sewanee, 
Tenn. 

Dr.  'Morelock  held  a  number  of  in¬ 
terdenominational  responsibilities  dur¬ 
ing  his  years  with  the  Board  of  Lay 
Activities  and  wrote  widely  in  the 
field  of  stewardship  and  other  laymen’s 
work  in  the  church. 

Funeral  services  were  held  August 
24  in  the  Methodist  Church  in  Martin, 
Tenn.  Survivors  include  a  son,  George 
L.,  Jr.,  Raleigh,  N.  C.,  and  two  daugh¬ 
ters,  Mrs.  Robert  Just,  Skokie,  Ill.,  and 
Mrs.  W.  A.  Jenkins,  Chatham,  Va. 
Mrs.  Morelock  died  in  1961. 


t 


THE  SERVICEMAN 


AT  PRAYER  by  L  P.  Fitzgerald 

This  pocket-size  book  by  a  chaplain, 
containing  124  prayers  for  service¬ 
men,  comes  as  a  timely  help  when 
more  and  more  young  men  are  fac¬ 
ing  difficulties  in  times  of  war.  $1.00 
each,  $10.00  per  doz.  postpaid. 

The  world'*  mot l  widely  used  devotional  guide 

1908  Grand  Ave.  Nashville,  Tenn.  37203 
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A  FREE  dollar  bon 
of  Mason  Candy 
worth  M 
$1200? 


Mr.  Frank  L.  Roshell  sent  for  his 
FREE  box  of  candy  and  with  the 
of  Mason's  Regional  Manager  and  Mason's 
local  Campaign  Counselor,  Mr.  Roshell  raised 
$1200  for  the  Boteler  High  School,  in  Holt,  Alabama 
IN  ONLY  ONE  HOUR  AND  FIFTEEN  MINUTES 

Hour-Fund-Raising  Plan.  Here  are  some  of 
the  highlights:  No  risk — No  investment. 
Each  box  of  Mason  candy  has  an  attrac- 


^  •  Mason  Mints 

Fruit  Carnival 
•  Almond  Cocoanut 


“ The  candy  was  given  to  the  students  on 
Friday  afternoon  at  the  close  of  school.  By 
4:30  PM  of  the  same  day,  the  drive  was 
completed.  This  method  of  raising  $1200  in 
less  than  two  hours  is  undoubtedly  the  best 
method  I  have  ever  used.  Mason's  Two- 
Hour-Plan  does  not  take  the  student  away 
from  any  school  activities  and  it  eliminates 
the  agony  of  running  a  prolonged  sale. " 

Send  for  a  Free  box  of  candy  and  let  our 
Campaign  Counselor  explain  Mason’sTwo- 


tively  printed  sleeve  bearing  your  organi¬ 
zation's  name,  picture  and  slogan.  We  pre¬ 
pay  shipping  charges.  Return  what  you 
don't  sell.  Your  group  keeps  404  on  every 
dollar  box  sold.  Pay  only  after  you  have 
sold  the  candy.  For  details  and  your  free 
dollar  box  of  Mason  Candy,  fill  in  and  mall 
the  coupon  below. 


PAT  MASON.  DEPT.  723  .MASON,  BOX  549.  MINEOLA.  L.I..  N.Y.  11S01 

Please  6end  me  (without  obligation)  further  Information  and  have  your  Campaign  Counselor 

bring  me  my  Free  box  of  candy  and  explain  Mason's  Extra-Profit  /  Prize  Award  Program. 


_AGE  (if  under  21 )_ 


ORGANIZATlON_ 
ADDRESS _ 


HOW  MANY  MEMBERS- 


a 


Mason  Candies.  Inc  Mmeola,  L.I..  N.Y.  (Offer  available  only  to  non-profit  groups  > 
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Bishop  Aubrey  G.  Walton 
preached  in  revival  ser¬ 
vices  at  First  Methodist 
Church,  Homer,  August 
20-25.  Pictured  with 
him,  left  to  right,  Ed 
Parks,  sona  leader;  Dr. 
Henry  Rickey,  district 
superintendent;  the  Rev. 
J.  J.  Caraway,  pastor. 
There  were  six  additions 
to  the  church. 


Sixty-five  Senior  MYFers 
and  counselors  of  Bos¬ 
sier  Sub-district  went  to 
Lake  Bistineau  for  their 
annual  outing.  The  group 
is  shown  at  suppertime 
with  the  Rev.  James  Hum¬ 
phries  opening  softdrinks. 
The  Sub-district  contri¬ 
butes  $100  toward  the 
support  of  a  foreign  mis¬ 
sionary.  The  Rev.  Ray 
Holt  of  the  Louisiana 
Conference  was  the  recip¬ 
ient  of  the  past  year. 


Young  people  from  Arca¬ 
dia  and  Mt.  Moriah  Meth¬ 
odist  churches  combined 
for  a  mission  tour  to  the 
Smoky  Mountain  area. 
They  are  shown  here  on 
one  of  their  “stops.” 
A  visit  at  Christus  Bib¬ 
lical  Gardens,  Gatlinburg, 
Tenn.,  was  a  high  point 
of  the  trip. 


This  group  of  “Him" 
Singers,  an  interdenomi¬ 
national  group  from  Jack- 
son,  Miss.,  appeared  at 
Haughton  Methodist 

Church  recently.  Mrs. 
C.  K.  Whitehead  is  their 
Counselor.  The  Rev. 
James  H.  Humphrey  is 
pastor  of  the  Haughton 
church. 


These  Junior  High  MYFers  were  among  22 
youths  from  New  Iberia  Methodist  Church  who 
recently  climaxed  Christian  Adventure  Week 
with  a  picnic  in  Longfellow  State  Park,  at  St. 
Martinvi  lie.  The  Rev.  Duke  R.  Barron  is  pas¬ 
tor. 


The  Rev.  William  Peeples  (left)  of  St. 
Luke's  Method i  st  Church,  Lake  Charles, 
provided  leadership  for  an  all  day 
School  of  Education  recently  at  Hen¬ 
ning  Memorial  Methodist  Church,  Sul¬ 
phur.  With  him  in  picture  is  Matt  Hold¬ 
en.  The  Rev.  D.  W.  Poole  is  pastor 
and  Miss  Cathy  Carlson  is  director  of 
Christian  Education.  The  School  was 
sponsored  by  the  Commission  on  Edu¬ 
cation  for  church  school  teachers  and 
other  adults  interested  in  the  new  Adult 
lesson  materials. 


Participants  in  the  Vacation  Church  School 
held  at  Wisner  Methodist  Church,  in  Monroe 
District,  August  13-18.  An  '‘open  house" 
was  the  culminating  activity.  The  Rev.  John 
R.  Johns  is  pastor. 


MYF  members  and  coun¬ 
selors  from  Wynn  Memo¬ 
rial  Methodist  Church, 
Shreveport,  met  at  Caddo 
Lake  for  a  retreat  Au¬ 
gust  19-20.  Headquar¬ 
ters  were  at  the  camp  of 
Mr.  and  Mrs.  George  Wil¬ 
liams.  The  Rev.  R.  E. 
Carter  is  pastor. 


The  Junior  High  MYF  of 
Zachary  Methodist  Church 
went  camping  at  Clear 
Springs,  Miss.,  August 
6-8.  Counselors  accom¬ 
panying  the  group  were 
Mrs.  Morgan  Lipscomb 
and  Mr.  and  Mrs.  Robert 
McDowell.  The  Rev. 
Bob  L.  Lawton  is  pastor 
of  the  Zachary  church. 


These  Senior  Adults  are  members  of  the  Church  Point  and  Pitreville  Methodist  Churches.  They  meet  monthly  with 
the  Rev.  and  Mrs.  Frank  C.  Lankford.  Several  of  these  members  are  over  80  years  of  age.  All  attend  worship  reg¬ 
ularly!  Dr.  and  Mrs.  J.  Henry  Bowdon,  Sr.  will  have  charge  of  the  September  program. 
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NOTICE  FROM 
CHILDREN’S  HOME 

Hospital-Homes  Stewards’  Day 
at  the  Methodist  Children’s  Home 
will  not  be  held  in  September 
this  year,  according  to  the  Rev. 
Harry  E.  Ezell,  superintendent. 

It  will  be  held  October  15  in' 
connection  with  the  dedication!' 
of  the  new  cottage. 

Lay  witness 
missions  planned 

Plans  for  a  Lay  Witness  Mission  at 
Simpson  Methodist  Church  have  been 
announced  for  Sept.  15-17. 

The  mission  is  under  the  auspices 
of  the  church’s  commission  on  mem¬ 
bership  and  evangelism. 

Keynote  of  the  event  will  be  “wit¬ 
nessing,”  according  to  Bryant  Gore, 
who  is  handling  publicity  for  the  mis¬ 
sion.  Local  church  members  will  be  as¬ 
sisted  by  as  many  as  30  fellow  Meth¬ 
odist  from  Mississippi,  Alabama,  Flor¬ 
ida  and  elsewhere  in  Louisiana. 

There  will  be  special  meetings  for 
fellowship  and  discussion  on  Friday 
and  Saturday  nights,  Sept.  15  and  16, 
and  at  noon  that  Saturday  in  the 
church.  Informal  coffee  sessions  will 
be  held  that  Saturday  morning  in  as 
many  as  20  homes,  with  visiting  wit¬ 
nesses  in  charge.  There  will  be  visita¬ 
tion  of  shut-ins  and  inactive  members 
Saturday  afternoon. 

On  Sunday  morning  Sept.  17,  visit¬ 
ing  witnesses  will  conduct  youth  and 
adult  classes  and  will  participate  in 
the  morning  worship  service. 

All  of  these  events  will  be  preceded 
by  a  24-hour  Prayer  Vigil  at  the  church 
beginning  at  8  a.m.  Sept.  14. 

Committee  chairmen  for  the  mission 
include  Mrs.  Curtis  Cady,  housing  and 
entertainment;  Mrs.  Bob  Adams,  food; 
Marshall  Satterwhite,  attendance; 
Lloyd  Johnson,  visitation;  Mrs.  Bryant 
Gore,  coffee  hostesses;  Abe  Fontenot, 
Jr.,  welcoming;  Wayne  Durr,  trans¬ 
portation;  and  Mrs.  Roy  Mouser,  pray¬ 
er.  The  Rev.  Roy  Mouser  is  the  pas¬ 
tor  of  Simpson  Methodist  church  which 
is  located  at  1611  Highway  14,  Lake 
Charles. 

A  Lay  Witness  Mission  has  also 
been  scheduled  for  Mangum  Memorial 
Methodist  Church  in  Shreveport,  the 
weekend  of  November  3,  4  and  5,  ac¬ 
cording  to  the  Rev.  Ralph  Cain,  pas¬ 
tor.  Dr.  Charles  Coffman  and  Brogarl 
Price  will  be  the  co-ordinators.  Dr. 
Coffman  is  now  director  of  Lay  Wit¬ 
ness  Missions  with  the  General  Board 
of  Lay  Activities,  Evanston,  Illinois. 
Mr.  Price  is  with  the  Meridian  Star 
newspaper  in  Meridian,  Miss, 
t 

Dr.  Denman 
undergoes  surgery 

Dr.  Harry  Denman  underwent  neu¬ 
ro-surgery  at  University  Hospital  in 
Birmingham,  Alabama,  Tuesday,  Sep¬ 
tember  5.  Surgeons  removed  a  blood 
clot  which  was  causing  pressure  on 
the  brain.  No  surgery  of  the  brain 
was  required  and  examination  revealed 
no  tumor  or  malignancy  of  any  kind. 

He  is  recoving  satisfactorily  and  is 
expected  to  be  moved  to  the  Cara¬ 
way  hospital  in  Birmingham  for  con¬ 
valescence.  He  expects  to  resume  his 
normal  schedule  in  a  few  weeks. 

Dr.  Denman,  the  former  General 
Secretary  of  the  General  Board  of 
Evangelism,  is  continuing  his  evangel- 
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On  a  recent  visit  to  the  Shreveport  District  office,  Bishop  Aubrey  G. 
Walton  visited  with  six  young  seminarians  who  are  from  the  Shreve¬ 
port  Area,  and  some  of  whom  have  served  churches  during  the  past 
year  in  Shreveport:  FROM  LEFT:  Seated,  the  Rev.  George  Pearce, 
Jr.,  Shreveport  District  Superintendent  and  Bishop  Walton;  BACK 
ROW:  C.  Randal  James,  Senior,  Duke  School  of  Religion,  Broad¬ 
moor  Methodist;  David  Robert  Dykes,  Middler,  Candler  School  of 
Theology,  First  Methodist;  John  Edwin  Dilworth,  Senior,  Candler, 
School  of  Theology,  First  Methodist;  Rex  Benjamin  Wilkes,  Middler, 
Duke  School  of  Religion,  First  Methodist;  Willis  William  Dear,  Sen¬ 
ior  Perkins  School  of  Theology,  Morningside  Methodist;  and  Jesse 
Lafayette  Means,  Jr.,  Senior,  Perkins  School  of  Theology,  Barks¬ 
dale  Methodist,  Bossier  City. 


Lay  Witness 
mission  at  Gonzales 

Louis  Long  of  Ada,  Okla.  was  the 
coordinator  for  a  successful  Lay  Wit¬ 
ness  Mission  held  Aug.  25-27  at  Gon¬ 
zales  Methodist  Church,  according  to 
the  pastor,  the  Rev.  Tom  Crosby. 

Eighteen  witnesses  participated  in 
the  mission  including  three  high  school 
young  people.  The  guests  for  the  mis¬ 
sion  were  entertained  in  13  homes  of 
the  congregation. 

Mr.  Crosby  reports  that  new  addi¬ 
tions  and  a  challenging  new  Sunday 
evening  fellowship  in  the  church  have 
resulted  from  the  mission.  He  says, 
“In  addition,  we  have  a  new  Wednes¬ 
day  morning  prayer  group  that  I  feel 
will  live  because  of  the  depth  of  study 
and  sharing  as  well  as  the  desire  on 
the  part  of  the  members.” 

He  continues,  “Many  feel  that  this 
mission  is  one  of  the  most  significant 
experiences  in  the  life  of  our  church. 
Last  night  at  our  Official  Board  meet¬ 
ing  we  were  able  to  request  a  church 
conference  to  decide  about  the  long- 
delayed  new  church  site.” 


istic  endeavor  with  preaching  missions; 
throughout  the  world. 


Centenary’s  Cline 
Dorm  enlargement 
is  completed 

Centenary  College  officials  have  ac¬ 
cepted  a  $325,000  expansion  of  Cline 
Memorial  Dormitory  for  men  from  the 
contractor  just  10  days  before  the 
Scheduled  opening  of  the  school  for 
fhe  fall  semester. 

Frank  Austin,  Jessie  Outlaw  and 
Associate  Dean  Aubrey  Forrest,  repre¬ 
senting  the  school  in  the  absence  of 
President  Jack  S.  Wilkes  and  architect 
Aubrey  A.  McKelvy,  Jr.,  toured  the 
new  third  story  addition  to  the  build¬ 
ing  prior  to  the  official  acceptance  of 
fhe  work.  Although  some  outside  work 
remains,  the  rooms  were  accepted  so 
students  could  start  moving  in  next 
week. 

The  new  extension  will  house  an 
additional  95  male  students  and  a  col¬ 
lege  spokesman  said  that  all  rooms  in 
all  of  the  college  dorms  including  the 
new  addition,  were  filled  to  capacity 
for  the  fall  term. 

Other  improvements  on  the  Centen¬ 
ary  campus  include  an  addition  to  the 
college  cafeteria  which  will  double  the 
eating  and  serving  space  at  a  cost  of 


Matheny  to  take 
part  in  consultation 
on  lay  activities 

Tom  H.  Matheny,  Hammond,  con¬ 
ference  lay  leader,  will  be  one  of  about 
100  specially  selected  church  officials 
who  have  been  invited  to  attend  a  na¬ 
tional  consultation  on  Methodist  work 
with  the  laity,  December  6-9  at  French 
Lick,  Ind. 

Dr.  Robert  G.  Mayfield,  general 
secretary  of  the  Board  of  Lay  Activi¬ 
ties,  reports  that  church  officials,  par¬ 
ish  ministers  and  laymen  are  expected 
to  take  part  in  the  sessions  “to  study 
the  future  needs  and  concerns  of  lay 
activities  within  the  denomination.” 
Representatives  from  the  Evangelical 
United  Brethren  Church  will  also  be 
included  in  this  consultation, 
t 

Bishop  Walton  to 
officiate  at  dedication 

Bishop  Aubrey  G.  Walton  will  of¬ 
ficiate  at  a  Service  of  Dedication  for 
the  Carmol  P.  Tackaberry  Swimming 
Pool  at  Camp  St.  Mark’s,  four  miles 
west  of  Covington,  at  2  p.m.,  Satur¬ 
day,  September  16.  This  camp  is  the 
property  of  St.  Mark’s  Community 
Center,  New  Orleans. 

Bishop  Walton  will  be  assisted  in 
the  service  by  Dr.  Carl  F.  Lueg,  Sr., 
New  Orleans  District  Superintendent. 
Miss  Louise  Sharp  is  the  executive  di¬ 
rector  of  St.  Mark’s  Community  Cen¬ 
ter. 


over  a  quarter  million  dollars.  The  dor¬ 
mitory  improvements  were  made  at  a 
cost  of  $325,000. 

Academic  improvements  which  will 
be  felt  this  fall  include  expanded  de¬ 
partments  in  the  fields  of  business, 
economics  and  physics  plus  the  addi¬ 
tion  of  9  new  faculty  members  re¬ 
cruited  this  summer  by  president 
Wilkes  and  Dean  Thad  N.  Marsh. 
Grants  from  the  Frost  Foundation  and 
William  Russell  Barrow,  previously 
announced,  gave  the  college  $370,000 
for  improvements  in  these  important 
departments. 

Centenary  began  it’s  143rd  year 
when  freshmen  students  checked  into 
the  dormitories  for  ten  days  of  pre¬ 
school  activities  prior  to  the  first 
classes  on  Wednesday,  September  13. 

Registration  for  full  time  students 
was  held  on  September  11  and  12  with 
evening  division  registration  conducted 
September  8  through  13th. 
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THE  MANY  FACES  OF  VIETNAM 

THE  MENTION  of  the  word  “Vietnam”  im. 
mediately  produces  a  variety  of  images  in 
the  minds  of  almost  any  group  in  which  one 
finds  himself  today.  With  some,  worn  out  with 
many  attempts  to  help  develop  a  sane  solution, 
the  reaction-word  has  become  increasingly  ve¬ 
hement  until  now  it  is  “immoral”;  with  the  spokes¬ 
man  for  the  Department  of  Defense — which  really 
knows  more  frustration  than  the  peace-makers  — 
the  reaction  is  truly  over-defensive;  with  presi¬ 
dential  candidate  Romney  it  has  become  a  political 
football  which  merits  far  better  treatment  than  the 
fumbling  he  is  giving  it.  Yet,  behind  all  the  at¬ 
tempts  to  cloud  the  issues  and  conceal  the  truth 
there  is  another  face  to  Vietnam  that  deserves  our 
careful  consideration.  We  are  there — there  is  no 
denying  that — and  because  we  are  there,  we  must 
not  forget  a  host  of  unsung  heroes  that  deserve  the 
undivided  support  of  every  Methodist  in  America. 
We  are  concerned  lest  the  mounting  frustration 
which  we  all  feel  about  Vietnam  itself  will  contri¬ 
bute  to  a  negative  image  of  these  wonderfully 
positive  people  and  programs  that  must  go  on 
throughout  the  period  of  the  military  operation  — 
and  far  beyond. 

To  help  bring  a  Christian  presence  to  a  country 
wracked  by  suffering  and  disorder,  The  Methodist 
Church  is  participating  in  an  ecumenical  ministry 
to  more  than  800,000  refugees  in  South  Vietnam. 
The  Methodist  Committee  for  Overseas  Relief  is 
seeking  to  provide  an  increasing  number  of  workers 
for  the  staff  of  Vietnamese  Christian  Service,  a 
joint  refugee  relief  effort  of  Church  World  Service, 
Lutheran  World  Relief,  and  the  Mennonite  Cen¬ 
tral  Committee.  With  the  end  of  the  war  in  South 
Vietnam  still  a  distant  dream,  it  is  already  appar¬ 
ent  that  the  task  of  relief  and  rehabilitation  in 
that  land  will  be  far  greater  than  that  which  fol¬ 
lowed  the  end  of  the  Korean  War.  Dr.  J.  Harry 
Haines,  general  secretary  of  MCOR,  says:  “The 
physical,  social  and  economic  needs  of  the  Viet¬ 
namese  are  great,  but  perhaps  the  larger  task  is 
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that  of  a  compassionate,  ministry  to  the  human 
spirit.  Vietnamese  Christian  Service  seeks  to  carry 
out  a  ministry  of  Christian  presence  in  the  midst 
of  disorder  and  suffering,  and  to  witness  to  the 
cross  of  Christ  and  the  reconciling  power  of  love 
in  the  midst  of  violence,  fear,  hate  and  despair.” 

The  first  Methodist  hero  of  Vietnamese  Chris¬ 
tian  Service  was  Miss  Linda  Schulze,  who  went 
to  Saigon  after  three  year’s  missionary  service  in 
Hong  Kong.  She  is  now  back  in  this  country  and 
her  testimony  has  been  recorded  as  part  of  the 
promotional  material  for  Worldwide  Communion 
Sunday,  October  1.  She  has  said:  “Through  educa¬ 
tion,  self-help  and  group  services,  our  purpose  has 
been  to  help  strengthen  the  family,  raise  the  stand¬ 
ards  of  the  community,  and  help  develop  local 
leadership  through  creating  an  awareness  of  needs, 
stimulating  local  action  to  help  meet  these  needs 
and  making  necessary  outside  resources  available.” 

Behind  the  war  fronts — as  scattered  as  they 
are — deep  in  the  heart  of  the  jungle  areas  where 
village  people  are  still  confused  as  to  why  their 
land  has  been  a  battlefield  for  so  long,  Christian 
heroes  work  quietly  like  the  leaven  of  which  Jesus 
spoke.  They  will  be  working  long  after  the  last 
American  soldier  and  marine  has  left  Southeast 
Asia.  They,  too,  are  Vietnam,  and  they  must  have 
our  support  regardless  of  our  reaction  to  all  else 
that  that  word  suggests. 

There  is  another  Christian  army  in  Vietnam 
and  they  deserve  the  full  support  of  every  “hawk” 
and  “dove”  and  every  shade  of  critic  or  supporter 
in  between.  These  are  our  chaplains.  Wherever 
500,000  American  servicemen  are  deployed  one 
will  find  between  400  and  500  chaplains  providing 
a  spiritual  ministry  and  a  person-to-person  rela¬ 
tionship.  Certainly  none  of  us  is  so  bitter  or  vit¬ 
riolic  in  our  impatience  with  the  Vietnam  war  that 
we  would  react  against  the  service  being  rendered 
by  our  chaplains.  Let  no  one  think  that  our  chap¬ 
lains  are  cogs  in  a  military  machine — they  are  min¬ 
isters  of  the  Word  who  have  chosen  to  be  where 
this  segment  of  the  action  is.  There  is  a  very  real 
sense  in  which  their  ministry  is  more  significant 
in  this  period  of  conflict  than  in  any  previous  one 
we  can  recall — the  absence  of  clear  cut  goals  means 
that  our  American  men  on  this  front  welcome  a 
more  continuous  and  more  personal  ministry  by 
the  chaplains  than  ever  before.  Let  no  one  tell 
you  this  comes  in  the  area  of  undergirding  “mor¬ 
ale”  for  the  purposes  of  the  military.  This  is  truly 
an  “I-Thou”  ministry  so  essential  to  the  person- 
hood  of  the  members  of  our  own  families  who  hap¬ 
pen  to  be,  for  the  time  being,  names,  ranks  and 
serial  numbers  to  everyone  else. 

There  are  many  faces  to  Vietnam.  Let’s  not 
forget  it.  „ 
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LOVE  IN  A  PLASTIC  HEART 

We  recently  picked  up  one  of  those' 
classic  stories  that  contains  so  much 
preaching  that  we  feel  we  should  share 
it  with  you. 

Dr.  Michael  DeBakey,  the  famous 
Houston,  Tex.  heart  surgeon,  received 
a  letter  from  7-year-old  Linda  Griggs, 
a  second  grade  student  in  Pittsburgh, 
Pa.,  asking  the  question,  “Does  a  plas¬ 
tic  heart  have  love  in  it?” 

Dr.  DeBakey  wrote  back  to  Linda, 
saying:  “Yes,  a  plastic  heart  does  have 
love  in  it,  a  very  great  deal  of  love. 
The  love  in  a  plastic  heart  is  the  love 
of  many  people  who  love  other  peo¬ 
ple,  and  don’t  want  them  to  die.  So 
these  people  work  all  day  and  often 
all  night  to  build  a  heart  that  will  make 
people  live  longer.” 

(What  can  you  add  to  a  lovely  story 
like  that?) 


As  these  words  appear  in  print  Dr. 
Alan  Walker  of  Sydney,  Australia  will 
be  the  Pierce  lecturer  at  First  Meth¬ 
odist  Church,  Pine  Bluff,  Ark.  His  visit 
Brings  back  memories  of  this  editor’s 
service  in  Australia  during  World  War 
II  and  of  an  occasion  in  1945  when 
we  were  introduced  to  Alan  Walker 
in  Brisbane. 

It  was  during  the  session  of  the  con¬ 
ference  of  the  Australasia  Methodist 
Church  (comparable  to  our  General 
Conference).  Long-delayed  by  wartime 
travel  restrictions,  the  conference  was 
meeting  for  the  first  time  in  five  years 
in  Brisbane’s  leading  Methodist  church. 
We  had  made  friends  with  Padre  Bruce 
Gentle,  an  outstanding  Australian 
chaplain  who  was  putting  in  many  ex¬ 
tra  hours  working  with  the  service  per¬ 
sonnel  in  this  church.  He  told  me  about 
the  inner-city  work  that  Alan  Walker 
was  just  getting  started  in  his  church 
ih  Sydney  and  of  the  exciting  plans 
that  he  had  for  reaching  the  people 
in  that  cosmopolitan  city.  We  remem¬ 
ber  that  the  enthusiasm  of  Padre  Gen¬ 
tle’s  evaluation  carried  over  in  the  in¬ 
troduction  and  all-too-brief  visit  with 
this  young  Methodist  preacher,  who 
after  22  years  still  has  one  of  the  most 
exciting  ministries  in  the  world  to 
the  people  of  a  city. 
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BERKELEY,  Calif.  (Ml)  —  Mark  Sheldon  (left)  of  Monticello,  III.,  re¬ 
elected  chairman  of  the  national  Methodist  Council  on  Youth  Ministry, 
congratulated  new  members  of  the  council,  before  the  chapel  of  Pacific 
School  of  Religion  here.  From  left  are  Bob  Huffman,  Virginia,  III.;  Jean 
Boening,  St.  Paul,  Minn.;  Dean  Neal,  Talihina,  Okla.,  and  Craig  Nettle- 
ton,  Proctor,  Minn.  (Methodist  Information  Photo) 


Methodist  Council  on  Youth  Ministry 


An  Illinois  college  sophomore,  Mark 
Sheldon,  was  re-elected  chairman  of 
the  Methodist  Council  on  Youth  Min¬ 
istry  at  its  recent  meeting  in  Berkeley, 
Calif.  This  makes  him  the  top  officer 
of  the  nation’s  Methodist  Youth  Fel¬ 
lowship. 

In  the  meeting  along  with  some  100 
Methodist  youth  and  adult  leaders 
were  15  of  their  counterparts  from  the 
Evangelical  United  Brethren  Church. 
There  were  also  fraternal  delegates 
from  the  African  Methodist  Episcopal 
Church,  the  African  Methodist  Epis¬ 
copal  Zion  Church,  Roman  Catholic 
and  Jewish  youth  groups. 

The  young  people  and  San  Fran¬ 
cisco’s  “hippies”  looked  at  and  talked 
to  each  other  during  the  meeting.  They 
broke  bread  with  bearded  drop-outs, 
many  of  them  their  own  age.  They 
were  introduced  to  the  jail,  law  en¬ 
forcement  and  drug  effects  by  a  recent 
parolee  who  is  dedicated  to  helping 
addicts  and  others  solve  their  prob¬ 
lems. 

And  they  shared  deeply  at  the  end 
- — of  faith  and  doubts,  of  changed  lives 
and  determination — in  a  testimonial 
service. 

In  preparation  for  their  encounter 
with  the  city  they  heard  a  theologian, 
Dr.  Arthur  Foster  of  Berkeley  Baptist 
Divinity  School  who  said,  “human  life 
style  is  being  transformed  from  specta- 
torship  to  participation,  and  that  there 
is  a  shift  of  values  exemplified  by  the 
‘hippies’  and  the  dropouts.”  He  said, 
“There  is  a  striking  concern  to  be  hon¬ 
est  and  not  phony.” 

Dr.  Don  Garrity,  professor  of  socio¬ 


logy  at  San  Francisco  State  College, 
told  the  young  people  that  for  the 
church  to  deal  with  the  city’s  many 
problems  “it  must  decide  whether  it 
really  believes  what  it  professes  and 
whether  it  is  a  place  people  are  wel¬ 
come.”  He  added  that  it  probably  will 
require  a  transformation  of  the 
church’s  organization  in  the  city,  cen¬ 
tered  outside  buildings,  but  involved 
as  the  principal  spokesman  of  values 
and  in  the  process  of  influence  and 
power. 

Larry  Pearce  of  Magnolia,  Ark.  was 
one  of  three  young  people  who  re¬ 
ported  on  how  the  MYF  Fund  is  being 
used  in  three  areas  —  meeting  the 
problems  of  Cuban  refugees  in  Miami, 
helping  with  poverty  and  alienation  in 
New  York,  and  racial  tension  in  Chi¬ 
cago.  Pearce  said  he  began  to  realize 
“what  they’d  left  behind”  when  he  saw 
Cuban  refugees  arrive  in  Miami  with 
their  clothes  and  five  dollars.  “All 
they  have  is  hope,”  he  added,  “and 
the  church  steps  in  to  help  find  jobs, 
food,  housing  and  to  teach  them  Eng¬ 
lish.” 

Stephanie  Howbert,  Lima,  O.,  mem¬ 
ber  of  the  EUB  Church,  said  she  found 
people  of  all  races  getting  along  fine 
and  helping  each  other  in  a  Greenwich 
Village  church,  but  that  she  was  over¬ 
whelmed  by  the  richness  and  poverty 
side  by  side  in  New  York  and  by  “the 
Way  people  ignore  you.” 

The  next  session  of  the  conference 
will  be  held  in  August,  1968  in  Wash¬ 
ington,  D.C.  with  emphasis  on  the  leg¬ 
islative  processes. 


The  Rev.  William  H.  Likins 
joined  the  staff  of  the  Metho¬ 
dist  General  Board  of  Educa¬ 
tion  September  1.  He  will  be 
associate  director  in  the  De¬ 
partment  of  Ministerial  Educa¬ 
tion  of  the  board’s  Division  of 
Higher  Education,  having 
special  responsibility  for  min¬ 
isterial  enlistment.  Mr.  Likins 
is  presently  pastor  of  Fisk 
Memorial  Methodist  Church, 
Natick,  Mass. 


Atlanta  Consultation 
to  deal  with 
theology  of  laiety 

EVANSTON,  Ill.  (MI)  —  Develop¬ 
ment  of  a  statement  concerning  the 
theology  of  the  laity  in  The  Methodist 
Church  will  be  the  goal  of  a  consulta¬ 
tion  to  be  held  October  12-14  in  At¬ 
lanta,  Ga. 

Sponsored  by  the  denomination’s 
General  Board  of  Lay  Activities  here, 
the  consultation  in  Atlanta  will  bring 
together  selected  ministers  and  laymen 
to  present  and  discuss  papers  on  the 
subject.  These  papers  will  be  in  re¬ 
action  to  a  wide  range  of  reading  and 
basic  position  papers  prepared  by  Dr. 
E.  Dale  Dunlap  of  Saint  Paul  School 
of  Theology  Methodist,  Kansas  City, 
Mo.,  and  Dr.  Theodore  H.  Runyan, 
Jr.,  of  Candler  School  of  Theology  at 
Emory  University,  Atlanta. 

The  refined  papers  will  become  the 
basis  of  a  study  book  and  may  lead 
to  a  statement  to  be  submitted  to  the 
Uniting  Conference  for  the  nfew  United 
Methodist  Church  in  Dallas,  Texas,  in 
April  of  1968. 

Chairman  of  the  Atlanta  consulta¬ 
tion  will  be  Dr.  G.  Ross  Freeman, 
assistant  to  the  dean  at  Candler  School 
of  Theology  and  a  member  of  the 
Board  of  Lay  Activities. 

Other  participants  will  include  Bish¬ 
op  Newell  S.  Booth,  Harrisburg,  Pa.; 
Dr.  Denson  N.  Franklin,  Birmingham, 
Ala.;  Rep.  Lee  H.  Hamilton,  Wash¬ 
ington,  D.  C.;  Dr.  Flemmie  P.  Kittrell, 
Washington,  D.  C.;  Dr.  J.  Chess 
Lovem,  Oklahoma  City,  Okla.;  James 
W.  Reid,  Jr.,  Norristown,  Pa.;  Miss 
Ethelene  Sampley,  Ft.  Pierce,  Fla.;  and 
Dr.  Paul  W.  Washburn,  Dayton,  Ohio, 
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October  Television 
Valuation  Month 
for  Methodists 

NASHVILLE,  Tenn.  (MI)  —  The 
Methodist  Church’s  Television  Valua¬ 
tion  Month,  set  for  October,  is  meet¬ 
ing  with  enthusiastic  response  from 
many  ministers,  laymen,  and  television 
industry  officials. 

All  90  Methodist  annual  (regional) 
conferences  in  the  United  States  are 
participating  in  the  Television  Valua¬ 
tion  project,  according  to  TRAFCO 
head,  Dr.  Harry  C.  Spencer.  In  addi¬ 
tion,  he  said,  the  Disciples  of  Christ 
and  the  Evangelical  United  Brethren 
Churches  are  joining  in,  as  well  as 
other  denominational  members  of 
many  state  and  metropolitan  councils 
of  churches. 

The  project  has  been  initiated  by 
TRAFCO.  Printed  material  has  been 
prepared  in  cooperation  with  the 
Methodist  Commission  on  Promotion1 
and  Cultivation,  Evanston.  Ill. 

The  Television  Information  Office 
of  the  National  Association  of  Broad¬ 
casters  has  urged  stations  to  cooperate 
with  the  project.  Dr.  Spencer  stated. 
In  addition,  TV  reporters  on  some  ma¬ 
jor  newspapers  have  referred  to  the  TV 
Valuation  project  in  their  columns. 

More  than  1,600,000  copies  of  “A 
Guide  to  Action”  (viewer’s  guide)  are 
being  distributed  to  Methodist  and 
other  denominational  groups  which 
have  ordered  them.  It  was  suggested 


DAILY  BIBLE  READING 

Below  Is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Sept.  17  -  Sun.  ....  Luke  10:38-42 

Sept-  18  .  Luke  12:41-48 

Sept.  19  .  John  6:16-29 


Sept-  20 

Sept.  21  . 

Sept.  22 
Sept.  23 
Sept.  24  -  Sun. 


John  21:15-25 
Acts  9:1-9 
Acts  9:10-31 
Acts  9:32-43 
I  Cor.  3:1-23 


"Membership  care" 
director  added  to 
Board  of  Evangelism 

NASHVILLE,  Tenn.  (MI)  —  The 
Rev.  Ross  E.  Whetstone,  North  Syra¬ 
cuse,  N.Y.,  Methodist  minister  and 
former  Salvation  Army  officer,  will 
join  the  staff  of  the  Methodist  Gen¬ 
eral  Board  of  Evangelism  here  Oct.  I. 

Mr.  Whetstone  will  lead  a  program 
designed  to  aid  local  churches  across 
the  nation  “in  bring¬ 
ing  new  members 
fully  into  mission.’* 

He  also  will  seek  to 
help  churches  in 
“solving  the  problem 
of  recovery  of  inac¬ 
tive  members”  and 
assist  them  in  their 
ministry  to  mobile 
populations. 

The  new  staff 

member  has  been  pastor  of  Andrews 
Memorial  Methodist  Church,  North 
Syracuse,  since  1963.  The  48-year-old 
minister  was  a  Salvation  Army  officer 
from  1939  to  1950. 

“Mr.  Whetstone  has  witnessed  for 
Christ  in  a  thousand  filthy,  dimly  lit 
bars  to  alcoholics  and  prostitutes,  yet 
served  churches  where  he  was  pastor 
to  the  elite  and  wealthy,”  said  Dr. 
George  A.  Fallon,  Nashville,  of  the 
Board  of  Evangelism  staff. 

Dr.  Fallon  is  head  of  the  board’s 
Section  on  Field  Services,  and  Mr. 
Whetstone  will  serve  in  that  section. 
He  will  be  director  of  membership 
care  in  the  Department  of  Conference, 
District  and  Local  Church  Evangelism. 


that  Methodist  ministers  order  onq 
copy  for  each  Methodist  family. 

Attached  in  the  guide  are  four  post¬ 
cards  for  sending  opinions  to  stations 
about  their  fall  TV  programs.  Viewers 
are  asked  to  continue  sending  addi¬ 
tional  cards  and  letters  during  the. re¬ 
mainder  of  the  season. 

“It  is  not  our  thought  that  Meth¬ 
odists  should  use  the  TV  Valu^on 
project  to  attack  the  TV  industry;  or 
individual  programs,”  Dr.  Spencer 
said.  “Instead,  we  are  hoping  that  the 
project  will  be  a  starting  point  for 
dialogue  with  our  families,  friends  ^nd 
station  officials  about  the  meaning, 
purpose  and  use  of  television — a  dia¬ 
logue  that  will  not  end  in  October,  but 
will  continue  throughout  the  year.” 
t 

Good  for  the  body,  is  the  work  of 
the  body,  good  for  the  soul  the  work 
of  the  soul,  and  good  for  either  the 
work  of  the  other. — Thoreau 
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Monroe  District 
Laymen's  Retreat 
next  week 

Dr.  Rodney  Cline  of  the  faculty  of 
Louisiana  State  University  will  be  the 
featured  speaker  for  the  Laymen’s  Re¬ 
treat  for  the  Monroe  District  which 
will  be  held  at  Chemin-a-Haut  State 
Park  near  Bastrop,  September  16  and 
17,  according  to  Joe  Solomon  of  Mon¬ 
roe,  district  lay  leader. 

Also  having  active  parts  on  the  pro¬ 
gram  will  be  Tom  Matheny,  Ham¬ 
mond,  conference  lay  leader,  and  Cecil 
Bland,  associate  director  of  the  Area 
Council.  The  Sunday  School  lesson  will 
be  taught  on  Sunday  morning  by  J.  J. 
McKeithen,  Sr.,  father  of  Governor 
McKeithen. 

The  Rev.  Edward  R.  Haug,  district 
superintendent,  will  be  in  charge  of 
the  morning  watch  and  communion  ser¬ 
vice  on  Sunday  morning. 

Registration  will  begin  at  3:00  p.m. 
on  Saturday,  and  the  opening  session 
will  start  at  4:00  p.m.  Dr.  Cline  will 
speak  at  the  Saturday  evening  session 
and  at  the  worship  hour  on  Sunday 
morning. 

Each  man  should  bring  his  own  pil¬ 
low,  sheets,  blanket  and  towels.  The 
tdtal  cost  is  $6.00  and  advance  registra¬ 
tions  are  being  received  by  G.  W.  Ken- 
non,  1622  Milton  Street,  Monroe. 

Webb  Kennan  and  H.  B.  Bruthirds 
will  be  in  charge  of  registration  at  the 
camp,  and  Jack  Warren  and  Onar 
Perry  are  planning  for  the  food  and 
the  other  physical  arrangements, 
t 

Dr.  Arthur  Terry 
injured  in  wreck 

Dr.  Arthur  Terry,  superintendent  of 
the  Pine  Bluff  District  in  the  Little 
Rock  Conference,  is  recuperating  in 
St  Vincent’s  Infirmary,  Little  Rock, 
from  injuries  suffered  in  an  automobile 
accident  in  Little  Rock  on  Saturday, 
August  26.  His  right  hip  was  crushed 
and  his  right  leg  broken  between  the 
hip  and  the  knee. 

Successful  surgery  was  performed  to 
repair  the  fractures  on  Thursday,  Au¬ 
gust  31,  and  his  doctor  reports  that 
he  is  making  splendid  progress  in  his 
mending.  He  is  in  Room  449. 


Pastors  of  the  Alexandria  Dis¬ 
trict  visiting  during  the  recent 
retreat  for  the  ministers  of  that 
district  were  (I.  to  r.):  the  Rev. 
John  Zerange,  the  Rev.  D.  R. 
Deen  and  the  Rev.  Alvin  Mayo. 


Archbishop  of 


Canterbury  in 


James  R.  Collier,  left,  business  manager  of  Broadmoor  Methodist 
Church,  Shreveport,  was  recently  elected  president  of  the  Methodist 
Church  Business  Administrators  at  their  meeting  at  Lake  Junaluska, 
N.C.  Other  officers  shown  with  him  are,  center,  Melvin  C.  Dodson, 
Arlington,  Va.,  second  vice  president,  and  right,  Louis  Candedo, 
Orlando,  Fla.,  first  vice  president. 


Historical  Commission  makes  appeal 


The  Historical  Commission  of  the 
Louisiana  Annual  Conference  of  which 
the  Rev.  A.  G.  Taylor  of  Haynesville 
is  the  chairman,  is  making  an  appeal 
to  the  churches  and  pastors  of  Lou¬ 
isiana  to  help  complete  the  historical 
records  of  the  conference. 

In  a  letter  to  the  pastors,  Mr.  Tay¬ 
lor  says,  “Although  historical  records 
essential  to  a  complete  history  of  Meth¬ 
odism  in  Louisiana  have  never  been 
completed,  the  Historical  Commission 
of  the  Louisiana  Conference,  in  co¬ 
operation  with  Centenary  College,  is 
now  attempting  to  remedy  this  lack.” 

According  to  his  communication,  the 
Centenary  College  Library  has  almost 
complete  files  of  the  printed  minutes 
of  the  conferences  beginning  with  the 
first  in  1847.  These  are  now  organized 
and  available  for  use  by  researchers, 
but  constitute  only  a  small  part  of  the 
sources  for  the  history  of  Louisiana 
Methodism. 

The  commission  is  now  seeking  the 
following  types  of  material: 

1.  Conference  Records:  They  are 
particularly  anxious  to  find  the  secre¬ 
tarial  journals  for  the  annual  confer¬ 
ences  held  in  the  years  1862-1874,  and 
1876-1878,  as  well  as  reports  of  com¬ 
mittees  and  other  documents  for  the 
years  1859-1867,  1869-1871,  1875 
and  1878.  It  is  hoped  that  many  of 
these  are  among  the  files  in  the  church¬ 
es  where  the  conferences  met,  or  in 
the  home  churches  of  the  secretaries 
of  those  conferences; 

2.  District  Records:  The  commis¬ 
sion  has  a  few  records  in  the  form 
of  minute  books  of  the  New  Orleans 
District  Conference,  but  no  other  ma¬ 
terial  on  the  district  level.  These  rec¬ 
ords  would  be  extremely  valuable  to 
historians  if  they  could  be  found. 

3.  Local  Records:  Although  many 
local  churches  have  prepared  histories 
of  their  congregations,  few  of  these 
have  been  made  available  to  the  Meth¬ 
odist  Collection  at  Centenary.  The 
commission  would  like  to  have  copies 
of  all  these  local  histories.  They  would 
also  like  to  have  minute  books  of  Of¬ 
ficial  Boards  and  Quarterly  Confer¬ 
ences,  particularly  those  before  1900: 

4.  Records  of  Institutions:  Most  of 


the  records  of  Centenary  College  from 
the  time  of  its  founding  are  on  file 
and  available,  but  there  are  almost  no 
original  materials  from  other  institu¬ 
tions.  These  would  include  Pierce  and 
Paine  College  of  Pleasant  Hill,  Homer 
College,  Mansfield  Female  College,  the 
Methodist  Children’s  Home  and  others. 
The  commission  would  appreciate  re¬ 
ceiving  material  of  this  kind,  including 
early  records,  reminiscences,  diaries, 
catalogs,  or  the  like. 

5.  Personal  Records:  Recognizing 
that  a  living  part  of  history  is  found 
in  the  letter,  diaries  and  other  per¬ 
sonal  records  of  Methodists  of  the 
past,  they  would  like  to  have  access 
to  these  whether  they  were  kept  by 
ministers  or  laymen. 

6.  New  Orleans  Christian  Advocate: 
Although  this  church  paper  was  found- 


Little  Rock 

The  Most  Rev.  Arthur  Michael 
Ramsey,  Archbishop  of  Canterbury, 
will  be  the  speaker  for  an  ecumenical 
service  of  worship  in  Little  Rock,  Ark., 
Friday,  September  15,  at  8:00  p.m. 
He  will  be  traveling  to  the  General 
Convention  of  the  Protestant  Episcopal 
Church  in  Seattle  later  in  the  month. 

Participating  in  the  worship  service 
will  be  Methodist  Bishop  Paul  V.  Gal¬ 
loway,  Roman  Catholic  Bishop  Al¬ 
bert  L.  Fletcher,  and  Episcopal  Bish¬ 
op  Robert  R.  Brown  and  Bishop  Co¬ 
adjutor-elect  Christopher  Keller.  The 
Rev.  Ed  Matthews,  pastor  of  First 
Methodist  Church,  Fordyce,  Ark.,  and 
president  of  the  Arkansas  Council  of 
Churches  will  welcome  the  Archbishop 
on  behalf  of  that  body. 


ed  by  the  Louisiana  Conference  in 
1850  and  was  published  weekly  from 
that  time  until  a  little  more  than  20 
years  ago,  no  files  of  it  are  available 
in  the  state.  Old  issues  would  be  ap¬ 
preciated  for  the  Centenary  collection. 

Mr.  Taylor  said,  “Records  of  local 
churches  and  ministers  before  1847 
are  of  extreme  importance,  as  Louis¬ 
iana  was  part  of  the  Mississippi  Con¬ 
ference  until  that  time.  The  records  of 
the  Mississippi  Conference  concerning 
the  Louisiana  charges  has  been  lost, 
and  thus  the  earliest  years  of  our  his¬ 
tory  cannot  at  present  be  well  docu¬ 
mented.” 

The  commission  is  requesting  that 
each  local  church  make  an  inventory 
of  its  files  for  the  types  of  materials 
mentioned  here.  A  questionnaire  has 
gone  to  each  church  and  it  is  very  im¬ 
portant  that  this  be  carefully  consid¬ 
ered,  filled  out  and  returned  either  to 
Mr.  Taylor  or  to  Dr.  Walter  M.  Low- 
rey,  Methodist  Historical  Commission, 
Centenary  College,  Shreveport,  La, 


Dr.  Jolly  B.  Harper,  pastor  of  First  Methodist  Church,  Natchitoches, 
is  shown  as  he  recently  visited  with  the  oldest  members  of  that 
church.  He  is  shown  helping  R.  L.  Arthur  celebrate  his  97th  birth¬ 
day.  Mrs.  Arthur,  who  is  in  her  90th  year,  made  the  birthday  cake. 
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DR.  DANA  DAWSON  JR.  marked 
his  silver  anniversary  in  the  ministry 
on  Sunday,  Sept.  3,  in  both  morning 
services  of  First  Church,  Baton  Rouge 
where  he  has  been  serving  as  pastor 
for  fourteen  of  those  years. 

OAK  PARK  METHODIST  MEN  of 
Lake  Charles  heard  Coaches  Oakley, 
Emmons,  and  Hansen  speak  at  the 
September  13  supper  meeting.  High 
school  boys  were  guests.  The  Rev. 
Oakley  Lee  is  the  Oak  Park  min¬ 
ister. 

THE  FALL  PROGRAM  for  junior 
highs  of  Trinity  Church,  Alexandria, 
features  Christian  Adventure  Week, 
which  began  last  Sunday  evening.  On 
the  theme  “The  Bible  in  Today’s 
World,”  Mrs.  K.  B.  Morrish  is  lead¬ 
ing  discussions  with  the  assistance  of 
Mrs.  Byrl  Moreland,  Mrs.  C.  E.  Rans- 
bottom,  and  Mr.  and  Mrs.  Eddie  Dez- 
endorf.  The  students  will  be  in  charge 
of  the  evening  worship  service  next 
Sunday  evening,  Sept.  17.  The  Rev. 
Byrl  Moreland  is  their  pastor. 

THE  REV.  RANDAL  JAMES,  sum¬ 
mer  youth  director  at  Minden  First 
Church,  brought  the  sermon  at  the 
evening  worship  service  in  that  church 
on  September  3.  The  Rev.  Edward  R. 
Thomas  is  pastor. 

EXCHANGING  PULPITS  last  Sun¬ 
day  morning  were  the  Rev.  Dan  Toh- 
line,  pastor  of  Elysian  Fields  Church, 
and  the  Rev.  Rupert  Coles,  pastor 
Of  St.  Mark’s  and  John  Wesley  Church¬ 
es  in  New  Orleans. 

R.  L.  ARTHUR  was  saluted  on  his 
97th  birthday,  September  3,  by  fel¬ 
low  church  members  at  First  Meth¬ 
odist  Church,  Natchitoches.  His  wife 
is  a  mere  89  years  of  age. 

MRS.  W.  G.  KELLY  of  First  Meth¬ 
odist,  Monroe,  conducted  a  Music 
Seminar  for  children’s  workers  of  the 
Monroe  area  on  Thursday  evening, 
September  7.  Mrs.  Kelly  attended  a 
creative  music  workshop  at  Mt.  Se¬ 
quoyah  during  the  summer.  Her  pro¬ 
gram  was  titled  “More  Music  in  the 
Children’s  Division. 


AURORA  ADOPTS 
CUBAN  FAMILY 

The  Aurora  Methodist  Church  is 
sponsoring  a  family  of  Cuban  refu¬ 
gees.  Extensive  plans  have  been  made 
for  the  arrival  of  Ismael  Cabrera,  his 
wife,  Lucia,  and  their  two  boys,  Is¬ 
mael  and  Gabriel. 

In  Cuba,  Ismael  worked  for  the 
Communications  Ministry.  Radio  is  his 
specialty  and  the  congregation  hopes 
to  help  him  find  employment.  He  left 
Cuba  nineteen  months  ago.  The  family, 
all  Methodists,  could  not  come  to  the 
States  until  some  church  group  spon¬ 
sored  them. 

The  Rev.  L.  Ray  Branton  is  the 
Aurora  pastor. 

t 

THE  NORTH  BATON  ROUGE 
Church  had  two  guest  speakers,  Au¬ 
gust  27.  The  Rev.  Jack  H.  Midyett, 
superintendent  of  the  New  Orleans 
Methodist  Home-Hospital,  preached 
at  both  morning  services.  The  Rev. 
Jack  Cooke,  pastor  of  Reily  Memorial 
University  Church,  brought  the  eve¬ 
ning  message.  Laymen  assisting  them 
were  Carter  Williams,  Official  Board 
chairman,  and  O.  W.  Marrs,  chairman 
of  the  Commission  on  Membership 
and  Evangelism  and  Baton  Rouge  Dis¬ 
trict  lay  leader.  The  Rev.  Beverly  E. 
Bond  is  pastor. 

THE  REV.  LLOYD  HOLT,  a  minis¬ 
ter  from  the  Texas  Conference  who  is 
serving  at  the  Methodist  Children’s 
Home  in  Ruston,  was  the  speaker  at 
the  Teachers’  Appreciation  Banquet  on 
Sept.  12  in  Southside  Church,  Monroe. 
The  Woman’s  Society,  Mrs.  W.  O. 
Danzey,  president,  prepared  the  food. 
The  Rev.  Lea  Joyner  is  pastor. 

Ruth  Wesley  Bible  Class  of  First 
Church,  Jennings,  had  guest  speakers 
at  the  morning  Sunday  School  hour 
during  August.  They  included  Lee 
Harris,  who  has  served  two  years  in 
Nigeria  as  a  conscientious  objector  as 
alternative  service  under  the  Foreign 
Service  Commission  of  the  Church  of 
the  Brethren;  Herma  Istre,  treasurer- 
manager  of  the  Community  Credit 
Union  of  the  Jeff  Davis  Community 
Service  Center;  Walter  Peters,  who 
showed  slides  taken  on  a  tour  of  the 
Holy  Land;  and  Kathleen  Carruth,  Su¬ 
san  Mack,  and  Nancy  Horne,  MYF 
members  who  attended  the  workshop 
at  Camp  Istrouma  earlier  in  the  sum¬ 
mer.  The  pastor  is  the  Rev.  Angus 
Lee  Carruth. 


“DOING  STUPID  THINGS  for  Kicks” 
was  the  subject  when  the  Rev.  Byrl 
Moreland,  pastor  of  Trinity  Church. 
Alexandria,  spoke  to  the  Senior  MYF 
of  Horseshoe  Drive  Church,  Alexan¬ 
dria,  on  September  3.  This  concluded 
a  series  on  Developing  a  Moral  Code. 
The  Rev.  Louis  Coppage  is  pastor  at 
Horseshoe  Drive. 

CONNIE  OLDHAM  of  Baton  Rouge, 
president  of  the  Louisiana  Conference 
MYF,  was  guest  speaker  for  senior 
high  MYF  of  Istrouma  Church  on 
September  3.  The  Rev.  Marvin  H.  Cor¬ 
ley  is  the  Istrouma  pastor. 

END  OF  SUMMER  swimming  party 
and  cook-out  at  Camp  Beau  Bois  was 
held  for  junior  and  senior  highs  of 
First  Church,  Baton  Rouge,  on  Satur¬ 
day,  Sept.  2. 

THE  SAM  STEELE  Sub-District 
MYF  had  a  back-to-school  picnic  on 
August  21  at  the  City  Service  Picnic 
Grounds  near  Tullos. 

DELHI  METHODISTS  held  a  revival 
the  week  of  Auglust  13  with  a  former 
pastor  bringing  the  messages.  He  was 
Dr.  Carl  Lueg,  now  district  superin¬ 
tendent  of  the  New  Orleans  District. 
The  Rev.  Ted  T.  Howes  is  the  pres¬ 
ent  pastor. 

THE  REV.  JOE  FOGLE,  associate 
pastor  of  First  Church,  New  Orleans, 
preached  in  his  home  church,  Fairview 
Methodist,  Camden,  Arkansas,  on 
Sunday,  August  27. 

THE  REV.  M.  C.  CADY,  associate 
minister  of  First  Church,  Baton  Rouge, 
spoke  to  the  Istrouma  Guild  about 
missionary  work  in  South  America  at 
the  August  meeting  in  the  home  of 
Mrs.  Wilma  Powers. 

MRS.  AGNES  MILLER.  Monroe  Dis¬ 
trict  WSG  secretary,  was  the  speaker 
at  the  August  meeting  of  the  Wesleyan 
Service  Guild  of  First  Church,  West 
Monroe. 

MISS  AVIS  FERGUSON  had  charge 
of  the  Woman’s  Society  program  con¬ 
cerning  “The  Modem  Woman’s  Strug¬ 
gle  for  Personal  Identity”  in  Jefferson 
Church,  New  Orleans,  September  6. 

CONNIE  VAN  FLEET  told  about 
the  June  Youth  Mission  Tour  at  the 
September  5  meeting  of  the  Carrolton 
Church  Woman’s  Society,  New  Or¬ 
leans. 


THE  REV.  ROBERT  CARTER,  pas¬ 
tor  of  Wynn  Memorial  Church,  Shreve¬ 
port,  was  among  the  Louisiana  pas¬ 
tors  attending  the  National  Consulta¬ 
tion  on  Church  and  Community  Life 
held  in  Columbus,  Ohio,  the  week  of 
September  4. 

CROWLEY  FIRST  CHURCH  Meth¬ 
odist  Men  invited  members  of  the  jun¬ 
ior  and  senior  high  Methodist  Youth 
Fellowship  to  be  guests  at  the  Septem¬ 
ber  11  supper  meeting.  The  Rev.  W. 

D.  Boddie  is  their  pastor. 

MEMORIAL  DAY  HOMECOMING 
at  Pearl  River  Methodist  Church  was 
held  on  Sunday,  August  27.  Dr.  Carl 
Lueg,  New  Orleans  District  Superin-  .  „  .  _  .  .. 

tendent,  was  guest  speaker.  After  the  tnioying  the  "bon  voyage  party  for  Domce  Alverson  at  Napoleon  Avenue 
service  of  worship,  members  and  Church  were,  from  left:  Charlene  Kuhnell,  Mrs.  Ernest  Arnold,  Donice,  Mrs. 
friends  enjoyed  a  covered  dish  dinner.  Don  Alverson,  Mrs.  Glenn  Jones,  and  Mrs.  Wills  G.  McEnery.  Donice  will  study 
The  Rev.  W.  M.  Jacobs  is  the  pastor,  in  Madrid,  Spain  this  year. 


THE  MONROE  DISTRICT  RALLY, 
scheduled  for  Sept.  23,  was  the  major 
topic  of  discussion  at  the  Monroe  Dis¬ 
trict  MYF  Council  meeting  in  Rayville 
on  August  26.  The  rally  will  begin  at 
9:30  a.m.  at  First  Methodist  Church 
at  Winnsboro.  The  rally  will  be  a  re¬ 
creation  workshop.  Conference  MYF 
Fellowship  Chairman  “Flip”  Phillip 
Thomas  will  direct  recreation.  Every¬ 
one  is  asked  to  bring  a  sack  lunch. 
That  afternoon,  various  members  of 
the  conference  and  district  councils 
will  speak  and  answer  questions  con¬ 
cerning  the  MYF.  A  Communion  Ser¬ 
vice  will  end  the  meeting  at  3  p.m.  All 
youth,  counselors,  and  ministers  are 
invited,  especially  those  of  the  Monroe 
District. 

THE  METHODIST  YOUTH  Fellow¬ 
ship  of  First  Church,  New  Iberia,  held 
a  youth  seminar  during  the  summer. 
The  program  opened  Monday,  July  24, 
with  a  supper  honoring  the  parents.  A 
discussion  of  the  seminar  theme 
“What’s  Behind  the  Mask?”  was  led 
by  Anna  Kay  and  Mike  Montgomery, 
both  of  Lafayette,  on  Tuesday.  Wed¬ 
nesday  the  guest  speaker  was  the  Rev. 
Milton  Guttierrez  III,  associate  pastor 
of  First  Methodist  in  Lafayette,  who 
led  in  song  and  fellowship.  Thursday 
was  evaluation  night.  Friday  afternoon 
and  night  were  spent  at  the  camp  of 
Mr.  and  Mrs.  B.  E.  Fox,  Sr.  at  Cypre- 
mont  Point.  The  speaker  was  the  Rev. 
Wayne  Smith,  Wesley  Foundation  di¬ 
rector  at  USL  in  Lafayette. 

THE  JR.  HIGH  MYF  of  Henning 
Memorial  Church  in  Sulphur  held  a 
planning  retreat  at  Holbrook  Park  on 
Friday,  August  18.  A  total  of  35  young 
people  were  present.  President  Curtis 
Melancon  explained  the  MYF  and  its 
different  functions.  The  group  was  then 
divided  into  committees  to  plan  the 
coming  term’s  activities.  The  day 
ended  with  a  swimming  party  at  the 
Vinton  pool.  Counselors  for  the  re¬ 
treat  were  Mrs.  Carl  Singletary,  Mrs. 
Ramon  Spilman,  Mr.  and  Mrs.  Jewell 
Ellender,  and  Mr.  and  Mrs.  A.  J. 
Drost.  The  Rev.  D.  W.  Poole  is  their 
pastor. 

P.K.  KORNER 

AUGUST  WEDDING:  Kathryn  (Kay) 
Gail  Koelemay  of  New  Orleans  and 
Percy  Lee  Lawrence  III  of  Crowley 
were  married  early  in  August.  She 
is  the  daughter  of  the  Rev.  and  Mrs. 
John  B.  Koelemay.  Mr.  Koelemay  is 
director  of  the  Methodist  Hospital  be¬ 
ing  erected  in  New  Orleans.  The  cou¬ 
ple  will  live  in  Shreveport.  She  will 
be  a  senior  at  Centenary  College;  he 
graduated  in  May. 

DONICE  ALVERSON,  daughter  of 
the  Rev.  and  Mrs.  Don  Alverson,  was 
honored  August  29  with  a  “bon  voy¬ 
age”  party  given  by  Mrs.  Ernest  Ar¬ 
nold  and  Mrs.  Charles  Robards  at 
fellowship  hall  of  Napoleon  Avenue 
Methodist  Church  in  New  Orleans. 
Donice,  a  junior  at  Smith  College,  will 
study  abroad  this  year  in  Madrid, 
Spain.  Ladies  of  the  church  presented 
her  with  a  Spanish  treasure  chest  filled 
with  money.  She  also  received  a  cor¬ 
sage  made  of  Life  Savers,  and  all 
guests  signed  good  will  messages  on 
telegrams.  Mary  Parker,  Charlene 
Kuhnell,  and  Ruth  Robards  served 
from  a  refreshment  table  decorated  in 
keeping  with  the  theme. 
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Scot  day  SeAaal 

By:  Alfred  A.  Knox 


LESSON  FOR  SEPTEMBER  24:  Christian  Witness  Continues 


BACKGROUND  SCRIPTURES:  Acts  28:  17-31 

MEMORY  SELECTION:  I  am  under  obligation 
both  to  Greeks  and  to  barbarians,  both  to  the 
wise  and  to  the  foolish;  so  I  am  eager  to  preach 
the  gospel  to  you  also  who  are  at  Rome.  (Rom¬ 
ans  1:14-15) 

AIM  OF  THE  LESSON:  To  help  adults  close  this 
unit  with  such  a  clear  understanding  of  the 
message  of  Acts  that  they  will  want  to  continue 
the  Christian  witness  in  our  time. 

*  *  * 


The  setting  for  this  final  lesson  in  our  unit  on 
Acts  is  Rome.  After  his  perilous  journey,  the  mis¬ 
sionary  has  arrived  at  the  city  which  represented 
his  ultimate  goal.  Certainly  Luke  has  shown  by  his 
writing  style  that  the  whole  plot  was  pointing  to  this 
climax. 

“And  so  we  came  to  Rome”  (28:14).  Thus  Luke 
marks  the  end  of  a  long,  hard  journey  from  Cae¬ 
sarea.  But  for  Paul  it  was  much  more  than  this;  it 
was  a  whole  life’s  journey.  Undoubtedly  for  years, 
perhaps  even  from  the  time  of  his  commission  as  an 
apostle  to  the  Gentiles,  Rome  had  been  in  his  mind, 
for  it  was  the  capital  of  the  Gentile  world,  and  was 
(o  become  the  capital  of  the  Christian  world  for 
so  many  centuries.  As  he  writes  in  Corinthians 
11:23-28,  he  came  to  the  Eternal  City  through 
stripes,  and  beatings  with  rods,  stonings,  perils  of 
robbers,  hunger,  thirst,  cold,  nakedness,  shipwreck, 
and  prison  —  now,  you  can’t  go  through  much 
more  than  that,  can  you? 

On  arrival  at  this  city,  as  at  most  to  which  he 
had  traveled  in  his  missionary  journeys,  Paul  made 
immediate  contacts  with  the  Jews.  Since  he  could 
not  go  to  the  synagogue,  he  summoned  the  local 
leaders  to  his  prison  in  his  home.  He  wanted  to  ex¬ 
plain  to  them  why  he  was  a  prisoner  —  why  it  had 
been  necessary  for  him  to  appeal  to  Caesar.  The 
Jews  replied  that  they  had  received  no  adverse  re¬ 
port  about  him  from  their  Jerusalem  friends,  and 
they  said  they  would  like  to  hear  more  of  what  he 
had  to  say.  This  set  the  stage  for  the  final  rejection 
of  Paul  by  the  Jews,  and  led  him  to  exclaim:  “Let 
it  be  known  to  you  then  that  this  salvation  of  God 
has  been  sent  to  the  Gentiles,  they  will  listen.”  (28: 
28) 

We  will  want  to  spend  a  few  minutes  in  summar¬ 
izing  the  book  which  we  have  been  studying  for  so 
many  weeks  and  recall  the  purposes  Luke  had  in 
mind  in  its  writing. 

*  *  ♦ 

ARRIVAL  AND  WITNESS  AT  ROME 

In  Rome,  Paul  was  treated  with  consideration) 
by  the  authorities.  Dr.  Edward  P.  Blair  (A  Study  of 
the  Book  of  Acts)  says  this  is  largely  explained  by 
two  facts:  1.  No  serious  charge  had  been  placed 
against  him  by  Festus;  and  2.  he  was  strongly  back¬ 
ed  by  local  citizens  who  vouched  for  his  character. 
He  was  allowed  to  reside  in  a  private  dwelling  in  a 
sort  of  polite  surveillance.  His  friends  came  to  see 
him,  and  he  invited  in  various  groups  of  leaders. 
“And  when  we  came  to  Rome,  Paul  was  allowed 
to  stay  by  himself,  with  the  soldier  that  guarded, 
him.”  (28:16) 

A  good  deal  of  information  about  his  experiences 
and  feelings  during  this  period  must  be  gained  from 
the  letters  he  wrote  from  Rome  rather  than  Acts,. 


because  Luke  has  very  little  to  say  about  the  de¬ 
tails  of  the  mission  in  “the  Eternal  City.”  It  is  from 
Philemon,  Philippians,  Colossians  and  Ephesians 
that  we  piece  together  the  account  of  his  witness? 
in  Rome  and  the  circumstances  under  which  he 
lived.  At  this  point  we  would  point  out  that  Paul 
was  convinced  that  the  cause  of  the  gospel  was  be-, 
ing  served  through  his  imprisonment  there.  He  says 
iiv  Philippians  1:12,  “But  I  would  ye  should  under¬ 
stand,  brethren,  that  the  things  which  happened  un¬ 
to  me  have  fallen  out  rather  unto  the  furtherance  of 
the  gospel.” 

*  *  * 

HIS  LAST  REJECTION  BY  THE  JEWS 

As  we  have  indicated,  Paul  used  his  time  in 
Rome  to  good  advantage.  As  always,  he  made  his 
first  approach  to  the  Jews.  His  purpose  in  asking 
the  Jewish  leaders  to  come  to  his  quarters  was  prob¬ 
ably  two-fold.  First,  it  was  a  defense  against  the  day 
of  trial  when  they  might  appear  against  him.  Then, 
it  was  that  opportunity  he  always  sought  to  preach 
tile  gospel  to  them  —  hoping  to  bring  them  to  an 
acceptance  of  his  risen  Lord.  The  slogan  of  Paul’s 
ministry  is  found  in  Romans  1:16,  “to  the  Jew  first, 
and  also  to  the  Greek.” 

Paul  believed  it  likely  that  the  Jewish  leaders 
of  Jerusalem  might  have  sent  word  to  the  Roman 
Jews  to  poison  them  against  Paul,  and  to  urge  them 
to  use  their  influence  against  him.  This  had  not 
happened  for  they  reported,  “We  have  received  no, 
letters  from  Judea  about  you,  and  none  of  the 
brethren  coming  here  has  reported  or  spoken  any 
evil  about  you.”  28:21. 

It  is  typical  of  Luke  that  he  closes  his  book  with 
the  story  of  the  rejection  of  the  gospel  by  the  Jews 
of  Rome.  Not  only  does  this  summarize  the  course 
of  the  expansion  of  the  gospel  from  Jerusalem  to  the 
arrival  of  Paul  in  Rome,  but  it  foreshadows  the  far¬ 
ther  outreach  to  the  Gentiles.  The  book  ends  ap¬ 
propriately  with  the  gospel  still  marching  trium¬ 
phantly  on. 

There  is  reason  to  believe  that  many  of  the  Jews 
were  converted  under  Paul’s  ministry,  but  when  the 
leaders  gave  him  a  negative  response  after  their  visit, 
he  declared  that  once  more  God  had  taken  this 
means  of  opening  the  way  of  salvation  to  the  Gen¬ 
tiles.  “Let  it  be  known  to  you  that  this  salvation  of 
God  has  been  sent  to  the  Gentiles;  they  will  listen.” 
(28:28) 

*  *  * 

THE  WORKING  PRISONER 

We  have  a  feeling  that  Paul  exemplified  a  new 
type  of  prisoner  in  the  city  of  Rome.  Although  in 
bonds  to  a  limited  degree,  he  was  able  to  pioneer  a 
new  type  of  Christian  witness  that  has  been  an  in¬ 
spiration  to  thousands  in  the  years  since.  Paul 
preached  throughout  this  period,  first  seeking  to  tell 
the  Jews  of  his  faith  and  of  the  false  accusations 
made  against  him.  We  read,  “he  expounded  the  mat¬ 
ter  to  them  from  morning  till  evening,  testifying  to 
the  Kingdom  of  God,  and  trying  to  convince  them 
about  Jesus  from  the  law  of  Moses  and  the  pro¬ 
phets.”  (28:23)  It  also  seems  that  he  was  required 
to  earn  his  own  way  during  this  period,  so  he  must 
have  been  working  at  his  sail-makers  trade.  “He 
lived  there  two  whole  years  at  his  own  expense” 
(28:30). 

The  work  of  greatest  significance  during  the 
Roman  imprisonment  was  the  writing  of  four  of  his 
letters.  Dr.  A.  C.  McGiffert  (The  Apostolic  Age) 
says:  “That  Paul  during  the  two  years  this  described 
actually  did  enjoy  a  large  measure  of  freedom  In 
communicating  with  his  friends  and  with  any  others 
who  were  interested  enough  to  visit  him,  and  that 


he  continued  his  activity  as  preacher  of  the  gospel  to 
those  about  him  and  retained  his  interest  in  his  own 
churches  and  in  the  progress  of  Christianity  in  the 
world  at  large,  is  evidenced  by  four  epistles  from 
his  pen,  all  of  which  were  apparently  written  at  this 
time:  the  epistle  to  Philemon,  to  the  Colossians,  to 
the  Ephesians,  and  to  the  PhiHippians.” 

In  these  letters  there  was  reflected  the  spirit  of 
anxiety,  the  expectation  of  death,  and  the  large  and 
active  circle  of  Christian  disciples  with  which  he. was 
surrounded. 

jjc  >|e 

HOW  DOES  THE  STORY  END? 

If  there  is  any  defect  in  the  writing  of  Luke  in 
this  book,  it  must  be  in  the  abrupt  manner  in  which 
it  ends.  He  took  such  care  to  arrange  the  outline  of 
the  book  to  show  how  it  was  essential  for  Paul  to 
be  brought  to  Rome  for  trial  before  Caesar.  Then, 
just  when  we  are  ready  to  discover  the  outcome  of 
that  trial  the  book  comes  to  a  sudden  close.  The  last 
we  read  is  of  his  “preaching  of  the  kingdom  of  God 
and  teaching  about  the  Lord  Jesus  Christ  quite  open¬ 
ly  and  unhindered.”  (28:31) 

Since  there  is  this  definite  reference  to  a  two-year 
imprisonment,  there  must  have  been  some  change  in 
the  apostle’s  status  at  the  close  of  that  time?  If  he 
was  tried  and  acquitted  it  would  seem  that  Luke 
would  have  been  most  anxious  to  tell  us  that.  If  he 
was  found  guilty  and  executed,  then  we  wonder  on 
what  charge?  Luke’s  closing  sentence  seems  to  indi¬ 
cate  that  the  Jews  dropped  their  charges. 

The  most  plausible  answer  to  all  these  questions 
is  one  advanced  by  many  scholars — that  Luke  meant 
to  write  a  third  book  and  for  some  reason  did  not — 
or  if  he  did,  we  do  not  have  access  to  it.  Tradition 
has  it  that  both  Paul  and  Peter  were  executed  in 
Rome.  Very  likely  their  deaths  had  nothing  to  do 
with  previous  hostilities  with  the  Jews,  but  resulted 
from  their  convictions  as  disturbers  of  the  Roman 
peace  in  a  period  when  it  didn’t  take  much  to  con¬ 
stitute  such  a  disturbance, 

*  *  * 

THE  29TH  CHAPTER  OF  ACTS 

Whether  or  not  Luke  wrote  another  chapter  or 
another  book  we  may  never  know.  Nevertheless,  the 
book  we  have  been  studying  is  usually  called  the 
Acts  of  the  Apostles,  and  every  group  of  contem¬ 
porary  apostles  writes  his  own  version  of  an  Acts 
29.  What  will  the  future  think  of  the  version  of 
Christian  witnessing  which  is  being  written  by  your 
acts  and  your  attitudes  today? 

We  find  this  excellent  paragraph  in  the  new 
Wesley  Quarterly:  “The  Acts  of  the  Apostles  is  not- 
a  book  but  a  library  to  which  each  succeeding  gen¬ 
eration  must  contribute  its  appropriate  volume.  Paul 
and  his  associates  made  their  contributions;  we  must 
make  ours.  Paul  and  his  associates  made  their  wit¬ 
ness;  the  Christian  witness  must  continue  in  our  day 
and  generation.  The  Christian  witness  must  continue 
intensively  and  extensively  until  ‘the  kingdom  of  the 
world  has  become  the  kingdom  of  our  Lord  and- 
of  his  Christ.’  We  must  speak  the  same  message 
as  Paul  but  in  terms  that  will  be  meaningful  in  our- 
time.” 

♦  *  * 

A  SUMMARY  OF  LUKE’S  PURPOSES  IN 
WRITING  ACTS 

As  we  leave  this  unit  on  Acts  let  us  take  a  sum¬ 
mary  view  of  Luke’s  purposes  in  writing  the  book. 

First,  there  was  a  historical  purpose.  He  wanted 
to  trace  the  expansion  of  Christianity  from  Jeru¬ 
salem  to  Rome,  to  point  out  how  it  arose,  and  how 
and  why  it  spread  to  the  heart  of  the  empire. 

Secondly,  he  had  an  evangelistic  purpose.  He 
wanted  to  convince  his  readers  that  Christianity  was 
the  only  true  religion  —  that  it  arose  through  the 
direct  action  of  God  in  the  lives  of  men,  and  that 
from  its  earliest  beginnings  it  was  directed  and  con¬ 
trolled  by  him. 

Then,  there  was  an  apologetic  purpose  —  that  is, 
he  wanted  to  defend  and  support  Christianity.  It  was 
being  attacked  on  every  hand  as  a  revolutionary 
movement,  advocating  allegiance  to  another  king 
than  Caesar.  Luke  wanted  to  show  that  Christians 
were  not  disloyal  to  the  state.  Luke  perhaps  did  a 
better  job  with  his  first  two  purposes  than  with  his 
third,  because  we  know  that  Christianity  continued 
to  fall  under  the  ban  of  the  emperors  and  thousands 
of  good  men  and  women  were  put  to  death  for  no 
other  reason  than  that  they  were  Christians  and  this 
was  regarded  in  itself  as  disloyalty  to  Rome. 
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Nearly  1,000  prominent  religious,  ,  political,  civil 
rights,  educational  and  labor  leaders,  calling  them- 
seives  the  Urban  Coalition,  vowed  to  rally  support 
for  increased  federal  funds  for  programs  which 
would  get  to  the  roots  of  the  ills  facing  American 
cities. 

This  action  came  after  a  session  with  numerous 
Congressmen  which  was  described  by  some 
observers  as  a  “cool”  reception  to  the  Coali¬ 
tion’s  plea  that  the  government  initiate  a  pro¬ 
gram  which  could  provide  jobs  for  at  least  a 
million  unemployed  persons  in  the  inner  city 
areas. 

Included  in  the  recent  team  sent  by  President  John¬ 
son  to  observe  the  national  elections  in  South  Viet¬ 
nam  were  Archbishop  Robert  E.  Lucey  of  the 
Roman  Catholic  Archdiocese  of  San  Antonio,  Rabbi 
Jacob  P.  Rudin,  president  of  the  Synagogue  Coun¬ 
cil  of  America,  and  Dr.  Edward  Elston,  pastor  of 
National  Presbyterian  Church,  Washington,  D.  C. 

The  clergymen  were  among  the  20-member  ob¬ 
server  team  announced  by  the  President  which-, 
included  Congressional  leaders,  governors, 
Mayors,  Negro  leaders,  business,  labor  and  vet¬ 
erans  agencies  representatives. 

Father  Gommar  A.  De  Pauw,  head  of  the  Catholic 
Traditionalists  Movement,  has  urged  Pope  Paul  VI 
to  annul  the  decisions  of  the  Second  Vatican  Count¬ 
ed.  In  a  12-page  letter,  Father  De  Pauw  described 
the  present  state  of  the  Catholic  Church  as  one  of 
such  chaos  and  utter  collapse  that  “only  a  Pope 
who  is  willing  to  exercise  his  Gpd-given  prerogat¬ 
ives  can  save  the  Church  now  from  total  disinte¬ 
gration.” 

You  know  what?  We  don’t  believe  the  Pope  will 
do  it. 

Evangelist  Billy  Graham  expressed  support  for  “the 
social  gospel”  in  a  paper  distributed  at  the  recent 
meeting  of  the  Central  Committee  of  the  World 
Council  of  Churches.  “There  is  no  doubt”  the 
paper  said,  “that  the  social  gospel  has  directed  its 
energies  toward  the  release  of  many  of  the  prob- 
lems  of  suffering  humanity.  I  am  for  it!  I  believe 
it  is  Biblical.” 

He  continued,  in  a  vein  which  may  attract 
criticism  from  some  of  his  supporters,  “If  evan¬ 
gelicals  have  forgotten  their  social  responsibility 
it  is  due  to  a  perversion  in  their  teaching  and 
a  reaction  against  the  social  gospel,  but  not 
because  evangelism  and  the  personal  appropri¬ 
ation  of  Christ  as  Saviour  and  Lord  does  not 
involve  the  individual  in  the  suffering  of  hu¬ 
manity.” 

Bishop  William  W.  Horstick  of  the  Eau  Clair  Epis¬ 
copal  diocese  has  requested  clergy  and  people  of 
his  diocese  to  join  in  protesting  the  showing  of  a 
new  television  series  on  the  life  and  adventures  of 
Gen.  George  Custer.  Acting  in  response  to  an  ap¬ 
peal  from  the  National  Congress  of  American  Indi¬ 
ans,  the  communication  said,  “This  series  must  not 
go  on  TV.  It  would  cause  irreparable  damage  to 
the  image  of  Indians  as  human  beings  and  as  people 
trying  to  join  the  modern  technological  world.  All 
of  the  old  hatreds  of  Indians  would  come  to  the 
surface.” 


Dr.  Colin  W.  Williams  has  been  appointed 
head  of  the  Doctor  of  Ministry  program  at  the 
Divinity  School  of  the  University  of  Chicago.  A 
native  of  Australia,  he  has  served  previously 
as  associate  director  of  the  National  Council  of 
Churches’  Division  of  Christian  Life  and  Mis¬ 
sion. 

Dr.  Martin  Luther  King,  Jr.,  a  Baptist  minister  and 
civil  rights  leader,  was  recently  denounced  by  the 
Minnesota  Baptist  Convention  as  “a  false  prophet, 
blind  leading  the  blind.”  A  resolution  approved  at 
the  108th  annual  meeting  of  the  convention  ex¬ 
pressed  agreement  with  the  view  of  a  Ndgfo  Meth¬ 
odist  preacher  that  Dr.  King  is  “following  the  Com¬ 
munist  party  line,  giving  aid  and  comfort  to  the 
enemy.” 


NEW  YORK  —  Within  nine  months  of  its  publica¬ 
tion,  "Good  News  for  Modern  Man,"  paperback  New 
Testament,  passed  the  three  million  mark  in  U.S. 
distribution.  Receiving  a  scroll  honoring  him  for 
his  translation  of  the  Testament  is  Dr.  Robert  G. 
Bratcher,  American  Bible  Society  special  transla¬ 
tions  secretary  (right).  The  citation  was  presented 
at  society  headquarters  in  New  York  by  Everett 
Smith,  president  of  the  ABS,  which  is  publishing 
"Good  News."  A  best-seller,  the  volume  is  going 
at  about  30,000  copies  a  day.  (RNS  Photo) 


German  Methodists  and  Evangelical  United  Brethren 
will  form  the  Germany  Central  Conference  of  the 
new  United  Methodist  Church  on  May  25,  1968, 
according  to  an  announcement  by  the  Methodist 
Board  of  Missions.  The  German  unification  of  the 
two  denominations  will  come  about  three  weeks 
after  the  union  of  The  Methodist  Church  and  the 
Evangelical  United  Brethren  Church  in  Dallas,  Tex. 

The  president  of  the  American  Institute  of 
Architects  called  for  “a  moratorium  on  the 
building  of  cathedrals  and  ‘country  club’ 
churches.”  Robert  L.  Durham  of  Seattle,  Wash., 
speaking  at  the  International  Congress  on  Re¬ 
ligion,  Architecture  and  the  Visual  Arts,  said 
“we  must  humanize  the  structures  which  house 
the  religious  life  of  our  city  centers.” 


Archbishop  Paul  J.  Hallinan  of  Atlanta  recently 
declared  that  Roman  Catholic  bishops  need  to 
hear  from  the  man  in  the  pew  to  know  what 
liturgical  changes  will  be  most  welcome.  Speak¬ 
ing  at  the  27th  Liturgical  Week  in  Kansas  City, 
Mo.,  he  said,  “Don’t  blame  the  bishops  —  tell 
them.” 

Negro  Disciples  of  Christ  have  received  a  plan  to 
merge  their  national  organization  with  the  Inter- 
hational  Convention  of  Christian  Churches  (Dis¬ 
ciples  of  Christ),  but  have  raised  some  questions 
about  the  proposed  union.  The  plan,  presented  at 
the  annual  meeting  of  the  predominantly  Negro 
National  Christian  Missionary  Convention  (NCMQ 
called  for  a  final  merger  vote  by  1968  and  a  wind¬ 
up  assembly  in  1969.  Delegates  approved  by  voice 
vote  the  direction  in  which  the  plan  moves,  but 
questioned  whether  the  last  meeting  of  the  NCMC 
should  be  held  in  1969. 

Anglican,  Roman  Catholic  and  Methodist 
churchmen  led  a  united  mission  which  spent 
ten  days  in  the  famous  northwest  London  prison 
of  Wormwood  Scrubs,  meeting  and  talking 
with  prisoners  in  their  cells,  workshops,  dining 
halls  and  recreation  areas.  It  was  the  first  mis¬ 
sion  of  its  kind  ever  made  to  the  prison,  one 
of  the  best  known  in  Britain. 

A  Christian  Medical  Commission  was  established 
by  the  World  Council  of  Churches’  Central  Com¬ 
mittee  at  its  recent  meeting  in  Crete.  It  will  attempt 
to  help  hospitals  which  are  maintained  by  Christian 
groups  throughout  the  world.  Reports  indicated  that 
an  increasing  number  of  the  institutions  may  have 
to  close  within  the  next  few  years  unless  they  can 
find  answers  to  rising  costs,  lack  of  professional 
staffs  and  isolations  from  government  planning.  The 
operating  budgets  of  these  facilities,  if  combined, 
would  total  100  million  dollars  per  year. 

New  York’s  Constitutional  Convention  voted 
to  ease  religious  restrictions  in  adoption  cases. 

By  176  to  0,  delegates  approved  a  proposition 
mandating  the  courts  to  make  “the  welfare  of 
the  child  the  primary  concern”  in  all  future 
adoption  or  custody  cases.  It  was  brought  out 
during  the  discussion  that  at  one  time  Lee 
Harvey  Oswald’s  religion  had  kept  him  from 
being  placed  in  a  New  York  State  children’s 
home  for  psychiatric  care. 

Senator  Eugene  McCarthy  (D.-Minn.)  said  recently 
in  Princeton,  N.  J.  that  a  solution  to  the  crisis  in 
Vietnam  may  rest  with  the  “religious  test”  of  hope — 
whether  there  can  be  a  national  expression  of  liber¬ 
ality  and  generosity  rather  than  self-seeking.  Speak¬ 
ing  to  a  national  study  seminar  on  International  Con¬ 
flict  and  Violence  sponsored  by  the  Episcopal 
Church’s  College  and  University  Division,  the  sen¬ 
ator  said  there  are  three  moral  questions  involved 
in  the  Vietnam  war:  are  the  objectives  defensible? 
are  the  methods  and  devices  of  warfare  used  de¬ 
fensible?  Is  there  a  proportionate  relationship  be¬ 
tween  obtaining  victory  and  the  cost  of  gaining  it? 

Bishop  Nicholas  Cauchi,  Apostolic  Administra¬ 
tor  of  Gozo,  Malta,  has  issued  a  pastoral  letter 
forbidding  the  manufacture,  storage  or  use  of 
fireworks  by  priests  and  asking  the  clergy  to 
help  do  away  with  the  “excessive  firing  of 
petards”  on  feast  days.  His  letter  followed  an 
accident  involving  the  use  of  fireworks  during 
a  religious  festival  in  which  one  man  was  killed, 
two  others  seriously  injured  and  damage  esti¬ 
mated  at  $90,000  was  suffered  by  a  church  and 
a  police  station. 

An  official  of  the  World  Council  of  Churches  told 
that  organization’s  Central  Committee,  meeting  in 
Heraklion,  Crete,  that  “there  is  a  distinct  shyness 
in  our  ranks  which  keeps  evangelistic  efforts  from 
being  pushed  to  the  point  of  decision.”  Dr.  Philip 
Potter,  an  associate  general  secretary  attached  to 
the  Commission  on  World  Mission  and  Evangelism, 
took  the  Council  to  task  for  failure  to  give  high 
priority  to  cooperation  in  evangelism. 
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Assigned  Responsibilities  of  Area 
Council  Staff 

LUMAN  E.  DOUGLAS  -  Director 

Board  of  Christian  Social  Concerns 
Board  of  Ministerial  Training 
Commission  on  Higher  Education 
Commission  on  Worship 
Board  of  Hospitals  and  Homes 
Board  of  Pensions 
Commission  on  Christian  Vocations 
World  Service  and  Finance 
Publishing  Interests 
Deaconess  Board 

Responsible  for  Staff  Members  and  Office  Personnel 


K.  G.  RORIE  -  Associate  Director 

Board  of  Evangelism,  Conference  Secretary  of  Evangelism 

Board  of  Missions,  Conference  Missionary  Secretary 

Commission  on  Minimum  Salary 

Town  and  Country  Commission 

Commission  on  Urban  Work 

Woman's  Society  and  Wesleyan  Guild 


CECIL  E.  BLAND,  JR.  -  Associate  Director 
Board  of  Lay  Activities 
Public  Relations  and  Methodist  Information 
Television,  Radio  and  Film  Commission 
Commission  on  Wills,  Bequests  and  Gifts 
Conference  Director  of  Stewardship 
1000  Club 

Howard  Daughenbaugh  Memorial  Scholarship 
Office  Manager 


EARL  B.  EMMERICH  -  Associate  Director 

Board  of  Education,  Executive  Secretary 

General  Church  School  Work 

Children's  Work 

Youth  Work 

Adult  Work 

Camping  Committee 

Historical  Commission 


THE  METHODIST  CHURCH  south  central  jurisdiction 
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September  1,  1967 


To:  The  Preachers  of  the  Louisiana  Conference 
Dear  Friends: 


This  letter  is  just  a  reminder  that  your  program  of  Education  in  the 
District  and  Conference  level  depends  upon  your  generosity  in  giving 
to  the  Rally  Day  Fund.  Over  one-half  this  fund  ($400.00  for  each 
District)  is  delegated  to  the  individual  District  to  help  promote 
the  Christian  Educational  Program  in  the  District.  The  other  half 
is  spent  on  the  Conference  program,  which  includes  Camping,  Con¬ 
ference  Training  activities  and  Jurisdiction  training  for  our  leaders. 


Last  year  we  received  the  following  gifts  for  Rally  Day: 


37 

churches 

of  the 

Alexandria  District 

gave 

$  464.00 

32 

Churches 

of  the 

Baton  Rouge  District 

gave 

726.00 

32 

churches 

of  the 

Lafayette  District 

gave 

554.00 

22 

churches 

of  the 

Lake  Charles  District 

gave 

379.00 

15 

churches 

of  the 

Monroe  District 

gave 

394.00 

26 

churches 

of  the 

New  Orleans  District 

gave 

756.00 

22 

churches 

of  the 

Ruston  District 

gave 

658.00 

34 

churches 

of  the 

Shreveport  District 

Total 

gave 

1,034.00 

$  4,965.00 

Nothing  is  of  more  importance  to  our  Louisiana  Conference  than  its 
Educational  Program.  We  are  well  aware  that  as  the  Church  School  goes, 
so  goes  the  Church.  Please  remember  Rally  Day  September  30th  Let  us 
all  send  in  at  lelst  .06  cents  per  member  from  our  Church. 

Sincerely, 


Earl  B.  Emmerich 


Dr.  Maurice  Davis,  director  of 
student  education  at  Louisiana 
College,  Pineville,  and  superin¬ 
tendent  of  the  Adult  Division  of 
the  Church  School  at  First  Church 
of  that  city,  as  he  recently  in¬ 
troduced  the  new  Adult  curricu¬ 
lum  materials  to  the  teachers  of 
his  division. 

Perkins  Continuing 
Education  program 
announced 

Plans  for  the  program  of  continuing 
education  at  Perkins  School  of  The¬ 
ology  have  just  been  announced  in 
three  brochures  that  are  being  distri¬ 
buted  to  ministers  and  laymen  by  Dr. 
Dick  Murray,  the  director  of  that  pro¬ 
gram.  Included  are  the  guided  reading 
program,  a  program  of  in-residence 
seminars  the  arrangements  for  auditing 
regular  classes  at  the  seminary. 

The  Guiding  Reading  Brochure  de¬ 
scribes  guides  that  are  now  available 
in  14  areas  of  study.  This  program  is 
described  as  “supplying  ‘grist  for  the 
mill’  of  the  many  small  groups  of  min¬ 
isters  and  laymen  who  are  seriously 
studying  the  Christian  faith  and  its 
implications.”  The  reading  guides  are 
available  for  $2.00  in  each  field  and 
will  be  mailed  on  a  regular  schedule 
every  two  weeks. 

The  fee  for  the  reading  not  only 
covers  the  cost  of  the  printed  guides 
but  also  covers  the  cost  of  mailing 

Please  turn  to  page  12 


Youth  Corner 

Dear  Con 


An  honest  to  goodness  mountain- 
top  experience  was  witnessed  by  many 
youth  who  attended  the  Western  Meth¬ 
odist  Assembly  in  Fayetteville,  Arkan¬ 
sas  held  August  11-18. 

Located  high  above  the  city  of  Fay¬ 
etteville  on  Mount  Sequoyah  camped 
153  different  conference  officers  for 
an  eight  day  fellowship.  The  environ¬ 
ment  was  excellent,  the  weather  fine, 
and  the  fellowship  unlimited.  All  of 
the  153  delegates  met  for  the  main 
purpose,  to  receive  the  training  neces¬ 
sary  to  run  a  good  qualified  Confer¬ 
ence  and  to  take  new  techniques  back 
and  distribute  them  among  the  youth 
of  the  Conference. 

As  the  week  progressed  on  the 
theme,  “Willing  to  Risk,”  began  to 
take  effect  as  the  youth  from  many 
states  started  to  place  this  motto, 
“Willing  to  Risk,”  into  their  everyday 
pattern  of  life. 

A  certain  group,  considered  as  the 
Enabling  Team,  composed  of  adult 
workers  and  youth  were  in  charge  of 
all  programs,  morning  and  evening 
worship,  etc.  The  Enabling  team  did  a 
wonderful  job.  To  assure  this,  it  was 
part  of  their  duty  to  meet  in  April 
before  Regional  and  a  week  before  the 
different  youth  came.  All  this  for  eight 
days. 

Core  groups  were  held  each  day 
with  approximately  12  youth  to  each 
group.  Here  they  were  a  group  of 
strangers  but  few  walked  away  not 
knowing  each  person  in  their  group 
as  a  very  close  friend. 

Just  as  any  camp  starts  off  the  week, 
it  must  also  end.  And  so  new  friends, 
some  from  the  north,  some  from  the 
south,  departed  the  beautiful  mountain 
overlooking  the  quaint  town  of  Fay¬ 
etteville,  Arkansas.  Many  who  became 
acquainted  will  never  see  each  other 
again.  But  yet  there  are  those  who  will. 
That  friendships  will  never  unite  once 
again  is  a  senseless  thing.  For  the 
friendships  made  at  Mount  Sequoyah 
will  always  in  the  eyes  of  God  be 
united.  United  forever,  forever,  until 
eternity. 

— Forrest  Fairley 

State  Publicity  Chairman 
t 

Redemption  is  this,  to  forget  self  in- 
God. — Robertson 


The  New  Orleans  District  held  an  Adult  Curriculum  Laboratory 
School,  Aug.  29  at  First  Church.  Nineteen  churches  were  represent¬ 
ed  by  72  adult  teachers.  Teaching  methods  for  presentation  of  the 
new  materials  were  presented  by  Miss  Jo  Marie  Ellett,  the  Rev.  Joe 
Fogle,  Mrs.  Woodrow  Hill  and  the  Rev.  Ronald  Ramke.  An  enthu¬ 
siastic  response  was  reported  by  Dr.  Carl  Lueg,  district  superinten¬ 
dent,  and  the  Rev.  Earl  Emmerich,  associate  area  director,  who  were 
present. 
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Mission  Service  Starts  for  29  "U.S.  -2 's" 

To  the  riot-torn  core  of  America’s  cities,  to  depopulated  rural  areas,  to 
homes  for  emotionally  disturbed  children  and  to  other  places  of  human  need 
will  go  29  young  men  and  women  who  are  beginning  two  years  of  Methodist 
home  missionary  service  this  fall.  . 

For  the  sixteenth  consecutive  year,  the  “U.S.-2’s,”  as  the  young  mission¬ 
aries  are  called,  will  engage  in  a  variety  of  services  in  the  mission  of  the 
church  in  the  United  States  and  Puerto  Rico.  This  year’s  group  will  be  teachers 
in  mission  schools,  social  workers  in  community  centers,  nurses  and  medical 
technologists  in  mission  hospitals,  inner-city  church  workers,  campus  ministers, 
workers  in  children’s  homes,  rural  church-and-community  workers,  youth  work¬ 
ers,  and  mission  workers  of  other  kinds.  All  of  the  assignments  are  under 
the  National  Division  of  the  Methodist  Board  of  Missions.. 


Among  the  leaders  at  the  RUSTON  DISTRICT  MISSIONS  WORKSHOP  were  from 
left:  the  Rev.  Joe  McClain,  district  missionary  secretary  and  pastor  of  the 
Downsvi lie  Charge  who  led  a  group  study;  Miss  Louise  Sharp,  director  of  St. 
Mark's  Community  Center  in  New  Orleans,  who  brought  the  message  to  the  en¬ 
tire  assembly;  Mrs.  Mitchell  Jones  of  Minden  who  presided  in  the  absence  of 
Mrs.  Laura  Tignor,  district  president;  Mrs.  H.  D.  Burkhalter,  president  of  the 
Trinity  WSCS,  the  hostess  society;  and  the  Rev.  D.  L.  McGuire,  pastor  of  the 
host  church.  Other  leaders  were  Mrs.  Robert  Crichlow  from  Broadmoore  Church 
in  Shreveport;  Mrs.  Guy  Hicks  and  Mrs.  Paul  Pennington,  both  of  Trinity  Church. 
The  workshop  was  held  on  Wednesday,  September  6,  in  Ruston,  and  included 
representatives  from  local  church  Commission  on  Missions.  Pictured  BELOW 
are  some  of  the  group  at  lunch. 


Three  of  the  “new  crop”  of  U.S.-2’s 
have  been  assigned  to  Louisiana  to 
teach  in  Sager-Brown  at  Baldwin. 
They  are:  Miss  Delma  Dorien  Harris 
of  Camden,  Illinois,  Miss  Sue  Hicks 
from  Roanoke,  Virginia,  and  Miss 
Sandra  Sue  Schaefer  of  Menomonee 
Falls,  Wisconsin. 

The  1967  group  of  U.S.-2’s  brings 
to  more  than  400  the  number  of  young 
men  and  women  who  have  served  in 
the  program  since  it  was  started  in. 
1951.  This  year’s  group  is  four  less 
than  the  33  U.S.-2’s  of  1966.  The 
1967  group  represent  19  states  from 
Massachusetts  to  California,  and  will 
serve  in  16  states  and  Puerto  Rico. 
Most  are  1967  college  graduates. 

The  U.S.-2’s  spent  five  weeks  this 
summer  at  Scarritt  College,  Nashville, 
Tenn.,  in  special  orientation  to  pre¬ 
pare  them  for  their  mission  service. 
Training  featured  Biblical  study,  lab¬ 
oratory  experiences  in  Christian  edu¬ 
cation  and  workshops  geared  to  the 
special  fields  in  which  the  U.S.-2’s 
serve. 

Other  U.S.-2’s,  their  hometowns, 
their  types  of  mission  work  and  their 
assignments: 

Miss  Linda  Sue  Quinn,  Birmingham, 
Alabama,  to  do  social  work  at  the 
Lessie  Bates  Davis  Neighborhood 
House,  East  St.  Louis,  Ill.;  Miss  Laurie 
Jeanne  Reid,  Flagstaff,  Arizona,  to 
teach  at  the  Robinson  School,  San- 
turce,  Puerto  Rico;  Miss  Leona  Irene 
Miller,  Phoenix,  Arizona,  to  do  inner- 
city  work  with  the  Sunnyside  Meth¬ 
odist  Church,  Portland,  Oreg.;  Miss 
Mary  Kay  Waters,  Little  Rock,  Ar¬ 
kansas,  to  do  social  work  at  the  Wes¬ 
ley  Community  Center,  St.  Joseph, 
Mo.; 

Joseph  B.  Eding,  Palo  Alto,  Cali¬ 
fornia,  to  do  inner-city  work  with  the 
Crossroads  Urban  Center,  Salt  Lake 
City,  Utah;  Miss  John  M.  Peterson, 
Richmond,  California,  to  do  inner-city 
work  with  the  Methodist  Community 
Service  Center,  Philadelphia,  Pa.;  Miss 
Marion  Anne  Hamilton,  Southington, 
Connecticut,  to  serve  at  the  Wyoming 
Methodist  Conference  Children’s 
Home,  Binghamton,  N.Y.; 

Miss  Bessie  Alice  Bussey,  Fort 
White,  Florida,  to  be  a  rural  church- 
and-community  worker;  Miss  Kath¬ 
erine  Ann  Shindel,  Edwardsville, 
Illinois,  to  serve  with  the  Meth¬ 
odist  Inner  City  Mission  Project,  Sa¬ 
vannah,  Ga.; 

Miss  Faye  Alsobrooks,  Burr  Oak, 
Kansas,  to  do  social  work  with  the 
Wesley  Community  House,  Louisville, 
Ky.;  Samuel  Patterson,  Jr.,  Monkton, 
Maryland,  to  serve  with  the  Wesley 
Foundation  at  Virginia  Polytechnic  In¬ 
stitute,  Blacksburg,  Va.;  Miss  Nancy 
O.  Greene,  Holden,  Massachusetts,  to 


teach  at  the  Robinson  School, 
Santurce,  Puerto  Rico;  Stephen  James 
Smith,  Quincy,  Massachusetts,  to  do 
inner-city  work  with  the  Heart  of 
Cleveland  Council,  Cleveland,  Ohio; 

Miss  Ruth  Ann  Milbrandt,  Elmore, 
Minnesota,  to  be  a  nurse  at  the  Ne¬ 
wark  Methodist  Hospital,  El  Paso, 
Texas;  Robert  Paul  Bedford,  Minne¬ 
apolis,  Minnesota,  to  do  inner-city 
work  with  the  Wesley  Social  Service 
Center  in  the  Watts  area  of  Los  An¬ 
geles,  Calif.;  Dennis  Roy  Jenkins, 
Staples,  Minnesota,  to  teach  at  the 
Robinson  School,  Santurce,  Puerto 
Rico; 

Miss  Lou  Ellen  Kelly,  Tupelo,  Mis¬ 
sissippi,  to  do  social  work  at  the 
Neighborhood  Center,  Utica,  N.Y.; 
Miss  Audrey  Louise  Harman,  Dutton, 
Montana,  to  be  a  medical  technologist 
at  the  Methodist  Hospital,  Jackson¬ 
ville,  Fla.;  Miss  Marjorie  Jean  Goff, 
Burwell,  Nebraska,  to  teach  at  the  Red 
Bird  Mission,  Pineville,  Ky.;  Miss  Alice 
Carolyn  Huber,  Williamstown,  New 
Jersey,  to  serve  at  the  David  and  Mar¬ 
garet  Home  for  Children  and  Youth, 
LaVeme,  Calif.;  David  James  Stang, 
Sayville,  L.I.,  New  York,  to  serve  with 
the  Methodist  Inner  City  Mission,  Sy¬ 
racuse,  N.Y.; 

Miss  Ann  Elizabeth  Scott,  Cincin¬ 
nati,  Ohio,  to  do  social  work  at  Mar- 
cy  Center,  Chicago,  Ill.;  Miss  Mary 
Ann  Kennedy,  Pittsburgh,  Pennsyl¬ 
vania,  to  teach  at  the  Navajo  Method¬ 
ist  Mission  School,  Farmington,  N.M.; 
Robert  Larry  Rogers,  Falls  Church, 
Virginia,  to  serve  with  the  Wesley 
Foundation  at  Virginia  Polytechnic 
Institute,  Blacksburg,  Va.; 

Miss  Margaret  Faye  Gallemore,  Lo¬ 
gan,  West  Virginia,  to  do  social  work 
at  the  Eloy  Community  Center,  Eloy, 
Ariz.;  Miss  Jean  Elizabeth  Houvener, 
South  Charleston,  West  Virginia,  to  do 
social  work  at  the  Van  Buren  Meth¬ 
odist  Community  Center,  Dayton, 
Ohio. 

t 


News  in  Brief 

THE  NEW  ORLEANS  FIRST 
Church  Wesleyan  Service  Guild  will 
serve  a  turkey  dinner  ($1.50)  in  the 
church  dining  room  following  Sunday 
morning  services,  September  17.  This 
is  one  of  the  features  of  the  “Back 
to  Church  Sunday”  emphases  of  the 
day.  The  Rev.  Clyde  S.  Clark  is  the 
pastor. 

Work  as  though  work  alone  thine 
end  could  gain;  but  pray  to  God  as 
though  all  work  were  vain. — D’Arcy 
Wentworth  Thompson 


WORLD-WIDE  COMMITTEE 
FOR  DAY  OF  PRAYER 

The  first  steps  toward  the  creation 
of  a  world-wide  committee  for  the 
World  Day  of  Prayer  were  taken  at 
an  International  Consultation  of 
.Church  Women  in  July  at  Anderson, 
Indiana.  A  provisional  committee  was 
elected  by  the  125  women  from  42 
nations.  It  was  charged  with  conven¬ 
ing  an  international  committee  in 
Europe  next  summer  and  the  prepara¬ 
tion  of  the  1970  observance. 

Although  the  World  Day  of  Prayer 
has  been  celebrated  around  the  world 
since  1921,  its  planning  has  been  car¬ 
ried  by  the  committee  in  the  U.S.A. 
where  the  day  has  been  observed  since 
1887.  The  new  committee  will  have  the 


THE  LAKE  CHARLES  Christian 
Women’s  Club  had  a  style  show  at 
the  August  luncheon  at  the  Country 
Club.  The  speaker  was  John  Nicosia, 
principal  of  Lake  Charles  High  School, 
along  with  four  young  people,  talking 
about  the  home,  school,  church,  and 
Christian  life.  Teenage  girls  also  at¬ 
tended. 

THE  REV.  HENRY  BLOUNT,  Jr., 
pastor  of  the  Welsh  Methodist  Church, 
spoke  on  “The  Existentialist  Stance” 
at  the  September  7  meeting  of  the 
Woman’s  Society  in  First  Church,  Lake 
Charles.  October  and  November  pro¬ 
grams  will  continue  on  the  general 
theme  “Changing  Theological  Con¬ 
cepts.” 


effect  of  internationalizing  the  overall 
responsibility.  The  recommendations 
on  the  World  Day  of  Prayer  emerged 
from  one  of  the  workshops  at  the  In¬ 
ternational  Consultation,  which  was 
convened  by  Church  Women  United 
to  share  mutual  concerns  confronting 
women  in  a  rapidly  changing  world. 
In  addition  to  a  great  number  of  wom¬ 
en  from  overseas  who  were  in  the 
United  States  on  other  assignments, 
there  were  representatives  from  many 
countries  now  having  official  World 
Day  of  Prayer  committees.  Messages 
were  sent  from  many  others. 

The  consultation  adopted  a  num¬ 
ber  of  resolutions  calling  for  more 
meaningful  observances  of  the  World 
Day  of  Prayer  and  urging  that  an  in¬ 
ternational  correspondent  from  each 
of  the  national  committees  for  the 
national  committees  for  the  World  Day 
of  Prayer  constitute  themselves  into 
an  international  committee  to  review 
the  planning  and  development  of  the 
World  Day  of  Prayer.  Provision  was 
made  for  a  central  group  of  six  women 
representative  of  various  parts  of  the 
world.  The  consultation  called  for  more 
imaginative  planning  for  the  Day  and 
a  flexible  service  which  would  allow 
for  adaptation  in  the  country  where 
it  was  being  observed.  It  requested 
that  a  fixed  date,  the  first  Friday  in 
March,  be  established. 

The  Board  of  Managers  of  Church 
Women  United,  meeting  later  in  West 
Lafayette,  Indiana,  enthusiastically  en¬ 
dorsed  the  plan  as  more  appropriate 
to  the  ecumenical  era. 


SEPTEMBER  14,  1967 


PAGE  NINE 


Luther  and  the  arts 

By  Paul  F.  Foelber 


The  Christian  church  from  the  very 
first  made  use  of  the  arts  to  express 
her  faith.  Santa  Sophia,  Saint  Peter, 
and  Westminster  Abbey  are  examples 
of  architectual  monuments.  Consider 
the  contribution  of  Michelangelo  and 
Leonardo  da  Vinci,  or  Palestrina  and 
Bach.  From  the  earliest  times  the 
church  has  projected  its  faith  through 
symbols  of  one  sort  or  another. 

In  perfect  agreement  with  the  his¬ 
torical  church  Martin  Luther  believed 
all  arts  to  be  a  gift  to  man  from  God. 
God  creates  man  in  such  a  way  that 
he  has  the  capacity  to  use  the  raw 
materials  of  this  world  to  create  works 
of  art.  The  artist,  in  turn,  acknowledges 
God  as  the  source  of  his  talent  and 
offers  his  best  efforts  to  God.  So  Luth¬ 
er  encouraged  musicians,  artists,  and 
poets  to  get  to  work  and  provide  works 
of  art  for  the  glory  of  God  and  the 
benefit  of  the  people. 

In  particular  Luther  singled  out 
music.  This  is  only  natural  since  he 
himself  enjoyed  music  so  much.  From 
boyhood  on  he  sang  in  choirs  and 
as  a  young  Augustinian  monk  he  often 
lifted  his  spirits  by  playing  the  lute. 
Frequently  after  an  evening  meal  Luth¬ 


er  and  his  guests,  such  as  Melanchthom 
would  spend  an  hour  singing  motets 
and  popular  songs  of  the  day. 

Luther  insisted  that  music  be  used 
in  the  service  of  the  church.  His  own 
words  are:  “I  am  not  of  the  opinion 
that  the  teachings  of  the  Gospel  tend  to 
check  the  growth  of  art,  as  some  de¬ 
luded  clericals  pretend.  It  is  my  belief 
that  all  arts,  especially  music,  might 
advantageously  be  used  in  the  service 
of  Him  who  has  created  them.  I  truly 
desire  that  all  Christians  would  love 
and  regard  as  worthy  the  lovely  gift 
of  music,  which  is  a  precious,  worthy 
and  costly  treasure  given  mankind  by 
God.  Next  to  the  word  of  God,  the 
noble  art  of  music  is  the  greatest  treas¬ 
ure  in  the  world.  This  precious  gift  has 
been  given  to  man  alone  that  he  might 
thereby  remind  himself  of  the  fact  that 
God  has  created  him  for  the  express 
purpose  of  praising  and  extoling  God.” 

It  was  Luther’s  wish  that  the  com¬ 
mon  man  be  privileged  to  use  music 
in  his  expressions  of  worship.  He 
wanted  the  laity  to  take  an  active  part 
in  the  performance  of  the  church’s 
liturgy,  and  so  the  singing  of  hymns 
by  the  congregation  became  a  basic 


•  On  a  Wide  Circuit 

Suggestions 
for  small  churches 

By  W.  W.  Reid 

In  a  “monograph”  prepared  by  and 
for  leaders  of  rural  and  town  churches 
under  the  direction  of  Dr.  Marvin  T. 
Judy,  of  Perkins  School  of  Theology, 
there  are  valuable  “Suggestions  for 
Action,”  following  a  rapid  survey  of 
the  problems  of  the  small  churches 
and  a  look  at  plans  now  being  devel¬ 
oped  in  nonmetropolitan  areas.  “The 
problem  of  The  Methodist  Church  at 
this  time  is  not  so  much  a  shortage  as 
the  poor  deployment  of  our  ministers 
in  the  fields  of  service,”  is  one  sobering 
conclusion. 

Among  the  “suggestions  for  action,” 
these  are  to  be  noted  particularly: 

“There  is  a  need  for  organization 
on  the  annual  conference  level  which 
will  make  it  possible  to  employ  a  full¬ 
time  person  with  responsibility  for  ad¬ 
ministration  of  the  church  in  nonmetro¬ 
politan  areas.  In  some  cases  this  posi¬ 
tion  could  be  coupled  with  a  position 
for  church  planning  and  for  responsi¬ 
bility  for  churches  in  metropolitan 
areas  .  .  . 

“The  problems  of  the  church  in  the 
nonmetropolitan  area  are  so  acute  that 
there  is  a  need  to  have  someone  who 
understands  the  sociology  of  religion, 
church  administration,  and  a  good  the¬ 
ology  of  the  church  responsible  for 
giving  direction.  His  work  would  be 
primarily  with  executives  on  the  con¬ 
ference  level  and  to  give  specific  guid¬ 
ance  to  situations  throughout  the  con¬ 
ference  for  establishing  various  kinds 
of  effective  administrative  work.  Such 
a  person  needs  to  have  some  skills 
in  the  field  of  analysis  and  church 
planning.  Skills  could  be  obtained 
through  short-term  courses  or  through 
extensive  work  taken  in  one  of  the 
seminaries.  A  person  could  be  a  mem¬ 
ber  of  a  conference  council  staff  to 
perform  his  work  as  one  of  a  team 
in  a  group  having  total  responsibility 
for  the  entire  conference.  .  .  . 

“Seminaries  need  to  include  in  their 
continuing  education  programs  a  large 
block  of  time  for  specialized  minis¬ 
tries,  including  ministries  in  nometro¬ 
politan  areas.  These  would  be  short¬ 
term  in-service  training  courses  for 
persons  already  in  the  field.  There  is 
a  strong  feeling  that  such  a  program 
should  be  created  for  each  of  our  jur¬ 
isdictions  which  would  be  specially  di¬ 
rected  toward  the  work  of  the  district 
superintendency.  .  .  . 

“Continuing  education  could  con¬ 
ceivably  offer  courses  for  directors  of 
larger  parishes  and  group  ministries 
both  within  metropolitan  and  nometro¬ 
politan  areas,  directors  of  inner  city 
missions,  directors  of  specialized  min¬ 
istries  in  both  metropolitan  and  non¬ 
metropolitan  areas  of  ail  kinds.  I  be¬ 
lieve  that  seminaries  are  anxious  for 
the  opportunity  to  perform  this  kind 
of  service.  ... 

“More  attention  needs  to  be  given 
to  the  churches  in  towns  of  5,000  to 
50,000  population  outside  of  metro¬ 
politan  areas,  in  such  towns  one  will 
find  strong  churches  in  many  sections 
of  the  nation  and  all  too  frequently 
the  vision  of  the  possibility  of  such 


congregations  is  quite  short.  In  a  num¬ 
ber  of  cases  there  is  the  need  for  a 
second  or  third  church  in  such  com¬ 
munities,  and  unless  there  is  an  awak¬ 
ening  by  someone  to  this  need  the 
church  will  continue  to  lose  the  op¬ 
portunity  of  serving  many  people.  .  .  . 

“As  one  thinks  of  the  task  of  the 
church  in  nonmetropolitan  areas,  there 
is  no  panacea  for  the  meeting  of  all 
the  needs.  All  needs  will  never  be  met, 
but  the  church  must  not  be  guilty  of 
neglecting  to  do  her  task  where  need¬ 
ed.  In  1960  there  were  83,474,688 
persons  living  in  the  United  States 
outside  of  urbanized  areas.  Of  this 
number  54,000,000  were  in  commu¬ 
nities  of  less  than  2,500  population 
and  37,000,000  of  that  number  were 
in  communities  of  less  than  200  pop- 


A  LOOK  AT  THE 
“NEW  MORALITY” 

A  young  Methodist  layman  heard 
a  friend  fume  because  the  friend’s  son 
had  received  a  parking  ticket.  The 
Methodist  whispered  the  name  of  a 
person  in  the  city  hall  who  might  be 
able  to  have  the  ticket  “fixed.” 

A  fifteen-year  old  girl  said  she  loved 
her  20-year  old  “steady”  so  much  that 
she  felt  no  sin  in  adulterous  relations 
that  led  to  her  pregnancy. 

A  friend  in  the  state  prison  who  had 
robbed  a  liquor  store  wrote  to  me  that, 
“I  am  only  here  for  taking  a  little 
whiskey.” 

The  disturbing  angle  of  these  three 
incidents  is  that  every  one  of  the  per¬ 
sons  involved  thought  there  was  no 
guilt  attached  to  his  or  her  particular 


ulation.  This  is  entirely  too  large  a 
segment  of  the  population  of  the  world 
to  be  overlooked  as  we  think  of  the 
ministry  of  the  church  in  town  and 
country  areas.  In  addition  to  this,  ap¬ 
proximately  80  per  cent  of  the  con¬ 
gregations  of  The  Methodist  Church 
are  located  in  nonmetropolitan  areas. 
These  80  per  cent  of  the  congrega¬ 
tions  have  approximately  62  per  cent 
of  the  Methodists  in  their  member¬ 
ship.  In  a  day  when  urban  and  rural 
are  becoming  more  one,  there  is  a  def¬ 
inite  need  for  the  strengthening  of  the 
work  of  the  church  on  the  annual  con¬ 
ference  level  which  will  bring  into  sharp 
focus  through  wise  church  planning 
the  administration  of  the  church  in 
metropolitan  and  nonmetropolitan 
areas.” 


Charles  A.  Stuck/Lay  Evangelist 


deed.  The  law  had  been  broken  in 
every  instance,  yet  the  act  itself  some¬ 
how  had  lost  its  disgrace  to  the  person 
involved  simply  because  he  wanted  it 
that  way.  After  all,  they  must  have 
reasoned,  the  law  was  for  the  other 
fellow,  not  for  him  or  her. 

Even  though  many  will  not  admit 
it,  these  reactions  are  a  part  of  the 
so-called  “New  Morality.”  Under  this 
comfortable  code,  if  you  really  want 
to  commit  a  certain  improper  act,  your 
very  desire  to  do  it  takes  away  the 
lawlessness  of  it. 

Television  aids  and  abets  the  idea. 
A  mother  was  disturbed  to  see  her 
young  son  watching  a  scene  in  which 
the  “good  guy”  walked  into  a  saloon. 
The  mother  took  occasion  to  tell  some¬ 
thing  of  the  evil  of  alcohol.  The  son 
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part  of  the  Lutheran  worship. 

Because  of  Luther’s  intense  interest 
in  music  and  because  of  his  philosophy 
concerning  its  nature  and  importance, 
men  like  Schutz,  Buxtehude,  Praetor- 
ius,  Bach  and  a  host  of  others  have 
been  encouraged  and  impelled  to  write 
some  of  the  world’s  greatest  music.  It 
was  not  just  a  euphemism  that  prompt¬ 
ed  Johann  Sebastian  Bach,  Lutheran 
organist  and  cantor,  to  preface  his 
compositions  with  the  words,  “In  the 
name  of  Jesus,”  or  “Jesus’  help,”  and 
to  conclude  a  manuscript  with  the 
words,  “To  God  alone  be  glory.”  Bach 
had  committed  his  art  to  the  praise  of 
God.  Luther’s  whole  approach  to  music 
ultimately  helped  substantially  to  pro¬ 
duce  not  only  great  hymns,  notably 
the  chorales  of  the  Lutheran  church, 
but  also  great  choral  as  well  instru¬ 
mental  music. 

Luther  was  a  unique  exception  to 
the  attitude  of  the  Protestants  toward 
the  visual  arts.  His  writings  are  filled 
with  imagery  and  he  would  always  try 
to  depict  events.  When  Carlstadt  de¬ 
stroyed  images  in  the  churches  at  Wit¬ 
tenberg,  Luther  would  have  no  part 
of  it,  saying  that  to  destroy  images  did 
not  destroy  the  idolatry  in  a  person’s 
heart.  In  fact,  he  suggested  that  people 
might  well  paint  the  outside  of  their 
houses  with  scenes  from  the  Bible,  to 
be  viewed  by  the  passerby.  Luther’s 
seal  gives  us  some  inkling  of  his  ideas. 
It  is  not  just  for  decoration,  but  each 
part  has  a  symbolic  meaning.  The  cross 
is  black  for  mortification,  the  rose 
white  for  the  joy  of  faith,  the  field 
blue  for  the  joy  of  heaven,  and  the 
ring  gold  for  eternal  blessedness.  Luth¬ 
eran  artists  of  the  sixteenth  century 
such  as  Duerer  and  Cranach  painted 
many  altarpieces  for  the  Lutheran 
churches.  Luther  wished  all  visual  arts 
to  be  used  in  the  church. 

There  is  no  Lutheran  style  of  art. 
The  technique  and  style  of  the  artist 
is  the  technique  and  style  of  his  day, 
even  as  in  our  time  the  Christian  artist 
paints  or  sculpts  or  writes  music  in 
the  style  of  our  times.  Neither  does 
one  distinguish  between  a  sacred  or 
secular  art.  The  Christian  speaks  to 
every  man  and  every  age  in  his  pres¬ 
ent  and  in  his  current  idiom,  for  there 
is  no  holy  language.  The  creative  artist 
is  always  perceiving  these  new  forms 
of  expression  as  he  reacts  to  cultural 
forces  which  lend  themselves  to  cre¬ 
ative  use  by  the  church.  So  the  au¬ 
thentic  Lutheran  position,  so  forcefully 
articulated  by  Martin  Luther,  calls  for 
contemporary  and  continuous  creation 
to  the  glory  of  God  and  to  the  welfare 
of  mankind. 


answered,  “Oh,  he’s  not  going  in  to 
take  a  drink,  Mom.  He’s  going  in  to 
kill  a  bad  guy  who  is  inside.” 

Regardless  of  all  our  efforts  to  scorn 
the  ageless  laws  of  right  and  wrong, 
they  cannot  be  rooted  out  of  life.  The 
same  sins  that  tempted  man  five  thou¬ 
sand  years  ago  are  just  as  wrong  today. 

Political  corruption,  adultery,  mur¬ 
der,  and  stealing  are  as  old  as  the  race. 
They  were  major  contributors  in  the 
destruction  of  every  nation  in  history 
from  Egypt  down  to  today.  They  will 
do  the  same  for  our  own  country  if  we 
continue  to  write  our  own  “ticket”  for 
our  actions.  Two  and  two  have  been 
four  for  over  5000  years.  God’s  laws 
have  been  in  effect  much  longer.  And 
the  Supreme  Court  can’t  change  either 
one  of  them. 
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ARK-eology 


'Ptefoty  'Pmmcuko, 

by  Barbara  L.  Mulkey 


One  of  the  poets  whose  work  appears  in  this  week's  column, 
Stella  Craft  Tremble,  said  recently  while  speaking  to  a  group  of 
writers,  “If  we  want  to  write  better  poems,  let  us  try  to  be  better 
people.”  This  makes  a  good  rule  of  thumb  for  any  endeavor.  And 
help  is  aways  available  —  from  the  Scriptures  and  from  that  still, 
small  voice  within. 


PROVERBS 

The  book  of  Proverbs  holds 
its  priceless  truth 

To  light  the  path  of  inexper¬ 
ienced  youth. 

(Jnscarred  by  teeth  of  every 
skeptic  age, 

It  holds  the  wisdom  of  the 
saint  and  sage. 

No  clever  counterfeits,  for  all 
their  glint, 

Ring  true  as  coins  from  store 
of  wisdom’s  mint 

Found  in  Ecclesiastics  or  the 
wise 

Proverbs  ...  for  trade  in  high¬ 
er  merchandise. 

Time  will  continue  still  to 
circulate 

Its  gems  of  value,  never  out- 
of-date. 


THE  STILL,  SMALL  VOICE 

Whence  comes  that  voice  I 
hear? 

No  one  is  near, 

No  one  that  I  can  see. 

Yet  someone’s  calling  me 
With  voice  so  clear.' 

’Tis  no  mere  human  voice. 

Its  keen  beseech 
Impels  me  to  respond, 

To  form  a  higher  bond 
Than  human  reach. 

—by  K.  E.  Nesbitt 


f 


— by  Stella  Craft  Tremble 


Mission  Board  to  Sponsor 
Six  Tours  for  1967-68 

Six  tours  are  offered  in  1967-68  by 
the  Methodist  Board  of  Missions  for 
persons  wishing  to  combine  travel  with 
an  opportunity  to  see  the  church  in 
mission  at  home  and  overseas. 

Two  of  the  tours  are  scheduled  for 
this  fall,  and  four  will  take  place  dur¬ 
ing  1968.  Three  will  be  to  overseas 
mission  fields  —  Latin  America  and 
Southeast  Asia.  One  will  combine 
home  and  overseas  aspects,  to  Mexico 
and  the  Spanish  Southwest.  Two  will 
be  to  home  mission  areas,  Alaska  and 
Appalachia,  and  one  tour  travels 
around  the  world  with  a  Bible  Lands 
extension,  if  desired  and  possible. 

Those  interested  in  full  information 
about  the  tours  may  write  to  the  re¬ 
spective  directors  at  the  addresses 
listed  below. 

Latin  America:  The  tour  includes 
Peru,  Bolivia,  Argentina,  Chile  and 
Brazil.  It  departs  September  28  from 
Miami  and  returns  October  17.  Di¬ 
rector  of  the  tour  is  Dr.  W.  Harold 
Lloyd,  administrative  assistant  to  Bis¬ 
hop  Lance  Webb  of  the  Illinois  Area. 
Dr.  Lloyd’s  address  is  705  Meyers 
Building,  Springfield,  Ill.  62701.  Esti¬ 
mated  cost  is  $1,349. 

Around  the  World:  The  group  will 
travel  to  Hawaii,  Japan,  Korea,  Tai¬ 
wan,  Hong  Kong,  the  Philippines,  Sing¬ 
apore,  Nepal  and  India.  The  tour  will 
begin  October  9  and  end  November 
10.  An  optional  portion  of  this  tour 
includes  Egypt,  Lebanon,  Syria,  Jor¬ 
dan  and  Israel.  Cost  for  the  tour  is 
estimated  at  $2,290,  plus  $395  for  the 
optional  part.  Those  who  visit  the  Mid¬ 
dle  East  return  November  18. 

The  Rev.  Walter  M.  Albritton,  di¬ 
rector  of  Christian  Outreach  for  the 
Alabama  -  West  Florida  Conference 
Council,  is  the  leader  of  this  tour.  In¬ 
formation  may  be  obtained  by  writing 


to  him  at  P.  O.  Drawer  700,  Andalu¬ 
sia,  Ala.  36420. 

Southeast  Asia:  Tour  members  will 
see  Japan,  Hong  Hong,  Singapore,  Ma¬ 
laysia,  Thailand,  Indonesia  and  the 
Philippines.  Southeast  Asia  is  one  of 
the  1968-69  mission  study  themes.  The 
group  will  leave  February  26,  1968, 
and  return  March  25.  Estimated  cost 
is  $2,495.  Further  information  is  avail¬ 
able  from  Dr.  Harold  D.  Neel,  execu¬ 
tive  secretary,  Section  of  Education, 
Board  of  Missions.  His  address  is 
Room  1352,  475  Riverside  Drive,  New 
York,  N.  Y.  10027. 

Mexico  and  the  Spanish  Southwest: 
Texas,  New  Mexico  and  Mexico  are 
the  itinerary  of  this  May  5-15,  1968, 
tour.  Cost  of  the  trip  has  not  been  set. 
Mrs.  Alfredo  Nanez,  a  member  of  the 
Board  of  Missions,  and  wife  of  the 
president  of  Methodism’s  Lydia  Pat¬ 
terson  Institute  will  lead  the  tour.  In¬ 
terested  persons  may  write  to  her  at 
Lydia  Patterson  Institute,  P.  O.  Box 
11,  El  Paso,  Texas  79940. 

Alaska:  Tour  members  will  view  the 
major  cities,  scenic  attractions,  and 
Eskimo  and  Indian  villages.  The  tour, 
scheduled  for  August  2-15,  1968,  will 
cost  approximately  $849.  Tour  leader 
is  the  Rev.  James  S.  Pemberton,  a  di¬ 
rector  of  the  Advance  for  the  Board 
of  Missions,  with  special  responsibility 
for  Alaska  Methodist  University.  In¬ 
formation  can  be  obtained  by  writing 
Mr.  Pemberton  at  Room  1309,  475 
Riverside  Drive,  New  York,  N.  Y. 
10027. 

Appalachia:  This  tour,  scheduled  for 
the  fall  of  1968,  is  being  planned  with 
leaders  of  the  Evangelical  United  Bre¬ 
thren  Church.  It  will  visit  Kentucky, 
Tennessee  and  North  Carolina.  Com¬ 
plete  details  can  be  obtained  by  writ¬ 
ing  the  Department  of  Field  Interpre¬ 
tation,  Room  1305,  475  Riverside 
Drive,  New  York,  N.  Y.  10027. 


"I’d  like  to  tithe  but- 
you  have  to  spend 
so  much  on  clothes 
to  keep  up 
appearances.  ” 


by  Gene  Herrington 


Frank  Colquhoun,  CHRIST’S  AM¬ 
BASSADORS,  $1.45,  The  Westminster 
Press,  93  pp. 

The  little  book  is  a  part  of  the 
Christian  Foundation  Series  and  bears 
the  subtitle  “The  Priority  of  Preach¬ 
ing.”  The  author  is  an  Anglican  clergy¬ 
man  on  the  staff  of  Southwark  Ca¬ 
thedral. 

The  main  thesis  of  the  book  is  that 
preaching  of  the  Word  should  be  given 
primacy  in  the  Church  over  the  sacra¬ 
mental  ministry  “since  the  sacraments 
have  no  significance  apart  from  the 
Word.”  He  says,  “Preaching  is  suffer¬ 
ing  from  something  of  an  eclipse  .  .  . 
reflected  in  the  widespread  ignorance 
of  the  laity.” 

He  defines  preaching  as  God  in  ac¬ 
tion  through  the  personality  of  the 
preacher  and  continued  in  the  response 
of  the  hearers.  He  regards  the  preacher 
as  Christ’s  ambassador — a  man  with 
authority,  a  message,  and  a  responsi¬ 
bility  to  speak  and  act  on  God’s  behalf. 

Frank  C.  Laubach,  LIVING 
WORDS,  $2.95,  Zondervan,  103  pp. 

This  book  contains  about  65  selec¬ 
tions  from  the  writings  of  Dr.  Lau¬ 
bach,  arranged  in  brief  devotional  style, 
each  with  a  pertinent  passage  of  scrip¬ 
ture  to  serve  as  its  foundation.  The 
selections  were  compiled  by  F.  Elmo 
Robinson  and  follow  the  pattern  of  a 
previous  book  of  selections  entitled 
Letters  of  a  Modern  Mystic. 

Dr.  Robinson  says  of  his  collection: 
“There  is  spiritual  dynamite  in  the 
thoughts  contained  in  this  little  book. 
These  thoughts  have  been  gleaned  from 
the  writings  of  Dr.  Frank  C.  Laubach. 


They  have  fired  his  soul  and  made  him 
a  world-renowned  Christian  leader  and 
teacher  with  profound  spiritual  insights, 
and  have  made  him  the  apostle  of 
literacy  to  millions  of  illiterates  the 
world  over.” 

Robert  W.  Jenson,  A  RELIGION 
AGAINST  ITSELF,  $1.95,  John  Knox 
Press,  127  pp. 

This  is  another  in  the  long  parade 
of  books  seeking  to  tell  us  everything 
that  is  wrong  with  the  church  today 
and  offering  very  little  suggestion  as 
to  what  to  do  about  it.  We  are  grow¬ 
ing  a  little  weary  of  this  procession, 
but  guess  it  will  continue  to  move  as 
long  as  clergymen  buy  them  and  make 
cute  quotations  from  them  in  their 
pulpits. 

This  author  is  dean  for  Lutheran 
students  at  Oxford  University  while  he 
is  on  leave  from  his  post  at  Luther 
College  in  Iowa. 

Dr.  Jensen  takes  up  the  theme  of 
religionless  Christianity  and  works  out 
its  relationships  to  theology,  worship, 
ethics,  parish  structure,  missionary  mo¬ 
tivation,  and  faith.  He  gives  an  inter¬ 
esting  definition  of  “faith,”  saying  it 
is  “our  name  for  finding  ourselves  in 
a  particular  situation  and  now  having 
to  live  in  it.  It  is  our  name  for  find¬ 
ing  ourselves  in  the  situation  of  having 
the  gospel  told  to  us  and  having  to 
deal  with  what  it  says  about  us.” 

This  is  a  readable  book  if  you  are 
interested  in  another  that  takes  you 
down  this  road.  Personally  we  are  not 
sure  that  another  listing  of  the  symp¬ 
toms  is  going  to  do  very  much  in 
helping  cure  the  disease. 
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A  Report  from 
New  Orleans 
Inner  City  Parish 


by  the  Rev.  Rupert  D.  Coles 

Our  summer  teen  canteen  held  its 
final  session  Wednesday,  August  23. 
It  will  not  continue  during  school,  at 
least  in  its  present  form. 

The  effectiveness  of  the  canteen  is 
limited  by  lack  of  time  in  which  the 
group  is  together  and  the  lack  of  op¬ 
portunity  for  participation  by  groups 
of  any  size.  We  simply  do  not  have 
sufficient  space  to  shelter  recreation 
equipment,  even  if  such  equipment 
were  available. 

The  participation  by  youth  in  the 
neighborhood  is  considerably  less  than 
last  summer.  This  was  not  altogether 
bad,  because  once  again  lack  of  space 
and  facilities  make  it  impossible  to 
accommodate  effectively  a  group  of 
more  than  thirty.  Last  summer  groups 
of  fifty  or  more  were  fairly  standard. 

Our  object  has  always  been  twofold: 
to  offer  recreation  in  wholesome  sur¬ 
roundings  and  to  enable  young  people 
to  know  they  have  friends  in  the  form 
of  Inner  City  staff  members  whom  they 
can  turn  to  in  moments  of  need.  It 
is  clear  the  first  objective  has  been 
fulfilled  only  partially.  Time  will  tell 
if  any  inroads  have  been  made  into 
the  confidence  of  these  young  people. 

This  kind  of  ministry  may  seem 
slow  and  inefficient.  Certainly  it  is  true 
that  the  large  majority  of  persons  dealt 
with  are  unaffected,  for  all  practical 
purposes.  But  there  is  the  possibility 
that  contacts  made  will  in  time  pro¬ 
vide  a  means  to  establish  real  com¬ 
munication  and  dialogue,  a  chance  to 
give  help  to  people  in  need. 

More  and  more  the  church  is  com¬ 
ing  to  understand  the  need  to  become 
involved  in  the  world.  It  can  no  longer 
be  content  to  deal  with  people  who 
are  “church-minded.”  It  must  increas¬ 
ingly  assume  interest  in  the  lives  of 
those  in  the  world  who  have  needs. 
The  Inner  City  teen  canteen  attempts 
to  do  this. 
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New  math  prof 
at  Centenary 

Charles  Moores  Greene  from  the 
University  of  Michigan  has  been 
named  assistant  professor  of  Mathe¬ 
matics  at  Centenary  College,  accord¬ 
ing  to  Dr.  Jack  S.  Wilkes,  president. 

Greene  has  been  acting  as  opera¬ 
tions  manager  and  consultant  for  the 
Jodon  Engineering  .Association,  a  pri¬ 
vate  firm  making  advanced  electronic 
and  optical  systems  dealing  with  laser 
beams  at  Ann  Arbor,  Mich,  while  pur¬ 
suing  graduate  studies  at  the  Univer¬ 
sity. 

A  native  of  Corning,  N.Y.,  he  re¬ 
ceived  his  S.  B.  degree  from  Haver- 
ford  College  in  1952;  his  Masters  de¬ 
gree  from  the  University  of  Chicago  in 
1957;  and  expects  to  complete  his 
work  for  a  doctorate  from  the  Uni¬ 
versity  of  Michigan  later  this  year.  He 
was  named  a  member  of  Phi  Beta 
Kappa  in  his  junior  year  at  Haverford. 
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Workers 
and  teachers 
at  Asbury 

Workers’  Conference 
banquet. 


U.S.  METHODIST  AIDE 
BARRED  BY  RHODESIA 

SALISBURY,  Rhodesia  (RNS)  — 
The  Rhodesian  government  has  barred 
another  American  missionary  from  the 
country,  according  to  a  spokesman  of 
the  Rhodesian  Methodist  Conference 
here. 

A  communique  from  the  government 
was  sent  the  Rev.  Hunter  B.  Griffin 
and  his  wife  on  Aug.  18,  informing, 
them  they  were  “considered  undesir¬ 
able  inhabitants  or  visitors  to  Rho¬ 
desia.”  Mr.  and  Mrs.  Griffin  are  cur¬ 
rently  on  leave  in  the  United  States. 

The  spokesman  for  the  Rhodesian 
Methodist  Church  decided  “as  a 
Church”  that  its  male  missionary  per^ 
sonnel  would  refuse  to  list  themselves 
under  a  law  requiring  all  non-African 
males  between  the  ages  of  17  and  60 
to  register  with  the  government. 

The  Rhodesian  Methodists  have  also 
condemned  the  government’s  apartheid 
(racial  separation)  policy. 


Greene  was  a  National  Science 
Foundation  Fellow  at  Harvard  in  1952 
and  1953  and  entered  the  United 
States  Army  in  the  latter  part  of  1953. 

From  1956-58  he  conducted  a  series 
of  weapons  research  projects  for  the 
United  States  Air  Force  at  the  Uni¬ 
versity  of  Chicago,  and  then  taught 
at  the  university  while  working  as  a 
consultant  for  the  Ford  Foundation. 
In  this  capacity  he  was  responsible  for 
setting  up  a  new  computer  system  at 
the  university  as  well  as  serving  as 
consultant  to  the  mechanical  engineer¬ 
ing  department. 

During  1962  and  1963  Greene  was 
on  the  staff  of  the  Department  of 
Naval  Architecture  where  he  acted  as 
consultant  on  math  and  programming 
services  problems. 

Greene  is  married  to  the  former  An- 
leas  Ann  Little  of  Humboldt,  la. 
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Perkins  Continuing  Education 

copies  of  all  hardback  books  suggested 
in  the  guides.  The  provision  is  made 
that  all  books  currently  available  in 
paperback  editions  will  be  purchased 
by  the  individual  reader  either  from 
his  local  bookstore  or  from  the  Perkins 
Book  Store. 

The  office  of  Continuing  Education 
will  arrange  for  a  “One  Day  Seminar” 
with  the  Reading  Groups  who  wish  it, 
providing  a  member  of  the  faculty  who 
is  conversant  with  the  subject  under 
discussion. 

A  series  of  In  Residence  Seminars 
will  also  be  available  during  the  year 
for  a  limited  number  of  students.  Each 
of  these  will  run  from  Monday  noon 
until  Friday  noon.  The  persons  who 
register  under  this  plan  will  be  expect¬ 
ed  to  pursue  an  individual  plan  of 
reading  and  study  in  an  area  defined 
to  the  director  of  continuing  educa¬ 
tion  in  advance  of  arrival  at  the  school. 

These  seminars  will  provide  four 
various  faculty  members,  and  partici¬ 
pants  will  be  free  to  attend  two  or 
three  regular  class  sessions  in  approved 
classes.  All  other  time  will  be  un¬ 
structured  and  full  access  will  be  given 
to  the  library. 

For  the  In  Residence  Seminars  ad¬ 
vance  registration  will  be  absolutely 
required  and  there  will  be  a  limit  of 
15  in  each  seminar.  Registration  will 
be  $2.00  and  housing  will  cost  $12 
on  the  basis  of  two  persons  to  a  room. 

The  dates  for  these  In  Residence 
Seminars  are  No.  1 — Nov.  27  to  Dec. 

1;  No.  2 — January  8-12,  and  No.  3 — 
March  4-8.  A  fourth  seminar  for  min¬ 
isters  and  directors  of  music  will  be 
held  January  2  to  5  (from  10  a.m. 
Tuesday  to  4  p.m.  Friday). 

A  fifth  seminar  on  community  or¬ 
ganization  will  be  held  February  20-23 
under  the  joint  sponsorship  of  Perkins, 


Dallas  Inner  City  Parish,  Bishop  Col¬ 
lege  and  South  Dallas  Coordinating 
Council.  Housing  for  15  persons  at 
Perkins  will  be  available  for  this  semi¬ 
nar  for  $3.00  per  day  for  the  first 
15  that  apply  for  it. 
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The  selfishness  of  man  goes  contrary 
to  the  spirit  of  nature  and  brings  about 
all  the  evils  for  which  men  blame 
others  rather  than  themselves. — Toyn¬ 
bee 
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Methodist  Hospital 
New  Orleans 
Report 


Memorial  gifts  to  the  Methodist  Hos  - 
pital.  New  Orleans  have  been  received 
as  follows: 

WILLIAM  A.  NELSON 
by  Mr.  and  Mrs  .  Arch  Lee  Wallace,  Jr. 
by  Mr.  and  Mrs  .  E.  A.  Forbes 
ERNEST  E.  SYKES 
by  Miss  Hazel  Sykes 
MRS  .  CARRIE  O'BYRNE  SYKES 
by  Miss  Hazel  Sykes 
JOHN  MONROE  KINABREW 
by  Mr.  and  Mrs  .  Chas  .  E.  Munden.Jr. 
MRS.  BEULAH  E.  DROTT 
by  Zenobia  Sunday  School 
LOCIEL  WINHAM 
by  Mrs  .  Agnes  M  .  Morgan 
A.  J.  HODGES 

by  Rev.  &  Mrs.  John  B.  Koelemay 
MRS .  GRACE  S .  MILLER 
by  Rev.  &  Mrs  .  John  B.  Koelemay 
MISS  MARY  C.  WILLIS 
by  Rev.  &  Mrs  .  John  B.  Koelemay 
MRS.  W.  W.  HOLMES 
by  Mr.  &  Mrs  .  Maury  M  .  Calvert 
CHILDS  E .  DUNBAR,  SR . 

by  Rev.  &  Mrs .  Bob  Bengtson 
GARY  FRIEDEL 

by  Mr.  &  Mrs  .  Herbert  D.  West 
JOHN  E .  KENNEDY 
by  Mr.  &  Mrs .  Geo.  D.  Williams 
by  T.  L.  James  &  Co.,  Inc. 
by  Mr .  Louis  P .  Mathews 
by  Mr .  &  Mrs .  J .  B .  Clements 
by  T .  L .  James  &  Co . ,  Inc .  Employees 
by  Mr.  G.  W.  James,  Jr. 
by  Mr.  W.  F.  Johnson 
by  Adas  Construction  Co.  Employees 
LEE  HUTCHINSON 
by  Mr.  k  Mrs.  John  T.  Bundrick 
MRS.  J.  H.  KIMMEL 
by  Mr.  W.  H.  Kimmel 
MR.  AND  MRS.  S.  P.  CHATMAN 
by  Mr .  W .  H .  Kimmel 
JESSAMINE  ELSWORTH 
by  Mrs  .  Dorothy  Younse 
MRS.  J.  A.  BUCKLIEW 
by  Mr.  &Mrs.  W.F.  Hardine 
by  Mr.  &  Mrs  .  Bunk  D .  Smith 
by  Mr.  &  Mrs  .  R  .  M.  Rembert 
MR.  k  MRS.  W.  F.  FRAZIER 
by  Mr .  &  Mrs  .  C .  C .  Trisler 
MRS.  JOHN  D.  FRAZAR,  SR. 
by  Mr.  &  Mrs .  J.  L.  Dunaud,  Jr. 
by  "Maye  Youngblood"  Unit  of  DeRidder 
Wesleyan  Service  Guild 
ELTON  H.  LEACH,  SR. 

by  Mr .  &  Mrs .  Albert  S .  Wright,  Jr . 
MISS  ALMA  BURK 
by  Ladies  Bible  Class,  Trinity 
Methodist  Church,  Ruston 
JOHN  B.  BAUCUM 
by  Mrs  .  Betty  Baucum  Jackson 
MR.  AND  MRS.  R.  A.  WATERS 
by  Mr .  and  Mrs  .  F .  B .  Waters 
MR.  AND  MRS.  G.  W.  JONES 
by  Mr.  k  Mrs  .  F.  B.  Waters 
N.  F.  BALLAY,  SR. 

by  Mr.  and  Mrs  .  N.  F.  Ballay,  Jr. 
MRS.  E.  M.  TOLER 
by  Mr.  &Mrs.  W.  T.  Bowles 
J.  A. BOYETT 

by  Mr.  &Mrs.  R  M.  Rembert 
MRS.  B.  D.  ILGENFRITZ 
by  Mr.  k  Mrs .  Jack  Ellis 
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He  who  lives  only  to  benefit  himself 
confers  on  the  world  a  benefit  when 
he  dies. — Tertullian 


T.  D.  WEAVER 
by  Mrs.  T.  D.  Weaver 
C.  P.  DERVELOY 
by  Mrs .  Grace  B .  Derveloy 
MRS.  LEANDERH.  PEREZ,  SR. 

by  Mr.  &Mrs.  Geo.  D.  Williams 
SAM  PORTER 

by  Mr.  &  Mrs  .  Geo.  D,  Williams 
J.  L.  FARQUE 
by  Mrs  .  J.  L.  Farque 
MRS.  J.  W.  JONES 
by  Miss  Cheryl  Lynn  Cook 
GEORGE  B.  CAMPBELL 
by  Mr .  &  Mrs .  Peter  Quin 
by  The  Wiginton  Family 
by  Mr .  k  Mrs .  J .  Kelly  Ferris 
MRS.  EMILE  ROUX 
by  Miss  Iris  Pichnic 
MRS.  ETHEL  CLAYTON  CAMPBELL 
by  Mr .  &  Mrs  .Scott  Mathews 
ARTHUR  T.  PRICE 
by  Mr .  Roy  L .  Price 
MRS.  MINNIE  L.  SPEED 
by  Mrs .  Ralph  M  .  Faulkinberry 
MISS  LAURA  ELIZABETH  WARD 
by  Mr .  &  Mrs  .  Wm .  E .  Ward 
by  Mr .  k  Mrs  .  Paul  Wallace 
by  Mr.  k  Mrs .  Jim  Thompson 
TOM  O.  CROSBY,  SR. 

by  Mr.  k  Mrs  .  V.  J.  French 
MRS.  BERTHA  LOBB 
by  Cheerful  Circle  Class  of  First 
Methodist  Church,  Ponchatoula 
MRS.  ANNETTE  McCALEB 
by  Mr .  Bert  J .  O  'Rourke 
DR.  ADRIAN  SEREX 
by  New  Orleans  District  Parsonettes 
MRS.  RAUSA  M.  ROSS 
by  New  Orleans  District  Parsonettes 
JOSEPH  W.  SIMON,  SR. 

by  Mr.  k  Mrs  .  A.  S.  Sonntag 
MRS .  ONEITA  CLARY 
by  Mangum  Chapel  W.S.C.S. 

MRS.  M.  C.  WHITING 
by  Mrs .  Norma  Jung  Moskowitz 
MRS.  NELLIE  NELSON 
by  Harold  E .  Cook 
by  Donald  F .  Rowland 
by  Glenn  R .  Snyder 
JETT  C.  ARTHUR,  SR. 

by  Munholland  Men's  Bible  Class 
W.  SIDNEY  SINGLETON 
by  Mr.  &  Mrs .  Elmo  Koschei 
MRS.  IRENE  JAMES 
by  Mr.  &Mrs.  Geo.  D  Williams 
EDWARD  C.  OLDS 
by  Mr.  &  Mrs  .  Nathan  Moskowitz 
EUGENE  H.  SUMMERS 
by  Mrs  .  Nathan  Moskowitz 
L.  D.  MORGAN 
by  Rev .  &  Mrs .  Bob  Bengtson 
CHARLES  A.  BOTHNER 
by  Mrs .  Wm .  J .  Kuhnell 
LEWIS  RAKER 
by  Mr.  Willis  A.  Baker 
HENRY  WALTHER,  JR. 
by  Mr.  C  C.  Walther 

The  following  are  Honor  gifts : 

MR.  AND  MRS.  J.  C.  GREENE 
by  Mr.  &  Mrs .  John  Hickox 
MRS.  S.  W.  PLAUCHE,  SR. 
by  Miss  Thelma  Cousins 
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To  set  up  self  is  to  deny  Christ; 
to  exalt  Christ  is  to  reject  self.  — 
Sandham 


The  Rev.  and  Mrs.  John  F.  Kilpatrick,  recent  visitors  at  First 
Methodist  Church,  Pineville.  Alexandria  District  Superintendent 
Kilpatrick  brought  the  morning  and  evening  messages  in  the  ab¬ 
sence  of  the  Rev.  Wilson  Watson,  pastor,  who  was  vacationing 
with  his  family. 


Methodist  Buildings  Hit 
By  Fairbanks  Flood 

Floodwaters  of  the  Chena  river 
which  inundated  large  sections  of 
Fairbanks,  Alaska,  in  mid-August 
caused  damage  to  the  three  Methodist 
buildings  in  the  city.  All  Methodist 
personnel,  however,  escaped  injury. 

After  a  visit  to  Fairbanks  August 
21,  Dr.  Meredith  A.  Groves,  superin¬ 
tendent  of  the  Alaska  Methodist  Mis¬ 
sions,  reported  to  the  National  Divi¬ 
sion  of  the  Methodist  Board  of  Mis¬ 
sions.  He  wrote  tersely:  “Devastation 
is  terrible.  The  spirit  of  the  people  is 
high.  More  than  4,000  have  been  eva¬ 
cuated.  Much  needs  doing  immediate¬ 
ly.” 

Though  it  is  too  early  to  give  a  firm 
monetary  estimate  of  property  damage, 
Dr.  Groves  said,  it  will  run  to  thou¬ 
sands  of  dollars.  He  gave  a  summary 
of  damage  to  Methodist  buildings: 

First  Methodist  Church  —  water 
came  between  ceiling  of  basement  and 
floor  of  sanctuary,  but  not  into  the 
sanctuary.  Foundation  also  was  dam¬ 
aged. 

Parsonage  of  the  Rev.  David  Fison, 
pastor  of  First  Church,  and  his  family 
—water  came  one  foot  into  first  floor. 
Damage  to  foundation  and  walls  of 
basement  was  considerable. 

Wesley  Foundation  serving  Meth¬ 
odist  students  at  the  University  of 
Alaska — water  went  almost  to  ceiling 
of  apartment  on  first  floor  of  two-story 
building.  Foundation  and  interior  were 
damaged. 

Dr.  Groves  said  the  first  priority  in 
repair  was  to  board  up  windows  and 
get  heating  plants  and  sewers  oper¬ 
ating  before  the  fall  freeze  in  Fair¬ 
banks. 

To  that  end,  a  team  of  Methodist 
laymen  from  Anchorage  was  scheduled 
to  go  to  Fairbanks  the  last  week  in 
August  to  help  clean  up  the  buildings 
and  help  make  emergency  repairs. 
Final  repairs  cannot  be  completed  until 
next  spring. 

Though  his  report  to  the  National 
Division  dealt  principally  with  damage 
to  Methodist  buildings,  Dr.  Groves 
wrote  that  “the  big  loss  is  not  in 
church  properties  but  in  the  homes  and 
businesses  of  the  people.” 

Nobody  is  giving  up  on  Fairbanks, 
however,  he  said,  as  most  people  are 
going  back,  many  of  them  on  the  An- 
chorage-to-Fairbanks  railroad  which  is 


giving  free  rides  to  refugees  when  they 
are  ready  to  return  to  their  flooded 
city. 

As  for  First  Church,  it  had  to  sus¬ 
pend  worship  services  on  “Flood  Sun¬ 
day,”  August  13,  but  resumed  them 
the  next  Sunday,  Dr.  Groves  wrote. 

The  National  Division  will  respond 
to  the  needs  of  Methodist  people  in 
Fairbanks  according  to  Dr.  J.  Edward 
Carothers,  associate  general  secretary 
of  the  Board  for  the  National  Division. 
Funds  to  help  meet  emergency  ex¬ 
penses  such  as  salaries  are  being  sent 
immediately,  and  the  Division  will  help 
pay  the  expenses  of  the  clean-up  team 
from  Anchorage,  he  said. 

Dr.  Carothers  said  the  Division  is 
making  no  appeal  for  Fairbanks  relief, 
but  that  if  churches  on  their  own  want 
to  give,  they  can  receive  Advance 
Special  credit  for  such  gifts — if  sent 
through  the  annual  conference  trea¬ 
surer  or  direct  to:  Treasurer,  National 
Division,  Methodist  Board  of  Missions, 
475  Riverside  Drive,  New  York,  New 
York  10027. 

In  closing  his  report  on  Fairbanks, 
Dr.  Groves  said:  “One  great  fear  ex¬ 
pressed  here  is  that  the  water  level  will 
not  move  low  enough  before  freeze-up. 
If  this  happens,  the  overflow  area  for 
spring  floods  will  be  limited,  and  next 
spring  at  break-up  time  of  the  winter 
ice  and  snow  might  see  a  much  worse 
flood  than  now.  We  hope  for  a  late 


•CHURCH 
FURNITURE 
•UPHOLSTERED  PEWS 
•PEW  CUSHIONS 


LEIRD-BUILT  CHURCH  FURNITURE  OFFERS 
YOUR  CHURCH  THE  RICH  BEAUTY  OF  THE 
FINEST  NATURAL  WOODS,  UNMATCHED 
CREATIVE  CRAFTSMANSHIP  AND  PERFEC¬ 
TION  IN  DESIGN. 
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INQUIRIES  WELCOME 


1  ^MANUFACTURING 

COMPANY 

2816  WEST  16th  -  LITTLE  ROCK,  ARK. 
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VOLUNTEER 


MISSIONARIES 


From  Colorado 
to  Kenya 

From  cattle  rancher  in  Colorado  to 
mission  pilot  in  Mexico  to  business 
manager  of  a  key  ecumenical  enter¬ 
prise  in  Africa.  That’s  the  story  of 
Wayne  Luben,  Methodist  layman  who 
with  his  wife  has  begun  a  two-year 
hitch  as  a  volunteer  missionary  at  the 
All  Africa  Conference  of  Churches’ 
Broadcast  Training  Center  in  Nairobi, 
Kenya. 

Mr.  and  Mrs.  Luben  have  joined  a 
program  that  is  training  Africans  from 
throughout  the  vast  continent  in  the 
techniques  of  Christian  communica¬ 
tion  through  the  mass  medium  of 
radio. 

Sponsored  by  several  Protestant  de¬ 
nominations,  the  Broadcast  Training 


Center  is  supported  by  The  Methodist 
Church  in  both  personnel  and  funds. 
The  director  is  a  Methodist  missionary- 
communicator  from  Dallas,  Tex.,  the 
Rev.  H.  T.  Maclin,  and  the  World  Di¬ 
vision  of  the  Methodist  Board  of  Mis¬ 
sions  has  provided  $45,000  toward  the 
first  $110,000  investment  in  the  Cen¬ 
ter. 

The  Lubens’  10,000-mile  jump  from 
Clifton,  Colo,  (near  Grand  Junction), 
resulted  from  their  desire  to  partici¬ 
pate  personally  in  the  world  Christian 
mission  and  the  interest  of  the  World 
Division.  Mr.  and  Mrs.  Luben  retired 
three  years  ago  from  cattle-ranching, 
bought  a  home  in  Clifton  and  became 
active  in  the  Cross-roads  Methodist 
Church  there.  But  for  the  past  two 
winters  he  has  been  a  volunteer  mis¬ 
sion  pilot  for  the  Reformed  Church  in 
America  in  jungles  of  Mexico. 


They  learned  of  the  need  of  Nairobi 
through  Mr.  Luben’s  brother,  Dr.  Bar- 
nerd  Luben,  director  of  RAVEMCCO 
(Radio,  Visual  Education  and  Mass 
Communications  Committee)  of  the 
National  Council  of  Churches.  RAVE¬ 
MCCO  sponsors  the  Nairobi  Center. 
The  Lubens  decided  to  “retire”  to 
Nairobi  for  two  years,  as  they  had  to 
Mexico,  and  the  Methodist  World  Di¬ 
vision  provided  transportation  to  the 
African  city. 

They  arrived  in  Nairobi  in  June, 
shortly  before  the  fourth  annual  course 
in  radio  scriptwriting  was  to  begin. 
They  plunged  into  the  job  of  getting 
the  Center  ready  for  the  incoming  class 
and  also  into  the  task  of  learning 
Swahili. 

While  the  Lubens  traveled  10,000 
miles  to  the  Nairobi  Training  Center, 
15  students  from  nine  countries  in 
Africa,  including  Madagascar,  traveled 


over  17,000  miles  by  plane,  train  and 
bus  to  attend  the  radio  course. 

They  represented  a  wide  range  of 
church  backgrounds  —  Methodist, 
Evangelical,  Roman  Catholic,  Luther¬ 
an,  Pentecostal,  Ethiopian  Orthodox 
and  Anglican.  In  the  six-month  inten¬ 
sive  course,  they  will  learn  how  to 
communicate  the  Christian  faith  both 
directly  and  indirectly  to  an  unseen 
radio  audience  that  is  still  largely  non- 
Christian.  The  students,  varying  in  age 
from  23  to  41,  speak  20  different 
languages. 

The  course  is  intended  for  persons 
who  are  working  in  broadcasting  and 
associated  fields.  The  emphasis  is  on 
writing  and  producing  radio  scripts 
such  as  panels,  interviews,  devotionalS, 
forums,  drama  and  features  on  subjects 
both  of  general  interest  and  of  Chris¬ 
tian  witness. 
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Missionary 

specialist 

couples 

Continuing  a  trend  toward  broaden¬ 
ing  the  kinds  of  missionaries  it  sends' 
out,  the  World  Division  of  the  Meth¬ 
odist  Board  of  Missions  will  send  out 
this  fall  seven  missionary  couples  as 
short-term  specialists  and  technicians. 
They  range  from  an  electronics  techni¬ 
cian  to  an  expert  in  pastoral  counsel¬ 
ing. 

In  late  1966,  the  World  Division 
adopted  a  policy  of  sending  out  not 
only  (as  previously)  career  missionaries 
and  young  three-year  workers  (3s),  but 
also  of  finding  and  using  trained,  ex¬ 
perienced  specialists.  Such  personnel 


Would  meet  a  specific  need  and  stay 
for  a  limited  time;  some  might  then 
move  on  to  a  new  but  similar  assign¬ 
ment  in  another  country. 


The  personnel  listings  of  the  World 
Division  for  1967  announced  a  need 
for  a  cadre  of  20  specialists  and  tech¬ 
nicians.  In  the  past,  the  Division  sent 
out  specialists  on  an  individual  basis 
Dut  made  no  over-all  effort  in  recruit¬ 
ment;  in  1967  recruitment  of  special¬ 
ists  is  being  undertaken.  (Though  the 
number  of  short-term  specialists  is 
expected  to  grow,  it  is  also  expected 
that  the  career  missionary  will  continue 
to  comprise  the  bulk  of  Methodism’s 
overseas  missionary  force.) 


Further  indication  that  the  World 
Division  is  broadening  its  categories 


of  missionaries  came  from  the  Divi¬ 
sion’s  top  administrator.  Dr.  Tracey  K. 
Jones,  Jr.,  who  told  the  annual  Meth¬ 
odist  New  and  Furloughed  Missionary 
Conference  at  Greencastle,  Ind.,  in 
June  that  the  Division  may  be  sending 
out  “world-oriented  specialists,  mis¬ 
sionary  mavericks  and  secular  mis¬ 
sionaries.”  He  said  the  Division  may 
also  need  to  develop  a  task  force  of 
2,000-3,000  short-term  specialists,  set 
up  with  computer  aid,  willing  to  go 
anywhere  on  quick  notice  to  do  a  spe¬ 
cific  job  of  from  six  weeks  to  six  years’’ 
duration. 

That  the  talk  about  broadening  mis¬ 
sionary  categories  is  not  just  talk  but 
also  involves  action  is  seen  not  only 
in  the  new  policy  of  seeking  out  speci¬ 
alists  but  also  in  the  person  of  the 
seven  couples  now  preparing  for  ser¬ 
vice  in  five  countries.  The  14  new  mis¬ 
sionaries  include  a  hospital  adminis¬ 


trator,  an  electronics  technician,  a  high 
school  principal,  teachers,  two  con¬ 
struction  and  maintenance  technicians, 
a  nurse,  and  a  specialist  in  pastoral 
counseling  and  psychology. 

Six  of  the  couples  will  serve  for 
three  years  each,  and  one  couple  will 
go  out  for  one  year.  Four  couples  will 
be  missionaries  on  special  appoint¬ 
ment,  and  three  couples  will  be  classed 
as  mission  volunteers  on  special  as¬ 
signment.  Five  couples  spent  six  weeks 
this  summer  in  an  ecumenical  mission¬ 
ary  training  program  at  Drew  Univer¬ 
sity  Theological  Seminary,  Madison, 
N.J.,  in  preparation  for  overseas  ser¬ 
vice.  The  program  was  operated  by 
the  Division  of  Overseas  Ministries  of 
the  National  Council  of  Churches. 

The  seven  couples  will  serve  in  the 
Congo,  Pakistan,  India,  Singapore  and 
Korea. 
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Young  men 
and  women 


A  variety  of  ministries  in  the  Chris¬ 
tian  world  mission  will  be  performed 
by  26  young  men  and  women  who  will 
leave  this  fall  to  begin  three  years  of 
Methodist  missionary  service  overseas. 

The  young  missionaries,  called  “3s” 
because  of  their  three-year  term  of  ser¬ 
vice,  will  go  to  14  countries  of  Africa, 
Asia  and  Latin  America.  They  will 
participate  in  the  Christian  mission  by 
engaging  in  various  types  of  service 
including  teaching,  social  work,  nurs¬ 
ing,  economic  development,  library 
service,  agricultural  demonstration, 
youth  work  and  church  development. 
The  group  brings  to  997  the  number 
of  3s  who  have  served  in  the  Methodist 
special-term  missionary  program  since 


it  was  started  in  1948. 

This  year’s  group  of  3s  comprises 
principally  single  young  men  and  wo¬ 
men,  most  of  whom  are  1967  college- 
graduates.  However,  there  are  two 
couples,  this  being  only  the  second 
year  that  husband-and-wife  teams  have 
been  among  the  3s. 

The  1967  group  of  3s  is  one  of  the 
most  ecumenical  in  the  19-year  history 
of  the  program.  Though  most  are 
Methodists,  denominational  back¬ 
grounds  include  Evangelical  United 
Brethren,  Southern  Baptist  and  Church 
of  the  Brethren.  All  will  serve  under 
the  World  Division  of  the  Methodist 
Board  of  Missions. 


The  3s  represent  15  states:  Ala¬ 
bama,  California,  Delaware,  Illinois, 
Indiana,  Iowa,  Kentucky,  Mississippi, 
Montana,  North  Carolina,  Ohio,  Penn¬ 
sylvania,  Tennessee,  Texas  and  Vir¬ 
ginia. 

They  will  serve  in  14  countries: 
Taiwan,  the  Congo,  Hong  Kong,  Viet¬ 
nam  (with  the  ecumenical  relief  pro¬ 
gram  of  Vietnam  Christian  Service), 
Rhodesia,  Mexico,  Malaysia,  Korea, 
Liberia,  India,  Japan,  Panama,  Okin¬ 
awa  and  Singapore. 

For  six  weeks  this  summer,  the  3s 
have  received  intensive  training  for 
their  overseas  service  in  an  ecumenical 
orientation  program  at  Drew  Univer¬ 
sity,  Madison,  N.J. 
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Mrs.  Julia  H.  Wilcox 

Funeral  services  were  held  in  Mal¬ 
vern  on  August  26  for  Mrs.  Julia  H. 
Wilcox,  widow  of  the  late  Rev.  Dyle 
L.  Wilcox,  a  member  of  the  Little  Rock 
Annual  Conference  for  many  years. 
She  had  been  living  in  Dallas  for  about 
two  years  before  her  death  there  on 
August  25.  She  was  the  mother  of 
Mrs.  C.  Wayne  Banks,  one  of  the 
faculty  members  of  Perkins  School  of 
Theology. 

Funeral  services  were  conducted  by 
the  Rev.  Thomas  A.  Abney  and  the 
Rev.  O.  W.  Hoover.  She  still  counted 
Malvern  as  her  home,  and  her  mem¬ 
bership  was  in  the  Rockport  Methodist 
Church. 

Other  survivors  are:  one  son,  M/Sgt. 
Carl  D.  Wilcox,  Perrin  Air  Force  Base, 
Sherman,  Tex.;  two  other  daughters, 
Mrs.  Charles  W.  Brandenburg,  Jr.  of 
Hot  Springs,  Ark.,  and  Mrs.  Pierre  C. 
Pawlak  of  Whittier,  Calif.;  two  broth¬ 
ers,  D.  W.  Hoskins  and  Hardy  A. 
Hoskins,  both  of  Malvern;  two  sisters, 
Mrs.  Floyd  L.  Worley  of  Wilmington, 
Calif,  and  Mrs.  Wallace  E.  Jones  of 
Malvern,  and  twelve  grandchildren, 
t 


George  F.  McClellan 

It  was  the  privilege  of  the  writer  to 
serve  in  his  early  ministry  as  pastor 
of  the  George  F.  McClellan  family. 
Mr.  McClellan  passed  away  July  13, 
at  the  age  of  85  years. 

He  lived  at  Stamps,  Ark.  most  of 
his  life.  His  health  had  failed  by  1961 
to  the  extent  that  it  seemed  necessary 
for  him  to  move  to  a  nursing  home.  He 
moved  to  the  Taylor,  Ark.  Nursing 
Home  where  he  resided  until  last 
February;  he  moved  then  to  the  Kil¬ 
gore  Vetters  Nursing  Home  of  Mal¬ 
vern,  Ark.  where  he  lived  at  the  time 
of  his  death. 

Someone  in  writing  of  his  life  fol¬ 
lowing  his  death  said:  “he  and  his 
faithful  wife  who  preceded  him  to  the 
life  beyond  about  18  years  ago  were  de¬ 
vout  members  of  the  Sardis  Methodist 
Church  of  Stamps,  Ark.  They  were 
faithful  members  and  workers  in'  the 
church  for  more  than  50  years.  He 
served  as  a  member  of  the  board  of 
stewards,  and  the  board  of  trustees 
many  years.”  Another  said  of  him  af¬ 
ter  the  Lord  called  him  from  this  life 
to  his  home  beyond,  “Mr.  McClellan 
was  loved  by  all  who  knew  him  as  a 
neighbor  and  churchman.” 

Memorial  services  were  conducted 
for  him  in  the  Sardis  church  by  the 
Rev.  Charles  Walthal,  a  former  pastor, 
and  the  present  pastor  of  the  church, 
the  Rev.  John  Rushing.  Burial  was 
in  the  Sardis  Cemetery. 

He  is  survived  by  five  daughters, 
Mrs.  G.  D.  Chastain  and  Mrs.  N.  W. 
Price  of  Camden,  Ark.,  Mrs.  Hilliard 
Baker  of  Springhill,  La.,  Mrs.  M.  W. 
Rogers  of  Texarkana,  Ark.,  10  grand¬ 
children  and  14  great  grandchildren. 

— W.  O.  Tisdale 
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Usually  he  is  most  empty  who  is- 
most  full  of  himself. — Lawson 


Dr.  Thomas  B.  Lugg 

EVANSTON,  Ill.— Dr.  Thomas  B. 
Lugg,  retired  general  treasurer  of  The 
Methodist  Church  and  general  secre¬ 
tary  of  its  Council  on  World  Service 
and  Finance,  died  at  his  home  here 
August  30.  He  was  77  and  had  been 
in  failing  health  for  several  years. 

Dr.  Lugg  retired  in  1960  after  16 
years  in  the  general  church  post.  Prior 
to  assuming  those  responsibilities  he 
had  served  as  a  pastor  in  Sadorus, 
LeRoy,  Springfield,  Mattoon  and  De¬ 
catur,  Ill.,  was  superintendent  of  the 
Quincy  and  Jacksonville  districts,  and 


was  a  chaplain  attached  to  the  U.  S. 
Marine  Corps  from  1917  until  1919. 

Funeral  services  were  held  Septem¬ 
ber  2  in  White  Hall,  Ill.,  and  memorial 
service  September  6  in  Evanston.  The 
family  has  suggested  that  persons  de¬ 
siring  to  make  memorial  gifts  desig¬ 
nate  them  for  either  Methodist  World 
Service,  1200  Davis  St.,  Evanston,  or 
MacMurray  College,  Jacksonville,  Ill. 

A  native  of  Salem,  Wise.,  Dr.  Lugg 
held  degrees  from  Northwestern  Uni¬ 
versity  and  Garrett  Biblical  Institute 
here  and  Illinois  Wesleyan  University, 
Bloomington.  He  served  as  a  trustee 
of  Northwestern,  Illinois  Wesleyan  and 


MacMurray  College. 

At  the  time  of  his  retirement  as 
general  treasurer  of  the  church,  Bishop 
Charles  W.  Brashares  paid  tribute  to 
Dr.  Lugg  as  “one  who  holds  every¬ 
thing  together  and  whom  we  hold  in 
high  reverence  and  profound  respect.” 
A  colleague  termed  him  “a  great 
church  statesman.”  The  1960  General 
Conference  gave  him  a  five-minute 
standing  ovation  in  recognition  of  his 
service  to  Methodism. 

Survivors  include  his  wife,  Lucile, 
and  two  daughters,  Mrs.  Elizabeth  L. 
Morrison  and  Mrs.  Susan  L.  Smith, 
both  of  Evanston. 


BABCOCK  *  WILCOX  MODEL  OF 
NUCLEAR  STEAM  SUPPLY  SYSTEM 


You  can  see  the  Future  happening 
in  the  Arkansas  River  Valley 

On  the  north  bank  of  Dardanelle  Reservoir  on  the  Arkansas 
River  five  miles  west  of  Russellville  is  the  site  where 
Arkansas  Power  &  Light  Company  plans  to  build  an  800,000- 
kilowatt  nuclear  power  plant  —  the  first  one  for  the 
Southwest. 

This  $140  million  project  will  create  500  jobs  during 
the  1968-72  construction  period,  $30  million  in  total  pay¬ 
rolls,  local  contracts  and  purchases.  Just  after  the  site 
announcement,  Editor  Bill  Newsom  of  the  Russellville 
Courier-Democrat  made  these  comments  in  “BANTER”: 

“Another  extremely  significant  aspect  of  the  plant  investment 
is  the  continuing  revenues  it  will  provide  to  help  finance  schools 
and  other  programs  financed  by  property  taxes.” 

Just  a  reminder  by  Editor  Newsom  that  investor-owned 
power  projects  pay  full  taxes.  They  generate  both  electric 
energy  and  tax  revenues  to  support  schools  and  public 
services.  One  of  the  ways  AP&L  is  your  partner  in  helping 
make  your  better  future  happen! 
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Sherrie  and  Denise  Pullen  re¬ 
ceive  perfect  attendance  awards 
from  Jonesboro  Methodist  Church 
School  Superintendent  John  Hall 
at  Promotion  Day  service,  August 
27.  Sherrie  (left)  has  eight  con¬ 
secutive  years  of  100%  atten¬ 
dance;  Denise  has  six.  Shown 
with  them  are  their  parents,  Mr. 
and  Mrs.  Glenn  Pullen. 


Kent  Kilbourne  (center),  folk 
singer  from  Wilmore,  Kentucky, 
gave  a  concert  featuring  music 
and  Christian  witness  before  an 
MYF  sub-district  meeting  at 
Jonesboro  Methodist  Church  re¬ 
cently.  Elmo  Cox  (left)  was  sum¬ 
mer  youth  director,  and  Sharon 
Burns  (right)  was  MYF  president. 


Vacation  Church  School  group  at  Eddy  Justiss  Memorial  Methodist  Church, 
Trout. 


The  Leadership  Training 
School  introducing  New 
Day  material  at  Lakeview 
Methodist  Church,  Shreve¬ 
port.  Mrs.  Ted  Packwood 
conducted  the  school, 
assisted  by  Mr.  Pack- 
wood. 


The  New  Day  begins! 

(Below  are  pictures  of  Adult  Church  School  classes 
in  Louisiana  Conference  using  the  new  literature  for 
the  first  time.) 


Adult  Class,  Urania  Methodist  Church. 


Men's  Class,  01  la  Methodist  Church,  taught 
by  Omer  Strong. 


Jubilee  Class,  Mangum  Memorial  Methodist 
Church,  taught  by  Mrs.  Eleanor  Cassell. 
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Scenes  at  the  Consultation  on  Church  and 
Community  Life,  Columbus,  0.,  Sept.  5-8: 
LEFT:  the  Rev.  George  Pearce,  Jr.,  Dr. 
R.  Leonard  Cooke,  the  Rev.  Roy  Mouser, 


the  Rev.  William  R.  Irving,  Jr.,  and  the 
Rev.  William  B.  Shaw;  CENTER:  looking 
over  the  Ohio  State  stadium,  the  Rev.  K. 
G.  Rorie,  Walter  P.  Harris,  and  Dr.  Carl 
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F.  Lueg;  RIGHT:  the  Rev.  and  Mrs.  Gar¬ 
land  C.  Dean,  Jr.,  the  Rev.  Carl  L.  Lipe, 
Ray  Urban  and  Cecil  Bland. 


Louisiana 

(Dethobist 

19th  YEAR  THURSDAY,  SEPTEMBER  21,  1967 

Swimming  pool  dedicated  at  St.  Mark 
Camp,  Saturday.  September  16 


Louisiana  well 
represented  at 
Columbus  meeting 

A  total  of  39  representatives  of  the 
Louisiana  Methodist  Conference  at¬ 
tended  the  “National  Consultation  on 
the  Church  in  Community  Life,”  which 
was  held  in  Columbus,  Ohio,  Sep¬ 
tember  5th-8th.  They  were  among  al¬ 
most  2,000  persons  there  at  the  Con¬ 
sultation  which  was  sponsored  by  17 
cooperating  Protestant,  Catholic  and 
ecumenical  organizations,  and  in  co¬ 
operation  with  the  Ohio  State  Uni¬ 
versity. 

Present  were:  From  ALEXANDRIA 
DISTRICT:  Rev.  John  F.  Kilpatrick, 
Superintendent;  Rev.  George  Sherman, 
Olla,  La.,  Rev.  Ed.  House,  Glenmora, 
La.,  and  Charles  Goodgame,  Pineville, 
La.  From  BATON  ROUGE  DIS¬ 
TRICT:  Rev.  Bentley  Sloane,  superin¬ 
tendent;  Rev.  John  C.  Bonds,  Green- 
burg,  La.,  Rev.  Carl  L.  Lipe,  Ponch- 
atoula,  La.  and  Col.  Roscoe  Holland. 
From  LAFAYETTE  DISTRICT:  Dr. 
Henry  Bowden,  superintendent;  Rev. 
Conrad  Edwards,  Rayne,  La.,  Rev. 
Sale  Lilly,  Patterson,  La.,  and  Walter' 
Bruner,  Branch,  La.  From  LAKE 
CHARLES  DISTRICT:  Dr.  Leonard 


Bishop  Aubrey  G.  Walton  dedicated 
the  Carmel  P.  Tackaberry  swimming 
pool  Saturday,  September  16,  at  Camp 
St.  Mark  near  Covington.  The  event, 
which  began  at  2  p.m.,  was  the  ful¬ 
fillment  of  a  dream  expressed  more 
than  five  years  ago. 

The  camp,  property  of  St.  Marks 
Community  Center  in  New  Orleans, 
for  several  years  has  provided  small 
group  summer  experiences  for  children 
of  the  city.  The  pool  was  opened  last 
year  to  enhance  further  the  enjoyment 


of  the  campers. 

It  is  fitting  that  the  pool  should 
be  named  in  memory  of  Mrs.  Tacka¬ 
berry.  An  active  member  of  St.  Mark’s 
Methodist  Church,  she  was  vitally  in¬ 
terested  in  the  camp.  The  following 
tribute  was  paid  to  her  at  the  dedica¬ 
tion  by  Fae  Daves,  former  director 
of  the  community  center: 

“It  is  with  warmth  and  love  and 
pleasure  that  those  of  us  who  were 
privileged  to  know  Mrs.  Charles 
Tackaberry,  affectionately  known  to 
us  as  Carmel,  remember  her  today 
as  friend  and  co-worker  at  St. 
Mark’s  Church,  Community  Center, 
and  district  and  conference  Wom¬ 
an’s  Societies  of  Christian  Service. 
All  who  knew  her  will  remember 
Carmel  as  a  young  woman  who 
loved  life,  was  enthusiastic  and  will¬ 
ing  to  give  herself  to  a  cause  or 
project  in  which  she  believed.  She 
had  a  deep  Christian  faith. 

It  was  in  the  fall  of  1948  that  I 
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ANNOUNCEMENT 
Bishop  Aubrey  G.  Walton  has 
announced  that,  at  his  request  and 
because  of  illness,  the  Rev. 
George  W.  Harbuck  has  been  re¬ 
leased  from  the  pastorate  of  First 
Methodist  Church,  Monroe,  ef¬ 
fective  September  15. 

In  the  interim,  until  another 
appointment  is  made.  Dr.  H.  L. 
Johns  will  be  in  charge  of  the 
work  at  First  Methodist  Church, 
Monroe. 


Moral  and  Civic 

Foundation 

anniversary 

Dr.  Tom  Shipp,  pastor  of  the  Lov¬ 
er’s  Lane  Methodist  Church  of  Dal¬ 
las,  Texas,  will  be  the  featured  speak¬ 
er  Sept.  25  at  the  annual  meeting  of 
the  Louisiana  Moral  and  Civic  Foun¬ 
dation  in  Alexandria. 

The  occasion  also  marks  the  25th 
anniversary  of  the  foundation,  and  a 
noon  luncheon  honoring  the  founders 
is  being  planned,  according  to  Mark 
A.  Lower,  LMCF  executive  director. 

Dr.  J.  D.  Grey,  pastor  of  the  First 
Baptist  Church  of  New  Orleans,  one  of 
the  LMCF  organizers,  will  preside  at 
the  luncheon. 

Dr.  Shipp  is  a  native  of  New  Mex¬ 
ico  and  has  pastored  the  Dallas  church 
since  1945.  His  congregation  in  1966 
numbered  6,500. 

He  is  a  graduate  of  the  Southern 
Methodist  University  Perkins  School 
of  Theology  and  received  his  doctor  of 
divinity  degree  from  Texas  Wesleyan 
College  in  1964.  Drury  College, 
Springfield,  Mo.,  where  he  received 
his  undergraduate  degree,  conferred 
upon  him  the  doctor  of  humanities 
degree  in  1965. 

Dr.  Shipp  has  written  and  spoken 
extensively  on  alcoholism  and  related 
subjects  throughout  the  country.  He 
is  the  author  of  “Helping  the  Alco¬ 
holic  and  his  Family,”  published  by 
Prentice-Hall  in  1963  and  now  avail¬ 
able  in  a  paperback  edition. 

Dr.  Shipp  was  the  Dallas  Junior 
Chamber  of  Commerce’s  “Man  of  the 
Year”  in  1954,  after  being  presented 
the  organization’s  distinguished  ser- 


Cooke,  superintendent;  Rev.  William 
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Participating  in  the  dedication  of  the  Carmel  P.  Tackaberry  pool  at 
St.  Mark  Camp,  September  16,  were:  Tom  Vastine,  president  of  the 
board  of  the  center;  Louise  Sharp,  director  of  the  center;  the  Rev. 
Lloyd  A.  Foreman,  former  pastor  at  St.  Mark’s;  Charles  J.  Tacka¬ 
berry,  Fae  Daves,  former  director  of  the  center,  the  Rev.  Rupert  D. 
Coles,  pastor  of  St.  Mark’s  Methodist  Church;  Mrs.  Carl  Gallaher, 
treasurer  of  the  board,  and  Bishop  Aubrey  G.  Walton. 


Please  turn  to  page  12. 
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THE  CHURCH  SCHOOL  AND  THE  HOME 
BELONG  TOGETHER 

SOME  YEARS  ago  Bishop  Hazen  G.  Wemer 
closed  a  National  Methodist  Family  Life  Con¬ 
ference  with  a  message  entitled  “The  Church 
and  Home  Belong  Together.”  Rdpidly  developing 
events  since  that  time  hav§  maide  the  idea  even 
more  relevant  as  we  sj$eak  today  of  our  emphasis 
on  Christian  Education  and  of  the  utter  necessity 
of  Church  School  teachers’  and  parents’  seeing  how 
they  must  become  part  of  a  time. 

Following  the  Supreme  Court  decision  concern¬ 
ing  prayer  and  Bible  reading  in  the  public  schools, 
voices  everywhere  spoke  of  the  new  challenge  thdt 
now  confronted  the  home.  The  “man  on  the  street” 
seemed  to  take  it  for  granted  that  the  teaching  of 
religion  belonged  in  the  home.  Numerous  surveys 
were  taken  on  college  campuses  and  elsewhere  un¬ 
derscoring  that  same  conclusion.  Even  some  minis¬ 
ters  championed  the  new  point  of  view  assuming 
that  the  parents  in  their  constituencies  could  carry 
on  such  a  teaching  function.  Our  question  is,  “Just 
how  many  homes  are  set  up  today  to  implement 
such  a  curriculum?”  Gradually  our  Church  School 
materials  have  been  working  toward  the  end  of 
sharing  the  privilege  of  teaching  in  the  home,  but 
we  have  an  idea  this  is  still  being  effective  in  only 
a  minority  of  homes.  There  is  still  to  come  that 
dramatic  facing  up  to  this  need  in  relation  to  the 
nation’s  children  that  we  have  not  yet  seen— and 
which  the  Church'  School  workers  and  literature 
cannot  create  alone.  This  will  not  be  achieved  by 
observing  Christian  Education  Week,  1967,  and 
then  moving  on  to  a  next  interest.  This  must  re- 
-IGau*  our  interest  uncir  a  major  breakthrough  is 


achieved. 

There  have  been  outstanding  periods  in  history 
when  parents  were  unusually  successful  in  educat¬ 
ing  their  children  in  the  faith.  We  know,  of  course, 
that  we  cannot  turn  time  back  to  any  one  of  them. 
However,  it  is  not  beyond  the  realm  of  reason  to 
believe  that  as  sophisticated  and  adaptible  an  age 
as  ours  can  find  an  up-to-date  means  of  achieving 
the  same  purposes.  In  Old  Testament  times  the 
parent  in  the  home  carried  the  primary  responsi¬ 
bility  for  the  education  of  the  children  in  spiritual 
matters.  Again  during  the  Reformation  the  home 
came  into  prominence  and  both  parents  were  ex- 


TWO  PARALLEL  NEEDS 


pected  to  guide  the  children  and  young  people  in 
the  study  of  the  Bible  and  the  catechism  and  to 
lead  them  regularly  in  worship.  Robert  Bums  pic¬ 
tures  the  activities  in  a  rural  home  in  Scotland  in 
“The  Cotter’s  Saturday  Night”  as  he  described  ther 
members  of  the  family  gathered  round  the  table 
after  the  evening  meal  as- 

“The  priest-like  father  reads  thb*  sacred  page, 

How  Abram  was  the  friend  of  God  on  high;” 

After  a  long  period  of  reaction  against  any  dis-" 
eipline  concerning  religion  in  the  home,  we  have 
now  reached  a  day  in  which  we  are  anxious  for 
someone  to  tell  us  how  to  do  something  effective 
in  this  matter.  There  is  little  likelihood  that  many 
children  are  today  being  injured  by  having  religion 
forced  upon  them  in  the  home.  Having  seen  an 
abdication  by  Christian  parents  of  this  function  as 
ministers  of  faith  to  their  children,  the  pendulum 
must  now  be  aided  in  its  swing  the  other  way. 
Modern  inventions  and  changed  habits  have  altered 
our  lives  to  such  a  degree  that  most  parents  feel 
deprived  of  some  of  the  privileges  their  parents 
knew.  The  functions  of  the  family  have  been 
stripped  from  it  one  by  one  like  layers  from  an 
onion.  Members  of  the  family  have  gone  in  every 
direction.  At  the  same  time,  the  impression  has 
gone  abroad  that  the  intelligent  thing  to  do  is  to  let 
children  and  young  people  work  things  out  for 
themselves  without  interference  of  any  kind.  There 
have  been  those  who  concluded  that  it  was  far 
better  to  say  nothing  to  them  about  the  Christian 
faith  than  to  run  the  risk  of  exerting  an  unfair 
or  unhealthy  influence  upon  them. 

Now  we  are  getting  a  little  more  judgment 
in  these  matters.  We  have  discovered  that  it  doesn’t 
really  make  sense  for  this  to  apply  only  in  respect 
to  religion.  Even  the  most  intelligent  parent  is  un¬ 
likely  to  feel  any  need  to  conceal  from  his  children 
his  convictions  concerning  international  affairs, 
concerning  policies  to  be  followed  in  the  community 
or  in  the  state,  concerning  the  right  use  of  money 
and  time,  and  concerning  a  wide  variety  of  personal 
habits. 

As  we  face  the  new  challenges  which  the  home 
and  the  Church  School  have  for  each  other,  an 
increasing  number  of  parents  are  coming  to  see  that 
it  is  a  delusion  to  think  that  if  they  say  nothing 
about  religion  they  will  have  no  religious  influence 
on  their  children.  Remember,  it  is  impossible  for 
a  child  not  to  notice  what  his  parents  value  most 
in  life.  If  their  one  consuming  passion  is  business 
or  social  success,  he  knows  it.  If  God  comes  first, 
taking  precedence  over  business  achievement  and 
social  ambition,  he  knows  that.  The  Church  School 
has  little  likelihood  of  breaking  through  narrow  pat¬ 
terns  which  the  parents’  example  fastens  upon  the 
child. 

The  Church  School  and  the  home  belong  to¬ 
gether. 
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OUTSTANDING  IN  BAD  TASTE 

The  September  issue  of  Esquire,  in 
an  attempt  to  “go  all  out”  with  an  edi¬ 
tion  dedicated  to  the  hippies  and  the 
colleges,  seems  to  us  to  have  reached 
a:  new  depth  in  bad  taste  with  its 
pictorial  section  entitled  “The  New 
Roomies:  Boys  and  Girls  Together.” 
In  case  the  title  doesn’t  self-explain  to 
you,  here  are  four  full-page  pictures  of 
college  couples  who  lived  together  on 
the  campuses  of  major  universities  last 
year  without  the  benefit  of  matrimony. 
Now,  how  much  lower  can  you  go 
than  that  in  a  selection  of  “Who’s  Who 
in  the  American  College!” 

A  columnist  feels  ipore  secure  when 
he  discovered  that  at  least  one  other 
person  agrees  with  him,  and  in  this 
case  we  quote  New  York  Times  col¬ 
umnists,  Russell  Baker,  who  wrote  on 
August  31,  “Esquire’s”  unwed  house¬ 
mates  are  either  hopeless  innocents  or 
very  bad  gamblers.  In  the  first  place, 
if  the  girls  knew  anything  at  all  about 
magazines,  they  would  have  realized 
that  Esquire  is  the  kind  of  publication 
that  lies  around  barber  shops  for  years. 

“One  of  these  days  one  of  the  girls 
is  likelyto  get  married  to  a  man  other 
than  the  one  she  lived  with  at  col¬ 
lege.  He  will  probably  be  the  kind  of 
man  who  gets  his  hair  cut.  One  day, 
after  five  or  six  years  of  marriage, 
while  waiting  for  Luigi’s  chair,  he  will 
pick  up  this  particular  issue  of  Esquire, 
open  it — well,  he  probably  won’t  wait 
for  Luigi.  .  .  .  Wives  have  been  shot 
on  flimsier  evidence.” 

(Before  any  of  my  ministerial 
brethren  start  clucking  their  tongues 
at  me  for  even  looking  inside  Esquire, 
I  take  the  pledge  on  John  Wesley’s 
Journal  that  there  isn’t  one  girlie  pic¬ 
ture  in  the  magazine.) 

The  writer  goes  on  to  say  in  his 
column  that  “The  men  pictured  in 
Esquire  are  slightly  safer,  only  be¬ 
cause  their  future  wives  are  less  likely 
to  frequent  barber  shops.” 


Editor * 
Corner 


THOUGHT  FOR  THE  WEEK:  We 
wonder  if,  after  last  Saturday’s  victory 
over  Texas  A.  and  M.  there  are  still 
any  SMU  alumni  who  are  sorry  the 
team  has  been  integrated. 
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DUKE  CHRISTIAN 
CONVOCATION  AND  PASTORS’ 
SCHOOL  IN  OCT. 

DURHAM,  N.  C  — Two  Methodist 
bishops,  the  minister  of  New  York's 
Madison  Avenue  Presbyterian  Church, 
and  a  Duke  Divinity  School  professor 
whose  specialty  is  the  Reformation  will 
be  featured  among  the  speakers  in  the 
1967  Christian  Convocation  and  N.C. 
Pastors’  School  and  the  Gray  Lectures 
at  Duke  University,  Oct.  30 — Nov.  1. 

Dr.  McMurry  S.  Richey,  director  of 
the  annual  three-day  event,  said  the 
program  will  also  include  three  “In¬ 
troductory  Seminars”  for  ministers  and 
district  superintendents.  Some  500  per¬ 
sons  are  expected  to  attend. 


Ecumenical  consultation  faces  church 


Thurman  L.  Dodson  (right),  treasurer  of  the  Methodist  Corporations,  hands 
a  $30,000  check  to  Dr.  Dale  White  (left)  of  the  church’s  Division  of  Al¬ 
cohol  Problems  and  General  Welfare — final  payment  on  mortgage  on  the 
site  for  a  proposed  national  Methodist  Center.  Looking  on  are  Mrs.  Ruth 
Derbes,  who  was  assistant  treasurer  of  the  former  Board  of  Temperance 
when  it  bought  the  property,  and  Bishop  John  Wesley  Lord,  who  was  pres¬ 
ident  of  that  board  and  is  now  president  of  the  Methodist  Corporation. 
(Methodist  Information  photo) 

Site  for  proposed  Methodist  Center 
in  Washington  is  now  debt-free 


WASHINGTON,  D.C.  (MI)  —  The 
Methodist  Church  now  owns,  debt- 
free,  the  site  for  a  proposed  national 
Methodist  center  in  Washington.  The 
final  mortgage  payment  was  made  Aug. 
30. 

This  closes  one  phase  of  a  project 
launched  ten  years  ago  when  the  form¬ 
er  Methodist  Board  of  Temperance 
purchased  19  acres  of  northwest  Wash¬ 
ington  property  for  $1,500,000. 

The  next  phase  might  be  a  building 
development,  though  the  Methodist 
Corporation,  which  controls  the  prop¬ 
erty,  has  indicated  it  is  not  ready  to 
make  a  specific  proposal.  Its  use  and 
development  committee  has  “seriously 
considered”  a  plan  suggested  last  Feb¬ 
ruary  for  a  single  structure  with  an 
auditorium,  offices,  seminar  rooms, 
museum,  guest  housing  and  eating  fa¬ 
cilities  and  parking.  This  was  esti¬ 
mated  to  cost  $10,000,000. 

Only  present  use  of  the  property 
is  by  adjacent  American  University, 
for  parking. 

The  final  $30,000  check  was  pre¬ 
sented  by  Bishop  John  Wesley  Lord 
of  Washington,  president,  and  Thur¬ 
man  L.  Dodson  of  Washington,  treas¬ 
urer,  for  the  corporation  to  Dr.  Dale 
White,  executive  of  the  Division  of 
Alcohol  Problems  and  General  Wel¬ 
fare,  which  held  the  final  mortgage. 
Loans  when  the  property  was  acquired 
totaled  $1,250,000. 

The  corporation  has  approved  unan¬ 
imously,  by  a  mail  vote,  a  request  to 
the  Council  on  World  Service  and  Fi¬ 
nance  to  continue  the  $125,000  an¬ 
nual  appropriation  from  World  Ser¬ 
vice  funds.  For  the  past  three  years, 
this  has  helped  to  retire  the  debt,  but 
it  is  sought  now  in  order  to  “conduct 
a  feasibility  study  looking  toward  the 
further  development  of  the  land  as 
plans  mature.”  Principal  payments  also 
have  come  from  contributions  by  the 
annual  conferences,  following  an  ap¬ 
peal  in  1962. 


This  would  be  in  addition  to  a  con¬ 
tinuing  appropriation  for  taxes  and  in¬ 
surance,  which  run  about  $25,000  per 

year.  , ,  a 

The  corporation  now  owns  1  l.o 
acres,  following  sales  from  the  orig¬ 
inal  tract  to  other  church  agencies. 
The  Division  of  Alcohol  Problems  and 
General  Welfare  owns  4.5  acres  of  the 
original  site,  but  has  no  immediate 
plans  for  development. 

Bishop  Lord  noted  that  the  tract  had 
increased  in  value  several  times  dur¬ 
ing  the  decade. 


problems  in  non-metropolitan  areas 


The  term  “town  and  country”  as  a 
designation  of  work  in  the  smaller 
towns  and  cities  and  the  open  country 
gave  way  to  a  new  designation — “the 
non-metropolitan  area”  during  the  re¬ 
cent  sessions  of  the  National  Consulta¬ 
tion  on  Church  in  Community  Life  at 
Columbus,  O. 

At  the  closing  session  on  September 
8,  some  1,800  Protestant  and  Roman 
Catholic  clergy  and  laymen  heard  a 
summarizing  panel  call  for  “ecumen¬ 
icity  to  take  place  at  the  grass  roots 
— for  denominations  to  be  honest  in 
their  encounter  with  other  denomina¬ 
tions. 

Dr.  E.  W.  Mueller,  Chicago,  an 
executive  of  the  Division  of  Home  Mis¬ 
sion  Services  of  the  Lutheran  Council 
in  the  USA,  told  the  group,  “One  of 
the  greatest  needs  in  rural  and  small 
town  communities  is  for  doctrinal  dia¬ 
logue  among  pastors  and  laymen  of 
different  denominations.” 

Practical  next  steps  for  carrying  ecu¬ 
menical  action  into  non-metropolitad 
communities  were  outlined  by  Dr.  Mar¬ 
vin  T.  Judy,  professor  at  Perkins 


The  immediate  past  president  of  the  United  Methodist  Rural  Fellow¬ 
ship,  Dr.  Clyde  N.  Rogers  (left),  Columbus,  Ohio,  is  shown  with  the 
new  president,  Dr.  Marvin  T.  Judy,  professor  of  sociology  of  reli¬ 
gion  at  Southern  Methodist  University,  Dallas,  Texas.  Dr.  Judy  was 
elected  for  a  four-year  term  at  a  meeting  of  the  national  fellowship 
Sept.  5  at  Ohio  State  University,  Columbus. 


School  of  Theology.  He  said,  “Know 
your  community;  know  its  politics,  its 
economics,  its  social  and  spiritual  dy¬ 
namics.  Understand  the  structures  of 
the  church  and  how  these  can  be 
changed  for  more  effective  mission. 
The  trouble  is  not  with  structures  as 
such,  but  with  structures  allowed  to 
fossilize.” 

The  retiring  president  of  the  Meth¬ 
odist  Rural  Fellowship,  Dr.  Clyde  N. 
Rogers  of  Columbus  said  at  the  meet¬ 
ing  of  that  group  prior  to  the  open¬ 
ing  of  the  consultation:  “This  mad 
rush  of  people  into  the  cities  must  be 
stopped,  or  metropolis  will  go  up  in 
smoke.” 

Dr.  Rogers  was  succeeded  m  this 
position  by  Dr.  Marvin  T.  Judy  of  Dal¬ 
las.  In  anticipation  of  The  Methodist 
Church’s  union  with  the  Evangelical 
United  Brethren  Church,  the  organiza¬ 
tion  voted  to  change  its  name  to  the 
United  Methodist  Rural  Fellowship. 

Dr.  Rogers  also  told  the  fellowship 
that:  “Only  the  United  Methodist  Fel¬ 
lowship  is  so  situated  by  philosophy, 
program,  organization  and  strategic  lo¬ 
cation  to  meet  the  challenge  of  this 
galloping  age.  No  other  denomination 
is  so  situated  in  all  parts  of  the  na¬ 
tion.” 

Plans  for  turning  national  pro¬ 
nouncements  into  regional  reality  were 
underway  even  as  the  meeting  ad¬ 
journed  in  Columbus.  Follow-up  meet¬ 
ings  were  already  evolved  for  the  states 
or  Nebraska,  Texas  and  Ohio,  and 
several  other  groups  had  made  pre¬ 
liminary  plans  for  subsequent  meetings 
along  regional  or  denominational  lines. 

Dr.  Harold  Huff,  executive  secretary 
for  town  and  country  work  in  the 
Methodist  Board  of  Missions,  said,  1  It 
is  of  course  too  early  to  predict  what 
the  long-range  results  of  the  consulta¬ 
tion  will  be,  but  this  is  a  very  favor¬ 
able  sign.  The  indication  is  that  peo¬ 
ple  will  put  to  work  in  local  and  re¬ 
gional  situations  what  they  have  been 
able  to  learn  and  discuss  here,  and 
that  the  goal  of  doing  this  work  to¬ 
gether,  ecumenically,  is  a  little  nearer 
to  reality.” 

t 


Roman  Catholic  pastors  in  northern 
New  Mexico  have  been  urged  by  Arch¬ 
bishop  James  Peter  Davis  to  ask  their 
parishioners  to  cooperate  with  the  drive 
to  raise  funds  to  expand  the  work  of 
Espanola  Hospital,  operated  by  the 
Evangelical  United  Brethren  Church. 


DAILY  BIBLE  READING 

Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Sept.  24 — Sunday  I  Cor.  3:1-23 
Sept.  25  I  Cor.  4.1-21 

Sept.  26  I  Cor.  16:1-24 

Sept.  27  II  Cor.  1:1-24 

Sept.  28  n  Cor.  6:1-18 

Sept.  29  II  Cor.  8:1-24 

Sepf.  30  II  Tim-  4:1-8 

Oct.  1— Sunday  Deut.  4:1-14 
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Miss  Katherine  Lee,  a  junior  at  Centenary  College,  and  George  Nel¬ 
son,  chairman  of  the  Board  of  Trustees  of  the  college,  admire  an  oil 
portrait  of  Confederate  General  Robert  E.  Lee.  The  portrait  is  a 
family  heirloom  which  the  Lee  family  has  donated  to  the  Centenary 
College  Library  in  memory  of  Katherine  Galloway  Lee. 

Centenary  College  receives 
valuable  portrait  of  Robert  E.  Lee 


Bishop  Walton 
in  Amite  meeting 

Bishop  Aubrey  G.  Wattes  will  k 
the  preacher  for  revival  services  at 
First  Methodist  Church,  Amite,  Sep¬ 
tember  24-29,  according  to  the  pastor, 
the  Rev.  Bill  Blakely.  Services  will  be 
held  each  evening  at  7:30,  and  the 
singing  will  be  directed  by  the  Rev. 
Jack  Winegeart,  pastor  at  Ponchatoula. 

First  Church,  Alex, 
holds  last  service 
in  sanctuary 

The  congregation  of  First  Method¬ 
ist  Church,  Alexandria,  ended  nearly 
60  years  of  workship  in  their  sanctuary 
at  the  Sunday  morning  worship  service 
on  August  27. 

The  building  has  been  sold  to  the 
Assembly  of  God  and  the  Methodist 
congregation  will  hold  their  worship 
services  in  the  educational  building 
until  the  completion  of  their  new  build¬ 
ing  early  in  1968. 

Following  a  communion  service, 
church  officials  participated  in  a  pro¬ 
cessional  in  which  articles  used  in  the 
worship  service  were  taken  from  the 
sanctuary. 

According  to  an  article  in  the  Alex¬ 
andria  Town  Talk,  the  church  was  the 
fourth  Methodist  church  to  be  built 
in  Alexandria.  The  first  three  were  on 
Third  Street,  at  or  on  the  present  site 
of  Wellan’s  Store. 

In  the  procession  were  the  pastor, 
Dr.  Ben  Oliphint,  the  Rev.  Gilbert 
Wade,  associate  pastor,  Ragan  Nelson, 
chairman  of  the  official  board;  Mrs. 
H.  B.  Staples,  Dr.  Cedric  Lowrey, 
John  L.  Bradas,  Joe  W.  Pitts,  Jr.,  C. 
E.  Ewing,  Jr.,  Alex  Hutton  and  Joe 
W.  Pitts,  Sr.,  followed  by  members  of 
the  official  board,  the  choir  and  the 
congregation. 

The  cornerstone  of  the  church  was 
laid  Oct.  20,  1907,  with  the  Rev.  Felix 
R.  Hill,  pastor  of  First  Methodist 
Church,  Shreveport,  speaking  in  honor 
of  the  occasion.  Total  cost  of  the  build¬ 
ing  and  furnishings  was  $31,000.  The 
three-story  education  building,  which 
has  not  been  sold,  was  completed  in 
1928. 


A  remarkable  old  portrait  of  Gen¬ 
eral  Robert  E.  Lee  made  in  the  fading 
years  of  his  life  has  found  a  perma¬ 
nent  home  in  the  Centenary  College 
Library. 

Donated  to  the  college  by  the  fam¬ 
ily  of  the  late  Judge  and  Mrs.  Elmo 
P.  Lee,  Sr.,  of  Shreveport,  the  paint¬ 
ing  dates  back  to  the  years  when  Gen¬ 
eral  Lee  served  as  president  of  Wash¬ 
ington  College  after  the  Civil  War. 
Many  years  ago,  Mrs.  Lee’s  father, 
Dr.  Charles  Galloway,  who  attended 
the  old  Centenary  College  at  Jackson, 
Miss.,  received  the  painting  in  payment 
for  professional  services  from  a  Con¬ 
federate  veteran  who  had  no  funds  to 
pay  the  bill.  The  veteran  had  acquired 
the  portrait  of  Lee  at  an  auction  in 


Natchez,  Miss.,  but,  the  painter  and 
the  date  of  the  painting  have  apparent¬ 
ly  been  lost  forever  in  history. 

When  Dr.  Galloway’s  daughter 
Katherine  married  Elmo  P.  Lee,  the 
physician  gave  her  the  portrait  as  a 
wedding  gift  and  it  hung  here  in  the 
hallway  of  their  home  at  1090  East 
Kings  Highway  during  the  remainder 
of  their  lives. 

This  summer,  the  four  Lee  children 
decided  to  donate  the  portrait  to  Cen¬ 
tenary  College  so  that  it  might  have 
a  permanent  home  where  it  could  be 
admired  by  the  general  public.  The 
children,  Charles  G.  and  Elmo  Lee  of 
Shreveport,  Mrs.  Ben  Roshton  of 
Houston  and  Mrs.  J.  Selmon  Fortune 
of  Lafayette,  Georgia,  asked  Mrs.  Lee’s 
granddaughter  Kathy  Lee,  a  junior  at 
Centenary,  to  officially  present  the  gift 
to  the  college.  They  requested  that  it 
be  donated  in  the  name  of  their  late 
grandmother,  Katherine  Galloway  Lee. 

George  Nelson,  Chairman  of  the 
board  of  trustees  of  the  college  accept¬ 
ed  the  painting  from  Kathy  and 
thanked  the  entire  Lee  family  for  this 
invaluable  contribution  to  Centenary 
College. 

Art  collectors  have  tested  the  por¬ 
trait  and  have  verified  it’s  authenticity, 
but,  no  one  has  ever  been  able  to 
find  the  name  of  the  painter.  They 
believe  the  portrait  was  made  from 
life  during  the  latter  years  of  the  Gen¬ 
eral’s  life  while  he  served  as  president 
of  Washington  College,  now  Washing¬ 
ton  and  Lee  University. 

t 


The  widely-known  Life  Line  Center 
in  Sydney,  Australia,  was  extensively 
damaged  by  fire  late  this  summer.  The 
fire  is  the  second  suffered  by  the  Cen¬ 
tral  Methodist  Mission  in  the  past  four 
years. 


State  Council  plans 
Rehab  conference 

„  The  Louisiana  State  Council  of 
Churches  will  sponsor  a  State  Planning 
Conference  on  Rehabilitation  in  Pend 
and  Correctional  Institutions  on  Sep¬ 
tember  26  in  Baton  Rouge,  it  was  an¬ 
nounced  by  the  Rev.  Sam  J.  Alien,! 
executive  secretary.  The  meeting  will 
be  held  at  University  Presbyterian 
Church  from  10:30  a.m.  to  4:30  p.m. 

The  meeting  has  been  called  to  or¬ 
ganize  action  to  improve  rehabilitation 
methods  in  Louisiana’s  correctional  in¬ 
stitutions  and  to  examine  emerging 
concepts  and  patterns  in  modem  re¬ 
habilitation  practices. 

The  conference  will  also  take  up  the 
problem  of  how  to  develop  an  attitude 
of  community  acceptance  for  the  ex¬ 
prisoner  when  he  is  released  to  the 
free  world,  to  help  him  find  a  job  and 
adjust  to  society  as  a  free  person. 

A  cross-section  of  key  leadership 
from  church,  state,  parish,  civic  and 
other  community  groups  will  partici¬ 
pate  in  the  Conference  and  attemp  to 
unite  efforts  of  all  groups  in  the  state 
interested  in  prison  reform  and  reha¬ 
bilitation. 

Speakers  on  the  program  will  include 
Dr.  William  S.  Gannon,  professor  of 
Social  Ethics,  New  Orleans  Baptist 
Theological  Seminary;  Father  Fred  L. 
Zimmerman,  S.J.,  director  of  Dismas 
Clark  Half-way  House,  St.  Louis,  Mo., 
and  successor  to  the  late  Father  Dismas 
Clark,  better  known  as  the  “Hoodlum 
Priest;”  Tom  Lockett,  director  of  pre¬ 
release  programs  at  the  Federal  Cor¬ 
rectional  Institution,  Seagoville,  Texas; 
J.  D.  Middlebrooks,  superintendent, 
Louisiana  Correctional  Institute,  De- 
quincy,  La.;  and  Mrs.  Ruth  Kleopfer, 
director  of  rehabilitation  at  the  Orleans 
Paris  Prison,  New  Orleans. 

Ecumenical  Institute 
seminars  planned 

A  group  of  concerned  churchmen  in 
Louisiana,  calling  themselves  the  Faith 
and  Culture  Institute,  are  sponsoring 
seminars  this  fall  that  will  be  con¬ 
ducted  by  members  of  the  staff  of  the 
Ecumenical  Institute  in  Chicago,  ac¬ 
cording  to  Allen  Morgan  of  Shreve¬ 
port,  one  of  the  sponsors. 

The  first  of  the  meetings  in  a  Lay 
Seminar  which  will  be  held  in  the 
Shreveport  Area  at  the  YMCA  Camp 
at  Forbing,  La.,  October  6-8.  This  is 
described  as  “a  basic  and  prerequisite 
study.” 

This  seminar  for  laymen  and  lay- 
women  will  begin  at  7  p.m.  on  Friday, 
October  6,  and  will  run  through  noon 
on  Sunday,  October  8.  The  cost  will 
be  $25.00  per  person,  or  $35.00  for 
married  couples.  Advance  registration 
of  $10  should  be  sent  to  Faith  and 
Culture  Institute,  5933  Willard, 
Shreveport,  La.  71106. 

The  basic  study  course  will  be  of¬ 
fered  again  the  week-end  of  October 
27-29  in  Alexandria  simultaneously 
with  an  advanced  study  course  for 
those  who  have  completed  the  basic 
course.  A  Parish  Ministers’  Seminar 
will  also  be  offered  in  Alexandria  from 
Monday,  October  23  through  Thurs¬ 
day,  October  26,  with  the  place  to  be 
announced  later. 


In  a  procession  which  marked  the  close  of  sixty  years  service  in  the 
sanctuary  of  First  Methodist  Church,  Alexandria,  objects  were  car¬ 
ried  from  the  building  at  the  close  of  worship  on  August  27.  Shown 
are:  Mrs.  H.  B.  Staples,  with  the  baptismal  font;  Dr.  Cedric  Low¬ 
rey  with  the  communion  service,  and  Ragan  Nelson  with  the  pulpit 
Bible. 
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THE  REV.  G.  W.  DAMERON,  re¬ 
tired  minister  of  Pineville,  brought  the 
message  in  the  DeQuincy  Church, 
Sept.  10,  in  the  absence  of  the  Rev. 
Garland  Dean,  who  was  attending  the 
National  Convocation  on  Town  and 
Country  Work  in  Columbus,  Ohio. 
Mrs.  Dean,  conference  WSCS  secre¬ 
tary  of  missionary  education,  also  at¬ 
tended  the  convocation.  Following  Mr. 
Dameron’s  sermon,  the  Woman’s  So¬ 
ciety  sponsored  a  fellowship  dinner 
honoring  Mrs.  Dameron,  past-president 
of  the  conference  Woman’s  Society  of 
Christian  Service. 

HOWARD  GOETZ,  chairman  of  the 
Senior  Citizerts  Department  of  The 
Greater  New  Orleans  Federation  of 
Churches,  was  guest  speaker  when 
Methodist  Men  of  Jefferson  Church, 
New  Orleans,  held  the  Sept.  13  sup¬ 
per  meeting.  His  subject  was  “People 
— not  Paper.”  The  Rev.  Donald  Hall 
is  pastor. 

THE  REV.  C.  D.  PINKARD,  pastor 
of  Faithful-New  River  Charge,  will  be 
the  preacher  in  a  revival  to  be  held 
at  the  Grand  River  Church  October 
8-13.  This  will  be  the  third  revival 
Mr.  Pinkard  has  held  in  this  church. 
The  Rev.  John  R.  Oldham  is  the  pas- 
t<br. 

THE  REV.  TOM  CROSBY,  Jr.,  pas¬ 
tor  of  the  Gonzales  First  Methodist 
Church  has  been  elected  president  of 
the  East  Ascension  Ministerial  Alli¬ 
ance.  Other  officers  are:  the  Rev.  Fath¬ 
er  McDaniel  of  St.  John  the  Evangelist 
Catholic  Church,  vice  president;  the 
Rev.  James  Rogers,  New  River  Bap¬ 
tist  Church,  secretary;  and  the  Rev. 
C.  D.  Pinkard,  Faithful-Meadows 
Chapel  Methodist  Church,  treasurer. 

VIVIAN  METHODIST  MEN  heard 
the  Rev.  R.  S.  Crawford,  pastor  of  the 
Vivian  First  Baptist  Church,  at  the 
August  supper  meeting.  Hardy  Fox  is 
president  of  the  Vivian  club.  The  Rev. 
Stone  W.  Caraway  is  pastor. 

HERBERT  RINEHART  was  in 
charge  of  the  program  when  Meth¬ 
odist  Men  of  First  Church,  West  Mon¬ 
roe,  held  the  September  11  meeting. 
Serving  as  officers  are  Warren  Harkef, 
president;  Herbert  Moffett,  vice  presi¬ 
dent;  Amos  Hood,  treasurer;  and  Mr. 
Rinehart,  program  chairman.  The  Rev. 
Kenneth  G.  McDowell  is  their  pastor. 

YOUNG  PEOPLE  OF  DERIDDER 
who  presented  the  dramatic  reading 
“What  is  Man?”  in  First  Church,  Au¬ 
gust  27,  were:  Sherron  Bienvenu,  Lynn 
Calcote,  Gordon  Bennett,  Bill  Stallings, 
Karen  Coltharp,  and  Tommy  Roberts. 
Following  the  Sunday  evening  service, 
the  Woman’s  Society  sponsored  a  “Side 
Walk  Cafe”  party  honoring  the  cast 
and  also  the  college-bound  students. 
Assisting  Mrs.  R.  A.  Bennett,  Jr.  with 
the  party  were  Mrs.  Leonard  Thomas, 
Mrs.  Stuart  Kay,  Mrs.  Normand  Terry, 
Debbie  Stephenson,  Becky  Bennett, 
and  Lynn  Stallings.  The  Rev.  Robert 
Jamieson  is  their  pastor. 


THE  NORTHEAST  BATON  Rouge 
MYF  Sub-District  met  at  Bethel  Meth¬ 
odist  Church  on  Sunday,  September 
10. 

PINEVILLE  FIRST  CHURCH  mem¬ 
bers  heard  the  Rev.  George  W.  Dam¬ 
eron,  retired  minister,  at  the  Sunday 
morning  service,  August  28,  while  the 
pastor,  the  eRv.  Wilson  Watson,  and 
fomily  were  on  vacation.  The  Rev. 
Roland  Friedrich,  chaplain  at  Central 
Louisiana  State  Hospital,  spoke  at  the 
evening  service.  Both  of  these  minis¬ 
ters  and  their  families  are  members 
of  the  Pineville  First  Church. 

MANGHAM  CHURCH  observed  a 
“Back  to  school”  service  for  those 
leaving  for  college,  at  its  evening  ser¬ 
vice  September  3.  Those  who  partici¬ 
pated  in  the  program  were  Joe  De- 
Ville,  leader;  Mike  Winn,  scripture; 
Robert  Reece,  prayer;  Robert  Bell,  III, 
responsive  reading;  Dianne  Welch,  or¬ 
ganist.  The  Rev.  Hugh  Dunn,  Jr.  is 
the  minister. 

MONSIGNOR  PLAUCE,  head  of  the 
ecumenical  committee  of  the  arch¬ 
diocese  of  the  Catholic  Church  in  New 
Orleans,  was  guest  speaker  for  Meth¬ 
odist  Men  of  Carrollton  Church,  New 
Orleans,  at  the  supper  meeting,  Sep¬ 
tember  14.  The  Rev.  James  T.  Harris 
is  pastor. 

REILY  MEMORIAL  MYF  OFFIC¬ 
ERS  serving  the  senior  high  division 
were  elected  September  3.  They  are: 
Phyllis  Gholson,  president;  Robin  Dil- 
lemuth,  vice  president  and  program 
chairman;  Sally  Kelton,  secretary;  Dav¬ 
id  Traynham,  treasurer.  Dr.  Jack 
Cooke  is  pastor. 

CONSTRUCTION  HAS  BEGUN  on 
the  new  parsonage  for  Broadmoor 
Church,  Baton  Rouge,  at  the  corner 
of  West  Tams  and  Ventura  in  Villa 
del  Rey  Subdivision.  When  completed, 
the  Rev.  Barry  Bailey,  pastor,  and 
family  will  move  into  it,  and  the  Rev. 
Kenneth  Norton,  associate  minister, 
and  family  will  move  into  the  present 
parsonage  located  at  9964  Mollylea 
Drive. 
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At  Mangum  Memorial  Church,  Shreve¬ 
port,  L.  C.  Fisher,  Chester  Duckett, 
and  Jasper  Lively  (I.  to  r.)  have  visi¬ 
tation  cards  and  are  ready  for  action. 
The  Official  Board  held  a  call  meeting 
to  inaugurate  the  visitation  program, 
which  was  explained  by  Mrs.  Rita 
Vines.  Unit  I  of  the  Wesleyan  Service 
Guild  served  dinner. 


ST.  LUKE  CHURCH  in  Lake  Charles 
held  a  “welcome  home”  supper  for 
all  church  families  on  Sunday  night, 
Sept.  19;  After  hamburgers  and  all 
the  trimmings,  the  youth  fellowship 
members  showed  slides  taken  on  their 
tour  last  summer.  The  Rev.  William  D. 
Peeples  is  their  pastor. 

A  PROGRAM  PLANNING  RE¬ 
TREAT  for  youth  was  held  at  the 
Wesley  Foundation  in  Monroe  on  Fri¬ 
day  and  Saturday,  August  25-26.  Par¬ 
ticipating  young  people  were  from  Mc¬ 
Guire  Church,  West  Monroe,  Delhi, 
Crew  Lake,  and  St.  Mark’s,  Monroe. 

THE  CHURCH  SCHOOL  PICNIC 
for  Broadmoor  Church  members  was 
held  at  Caddo  Lake  Sunday,  Septem¬ 
ber  17.  The  evening  worship  service 
was  conducted  near  the  lake  by  the 
pastor,  the  Rev.  Robert  Crichlow.  On 
Sunday  evening,  September  24,  a  hob¬ 
by  show  was  held  at  the  church. 


A  BARBEQUE  SUPPER  for  all  the 
men  of  the  Leesville  Church  will  be 
held  at  Jack  Schwartz’  camp  on  Thurs¬ 
day  evening,  September  28. 

SPRINGHILL  YOUNG  PEOPLE, 
junior  high  and  senior  high  divisions, 
showed  slides  of  their  summer  tour 
camps  after  the  evening  service  in  their 
choir,  September  10.  The  Rev.  Lloyd 
E.  Williams  is  their  pastor. 

A  GROUP  OF  40  international  stu¬ 
dents  from  Europe,  who  have  been  in 
the  United  States  working  in  youth 
camps  this  summer,  were  in  Baton 
Rouge  on  Saturday  and  Sunday,  Sep¬ 
tember  16  and  17,  and  were  enter¬ 
tained  in  the  homes  of  church  mem¬ 
bers. 

THE  REV.  GEORGE  ROSS,  pastor 
of  Asbury  Church  in  Lafayette,  will 
be  guest  minister  during  the  revival 
scheduled  for  October  8-12,  in  the 
Methodist  Church  at  Bunkie.  Services 
will  be  at  7  a.m.  and  at  7:30  p.m. 
The  Rev.  Eskel  L.  Tatum  is  the  pastor. 

MRS.  FRED  BARR  has  been  added 
to  the  staff  of  Trinity  Church  in  Rus- 
ton.  She  will  serve  as  educational  as¬ 
sistant  for  the  children’s  division.  The 
Rev.  Douglas  L.  McGuire  is  minister 
at  Trinity,  and  the  Rev.  Otis  W.  Spinks 
is  associate. 

THE  ABBEVILLE  CHURCH  is  hold¬ 
ing  a  series  of  six  sessions  concern¬ 
ing  “What  does  it  mean  to  be  a  re¬ 
sponsible  Methodist  Christian  in  the 
20th  Century?”  The  Rev.  Tracey  R. 
Arnold,  pastor,  is  leading  the  discus¬ 
sions  on  Wednesday  evenings. 

DR.  WEBB  POMEROY,  head  of  the 
Department  of  Religion  Centenary  Col¬ 
lege,  led  the  School  of  Lay  Theology, 
Sept.  15-17,  for  churches  in  the  La¬ 
fayette  area.  The  classes  met  in  As¬ 
bury  Church,  Lafayette,  of  which  the 
Rev.  George  W.  Ross  is  pastor. 

THE  ANNUAL  SHRIMP  Boil  spon¬ 
sored  by  Methodist  Men  of  Trinity 
Church,  Alexandria,  will  be  held  Sat¬ 
urday,  September  23  from  5  until  8 
p.m.  in  Harold  Miles  Park. 

THE  SENIOR  MYF  OF  SOUTH- 
SIDE  Church,  Monroe  elected  officers 
on  Sept.  3.  Jimmy  Burgess  is  presi¬ 
dent,  Patti  Avery,  vice  president,  Pam 
Elliott  is  secretary,  Patsy  Hammonds 
treasurer,  and  Jerry  Fuller  will  handle 
publicity.  The  group  held  a  planning 
retreat  on  Saturday,  Sept.  16.  Mr.  and 
Mrs.  Robert  Newcomer  are  counselors. 
The  Rev.  Lea  Joyner  is  their  pastor. 

THE  GRACE  CHURCH,  Ruston,  bul¬ 
letin  reports  that  the  Rev.  Tom  Hale, 
former  member  of  that  church,  is  now 
in  full-time  evangelistic  work.  He  is 
with  the  Ford  Philpot  Crusade  (Meth¬ 
odist),  P.  O.  Box  8386,  Louisville, 
Kentucky. 

AT  A  JOINT  MEETING  of  Poncha- 
toula  and  Hammond  Methodist  Men, 
Mrs.  Larry  Pleimann  of  Baton  Rouge 
Was  the  guest  speaker.  Mrs.  Pleimann 
and  her  husband  spent  a  term  as  mis¬ 
sionaries  in  the  Congo.  The  supper 
meeting  was  held  in  the  Ponchatoula 
Church. 


The  Wesley  Foundation  at  Louisiana  Polytechnic  Institute,  Ruston,  held  a  Fall 
Planning  Retreat  on  August  26,  27,  and  28  at  Caney  Lake,  Minden.  The  mem¬ 
bers  of  the  Council  met  and  planned  the  program  and  activities  for  the  year. 
Lane  Johnson,  president,  presided  at  the  Planning  sessions.  The  Rev.  William 
M.  Stokes,  Jr.  is  the  campus  minister.  Dean  and  Mrs.  E.  S.  Foster  served  as 
the  chaperones.  The  student  speakers  for  devotional  periods  were:  Johnny  Sly, 
Jr.,  Jennie  Gallent,  Malcolm  Brown,  Olivia  Meyers,  and  Lane  Johnson,  Jr. 
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By:  Alfred  A.  Knox 
LESSON  FOR  OCTOBER  1:  When  Prophets  Are  Needed 


BACKGROUND  SCRIPTURE:  2  Kings  14:23 
through  17:41;  Amos  8:4*11. 

MEMORY  SELECTION:  Surely  the  Lord  God  does 
nothing  without  revealing  his  secret  to  his  serv¬ 
ants  the  prophets.  (Amos  3:7) 

AIM  OF  THE  LESSON:  To  introduce  us  to  a  new 
series  of  lessons  based  on  the  teachings  of  four 
Old  Testament  prophets;  to  show  that  condi¬ 
tions  today  are  very  similar  to  those  which  pro¬ 
duced  these  prophets. 

*  *  * 

It  is  a  natural  transition  to  turn  from  two 
quarters  of  study  devoted  to  the  Acts  of  the  Apostles 
to  a  consideration  of  the  deeds  of  a  group  of  Old 
Testament  apostles  we  call  the  prophets.  With  this 
lesson  we  begin  a  consideration  of  Amos,  Hosea, 
Micah  and  Malachi.  These  were  spiritual  giants  of 
the  past  who  spoke  for  God  out  of  the  immediacy 
of  their  own  personal  experiences  of  God’s  will  and 
word. 

These  four  brief  books  of  Old  Testament  proph¬ 
ecy  are  unusually  relevant  to  our  times  in  the  light 
they  throw  upon  the  message  of  God  to  men  in¬ 
volved  in  subtle  temptations  of  personal  and  corpo¬ 
rate  evil.  In  today’s  lesson  we  are  introduced  to  the 
work  and  personality  of  Amos. 

As  a  representative  introductory  statement  con¬ 
cerning  the  significance  of  the  prophets  we  would 
like  to  share  this  word  from  Dr.  Harrell  F.  Beck, 
professor  of  Old  Testament  at  Boston  University 
School  of  Theology,  writing  in  the  International 
Lesson  Annual:  “The  lives  and  teachings  of  the 
Old  Testament  prophets  are  permanently  important 
for  religion.  These  prophets  were  religious  men 
who  gave  themselves  to  God’s  service  without  any 
reservation.  Messengers  of  God’s  word,  they  were 
disciplined  to  hear  revelations  from  the  divine  world, 
courageous  in  proclaiming  them  in  the  human  world, 
and  obedient  to  the  point  of  death  when  faced 
with  hatred  and  opposition.” 

Dr.  Clovis  Chappell  puts  it  this  way  in  his 
book  And  The  Prophets:  “It  was  the  work  of  these 
men  of  insight  to  interpret  the  mind  of  God  to 
the  men  of  their  day.  They  held  the  plumb  line  of 
the  divine  will  and  righteousness  against  the  doings 
of  men  and  nations.  Naturally  they  found  both  the 

deeds  and  their  doers  crooked — out  of  plumb.” 

*  *  * 

WHAT  IS  A  PROPHET? 

Since  we  are  to  be  discussing  prophets  for  the 
next  quarter  we  should  spend  some  time  just  now 
coming  to  an  understanding  as  to  who  these  men 
were  and  what  it  was  that  they  had  in  common. 
“What  is  a  prophet?”  Many  would  answer  that  he 
is  a  man  gifted  with  the  power  to  foretell  the  future 
— and  some  of  them  did  have  this  power.  But 
to  understand  the  place  of  the  Hebrew  prophet  we 
must  see  that  he  was  much  more  than  that.  Some 
of  the  biblical  prophets  predicted  things  to  come — 
and  some  of  these  things  came  true.  But  the  essence 
of  his  prophetic  task  lay  elsewhere. 

Basically,  the  word  means  “spokesman  for  God.” 
The  prophets  of  the  Bible  were  possessed  by  an 
immediately  and  powerfully  perceived  vocation  to 
speak  for  God.  The  Hebrew  word  we  translate  as 
“prophet”  meant  literally  “one  who  speaks  for  an¬ 
other.”  Harpers  Dictionary  of  the  Bible  says: 
“Prophecy  in  the  Bible  does  not  concern  itself 
primarily  with  foretelling  future  events,  in  the  sense 
in  which  one  speaks  of  a  weather  prophet  or  a 
financial  forecaster.  It  deals  rather  with  forthtelling 


the  intuitively  felt  will  of  God  for  a  specific  situa¬ 
tion  in  the  life  of  an  individual  or  a  nation.” 

Church  (The  Private  Lives  of  the  Prophets) 
says:  “At  all  times  it  was  the  prophets,  not  the 
priests,  who  had  the  vision  of  something  beyond 
the  accepted  order  of  the  day.  There  were  intervals 
when  the  priests  held  the  fort  and  at  least  kept  the 
faith  alive;  but  for  progress  the  driving  force  of 
prophecy  was  essential.”  This  same  author  is  very 
enthusiastic  in  his  evalution  of  the  place  of  the 
prophet  in  history,  saying,  “It  is  seldom  possible 
in  the  course  of  history  to  point  to  any  one  man 
or  group  of  men  and  declare  that  without  their 
work  or  influence  the  course  of  history  would  al¬ 
most  certainly  have  been  different.  But  every  now 
and  then  this  phenomenon  does  occur  .  .  .  such 
were  the  prophets  of  Israel.” 

*  *  * 

THE  HISTORICAL  BACKGROUND  OF  THE 
PROPHETIC  MOVEMENT 

Our  material  from  2  Kings  is  included  in  the 
lesson  to  introduce  us  to  something  of  the  historical 
situation  into  which  our  prophets  came  with  their 
word  from  God.  “In  the  fifteenth  year  of  Amaziah, 
the  son  of  Joash,  king  of  Judah,  Jeroboam  the  son 
of  Joash,  king  of  Israel,  began  to  reign  in  Samaria 
.  .  .  and  he  did  what  was  evil  in  the  sight  of  the 
Lord.”  (2  Kings  14:23-24)  This  description  of  a 
reigning  monarch — “he  did  what  was  evil  in  the 
sight  of  the  Lord” — was  the  usual  prologue  to  the 
appearing  of  a  prophet. 

Amos,  Hosea  and  Micah  preached  during  the 
relative  quiet  and  prosperity  of  Jeroboam  II  in 
Israel  and  Uzziah  in  Judah.  It  was  also  a  time  in 
which  their  major  enemies  were  weak  and  unable 
to  push  them  around  as  much  they  usually  did. 
With  the  prosperity  that  came  with  such  a  situation 
Israelite  life  began  to  deteriorate.  The  death  of 
Jeroboam  II  was  followed  by  a  quick  succession 
of  kings,  and  in  that  period  the  religions  of  the 
neighbors  and  enemies  began  to  influence  the  re¬ 
ligion  on  Israel.  In  both  the  northern  and  south¬ 
ern  kingdoms  a  period  of  peace  had  produced  a 
time  of  false  security  and  the  making  of  money 
had  become  the  chief  concern  of  the  people.  See¬ 
ing  Israel  rotting  at  the  core,  the  prophets  felt  com¬ 
pelled  to  speak  for  God  in  proclaiming  judgment  on 
the  people.  The  keynote  of  the  prophecy  of  Amos 
was  concerned  with  this  false  sense  of  security  and 
prosperity:  “Hear  this,  you  who  trample  upon  the 
needy,  and  bring  the  poor  of  the  land  to  an  end.” 
(Amos  8:4) 

*  *  * 

WHO  WAS  AMOS? 

Amos  was  a  herdsman  and  a  ripener  of  syca¬ 
more  fruit  who  came  from  Judah,  the  southern  king¬ 
dom,  to  prophesy  to  Israel  in  the  north.  During  the 
most  of  the  years  he  watched  the  flocks  in  the  wild¬ 
erness  of  Tekoa,  and  then  for  a  while  he  worked 
over  the  sycamore  trees  which  bore  a  fruit  some¬ 
thing  like  a  low-grade  fig.  Apparently  he  knew  con¬ 
ditions  in  the  north  as  a  result  of  visits  there  to 
sell  the  wool  from  his  flocks.  Then,  when  he  would 
return  to  his  home  he  pondered  over  what  he  had 
seen.  Finally,  the  day  came  when  he  could  no 
longer  keep  still  and  he  turned  to  prophecy. 

The  only  claim  to  authority  which  Amos  made 
was  that  he  was  called  directly  by  the  Lord  and 
brought  his  message.  “I  was  no  prophet,  neither 
was  I  a  prophet’s  son;  but  I  was  a  herdsman  and 
a  gatherer  of  sycamore  fruit;  and  the  Lord  took 
me  as  I  followed  the  flock,  and  the  Lord  said 
unto  me,  ‘Go  prophesy  unto  my  people  Israel.’  ” 
(7:14,15) 


This  was  a  personal  testimony.  These  words 
sound  as  if  they  might  have  been  spoken  amidst 
the  peaceful  atmosphere  of  an  old-fashioned  prayer 
meeting.  They  have  about  them  the  flavor  of  in¬ 
timacy  that  belongs  to  the  inner  circle  of  the  saints. 
But  in  reality,  these  words  were  not  spoken  to  saints, 
but  to  sinners.  They  are  the  words  of  a  free-lance 
prophet  who  is  undertaking  to  show  his  credentials 
to  a  conventional  audience  that  is  too  blinded  by  its 
anger  to  see  them. 

The  scene  is  the  chapel  at  Bethel — a  sort  of 
royal  shrine  or  state  church.  It  was  in  a  sense  the 
king’s  own  chapel,  and  it  was  regarded  as  an  act 
of  great  presumption  for  this  “country-jake”  from 
Judah  to  dare  appear  before  this  congregation  of 
politically  and  socially  important  people.  The  re¬ 
sponse  was  scorn  from  those  who  regarded  proph¬ 
ets  as  professional  fakirs.  The  priest  Amaziah 
sneered  at  him  and  tried  to  dismiss  him  lightly,  but 
Amos  was  not  one  to  be  dealt  with  so  easily. 

*  *  * 

WHAT  WAS  THE  MESSAGE  OF  AMOS? 

The  message  of  Amos  to  the  prosperous  north¬ 
ern  kingdom  was  characteristic  of  prophetic  preach¬ 
ing  of  the  period.  Since  one  of  the  possible  trans¬ 
lations  of  the  Hebrew  word  for  “prophet”  means 
“to  cry  out,”  we  can  see  that  Amos  was  at  Bethel 
to  protest  or  to  cry  out.  It  was  not  a  regular  Sab¬ 
bath  sermon  to  make  the  king  and  his  court  feel 
good,  but  was  a  protest  against  the  greed  and  in¬ 
justice  which  they  represented. 

We  see  also  that  the  message  was  social  as  well 
as  personal.  Socially,  the  prophet  was  there  to  call 
for  a  renewal  of  God’s  covenant  with  his  people, 
which  the  people  had  forgotten  and  neglected.  As 
a  personal  concern,  the  prophet  placed  moral  re¬ 
sponsibility  on  the  individuals  who  led  the  nation. 
He  pointed  them  to  their  responsibilities  to  the 
living  God — his  words,  his  deeds,  his  judgment. 

As  with  the  other  prophets,  he  demanded  re¬ 
pentance  and  renewal.  He  said  that  God’s  judg¬ 
ment  takes  place  in  the  present — that  it  is  redemp¬ 
tive  and  not  merely  destructive.  He  affirmed  that 
it  takes  place  in  the  context  of  history  and  not  in 
some  other  world.  As  we  have  previously  indicated, 
the  message  was  not  mainly  one  of  prediction,  but 
said  that  what  was  to  come  would  follow  conse¬ 
quentially  deeds  of  unfaith  and  immorality.  He  said, 
in  effect,  “Knowing  what  God  demands  of  us,  if 
we  persist  in  this  kind  of  action,  these  consequences 
will  be  the  results.”  It  was  an  emphasis  on  “truth 
or  consequences.” 

The  writers  of  the  historical  books  of  the  Old 
Testament  often  said  “God  rewards  the  just  and 
punishes  the  unjust.”  The  prophets  often  said  just 
the  opposite.  They  said  the  prosperity  of  the  people 
did  not  prove  their  faithfulness  to  God.  Amos  and 
the  other  prophets  said  that  God’s  judgment  and 
redemption  would  take  place  in  history  —  the 
threats  of  foreign  domination  were  meant  to  make 
clear  that  God  was  at  work  in  history. 

*  *  * 

THE  NEED  FOR  PROPHETS  IN  OUR  DAY 

As  we  have  been  dealing  with  the  character¬ 
istics  of  the  time  in  which  the  prophets  spoke  for 
God  it  has  been  only  natural  that  we  should  observe 
how  much  like  our  own  times  were  theirs.  Quite 
frequently  we  hear  persons  observe,  “These  are  times 
for  action — this  is  not  a  time  for  prophets.”  Do 
you  think  they  are  correct,  or  do  you  think  this  is 
the  kind  of  day  which  produced  an  Amos? 

As  we  read  the  newspapers  and  as  we  hear 
speakers  rehearse  for  us  the  statistics  from  so  many 
areas  of  failure  in  our  human  and  social  relations, 
we  would  be  as  blind  as  King  Amaziah  if  we  did 
not  long  for  a  prophet.  Occasionally  a  voice  is 
raised  which  make  us  think  that  one  has  appeared. 
However,  our  usual  response  to  the  listing  of  our 
needs  causes  us  to  say,  “Why  doesn’t  somebody 
do  something?”  Even  when  we  ask  that  question 
our  usual  response  to  any  challenge  to  be  a  part 
of  “doing  something”  is  “Excuse  me,  I  don’t  want 
to  get  involved.” 

As  Dr.  Charles  Baughman  says  in  Adult  Teach¬ 
er:  “Society  has  a  responsibility  in  that  it  does  so 
much  to  shape  the  individual.  It  must  not  be  for¬ 
gotten,  however,  that  a  man  also  has  something 
to  say  about  his  destiny.  He  has  the  final  decision 
as  to  how  he  will  respond.” 
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A  noted  church  historian  recently  told  a  group  of 
Lutheran  pastors  in  Portland,  Ore.  that  “Protestants 
are  becoming  Catholics  and  Catholics  are  becoming 
Protestants.”  Dr.  Roland  H.  Bainton,  a  United 
Church  of  Christ  clergyman  and  retire  pro¬ 
fessor  of  the  Yale  University  Divinity  School,  said, 
only  partly  in  jest,  that  “if  both  sides  keep  on  going, 
they  may  find  themselves  as  far  apart  as  ever,  but 
in  opposite  directions.” 

He  indicated  that  a  swap  in  the  characteristics 
of  worship  services  is  going  on,  and  that  Cath¬ 
olic  rites  are  becoming  more  like  Protestant 
services  and  Protestants  are  imitating  the  Cath¬ 
olic  Mass. 

Dr.  Gerald  H.  Knight,  director  of  the  Church  of 
England’s  Royal  School  of  Church  Music,  has  urged 
choirmasters  to  “get  with  it”  and  venture  into  modem 
hymnal  fields.  He  declared  that  many  churchgoers 
want  to  break  away  from  the  old  hymn  tunes  they 
hear  week  after  week  but  are  unable  to  do  so  be¬ 
cause  of  “unimaginative  and  over-cautious  choir¬ 
masters.” 

He  said,  “So  much  church  music  sounds  like 
a  badly-scratched  gramophone  record  played 
on  an  inferior  machine.  It  gets  steadily  worse 
every  time  it  is  played.  Much  of  our  hymn¬ 
singing  sounds  like  that,  and  some  of  the  over¬ 
used  tunes  are  boring.” 

An  audience  at  the  Southern  Baptist  assembly  cen¬ 
ter  at  Ridgecrest,  N.C.  was  told  recently  that  “the 
most  monstrous  obscenity  of  our  time  is  the  glorifica¬ 
tion  of  war  and  the  glamorizing  of  the  military  tra¬ 
dition.  Dr.  Kyle  Haselden,  editor  of  Christian  Cen¬ 
tury  and  himself  a  Baptist,  said  “sexual  obscenity 
— even  the  worst  kind  of  pornography  is  a  mere 
nuisance  compared  with  the  glorification  of  war.” 

The  series  of  lectures  on  “Authentic  Morality 
and  the  Mass  Media,”  prepared  by  Dr. 
Haselden  were  read  for  him  by  the  Rev.  Foy 
Valentine,  executive  secretary  of  the  Southern 
Baptist  Christian  Life  Commission,  when  Dr. 
Haselden  became  ill  enroute  to  the  assembly. 


Father  James  E.  Groppi  was  in  the  center  of  the 
clerical  news  spotlight  last  week  and  he  continued 
to  lead  marches  in  Milwaukee  in  the  interest  of 
an  open-housing  ordinance  in  that  city.  He  was  at 
the  center  of  a  very  noisy  sit-in  in  the  office  of 
Mayor  Henry  Maier. 

Concurrently,  the  archdiocesan  weekly  news¬ 
paper,  The  Catholic  Herald  Citizen,  criticized 
the  conduct  of  Roman  Catholics  living  on  the 
city’s  South  Side  for  their  part  in  the  rock 
and  bottle  throwing  opposition  to  the  marchers. 

Delegates  to  the  52nd  annual  Newman  Apostolate 
Congress  at  DeKalb,  Ill.,  recently  endorsed  a  pro¬ 
posal  made  by  the  Lutheran  Student  Association 
of  America  calling  for  an  “organic  reunion”  of  the 
Roman  Catholic  and  the  Lutheran  Churches. 

The  delegates  were  responding  to  a  resolution 
by  the  Lutheran  body  which  stated,  in  part, 
that  “it  was  the  intention  of  the  Lutheran  Re¬ 
formers  to  reform  the  Roman  Catholic  Church 
and  not  to  found  a  separate  denomination,” 
and  that  there  was  little  reason  to  continue  the 
separation. 


Chief  Minister  B.  P.  Chaliha  of  Assam  (India) 
has  called  on  Christian  institutions  in  his  state 
to  replace  their  foreign  missionaries  with  Indian 
personnel.  Speaking  to  a  delegation  of  the 
North-East  India  Christian  Council,  he  said 
that  government  policy  was  framed  after  the 
fullest  and  most  exhaustive  consideration. 

The  23rd  General  Synod  of  the  Anglican  Church  of 
Canada  approved  a  change  in  its  canon  law  to  permit 
the  re-marriage  of  divorced  persons  while  the  ori¬ 
ginal  spouse  is  still  living.  Synod  delegates  voted 
separately  as  bishops,  priests  and  laity.  Only  three 
bishops  voted  against  the  canon.  The  Anglican  ac¬ 
tion  leaves  the  Roman  Catholic  Church  as  the  only 
major  Christian  denomination  in  Canada  that  re¬ 
fuses  to  recognize  divorce. 


rVOffQET 


NEW  YORK  —  Roman  Catholic  sister  Lenore  Na¬ 
varro  of  Immaculate  Heart  College,  Los  Angeles, 
Calif.,  holds  a  cardboard  box  which  was  part  of  a 
meditation  room  at  the  first  Congress  on  Religion, 
Architecture  and  the  Visual  Arts  in  New  York  City. 
The  exhibit  was  to  illustrate  a  “now”  church,  ex¬ 
pressed  through  the  odd  and  provocative.  (RNS 
Photo) 


Stefan  Cardinal  Wyszynski,  Primate  of  Poland, 
is  reported  to  have  planned  a  meeting  with 
President  Charles  deGaulle  of  France  during 
his  visit  to  Warsaw  this  month.  Observers  be¬ 
lieve  that  the  Roman  Catholic  prelate  may  be 
able  to  have  the  interview  despite  determined 
efforts  of  Polish  authorities  to  forestall  such  a 
meeting. 

Dr.  Harvey  Cox  told  the  recent  congress  on  re¬ 
ligion,  architecture  and  the  fine  arts  in  New  York 
that  “our  movement  toward  planning  our  cities  for 
man  is  a  religious  undertaking.”  He  said  this  was 
the  case  since  the  city  is  where  “man  transforms 
nature  into  society  as  a  testimony  to  man’s  God- 
given  capacity  and  the  responsibility  to  assume  mas¬ 
tery  over  the  world  in  order  to  praise  God  and 
serve  his  fellowmen.” 


Philip  Johnson,  noted  New  York  architect  who  was 
one  of  the  designers  of  the  Lincoln  Center  for 
the  Performing  Arts  in  New  York  and  who  also 
designed  the  new  underground  library  at  Hendrix 
College,  said  recently  that  he  found  it  regrettable 
that  so  many  participants  in  an  interreligious  con¬ 
gress  apparently  did  not  believe  modern  religion 
needs  great  architecture.  He  told  the  meeting  on 
religion,  architecture  and  visual  arts  meeting  in  New 
York  that  “noboby  has  built  less  for  greatness  than 
contemporary  America.” 

A  noted  Hollywood  scriptwriter  told  Christian 
communications  experts  from  Canada  and  the 
U.S.,  meeting  in  Montreal,  that  the  church  must 
abandon  efforts  to  reach  television  audiences 
through  Sunday  morning  religious  programs  and 
try  to  penetrate  evening  “prime  time.”  “But 
the  church  can  succeed  only  if  it  is  willing 
to  become  a  major  active  force  in  the  over¬ 
riding  social  crisis  of  our  time,”  said  John 
Bloch  of  Los  Angeles. 

Unconfirmed  but  persistent  reports  from  Vatican 
sources  state  that  Alfredo  Cardinal  Ottaviani,  pro- 
prefect  of  the  Sacred  Congregation  for  the  Doctrine 
of  the  Faith,  has  given  his  resignation  to  Pope  Paul 
VI.  The  reports  suggest  that  there  are  several  rea¬ 
sons  for  the  resignation:  age,  ill  health  and  op¬ 
position  of  the  Cardinal  to  the  reforms  of  the 
Roman  Curia  recently  announced  by  the  Pope.  The 
76-year-old  Cardinal  has  been  nearly  blind  for 
years. 

The  National  Council  of  Churches,  the  Amer¬ 
ican  Jewish  Congress  and  the  American  Civil 
Liberties  Union  have  all  urged  the  New  Hamp¬ 
shire  Supreme  Court  to  find  unconstitutional 
a  new  state  law  that  would  grant  parochial 
schools  part  of  the  state’s  sweepstakes  revenue. 

The  memorandum  filed  jointly  by  the  groups 
argues  that  money  granted  to  a  parochial  school 
advances  all  its  purposes,  “no  matter  how  it  is 
entered  by  accountants  on  the  books.” 

Dr.  Martin  Niemoeller,  who  earlier  this  year  ac¬ 
cepted  the  Lenin  Peace  Prize  for  contributions  to 
world  peace  announced  recently  that  he  would  do¬ 
nate  $11,000  of  the  $28,000  which  accompanied 
the  prize  to  the  North  Vietnamese  Red  Cross.  Most 
of  the  money,  he  said,  would  go  to  buy  medical 
instruments  for  Hanoi,  and  a  part  will  go  to  German 
charities.  The  75-year-old  co-president  of  the  World 
Council  of  Churches  was  vacationing  in  Moscow 
when  he  made  the  announcement. 

The  1200  sisters  in  the  Galveston-Houston  Dio¬ 
cese  of  the  Roman  Catholic  Church  will  have 
more  voice  in  diocesan  affairs  as  a  result  of  a 
recent  move.  The  Council  of  Religious  Women, 
previously  a  loosely  organized  group  aimed  at 
promoting  vocations,  was  expanded  to  become 
a  forum  for  the  sisters.  The  diocese  thus  be¬ 
came  one  of  the  first  in  the  country  to  extend 
the  idea  of  collegiality  to  an  organization  ex¬ 
clusively  for  sisters. 

Theology  must  be  brought  out  of  “isolation”  and 
reach  “the  man  in  the  street”  if  the  promises  of 
Vatican  II  are  to  be  fulfilled,  a  panel  of  theologians 
recently  said  at  St.  Michael’s  College  in  Toronto. 
The  panel  said  that  North  American  Christians, 
from  bishops  on  down,  have  a  double  theological 
problem  — “Not  only  are  they  weak  theologically, 
but  they  are  finding  it  difficult  to  translate  theo¬ 
logical  language  into  the  terms  of  the  man  in  the 
street.” 

The  Rev.  John  R.  Lee  of  Winnipeg,  Canada 
told  the  recent  biennial  General  Synod  of  the 
Anglican  Church  of  Canada  that  the  denomina¬ 
tional  parish  is  obsolete,  but  that  the  parish 
conceived  as  the  whole  Christian  Church  min¬ 
istering  to  an  area  is  not.  He  said,  “We  ought 
to  drop  the  word  ‘parish’  until  we  are  ready 
to  accept  what  is  implied  by  its  use,  namely 
cooperation  and  even  integration,  with  any  will¬ 
ing  congregation  in  serving  a  given  region  of 
country,  town  or  metropolis.” 
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Fifty  years  of  Christian  Service 


Mrs.  W.  J.  Willoughby,  center,  and  Mrs.  G.  F.  Poole,  right,  were  honored 
during  the  September  WSCS  meeting  at  Elizabeth  Sullivan  Memorial  Metho¬ 
dist  Church  of  Bogalusa,  for  fifty  years  of  service  in  church  activities. 
Mrs.  James  Henderson,  left,  presented  them  with  year  books  dedicated  to 
them.  Mrs.  Willoughby  and  Mrs.  Poole  have  served  since  1918  when  eight 
ladies  organized  the  Ladies  Aid  Society  which  grew  into  the  Woman  s 
Missionary  Society.  In  1939,  when  the  church  was  united,  the  name  was 
changed  to  Woman’s  Society  of  Christian  Service.  The  program  for  the 
morning  was  entitled  "Modern  Women’s  Search  for  Person  Identity.’’  The 
Rev.  Cleburne  W.  Quaid  is  pastor  of  E.S.M.  Methodist  Church. 


New  Orleans  pastors 
exchange  pulpits 

On  Sunday,  September  10,  the  Rev. 
Dan  Tohline,  pastor  of  Elysian  Fields 
Church  in  New  Orleans  swapped  pul¬ 
pits  with  the  Rev.  Rupert  Coles,  pas¬ 
tor  of  St.  Mark’s  Church.  Mr.  Coles 
told  the  Elysian  Fields  congregation, 
at  two  services,  about  the  program  of 
the  Inner  City  Ministry. 

The  service  was  arranged  by  the 
Commission  on  Missions,  Mrs.  Harry 
Pfeiffer,  chairman,  as  part  of  a  project 
undertaken  to  alert  our  people  to  the 
needs  of  the  Inner  City  program. 

The  Commission  has  posted  a  sched¬ 
ule  in  the  narthex  of  the  church  ask¬ 
ing  for  volunteers  for  various  fields 
of  working  with  our  underprivileged 
neighbors.  Helpers  are  asked  in  areas 
such  as  Man  To  Boy  Friendships; 
Tutor  A  Child;  Tutor  An  Adult;  Be¬ 
friend  A  Family;  Baby  Sit;  After 
School  Projects;  and  several  other  ways 
to  serve  others.  Several  members  had 
already  signed  up  and  after  Mr.  Coles’ 
sermon,  others  expressed  interest  in 
helping  out. 

Elysian  Fields  Church  has  accepted 
the  Inner  City  Ministry  as  an  Ad¬ 
vance  Special  and  intends  to  work 
•on  it  as  a  church-wide  project  this 
year. 

t 

Plans  announced 
for  Shreveport 
Training  School 

The  Christian  Workers’  School  for 
the  Shreveport  District,  September  24- 
26,  at  First  Methodist  Church  will  of¬ 
fer  seven  courses.  Five  of  these  will 
be  training  courses  for  workers  in  spe¬ 
cific  areas  of  the  Church  School  and 
the  other  two  will  be  enrichment 
courses. 

The  executive  committee  which  had 
planned  the  school  includes  the  Rev. 
George  Pearce,  Jr.,  district  superin¬ 
tendent;  J.  C.  Jones,  district  director 
of  leadership  training;  Dr.  D.  L.  Dykes, 
host  pastor;  Mrs.  Ella  Mae  Charlton, 
dean;  the  Rev.  Ralph  Cain,  associate 
dean;  and  the  Rev.  Donald  M.  Risin- 
ger,  chairman  of  publicity. 

The  school  will  open  with  a  gen¬ 
eral  assembly  at  2:30  p.m.  on  Sunday, 
the  24th,  and  the  afternoon  session 
will  close  at  5:00  p.m.  Classes  on  Mon¬ 
day  and  Tuesday  evenings  will  be  from 
7:00  to  9:00  p.m.  Facilities  and  per¬ 
sonnel  will  be  available  for  pre-school 
and  school  age  children. 

The  courses  and  their  instructors 
are:  Music  in  the  Church  School  (pre- 
School) — Mrs.  Maxine  Watkins,  diec- 
tor  of  Business  Girls  Inn;  Music  in 
the  Church  School  (Elementary) — Mrs. 
Sue  Hainie  of  Omaha,  Nebr.;  Working 
with  Junior  Highs  on  Sunday  Evening 
— the  Rev.  E.  R.  Haug,  Monroe  dis¬ 
trict  superintendent;  Working  with  Sen¬ 
ior  Highs  on  Sunday  Evening  —  the 
Rev.  Byrl  Moreland,  Trinity  Method¬ 
ist  Church,  Alexandria;  Theological 
Foundations  of  Christian  Education, 
Dr.  Benjamin  A.  Petty,  Dallas,  Tex.; 
and  Your  Home  Can  Be  Christian  — 
Dr.  Alfred  A.  Knox,  Little  Rock,  Ark., 
editor  of  the  Louisiana  Methodist, 
t 

God  needs  big  men  to  match  his 
mountains,  but  bigger  men  to  match 
his  cities. 


Peace  Lectures 
at  Magnolia,  Arkansas 

Dr.  Clarence  W.  Cranford,  minister 
of  Calvary  Baptist  Church,  Washing¬ 
ton,  D.C.  for  25  years,  will  be  tne 
speaker  for  the  1967  Peace  Lectures 
at  First  Methodist  Church,  Magnolia, 
October  2-5,  according  to  the  Rev, 
Robert  B.  Moore,  Jr.,  pastor. 

The  opening  lecture  will  be  given 
Monday  evening,  October  2  at  7:30 
p.m.,  and  there  will  be  lectures  twice 
daily  at  10:00  a.m.  and  7:30  p.m.  on 
Tuesday,  Wednesday  and  Thursday. 

Dr.  Cranford’s  topics  are:  “The 
Message  that  Outlasts  the  Ages,”  “The 
Most  Christlike  Character  in  the  Old 
Testament,”  “Targets  in  a  Technolog¬ 
ical  Age,”  “The  Spiritual  Gospel,” 


“The  Holy  Spirit  as  the  Source  of  Our 
Power,”  “Doorway  to  Tomorrow,”  and 
“The  Letter  that  Launched  a  Refor¬ 
mation.” 

The  speaker  is  a  native  of  Penn¬ 
sylvania  and  a  graduate  of  Bucknell 
University  and  Crozier  Seminary.  The 
D.D.  degree  was  conferred  on  him  by 
Bucknell.  Prior  to  going  to  Washing¬ 
ton  in  1942,  Dr.  Cranford  had  been 
pastor  of  Logan  Baptist  Church,  Phil¬ 
adelphia,  Pa.;  and  Second  Baptist 
Church,  Richmond,  Va.  His  present 
church  is  one  of  the  churches  that 
maintains  an  affiliation  with  both  the 
American  Baptist  Convention  and  the 
Southern  Baptist  Convention.  He 
served  as  president  of  the  American 
Baptist  Convention  in  1957  and  1958, 


‘THE  TWELVE” 

GROUPS  PROMOTED  BY 
EVANGELISM  BOARD 

NASHVILLE,  Tenn.  (MI)  —  A 
national  meeting  of  members  of  “The 
Twelve,”  a  small-group  movement  pro¬ 
moted  by  the  Methodist  General  Board 
of  Evangelism  and  a  national  com¬ 
mittee  of  Methodist  laymen,  will  be 
held  at  the  Board  of  Evangelism  head¬ 
quarters  here  Oct.  5-8. 

Many  churches  across  the  nation 
have  established  groups  of  “The 
Twelve”  to  deepen  spiritual  life 
through  Bible  study  and  prayer,  to  pro¬ 
vide  Christian  fellowship,  and  to  en¬ 
courage  and  strengthen  personal  wit¬ 
ness. 

The  groups,  which  may  have  a  few 
more  or  less  than  12  members,  take 
their  name  from  the  number  of  Jesus” 
Apostles. 

Theme  of  the  national  meeting  is 
“Mandate  to  Witness.” 

The  principal  speakers  will  be  four 
laymen  and  four  ministers,  including 
Dr.  Kermit  Long,  Nashville,  top  exe¬ 
cutive  of  the  General  Board  of  Evan¬ 
gelism. 

The  four  laymen  who  will  address 
the  meeting  are  John  M.  Massey,  Jr., 
executive  vice-president  of  the  Hen¬ 
derson,  Ky.,  Chamber  of  Commerce 
and  a  Methodist  district  lay  leader; 
Gordon  Ward,  newcaster  and  modera¬ 
tor  for  WSPD-TV,  Toledo,  Ohio,  and 
also  a  district  lay  leader;  Dick  Henkle, 
businessman  and  member  of  First 
Methodist  Church,  Garden  City,  Kan.; 
and  Dr.  David  Stewart,  Louisville,  Ky., 
psychiatrist  and  former  medical  mis¬ 
sionary  in  Africa. 

The  ministers  in  addition  to  Dr. 
Long  who  will  speak  are  Dr.  Don 
R.  Crocker,  pastor  of  First  Metho¬ 
dist  Church,  Mt.  Vernon,  Ill.;  Dr. 
Jewell  Martin  Smoot,  pastor  at 
Court  Street  Methodist  Church, 
Flint,  Mich.;  and  Dr.  J.  A.  Leather- 
man,  pastor  of  Grace  Methodist 
Church,  Des  Moines,  Iowa. 

National  director  of  “The  Twelve” 
is  Ernie  Logan,  staff  member  of  the 
General  Board  of  Evangelism, 
f 

METHODIST  NEWS  IN  BRIEF 

A  national  meeting  of  members  of 
“The  Twelve,”  a  small-group  move¬ 
ment  promoted  by  the  General  Board 
of  Evangelism  and  a  national  Com¬ 
mittee  of  Methodist  laymen,  will  be 
held  in  Nashville,  Tenn.,  October  5-8. 
t 

The  Rev.  Marietta  Mansfield,  min¬ 
ister  of  Grant  Memorial  Methodist 
Church  in  Cloverport,  Ky.,  has  been 
re-elected  president  of  the  American 
Association  of  Women  Ministers. 


The  Co-Wed  Class  of  First  Meth¬ 
odist  Church,  Shreveport,  using 
the  New  Day  in  Adult  Education 
literature. 


During  one  of  the  meals  at  the  Consultation  on  Church  and  Community  Life 
at  Columbus,  0.:  the  Rev.  William  B.  Shaw,  Walter  Bruner,  layman  from 
Branch,  and  the  Rev.  Conrad  Edwards. 
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“Search  for  Identity”,  the  topic  for  all  programs  of  all  Methodist  women  this 
year,  was  introduced  in  the  Homer  Woman’s  Society,  Sept.  1?,  by  the  ladies 
above  dressed  in  costumes  and  carrying  objects  that  represented  their  particu¬ 
lar  subjects.  Mrs.  Don  Moore  is  president  of  the  society;  82  members  attended. 


The  September  WSCS  program  at  Homer 


Comment 


WESLEYAN  SERVICE  GUILD 

Since  May  the  Wesleyan  Service  Guild  officers  and  members  have  had 
a  busy  time.  We  have  had  opportunities  for  fellowship  and  learning,  with 

emphasis  on  Leadership.  .  .nut  ,  ^ 

As  we  near  the  end  of  this  quadrennium  we  shall  be  faced  with  the 

possibility  of  significant  changes  in  some-areas  of  organization.  We  are  being 
given  the  opportunity  to  offer  suggestions  as  to  changes  we  feel  would  benefit 
the  Guild.  It  is  hoped  that  each  officer  and  member  will  take  a  personal 
interest  and  active  part  in  the  suggested  experimentation  with  new  patterns 

of  organization.  .  ,  ,  ,  , 

Those  of  you  who  were  at  Guild  Weekend  were  introduced  to  the  changes 
in  cash  for  supply  work  and  approved  supplementary  gifts.  The  September 
issue  of  the  Methodist  Woman  has  an  article  on  pages  46-47  explaining  these 

changes.  .  .  ,  , .  . 

Our  Treasurer’s  report  of  our  pledge  to  missions  for  this  quarter  was 
good.  However,  we  must  not  stop  with  this  quarter.  We  must  continue  to 
promote  and  work  so  that  we  will  meet  our  pledge  for  the  entire  year. 

Last  year  we  had  two  new  Guild  units  organized — one  in  the  Monroe  Dis- 
trict  and  one  in  the  Alexandria  District.  They  are  sharing  the  Elizabeth  Lang¬ 
ford  Award  presented  to  their  District  Secretaries,  Mrs.  Austin  Miller  and 
Miss  Bessie  Rollo  at  Guild  Weekend.  Let  us  not  stop  with  these  two  units. 
Surely  we  have  the  potential  for  the  organization  of  many  new  units  in  all 
of  the  districts  and  for  new  members  in  the  existing  units.  What  about  a 
Junior  Guild?  Read  about  this  on  page  39  of  the  September  issue  of  the 
Methodist  Woman.  Are  you  the  kind  of  member  who  keeps  the  Guild  strong 
through  promotion,  work,  and  interest  or  do  you  just  lie  back  and  criticize? 

For  the  balance  of  the  year  there  are  many  more  opportunities  for 
fellowship  and  learning — the  year’s  studies.  The  Call  of  Prayer  and  Self- 
Denial,  District  Meetings,  Coaching  Conferences,  Retreats,  World  Understand¬ 
ing  Workshops,  the  Weekend  Mission  Seminar  at  Business  Girl’s  Inn  in  Shreve¬ 
port,  Louisiana,  April  19-21,  1968,  the  Annual  Meeting  of  our  own  Con¬ 
ference  Wesleyan  Service  Guild  at  First  Methodist  Church  in  Shreveport, 
Louisiana,  March  15-17,  1968. 

So  with  the  wonderful  opportunities  for  service,  fellowship,  and  learning 
offered,  let  us  not  be  members  who  “just  belong”  to  the  Guild. 

Mildred  Evans 

Louisiana  Conference  Wesleyan 
Service  Guild  Secretary 
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News  in  Brief 


MRS.  GLENN  E.  LASKEY  of  Rus-. 
ton,  president  of  The  Woman’s  Divi¬ 
sion  of  The  Methodist  Church,  was 
guest  speaker  at  the  September  12 
meeting  of  the  Woman’s  Society  in 
Alexandria  First  Church.  “The  Role 
of  Women  in  the  Church  and  the 
World”  was  the  topic.  Mrs.  Paul  M. 
Davis  is  president  of  the  First  Church 
Woman’s  Society. 


WHEN  DEQUINCY  ladies  held  the 
September  meetings  concerning  “Mod¬ 
ern  Woman’s  Struggle  for  Personal 
Identity,”  Mrs.  Huey  Johnson  led  the 
program  for  the  Woman’s  Society,  and 
Mrs.  George  Cockerham  was  leader 
for  the  Guild. 


THE  ELYSIAN  FIELDS  Woman’s 
Society  of  Christian  Service  honored 
13  new  members  at  the  business  meet¬ 
ing  and  luncheon  on  September  5.  This 
meeting  was  also  designated  as  “Red 
Scissors  Coupon  Day,”  when  all  mem¬ 
bers  were  urged  to  bring  as  many  cou¬ 
pons  as  possible  for  St.  Mark’s  Com¬ 
munity  Center  in  New  Orleans.  Monies 
from  these  coupons  are  used  to  main¬ 
tain  the  St.  Mark’s  Camp  (for  under¬ 
privileged  children)  in  Covington,  Lou¬ 
isiana.  More  than  1,000  coupons  were 
collected.  Mrs.  J.  D.  Hansard,  Jr.  is 
president  of  the  Elysian  Fields  society. 


THE  REV.  DEVERE  SANSON 
showed  slides  of  the  Holy  Land  at  the 
September  5  meeting  of  the  Susie  Jones 
Wesleyan  Service  Guild  at  DeRidder. 
Mrs.  Clyde  Gehron  is  the  president. 


FINLAND  ORDAINS  WOMAN 

A  woman  who  is  believed  to  be  the 
first  to  be  ordained  to  the  ministry  in 
Finland  was  ordained  by  the  Finland 
Provisional  Methodist  Conference  at 
its  recent  annual  session  in  Ekenas. 

The  Rev.  Miss  Kerstin  Ekholm  is 
the  first  woman  to  be  admitted  to  the 
Methodist  ministry  in  her  country,  and 
the  Finnish  state  church  (Lutheran) 
does  now  permit  ordination  of  women, 
though  there  are  many  women  the¬ 
ological  seminary  graduates  working 
in  other  church-related  vocations.  Miss 
Ekholm  is  a  graduate  of  the  Union 
Methodist  Theological  School  at  Goth¬ 
enburg,  Sweden. 

In  other  Methodist  news  from 
Scandinavia,  Dr.  Arne-J  acob 
Kristoffersen,  Methodist  news  corres¬ 
pondent  for  Northern  Europe,  reports 
that  all  Methodist  district  superintend¬ 
ents  in  Finland,  Norway,  Sweden  and 


Denmark  met  recently  in  Norway  with 
Bishop  Odd  Hagen  of  the  Stockholm 
Area.  The  purpose  was  to  plan  co¬ 
operative  strategy  for  Methodism  in 
four  countries.  Among  the  projects, 
planned  are  special  weeks  of  prayer, 
exchange  of  ministers  among  countries 
and  coordinated  evangelistic  work. 

Other  items  from  Scandinavian 
Methodism,  as  reported  by  Dr.  Kristof¬ 
fersen:  Nineteen  nurses  were  graduated 
this  summer  by  the  Bethany  Hospital 
School  of  Nursing  in  Stockholm,  Swed¬ 
en,  including  nurses  of  six  free  (non¬ 
state)  churches  and  of  the  state  (Luth¬ 
eran)  church.  One  of  the  nurses  was 
an  African. 

Bishop  Mangal  Singh  of  the  Delhi 
(India)  Area  of  The  Methodist  Church 
visited  Norway  this  summer,  present¬ 
ing  the  need  for  social  workers  and 
other  church-related  workers  in  In¬ 
dia  to  Norwegian  youth. 


Two  benefit  hat  sales  are  held  each  year  by  members 
of  the  Woman’s  Society  of  the  E.S.M.  Church  of  Bog- 
alusa.  The  fall  hat  party  included  accessories  for 


the  first  time,  and  was  highly  successful.  Chairman 
of  the  event  was  Mrs.  W.  M.  Givens.  Mrs.  Coleman 
Knight  was  in  charge  of  serving  coffee.  Accompany¬ 


ing  dainties  were  all  prepared  by  Mrs.  W.  J.  Will 
oughby.  Scenes  are  pictured. 
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Timmins  on  Target 

(The  following  article  by  the  Rev.  Leslie  J.  M.  Timmins,  our  “ British  Scene ” 

columnist - and  recently  appointed  superintendent  of  the  Stretham  and  Dulwich 

Circuit — appeared  in  the  August  24  issue  of  METHODIST  RECORDER.  It  was 
written  in  response  to  a  recent  broadside  on  English  religious  life  by  G.  W.  Tar¬ 
get,  British  novelist,  critic  and  controversialist. ) 

Testing  values 


•  On  a  Wide  Circuit 

Communicating 
spiritual  truth 

By  W.  W.  Reid 

Whenever  the  clock  by  which  I 
learned  to  tell  time  was  found  to  be 
“behind  time”  or  “ahead  of  time,”  my 
Father  used  to  delight  to  relate  the 
story  of  a  certain  storekeeper  he  knew. 
That  clock  was  always  hours  off  the 
Greenwich  Time,  but  always  “went.” 
Apparently  the  storekeeper  understood 
it  —  but  no  customer  ever  learned  to. 
When  my  Father  once  spoke  about  the 
untruthful  timepiece,  the  owner  re¬ 
plied:  “That  clock  is  all  right.  When 
the  hands  point  to  ten  after  eight,  and 
the  hammer  strikes  two,  then  I  know 
it’s  five  minutes  to  six.”  But  no  one 
else  shared  that  secret  knowledge. 

I  was  only  a  youngster,  but  that 
clock  didn’t  seem  to  me  to  perform  its 
real  business  of  telling  people  what 
they  needed  or  wanted  to  know:  so  it 
might  as  well  be  non-existent.  (In  these 
more  sophisticated  days,  I  might  say  it 
didn’t  “communicate”!)  . . . 

Once  I  knew  of  a  poet  who  pub¬ 
lished  a  long  essay  to  interpret  what 
he  had  meant  when  he  wrote  a  long 
and  obtuse  poem — one  that  the  critics 
of  his  day  declared  a  “masterpiece.” 
But  it  hadn’t  gotten  much  readership, 
because  most  of  us  ordinary  mortals 
had  only  the  foggiest  idea  of  what  the 
poet  was  trying  to  say.  In  a  word,  it 
didn’t  “communicate”  —  and  my  idea 
of  a  masterpiece  is  something  that  says 
something  worthwhile  that  I  can  under¬ 
stand  —  and  (in  poetry)  receive  new 
and  deeper  insights.  In  this  case  it 
might  have  been  better  not  to  confuse 
us  with  inarticulate  poetry,  and  just 
write  the  explanatory  essay!  .  .  . 

And  here  I  have  a  confession  to 
make:  I  feel  very  much  the  same  way 
about  a  great  deal  of  the  new  and  ab¬ 
stract  art  —  crayon,  or  etching,  or 
painting  —  broad  and  bold  strokes,  or 
patches  of  unmatchable  colors  that 
would  make  Joseph’s  gaudy  coat  re¬ 
tire  from  competition.  I  know  that  the 
“best  galleries”  now  issue  monographs 
or  catalogues  that  tell  in  detail  what 
each  artist  tried  to  say  or  depict  in  thd 
pictures  that  he  has  autographed.  But 
even  some  of  these  diagrams  and  elu¬ 
cidations  require  more  from  the  lay¬ 
man  than  his  imagination  has  been 
trained  to  conjure  up.  Personally  I 
like  to  go  through  an  art  show  sans 
lengthy  explanation  of  each  piece:  if 
I  can’t  understand  it  by  my  own  study 
(and  that  rather  quickly)  I  fear  it  is  not 
a  communicative  work  of  art  to  me. 
and  art  is  communication  from  the 
mind  of  the  artist  to  mine — or  it  is 
nothing  ... 

The  other  day  I  saw  an  intricate 
“religious  symbol”  on  a  pamphlet 
Cover.  Of  itself  it  meant  nothing 
meaningful  to  a  small  group  of  us  who 
examined  it.  It  was  not  even  “pretty”: 
it  looked  like  geometric  lines  —  ob¬ 
longs,  angles,  squares,  circles  —  all 
placed  irregularly  on  the  page.  But 
tucked  away  in  small  type  on  an  inside 
page  was  the  explanation  in  words. 
Somehow  or  other  it  represented  the 
Deity,  the  Trinity,  Man  (the  “ecumeni¬ 
cal  man”!)  beneath  these,  and  appar¬ 
ently  standing  on  Earth  out  in  the  mid¬ 
dle  of  a  universe.  I  would  never  have 
believed  it!  I  am  still  unsure  as  to  what 


The  seamless  robe  of  pure  religion 
in  this  country  is  worn  draggled  and 
threadbare.  The  popular  image  of  the 
Church  is  that  of  a  well-fed  clergy¬ 
man  jumping  up  and  down  in  his  com¬ 
fortable  pew  for  twenty  minutes  every 
Sunday  morning,  working  up  a  fair  old 
sweat  about  the  alleged  sexual  misde¬ 
meanors  of  the  young,  while  the  rape 
of  Vietnam  continues  all  round  the 
clock  all  seven  days  of  the  week. 

All  this  means  that  the  priest  has 
abdicated  his  functions  by  default,  and 
those  functions  have  passed  to  the 
novelist,  dramatist,  and  the  serious  art- 
tjst  of  every  kind. 


it  all  means  —  and  confused  as  to  its 
value  if  I  could  understand  it.  And  I 
don’t  believe  I  stand  alone  in  this  ig¬ 
norant  confusion  or  unattainable  com¬ 
munication  .  .  . 

I  hope  my  liturgically-minded  minis¬ 
terial  friends  will  understand  and  for- 
ive  me,  but  sometimes  when  I  see  (or 
ear,  or  think  of)  the  needs  of  men  in 
the  world — the  hungers,  the  frustra¬ 
tions,  the  social-economic  imprison¬ 
ments  that  plague  their  entire  lives  — 
and  then  look  at  the  clerical  trappings, 
the  symbols,  the  rituals,  the  inherited 
hymns  and  prayers,  the  philosophical- 
based  sermons,  the  stilted  language  of 
the  theologians,  I  wonder  what  com- 
tnunication  there  is  —  or  can  be  — 
between  men  in  these  opposite  poles 
of  experience,  of  thought,  and  of  walk. 

Now  symbols,  and  liturgies,  and 
technical-religious  language  have 


‘‘NO  SUCH  THING  .  .  .” 

An  attractive  but  nervous  young 
woman  crowded  hurriedly  into  the  ele¬ 
vator  one  morning  last  month,  hoping 
she  could  arrive  in  the  office  on  time. 
A  young  man  greeted  her  pleasantly 
and  raised  a  newspaper,  saying, 
“Thought  I’d  catch  up  on  the  news 
this  morning.”  Without  turning  around 
the  young  woman  answered  bluntly, 
“There’s  no  such  thing  as  good  news 
these  days.” 

Ages  ago  another  young  man  was 
bumping  along  in  a  royal  chariot  on 
a  rough  road  from  Jerusalem  to  Gaza. 
Things  were  pretty  tough  with  him.  To 
be  sure,  he  was  a  highly  placed  of¬ 
ficial  in  his  country,  but  he  was  still 
a  semi-slave.  The  queen  held  the  pow¬ 
er  of  life  or  death  over  his  head  with 
every  breath  he  took.  He  was  a  lonely 
man.  He  was  not  permitted  to  have 


This  swinging  attack  on  the  failure 
of  the  Church  to  come  to  terms  with 
the  agony  and  ecstasy  of  modern  life 
was  mounted  by  Mr.  George  Target 
in  a  recent  issue  of  “Books  and  Book¬ 
men.” 

He  claims  that  ritual,  pastoral  care, 
preaching,  and  teaching  of  doctrine, 
and  occasional  prophecy  which  were 
the  essential  functions  of  the  Church 
are  now  in  other  hands.  The  oppor¬ 
tunities  which  have  been  thrown  away 
by  Churchmen  have  now  fallen  into 
the  hands  of  writers. 

The  rituals,  which  men  need  are  now 
offered  by  the  ‘shock  of  recognition,’ 
which  comes  from  the  awareness  and 
great  knowledge  of  mystery  commu- 


meanings  to  the  initiated,  the  specially- 
trained,  “the  craft.”  But  to  those  out¬ 
side  “the  pole” — and  that  means  most 
of  us  laymen — do  they  communicate, 
or  teach,  or  inform  any  more  than  did 
that  untruthful  clock,  or  that  incom¬ 
prehensible  poem,  or  that  painting  or 
symbol  with  hidden  (or  absent)  mean¬ 
ing? 

Man  through  long  centuries  “in¬ 
vented”  first  grunts,  and  then  words, 
and  later  grammatical  construction  of 
sentences  (groupings  of  words),  and 
drawings,  and  paintings,  and  songs, 
and  dances,  and  rituals  —  all  to  com¬ 
municate  thoughts  and  desires  to  other 
men.  Other  audio  and  visual  media 
follow  in  their  wake  —  for  the  same 
urpose  of  communication.  And  per- 
aps  communication  is  most  difficult 
—  and  most  necessary  —  in  the  relk 
gious-spiritual  realm. 


by  Charles  A.  Stuck/Lay  Evangelist 


a  family.  Under  orders  from  his  rulers 
he  must  give  total  time  and  attention 
to  his  job  as  secretary  of  her  treasury. 

His  visit  to  Jerusalem  had  been 
somewhat  of  a  disappointment  too.  He 
had  bought  a  scroll  there  which  he 
thought  would  not  only  be  good  read¬ 
ing,  but  would  give  some  comfort  to 
his  troubled  soul. 

But  the  scroll  was  pretty  bad  news. 
It  told  about  someone  who  had  been 
humiliated,  persecuted  and  killed;  ex¬ 
ecuted  for  sins  that  he  did  not  commit. 
Where  was  the  justice  in  that?  Why 
had  he  bought  the  scroll  in  the  first 
place? 

Suddenly  he  became  aware  of  a 
poorly  dressed  stranger  trotting  beside 
the  chariot.  There  was  a  calm,  serene 
look  on  the  stranger’s  face.  He  looked 
up  at  the  official  and  spoke. 

“Do  you  understand  what  you  are 
reading?” 
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nicated  by  good  writing  that  is  part 
of  the  ritualistic  approach  to  reality. 
The  pastoral  care  is  evinced  in  such 
moments  of  truth  as  when  ‘Cathy  Come 
Home’  hit  the  television  public. 
Preaching  and  teaching,  admits  Mr. 
Target,  is  ‘a  bit  more  dodgy,’  but, 
anyway,  most  overtly  Christian  novels 
are  so  daft  as  to  be  totally  unbeliev¬ 
able — everybody  gets  converted  and  re¬ 
nounces  sex,  spirituous  liquors,  cigar¬ 
ettes,  and  sin.  In  that  order. 

But  The  Good  Novel  works  by  in¬ 
direction,  and  it  is  concerned  with  Peo¬ 
ple.  The  People. 

From  “The  Red  Badge  of  Courage” 
to  “The  Lord  of  the  Flies”  via  “Brigh¬ 
ton  Rock”  the  novel  chants  a  litany 
which  is  endless.  ‘Our  name  is  Man,’ 
say  the  voices,  ‘and  we  live  on  a 
Cross.” 

‘Vietnam  is  our  Gethsemane,  Cam¬ 
berwell  Green  our  Golgotha,  Central 
Park  our  Garden  of  Resurrection,  theb 
nearest  slum  our  City  of  God,  the 
nearest  housing  estate  our  New  Je¬ 
rusalem.’ 

Who,  then,  are  the  priests? 

There  is  no  doubt  in  Mr.  Target’s 
mind  .  .  .  and  the  true  mediators  of 
honesty  and  grace  are  not,  according 
to  him,  to  be  found  in  the  Church. 

To  begin  with,  I  want  to  stand  up 
and  be  counted  with  those  who  have 
seen  in  George  Target’s  own  novels 
something  very  much  more  real  than 
in  most  pieces  of  fiction  which  attempt 
to  deal  with  religion  and  life.  He  mod¬ 
estly  does  not  list  his  own  work  among 
the  prophet-priest-writer  new  frontier. 
And  I  can  see  why  he  wants  to  un¬ 
frock  the  clergy  and  substitute  the 
mini-skirted  chips  -  with  -  everything 
school  of  “here  it  is”  socio-theology 
for  the  institutional  disaster  we  call  the 
Church  in  England. 

The  trouble  is  that  he  makes  a  fatal 
exception  in  this  article  which  gives 
the  whole  game  away. 

In  the  Serious  Writers  he  wants 
ordained  to  the  new  prophecy  he  ac¬ 
cepts  Dramatist,  Poet,  and  any  Artist 
with  a  “message.”  But  he  wants  no 
part  of  ‘the  erector  of  prefabricated 
thrillers,  the  manipulators  of  stock 
characters  in  stereotyped  situations, 
and  certainly  not  the  machine-finisher 
of  the  sort  of  high-class  pornography 
which  passes  for  literature  these  days.’ 

But  you  cannot  have  your  cake  and 
throw  it  way,  Mr.  Target.  Be  selective 
about  your  writers  and  call  them 

(Continued  on  page  11) 


“How  can  1  unless  someone  guides 
me  in  my  reading?”  The  official 
paused,  pointed  to  a  verse  in  the  scroll 
and  asked,  “Is  the  writer  talking  about 
himself,  or  about  someone  else?” 

The  horses  were  reined  in  to  a  walk 
while  the  stranger  walked  alongside 
and  began  to  tell  a  wonderful  story,  a 
story  about  a  man  who  had  died  for 
the  sins  of  the  whole  world;  a  man 
named  Jesus. 

The  Bible  says  that  Philip  told  the 
Ethiopian  eunuch  the  “Good  News  of 
Jesus.”  And  it  is  Good  News  in  these 
tortured  days  just  as  it  was  that  day 
on  the  hot,  dusty  Gaza  road.  There 
is  such  a  thing  as  Good  News.  It’s 
the  best  new  that  mankind  ever 
heard.  It’s  the  story  of  God’s  love  that 
sent  Jesus  to  die  for  the  sins  of  every 
one  of  us. 

Yes,  there  certainly  is  such  a  thing 
as  Good  News. 
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Timmins  on  Target 

prophets,  men  who  see  meaning  in  the 
four-ale  bar  as  well  as  in  the  three- 
hour  service;  women  who  can  see  a 
light  in  the  darkness,  and  hope  in  the 
rain,  and  the  sadness  and  the  giggles 
that  make  up  most  of  life. 

I’ll  agree  with  you.  Writers  like  this 
can  show  us  more  in  a  page  than  most 
of  us  will  hear  from  a  library  full  of 
“The  World’s  Best  Sermons”  read  in 
the  most  sonorous  voice. 

But  I  will  not  agree  that  you  can 
be  selective  about  your  writers  and 
thoroughgoing  about  your  preachers. 

All  right.  There  are  bleating  bishops, 
and  pettifogging  little  men  in  big,  big 
positions  in  the  Church.  There  are  par¬ 
sons  still  doing  the  old  sad  patter  of 
yesteryear,  and  expedient  ecclesiastical 
politicians  perverting  the  Gospel  they 
are  supposed  to  preach.  I’m  as  angry 
as  you  are  about  it  all.  And  I  live 
with  it:  I  happen  to  be  a  parson.  There 
is  no  defence  for  this  kind  of  substitute 
for  the  real  thing. 

But  there  are  also  a  lot  of  writers 
who  are  prostituting  both  themselves 
and  the  art  they  are  supposed  to  repre¬ 
sent.  And  lots  of  Artists  who  would 
write  that  word  with  a  capital  letter 
all  right,  but  they  are  only  in  the 
market  for  the  quick  buck.  And  you 
know  as  well  as  I  do  that  it’s  not  so 
difficult  to  butter  your  crust  if  you  are 


willing  to  sell  your  soul.  And  that 
goes  in  the  world  of  pseudo-letters  as 
well  as  in  the  world  of  pseudo-religion. 

You  say  ‘it  is  obvious  that  the 
Church  is  responsible  for  this  aimless 
wandering  in  the  air-conditioned  wild¬ 
erness  that  we  call  the  world.’  I  don’t 
believe  you  really  mean  it. 

You  are  a  protestant  at  heart.  Like 
me.  You  want  to  protest  about  sancti¬ 
monious  skulduggery  as  well  as  the 
great  big  pseudo-artistic  world  which 
has  conned  people  into  the  feeling  that 
so  long  as  they  see  the  film,  they 
need  not  read  the  book. 

And  there  are  some  preachers  who 
are  trying  to  ‘speak  what  they  feel, 
not  what  they  ought  to  say.’  You  are 
big  enough  to  have  read  Bonhoeffer, 
You  know  enough  about  what  is  hap¬ 
pening  in  the  present  ferment  to  make 
a  clearer  distinction  between  those  dol¬ 
lies  you  set  up,  and  knock  down  so 
skilfully.  Well,  make  some  distinctions. 
Between  one  kind  of  writer  and  an¬ 
other,  and  one  kind  of  churchman  and 
another. 

We  walk  in  a  dangerous  jungle, 
you,  the  writer,  and  I,  the  parson. 
It’s  a  cardboard  jungle  where  the 
model-conscious  image-makers  are  at 
work. 

You  try  not  to  perpetuate  the  ad¬ 
mittedly  unfair  image  of  the  parson 
who  comes  straight  from  “Beyond  the 
Fringe”  (he’s  ten  years  out  of  date, 

Please  turn  to  page  15 
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by  Alfred  A.  Knox 


^Rct/icu/g 


Sam  Shoemaker,  EXTRAORDI-. 
NARY  LIVING  FOR  ORDINARY 
MEN,  Zondervan  Publishing  House, 
160  pages.  Now  available  in  paper. 

Extraordinary  Living  for  Ordinary 
Men  is  a  group  of  Dr.  Shoemaker’s 
writings  previously  published  as  articles 
in  “Faith  At  Work.” 

The  late  Sam  Shoemaker  was  a  pro¬ 
lific  writer  and  his  written  words  are 
noted  for  their  freshness  and  vitality. 
Newsweek  listed  him  as  one  of  Amer¬ 
ica’s  most  outstanding  preachers  and 
he  seemed  to  have  the  “knack”  to  help 
people  find  the  power  of  God  in  per¬ 
sonal  and  corporate  living.  These  ar¬ 
ticles  are  on  a  variety  of  subjects,  all 
the  way  from  “God  and  War”  to  “The 
Wonder  of  Forgiveness.”  If  you  are  not 
acquainted  with  this  writer,  here  is  a 
good  opportunity  to  be  introduced  to 
him  in  these  simple  conversations 
about  the  power  of  the  Gospel  of 
Christ. 

— Edward  B.  Hollenbeck 
t 

Emil  Paul  John,  DEEP  WELL, 
$1.75,  Friendship  Press,  158  pp. 

Written  for  young  people,  this  book 
was  published  to  be  used  in  connec¬ 
tion  with  the  1967-68  study  of  “Christ 
and  the  Faiths  of  Men.”  There  are 
five  separate  stories  (one  is  a  short 
play)  in  which  the  central  theme 
“Aren’t  we  all  human  beings?”  is  ex¬ 
plored  in  relation  to  various  groups 
and  faiths  of  the  world. 

One  deals  with  a  Watusi  prince  who 
finds  himself  in  jail  as  the  result  of  a 
civil  rights  demonstration.  The  second 
is  the  story  of  Barsam,  an  Orthodox 


refugee  from  Palestine,  and  his  experi¬ 
ences  in  a  work  camp.  Flower,  a  Jap¬ 
anese  war  bride,  is  the  central  figure 
in  the  third  story  as  she  deals  with 
her  American  mother-in-law  whom  she 
resents  very  much.  The  fourth  episode 
is  that  of  Idir,  a  Muslim  student  in 
America,  and  his  encounter  with  Amer¬ 
ica’s  sex  morality.  The  short  play  deals 
with  three  American  soldiers  traveling 
across  Italy  on  a  train  shortly  after 
the  end  of  World  War  II  hostilities 
in  Europe.  Each  soldier  has  an  apple 
and  these  become  a  symbol  of  Chris- 
tion  love. 

We  believe  you  would  find  value 
in  this  collection,  even  if  you  do  not 
plan  to  use  it  in  a  mission  study. 

Bill  Glass,  STAND  TALL  AND 
STRAIGHT,  $3.95,  Word  Books,  206 
PP- 

Collaborating  in  the  authorship  of 
this  book  were  Bill  Glass,  defensive 
end  for  the  Cleveland  Browns,  Dr. 
Leslie  Moser,  psychology  professor  at 
Baylor  University,  and  Stan  Moser,  Dr. 
Moser’s  teen-age  son. 

It  is  written  primarily  for  the  teen¬ 
age  male  and  is  concerned  with  help¬ 
ing  him  build  Christian  foundations 
for  his  physical  body  and  his  person¬ 
ality.  Its  brief  chapters  are  as  diverse 
in  their  content  as  “Using  Isometrics 
for  greater  health  and  strength”  to 
“How  to  get  along  with  your  parents 
and  teachers.” 

We  feel  this  book  is  well  done  and 
takes  a  positive  approach  to  advice  in 
the  fields  of  tobacco,  alcohol  and  the 
whole  development  of  the  teen-age 
person. 


by  Barbara  L.  Mulkey 


It  has  been  pointed  out,  and  wisely  so,  that  the  goal  of  the 
poet  should  be  to  discern  the  spiritual  truth  behind  the  temporal 
fact. 


TO  SEE  IS  TO  CARE 

Before  the  dawn  their  hearts 
were  free. 

As  free  as  birds  that  carol 
light; 

Their  eyes,  as  all  who  will 
not  see, 

Were  blind  and  did  not 
fear  the  night. 

Through  hours  of  darkness, 
without  light, 

Before  the  dawn  their  hearts 
were  free. 

But  seeing  always  brings 
a  blight 

Upon  the  day  that  is  to  be. 

Was  freedom  a  facsimile 

With  their  defence  both  old 
and  trite? 

Before  the  dawn  their  hearts 
were  free 

Because  they  said  their  acts 
were  right. 

But  day  must  come  with  each 
star-flight, 

With  morning  call  of 
chickadee 

And  when  they  saw,  they 
felt  contrite. 

Before  the  dawn  their  hearts 
were  free. 

— by  Anna  Nash  Yarbrough 

t 


DEMISE 

God  did  not  die 
On  that  day  I  stopped 
Believing; 

But  on  that  dark  hour 
When  I  ceased  to  be  illumined 
By  the  steady  radiance 
Of  His  glowing  presence, 

It  was  I 
Who  died. 

O  Thou  who  died  break 
The  bonds  of  Death, 

Resurrect  me 
From  the  cold  tomb 
Of  unbelief. 

Let  me  live 
Again. 

— by  Jewell  Kirby  Fitzhugh 
t 


ARK-eology 
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'Bridl  ing  your  tongue 

— man,  that’s  a  rough  doctrine.’ 


by  Gene  Herrington 
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Participants  at  Shreveport  District  MYF  August  25  Rally  in  Mansfield. 
Left  to  right,  Shirley  Barnes,  president;  The  Rev.  W.  E.  Nolan,  Shreveport 
District  youth  director;  Kent  Kilbourne,  featured  singer;  Billy  Turner, 
Mansfield  MYF  president,  Mrs.  John  Johns,  Mansfield  MYF  counselor. 


from  page  one  from  page  one 

Swimming  Pool  Columbus  meeting 


first  met  Carmel.  I  had  come  to  New 
Orleans  to  assume  responsibility  as  di¬ 
rector  of  St.  Mark’s  Community  Cen¬ 
ter.  I  believe  Mr.  and  Mrs.  Charles 
Tackaberry  had  come  to  New  Orleans 
the  preceding  year.  They  had  become 
a  part  of  St.  Mark’s  church  and  Com¬ 
munity  Center  since  their  arrival.  So 
it  was  my  privilege  to  work  with  Car¬ 
mel  both  in  the  church  and  in  the  cen¬ 
ter.  I  remember  that  at  the  time  she 
was  not  very  well  informed  about  the 
work  of  the  Woman’s  Society  of  Chris¬ 
tian  Service,  but  somehow  she  caught 
a  vision  and  was  challenged  to  study. 
This  she  did  until  I  doubt  that  there 
was  a  better  informed  person  in  the 
city  on  the  work,  purpose,  program, 
and  projects  of  the  society.  It  was  won¬ 
derful  to  see  her  grow  not  only  in 
knowledge  but  in  depth  spiritually  un¬ 
til  she  took  her  place  as  a  real  leader 
among  church  women. 

Her  leadership  was  felt  not  only  in 
her  own  church  but  also  in  the  dis¬ 
trict  and  conference  programs.  Her 
leadership  was  also  felt  at  St.  Mark’s 
Community  Center.  She  was  an  active 
member  of  the  Board  of  Directors 
many  years  and  was  serving  her  third 
year  as  president  of  the  board  at  the 
time  of  her  death.  Here  again  she 
showed  concern  enough  to  give  her¬ 
self  to  study  so  that  she  had  an  un¬ 
derstanding  of  the  problems  and  pro¬ 
gram  of  the  center.  Carmel  was  a 
member  of  the  committee  that  picked 
out  this  camp  site  in  1954. 

Carmel  loved  the  out-of-door  and 
loved  to  swim.  She  understood  the  need 
for  and  benefit  to  be  derived  from 
camping  with  small  groups  under  com¬ 
petent  leadership. 

Carmel  died  on  March  21,  1962. 
At  the  April  board  meeting  that  year 
plans  were  made  to  build  a  swimming 
pool  at  Camp  St.  Mark’s  as  a  me¬ 
morial  to  her.  So  today  we  have  the 
great  satisfaction  and  pleasure  of  ded¬ 
icating  the  pool  to  the  memory  of  not 
only  a  great  Christian  but  also  of 
one  of  the  best  friends  some  of  us 
have  ever  had,  Carmel  P.  Tackaberry.” 
t 

When  church  attendance  drops, 
door  bells  need  to  start  ringing. 


B.  Shaw,  Gueydan,  La.,  Rev.  James 
Hodges,  Iowa,  La.,  Hubert  Blanchard, 
Sulphur,  La.  Also,  Rev.  &  Mrs.  Gar¬ 
land  C.  Dean,  Jr.,  Rev.  Rex  Squyres 
and  Rev.  Roy  Mouser.  From  MON¬ 
ROE  DISTRICT:  Rev.  Ed  Haug,  su¬ 
perintendent;  Rev.  Odell  Simmons, 
Vidalia,  La.,  Rev.  Wallace  Blackwood, 
St.  Joseph,  La.  From  NEW  OR¬ 
LEANS  DISTRICT:  Dr.  Carl  F.  Lueg, 
superintendent;  Rev.  W.  R.  Irving, 
Covington,  La.,  Rev.  W.  M.  Jaycocks, 
Pearl  River,  La.,  Rev.  Dan  Tohline, 
Elysian  Fields,  La.,  Walter  P.  Harris, 
Sr.,  Metairie,  La.  from  RUSTON 
DISTRICT:  Dr.  Henry  Rickey,  super¬ 
intendent;  Rev.  Terrell  Lowe,  Cotton 
Valley,  La.,  Rev.  Calvin  Lapuyade, 
Chatham,  La.,  and  Mr.  E.  W.  Nelson, 
Gibsland,  La.  From  SHREVEPORT 
DISTRICT:  Rev.  George  Pearce,  Jr., 
superintendent ;  Rev.  Clarence  B. 
Krumnow,  Greenwood,  La.,  Rev.  R. 

C.  Carter,  Wynn  Memorial,  Shreve¬ 
port  and  Ray  Urban,  Mansfield,  La. 
Also  present  from  the  Area  Council 
were  Rev.  K.  G.  Rorie  and  Cecil  E. 
Bland.  Dr.  Virgil  Morris  of  the  Juris¬ 
dictional  Staff  was  also  there. 

Key  decision  makers  from  across 
the  nation  came  from  local  communi¬ 
ties  and  from  judicatorial  and  national 
levels  of  the  churches  involved.  Theyy 
considered  the  opportunities,  plans, 
problems  and  hopes  of  churches  in 
non-metropolitan  society  and  were 
challenged  to  carry  the  ideas  home 
for  implementation. 

Among  the  speakers  were  Dr. 
Franklin  Littell,  President  of  Iowa 
Wesleyan  University;  Dr.  B.  D, 
Thomas,  President  of  Battelle  Insti¬ 
tute;  Dr.  James  Glasse  of  the  Vander¬ 
bilt  University  Divinity  School;  Dr. 
Clarence  Jordan  of  Koinonia  Farms  in 
Americus,  Georgia;  Bishop  James  S. 
Thomas  (Methodist)  of  Des  Moines, 
Iowa;  and  Dr.  Paul  A  Miller,  U.  S. 
Assistant  Secretary  for  Health,  Edu¬ 
cation  and  Welfare. 

A  major  goal  of  the  Consultation 
was  to  find,  identify  and  encourage 
methods  of  ecumenical  planning  for 
community  development.  Major  dis¬ 
cussion  themes  included  the  changing 
social  context  for  life  m  community; 


LEFT:  Dr.  Bentley 

Sloane,  Baton  Rouge  dis¬ 
trict  superintendent,  Mrs. 
Sloane,  and  the  Rev.  and 
Mrs.  Robert  Windsor  at 
reception  in  new  Jeffer¬ 
son  Methodist  Church 
parsonage,  in  Baton 
Rouge.  Dr.  Sloane  pre¬ 
sided  over  the  consecra¬ 
tion  service.  BELOW: 
Pastor  and  Mrs.  Windsor 
in  front  of  new  parsonage. 


New  Centenary  Choir 
album  now  available 

The  Centenary  College  Choir  of 
Shreveport  is  taking  orders  for  its  al¬ 
bum  of  secular  music,  “Songs  by  Sum¬ 
mer  Starlite,”  recently  released  under 
the  label  of  Americana  Studios  of  Rus- 
ton,  La.,  according  to  Dr.  A.  C.  Voran, 
choir  director. 


from  page  one 

Moral/Civic  Foundation 

vices  award  in  1952.  He  received  the 
Golden  Deeds  Award  given  by  the 
Exchange  Club  of  Dallas  in  1961. 

Dr.  Shipp’s  address  is  scheduled  for 
the  night  session  of  the  LMCF  an¬ 
nual  meeting  at  the  Emmanuel  Bap¬ 
tist  Church  in  Alexandria. 

t 


contemporary  identification  of  the 
church  and  its  mission;  realization  of 
the  failures  to  fulfill  the  potential  of 
the  church;  and  the  challenge  of  the 
future. 

Communions  cooperating  in  the 
Consultation  included  the  American 
Baptist  Convention,  Christian 
Churches  (Disciples  of  Christ),  Church 
of  God  (Anderson,  Indiana),  Church 
of  the  Brethren,  Evangelical  United 
Brethren  Church,  American  Lutheran 
Church,  Lutheran  Church  in  America, 
The  Lutheran  Church  —  Missouri 
Synod,  Methodist  Church,  Presbyteriart 
Church  in  the  U.  S.,  Protestant  Epis^ 
copal  Church,  Reformed  Church  in 
Ameifca,  Roman  Catholic  Church, 
United  Church  of  Christ,  United  Pres¬ 
byterian  Church  in  the  U.S.A.,  State 
Council  of  Churches,  and  the  National 
Council  of  Churches. 


Proceeds  from  the  sale  of  the  album 
will  go  to  the  Choir  to  augment  ex- 
enses  during  the  forthcoming  year, 
e  said.  The  recording  is  the  all-new 
revolutionary  philasonic  two-in-one, 
engineered  for  playing  both  full  range 
hi  fidelity  mono  and  full  separated 
stereo. 

Titled  “Centenary  College  Choir 
Presents  Songs  by  Summer  Starlite 
from  Hodges  Gardens,”  the  recording 
features  14  old  favorites  and  memory 
melodies  selected  to  please  every  mem¬ 
ber  of  the  family.  Each  is  a  master¬ 
piece  of  musicianship,  excitement  and 
brilliant  technique. 

Romantic  and  gay  the  songs  include 
“Love,  Your  Magic  Spell  Is  Every¬ 
where,”  “All  the  Things  You  Are,” 
“Climb  Every  Mountain,”  “Dream,” 
“In  the  Still  of  the  Night,”  “Remem¬ 
ber,”  “Tico  Tico,”  “Solitude,”  “I  Left 
My  Heart  in  San  Francisco,”  “Love 
Is  a  Many  Splendored  Thing,”  “If  I 
Loved  You,”  “Country  Style,”  “Some 
Day  My  Prince  Will  Come,”  and 
“You’ll  Never  Walk  Alone.” 

Accompanists  are  Gayle  Boucher  of 
Springhill,  La.,  and  David  Blodgett  of 
Mt.  Pleasant,  Tex.  Orchestral  accom¬ 
paniment  is  by  Eddy  Kozak,  who  has 
appeared  with  Xavier  Cugat,  Gene 
Krupa,  Alex  Templeton,  Jackie  Tem¬ 
pleton,  Jackie  Gleason,  Frank  Sinatra 
and  many  other  famous  personalities 
and  bands.  The  album  is  sponsored  by 
Hodges  Gardens  where  the  Choir  holds 
its  10-day  camp  program  every  sum¬ 
mer  prior  to  the  opening  of  the  fall 
semester  at  Centenary  College,  a  Meth¬ 
odist  college  founded  in  1825. 

Orders  for  the  recording,  which  sells 
for  $4.98,  are  to  be  addressed  to  Cen¬ 
tenary  College  Choir,  Centenary  Col¬ 
lege,  Shreveport,  La. 

If 

Education  from  a  Christian  stand¬ 
point  is  that  process  which  prepares 
one  to  render  his  largest  service  to  God 
and  man. 
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Dedication;  Hospitals-Homes 
Stewards'  Day  combined,  Oct.  15 


Dedication  of  the  new  VAUGHAN 
COTTAGE,  carrying  on  the  name  of 
the  beloved  Dr.  R.  W.  Vaughan,  will 
be  held  at  two  o’clock  Sunday,  Octo¬ 
ber  fifteenth,  with  Bishop  Aubrey  G. 
Walton  officiating.  The  first  of  three 
projected  cottages,  replacements  for 
three  badly  worn  cottages  constructed 
while  Dr.  Vaughan  was  Superintend¬ 
ent  over  forty  years  ago,  the  building 
was  constructed  and  furnished  without 
call  on  the  Conference.  Some  memorial 
giving  was  dedicated  to  this  purpose, 
and  will  be  appropriately  recognized. 
Since  the  Home  faces  not  only  the  gen¬ 
eral  cost  escalations  but  badly  needed 
improvements  in  the  depth  of  its  ser¬ 
vices,  memorial  giving  toward  the  cost 
of  additional  cottages  would  help  lift 
tremendous  financial  burdens. 

Believing  that  Hospital-Home  Stew¬ 
ards,  and  many  others,  would  wish  to 


be  here  on  the  day  of  dedication,  we 
have  changed  Hospital-Home  Stew¬ 
ard’s  day  to  that  date,  Sunday,  Octo¬ 
ber  15. 

Schedule  for  the  day,  including  the 
Bishop’s  additional  activities: 

11:00  A.M.  —  Bishop  Walton  will 
preach  in  Ruston’s  new  Third  Meth¬ 
odist  Church,  meeting  temporarily  in 
the  chapel  of  the  Children’s  Home. 

1 :00  P.M. — The  Superintendent  and 
others  of  the  Home’s  staff,  will  meet 
Hospital-Home  Stewards  and  any 
others  wishing  to  come  in  the  Chil¬ 
dren’s  Home  Chapel. 

2:00  P.M. — Dedication  of  the  new 
VAUGHAN  COTTAGE. 

3:00  P.M. — Dedication  of  the  Rus¬ 
ton  District  Parsonage. 
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A  tether  ball  set  and  other  playground  equipment  were  presented  to 
the  Home  in  August  by  the  Junior  Chamber  of  Commerce  of  Jones¬ 
boro.  Gifts  of  both  outdoor  and  indoor  recreation  equipment  from 
any  source  are  deeply  appreciated.  When  you  give  it,  we  do  not  have 
to  buy  it  out  of  inflation  shrunken  resources,  or  do  without  it. 


Memorial  Gifts  to  the  Home 


School  starts; 
pocketbook  leaks 

Composition  books,  note  books  and 
paper,  pens  -  pencils  -  crayons-scissors, 
protractors  -  rulers  -  compasses,  steno 
pads  for  shorthand,  helmet  and  goggle 
fees  for  boys  taking  welding.  Fees  and 
fee  and  fee.  You,  dear  parent,  know 
what  we  mean.  Considering  that  a  great 
majority  of  our  youngsters  are  in  Jun¬ 
ior  High  and  High  School,  equipment 
costs  even  more.  Though  we  did  the 
best  we  could  to  buy  ahead  in  whole¬ 
sale  lots,  costs  are  tremendous. 

Is  there  any  way  we,  could  cut  back? 
No!  We  are  determined  to  send  our 
boys  and  girls  to  school  dressed  and 
equipped  as  are  the  other  students. 
We  hope  that  they  will  never  be  sin¬ 
gled  out  or  pointed  out  as  “Home” 
children  for  such  a  reason.  Such  would 
defeat  our  purpose  and  be  unfair  to 
the  child.  “Home”  youth  participate  in 
school  and  community  affairs,  to  the 
very  limit  of  our  ability,  just  as  would 
other  youth  living  in  the  community. 

We  sincerely  hope  no  one  will  con¬ 
strue  what  has  been  said  as  criticism 
of  the  schools.  It  is  not  so  intended. 
As  an  ex-teacher  and  principal  for 
some  thirteen  years,  this  writer  is  well 
aware  of  the  tremendous  pressures  and 
problems  faced  by  our  teachers  and 
administrators  of  schools.  We  work 
•with  them  and  back  them  in  every 
way  possible. 

t 

BEATITUDES  FOR  THE 
FAMILY 

Blessed  is  the  family  in  which  God 
is  an  active  member. 

Blessed  is  the  family  in  which  chil¬ 
dren  acknowledge  and  respect  the  ex¬ 
perience  and  guidance  of  parents. 

Blessed  is  the  family  in  which  chil¬ 
dren  are  respected  as  individuals,  and 
their  need  for  growth  and  developing 
independence  is  understood. 


from  a  letter 

'7  hated  the  world" 

The  following  unsolicited  letter  was 
received  recently  from  a  young  lady 
whom  the  Home  took  from  extremely 
difficult  circumstances,  helped  through 
her  own  adjustment  and  re-evaluation 
problems,  and  then,  working  directly 
and  with  other  agencies,  was  able  to 
return  to  her  own  family.  Any  identi¬ 
fiable  or  personal  name  references  are 
deleted: 

“To  the  Staff: 

There  are  really  no  words  to  ex¬ 
press  my  appreciation  to  all  of  you  at 
the  Home.  When  I  first  came  to  the 
Home  I  hated  the  entire  world  and 
all  the  people  in  it.  I  had  no  trust 
in  anyone  or  anything.  These  things 
I  found  in  the  friendship  and  under¬ 
standing  you  offered.  (The  Home)  is 
where  and  with  whom  I  lived  the  three 
wonderful  years  of  growing  under¬ 
standing  in  my  fellow  man,  an  under¬ 
standing  that  I  hope  I  can  carry  al¬ 
ways  and  apply  as  you  have  taught 
me. 

I  can’t  tell  you  everything  I  gained 
by  living  there  with  you,  but  they  are 
things  that  have  greatly  enriched  my 
life.  I  only  hope  that  someday  I  can 
influence  someone  the  way  you  have 
me. 

I  close  with  many  thanks  and  I 
shall  never  forget  you. 

Love  always.” 

t 


Blessed  is  the  family  in  which  prob¬ 
lems  can  be  discussed  objectively,  with¬ 
out  individual  family  members  taking 
personal  offense. 

Blessed  is  the  family  in  which  no 
member  is  jealous  of  any  other  mem- 


The  person  who  values  people  above 
position  or  possession  is  not  far  from 
the  Kingdom  of  God. 


METHODIST  CHILDREN’S  HOME 
MEMORIAL  GIFTS  RECEIVED 

MRS .  FRANK  SEXTON 
by  Mr.  and  Mrs.  M.  D.  Darnell, 

Vivian,  La. 

J.  T.  FOLK 

by  Mr.  &  Mrs .  G  .  W.  James,  Jr., 

Ruston,  La. 

by  Mr .  &  Mrs  .  L .  D .  McGehee, 

Ruston,  La. 

J.  B.  MILAM 

by  T.  L.  &  Mary  Tannehill,  Vivian 
THOMAS  LOWE 

by  Mr.  &  Mrs  .  J .  P.  Commalander, 
Shreveport,  La. 

C.  O.  EMMERICH 

by  Mr.  &  Mrs  .  J  .  W.  Merchant,  Lake 
Charles,  La. 

JAY  MURRAY  RATCLIFF,  JR. 

by  Pat,  Neal  &  Pam  Adams,  Bastrop 
MRS .  MAY  HUDDLESTON 
by  Mrs.  M.  G.  Stewart,  Shreveport 
DAVID  F .  HINTON 
by  Mr.  &  Mrs .  P.  G.  Cook,  Ringgold 
FORREST  LANE 

by  Mrs  .  Claude  Beasley  &  Family, 
Ruston,  La. 

MRS.  THELMA  HALE 
by  Mrs .  Claude  Beasley  &  Family 
LUTHER  HOWELL 

by  Mrs.  W.  M.  Snyder,  Winnsboro,  La. 
RUTH  WATERS 

by  Mrs .  Charles  H.  Aly,  Newellton,  La. 
MRS .  MONNIE  HODGES  BANKS 
by  Mrs.  Zeph  D.  Cole,  Cotton  Valley 
MR.  &  MRS  .  M .  E  .  WHITE 
by  Mrs.  M.  D.  Wren,  Sr.,  Minden,  La. 
REV.  A.M.  WYNNE 
by  Mrs.  A.  S.  J.  Neill,  Springhill,  La. 
MRS.  LIZZIE  PRATT  BURNETT 
by  S.  S.  Ladies  Bible  Class  -  First 
Church,  Bastrop,  La. 

Father  of  (  ROBERT  E.  WRIGHT,  SR.) 

by  Mr.  &  Mrs.  Ralph  Stripling,  Marion 
HATTIE  PROSSER 

by  The  Wesleyan  Service  Guild,  Bunkie 
DR.  O.  B.  OWENS 
by  "One  Whom  He  Helped" 

DAVID  HINTON 

by  Mr.  &  Mrs  .  John  T.  Noles,  Ringgold 
E .  J .  BEARD 

by  Mr.  &  Mrs .  Douglas  Fowler, 
Coushatta,  La. 

MRS.  JIMMIE  H.  DAVIS 
by  Mr.  &  Mrs  .  Douglas  Fowler 
by  Mrs .  O.  B.  Owens  &  Bill,  Pineville 
JOHN  L.  TOWNSEND 
by  "A  Friend" 

JAKE  D.  FOWLER 
by  Forest  Hill  Methodist  Church 
W.  A.  HALL 

by  Mr.  &  Mrs  .  Douglas  Fowler, 
Coushatta,  La. 


MRS .  VIVIAN  MILLER 
by  Mr .  &  Mrs  .  Fred  White  &  Larry, 
Farmerville,  La. 

W.  T.  MITCHINER 

by  Mr.  J.  R.  McIntosh,  Oak  Grove,  La. 
by  The  R.  J.  Lancasters,  St.  Joseph,  La. 
by  Mrs.  M.  H.  O'Connell,  Oak  Grove 
MRS.  R.  C.  TOMPKINS 
by  Mr.  &Mrs.  Will  Hart,  Vivian,  La. 
MRS.  NORPHLET  MORRIS  KELLER 
by  Mrs.  M  .H  .  O’Connell,  Oak  Grove 
THOMAS  LOWE 

by  Mr.  &  Mrs.  J.  P.  Comalander, 
Shreveport,  La. 

ROSEMARY  B.  MACOMB 
by  Dr.  J.  Boring  Montgomery, 

Lafayette,  La. 

RODDY  WRIGHT 

by  Mrs.  Eugene  Richardson,  Shreve¬ 
port,  La . 

MRS.  JIMMIE  H.  DAVIS 
by  Mr .  &  Mrs  .  James  S .  Reily, 
Shreveport,  La. 

by  Mrs  .  M  .  G  .  Stewart,  Shreveport 
DAVID  HINTON 

by  Mr.  &  Mrs .  J.  P.  Jones,  Heflin,  La. 
E.  L.  LYON 

by  Mr.  &  Mrs  .  J .  P .  Jones,  Heflin,  La. 
MRS.  R.  C.  TOMPKINS 
by  Mrs .  Will  McKinney  &  Virginia, 
Minden,  La . 

by  Mr.  &  Mrs .  M.  H.  Kibler,  Vivian 
MISS  CAROLYN  JOHNSON 
by  Miss  Jerelyn  Talbert,  Shreveport 
MRS.  IRIS  SALTER  ECKERT 
by  Mrs .  Claude  Beasley  &  Family, 
Ruston,  La. 

SAM  FARMER 

by  Mr.  &  Mrs.  Charles  H.  Wilbanks 
Shreveport,  La . 

ARCHIE  COWGILL 
by  Mr.  &Mrs.  E.  Wilson,  Vivian 
C.  E.  BICKHAM,  SR. 

by  Mr.  John  Pitts.  Belcher,  La. 

MRS.  DELLA  ROSS 
by  Forest  Hill  Methodist  Church 
by  Mrs .  Mamie  King  Cook,  Winnsboro 
BARBARA  FAULK 

by  Adrian  Yarborough,  Crowley,  La. 
MRS.  JIM  STORER 

by  Mr.  &Mrs.  Billy  J.  Wynns,  Gretna 
A.  B.  RIDDLE,  SR. 

by  Mr.  &  Mrs .  Billy  J.  Wynns,  Gretna 
DR.  WM.  VAN  SANTER 
by  Mr.  &  Mrs.  John  P.  Ford,  New 
Orleans,  La. 

FRED  CHILDRESS 
by  Mr.  Ira  Keasler,  Delhi,  La. 
by  Mr.  &  Mrs.  Geo.  Lobrano  &  Sons, 
Mangham,  La. 

JACK  TOOMBS 

by  Mr.  &  Mrs  .  E.  Wilson,  Vivian,  La. 
MRS .  LAURIA  ELLIS 
by  Mr.  &Mrs.  E.  Wilson,  Vivian,  La. 


SEPTEMBER  21,  1967 


PAGE  THIRTEEN 


Leavenworth  is  a  name  that  has  been 
synonymous  with  prison  for  a  long 
time  in  this  country.  The  United  States 
penitentiary  at  Leavenworth  is  a  max-* 
imum  security  installation  with  1800 
to  2200  inmates.  All  across  the  coun¬ 
try  those  convicted  of  a  federal  offense 
against  society  such  as  kidnapping, 
bank  robbery  and  dealing  with  nar¬ 
cotics,  may  be  sent  to  Leavenworth. 

For  more  than  two  years  I  tried  to 
get  “sent  to  Leavenworth.”  My  inter* 
est  was  based  on  the  assumption  that, 
unlike  many  who  were  sent,  I  could 
get  in  and  out  of  the  penitentiary  the 
same  day.  The  opportunity  arose  in 
the  spring  of  1967,  through  an  invita¬ 
tion  from  the  chaplain  at  the  prison, 
Methodist  minister  Frederick  R.  Silber. 
(Mr.  Silber  has  since  become  the  super¬ 
vising  chaplain  of  the  Federal  Bureau 
of  Prisons,  U.S.  Department  of  Jus¬ 
tice.) 

Over  the  past  three  decades  great 
advances  have  been  made  in  upgrad¬ 
ing  the  chaplaincy,  and  special  train¬ 
ing  beyond  four  years  of  college  and 
three  years  of  seminary  are  necessary. 
Chaplain  Silbert  recounted  for  me  the 
processes  that  are  involved  in  a  man’s 
becoming  a  prison  chaplain.  The  Na¬ 
tional  Council  of  Churches  was  given 
the  reponsibility  to  recruit  chaplains 
for  the  federal  prisons.  Through  de¬ 
nominational  groups,  such  as  our 
Methodist  Commission  on  Chaplains, 
qualified  men  are  found.  These  men 
are  carefully  screened  and  interviewed 
and  when  approved  their  names  are 
given  to  the  Federal  Bureau  of  Prisons. 

The  NCC  committee  on  federal 
chaplaincies  interviews  and  finally 
nominates  men  seeing  positions  with 
the  Federal  Bureau  of  Prisons.  In  the 


case  of  Methodist  ministers,  when  the 
positions  open  up,  the  bishops  place 
these  men  under  special  appointment 
as  chaplains.  A  similar  process  is  used 
for  military  chaplains,  but  a  different 
committee,  not  a  part  of  the  NCC,  does 
the  screening  and  endorsing.  State  in¬ 
stitutions  are  turning  to  the  state  coun¬ 
cils  of  churches  for  this  kind  of  en¬ 
dorsement  process. 

The  Federal  Bureau  of  Prisons  is 
looking  for  men  who  have  taken  clin¬ 
ical  training  while  in  seminary.  The 
chaplain  is  trained  not  only  to  help 
the  men  but  also  to  be  able  to  work 
with  the  families  of  the  men  who  are 
sent  to  prison.  He  helps  in  preparing 
both  the  man  and  his  family  for  his 
return  to  society. 

At  Fort  Leavenworth  Chaplain  Sil¬ 
ber  worked  with  two  groups  that  met 
regularly  for  therapy.  While  such 
groups  are  “non-religious,”  Chaplain 
Silber  points  out  that  almost  every¬ 
thing  that  is  involved  in  helping  a  man 
to  find  himself  and  an  acceptable  way 
of  life  is  truly  religiously  oriented. 


In  addition  to  interviewing  every 
Protestant  who  comes  to  the  prison 
and  conducting  Sunday  services,  the 
chapel  program  at  Leavenworth  in¬ 
volves  a  drama  group  called  “The 
Devil’s  Adversaries.”  Regular  dramatic 
presentations  are  made  by  this  group 
and  the  plays  are  religiously  based  and 
often  written  by  the  inmates  them¬ 
selves. 

Membership  in  “The  Devil’s  Ad¬ 
versaries”  is  limited  to  12  at  a  time 
and  is  drawn  from  those  men  who 
regularly  attend  religious  services. 
Members  are  required  to  attend  reg¬ 


ularly  and  are  expected  to  “refrain 
from  practices  that  reflect  unfavorably 
on  the  group.” 

Yokefellow  groups  are  also  a  part 
of  the  chapel  program.  To  become  a 
Yokefellow  a  prisoner  must  agree  to 
certain  basic  minimum  disciplines 
which  include  daily  prayer  and  Bible 
reading  and  participation  in  Christian 
Fellowship  meetings.  He  is  also  called 
upon  to  contribute  regularly  to  a  be¬ 
nevolence  cause  and  to  involve  himself 
in  trying  to  make  a  sincere  Christian 
witness  and  follow  a  prescribed  course 
of  study. 

Such  programs,  along  with  preach¬ 
ing  missions  and  guest  speakers,  rounds 
ed  out  the  responsibility  Chaplain  Sib 
ber  had  at  the  prison.  Yet,  as  if  this 
were  not  a  complete  enough  schedr 
ule,  he  was  a  part-time  member  of 
the  faculty  at  the  Saint  Paul  School 
of  Theology  in  Kansas  City  and  was 
a  speaker  in  demand  by  religious  and 
civic  groups  in  that  area. 

Methodist  ministers  who  serve  as 
chaplains  are  very  definitely  “in  the 
ministry.”  So  often  men  in  special  ap¬ 
pointments  are  thought  to  be  those 
who  have  left  the  work  of  the  church. 
Yet,  as  I  talked  with  the  prisoners 
at  Leavenworth,  I  discovered  that  in 
every  sense  of  the  word  their  chapel 
was  “church”  to  them  and  they  thought 
of  Chaplain  Silber  as  their  minister. 

The  community  of  Leavenworth  is 
of  interest  to  all  Methodists  because 
in  this  one  town  there  are  several 
illustrations  of  the  kinds  of  chaplaincy 
related  to  our  denomination’s  Com¬ 
mission  on  Chaplains.  In  addition  to 


the  federal  and  state  prison  there  is 
the  United  States  Army  Command  and 
General  Staff  College  at  Fort  Leaven¬ 
worth,  as  well  as  a  Veterans  Admin¬ 
istration  Hospital.  While  in  Leaven¬ 
worth  I  had  an  opportunity  to  visit 
this  Command  College  and  to  see  the 
VA  hospital. 

Chaplains  at  the  Command  College 
are  those  who  had  been  selected  to 
receive  the  additional  training  beyond 
the  chaplains’  school  which  makes 
them  available  to  handle  problems  at 
higher  levels  of  administration.  While 
there  I  met  the  Rev.  Floyd  Heckard 
of  the  Western  North  Carolina  Con¬ 
ference.  He  had  been  sent  from  his 
post  at  the  Walter  Reed  General  Hos¬ 
pital  to  receive  four  and  a  half  months 
of  additional  specialized  training. 

The  Rev.  Robert  Swager  of  the 
Rocky  Mountain  Conference  was  at 
the  Command  School  for  a  full  year’s 
course  in  preparation  for  a  promotion 
to  more  technical  jobs  within  the  army 
chaplaincy. 

The  military  chaplain  may  have  a 
base  chapel,  such  as  the  beautiful  main 
chapel  at  Fort  Leavenworth,  or  they 
may  have  only  a  hillside  or  paddy 
field  in  South  Vietnam  for  a  worship 
service.  Wherever  they  are  they  repre¬ 
sent  the  church  and  the  concern  which 
we  have  for  the  spiritual  life  of  all 
men. 

The  VA  chaplain  receives  respect 
from  the  men  he  serves.  Many  of  the 
patients  are  veterans  of  the  second 
world  war,  with  many  still  hospital¬ 
ized  from  World  War  I.  Because  of 
the  length  of  time  that  many  of  these 
men  have  spent  in  the  hospital  the 
chaplain  is  very  often  the  only  one 
who  stops  by  on  any  regular  basis. 
These  chaplains  represent  the  church 
through  a  ministry  of  visitation  as  well 
as  their  chapel  programs  and  the  va¬ 
riety  of  opportunities  which  they  offer 
for  religious  fellowship  and  study. 

We  have  more  than  70  Methodist 
ministers  serving  as  Chaplains  in  chil¬ 
dren’s  homes  and  other  civilian  insti¬ 
tutions,  performing  a  significant  coun¬ 
seling  and  healing  ministry. 

Our  Methodist  Commission  on 
Chaplains  is  located  in  Washington, 
D.C.  and  is  headed  by  the  Rev.  John 
R.  McLaughlin,  general  secretary.  The 
staff  includes  the  Rev.  Herley  C.  Bowl¬ 
ing  and  the  Rev.  Fred  H.  Heather, 
These  three  men  are  in  constant  con¬ 
tact  with  the  more  than  700  Methodist 
men  who  are  serving  in  either  the  ci¬ 
vilian  or  military  chaplaincy. 

The  only  financial  support  the  Com¬ 
mission  on  Chaplains  has  is  through 
the  offering  of  the  Fellowship  of  Suf¬ 
fering  and  Service.  On  Worldwide 
Communion  Sunday,  Oct.  1,  Method¬ 
ists  are  asked  to  contribute  to  this 
offering  which  also  supports  the  work 
of  the  Commission  on  Camp  Activities. 
One  half  of  the  offering  goes  for  emer¬ 
gency  relief  as  distributed  through  the 
Methodist  Committe  for  Overseas  Re¬ 
lief. 
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Missionary  reports 
on  Congo  Scene 


Mr.  Alphonse 

“It’s  not  necessary  to  be  a  Negro 
to  live  and  work  in  Africa,  but  there 
are  advantages,”  says  Ivan  D.  Al¬ 
phonse,  a  Panamanian  Methodist  spe¬ 
cial-term  missionary  to  the  Congo. 

In  New  York  this  summer  on  a 
month’s  furlough  from  his  job  as  prin¬ 
cipal  and  teacher  at  a  Methodist  school 
in  Katanga  province  of  the  Congo, 
Mr.  Alphonse,  a  Negro,  told  of  one 
advantage.  During  the  recent  fighting 
in  the  country,  triggered  by  the  kid¬ 
napping  of  former  premier  Moise 
Tshombe  and  apparently  launched  by 
European  mercenaries  and  some  Ka- 
tangese  troops,  Mr.  Alphonse  was  able 
to  move  freely,  while  white  persons 
were  confined  to  their  homes.  Thus  he 
was  able  to  aid  some  of  his  white  mis¬ 
sionary  colleagues. 

“It  would  be  better  if  more  Negroes 
were  sent  as  missionaries  to  the  Con- 
jgo,”  he  said,  although  “personality, 
more  than  color,  is  important  in  being 
accepted.  It’s  who  you  are  and  what 
you’re  doing  that  counts.” 

Mr.  Alphonse  went  to  the  Congo  in 
1965  as  a  member  of  a  15-man  team 
sent  by  the  Methodist  Board  of  Mis¬ 
sions.  Prior  to  that  the  group  spent 
10  months  in  Brussels,  Belgium,  study¬ 
ing  French  and  serving  Congolese  stu¬ 
dents. 

In  the  Congo,  he  was  assigned  to 
teach  at  Booth  Institute,  a  secondary 
school  in  Kamina.  But  on  arrival  he 
found  there  was  no  school,  so  Mr. 
Alphonse’s  first  duty  was  to  help  get 
a  land  grant,  a  site  for  the  school  and 
money. 

Difficulties  continue  to  plague  the 
school  and  others  in  the  Congo,  Mr. 
Alphonse  said.  Because  of  political  un¬ 
certainties,  many  Belgian  teachers  are 
quitting,  he  added,  and  others,  de¬ 
tained  by  authorities  during  the  most 
recent  crisis,  will  return  from  post¬ 
poned  furloughs  too  late  for  the  Sep¬ 
tember  opening  date  for  schools.  Mr. 
Alphonse  said  be  believes  that  the  Con¬ 
golese  government  in  gradually  nation¬ 
alizing  schools,  and  speculated  that  the 
church  might  lose  influence  in  the 
country  as  a  result. 

Mr.  Alphonse,  who  teaches  in 
French,  is  also  fluent  in  English  and 
Spanish.  Born  in  Bocas  del  Toro,  Pan¬ 
ama,  the  son  of  a  Methodist  minister, 
he  is  a  graduate  of  Nebraska  Wesleyan 
University  in  Lincoln  and  has  done 
graduate  work  in  philosophy  at  the 
University  of  Nebraska,  also  in  Lin¬ 
coln. 


from  page  eleven 
Timmins  on  Target 

anyhow). 

And  I’ll  try  not  to  label  the  near- 
pornographers  as  “serious”  writers. 

We’ll  both  do  a  little  selecting,  and 
you  might  be  surprised  how  many  peo¬ 
ple  there  are  in  this  much-despised 
Church  in  England  who  believe  that 
they  should  be  right  there,  in  the  real 
world  with  their  faith. 

Jesus  never  withdrew  from  the 
world.  He  knew  that  for  human  beings 
there  was  nowhere  else  to  go.  And 
there  are  some  of  His  friends  left, 
believe  me,  who  think  about  “involve¬ 
ment”  not  as  a  good  word  to  produce 
in  a  discussion  but  as  an  experience 
which  expresses  what  they  believe 
about  God  and  His  world. 
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NEW  INTERPRETATION  OF 
BENEVOLENCES 

EVANSTON,  Ill.  —  (MI)  —  A 
new  concept  in  interpretation  of  basic 
benevolence  funds  of  The  Methodist 
Church  had  its  pilot  introduction 
September  1  in  the  Western  New  York 
Annual  Conference. 

Featuring  a  sound  filmstrip  in  color 
especially  tailored  to  each  conference, 
the  project  is  the  result  of  several 
months  of  study  and  work  by  the  de¬ 
nomination’s  Commission  on  Promo¬ 
tion  and  Cultivation  here  and  the  re¬ 
spective  conferences.  Release  of  the 
films  was  announced  by  Dr.  Howard 
Greenwalt,  general  secretary  of  the 
Commission  on  Promotion  and  Culti¬ 
vation. 

“Where  In  the  World  Am  I?”  has 
been  chosen  as  the  title  for  the  new 
filmstrips. 

The  project  is  designed  to  tell  the 
story  of  “World  Service  and  Confer¬ 
ence  Benevolences”  —  the  world-wide 
benevolence  fund  of  Methodism  and 
the  basic  program  of  each  annual  con¬ 
ference.  About  half  of  each  filmstrip 
is  devoted  to  scenes  of  the  church  at 
work  around  the  world  and  the  other 
half  shows  activities  within  a  particu¬ 
lar  annual  conference. 
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Mrs.  Jerry  Canada 

Mrs.  Thalia  Canada,  28,  wife  of  the 
Rev.  Jerry  Canada,  associate  pastor  of 
First  Methodist  Church,  Fort  Smith, 
Ark.,  died  August  25  after  an  illness 
of  several  months. 

Funeral  services  were  held  at  the 
church,  August  26,  with  the  pastor, 
Dr.  John  A.  Bayliss,  assisted  by  the 
Rev.  Archie  N.  Boyd,  district  superin¬ 
tendent,  and  the  Rev.  Howard  Wil¬ 
liams,  former  district  superintendent. 

A  graduate  of  Monticello  (Ark.) 
High  School,  Mrs.  Canada  attended 
Lindenwood  College  and  Hendrix  Col¬ 
lege,  from  which  she  received  her  de¬ 
gree  in  1961. 

In  addition  to  her  husband,  she  is 
survived  by  a  daughter,  Elizabeth 
Thalia;  her  parents.  Dr.  and  Mrs.  C. 
W.  Anderson  of  Pine  Bluff,  Ark.,  and 
two  brothers,  Marvin  Watkins  of  Rich¬ 
mond,  Va.  and  Garland  Watkins  of 
Farmington,  Mo. 
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Fred  D.  Childress 

Mr.  Fred  D.  Childress  was  bom 
August  23,  1879  in  Dyers,  Tenn.  In 
1903  Mr.  Childress  came  to  Louisiana 
and  worked  in  the  McCormick  Mer¬ 
cantile  Store  in  Mangham.  In  1905 
he  returned  to  Tennessee  where  he 
married  Tennie  Adams,  August  3, 
1905.  After  their  marriage  they  moved 
back  to  Louisiana  where  they  made 
their  home  until  his.  death  August  29, 
at  the  age  of  88. 

Mr.  Childress  joined  the  Methodist 

f 

Self-interest  is  but  the  survival  of 
the  animal  in  us.  Humanity  only  be¬ 
gins  for  a  man  with  self-surrender.  — • 
Amiel 

t 

I  think  we  have  one  foot  in  heaven 
and  the  other  on  the  banana  peel  of 
self-interest. — Bash  (Minneapolis  Tri¬ 
bune) 
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.  guaranteed  income  for  life 
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Church  at  the  age  of  14  and  was  an 
active  member  for  74  years.  During 
his  lifetime  he  worked  at  various  posi¬ 
tions  in  the  church  including  Church 
School  superintendent,  Board  of  Stew¬ 
ards  and  Board  of  Trustees. 

In  1919  Mr.  and  Mrs.  Childress 
with  their  son  Adams  moved  to  Man¬ 
gham  from  St.  Joseph,  La.  where  Mr. 
Childress  purchased  a  Dry  Goods  Store 
which  he  ran  until  his  illness  this  year. 
Here  he  established  many  lifetime 
friends  as  he  worked  to  serve  his  fel- 
lowmen  and  his  God.  He  was  always 
a  very  happy  man  and  he  lived  a  life 
of  love  and  service. 

Mr.  Childress  died  in  Colonial 
Manor  Nursing  Home  in  Rayville.  Fu¬ 
neral  services  were  in  the  Mangham 
Methodist  Church.  Burial  was  in 
Gwinn  Cemetery,  Mangham,  La. 

He  was  survived  by  his  wife,  Ten¬ 
nie,  his  son,  Adams  Childress  of  Man¬ 
gham,  one  sister,  Mrs.  L.  M.  Fones 
of  Paris,  Tenn,  and  a  nephew,  Mr. 
Clyde  Childress  of  Buffalo,  N.  Y. 
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WORLDWIDE 

COMMUNION 

October  1 


S  A  PART  of  the  promotional  materials  for 
Worldwide  Communion  Sunday,  a  phonograph  record  was 
prepared  for  each  church.  On  one  side  Floyd  Kalber, 
Methodist  layman  and  Chicago  radio  and  television  news¬ 
caster,  interviews  the  Rev.  Robert  Swager,  Methodist  min¬ 
ister  and  U.S.  Army  chaplain,  and  the  Rev.  Robert  Jamie¬ 
son,  Methodist  minister  in  DeRidder,  La. 


Interviewed  by  Floyd  Kalber  (center)  are  Chaplain  Robert 
Swager  (left)  and  the  Rev.  Robert  Jamieson.  They  represent 
joint  efforts  by  military  chaplains  and  base-side  churches 
to  minister  to  men  in  uniform. 


Among  the  millions  whom 
we  join  around  the  Lord's 
table  are  the  tiny  Christian 
minority  in  Vietnam.  Our 
cover  picture  shows  a 
Communion  Service  held 
by  a  congregation  of  the 
Evangelical  Church  of 
Vietnam  —  a  national 
church  that  has  grown  out 
of  work  by  the  Christian 
and  Missionary  Alliance. 
These  Christians  at  Com¬ 
munion  symbolize  their 
nation — people  in  agony 
to  whom  we  minister  when 
we  give  to  the  Fellowship 
of  Suffering  and  Service. 


How  Methodists  Help  Out 


The  Methodist  Committee  for  Overseas  Relief 
receives  50  percent  of  the  offering  and  the  Commission  on 
Chaplains  and  the  Commission  on  Camp  Activities  divide 
the  balance.  This  is  the  only  source  of  income  for  the  latter 
two  agencies. 

The  Methodist  Committee  for  Overseas  Relief,  through 
an  interdenominational  agency  known  as  Vietnam  Chris¬ 
tian  Service,  is  working  in  the  Rung  Lang  camp  with  a 
bread  and  milk  feeding  program  for  850  children  under 
12  years  old.  Tharon  says  this  is  an  important  program 
and  it  is  improving  the  diet  of  the  children,  but  that 
health  education  is  basic  in  the  long  run  if  their  standard 
of  living  is  to  he  improved. 


Tharon  McConnell  works  at  the  Rung  Lang  refugee  camp 
near  Quang  Ngai,  Vietnam.  Infant  feeding  is  an  important 
part  of  the  job  there,  and  this  child  is  one  of  850  who 
receive  bread  and  milk  from  Vietnam  Christian  Service. 


As  a  registered  nurse,  Tharon  McConnell  finds  many  other 
chores  to  do  along  with  her  main  job  of  teaching  public 
health  to  Vietnamese  refugees.  Sometimes  the  call  is  to 
give  first  aid. 
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Bishop  Aubrey  Walton'Tfe'adT^g  tiiefprocession  from  the  Dulac  Community  Center  to  the  Resident  Staff  Home  during 
the  September  70th  dedication. 


Dulac  Community  Center  dedicates  two  buildings 


Over  three  hundred  people  partici¬ 
pated  in  the  dedication  services’ of  the 
new  facilities  at  Dulac  last  Sunday 
afternoon.  The  dedicatory  service  at 
the  Center  was  held  in  the  gymnasium 
and  was  highlighted  by  an  address  by 
Mrs.  Glenn  Laskey,  president  of  the 
Woman’s  Division  of  the  Board  of  Mis¬ 
sions  of  the  Methodist  Church. 

In  Mrs.  Laskey’s  address  she  remi¬ 
nisced  about  coming  over  the  shell 
roads  to  visit  Dulac  when  Miss  Wil- 
helmina  Hooper  was  teaching  her  first 
class  here  in  a  lean-to  shed  which  was 
attached  to  what  is  now  Big  John’s 
Dulac  Beach.  That  was  back  in  1932. 
The  following  year  the  school  was 
moved  to  a  plantation  home,  which  is 
still  the  home  of  Miss  Hooper.  Later 
three  army  barracks  were  purchased 
and  moved  to  the  present  sight  of  the 
Center.  The  Mission  School  was  closed 
about  four  years  later,  in  1955,  when 
the  Dulac  School  was  built  by  the  par¬ 
ish  across  the  street.  The  Old  Mission 
School  was  torn  down  this  summer 
after  the  new  addition  to  the  Center 
was  built. 

In  summing  up  these  thirty-five  years 
Mrs.  Laskey  emphasized  that  Dulac 
Center  was  inspired  by  the  dreams  of 
Misses  Wilhelmina  and  Ella  K.  Hoop¬ 
er,  that  it  was  through  the  courage 


and  faith  of  church  men  and  women 
across  the  state  who  bought  $10  shares 
in  the  project  which  gave  it  its  start, 
and  that  through  the  devotion  and 
consecration  of  the  people  and  staff 
at  Dulac  the  Center  grew  into  its  pres¬ 
ent  image.  She  quoted  the  scripture, 
“I  have  come  that  you  might  have  life 


RETIRED  CONFERENCE 
MEMBER  DIES 

The  Rev.  Ollie  L.  Tucker,  82,  re¬ 
tired  member  of  the  Louisiana  Annual 
Conference,  died  September  16,  in  a 
nursing  home  in  Ruston,  following  a 
lengthy  illness.  His  father,  the  Rev. 
R.  W.  Tucker,  was  also  a  Methodist 
minister,  in  Louisiana  for  many  years. 

Mr.  Tucker  was  admitted  on  trial 
in  1910,  and  retired  in  1951,  serving 
for  40  years  —  all  in  the  Louisiana 
Conference. 

The  memorial  service  was  held  in 
Trinity  Church,  Ruston.  The  Rev. 
Douglas  L.  McGuire,  pastor  officiated, 
assisted  by  Dr.  Henry  A.  Rickey,  Rus¬ 
ton  district  superintendent. 

Survivors  include  his  invalid  wife, 
a  daughter,  Mrs.  Robert  S.  Osborne  of 
Lafayette,  a  son,  Knowles  M.  Tucker, 
of  New  Iberia,  and  three  sisters. 


and  have  it  more  abundantly”  as  the 
key  meaning  behind  the  work  of  the 
Center.  She  then  presented  the  keys 
to  the  Center  to  Mrs.  Joy  Turner,  pres¬ 
ident  of  the  Board  of  Directors. 

The  Center  is  owned  by  the  Wo¬ 
man’s  Divison  of  the  Board  of  Mis¬ 
sions  of  the  Methodist  Church  and  is 
administrated  through  the  National  Di¬ 
vision  of  the  Board  of  Missions  who 
in  turn  places  the  actual  administration 
in  the  hands  of  a  local  Board  of  Di¬ 
rectors.  Mrs.  Turner  received  the  keys 
and  administrative  responsibility  on 
behalf  of  the  Board  and  then  present¬ 
ed  the  keys  to  the  Rev.  Jerry  M. 
Moon,  executive  director,  who  received 
the  building  on  behalf  of  the  staff  and 
with  the  keys  received  the  responsibil¬ 
ity  of  directing  the  program  of  the  Cen¬ 
ter. 

Bishop  Aubrey  G.  Walton  of  the 
Louisiana  Area  then  dedicated  the 
Center  and  we  quote  in  part:  “For 
comfort  to  those  who  mourn.  .  .  .  for 
the  guidance  of  childhood,  for  the 
sanctity  of  the  family,  for  the  sacred 
unity  of  the  home,  for  purity  of  social 
life,  for  teaching  temperance  and 
chastity,  ...  for  the  education  of  the 
body  and  mind  and  soul,  for  the  foster- 
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Centenary  has 
record  enrollment 

A  total  of  1079  full-time  students 
were  enrolled  at  Centenary  College 
during  the  first  week  of  registration 
this  year,  compared  with  1076  dur¬ 
ing  the  same  period  last  year,  Dr. 
Jack  S.  Wilkes,  Centenary  president, 
announced. 

Dr.  Wilkes  said  the  slight  increase 
was  in  spite  of  the  loss  of  40  special 
nursing  students  who  attended  Cen¬ 
tenary  temporarily  last  year  and  who 
have  been  shifted  to  Louisiana  State 
University-Shreveport.  The  40  were  in¬ 
cluded  in  the  first  week  enrollment  of 
1076  last  year. 

Registration  will  continue  at  Cen¬ 
tenary  through  next  week,  closing  on 
Friday,  September  22. 

College  dormitories  are  at  capacity 
occupancy  this  year,  with  about  150 
more  students  living  on  campus  this 
year  than  last  year.  During  the  year, 
Cline  Memorial  Dormitory  for  men 
was  expanded  to  handle  96  more  stu¬ 
dents,  and  the  college  cafeteria  fa¬ 
cilities  were  more  than  doubled. 

Dr.  Wilkes  said  he  was  particular¬ 
ly  satisfied  with  the  enrollment  in¬ 
crease  since  standards  for  new  stu¬ 
dents  were  raised  again  this  year. 

“No  student  was  admitted  on  pro¬ 
bation  to  Centenary  this  fall,”  he  said. 
“The  quality  of  the  freshman  class,  as 
eyidenced  by  high  school  grades  and 
college  board  scores,  is  the  highest  in 
the  history  of  the  college.” 

t 

Evangelism  mission 
to  England 

The  Rev.  L.  L.  Haynes,  Jr.,  min¬ 
ister  of  Wesley  Methodist  Church,  Bat¬ 
on  Rouge,  and  The  Rev.  Leon  C. 
Scott,  minister  of  Benton  Methodist 
Church,  Benton,  have  been  invited  to 
serve  as  short-term  missionaries  to 
Britain  in  a  mission  set  for  October 
12-Nov.  2. 

The  missioners  will  be  preaching, 
speaking  to  various  groups  and  study¬ 
ing  the  methods  and  work  of  the 
British  Methodist  Church.  They  also 
will  interpret  our  understanding  of  the 
concept  of  Mission. 

The  mission  will  be  conducted  un¬ 
der  the  auspices  of  the  General  Board 
of  Evangelism  and  Missions  of  The 
Methodist  Church,  and  missioners  will 
spend  three  weeks,  October  12-Novem- 
ber  2,  in  districts  throughout  Great 
Britain,  North  Ireland,  Scotland  and 
Wales.  Dr.  George  A.  Fallon,  Execu¬ 
tive  Secretary  of  the  Field  Services  Sec¬ 
tion,  the  General  Board  of  Evangelism, 
will  direct  the  mission  with  Mrs.  Fal¬ 
lon  accompanying  him.  Dr.  and  Mrs. 
Fallon  will  visit  throughout  the  dis¬ 
tricts  and  lend  assistance  in  whatever 
way  they  can. 

Dr.  Fallon  said,  “The  missioners 
have  been  requested  by  the  British 
leaders  to  interpret  how  we  in  America 
understand  the  new  theology  of  God 
being  a  missionary  God  and  how  we 
are  attempting  to  participate  with  God 
in  His  ongoing  mission  with  Christ 
as  Leader.” 

“The  team  will  share  its  witness  and 
tell  how  our  churches  and  Christian 
people  are  attempting  to  be  God’s  pil¬ 
grim  people  in  such  days  as  these.” 


SditokiaQ 


WHERE  GIFTS  AND  SERVICE  MEET 

IONG  ASSOCIATED  with  the  service  of  Holy  Com- 
i  munion  in  The  Methodist  tradition  is  the  obligation 
to  leave  a  gift  at  the  table. Just  as  definite  has  been 
the  challenge  to  go  from  the  Lord’s  table  to  serve  one’s 
fellowman.  Both  of  these  aspects  of  communion — just 
as  sacramental  as  receiving  the  elements  which  suggest 
to  us  the  broken  body  and  shed  blood  of  our  Lord  — 
find  their  highest  fruition  at  the  25,000-mile  chancel 
rail  at  which  the  celebration  occurs  on  the  first  Sunday 
in  October — Worldwide  Communion  Sunday.  Beginning 
in  the  shadow  of  the  International  Date  Line  and  con¬ 
tinuing  for  24  hours,  millions,  of  Christians  will  break 
bread  together,  and  leave  their  gifts  for  the  healing  of  a 
broken  world.  (The  little  island  of  Tonga,  where  the 
Methodist  tradition  is  deep-seated,  is  one  of  the  few  land 
masses  of  the  earth  through  which  the  date  line  passes, 
so  Methodists  there  have  for  years  enjoyed  the  privilege 
of  beginning  Worldwide  Communion  Sunday.) 

It  is  disappointing  to  know  that  many  Methodist 
churches  that  have  played  down  Communion  for  a  num¬ 
ber  of  years  will  not  make  any  great  event  of  this  date. 
One  of  our  close  friends,  a  general  secretary  of  a  Meth¬ 
odist  board,  says  that  he  simply  will  not  attend  his  own 
church  on  Worldwide  Communion  Sunday,  because  he 
knows  that  his  own  pastor  will  not  mention  the  occasion 
and  that  will  make  him  mad,  and  he  doesn't  think  that  a 
minister  should  get  angry  as  a  result  of  Communion.  Too 
many  other  churches  which  have  been  collecting  a  small 
portion  of  their  monthly  communion  offerings  and  putting 
them  into  a  separate  fund,  will  dig  into  that  account  for 
a  few  dollars  in  October  and  count  this  as  their  monetary 
sharing  in  Worldwide  Communion. 

Into  the  event  of  Worldwide  Communion  have  been 
united  some  of  the  most  significant  challenges  of  con¬ 
temporary  Christendom.  We  have  a  strong  feeling  that 
no  Methodist  minister  or  congregation  has  the  privilege 
of  making  this  observance  an  elective  one.  Regardless 
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of  the  course  you  have  taken  in  previous  years,  won’t 
every  Methodist  Church  in  Arkansas  and  Louisiana 
touched  by  this  publication — and  that  includes  them  all, 
even  though  some  are  touched  more  lightly  than  others — 
observe  Worldwide  Communion  at  the  main  service  or 
services  on  October  1  and  take  seriously  the  challenge 
of  the  offering  on  that  day?  Most  churches  will  have 
already  ordered  and  utilized  the  splendid  materials  pre¬ 
pared  for  the  promotion  of  this  important  day.  However, 
it  is  not  too  late  for  the  others  to  resolve  that  a  serious 
challenge  will  be  extended  to  every  Methodist  in  Ar¬ 
kansas  and  Louisiana  on  the  occasion. 

Among  the  millions  whom  we  will  join  around  the 
Lord’s  table  will  be  a  tiny  group  of  Christians  in  Viet¬ 
nam.  The  September  issue  of  The  Methodist  Story  had 
on  its  cover  a  picture  of  a  communion  service  held  during 
the  past  year  by  a  tiny  congregation  in  that  war-tom 
land.  This  suggests  to  us  that  Vietnam  is  at  the  heart 
of  Worldwide  Communion,  1967.  Each  of  the  three 
causes  that  share  in  the  offering  from  that  day  is  con¬ 
cerned  about  events  in  Vietnam.  The  Methodist  Com¬ 
mittee  on  Overseas  Relief  is  deeply  involved  in  a  ser¬ 
vice  ministry  there  which  will  continue  throughout  the 
days  of  the  hostilities  in  that  land  and  many  years  be¬ 
yond.  The  one  definite  statement  that  most  military  lead¬ 
ers  will  make  about  the  course  of  events  in  that  land 
is  that  it  will  take  a  long  time  to  bring  hostilities  to  an 
end.  We  can  state  just  as  definitely  that  it  will  take 
Chrsitian  forces  a  long  time  beyond  that  terminal  date 
to  bind  up  the  brokenness  of  the  land  and  the  people. 

The  Commission  on  Chaplains  looks  to  Worldwide 
Communion  Day  and  its  offering  for  funds  which  will 
make  it  possible  to  continue  to  provide  our  increasing 
number  of  Methodist  chaplains  in  Vietnam  and  else¬ 
where  with  those  extra  resources  which  are  so  vital  to 
the  enrichment  of  their  ministry  to  those  young  men 
from  all  our  churches  and  families  who  see  military  ser¬ 
vice  at  such  a  crucial  time  in  their  lives.  Inter¬ 
estingly  enough,  one  of  the  most  important  sources  of 
decisions  for  the  ministry  is  that  group  of  young  men 
who  worship  under  the  ministry  of  chaplains  around  the 
world  from  east  to  west  and  from  north  to  south. 

The  Commission  on  Camp  Activities,  which  this  edi¬ 
tor  serves  as  general  secretary  as  a  volunteer,  extra  duty, 
has  no  other  sources  of  funds  than  its  25%  share  of  the 
offering  on  Worldwide  Communion  Sunday.  These  funds 
are  most  important  in  these  days  of  increased  military 
activity  because  they  help  local  churches  near  military 
establishments  offer  an  enlarged  and  enriched  ministry 
to  service  men  and  their  families.  This  service  cannot 
go  on  unless  you  and  your  church  share  generously  on 
Worldwide  Communion  Sunday. 

Truly  the  spiritual  and  the  material  aspects  of  this 
important  occasion  cannot  be  separated.  You,  as  a  wor¬ 
shiper,  need  this  extra  call  to  share  to  make  your  act 
of  celebration  complete.  Those  who  look  to  you  for  as¬ 
sistance  cannot  be  all  that  they  can  or  ought  to  be  without 
you  and  your  gift  beside  them: 
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JOURNALISM  OF  ANOTHER  DAY 

On  a  recent  visit  in  the  home  of 
Mrs.  Lyman  T.  Barger  in  Monticello 
she  presented  us  with  a  complete  file 
of  the  issues  of  the  State  College  Her¬ 
ald,  newspaper  of  Arkansas  State  at 
Jonesboro,  for  the  four  years  Lyman 
was  in  school  there.  This  covered  our 
last  three  years  there,  a  period  dur¬ 
ing  which  we  devoted  iust  about  as 
much  time  to  the  school’s  periodicals 
and  their  publication  as  we  did  to  the 
classroom. 

Waves  of  nostalgia  accompanied 
the  studied  perusal  of  these  pages  when 
we  returned  to  Little  Rock.  This  re¬ 
sulted  not  only  from  the  recall  of  the 
college  days,  but  also  recollections  of 
some  of  the  blood,  sweat  and  tears 
that  went  into  the  production  of  a 
college  newspaper  during  those  depres¬ 
sion  years  when  there  was  practically 
no  contribution  to  the  budget  from  the 
college  fees— or  anywhere  else. 

We  even  found  a  scattered  by-line 
or  two  which  said,  “by  Alfred  A. 
Knox,”  and  there’s  no  sense  in  any¬ 
one’s  denying  that  he  likes  to  see  some¬ 
thing  in  print  that  appears  under  his 
own  name — no  matter  what  the  circu¬ 
lation.  Here  is  an  editorial  at  the  bot¬ 
tom  of  the  depression  dealing  with 
the  theme  of  “Confidence.”  Another 
called  on  a  student  body  that  had 
sought  some  measure  of  autonomy 
from  an  administration  that  was  rather 
high-handed  to  accept  the  responsibil¬ 
ity  for  a  special  day  that  had  been 
placed  in  its  hands. 

^  There  is  even  a  feature  story 
or  two  dealing  with  such  widely 
scattered  topics  as  “The  Musings  of 
a  Wandering  Technocrat,”  and  one  on 
“Why  the  Name  of  the  College  Should 
be  Changed  to  Arkansas  State” — prior 
to  that  time  three  state  colleges  had 
all  called  themselves  Arkansas  A.  & 
M.  (At  one  stage  they  organized  them¬ 
selves  into  the  “Little  Big  Three”  Con¬ 
ference.) 

Two  of  the  biggest  news  stories  we 
had  the  privilege  of  covering  as  news 
editor  of  the  Herald  were  the  fire 
which  destroyed  the  administration 
building,  and  the  coming  to  the  campus 
of  Will  Rogers  and  Frank  Hawks  in 
their  famous  drouth  relief  tour.  May¬ 
be  it  wasn’t  high  powered  journalism 
— but  at  least  it  was  journalism,  and 
so  we  say,  “Long  live  the  college  pub¬ 
lications  and  those  who  produce  them 
— and  manage  to  get  their  academic 
work  done,  too!” 
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NEW  YORK  — Jackie  Robinson  (center),  Hall  of  Fame  baseball  star, 
businessman  and  church  leader  was  named  chairman  of  Brotherhood  Week, 
Feb  18-25  1968,  by  Dr.  Sterling  W.  Brown  (left),  president  of  the  Na¬ 
tional  Conference  of  Christians  and  Jews.  The  NCCJ  has  sponsored 
the  Week  for  35  years.  Present  for  the  announcement  was  Gov.  Nelson 
Rockefeller  of  New  York,  who  was  Brotherhood  Week  chairman  in  1950. 
Mr.  Robinson  is  special  assistant  to  the  Governor  for  community  affairs. 
(RNS  Photo)  _ 

Plans  move  ahead  for  1968 
General  and  Uniting  Conference 


NCC  General  Board 
meets  in  Atlanta 

ATLANTA  (MI)  —  Moves  toward 
resolving  some  of  the  world’s  war 
agonies  and  attacking  root  causes  of 
civil  unrest  in  the  United  States  were 
taken  by  the  General  Board  of  the 
National  Council  of  Churches  at  its 
session  here  Sept.  14-15. 

Methodist  and  Evangelist  United 
Brethren — soon  to  be  joined  in  the 
new  United  Methodist  Church — played 
major  roles  in  the  meeting. 

Dr.  Arthur  Flemming,  prominent 
Methodist  layman  and  head  of  the 
University  of  Oregon,  presided  at  the 
two-day  meeting,  which  was  brought 
to  its  conclusion  by  a  prayer  offered 
by  his  predecessor  as  president  of  the 
NCC,  EUB  Bishop  Reuben  H.  Muel¬ 
ler  of  Indianapolis,  Ind. 

Among  several  actions  of  the  Gen¬ 
eral  Board  were  resolutions  dealing 
with  the  war  in  Vietnam  and  urban 
concerns. 

The  board  called  in  strong  terms 
for  immediate  United  Nations  referral 
of  the  war  issue,  accompanied  by  de- 
escalation  and  cessation  of  bombing. 

“We  fully  recognize  that  heavy  re¬ 
sponsibility  for  the  war  and  the  pres¬ 
ent  condition  of  Vietnam  rests  with 
the  National  Liberation:  Front  and 
Hanoi,”  the  statement  said.  “Never¬ 
theless,  we  believe  that  a  solution 
achieved  by  military  victory  alone  — 
if  that  were  possible — would  subvert 
the  interests  of  security,  justice  and 
peace,  and  therefore  would  not  serve 
the  best  interests  of  the  U.S.A.” 

Steps  should  be  inaugurated  at  once 
toward  “a  process  of  peaceful  settle¬ 
ment,”  the  statement  urged. 

The  resolution  on  Vietnam  was 
adopted  by  a  vote  of  111  to  14  with 
4  abstentions. 

Another  major  issue  tackled  by  the 
board  was  an  attempt  to  mobilize  the 
churches  for  a  massive  assault  on  the 
root  causes  of  urban  unrest  and  strife., 
“The  present  threat  to  our  nation 
is  closer  than  the  coastline,”  the  res¬ 
olution  declared.  “Our  enemy  is  the, 
persistent  and  pervasive  racism  of  the 
white  majority  of  our  land,  against 
which  the  riots  are  an  anguished  and 
self-wounding  protest.” 

No  board  member  spoke  against  the 
action;  debate  was  brief  and  the  vote 
nearly  unanimous. 

It  authorized  the  council  to  reinvest 
at  least  10  per  cent  of  the  NCC’s  un¬ 
restricted  capital  funds  “in  ghetto  com¬ 
munities  to  underwrite  development 
programs  which  are  directed  by  in¬ 
digenous  persons  with  the  maximum 
benefit  remaining  in  those  communi¬ 
ties.”  It  urged  the  34  member  de¬ 
nominations  to  do  likewise. 

The  board  also  called  for  restric¬ 
tions  on  the  sale,  transportation,  own¬ 
ership  and  use  of  firearms. 

Reports  given  by  Methodist  and 
EUB  leaders  at  the  meeting  included: 
Mrs  Porter  Brown,  New  York,  gen¬ 
eral  secretary  of  the  Methodist  Board 
of  Missions,  who  reported  as  chairman 
of  the  General  Assembly  Committee; 
Bishop  James  K.  Matthews  of  Boston, 
who  as  chairman  of  the  NCC  Division 
of  Christian  Unity,  reported  on  the  re¬ 
cently-held  National  Faith  and  Order 
Colloquium;  and  Dr.  Paul  V.  Church 
of  Dayton,  Ohio,  executive  secretary 
of  the  EUB  Council  of  Administration, 
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DALLAS,  Texas  (MI)— With  the 
Uniting  Conference  of  The  Methodist 
Church  and  The  Evangelical  United 
Brethren  Church  only  seven  months 
away,  the  group  planning  for  that  con¬ 
ference  met  here  September  12-13  and 
moved  through  a  long  check-list  of  ar¬ 
rangements. 

A  major  change  in  the  make-up  of 
the  Commission  on  Entertainment  and 
Program  was  necessitated  by  the  re¬ 
cent  election  of  its  vice-chairman — Dr. 
L.  Scott  Allen — to  the  episcopacy. 

A.  G.  Jefferson,  Lynchburg,  Va., 
layman,  was  elected  vice-chairman  of 
the  commission  and  program  chair¬ 
man,  replacing  Bishop  Allen  who  has 
been  assigned  to  The  Methodist 
Church’s  Gulf  Coast  Area.  EUB  Bish¬ 
op  Paul  Milhouse  of  Kansas  City,  Mo., 
was  named  co-chairman  of  the  pro¬ 
gram  committee. 

Dr.  A.  C.  Epps,  pastor  of  Warren 
Memorial  Methodist  Church  in  Atlan¬ 
ta,  Ga.,  replaces  Bishop  Allen  as  a 
ministerial  representative  from  the 
Central  Jurisdiction  on  the  commis¬ 
sion.  He  was  named  to  its  program 
committee.  Bishop  Allen  attended  part 
of  the  meeting  here  and  spoke  briefly 
after  receiving  his  colleagues’  congrat¬ 
ulations  upon  his  elevation  to  the  epis¬ 
copacy. 

Dr.  J.  Otis  Young,  Evanston,  Ill., 
presided  at  the  two-day  meeting  of 
the  commission.  Dr.  Paul  V.  Church 
of  Dayton,  Ohio,  executive  secretary 
of  the  EUB  Council  on  Administra¬ 
tion,  serves  as  a  vice-chairman,  as  does 
Dr.  Norman  L.  Conard,  Evanston,  Ill., 
who  is  also  chairman  of  the  facilities 
committee. 

Bishop  W.  Kenneth  Pope  of  the 
Dallas-Ft.  Worth  Area  and  Avery 
Mays,  lay  chairman  of  the  Dallas  com¬ 
mittee,  together  with  other  local  com¬ 
mittee  leaders,  joined  the  general  com¬ 
mission  in  a  dinner  meeting  at  First 
Methodist  Church  on  September  12, 
conferring  on  many  phases  of  advance 
planning  for  the  Uniting  Conference. 

Dates  for  the  conference  are  April 
21  to  May  4,  1968,  with  plenary  ses¬ 


sions  in  the  Dallas  Memorial  Audi¬ 
torium.  A  tentative  schedule  for  the 
meeting  has  been  announced  although 
changes  can  still  be  made  when  the 
conference  convenes: 

Saturday  evening,  April  20 — Recep¬ 
tion  arranged  by  the  Dallas  commit- 
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UPPER  ROOM  citation 
to  Bishop  Mueller 

HARRISBURG,  Pa.  —  One  of 
America’s  leaders  in  interdenomina¬ 
tional  action  and  in  church  union, 
Bishop  Reuben  H.  Mueller  of  Indian¬ 
apolis,  Ind.,  was  presented  the  1967 
Upper  Room  Citation  here  Sept.  8. 

The  occasion  was  the  19th  annual 
World  Christian  Fellowship  Dinner 
given  by  the  devotional  publication. 
The  honoree  is  immediate  past  pres¬ 
ident  of  the  National  Council  of 
Churches,  chairman  of  the  Evangel¬ 
ical  United  Brethren  Commission 
which  developed  the  plan  of  union 
with  The  Methodist  Church,  president 
of  the  Board  of  Bishops  of  the  EUB 
Church,  and  member  of  the  World 
Council  of  Churches’  Central  Commit¬ 
tee. 

The  citation  was  presented  by  Dr. 
Wilson  O.  Weldon,  Nashville,  Tenn., 
editor  of  The  Upper  Room,  who  said 
the  award’s  basic  purpose  is  “to  help 
persons  become  increasingly  aware  of 
the  presence  of  God  in  their  lives  and 
how  to  communicate  this  to  others.” 

Principal  speaker  was  Dr.  Edward 
D.  Grant,  Baton  Rouge,  La.,  in¬ 
dustrialist,  a  former  moderator  of  the 
Presbyterian  Church,  U.S.,  and  long 
active  in  social  and  religious  affairs.  He 
and  Bishop  Mueller  are  friends  of  30 
years’  standing  but  also  took  officer 
training  in  the  same  Army  camp  in 
World  War  I. 

Grant  deplored  a  situation  in  which 
“some  of  us  have  become  victims  of 
‘spiritual  retardation’  —  our  growth 
stopped  years  ago.”  He  pointed  out 


DAILY  BIBLE  BEADING 

Below  is  a 

schedule  for  the 

Daily  Bible  Beading:,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a  regular  guide  for 

use  in  your  homes. 

Oct.  1— Sunday 

.Deut.  4:1-14 

Oct.  2  . 

Deut.  8:1-20 

Oct.  3 

Deut.  11:18-32 

Oct.  4  . 

Joshua  1:1-9 

Oct.  5 

I  Kings  8:1-21 

Oct.  6 

I  Kings  8:22-36 

Oct.  7 

I  Kings  8:37-53 

Oct.  8— Sunday 

...  I  Kings  8:54-66 

that  “lay  people  are  shocked  at  the 
speed  ministers  want  to  go”  in  such 
areas  as  ecumenicity,  largely  because 
they  have  not  been  prepared  for  such 
change. 

The  speaker  called  for  wider  under¬ 
standing  of  what  the  church  is  for,  of 
the  job  it  has  to  do;  for  the  “tre¬ 
mendous  need  today”  for  both  those 
who  demand  personal  conversion  and 
those  who  emphasize  social  reform. 

And,  said  Grant,  “we  need  ama¬ 
teurs,  even  professionals  who  are  ama¬ 
teurs,”  referring  to  the  Latin  mean¬ 
ing  in  calling  for  “lovers  of  the  Gospel, 
the  church  and  the  world.” 

In  a  brief  response,  Bishop  Mueller 
expressed  gratitude  for  the  award  and 
for  the  opportunity  to  “have  a  part 
in  the  things  happening  in  the  church 
today.” 

Tribute  both  to  the  bishop  and  to 
the  publication  was  given  by  Chaplain 
(Rear  Adm.)  James  W.  Kelly,  chief 
of  Navy  chaplains,  who  said  that  “the 
man  in  Vietnam  is  most  often  alone 
and  away  from  any  chaplain  when 
in  his  greatest  need.  It  is  then  that 
The  Upper  Room  is  most  valuable.” 
He  called  the  publication  “the  most 
popular  devotional  material  in  the 
armed  forces.” 

The  dinner,  with  some  500  persons 
attending  from  a  wide  variety  of  de¬ 
nominational  and  faith  groups,  was 
held  in  Harrisburg’s  Scottish  Rite  Ca¬ 
thedral.  Master  of  ceremonies  was 
Bishop  Noah  W.  Moore,  Jr.,  Houston, 
Tex.,  vice  president  of  the  Methodist 
Board  of  Evangelism. 


Bishop  Reuben  H.  Mueller  is 
shown  as  he  recently  received 
the  Upper  Room  Citation  from 
Dr.  Wilson  0.  Weldon,  editor  of 
the  Methodist  devotional  period¬ 
ical. 
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Hammond  college  Children's  Home 


chaplains  organize  staff  development 


Mooty  named  Centenary 


The  Rev.  Luther  L.  Booth,  St. 
Matthew's  Church,  New  Orleans, 
was  the  featured  speaker  for 
the  retreat  at  Caney  Lake. 


HAMMOND  —  Chaplains  on  the 
Southeastern  Louisiana  College  campus 
in  their  continued  effort  to  work  joint¬ 
ly,  have  organized  themselves  into  the 
Association  of  Campus  Chaplains.  This 
was  done  at  a  meeting  held  at  St.  Al¬ 
berts  Catholic  Student  Center  on  Sep¬ 
tember  11. 

Officers  elected  by  acclamation 
were:  Dean  of  the  Organization,  The 
Rev.  Brady  B.  Forman,  director  of 
Wesley  Foundation;  Secretary,  Sr. 
Mary  Henry,  assistant  to  the  Chaplains 
at  St.  Albert’s  Center. 

The  purpose  of  the  organization  is 
to  provide  the  widest  possible  range 
of  help  to  students,  faculty  and  ad¬ 
ministration  within  the  academic  com¬ 
munity  by  deepening  their  knowledge 
in  their  search  for  truth. 

Another  goal  is  to  promote  and 
strengthen  personal  relationships  with 
God  and  with  one  another  through  in¬ 
struction,  study,  social  action,  worship 
and  fellowship  in  an  atmosphere  of 
freedom. 

The  chaplains’  aim  is  to  make  re¬ 
ligious  faith  relevant  to  all  campus 
life,  to  serve  beyond  the  campus  and 
to  encourage  religious  commitment  in 
one’s  vocation  beyond  the  campus 
years.  It  is  hoped  that  this  can  be  done 
by  coordinating  the  various  religious 
activities  on  campus. 

Membership  in  this  organization  in¬ 
cludes  all  chaplains  of  the  various 
church  affiliated  student  centers  con¬ 
nected  with  Southeastern. 

f 

THE  TRINITY  MYF  of  Ruston 
worked  on  Red  Cross  Ditty  Bags  to 
send  to  servicemen  overseas,  the  last 
two  Sunday  evenings  of  September.  Ed¬ 
ucational  assistants  at  Trinity  are 
Eleanor  Bingham  and  Mary  Margaret 
Barr. 

SENIOR  MYF  OFFICERS  in  St. 
Mark’s  Church,  Monroe,  are  Wayne 
Evans,  president;  Regie  Cuave,  vice 
president;  Fae  Palmby,  secretary;  Toni 
Pace,  treasurer;  David  Shoemaker, 
MYFund  treasurer.  Other  officers  are 
Kay  Loggans,  David  Whipple,  and 
Martha  Musick.  Counselors  are  Mike 
Stanley,  Mrs.  Richard  Abraham,  and 
Mrs.  Virginia  Renwick.  Their  pastor 
is  the  Rev.  James  O.  Evans. 


Joe  Womack 

“I  reared  my  own  children  success¬ 
fully.  I  don’t  need  any  help  in  guid¬ 
ing  these  children.”  A  normal  reaction 
from  a  good,  Christian  housewife,  be¬ 
ing  interviewed  for  a  House  Mother 
position.  Is  it  so?  No!  It  is  not  so. 

The  child  coming  into  care  has 
known  family  turmoil  which  left  him, 
for  the  present,  no  place  at  all  to  live. 
He  may  have  had  instilled  into  him 
habit  and  value  patterns  which  we  re¬ 
gard  as  wrong,  or  destructive.  Because 
of  the  social  destruction  he  may  have 
experienced,  his  sense  of  his  own  per¬ 
sonal  worth  may  be  badly  weakened 
or  destroyed.  His  habit  and  reaction 
patterns,  entirely  logical  to  him,  may 
seem  entirely  illogical  to  us. 

The  injunction,  “Know  Thyself”  ap¬ 
plies.  If  we  are  to  help  children,  we 
must  help  them  to  understand  them¬ 
selves.  To  do  so,  we  the  staff,  must 
better  understand  them  ourselves. 

Joe  Womack,  assistant  professor  at 
Louisiana  Tech,  has  a  masters  degree 
in  social  work,  worked  with  the  De¬ 
partment  of  Public  Welfare,  served  at 
Ruston  State  School,  even  acting  as 
interim  Superintendent  there,  before 
joining  the  Tech  Faculty.  Mr.  Womack 
gives  guidance  and  counsel  to  the  So¬ 
cial  Work  Department  of  The  Meth¬ 
odist  Children’s  Home.  During  the  win¬ 
ter  of  1967-68,  Mr.  Womack  plans 
a  series  of  guided  discussions  with 
the  staff  of  the  Home,  working  to¬ 
ward  better  understanding  of  special 
needs  and  problems,  and  better  meth¬ 
ods  of  meeting  those  needs  and  prob¬ 
lems. 

t 


Alexandria 

Laymen's 

Retreat 


Alumni  Director 

James  Douglas  “Doug”  Mooty  was 
named  Alumni  Director  of  Centenary 
College  at  a  regular  board  meeting  of 
the  Alumni  Association  last  night.  The 
announcement  of  the  verteran  coach’s 
advancement  into  the  administrative 
offices  of  the  college  was  made  through 
the  office  of  President  Jack  S.  Wilkes 
by  Ray  Barlow,  president  of  the  Alum¬ 
ni  Association. 

He  replaces  Bob  Durand  who  has 
enrolled  at  Louisiana  State  University 
to  continue  his  education. 

Mooty  is  a  1951  graduate  of  Cen¬ 
tenary  and  returned  to  his  alma  mater 
in  1956  as  assistant  basketball  coach 
and  head  baseball  coach. 

Following  his  graduation,  Mooty 
served  two  years  in  the  marine  corps 


This  group  of  senior  high  boys 
were  guests  of  the  laymen  at 
the  retreat. 


and  then  coached  basketball  and  foot¬ 
ball  at  Belcher  High  School  and  North 
Caddo  High  School  before  returning 
to  Centenary. 

A  native  of  Marion,  Alabama,  he 
has  done  some  work  toward  his  Mas¬ 
ters  Degree  at  the  University  of  Ala¬ 
bama.  He  is  a  member  of  the  National 
Association  of  Basketball  coaches  and 
the  American  Association  of  College 
Baseball  Coaches.  He  attends  the 
Belcher  Methodist  Church. 

Mooty  is  married  to  the  former 
Patsy  Volentine  and  they  are  the  par¬ 
ents  of  two  children,  James  D.,  Jr., 
10,  and  Cregg,  8. 


The  Rev.  W.  0.  Lynch,  Jr.  and 
the  Rev.  Edward  R.  Thomas 
administer  the  elements  at  the 
Communion  Service. 


Hale  Shadow,  Ruston;  the  Rev. 
George  Pearce,  Jr.,  Shreveport; 
Dr.  Henry  A.  Rickey,  Ruston; 
Dudley  V.  Snow,  Shreveport; 
Marcus  Wren,  Minden;  and  Ken¬ 
neth  Rigby,  Shreveport. 


Some  of  the  86  persons  who 
attended  the  fourth  annual  Alex¬ 
andria  Laymen’s  Retreat  at 
Camp  Brewer. 


Hale  Shadow  of  Ruston  is  shown 
leading  the  Sunday  morning  lay 
witnessing  session. 


Bob  Petitt,  former  LSU  and  pro¬ 
fessional  basketball  star,  was 
the  featured  speaker  for  the  re¬ 
treat. 


Ruston-Shreveport 

Lay 

Retreat 
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THE  MANGHAM  METHODIST 
Men’s  Club  reorganized  at  its  last 
meeting,  bringing  in  the  men  from  Lit¬ 
tle  Creek  and  Union  Methodist 
Churches.  Buddy  Jones  of  Mangham 
is  president,  Charles  Nobles  of  Union 
is  vice  president,  Don  Chapman  of 
Little  Creek  is  secretary,  and  Bob  Bell 
of  Mangham  is  program  chairman.  The 
Rev.  Sammy  Hargrove,  Little  Creek- 
Union,  and  the  Rev.  Hugh  Dunn, 
Mangham,  are  the  ministers. 


THE  REV.  GEORGE  PEARCE,  Jr., 
district  superintendent  of  the  Shreve¬ 
port  District,  will  preach  in  revival 
services  at  First  Church,  West  Monroe, 
October  15  thru  18.  Services  Sunday 
at  8:40  and  10:50  a.m.  and  7:00  p.m.; 
Monday,  Tuesday  and  Wednesday  at 
7:30  p.m.  The  Rev.  Ken  McDowell 
is  the  pastor.  Cecil  Dopson  is  chair¬ 
man  of  the  Membership  and  Evangel¬ 
ism  Commission. 


THE  GORDON  AVENUE  CHURCH 
of  Monroe  will  hold  evangelistic  ser¬ 
vice  the  week  of  October  8-13.  The 
Rev.  Roy  Mouser,  pastor  of  the  Simp¬ 
son  Methodist  Church  of  Lake  Charles, 
will  bring  the  messages.  The  Rev.  Lou¬ 
is  F.  Roos  is  the  pastor. 

RECENT  GUEST  SPEAKERS  in  the 
DeRidder  First  Church  have  been  Dr. 
R.  Leonard  Cooke,  Lake  Charles  dis¬ 
trict  superintendent,  and  Father  M. 
Stanley  Compton,  both  on  Sept.  10; 
Chaplain  Harry  Hataway  and  Chap¬ 
lain  Charles  Ray,  both  on  Sept.  17. 
Norman  Terry  and  G.  K.  Bienvenu 
presided.  The  Rev.  Robert  H.  Jamie¬ 
son  is  pastor. 

MISS  MARJORIE  LANDSHOFF  has. 
commenced  work  as  youth  director  in 
the  University  Methodist  Church  of 
Lake  Charles.  Miss  Landshoff  is  a 
graduate  of  Mt.  Union  College  (Meth¬ 
odist),  Alliance,  Ohio.  For  the  past 
two  years  she  has  served  with  the 
Board  of  Missions  at  the  McDonell 
Methodist  Center  at  Houma.  She  will 
be  honored  on  Sunday,  October  1, 
along  with  the  minister  and  associate 
minister  and  wives,  the  Rev.  and  Mrs. 
Merlin  W.  Merrill  and  the  Rev.  and 
Mrs.  Walter  M.  Clarke,  when  the  Col¬ 
lege  and  Career  Class  sponsors  an 
Open  House  at  the  home  of  the  teach¬ 
er  Mrs.  Marjorie  Jacks. 


THE  LAKE  ARTHUR  Methodist 
Youth  Fellowship  held  a  three-day 
youth  revival  the  last  week  in  August. 
The  Rev.  Henry  Blount  of  the  Welsh 
Methodist  Church  conducted  the  wor¬ 
ship,  and  his  daughter,  Becky,  led  the 
recreation.  Each  evening  a  fellowship 
meal  was  served  by  women  of  the 
church.  This  was  followed  by  recrea¬ 
tion  and  worship,  35  young  people 
participating.  Visitors  came  from  Jen¬ 
nings  and  Welsh.  Miss  Doris  Lock- 
wood,  Mrs.  C.  W.  Schmersahl,  and 
Mrs.  Aubrey  Wade  were  the  youth  di¬ 
rectors  and  the  Rev.  Lawrence  Gil¬ 
bert  is  the  pastor. 


MEN  AND  WOMEN  of  Springhill’s, 
Methodist  Church  held  separate  meet¬ 
ings  following  a  pot-luck  supper  on 
Sept.  20.  The  men  heard  the  Rev.  Leo 
Beck,  pastor  of  the  Welcome  (Arkan¬ 
sas)  Methodist  Church.  Woman’s  So¬ 
ciety  members  heard  Mrs.  William  H. 
Hefelfinger,  wife  of  the  pastor  of  the 
Springhill  Presbyterian  Church  teJt 
“Why  I  don’t  want  to  be  a  missionary.” 
Her  parents,  the  late  Dr.  J.  C.  Crain 
and  Mrs.  Crain  spent  forty  years  in 
Korea  as  Presbyterian  missionaries. 
The  Springhill  Methodist  minister  is 
the  Rev.  Loyd  E.  Williams. 


BROADMOOR  ACTIVITIES 

The  Junior  High  Christian  Adven¬ 
ture  Week  was  held  recently  at  Broad¬ 
moor  Church  in  Shreveport.  Its  theme 
was  “Quo  Vadis”  (Where  Are  You 
Going?) 

Skip  Wayland,  pastor  of  the  Beth¬ 
any  Church,  keynote  speaker  of  the 
Teen-O-Rama.  Wavland  is  also  a  disc 
jockey  on  a  Springhill  radio  station 
and  a  rock  ’n  roll  drummer  as  well. 

With  Wayland’ s  messages  as  a  basis, 
the  junior  highs  were  divided  into  dis¬ 
cussion  groups  each  night.  Discussions 
revealed  that  the  group  had  deep  and 
serious  thoughts  about  religious  mat¬ 
ters  that  were  far  beyond  his  expec¬ 
tations,  according  to  Wayland. 

The  week’s  activities  opened  with 
a  “Roman  Holiday”  Banquet.  Partici¬ 
pants  in  appropriate  costume  ate  in 
Fellowship  Hall  which  was  decorated 
with  white  Columns  festooned  with 
ivy  and  a  throne  from  which  Emperor 
Caesar  Augustus  (David  Duncan,  pres¬ 
ident)  issued  various  proclamations. 
Entertainment  at  the  banquet  included 
an  Ad  Hoc  Combo  made  up  of  Jun¬ 


ior  High  MYF  members. 

The  lastnight’sclosing  was  a  Com¬ 
munion  Service  conducted  by  Rev. 
James  L.  Beasley,  associate  pastor  at 
Broadmoor,  who  explained  the  Pass- 
over.  Unleavened  bread  and  white 
grape  juice  from  the  common  cup 
were  used. 

The  final  event  was  a  bus  trip  to 
an  all-day  outing  at  Crystal  Lake  at 
Joaquin,  Texas,  with  its  swimming, 
paddle  boats,  miniature  golf,  relaxa¬ 
tion  and  food. 

There  was  an  average  attendance  of 
seventy-five  each  night  including 
guests. 

Counselors  and  Advisors  for  the 
group  were  Mr.  Odell  R.  Moore,  Mr. 
and  Mrs.  Thomas  A.  Harrell,  Mrs. 
James  L.  Adams,  Mr.  and  Mrs.  H. 
Russell  Maddox,  Mrs.  William  L. 
Bone,  Mrs.  Carlton  Salley,  Miss  Ruth 
Harris  and  Mr.  James  Gillespie. 

Discussion  group  leaders  were  the 
following  college  students:  Jimmy 
Adams,  Carolyn  Goode,  Donna  Wood, 
Ronnie  Harris,  Claire  Ann  Bradley, 
Athelene  Cobb,  Ruth  Harris,  and 
James  Gillespie. 


“Quo  Vadis”  Junior  Hi  MYF  week  at  Broadmoor,  Shreveport,  is  pictured. 
ABOVE  LEFT:  High  Emperor  Caesar  Augustus  (David  Duncan,  president) 
and  two  of  his  “ladies”,  Alvah  Ann  Neal,  left,  and  Kendra  Ellis.  RIGHT: 
Some  of  the  group  watching  the  entertainment  after  the  banquet. 


DR.  F.  J.  TAYLOR,  president  of  Lou¬ 
isiana  Tech  at  Ruston,  was  guest 
speaker  at  Methodist  Men’s  meeting 
in  the  Rayville  Church  on  Sept.  20. 
The  Rev.  Alton  A.  McKnight  is  pas- 
ton-. 


MISSIONARIES  FROM  MANILA, 
Philippines,  were  guest  speakers  in  the 
Southside  Church  of  Monroe  on  Thurs¬ 
day,  Sept.  28.  Mrs.  Steffel  is  the  sister 
of  Robert  Warner  of  the  Southside 
Church.  The  special  program  has  been 
planned  by  the  Commisison  on  Mis¬ 
sions,  Mrs.  Frances  Peterson,  chair¬ 
man.  The  Rev.  Lea  Joyner  is  pastor. 

THE  PAUL  E.  MARTIN  Sub-District 
MYF  held  the  September  meeting  in 
Trinity  Church,  Ruston.  The  topic  con¬ 
cerned  the  MYFund.  John  Maxwell  is 
district  counselor. 


THE  BIRTHDAY  JUBILEE  of  Uni¬ 
versity  Church,  Lake  Charles,  is  be¬ 
ing  observed  this  month  in  celebration 
of  20  years  since  its  organization.  On 
Tuesday,  Sept.  26,  a  carnival  air  pre¬ 
vailed  as  various  groups  sponsored 
food  booths,  games,  and  exhibits,  the 
proceeds  designated  toward  the  build¬ 
ing  debt.  Guest  speakers  have  includ¬ 
ed  Mrs.  Alberta  Salmons  leading  a 
School  of  Prayer,  and  the  Rev.  Carmin 
Stahl  of  Houston,  Texas,  who  illustrat¬ 
ed  his  sermon  with  chalk  drawings, 
both  on  Sept.  24.  Former  pastors 
scheduled  to  participate  are  the  Rev. 
Earl  Emmerich,  associate  director.  The 
Area  Council,  on  Oct.  1,  and  the  Rev. 
James  Stovall,  of  First  Methodist, 
Alexandria,  on  Oct.  8.  The  Rev.  Mer¬ 
lin  W.  Merrill  is  the  pastor. 

JEFFERSON  METHODIST 
CHURCH,  New  Orleans,  held  its  first 
Laymen’s  Retreat  September  16-17  on 
Bayou  LaCombe  at  a  camp  owned  by 
John  Penny.  There  were  thirteen  who 
participated  in  the  retreat  beginning 
on  Saturday  morning  and  ending  Sun¬ 
day  afternoon.  Men  of  the  Church  led 
these  discussion  sessions:  Christian 
Discipline  —  Wm.  van  Santen;  Lay¬ 
men’s  Responsibilities  —  Glyn  Miller; 
and  The  Laymen’s  Involvement  on 
Sunday  Morning  —  Keith  Nash.  Mr. 
Nash  also  taught  the  Church  School 
lesson  from  the  new  adult  literature 
and  then  the  group  attended  worship 
at  the  LaCombe  Church.  During  the 
scheduled  free  time  the  men  enjoyed 
boating,  fishing,  golf,  and  horseshoe 
pitching.  The  Rev.  Donald  J.  Hall  is 
pastor  of  Jefferson  Church. 


Homecoming  at  Kentwood  Methodist  Church,  Sept. 
9,  was  attended  by  150  members  and  friends.  View¬ 
ing  a  drawing  of  the  original  building  are,  from 
left,  Elmer  Sanders,  Official  Board  chairman;  the 


Rev.  Carey  Martin,  pastor;  Mrs.  B.  H.  Pierce, 
mother  of  Jimmy  Pierce  who  made  the  drawing;  and 
Mrs.  J.  Polk  Morris,  Jr.,  who  was  instrumental  in 
its  presentation.  CENTER:  the  Rev.  Carey  Mar¬ 


tin,  pastor,  and  the  Rev.  E.  E.  Sylvest,  Sr.,  former 
pastor,  now  retired  and  living  in  Bogalusa.  RIGHT: 
dinner  on  the  grounds. 
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Sunday  Scfoal 

By:  Alfred  A.  Knox 


LESSON  FOR  OCTOBER  8:  Amos:  Gods  Spokesman  Tor  Justice 


BACKGROUND  SCRIPTURE:  Amos  l:lj  and  1 

MEMORY  SELECTION:  The  Lord  God  has  spok¬ 
en;  who  can  but  prophesy?  (Amos  3:8) 

AIM  OF  THE  LESSON:  To  guide  adults  In  an 
understanding  of  the  work  of  the  prophet  in 
helping  develop  justice  in  the  world;  to  show 
the  need  for  the  prophetic  voice  in  the  world 
in  our  time. 

*  *  * 

Amos  came  to  Israel  with  a  message  which  had 
social  justice  at  its  heart.  We  deal  in  this  lesson 
with  the  establishment  of  a  new  type  of  prophecy 
— one  in  which  the  spokesman  was  indifferent  to 
the  personal  consequences  of  his  prophetic  mes¬ 
sage.  The  thing  that  mattered  most  with  Amos,  and 
all  those  who  have  followed  in  his  train,  was  that 
the  word  be  spoken  and  that  those  in  authority 
should  hear  the  dire  predictions  concerning  a  course 
they  had  chosen  to  follow  that  was  off  the  “plumb 
line”  of  God’s  way  and  will  concerning  justice. 

Undergirded  by  the  conviction  that  God  had 
called  him  apart  for  his  mission,  Amos  made 
it  clear  that  freedom,  justice,  and  integrity  had 
lost  their  meaning  in  Israel — that  courts  were  being 
perverted  in  favor  of  the  wealthy;  that  merchants 
were  selling  shoddy  goods  at  inflated  prices;  and 
that  absentee  landlords  were  showing  no  concern 
for  the  ruin  and  disintegration  of  their  nation.  The 
thing  that  seemed  to  worry  him  most  was  the  gen¬ 
eral  indifference  to  the  whole  situation. 

To  this  nation  in  moral,  social,  and  religious 
chaos,  Amos  came  preaching  “two  years  before  the 
earthquake.”  He  chose  a  dramatic  setting  for  his 
confrontation  with  the  religious  and  political  “power 
structure”  of  the  day — at  Bethel  during  one  of  the 
great  religious  festivals.  We  find  in  Chapter  7  the 
record  of  a  phenomenon  that  was  to  continue  down 
through  the  centuries  to  the  present  time — the  chal¬ 
lenge  of  organized  religion  by  an  “outsider.”  We 
also  find  the  employment  of  a  device  of  retribution 
against  the  prophet  that  has  continued  until  to¬ 
day — that  of  branding  him  as  “subversive”  and  a 
traitor. 

Dr.  Walter  G.  Williams  (The  Prophets — Pio¬ 
neers  to  Christianity)  says:  “Amos  brought  a  new 
definition  to  prophecy  and  a  new  understanding 
of  its  significance.  By  his  actions  and  words  he 
pleaded  for  a  release  of  prophecy  from  all  economic 
and  political  restraints.  He  was  the  first  layman  to 
appear  upon  the  scene  of  history  with  a  religious 
message.” 

*  *  * 

AMOS  GIVES  AN  ACCOUNT  OF 
HIS  CALL 

Amos  reminds  us  of  Paul  as  he  uses  as  his 
defense  against  the  charges  of  Amaziah  the  account 
of  God’s  orders  to  him  to  become  a  prophet.  This 
commissioning  is  in  the  form  of  four  visions  de¬ 
scribed  in  the  first  part  of  chapter  7.  “Thus  the 
Lord  God  showed  me  .  »  .”  is  the  language  the 
prophet  used  to  describe  these  separate  accounts  of 
encounters  with  God  that  left  no  doubt  in  his  mind 
that  he  was  in  a  different  relationship  than  that 
of  the  professional  prophet  that  Amaziah  acccused 
him  of  being. 


Amos  did  not  want  to  be  identified  with  the 
false,  corrupt,  money-making  prophets  of  his  time. 
Yet  he  showed  clearly  that  he  did  believe  in  a 
proper  prophetic  office.  His  ministry  began  with 
this  persuasive,  unforgettable  call.  This  was  the  au¬ 
thenticating  moment  when  he  became  intensely 
aware  of  the  demands  which  God’s  justice  places 
upon  the  people  of  God.  Under  the  imperative  of 
such  a  call  he  knew  that  he  must  leave  the  sheltered 
life  he  lived  in  the  southern  kingdom  and  go  to 
proclaim  the  justice  of  God  in  the  urban  centers 
to  the  north  where  the  powerful  people  lived  and 
where  the  decisions  were  made. 

*  *  ■  * 

THE  DETAILS  OF  THE  VISIONS 

There  is  no  equivocation  in  the  mind  of  Amos 
as  he  declares  “The  Lord  took  me  from  follow¬ 
ing  the  flock,  and  the  Lord  said  to  me,  Go,  proph¬ 
esy  to  my  people  Israel.”  (7:15)  Dr.  Sidney  Lovett, 
writing  of  these  dramatic  experiences  in  The  In* 
terpreter’s  Bible,  says:  “In  the  three  visions  now  un¬ 
der  more  detailed  review  we  have  undoubted  ex¬ 
amples  of  earlier  revelations  of  God  that  projected 
a  rude  farmer  into  the  arena  of  public  life  and 
affairs  as  the  mouthpiece  of  the  Eternal.  The  imag¬ 
ery  of  the  visions  is  drawn  from  rural  life.” 

First,  God  shows  Amos  a  plague  of  locusts  that 
was  devouring  the  land.  The  devastation  of  the 
field  is  so  complete  that  there  is  nothing  left  for 
general  consumption  “after  the  king’s  mowing.”  This 
caused  the  prophet  great  concern  because  he  saw  it 
as  an  indication  of  general  famine  among  the  peo¬ 
ple. 

During  the  same  summer  Amos  has  another 
vision.  This  concerns  a  terrible  drought  which 
parched  the  land,  and  then  a  fire  occurs  destroy¬ 
ing  even  the  underground  water.  In  a  land  like  theirs 
few  calamities  could  be  imagined  that  were  worse 
than  the  disappearance  of  water. 

The  third  vision  is  the  one  concerning,  the  plumb 
line.  Here  we  read  of  buildings  that  have  been 
twisted  out  of  shape  by  an  earthquake  and  must 
be  examined  with  a  plumb  line  to  see  if  they  de¬ 
serve  to  be  left  standing  or  whether  they  must  be 
destroyed.  The  plumb  line  symbolized  God’s  judg¬ 
ment  of  Israel.  Like  the  twisted  wall  which  must 
be  torn  down  because  it  is  no  longer  straight,  the 
nation’s  destruction  was  sure  because  it  was  so  far 
away  from  the  line  of  God’s  purposes. 

Dr.  Charles  Baughman  (Adult  Teacher)  raises 
the  question,  “If  Israel  had  no  hope,  why  did  Amos 
go  to  Bethel  to  speak  for  God?”  Then  he  gives  this 
answer,  “Apparently,  he  went  to  announce  that  the 
covenant  between  Jehovah  and  Israel  was  no  longer 
in  force.  The  nation  had  had  not  used  her  time  for 
repentance,  and  time  had  run  out.” 

*  *  * 

THE  CHARGES  AGAINST  THE  PROPHET 

The  conflict  recorded  in  the  second  part  of 
chapter  7  between  the  prophet  Amos  and  the  priest 
Amaziah  is  one  of  the  classics  of  Old  Testament 
literature.  It  is  every  bit  as  dramatic  as  that  between 
Elijah  and  the  prophets  of  Baal.  It  is  the  record  of 
the  ever  recurring  conflict  between  the  representa¬ 
tive  of  established  religion  as  the  voice  that  comes 
crying  for  renewal.  Amos  comes  saying  that  re¬ 
ligion  should  find  expression  in  social  justice  for 
all  people — a  faith  in  action.  Amaziah  represents 


the  vested  interests  of  organized  religion  who  see 
the  preservation  of  the  status  quo  as  a  matter  of 
life  and  death. 

Amaziah  strikes  back  in  the  most  effective  man¬ 
ner  he  knows,  telling  Amos  that  it  is  obvious  that 
he  is  a  money-seeking  prophet,  and  that  the  only 
way  to  capitalize  on  the  message  he  is  bringing  — 
destruction  of  the  northern  kingdom — is  to  preach 
it  to  their  enemies  in  the  south.  It  is  against  such 
a  charge  that  Amos  cries  out,  “I  am  no  prophet, 
nor  a  prophet’s  son.” 

After  Amaziah’s  taunts  brought  small  results, 
the  priest  then  turned  to  a  more  deadly  type  of 
attack  by  planting  the  idea  in  the  mind  of  the  king 
that  Amos  was  guilty  of  treason.  “Then  Amaziah 
the  priest  rtf  Bethel  sent  to  Jeroboam  king  of  Israel 
saying,  ‘Amos  has  conspired  against  you  in  the 
house  of  Israel;  the  land  is  not  able  to  bear  aH 
his  words.’”  (7:10)  This  device  has  always  been 
used  in  desperation  when  fanatical  religious  lead¬ 
ers  have  been  unable  to  deal  with'  other  spiritual 
points  of  view  with  which  they  could  not  agree. 

*  *  *  ' 

THE  EQUATING  OF  CRITICISM  WITH 
SUBVERSION  AND  TREASON 

In  the  Wesley  Quarterly  treatment  of  this  lesson 
there  are  two  cartoons  that  have  been  especially 
prepared  by  Bill  Sanders  of  the  Kansas  City  Star 
to  illustrate  one  of  the  major  ideas  of  the  les¬ 
son.  One  shows  John  Wesley  at  work  among  the 
laboring  class  of  18th  century  England  while  a 
nobleman  rides  by  in  a  carriage  and  says:  “Why 
don’t  you  stay  in  the  pulpit  preaching  the  Holy 
Scriptures,  John  Wesley,  and  stop  worrying  with 
this  riffraff?”  The  other  shows  a  contemporary  min¬ 
ister  placing  on  the  church  bulletin  board  a  sermon 
topic  that  indicates  he  will  be  dealing  with  “Civil 
Rights  and  Christian  Ethics.”  Looking  over  his 
shoulder,  a  long-faced  layman  asks,  “Why  don’t  you 
stick  to  the  Bible  the  way  John  Wesley  did?”  Of 
course  the  logical  answer  for  the  minister  to  make 
would  be  that  he  is  sticking  to  the  Bible  the  way 
John  Wesley  did — he  is  using  it  as  a  foundation 
for  his  plea  for  social  justice. 

Since  the  time  of  Amos,  many  people  have  fol¬ 
lowed  in  his  footsteps.  Whenever  people  have  turned 
from  the  plumb  line  of  God  there  has  been  an 
“Amos”  to  call  them  back.  And  just  as  often  there 
have  been  those  who  have  a  stake  in  the  “status 
quo”  who  have  tried  first  to  dispose  of  them  with 
ridicule  and  scorn.  When  this  has  proved  ineffective 
they  have  often  cried  “subversive”  and  “Communist 
felWw  traveler.”  Our  mail  indicates  there  are  some 
of  this  mind  among  our  readers  each  time  we  deal 
with  crucial  contemporary  issues  of  social  justice. 

*  *  * 

THE  PROPHET  AND  GOD’S  PLUMB  LINE 
TODAY 

The  subtle  temptation  of  a  lesson  like  this  is 
involved  in  our  easy  way  of  agreeing  that  Amos 
should  have  spoken  concerning  justice  to  Israel 
and  then  failing  to  see  the  direct  implications  for  our 
own  time.  God  still  judges  his  many  Israels  with 
a  plumb  line  and  finds  them  all  many  “degrees 
away  from  the  true.”  What  then  is  our  reaction 
when  the  prophet  speaks  in  God’s  name  in  1967 
concerning  justice  among  a  people  that  are  apathetic 
and  lulled  into  difference  by  their  wealth  and  pros¬ 
perity? 

Dr.  Alan  Walker,  the  outstanding  Methodist  of 
Central  Methodist  .Mission,  Sydney,  Australia,  says 
in  his  book  A  Ringing  Call  to  Mission:  “A  prophetic 
church  is  needed  urgently,  desperately  on  the  issues 
of  peace  and  war  in  a  nuclear  age.  If  ever  the  con¬ 
science  and  compassion  of  Christ  should  find  ex¬ 
pression  through  the  church,  it  is  in  the  face  of  the 
threat  of  nuclear  destruction.  Where  is  that  church? 

It  is  all  too  timid  and  silent.  No  wonder  millions 
pass  it  by.” 

There  are  many  people  who  would  confine  the 
mission  of  the  church  to  comfort  and  consolation — 
they  would  like  to  tune  out  the  prophetic  overtones 
of  their  Christian  faith.  Dr.  L.  H.  Mayfield  says 
in  Adult  Teacher:  “True  religion  must  do  more  than 
bring  consolation;  it  must  do  more  than  make  life 
tolerable.  It  should  be  a  disturber  of  the  conscience 
until,  like  Amos,  the  person  becomes  a  spokesman 
for  God.” 
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Episcopal  Bishop  Richard  S.  Emrich  of  Michigan 
predicted  that  the  General  Convention  of  the  church 
would  refuse  to  approve  the  drafting  of  a  plan  of 
union  with  nine  other  American  Churches.  In  an 
interview  he  expressed  the  opinion  that  to  proceed 
now  toward  merger  would  be  “premature”  and 
“might  set  the  plan  back.”  He  said,  “I  think  we 
should  shout  ‘hurrah’  for  COCU,  but  keey  on  study¬ 
ing  the  issues  for  a  while  before  drawing  a  plan 
of  union. 

We  no  not  usually  get  a  chance  to  say  “Amen” 
to  an  Episcopal  bishop,  but  we  can  enthus¬ 
iastically  support  what  Bishop  Emrich  says 
here.  If  the  Episcopalians  should  take  this 
course,  then  it  will  be  easier  for  the  United 
Methodist  Church  to  say  “slow  down”  at  the 
1968  General  Conference. 

Plans  to  celebrate  the  450th  anniversary  of  the 
Protestant  Reformation  at  the  place  where  it  start¬ 
ed — Wittenberg,  East  Germany — will  be  carried  out 
despite  the  restrictions  placed  by  the  East  German 
government  on  foreign  guests.  The  Church  Pre¬ 
paratory  Committee  for  celebration  of  the  anniver¬ 
sary  had  proposed  450  names  representing  the  Prot¬ 
estant  community  in  Germany  and  free  world  for 
invitation  to  commemorative  events  in  the  East 
German  city. 

Officials  of  the  East  German  government  de¬ 
cided  that  not  all  the  guests  invited  “can  count 
on  receiving  an  entry  visa.”  Faced  by  the  ques-' 
tion  as  to  whether  the  observance  would  con¬ 
tinue,  the  committee  answered  in  the  affirma¬ 
tive. 

J.  Irwin  Miller,  the  first  layman  to  serve  as  pres¬ 
ident  of  the  National  Council  of  Churches,  is  recom¬ 
mended  in  the  October  issue  of  Esquire  as  the  ideal 
Republican  presidential  candidate  for  1968.  Over 
a  cover  picture  of  Mr.  Miller,  an  industrialist  from 
Columbus,  Ind.,  Esquire  asserts  that  “this  man  ought 
to  be  the  next  President  of  the  United  States.” 

An  accompanying  article,  written  by  Steven 
V.  Roberts,  political  writer  for  the  New  York 
times,  is  called  “Is  It  Too  Late  for  a  Man  of 
Honesty,  High  Purpose  and  Intelligence  to  be 
Elected  President  of  the  United  States?” 

A  special  committee  of  the  National  Baptist  Con¬ 
vention,  USA,  Inc.,  told  delegates  to  its  87th  an¬ 
nual  meeting  in  Denver  that  most  riots  in  the  U.S. 
this  summer  were  planned.  Dr.  Joseph  E.  Jackson, 
president  of  the  largest  Negro  religious  body  in 
the  country,  said,  “in  practically  every  case  the 
leaders  of  the  riots  were  outsiders  who  had  come 
into  the  community  under  the  guise  of  helping  the 
people  gain  their  rights.” 

A  group  of  ministerial  delegates  to  the  con¬ 
vention  attacked  the  “law  and  order  racial 
philosophy”  of  Dr.  Jackson.  They  also  lashed 
out  at  what  they  called  Dr.  Jackson’s  “one  man 
rule”  of  the  convention  and  claimed  that  oppos¬ 
ing  views  were  given  no  chance  to  be  heard. 

An  advertisement  placed  by  the  United  States  Army. 
Recruiting  Service  in  summer  issues  of  several  lead¬ 
ing  religious  publications  has  produced  only  light 
negative  reaction,  according  to  reports  received 
from  the  individual  magazine.  The  ad  appears  in 
eight  out  of  nine  church  related  publications  be¬ 
longing  to  an  interreligious  advertising  group. 


One  criticism  of  the  practice  came  from  the 
Rev.  William  D.  Cotton,  pastor  of  Asbury 
Methodist  Church,  Cedar  Rapids,  Iowa,  who 
charged  in  The  Christian  Century  that  “this 
kind  of  advertising  undermines  the  creative 
work  the  Methodist  Board  of  Christian  So¬ 
cial  Concerns  is  doing  in  trying  to  say  some¬ 
thing  about  the  immorality  of  this  war  situa¬ 
tion.  Taking  money  from  the  Army  undercuts 
all  the  positive  things  we  have  tried  to  do  for 
world  peace.” 

Canada  will  become  the  first  country  in  the  world 
to  have  the  entire  Latin-Rite  mass  in  English,  the 
Canadian  Roman  Catholic  bishops  announced  at 
their  fall  meeting  in  Ottawa.  Starting  Oct.  1,  the 
Canon  of  the  Mass  will  be  said  in  the  local  language 
in  Canadian  churches. 


NEW  YORK  —  J.  Irwin  Miller  of  Columbus,  Ind., 
who  in  1960  was  the  first  layman  elected  president 
of  the  National  Council  of  Churches,  has  been  rec¬ 
ommended  by  Esquire  magazine  as  the  most  ideal 
Republican  candidate  for  President  in  1968.  The 
article,  appearing  in  the  October  issues  of  the  na¬ 
tional  magazine,  was  called  "Is  It  Too  Late  for  a 
Man  of  Honesty,  High  Purpose  and  Intelligence  to 
Be  Elected  President  of  the  United  States  in  1968?” 
It  was  written  by  Steven  V.  Roberts,  and  stressed 
the  role  of  Mr.  Miller,  an  industrialist,  in  ecumenics 
and  as  an  adviser  on  national  issues.  (RNS  Photo) 


Dr.  Eugene  Carson  Blake,  general  secretary  ofj  tjig: 
World  Council  of  Churches,  will  be.  a  featured! 
speaker  at  a  Midwest  Ecumenical  Symposium  sched¬ 
uled  for  Dubuque,  Iowa,  Nov.  7-9.  It  will  be  spon¬ 
sored  by  the  members  of  the  Association  of  The¬ 
ological  Faculties  in  Iowa,  Inc.;  the  Aquinas  Institutes 
School  of  Theology  (Roman  Catholic);  the  Dubuque 
Theological  Seminary  (United  Presbyterian);  and  the 
Wartburg  Theological  Seminary  (American  Luth¬ 
eran). 

Roman  Catholic  newspapers  and  magazines  in 
'  the  United  States  and  Canada  have  a  combined 
circulation  topping  the  29-million  mark,  accord¬ 
ing  to  the  Catholic  Press  Association.  James 
A.  Doyle,  CPA  executive  director,  said  the  total 
figure  was  29,092,174. 


Forty  young  Lutherans  from  many  sections  of 
the  country  recently  met  in  Chicago  to  organize 
as  the  Lutheran  Action  Committee  and  call  for 
a  new  “openness  to  radical  changes  for  greater 
justice,  equality  and  dignity.”  Among  actions 
suggested  were  “beg-ins”  for  Vietnamese  war 
victims  during  worship  services  and  the  with¬ 
drawal  of  support  from  some  church  financial 
programs  “because  of  their  overwhelming  per¬ 
centage  of  expenditures  on  buildings  and  instU 
tutional  maintenance.” 

A  district  judge  in  Washington  has  taken  under  ad¬ 
visement  a  case  stemming  from  the  Post  Office 
Department’s  issuance  of  a  controversial  Christmas 
stamp.  Protestants  and  Other  Americans  United  for 
Separation  of  Church  and  State  brought  the  suit, 
charging  that  the  stamp  borders  on  “proselytizing 
for  the  Catholic  Church.”  Judge  Alexander  Holt- 
zoff  took  his  action  after  preliminary  arguments  de¬ 
veloped  between  counsel  for  the  Department  of 
Justice  and  POAU  over  what  is  the  impact  and  the 
intent  of  the  stamp. 

Gov.  Lester  Maddox  of  Georgia  recently  told 
the  Fellowship  Baptist  Church  in  Adel,  Ga. 
that  prayer  rooms  should  be  established  in 
Georgia’s  public  schools.  He  said  that,  short 
of  a  constitutional  amendment  allowing  prayer 
and  Bible  reading  in  the  schools,  prayer  rooms 
should  be  available  to  the  students  on  a  volun¬ 
tary  basis. 

Dr.  Elton  Trueblood,  Quaker  philosopher,  coined 
a  new  term  when  he  recently  spoke  to  an  Interna¬ 
tional  Christian  Leadership  group  meeting  in  An¬ 
chorage,  Alaska.  He  said,  “In  a  ‘post-denomina¬ 
tional’  age  the  task  is  not  to  deny,  but  to  transcend 
denominations.”  He  asserted,  “Denominations  didn’t 
last  very  long  as  effective  forces.  When  they  did 
exist,  they  existed  vestigially.  The  scheme  has  gone 
out  of  this  particular  approach  to  the  spread  of  the 
gospel.” 

Guitar  and  vocal  renditions  of  “I  Don’t  Want 
Your  Sometime  Lovin”  and  “The  First  Time 
Ever”  were  featured  at  a  wedding  ceremony 
held  recently  in  the  chapel  of  the  Christian 
Board  of  Publication  in  St.  Louis.  The  couple 
joined  in  marriage,  Michael  Lee  Cott  and  Lilian 
MacReynoIds,  met  at  a  Gaslight  Square  Chris¬ 
tian  coffee  house.  The  minister  who  performed 
the  ceremony  was  the  Rev.  James  M.  Flanagan, 
associate  editor  of  The  Christian,  a  denomina¬ 
tional  publication. 

The  appointment  of  an  Anglican-Roman  Catholic 
Commission  on  the  theology  of  marriage  and  its 
application  to  mixed  marriages  was  disclosed  in  a 
communique  issued  in  London  at  the  close  of  the 
second  meeting  of  the  Anglican-Roman  Catholic 
Joint  Preparatory  Commission.  The  preparatory 
commission  was  appointed  last  November  in  ac¬ 
cordance  with  the  common  declaration  signed  by 
Pope  Paul  and  Archbishop  Michael  Ramsey  of 
Canterbury  in  Rome  during  March,  1966.  It  held 
its  first  meeting  at  Gazzada,  Italy,  in  January. 

Canadian  Anglicans  moved  another  step  nearer 
union  with  the  United  Church  of  Canada  aj 
the  Anglican  General  Synod  approved  establish¬ 
ment  of  five  commissions  on  union  matters. 
Some  somber  notes  were  introduced,  however, 
before  the  action,  including  one  delegate’s 
warning  that  a  group  of  high  churchmen  would 
secede  from  the  Anglican  Church  of  Canada 
if  the  proposed  schemes  was  adopted. 

J.ack  Gpuld,  television  critic  of  the  New  York  Times, 
says  that  the  so-called  electronics  ghetto  of  Sun¬ 
day  morning  religious  television  should  be  dismissed^ 
as  a  “waste.”  He  holds  that  Sunday  programs  should. 
be  used  as  a  “stepping  stone”  to  expanded  involve¬ 
ment  of  the  church  in  television.  He  expressed  this 
opinion  at  the  Montreal  session  of  the  Conference 
on  the  Performing  Arts  and  Technological  Media. 
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Certified  instructors 
for  "Adult  Learning" 
course  listed 

The  Rev.  Earl  B.  Emmerich,  asso¬ 
ciate  director  of  the  Area  Council,  has 
announced  that  a  number  of  Louisiana 
Methodists  has  been  certified  as  in¬ 
structors  for  the  course  “Adult  Learn¬ 
ing  in  a  Changing  World.” 

He  says  these  persons  could  be  of 
invaluable  assistance  in  bringing  in¬ 
struction  to  local  churches  regarding 
the  new  literature.  Their  names  are 
listed  so  that  districts  can  avail  them¬ 
selves  of  their  leadership: 

E.  E.  Armstrong,  Shreveport;  the 
Rev.  Henry  C.  Blount,  Jr.,  Welsh; 
Mrs.  G.  E.  Boogs,  Monroe;  the  Rev, 
Beverly  E.  Bond,  Baton  Rouge;  the 
Rev.  Lars  L.  Broadus,  Colfax;  Mrs. 
Ann  Calcote,  De  Ridder;  Mrs.  G.  W. 
Charlton,  Shreveport; 

The  Rev.  Walter  M.  Clarke,  Lake 
Charles;  the  Rev.  Tom  O.  Crosby,  Jr., 
Gonzales;  the  Rev.  George  W.  Dam- 
eron,  Pineville;  the  Rev.  Hugh  Dunn, 
Mangham;  the  Rev.  Earl  B.  Emmerich, 
Shreveport;  the  Rev.  James  H.  Hum¬ 
phreys,  Haughton;  the  Rev.  Sale  Lilly, 
Patterson; 

The  Rev.  James  M.  Poole,  Vinton; 
the  Rev.  Ronald  Ramke,  New  Orleans; 
the  Rev.  John  H.  Sewell,  Arcadia;  the 
Rev.  Fred  O.  Shirley,  Opelousas;  and 
the  Rev.  James  C.  Skinner,  Many, 
t 

News  in  Brief 

OFFICERS  AND  COUNSELORS  of 
the  Senior  MYF  of  the  Vivian  Church 
held  a  planning  retreat  on  Sept.  16 
at  the  Texaco  Clubhouse  on  Cross 
Lake,  Shreveport.  The  group  com¬ 
bined  business  with  pleasure  and  en¬ 
joyed  playing  volley  ball,  four-square, 
and  horse  shoes.  The  day  ended  with 
a  hamburger  cookout.  The  Rev. 
Stone  Caraway  is  their  pastor. 

T  H  I  B  I  D  A  U  X  MYFers  WERE 
HOSTS  to  the  Sub-District  MYF  be¬ 
ginning  at  2  p.m.  on  Saturday  after¬ 
noon,  September  23. 

THE  SHREVEPORT  POLICE  De¬ 
partment  sent  two  officers  to  present 
the  program  to  the  Youth  Fellowship 
in  Wynn  Memorial  Church,  Sept.  24. 
They  showed  movies  on  two  of  the 
major  problems  facing  teenagers  to¬ 
day — dope  and  alcohol.  Sons,  natural 
and  borrowed,  were  guests  in  the  Wynn 
Church  when  the  men’s  club  held  the 
father-son  dinner  on  Sept.  26.  The  Rev. 
Robert  E.  Carter  is  pastor. 

RAYNE  MEMORIAL  CHURCH, 
New  Orleans,  was  host  to  the  Delta 
Sub-District  Methodist  Youth  Fellow¬ 
ship  on  Sunday,  September  17. 

NESON  MEMORIAL  CHURCH  at 
Tickfaw  was  host  to  the  Sub-District 
Youth  Fellowship  on  Monday,  Sept. 
18.  Walter  Parker,  Jr.  is  president  of 
the  group. 

BATON  ROUGE  FIRST  CHURCH 
children  and  youth  choirs  are  starting 
the  season  with  the  following  directors: 
Cherub  and  Carol  Choirs,  Mrs.  Earl 
Redding;  Asbury  Girls’  Choir,  Mrs. 
Gene  Worley;  Wesley  Boys,  John 
Babb;  Wesley  Girls,  Mrs.  George  Bo- 
gusch;  Bell  Choir,  Miss  Ardith  Leckey. 


Oux  rtUKLdfrUf  id  (vitA  CfdCltA 

by  James  0.  Evans 
Conference  Youth  Director 


Recently,  our  Louisiana  Youth 
Council  shared  as  a  covenant  Commu¬ 
nity  on  Mount  Sequoyah.  There  were 
14  young  adults  (Youth)  and  5  adults 
who  participated  in  this  enriching  ex¬ 
perience  which  is  the  core  curriculum 
for  our  ministry  with  youth.  This  ma¬ 
terial  will  be  available  for  next  Sep¬ 
tember.  One  evident  factor  we  gleaned 
from  this  experience  was  that  there 
were  contributions  of  equal  importance 
made  in  the  group  by  senior  hi’s  and 
the  adults  present. 

I  believe  almost  every  person  felt 
responsible  for  supporting  the  con¬ 
cerns  of  the  group  and  shared  his 
feelings  and  learned  to  listen  in  new 
ways.  The  result  was  that  we  were  will¬ 
ing  to  be  more  open,  and  honest  with 
one  another.  So,  we  were  able  to  move 
from  a  collection  of  cliques  to  a  com¬ 
munity  sharing  the  love  of  God  with 
more  depth  of  understanding  and  sup¬ 
port  for  one  another. 

There  were  at  least  two  things  I 
learned  during  the  week  with  this 
group:  First,  these  young  adults  are 
part  of  the  growing  edge  of  the  church 
now.  They  are  searching  for  relevance 
in  life  and  the  purpose  of  God  in  the 
world  and  through  the  church.  These 
young  people  are  willing  to  get  in¬ 
volved  in  the  church  through  worship, 
witness,  and  service.  So  in  this  re¬ 
spect  most  of  them  are  ready  to  move 
into  the  ministry  of  the  church  now. 

I  feel  that  any  congregation  is  miss¬ 
ing  a  good  opportunity  if  it  does  not 
include  their  vital  contribution  in  its 
planning,  worship,  and  service  in  the 
local  communities.  We  are  overlook¬ 
ing  an  important  part  of  the  church 
if  we  do  not  encourage  them  to  serve 
on  commissions  and  committees  and 
accept  them  as  vital  members  now. 
What  they  lack  in  experience,  they 
more  than  supplant  with  enthusiastic 
creativity  when  they  are  free  to  express 
themselves  and  their  faith. 

The  second  insight  that  came 
through  to  me  is  that  these  people  are 


living  in  a  young  adult  world  now. 
They  are  struggling  with  vital  moral 
and  ethical  concerns  that  other  adults 
are  facing.  The  world  has  been  brought 
to  their  schools  and  their  spare  time 
activities.  They  are  under  the  same 
pressures  in  the  way  they  will  spend 
their  lives  as  the  older  generation.  They 
are  caught  up  in  the  vital  questions 
of  war,  preparation  for  a  vocation, 
the  sex  revolution,  and  all  kind  of  so¬ 
cial  concerns.  They  are  talking  about 
them  among  their  friends.  Why  can’t 
we  talk  with  them  about  these  con¬ 
cerns  in  the  church  in  an  atmosphere 
of  trust,  openness,  and  honesty? 

The  new  approach  of  our  new  core 
curriculum  for  youth  education  is  a 
Ministry  with  Youth  and  not  ministry 
to  youth.  I  can  see  there  is  a  differ¬ 
ence.  We  are  discovering  that  our 
young  adult  world  has  something  vital 
to  share  with  the  rest  of  the  church 
that  we  need  to  hear.  They  see  the 
shallowness  of  our  world  of  activities. 
So,  if  we  can  move  from  the  rela¬ 
tionship  of  teacher-student  to  dialogue 
between  young  adults  and  adults  in 
groups,  the  whole  church  may  profit 
by  hearing  what  the  new  generation 
has  to  offer  our  world.  I  believe  they 
in  turn  will  be  much  more  open  to  re¬ 
ceive  the  wisdom  of  our  faith  and 
Christian  maturity  in  a  fellowship  of 
listening  and  sharing.  We  would  do 
well  to  recognize  that  too  often  teen¬ 
agers  have  seen  our  petty  grievences, 
immature  behavior,  and  other  incon* 
sistent  activities  emphasized  in  the 
church  in  place  of  the  mind  and  body 
of  Christ.  So,  I  feel  that  it  is  important 
that  we  begin  where  we  are  in  rec¬ 
ognizing  that  none  of  us  is  above  our 
human  situation,  and  begin  to  learn 
from  one  another  across  generation 
barriers. 

The  new  core  curriculum  in  our 
ministry  with  youth  recognizes  that 
every  group  has  resources  of  faith  that, 
when  brought  into  focus  enable  its 
members  to  learn  more  rapidly.  Group 


Participants  in  the  last  of  a  series  of  six  workshops  dealing  with  the 
new  adult  curriculum  in  the  Baton  Rouge  District,  at  First  Methodist 
Church,  Baton  Rouge.  Left  to  right,  Dr.  Bentley  Sloane,  district  superin¬ 
tendent;  the  Rev.  B.  E.  Bond,  conference  director;  the  Rev.  Earl  Emmer¬ 
ich,  of  the  Area  Council  staff,  and  the  Rev.  Tom  Crosby,  district  direc¬ 
tor  of  Adult  Work.  Fifty-five  persons  attended. 


participation,  with  all  sharing,  is  more 
effective  than  sitting  at  the  feet  of  an 
expert  teacher  who  projects  insight  on 
Christian  truths.  So  it  will  take  some 
adjusting  on  our  part  to  the  disciplines 
of  listening  as  well  as  expressing  our 
own  convictions  as  adult  workers  with 
youth.  Any  person  will  learn  much  fas¬ 
ter  if  we  give  him  a  chance  to  share 
through  searching  rather  than  by  be¬ 
ing  told.  Come  to  think  about  it,  this 
is  a  sign  of  maturity  in  any  situation/ 

Our  new  curriculum  material  rec* 
ognizes  that  in  our  culture  of  vast 
munication,  there  is  no  longer  a  wide 
span  between  the  expert  and  the  am¬ 
ateur  Christian  educator.  (If  you  doubt 
that  their  education  is  stepped  up,  read 
any  text  book  they  are  using.)  Al¬ 
though,  the  resource  person  is  still 
needed  to  share  what  he  has  with  the 
group,  he  is  not  its  controller.  He  is 
a  precipitator  in  the  learning  process. 
The  worker  with  youth  learns  from 
the  group  as  well  as  shares  his  con¬ 
viction. 

One  of  the  most  vital  questions  that 
we  face  in  our  new  curriculum  is  how 
does  an  individual  learn  most  in  his 
group?  Ruel  Howe  states  in  “The  Mir¬ 
acle  of  Dialogue”  that  it  is  when  the 
restraining  forces  of  learning  are  re¬ 
moved.  These  forces  include  our  feel¬ 
ings  of  fear,  threat,  inferiority  or  re¬ 
jection  from  persons  present.  Then  fa¬ 
cilitating  forces  can  be  brought  to  bear 
which  enable  a  person  to  feel  that  he 
is  accepted.  He  is  then  free  to  be 
himself,  and  to  express  himself  crea¬ 
tively. 

So  our  ministry  to  all  ages  is  to 
learn  to  trust  one  another  and  be  open 
to  say  how  we  feel.  But  we  are  kidding 
ourselves  if  we  think  it  is  easy  to 
report  how  we  really  feel,  to  speak  to 
a  group  in  response  to  what  we  hear 
them  saying.  We  are  encouraged  to 
speak  but  then  we  become  aware  that 
they  are  sharing  their  feeling  with  us. 
When  persons  in  a  group  are  free  to 
say  how  they  feel  without  repercus¬ 
sions  from  any  one  present,  then  shar¬ 
ing  of  real  depth  can  be  established. 
Then  a  basis  is  instituted  where  the 
struggles  of  life  can  be  shared  in  fac¬ 
ing  life  creatively  with  support  indi-' 
vidually  and  as  a  group. 

I  am  convinced  that  we  as  individ¬ 
uals  in  the  church  can  become  in-' 
volved  with  people  in  their  world  of 
struggles.  This  is  how  the  church  was 
identified  as  the  agency  of  reconcilia¬ 
tion  in  New  Testament  times.  The  peo¬ 
ple  of  God  learned  to  be  forebearing, 
with  one  another.  Their  compassion 
for  one  another  became  so  significant 
in  their  fellowship  that  their  contem¬ 
porary  observers  remarked,  “see  how 
those  Christians  love  one  another.”  I 
believe  we  are  rediscovering  that  it 
takes  our  involvement  in  longer  ses¬ 
sions  of  searching  together  as  a  com¬ 
munity  than  an  occasional  hour  to¬ 
gether.  If  we  will  take  the  time  for 
extra  periods  of  involvement  as  per¬ 
sons  with  vital  concern,  we  will  find 
a  new  source  of  renewal  through  our 
fellowship  in  being  the  church.  I  feel 
that  our  new  curriculum  material  is 
on  the  threshold  of  a  much  more  ef¬ 
fective  way  of  learning  through  small 
groups  in  the  church.  Our  ministry 
with  youth  is  on  the  growing  edge  of 
the  church. 

t 

In  the  cross  there  is  safety. — Thom¬ 
as  A.  Kempis 
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Call  to  Prayer  and  Self-Denial 


Methodist  women  in  36,000  local 
units  throughout  America  will  gather 
in  churches,  in  homes  and  elsewhere 
during  the  week  of  Oct.  25-3 1  for  one 
of  their  most  important  annual  obser¬ 
vances,  the  “Call  to  Prayer  and  Self- 
Denial.” 

First  observed  by  Methodist  women 
in  1887,  the  Call  to  Prayer  and  Self- 
Denial  focuses  on  guided  mission 
study,  an  offering  for  special  mission 
projects,  prayer  for  mission  concerns 
and  deepened  spiritual  life.  About 
1,640,000  women  in  31,000  local 
Woman’s  Societies  of  Christian  Ser¬ 
vice  and  5,000  local  Wesleyan  Service 
Guilds  (the  society’s  auxiliary  for  em¬ 
ployed  women)  are  expected  to  par¬ 
ticipate. 

The  “Call”  is  sponsored  by  the 
Woman’s  Division  of  the  Methodist 
Board  of  Missions.  The  division,  one 
of  the  four  major  units  of  the  board, 
is  the  national  body  under  which  local 
Woman’s  Societies  and  Guilds  func¬ 
tion. 

The  theme  of  the  1967  Call  to 
Prayer  and  Self-Denial  is  “Feed  My 
Sheep,”  taken  from  John  21:17  and 
emphasizing  brotherhood  in  mission 


work.  The  two  major  events  of  the  ob¬ 
servance  are  the  program  meeting  for 
interpretation  of  mission  projects  to 
which  money  from  a  special  offering 
will  be  given,  and  the  Quiet  Day 
Service  of  prayer,  meditation  and  a  si¬ 
lent  meal. 

Each  year  certain  mission  projects 
in  the  United  States  and  overseas  are 
designated  by  the  Woman’s  Division 
as  beneficiaries  of  an  offering  which  is 
given  as  part  of  the  Call  to  Prayer  and 
Self-Denial. 

This  year  the  projects,  selected  be¬ 
cause  of  special  and  urgent  home  and 
overseas  needs,  are: 

•  Home  Missions— Social  Welfare 
Work. 

Offering  receipts  will  assist  with 
the  construction  of  new  buildings  for 
children’s  homes  and  residences.  Plans 
are  being  made  to  build  a  new  home 
for  the  mentally  retarded  and  emotion¬ 
ally  disturbed  at  Spoflford  Home  in 
Kansas  City.  Other  construction  in¬ 
cludes  a  cottage  at  MacDonnell  Meth¬ 
odist  Center  in  Houma,  La.,  and  the 
relocation  of  Esther  Hall  and  Deacon¬ 
ess  Home,  Indianapolis,  Ind. 

•  Overseas  Missions— Special  Oppor¬ 


tunities  for  Leadership  for  Training 
Women  Around  the  World. 

The  offering  receipts  will  help  pro¬ 
vide  money  to  an  area  where  training 
programs  are  in  progress  or  to  help 
send  a  woman  to  a  program  some¬ 
where  else— such  as  last  year’s  World 
Understanding  Workshop. 

Call  to  Prayer  and  Self-Denial  offer¬ 
ings  have  increased  almost  every  year. 
Gifts  for  a  12-month  period  beginning 
Apr.  1,  1966,  totaled  $607,575.  Each 
woman  who  participates  in  the  “Call” 
is  asked  to  save  over  a  period  of  time 
and  then  to  make  a  sacrificial  gift  for 
the  designated  projects.  Women  are 
also  asked  to  pray  for  workers  in  the 
projects  to  which  they  give. 

The  Quiet  Day  Service  for  this  year 
was  written  by  Francis  and  Pearl  Hall, 
directors  of  Powell  House,  a  confer¬ 
ence  and  retreat  center  in  Old  Chat¬ 
ham,  N.Y.  The  worship  service  for  the 
program  meeting  was  written  by  Mrs. 
Maud  Lynch,  a  British-American 
Methodist  and  past  staff  member  of 
the  editorial  department  at  the  Board 
of  Missions. 
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Woman’ 8  Page 


Two-weeks-old  Katherine  Coe  Wilkes 
was  present  for  the  baby  shower  in 
her  honor  given  in  Mangum  Church, 
Shreveport.  Also  sharing  in  the  fes¬ 
tivities  were  her  mother,  Mrs.  Rex 
Wilkes,  above  left,  and  her  proud 
grandmother,  Mrs.  Jack  Wilkes.  The 
Rev.  Rex  Wilkes  has  been  summer 
associate  pastor  at  Mangum,  but  is 
now  entering  his  second  year  at  Duke 
Divinity  School,  Durham,  N.  C. 


MRS.  AUBREY  G.  WALTON,  wife 
of  the  presiding  bishop,  was  guest 
speaker  at  the  luncheon  meeting,  Sep¬ 
tember  12,  of  Houma  First  Church 
ladies.  Mrs.  John  Piper  is  their  pres¬ 
ident. 

t 


Charter  WSCS  members  at  University  Church,  Lake  Charles,  in  the  picture 
are:  Mrs.  E.  C.  Kuttner,  the  first  president;  Mrs.  Curtis  Nelson,  recording 
secretary;  Mrs.  Dave  Creel,  publicity;  Mrs.  A.  C.  Adams,  spiritual  life;  Mrs. 
N.  F.  Sweeney,  Christain  social  relations;  Mrs.  Elvira  Firmature,  supply  chair¬ 
man;  Mrs.  S.  W.  Sweeney,  fellowship  chairman;  Members:  Mrs.  Kathryn  Lund, 
Mrs.  H.  W.  Hallmark,  Mrs.  D.  E.  Ottinger. 


Presenting  the  WSCS  program  in  the  Eddy  Justiss  Memorial  Church  ar  Trout 
recently  were:  Mrs.  B.  E.  Thibodaux,  Alexandria  District  president,  Mrs.  K. 

B.  Morrish,  district  vice  president,  Mrs.  V.  J.  French,  district  program  mater¬ 
ials  sec.,  and  Mrs.  John  Tubbs,  district  campus  ministry.  Others  in  picture 
are  Mrs.  Robert  Grissom,  Mrs.  Vernon  Fairley,  Mrs.  T.  J.  Welve,  Mrs.  J.  F. 
Justiss,  Sr.,  Mrs.  C.  Kinard,  Mrs.  Robert  Gray,  Mrs.  George  Shelton,  and  Mrs. 

C.  0.  Williams. 


RUSTON  DISTRICT 
W.S.C.C.  ZONES 

The  fall  zone  meetings  in  Ruston 
District  will  be  a  continuation  of  the 
Self-Study  that  each  local  society  will 
have  during  the  next  month. 

Zone  meetings  are  set  up  as  fol¬ 
lows;  Zone  1,  October  18  at  Athens; 
Zone  2,  October  25  at  Arcadia;  Zone 

3,  November  1  at  Farmerville;  Zone 

4,  November  8  at  Chatham. 

t 

MRS.  MAXINE  WATKINS,  superin¬ 
tendent  of  the  Business  Girl’s  Inn  in 
Shreveport,  explained  the  nature  of 
the  inn  as  a  project  of  the  Methodist 
Board  of  Missions,  to  members  of  the 
Broadmoor  Woman’s  Society  at  the 
Sept.  12  meeting.  Mrs.  Durwood  is 
the  Broadmoor  president. 


DR.  MARGARET  BRAND  of  the 
LI.  S.  Public  Health  Service  Hospital 
in  Carville  was  guest  speaker  at  the 
Sept.  12  meeting  of  Broadmoor 
Woman’s  Society  in  Baton  Rouge.  The 
Broadmoor  Society  held  the  annual 
coffee  for  all  the  women  of  the  church 
on  Sept.  19  in  the  home  of  Mrs.  Wy¬ 
man  Walker,  Jr.  Mrs.  Thomas  Rhodes 
is  president. 

MISS  SYLVIA  MYERS  from  the  Gulf 
Assistance  Program  talked  to  members 
of  the  St.  Luke  Woman’s  Society, 
Lake  Charles,  at  the  August  meeting. 
An  outgrowth  of  the  program  was 
adopted  as  a  project  by  the  women: 
volunteers  to  train  for  teaching  read¬ 
ing  and  sewing  to  adults  in  multi-ser¬ 
vice  centers.  Mrs.  Coy  Duplechin  is 
the  St.  Luke  president. 


NEWCOMERS  RECOGNIZED 

The  Blackwater  Methodist  Woman’s 
Society  of  Christian  Service  honored 
newcomers  to  their  organization  on 
September  13  at  ten  o’clock. 

Miss  Anna  May  Morgan,  president, 
gave  a  short  welcome  address  and 
highlights  of  the  new  program  book, 
“Search  for  Identity  in  a  Changing 
World.” 

After  conducting  a  few  get-acquamt- 
ed  games,  the  hostesses  served  coffee, 
punch,  sandwiches  and  cake.  The  host¬ 
esses  were  members  of  the  membership 
and  visitation  committee.  Mrs.  Harold 
Ballard  is  chairman;  her  assistants 
were:  Mrs.  Leslie  Brice,  Mrs.  J.  W. 
Wunstel,  Mrs.  E.  J.  Welsh,  Mrs.  Roy 
Gurney,  and  Mrs.  M.  E.  Chemin. 

Twenty-seven  women  attended  this, 
affair. 
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CHARTER  MEMBERS  HONORED 

The  Woman’s  Society  of  Christian 
Service  of  University  Church,  Lake 
Charles,  had  a  Charter  Member  Day 
for  the  45  original  members  of  the 
first  W.S.C.S.  in  this  church.  This  is 
in  honor  of  the  twentieth  Birthday 
which  will  be  September  28th.  Sixty- 
five  attended  the  luncheon  and  Mrs. 
Robert  Compton,  the  president  of  the 
Lake  Charles  District,  spoke  on  the 
“Identity  of  a  Local  Society  with  the 
District  Society.”  Mrs.  Jesse  Porter 
presented  a  skit  on  Membership  Cul¬ 
tivation.  She  is  the  district  member¬ 
ship  cultivation  chairman.  The  vice 
president,  Mrs.  Harold  Guth,  read  a 
poem  from  the  Program  Book.  The 
meeting  was  presided  over  by  Mrs. 
John  S.  Weitz,  the  president  of  Uni¬ 
versity  W.S.C.S.  who  brought  the 
message  of  “Know  Thyself’  and  hon¬ 
ored  the  charter  members. 
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•  On  a  Wide  Circuit 

God's  thoughts 
toward  men 

By  W.  W.  Reid 

I  like  the  Standard  R.V.’s  rendition’ 
of  that  fifth  verse  of  Psalm  40:  “Thou 
hast  multiplied,  O  Lord  my  God,  thy 
wondrous  deeds  and  thy  thoughts  to¬ 
ward  us;  none  can  compare  with  thee! 
Were  I  to  proclaim  and  tell  of  them, 
they  would  be  more  than  can  be  num¬ 
bered.” 

There  is  something  up-to-date,  help¬ 
ful,  hopeful,  refreshing  about  the  God 
it  pictures  for  us.  And  it  answers  a 
lot  of  questions  asked  by  “modem 
men.” 

Here  is  a  God  who  is  alive  and  ac¬ 
tive — the  great  worker  of  the  universe 
— not  a  God  sitting  “with  long  whisk¬ 
ers  in  the  sky”  (as  Carl  Sandburg  said 
old  bewiskered  men  taught  him  in  his 
youth);  not  a  God  who  has  “abandoned” 
the  universe,  or  who  has  “died”  (as 
some  spiritually-myoptic  theologians 
have  been  trying  to  say  lately.  He-  is 
the  God  still  creating  (and  improving) 
his  universe;  the  God  revealing  his 
powers  and  his  wonders  perhaps  a  lit- 
tie  faster  than  men  are  able  to  under¬ 
stand  and  to  rightfully  use  them;  the 
God  who  does  not  wait  until  men  lay 
prostrate  and  implore  his  assistance, 
bur  whose  thoughts  are  ever  “toward 
us”  in  loving  concern.  He  is  the  Cre¬ 
ator-God  who  has  never  left  the  con¬ 
trols  of  his  universe,  and  is  “still  work¬ 
ing  his  purposes  out”  within  his  crea¬ 
tion  and  partly  through  the  instrument¬ 
ality  of  men.  He  is  the  God  who 
is  still  in  search  of  fellowship  with  men 
— with  you  and  with  me. 

The  Psalms  of  David  are  a  strange 
— and  often  not  very  logical — mixture 
of  praise,  thankfulness,  lament,  impre¬ 
cation,  and  appeal  to  God.  Their  au¬ 
thor,  we  imagine,  was  a  restless  and 
vigorous  character,  now  moody,  now 
rebellious,  now  joyous  and  enthusi¬ 
astic,  now  discerning  and  practical, 
now  poetic  and  extravagant.  His  feel¬ 
ings,  attitudes,  and  actions  could  not 
be  taken  for  granted  —  perhaps  not 
foreseen  from  hour  to  hour.  But  in  this 
“new  song,”  or  hymn,  we  find  David 
at  his  best  in  understanding  and  praise 
of  God  for  his  deeds  and  thoughts  ever 
directed  “toward  us.”  Other  psalms 
may  voice  other  human  emotions,  but 
in  this  one  we  find  ourselves  face  to 
face  with  a  man  who  has  faith  and 
trust  in  God — and  who  knows  through 
many  experiences  why  he  has  that 
faith  and  trust.  This  is  David  at  his 
highest  and  best,  the  leader  of  a  great 
religious  congregation  and  nation  — 
ever  a  theologian  untom  by  doubtings, 
unhesitant  with  ifs  and  buts.  He  wor¬ 
ships  and  thanks  the  God  in  whom  he 
has  supreme  confidence — and  he  in¬ 
spires  confidence  in  us  who  read  and 
sing  his  hymn.  .  .  . 

Who  can  doubt  that  David  had  more 
than  the  ordinary  man’s  share  of  per¬ 
plexities,  concerns,  and  troubles — with 
enemies  that  surrounded  his  little  king¬ 
dom,  with  opponents  and  problems 
within  his  own  government,  with  an¬ 
noyances  even  in  his  own  household. 
He  had  good  reason  for  the  laments, 
the  despairs,  the  anguished  cries  that 
are  the  themes  of  many  of  his  other 
songs.  And  yet — in  his  deepest  and 
most  penetrating  moments — he  could 


I  owe  an  apology  to  both  the  Edi¬ 
tor  and  my  readers.  You  will  have 
noticed  (I  hope!)  that  there  has  been 
a  gap  in  the  regularity  of  this  column 
of  late. 

The  explanation  is  that,  in  spite  of 
my  hopes  that  I  could  continue  with¬ 
out  a  break,  I  have  been  compelled  to 
stop  for  a  couple  of  weeks  because 
we  have  moved  house,  church,  and 
pastoral  charge. 

Since  September  1st  I  have  been 
in  London,  and  I  have  taken  over  the 
Superintendency  of  the  Streatham  and 
Dulwich  Circuit  in  South  London.  In 
addition  to  that  responsibility  I  have, 
of  course,  pastoral  charge  of  a  church. 
It  is  Norbury  Methodist  Church,  in 
London’s  S.W.16.  and  we  are  just  set¬ 
tling  in.  The  move  proved  to  be  a  lit¬ 
tle  more  complicated  than  we  had  at 


see  the  hand  and  sense  the  mind  of 
the  Eternal  God  doing  wondrous  deeds 
and  exercising  continual  thought  to¬ 
ward  men  and  their  welfare.  David 
could  pierce  through  and  beyond  the 
buffetings  of  the  day  and  see  the 
steadfast  control  and  the  unchanging 
concern  of  the  still-creating  God.  And 
this  sense  of  God’s  presence  and  un¬ 
wavering  plan  and  purpose  sustained 
him  through  all  adversity. 

This  is  the  knowledge  and  under¬ 
standing  of  God — and  of  God  as  a 
worker  and  revealer,  concerned  with 
but  unaffected  by  the  vagaries  of  men 
—  that  our  generation  sorely  needs. 
God  “dead”?  Who  can  look  out  at  the 
beauties  and  wonders  upon  Earth  — 
beauties  and  wonders  of  Nature,  beau- 


AUTUMN  MEDITATIONS 

The  prophet  Jeremiah  once  wrote, 
“The  harvest  is  past,  the  summer  is 
ended,  and  we  are  not  saved.” 

We  might  paraphrase  it  and  say, 
“The  riots  are  past,  the  heat  is  off,  but 
the  problem  is  not  solved.” 

The  summer  just  ended  has  been 
a  series  of  ugly  nightmares  for  public 
officials,  property  owners,  and  parents.. 
Property  has  been  damaged  in  the 
amount  of  millions.  Lives  have  been 
lost  uselessly.  Hate  and  bitterness  have 
been  inflated  into  a  national  hysteria.. 
Old  prejudices  have  been  pulled  down 
from  the  shelves  of  our  minds,  dusted 
off,  and  allowed  to  gallop  freely,  bit¬ 
terly,  and  in  all  directions. 

What  can  the  Christian  do  about 
it? 


first  anticipated,  and  so  we  have  had 
to  devote  all  our  energies  to  moving 
house,  meeting  new  church  leaders,  get¬ 
ting  down  to  the  organisation  of  an 
entirely  new  situation.  The  result  has 
been  that  I  have  had  to  neglect  this 
column  for  a  couple  of  weeks.  But  now 
something  like  a  routine  is  being  es¬ 
tablished,  and  I  am  able  to  take  up 
the  running  again. 

I  thought  perhaps  that  you  ought  to 
have  a  reason  for  the  missing  note 
from  Britain,  and  you  will  forgive  this 
personal  explanation. 

All  this,  of  course,  prompts  me  to 
the  thought  that  many  other  ministers 
in  this  country  move  at  this  time  of 
the  year.  What  is  an  old  situation  for 
the  congregation  presents  itself  as  a 
new  one  for  the  new  minister.  Hopes 
and  dreams  are  the  very  stuff  of  life, 


ties  and  wonders  of  the  human  spirit, 
beauties  and  wonders  of  the  universe 
only  now  being  revealed  in  partial 
glory  to  men — and  not  know  that  God 
is  alive,  and  working,  and  eager  to 
communicate  more  fully  with  the  be¬ 
ings  created  in  his  image  but  still  far 
short  of  their  spiritual  potentials?  And 
who  can  doubt  that  the  Creator  is 
still  at  work— eagerly,  happily,  hope¬ 
fully — to  bring  man  to  the  high  goal 
of  Companion  he  envisions  for  him? 

With  all  our  cares,  and  perplexities, 
and  disappointments — if  we  will  but 
look  through  and  beyond  them — can 
we  not  exclaim  with  David,  “Thou  hast 
multiplied  thy  wondrous  deeds  and  thy 
thoughts  toward  us!” 

t 


by  Charles  A.  Stuck/Lay  Evangelist 


In  the  first  place,  he  must  not  damn 
the  entire  negro  race  for  such  fel¬ 
lows  as  Stokeley  Carmichael  and  Rap 
Brown.  And  even  admitting  that  there 
are  others  of  that  stripe  whom  we  do 
not  know,  we  must  realise  that  there 
are  thousands  of  colored  citizens  who 
lost  life  and  property  who  were  not 
involved  in  any  of  the  rioting.  Even 
though  many  of  them  have  existed 
under  well-nigh  inhuman  living  con¬ 
ditions,  they  have  borne  their  lot  with 
a  patience  that  we  whites  could  never 
muster. 

Secondly,  we  must  admit  very  so¬ 
berly  that  the  negro  has  not  had  a  fair 
shake  as  a  citizen  of  a  democracy. 
While  some  of  us  glibly  chant  that 
“Some  of  my  best  friends  are.  negroes,” 
we  have  given  those  words  very  little 
meaning  in  our  dealings  with  them. 
They  need  better  education,  better 


and  we  all  hope  that  new  beginnings 
will  be  happy  ones.  I  know  that  in 
your  country  the  time  of  move  is  a  dif¬ 
ferent  one,  but  we  have  all  shared 
this  experience.  It  is  a  salutary  one, 
because  our  experience  of  life  taught 
us  one  thing — perhaps  something  we 
would  prefer  to  forget. 

It  is,  that  however  far  you  go  you 
take  yourself  with  you.  The  grace  of 
God  is  needed  just  as  much  in  a  new 
situation  as  it  was  in  the  old,  because 
there  is  nothing  magical  in  a  change 
of  scene  in  itself. 

Sometimes  some  of  us  have  been 
to  the  doctor  when  we  were  feeling 
“under  par”  and  he  has  suggested  a 
vacation.  We  have  thought  how  won¬ 
derful  it  would  be  “to  get  away  from 
it  all”  and  then  we  have  realised  that 
we  have  not,  and  cannot  “get  away” 
in  a  real  sense,  but  that  old  ego  is 
still  with  us. 

This  is  one  of  the  truly  realistic 
things  about  the  Christian  faith.  Chris¬ 
tians  recognise  that  to  deal  with  our 
problems  in  depth  it  is  necessary  to 
deal  with  ourselves  in  depth. 

There  is  nothing  miserable  about 
the  admission  about  our  need  that  we 
make  when  we  call  ourselves  “sinners.” 
It  is  the  admission  of  need  which  rec¬ 
ognises  that  we  are  insufficient  by  our¬ 
selves  to  deal  with  ourselves.  And  that 
is  the  first  step  towards  realising  what 
the  power  of  God  can  actually  do  in 
and  through  our  lives.  So,  when  we 
are  on  the  move,  we  have  to  learn 
to  say,  not  only:  “I  will  still  meet  my¬ 
self  when  I  arrive”  but  also:  “I  will 
meet  Him  wherever  I  go.”  And  that 
is  the  truly  wonderful  thing  about  trav¬ 
eling  in  hope. 

*  *  * 

HOPE  DEFERRED 

As  we  in  Britain  begin  a  new  Meth¬ 
odist  year,  one  of  the  hopes  which 
has  been  deferred  (as  I  reported  in 
a  recent  column)  is  the  hope  that  the 
Conference  of  1968  might  be  able  to 
come  to  a  conclusion  about  the  An- 
glican-Methodist  Conversations.  Now 
that  the  final  Report  of  the  Commis¬ 
sion  has  been  put  off  so  that  only  at 
the  Conference  of  1969  can  a  decision 
be  made,  many  people  are  having  to 
think  through  the  implications  of  that 
delay.  Next  week  I  hope  to  comment 
on  that  particiular  problem  for  Chris¬ 
tians  in  Britain. 

*  *  * 

LAST  WORD 

“What  a  man  sows,  that  will  he 
reap”  is  not  only  a  threat,  it  is  also 
a  promise. 

— Robert  Bingham 
t 

We  do  not  attach  any  intrinsic  val¬ 
ue  to  the  Cross;  this  would  be  sinful 
and  idolatrous.  Our  veneration  is  re¬ 
ferred  to  Him  who  died  upon  it.  — 
Gibbons. 


housing,  better  jobs.  But  most  of  all, 
they  need  to  see  a  lot  more  of  Chris¬ 
tian  witnessing  by  us  whites  in  our 
everyday  actions. 

The  negro  is  quite  a  natural  philoso¬ 
pher.  He  sees  past  our  sham  good¬ 
will  and  the  pious  statements  that 
we  make  when  he  is  around  to  hear. 
We  don’t  fool  him  very  often.  He 
wants  to  see  us  put  our  Christian 
creeds  to  work  in  our  dealings  with 
him. 

This  just  might  prevent  a  lot  of 
trouble  in  the  future. 
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Marvin  T.  Judy,  THE  COOPERA¬ 
TIVE  PARISH  IN  NONMETRO¬ 
POLITAN  AREAS,  $4.25,  Abingdon, 

208  pp. 

Timed  for  publication  at  the  time 
of  the  recent  National  Consultation 
on  the  Church  and  Community,  this 
book  elaborates  on  many  of  the  ap¬ 
proaches  to  church  strategy  in  the 
rural  regions.  This  will  become  the 
basis  of  action  for  some  time  to  come, 
we  are  sure. 

The  thesis  of  Dr.  Judy’s  recommen¬ 
dations  is  that  smaller  units  of  oper¬ 
ation  cannot  be  sustained  in  church 
operation  and  that  we  may  even  have 
to  look  beyond  the  denomination  to 
find  the  forces  that  should  enter  into 
such  cooperation. 

This  book  is  especially  timely  in 
light  of  the  continuing  accent  that  is 
being  placed  on  new  strategies  for 
church  life  in  the  urban  regions.  One 
sometimes  gets  the  idea  that  this  is 
the  only  area  where  the  church  needs 
to  be  renewed.  Dr.  Judy  says:  “With 
the  rise  of  lay  improvements,  church 
renewal,  new  forms  of  ministry,  and 
the  ecumenical  movement,  the  oppor¬ 
tunities  for  the  work  of  the  church 
in  nonmetropolitan  areas  are  legion.” 

This  is  a  fine  guidebook  for  the 
organization  and  administration  of  the 
combined  parish  either  within  the  de¬ 
nominational  structure  or  beyond  it. 

— 0— 

Kathlee  Neill  Nyberg,  THE  NEW 
EVE,  $3.75,  Abindon,  176  pp. 

Mrs.  Nyberg,  wife  of  a  Methodist 
minister  in  Minneapolis,  has  written 
an  excellent  book  for  today’s  woman. 
Author  of  a  previous  volume  called 
THE  CARE  AND  FEEDING  OF 
MINISTERS,  she  follows  a  witty, 
light-hearted  style  in  communicating 
some  very  profound  truths  to  women 
about  the  challenges  of  life  in  today’s 


world. 

Some  significant  quotes  will  give 
some  idea  of  how  Mrs.  Nyberg  deals 
with  such  themes  as  “The  Conundrum 
of  the  Untied  Knot,”  “The  Lukewarm 
War,”  “The  Great  Rib-Rending,”  and 
“The  Silken  Chain”; 

“It  is  hard  to  believe  on  the  basis 
of  observation  that  relationships  be¬ 
tween  men  and  women  are  better  than 
ever.”  “One  aspect  of  the  Playboy 
type  of  philosophy  that  is  often  over¬ 
looked  by  its  adherents  and  admirers 
is  that  the  man  involved  is  hoodwinked 
more  surely  than  the  woman.”  “Being 
just  a  housewife  is  not  inherently 
Christian,  as  we  have  sometimes  as¬ 
sumed.  It  is  what  we  bring  in  the  name 
of  Christian  love  to  whatever  tasks 
we  accept  for  our  own.” 

— 0— 

Helen  Smith  Shoemaker,  THE 
SECRET  OF  EFFECTIVE  PRAYER, 
$3.95,  Word  Books,  171  pp. 

The  widow  of  the  late  Dr.  Sam 
Shoemaker  makes  an  unusual  contri¬ 
bution  to  the  rapidly-increasing  num¬ 
ber  of  nine  religious  books  that  make 
this  new  publishing  house  in  Waco, 
Tex.  continue  to  forge  ahead  as  an 
organization  of  stature. 

Mrs.  Shoemaker  is  executive  direc¬ 
tor  of  the  Anglican  Fellowship  of 
Prayer  and  makes  a  strong  case  in 
this  book  for  her  belief  that  prayers 
are  still  being  answered  in  our  world. 
She  becomes  quite  intimate  and  per¬ 
sonal  in  sharing  the  secrets  of  her 
own  prayer  life  believing  that  what 
she  has  found  to  be  true  and  effective 
can  also  be  meaningful  to  others. 

She  says,  among  many  other  fine 
things,  “First  and  foremost  prayer  is 
love  for  God.  People  learn  from  ex¬ 
perience  that  they  belong  to  God  — 
that  He  is  their  maker,  redeemer  and 
friend.” 


ARK-eology 


“Watching  Saturday  night's  late  show 
doesn't  bother  me 
on  Sunday  mornings — much.” 


by  Gene  Herrington 

.  T 


by  Barbara  L.  Mulkey 


Long  ago  someone  observed  that  the  answer,  when  found,  is 
simple.  It  just  might  be  that,  in  seeking  complex  solutions  to  the 
complex  problems  of  our  day,  we’ve  overlooked  the  answer,  or  re¬ 
jected  it  as  too  simple  .  .  .  “Our  help  is  in  the  name  of  the  Lord 
who  made  heaven  and  earth.”  (Psalm  124.8) 

OUR  SUSTAINING  GOD 

I  have  scaled  some  rugged  mountains, 

I  have  crossed  some  swollen  streams, 

I  have  stood  upon  the  hilltops 

Where  the  golden  sunlight  gleams; 

I  have  traveled  in  the  valleys, 

I  have  walked  some  stony  roads) 

But  I  find  in  all  my  travels 

Jesus  shares  the  heavy  loads. 

Whether  things  go  hard  or  easy 
As  the  years  go  passing  by; 

Whether  we  are  shouting  happy 
Or  sometimes  we  stop  to  cry; 

We  may  know  the  God  of  battles 
Never  lets  His  children  down, 

But  will  give  us  grace  and  courage, 

And  at  last  a  victor’s  crown. 

— by  Walter  E.  Isenhour 

t 

A  SILENT  HELPER 

At  certain  times,  when  my  courage  is  low, 

And  my  head  is  bent  low  to  the  sod; 

A  Silent  Finger  slips  under  my  chin. 

And  lifts  my  eyes  toward  God. 

There  I  see  the  high  white  clouds, 

And  the  soft,  silent  blue  of  the  skies; 

I  see  the  wonders  of  God’s  Great  Hand, 

And  tears  start  filling  my  eyes. 

The  bird  is  a  creature  all  fluffy  and  small, 

And  he  sails  aloft  in  the  skies; 

But  God  most  surely  remembers  me, 

If  He  knows  when  a  small  bird  dies. 

I  was  bent  down  with  despair  that  day, 

When  my  head  was  bent  low  to  the  sod; 

But  a  Silent  Helper  reminded  me, 

That  above  all,  I  still  have  my  God. 

— by  Elizabeth  Watson  Montgomery 

t 


Heard  at  the  National  Consultation 
on  the  Church  in  Community  Life 


“The  real  scandal  of  Christianity  is 
not  its  dividedness  but  materialism  and 
its  denial  of  the  faith.  The  church, 
should  take  the  lead  in  our  society, 
act  as  a  divine  irritant,  admonish  it 
and  provoke  it  into  radical  change.” 
—  Dr.  Clarence  Jordan,  director  of 
Koinonia  Farm. 

t 


“Only  the  United  Methodist  Church 
is  so  situated  by  philosophy,  program, 
organization  and  strategic  location  to 
meet  the  challenge  of  this  galloping 
age.  No  other  denomination  is  so  sit¬ 
uated  in  all  parts  of  the  nation.” — Dr. 
Clyde  N.  Rogers,  retiring  president  of 
Methodist  Rural  Fellowship  and  direc¬ 
tor  of  the  Town  and  Country  Depart¬ 
ment,  Ohio  Council  of  Churches. 


“We  want  to  be  a  mission  with 
air-conditioned  buildings  on  our  backs, 
and  wonder  why  we  can’t  move  very 
fast.  .  .  .  Any  church  which  stands  sim¬ 
ply  to  maintain  the  status  quo  is  a 
caricature  of  a  church.” — Dr.  James 
D.  Glasse,  Vanderbilt  University  Di¬ 
vinity  School. 

t 

“As  long  as  selfish  interests  and  re¬ 
actionary  politicans  can  continue  to 
prey  upon  the  rural  prejudice  toward 
the  city,  and  paint  the  government  in 
Washington  as  the  major  enemy  of  the 
republic,  greed  will  govern  and  the 
interest  of  all  of  our  people  will  suf¬ 
fer.”  Dr.  Franklin  H.  Littell,  presi¬ 
dent  of  Iowa  Wesleyan  College, 
t 

“Perhaps  the  church  should  change 
its  attitude  from  one  of  saying  in  ef¬ 
fect  ‘here  are  the  answers’  to  one  of 
honest  inquiry — ‘what  are  the  ques¬ 
tions?’  ” — Dr.  B.  D.  Thomas,  presi¬ 
dent  of  Battelle  Memorial  Institute. 
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Dedication  at  Dulac 


ing  of  truest  patriotism,  the  best  cit¬ 
izenship,  the  highest  ideals,  noblest 
character;  for  the  defense  of  all  right¬ 
eousness  and  unceasing  war  against  all 
wickedness,  in  public  and  private  life. 
For  the  help  of  the  poor,  the  relief 
of  the  needy,  the  instruction  of  the 
ignorant,  for  the  consolation  of  the 
troubled;  for  the  peace  to  the  dis¬ 
tressed;  for  rest  to  the  weary  and  heavy 
laden;  for  hope  for  the  discouraged 
and  disappointed;  for  the  protection  of 
the  orphan,  the  widow,  the  friendless; 
for  welcome  to  the  stranger;  for  the 
promotion  of  the  brotherhood  of  man. 


the  fellowship  of  righteousness,  and  the 
bringing  of  the  kingdom  of  God,  and 
the  unity  of  all  God’s  people.” 

After  the  dedication  of  the  new  Cen¬ 
ter  facility  there  was  an  informal  pro¬ 
cession  to  the  new  resident  staff  home 
where  the  Bishop  dedicated  that  build¬ 
ing  which  we  also  quote  in  part:  “To 
the  reverence  of  all  things  good,  true 
and  wholesome;  to  the  end  that  all 
who  share  the  hospitality  of  these  walls 
and  these  rooms  may  grow  in  mind, 
spirit,  joy,  happiness,  that  the  overflow 
of  their  abundance  may  bless  and  help 


New  addition  to  the  Dulac  Center. 


Dr.  Bowdon,  Mr.  Milton  and 
Bishop  Walton  during  the  ser¬ 
vice  of  dedication. 


Mrs.  Glenn  Laskey,  left, 
hands  the  keys  of  the 
Dulac  Community  Center 
to  Mrs.  Joy  Turner  at  the 
dedication  on  Sept.  10. 


Dr.  J.  Henry  Bowdon,  Sr.,  the  Rev.  Spiller  Milton,  and  Bishop 
Aubrey  G.  Walton  dedicate  the  new  resident  staff  house  at  Dulac 
Community  Center. 


all  who  come  near;  and  to  the  end 
that  all  who  share  the  warmth  and 
glow  of  thee  within  may  find  courage, 
trust,  confidence,  and  faith  to  bravely 
meet  each  tomorrow  unafraid.” 

Everyone  present  had  the  opportun¬ 
ity  to  tour  the  new  facilities.  Mrs. 
Moon  and  her  two  daughters,  Cindy 
and  Susy,  showed  off  their  new  apart¬ 
ment  which  is  completely  decorated 
in  Early  American.  The  favorite  spot 
in  the  house  seemed  to  be  the  kitchen 
where  one  can  see  the  evening  sun¬ 
sets  across  the  Bayou  Grand  Caillou. 
The  other  apartment  is  occupied  by 
Patti  Smith,  a  U.S.-2,  and  her  sister, 
Marcia,  who  directs  the  kindergarten 
at  the  Center.  Their  apartment  has  the 
same  beautiful  west  view  and  is  ap¬ 
pointed  in  somewhat  of  a  Mediter¬ 
ranean  decor. 

Upon  returning  to  the  Center  mem¬ 
bers  of  the  Board  of  Directors  and 
staff  greeted  guests  with  punch  and 
cookies  and  showed  them  through  the 
expanded  facilities  there.  Besides  the 
well-known  kindergarten,  gymnasium, 
and  club  activity  rooms  there  has  been 
added  a  fully  equipped  craft  shop  for 
woodworking,  ceramics,  and  other  cre- 
atives  activities.  There  is  a  large  club 
room  for  meetings  of  groups  such  as 
the  Boy  and  Girl  Scouts,  a  clothing 
sales  room  for  the  distribution  of  used 
clothing,  a  library,  medical  clinic  and 
nutritions  kitchen,  photo  lab,  and  new 
modern  offices. 

Those  participating  in  the  service 
not  mentioned  above  were  Dr.  J.  Henry 
Bowdon,  district  superintendent  of  the 
Lafayette  District;  the  Rev.  A.  Jerome 
Cain,  pastor  of  First  Methodist  Church, 
Houma;  and  the  Rev.  Spiller  Milton, 
pastor  of  the  Houma  Heights  Charge 
of  which  the  Dulac  Methodist  Church 


Cecil  Benoit  to 
Ohio  appointment 

The  Rev.  Cecil  Roy  Benoit,  former 
member  of  the  staff  of  First  Church, 
Alexandria,  has  been  named  associate 
executive  secretary  of  the  Interboard 
Council  of  the  North-East  Ohio  Con¬ 
ference,  according  to  a  story  in  the 
Together  news  supplement  for  that 
conference. 

He  recently  had  been  serving  as  min¬ 
ister  of  education  at  First  Methodist 
Church,  Beloit,  Wis.  He  will  be  re¬ 
sponsible  for  working  with  conference 
boards  in  the  areas  of  youth  ministry, 
leadership  development,  Christian  vo¬ 
cations,  and  camp  and  institute  pro¬ 
graming. 

Dr.  Harold  Ewing,  former  director 
of  youth  work  for  the  general  Board 
of  Education  is  the  executive  secretary. 


is  a  part. 

After  the  dedication  was  over  and 
Mr.  Moon  was  reflecting  on  the  day, 
he  reread  the  dedication  printed  above 
and  remarked,  “This  pretty  well  sums 
up  the  ills  and  needs  of  society  today 
and  also  reflects  the  great  challenge 
which  the  church  has  today  through  its 
many  community  centers  across  the 
nation.  With  our  small  staff  we  can¬ 
not  possibly  fulfill  all  this  great  chal¬ 
lenge  but  perhaps  we  can  make  some 
strides  forward  while  continuing  in  the 
footsteps  of  those  who  have  gone  be¬ 
fore  us.  My  hope  is  that  we  can  make 
the  lives  of  those  whom  we  touch  a 
little  more  meaningful.  Love,  under¬ 
standing,  and  a  sense  of  security  will 
go  a  long  way  in  helping  to  promote 
the  brotherhood  of  man.” 

t 


A  part  of  the  crowd  that  attended  the  Dulac  dedication  ceremonies. 
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Dr.  Henry  A.  Rickey,  right,  is  shown  as  he  recently  presided  over 
a  meeting  of  the  Ruston  District  staff. 


Monroe  District 
Preachers  Meeting 


ABOVE:  Speakers  at  the  Sept. 
11  meeting  of  the  preachers  of 
the  Monroe  District,  Dr.  Luman 
E.  Douglas,  left,  and  the  Rev. 
John  E.  Koelemay,  right,  are 
shown  with  the  Rev.  E.  R.  Haug, 
district  superintendent.  BE¬ 
LOW:  the  Rev.  Earl  B.  Emmer¬ 
ich,  Area  Council  associate 
director,  reported  on  the  new 
adult  literature. 


FIRST  QUARTER 
BENEVOLENCE  GIVING 

EVANSTON,  Ill.  (MI)  —  Giving 
to  The  Methodist  Church’s  basic  be¬ 
nevolence  fund  for  the  first  quarter  of 
the  1967-68  fiscal  year  is  up  almost 
1 1  per  cent  over  the  same  period  a 
year  ago. 

According  to  figures  released  here 
September  8  by  Dr.  Don  A.  Cooke, 
general  treasurer  of  the  church,  a  total 
of  $1,920,571  was  received  for  World 
Service  in  June,  July  and  August.  This, 
compares  to  $1,731,423  a  year  ago. 
Annual  goal  of  the  basic  benevolence 
fund  is  $18,000,000. 

Eight  other  categories  of  benevo¬ 
lence  and  administrative  funds  showed 
increases  for  the  quarter,  also,  while 
decreases  were  recorded  in  three. 

The  complete  report  for  benevolence 
funds  shows: 

World  Service  —  $1,920,571,  up 
10.92  per  cent;  World  Missions  Ad¬ 
vance  Specials  —  $1,185,365,  down 
9.65  per  cent;  National  Missions  Ad¬ 
vance  Specials — $313,933,  down  10.33 
per  cent;  Overseas  Relief  Advance  Spe¬ 
cials — $201,667,  up  33.08  per  cent; 
One  Great  Hour  of  Sharing — $43,947, 
down  10.22  per  cent;  Fellowship  of 
Suffering  and  Service  —  $30,487,  up 
15.26  per  cent;  Television-Radio  Min¬ 
istry  —  $39,651,  up  5.43  per  cent; 
World  Service  Specials — $23,479,  up 
15.37  per  cent;  Temporary  General 
Aid— $38,445,  up  33.39. 

The  complete  report  for  adminis¬ 
trative  funds  shows: 

Episcopal  Fund — $257,006,  up  5.80 
per  cent;  General  Administration  — 
$129,498,  up  8.29  per  cent;  Interde¬ 
nominational  Cooperation  —  $66,481, 
up  .45  per  cent. 


On  Aug.  3(  Mrs.  Ida  M.  Sayes,  96,  oldest  member  of  Oak  Grove 
Church,  turned  the  first  spade  of  dirt  as  ground  was  broken  for  a 
new  building.  She  was  assisted  by  the  pastor,  the  Rev.  Sam  Holla- 
day.  The  original  church  was  built  in  1859. 


A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

Two  teen  age  work  camps  spent  a 
total  of  three  weeks  in  Inner  City  this 
summer.  The  Methodist  Youth  Fel¬ 
lowship  of  First  Methodist  Church, 
Baton  Rouge,  worked  for  one  week 
under  the  direction  of  counselors  Mr. 
and  Mrs.  John  Devereaux.  Included  in 
the  group  were:  Steve  Durrett,  Rich¬ 
ard  Brown,  Jean  Petty,  Mary. Helen 
Watson,  Fran  Williams,  Christine  An¬ 
derson,  Carla  Kerr,  Tessie  Patrick, 
Doug  Shepherd,  Louis  Wall,  Ginger 
Williams,  Sharon  Gregory,  Scotty 
Mayer. 

The  group  spent  its  time  in  clean¬ 
up  operations  at  John  Wesley  Method¬ 
ist  church  and  St.  Mark’s  Community 
Center.  In  addition  a  religious  survey 
was  obtained  of  the  area  surrounding 
the  John  Wesley  church.  Much  help¬ 
ful  work  was  done  by  the  group. 

Later  in  the  summer  a  work  group 
composed  of  a  Youth  Fellowship  group 
from  Wesley  Methodist  church,  Spring- 
dale,  Arkansas  and  some  Wesley  Foun¬ 
dation  students  from  the  University  of 
Arkansas  spent  two  weeks  working  in 
various  parts  of  the  Inner  City  par¬ 
ish.  The  Rev.  Dan  Evans,  pastor  of 
Wesley  Methodist  church,  and  Mrs. 
Evans,  and  the  Rev.  Louis  Chesser, 
Wesley  Foundation  director  from  the 
University  of  Arkansas  provided  lead¬ 
ership.  Work  accomplished  included 
painting  the  parsonage  at  Second 
Methodist  church,  brush  cleanup  at 


Camp  St.  Mark’s,  religious  survey  at 
Second  Church  and  cleanup  work  at 
John  Wesley  and  Felicity. 

The  lack  of  time  which  the  groups 
had  for  work  limited  the  kind  of  pos¬ 
sible  activity  for  them.  Both  were  lim¬ 
ited  to  work  with  things  as  contrasted 
to  work  with  people.  In  order  for 
the  necessary  close  relationship  to  be 
created,  a  longer  period  of  time  than 
two  weeks  must  be  available. 

Youth  groups  are  invited  to  work 
in  the  Inner  City  parish  next  summer. 
Both  work  with  things  and  work  with 
people  are  available.  For  information 
write: 

METHODIST  INNER  CITY 
PARISH 

1130  N.  Rampart  Street 

New  Orleans,  Louisiana  70116 


At  Mangum  church,  Shreveport,  Bill 
Wagner,  chairman  of  Commission  on 
Missions  and  Mrs.  James  Herndon 
are  shown  as  they  pack  some  of  the 
items  collected  for  “ditty  bags  for 
servicemen  overseas.”  Many  items 
will  be  purchased  with  the  money 
given  by  Sunday  School  classes  and 
the  Alma  Levins  Unit  of  WSG. 


Shreveport  Groups  Quarterly  Conference 


LEFT:  The  Rev.  George  Pearce,  Jr., 
Shreveport  District  Superintendent,  pre¬ 
pares  to  leave  his  office  for  a  group 
quarterly  conference;  CENTER:  the 


r 


Rev.  Don  Risinger,  pastor,  North  High¬ 
lands  Church,  leads  a  discussion  on 
Evangelism  in  the  meeting  at  Mangum 
Church;  RIGHT:  the  Rev.  Leon  C. 


Scott,  district  missionary  secretary, 
speaks  in  that  field'  to  the  conference 
held  at  the  Mooringsport  Church. 
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iS  A  PART  of  the  promotional  materials  for 
Worldwide  Communion  Sunday,  a  phonograph  record  was 
prepared  for  each  church.  On  one  side  Floyd  Kalber, 
Methodist  layman  and  Chicago  radio  and  television  news¬ 
caster,  interviews  the  Rev.  Robert  Swager,  Methodist  min¬ 
ister  and  U.S.  Army  chaplain,  and  the  Rev.  Robert  Jamie¬ 
son,  Methodist  minister  in  DeRidder,  La. 

The  text  below  gives  more  of  the  interview  than  could 
be  reproduced  in  the  record.  Information  they  share  will 
be  of  interest  in  telling  how  our  church  ministers  to  service¬ 


men. 


MR.  KALBER:  Chaplain  Swager,  tell  us  about  the  Com¬ 
mission  on  Chaplains.  What  is  its  function? 

MR.  SWAGER:  They  are  doing  several  very  important 
things.  First  of  all  they  recruit  young  Methodist  ministers 
for  military  and  civilian  sendee.  We  don’t  want  to  get  the 
idea  that  the  commission  just  handles  the  military.  They 
also  handle  the  civilian  jobs  in  the  program,  too.  They  do 
the  screening.  They  endorse  each  man  to  the  military  de¬ 
partment  that  wall  use  this  man. 

Secondly,  the  commission  supendses.  I  guess  in  the  past 
10  years  I’ve  missed  seeing  somebody  from  the  commission 
in  only  two  years.  They  get  around  to  see  us  in  the  field,  to 
see  us  work. 

And  the  third  thing  the  commission  does,  it  assists.  They 
provide  us  with  church  publications;  they  provide  us  with 
literature.  I  have  been  involved  in  Methodist  membership 
training,  and  they  help  us  with  this  a  great  deal. 

A  good  many  people  are  coming  into  The  Methodist 
Church  through  the  military  and  through  the  Methodist 
chaplain.  We’re  recruiting  a  lot  of  young  men  for  the 
ministry. 

I  talked  to  a  young  man  last  month  at  Fort  Leavenworth. 
He  wants  to  become  a  Methodist  minister.  And  I  wrote  to 
the  Rev.  John  R.  McLaughlin,  general  secretary  of  the 
Methodist  Commission  on  Chaplains  and  got  a  nice  letter 
back.  I  think  Dr.  McLaughlin  said  this  was  the  60th  man 
this  year  whose  name  had  been  turned  into  the  commission 
as  wanting  to  become  a  Methodist  minister. 

Dr.  McLaughlin  visits  almost  every  place  in  the  world. 
He  was  in  the  Far  East  last  year  and  visited  all  of  our 
chaplains  there,  and  has  just  finished  a  retreat  program 
in  Japan  for  the  Methodist  chaplains  in  the  Far  East. 

MR.  KALBER:  You  have  also  attended  retreat  programs? 

MR.  SWAGER:  The  last  retreat  involved  Methodist 
chaplains  and  their  wives  and  Methodist  laymen  in  Eu¬ 
rope.  I  think  it  was  very  worthwhile. 

MR.  KALBER:  Let’s  turn  to  the  Rev.  Bob  Jamieson  for  a 
moment.  Pastor  Jamieson,  DeRidder  is  in  the  vicinity  of 
Fort  Polk,  isn’t  it? 

MR.  JAMIESON:  That’s  right.  We’re  about  15  miles 
from  the  installation  of  Fort  Polk,  which  is  the  largest 
infantry  training  center  in  the  United  States.  There  are 
actually  two  communities  in  the  area,  Leesville  and  De¬ 
Ridder.  Fort  Polk  is  situated  between  these  two  towns. 

Fort  Polk  is  a  little  different  kind  of  a  military  post  than 
most.  There  is  no  on-the-post  housing,  so  all  the  military 
personnel  other  than  the  trainees,  of  course,  have  to  live 
in  civilian  communities.  This  means  that  we  have  a  tre- 
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'Let  h  im  eat  of  that  bread, 
and  drink  of  that  cup.” 

(ICor.  11:28) 


WORLD  WIDE 
COMM  UNION 

Sunday,  October  1 

(Methodists  across  the  United  States  will  join 
fellow  Christians  around  the  world  October  1 
in  observing  Worldwide  Communion  Sunday.  A 
special  part  of  Methodist  participation  will  be 
reception  of  an  offering  to  support  the  Fellow¬ 
ship  of  Suffering  cmd  Service.  One-half  of  the 
offering  will  go  to  the  Commission  on  Chap¬ 
lains  and  the  Commission  on  Camn  Activities 
and  the  remainder  will  go  to  the  Methodist  Com¬ 
mittee  for  Overseas  Relief.) 


mendous  number  of  military  families  that  are  part  of  the 
civilian  community  in  both  Leesville  and  DeRidder. 

For  this  reason  we  have  a  very  interesting  situation  in 
our  church.  It  gives  us  the  opportunity  of  ministering  to 
the  family  type  of  military  personnel. 

MR.  KALBER:  Tell  us  how  these  military  personnel  fit 
into  your  program,  Mr.  Jamieson. 

MR.  JAMIESON :  We  utilize  our  people  as  much  as  we 
can.  For  example,  we  have  51  officers  and  teachers  in  our 
church  school.  If  something  happened  and  the  Fort  Polk 
installation  closed  up  we  would  be  missing  about  two  thirds 
of  our  teachers.  These  people  have  come  to  us  and  have 
taken  a  very  prominent  place  in  the  program.  They  go 
away  from  us  and  sometimes  their  families  remain  behind. 

Just  as  I  was  coming  to  Chicago,  the  plane  that  I  left 
on  brought  in  one  of  our  young  men— a  sergeant  just  back 
from  Vietnam.  His  family  stayed  in  our  community  for 
the  whole  time.  His  wife  is  active  as  one  of  our  church 


school  teachers  and  their  youngsters  are  active  in  the 
church  school  program. 

Our  Easter  membership  class  had  some  29  youngsters 
and  of  this  number  16  were  military-related.  We  have  this 
kind  of  opportunity  of  really  undergirding  what  the  chap¬ 
lains  do.  It’s  like  a  coministry. 

MR.  KALBER:  Gentlemen,  let’s  talk  a  bit  about  finances. 
How  are  these  total  programs  financed? 

MR.  SWAGER:  Well,  Worldwide  Communion  Sunday 
which  is  observed  in  most  Protestant  churches,  and  par¬ 
ticularly  Methodist  churches,  every  October,  is  a  main 
source  of  support.  Methodists  dedicate  their  offerings 
given  that  day  to  three  agencies  of  the  church— the  Com¬ 
mission  on  Chaplains,  Commission  on  Camp  Activities, 
and  the  Methodist  Committee  for  Overseas  Relief.  This  is 
the  primary  source  of  income  for  the  two  agencies  min¬ 
istering  to  the  military  and  their  families. 

MR.  KALBER:  Is  this  adequate?  Does  it  fill  the  bill? 

MR.  SWAGER:  Well,  I’m  not  a  member  of  the  Commis¬ 
sion  on  Chaplains.  But  I  did  read  recently  that  finances 
?rp  becoming  a  problem  because  of  this  tremendous  in¬ 
crease  in  chaplains.  There  are  about  300  chaplains  in 
Vietnam,  a  number  of  them  Methodists.  This  has  been  an 
unprogramed  type  of  a  burden.  We  just  didn’t  plan  on  this 
many  chaplains  at  this  time. 

MR.  KALBER:  This  must  be  a  tremendous  burden  on  a 
community  also. 

MR.  JAMIESON:  Yes.  The  Commission  on  Camp  Ac¬ 
tivities  gets  its  total  financing  from  its  share  of  the  World¬ 
wide  Communion  Sunday  offering. 

It  helps  in  a  tremendous  way  and  I  think  it  creates  an 
atmosphere,  too,  in  the  minds  of  the  Methodists  in  the 
military  that  their  church  is  concerned  about  them.  The 
church  wants  to  see  to  it  that  the  services  of  the  church  are 
available  to  them  wherever  they  might  be. 

MR.  KALBER:  Are  a  great  number  of  young  men  com¬ 
ing  out  of  the  service  and  going  into  the  chaplaincy? 

MR.  SWAGER:  Yes.  When  I  was  in  the  career  course, 
about  60  percent  of  the  men  in  basic  chaplains’  course 
were  previous  servicemen. 

MR.  KALBER:  Is  there  an  adequate  number  of  chap¬ 
lains? 

MR.  SWAGER:  Well,  The  Methodist  Church  met  its 
quota  this  year.  I  don’t  think  you  could  say  there  is  ever 
an  adequate  quota  or  number. 

We’re  always  looking  for  more  good  men,  and  I’m 
thrilled  by  the  kind  of  men  we’re  getting.  They’re 
fantastic.  But  we’re  always  looking  for  more. 

MR.  JAMIESON :  The  other  side  of  the  coin  on  this  is 
interesting,  too.  One  of  the  young  teen-agers  active  in  our 
youth  program  is  the  son  of  one  of  the  officers  who  had 
been  at  Fort  Polk  and  now  is  on  a  tour  of  duty  in  Korea. 
The  officer’s  family  stayed  and  this  young  man  is  planning 
to  enter  the  ministry.  This  is  the  kind  of  relationship  he 
has  found  in  the  church  and  through  the  church  program. 
Here  is  a  lad  who  has  been  moving  around  with  his  mili¬ 
tary  family,  but  now  has  gotten  his  feet  into  the  church 
program  and  feels  led  into  the  ministry  and  he’s  going  in 
this  direction. 


^ 

^  ^  ^ 


Children  in  Vietnam  and  other 
places  of  world  crisis  will  be  among 
those  who  will  benefit  from  a  World¬ 
wide  Communion  Sunday  offering  to 
be  received  in  more  than  38,000  Meth¬ 
odist  churches  on  Oct.  1.  Designated 
for  the  Fellowship  of  Suffering  and 
Service,  the  offering  also  supports  the 
work  done  by  The  Methodist  Church 
through  military  and  civilian  chaplains 
through  churches  located  adjacent  to 
military  installations. 

Historically  Methodists  have  given 
an  offering  at  every  service  of  Holy 
Communion.  In  this  way  the  denom¬ 
ination  provides  an  opportunity  to  put 
into  action  the  spirit  of  sacrifice  and 
sharing  which  is  so  much  a  part  of 


the  Lord’s  Supper. 

As  recently  as  the  massive  snow¬ 
storm  in  Chicago,  people  have  learned 
again  that  there  is  a  meaningful  fel¬ 
lowship  in  sharing  with  those  in  need. 
For  some,  the  need  was  as  simple  as 
a  push  to  get  the  car  started,  or  a 
ride  to  work.  For  others,  the  signifi¬ 
cance  runs  more  deeply,  for  the  help 
received  may  actually  mean  the  dif¬ 
ference  between  life  and  death. 

Men,  women  and  children  in  India 
.  .  .  more  than  a  million  of  them  each 
month  . . .  receive  food  because  of  a 
united  Christian  effort  through  Church 
World  Service.  Methodist  support  for 
Church  World  Service  comes  through 
the  Methodist  Committee  for  Overseas 


Relief.  One  half  of  the  offering  on 
World-wide  Communion  Sunday  is 
used  by  MCOR  in  Vietnam,  India, 
and  other  places  of  need  throughout 
the  world. 

The  program  of  MCOR  includes  not 
only  relief  help  in  the  form  of  food, 
clothing,  and  shelter,  but  also  involves 
such  things  as  retraining  workers,  birth 
control  clinics,  rehabilitation  centers 
and  a  work-for-food  program.  All  of 
these  efforts  seek  to  help  those  in  need 
learn  how  they  can  help  themselves. 

More  military  chaplains  are  in  ser¬ 
vice  now  than  at  any  time  since  World 
War  II.  The  Methodist  Church  has  an 
historic  stance  in  support  of  military 
chaplains,  believing  that  our  service¬ 


men  on  land,  sea,  and  in  the  air,  de¬ 
serve  the  very  best  of  spiritual  guid¬ 
ance.  The  Commission  on  Chaplains 
seeks  to  support  the  men  in  ouf  chap¬ 
laincy  by  holding  annual  retreats,  pro¬ 
viding  literature  for  them  and  seeing 
that  they  have  a  continuing  tie  with 
the  ongoing  program  of  our  church. 
One  fourth  of  the  Fellowship  of  Suf¬ 
fering  and  Service  offering  supports 
this  work. 

Churches  adjacent  to  military  instal¬ 
lations  find  difficulty  in  providing  the 
quality  of  program  that  truly  serves 
the  serviceman  and  his  family.  The 
fact  that  service  personnel  move  as 
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Worldwide  Communion 

rapidly  as  they  do,  plus  the  annual 
income  which  is  theirs,  keeps  them 
from  financially  supporting  the  church 
to  the  extent  that  would  allow  for 
the  total  program  needed.  Through  the 
Commission  on  Camp  Activities,  bish¬ 
ops  are  able  to  allocate  funds  to 
churches  serving  the  military  person¬ 
nel  and  their  families.  One  fourth  of 
the  communion  offering  goes  to  thia 
work,  which  allows  the  church  to  ex¬ 
pand  its  facilities,  provide  extra  staff, 
and  pay  for  church  school  supplies, 
The  Commission  on  Chaplains  and 
the  Commission  on  Camp  Activities 
have  no  other  source  for  funds  except 
the  Fellowship  of  Suffering  and  Ser¬ 
vice  offering. 

World  relief,  chaplains  for  our  mili¬ 
tary,  Veterans  Administration  hos¬ 
pitals,  prisons,  and  support  for  camp- 
side  churches — all  are  a  part  of  the 
work  that  is  carried  forward  through 
the  offering  received  on  Worldwide 
Communion  Sunday. 

t 

Dr.  and  Mrs. 

D.  F.  Davis 

(Submitted  by  Official  Board  of  First 
Methodist  Church,  Lake  Providence,  La.) 

Whereas,  Mrs.  Marie  Jennings 
Davis,  wife  of  Dr.  D.  F.  Davis,  Lake 
Providence,  La.  departed  this  life  on 
May  19th,  1967;  and  Dr.  Donovan 
Farrent  Davis,  Lake  Providence,  La. 
followed  her  in  death  on  June  9th, 
1967,  and 

Whereas,  they  were  both  members 
of  The  Methodist  Church  and  had  af¬ 
filiated  with  the  First  Methodist 
Church,  Lake  Providence,  La.,  during 
their  residence  here,  and 

Whereas,  Dr.  Davis  had  served  as 
trustee  of  Church  property,  and  at  one 
time  participated  in  the  Adult  Church 
School  Class,  and 

Whereas,  Mrs.  Davis  had  used  her 
unselfish  talents  to  serve  the  Church 
as  Church  Scool  teacher,  president  of 
the  local  Woman’s  Society  of  Chris¬ 
tian  Service,  secretary  of  Missionary 
Education  and  recording  secretary  of 
the  local  Society,  and  Monroe  District 
secretary  of  Missionary  Education, 
Woman’s  Society  of  Christian  Service, 
and 

Whereas,  they  both  supported  their 
church  with  a  share  of  their  material 
possessions,  and 

Whereas,  they  had  faithfully  reared 
their  two  fine  daughters  in  the  First 
Methodist  Church,  Lake  Providence, 
La.,  and 

Therefore,  be  it  resolved  by  the  Of¬ 
ficial  Board  of  the  First  Methodist 
Church  of  Lake  Providence,  La.,  that 
their  departure  from  earthly  life  is 
deeply  regretted  and  the  sympathies  of 
this  Board  and  of  the  entire  member¬ 
ship  of  the  Church,  be  and  is  hereby 
extended  to  Mrs.  Donna  Davis  Tros- 
clair  and  Mrs.  Elizabeth  Davis  Batten 
and  to  the  entire  family  of  Dr.  and 
Mrs.  Davis. 

t 


In  the  Cross,  God  descends  to  bear 
in  his  own  heart  the  sins  of  the  world. 
In  Jesus,  he  atones  at  unimaginable 
cost  to  himself. — Geier 


ence  of  the  two  denominations  is 
scheduled,  and  with  the  exception  of 
necessary  separate  sessions  to  make 
nominations  or  take  care  of  legal  de¬ 
tails,  the  delegates  (approximately  850 
Methodists  and  some  400  EUB  dele¬ 
gates)  are  expected  to  meet  together 
in  plenary  sessions  and  committees. 

Wednesday  evening,  April  24— Ob¬ 
servance  of  centennial  of  Christian 
higher  education  among  Negroes. 

Saturday,  April  27 — Texas  Night  at 
Southern  Methodist  Uniyersity. 

Sunday  evening,  April  28 — Hymn 
festival  under  the  direction  of  the 
hymnal  editors  of  the  two  uniting  de¬ 
nominations — the  Rev.  Carlton  Young, 


Naperville,  Ill. 

Wednesday  evening,  May  1 — Dra¬ 
matic  presentation,  sponsored  by  the 
boards  and  agencies  of  the  two  denom¬ 
inations  under  the  general  theme,  “The 
Ecumenical  Nature  of  the  Church.” 


THE  A'S  DIDN’T  DRAW  LIKE  THIS  .  .  .  More  than  53,000  persons 
overflowed  Kansas  City’s  Municipal  Stadium  for  the  closing  ser¬ 
vice  of  the  recent  ten-day  Billy  Graham  Crusade  in  that  city.  More 
than  364,000  attended  the  services  of  the  crusade,  Graham’s  only 
U.S.  meeting  for  1967.  (Photo  by  Russ  Busby) 
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NCC  board 

who  chairs  the  NCC  Committee  on 
Denominational  Support. 

Dr.  Tracey  K.  Jones  of  New  York, 
associate  general  secretary  of  the  Meth¬ 
odist  Board  of  Missions  in  charge  of 
its  World  Division,  was  one  of  a  team 
reporting  on  its  recent  visit  to  South¬ 
east  Asia.  Dr.  Jones  is  chairman  of 
the  NCCs  Advisory  Committee  on 
Peace. 

Mrs.  James  Dolbey  of  Cincinnati, 
prominent  Methodist  lay  woman,  spoke 
as  the  new  president  of  Church  Wom¬ 
en  United.  By  virtue  of  her  new  of¬ 
fice,  she  was  welcomed  as  a  new  mem¬ 
ber  of  the  General  Board. 

Dr.  Harold  Bosley,  minister  of 
Christ  Church  (Methodist),  New  York, 
was  one  of  those  who  spoke  out  em¬ 
phatically  against  efforts  being  made 
to  water  down  the  resolution  on  Viet¬ 
nam  by  leaving  out  references  to  stop¬ 
ping  the  bombing. 

“If  we  leave  that  out,  we  might  as 
well  leave  the  whole  resolution  out,” 
Dr.  Bosley  declared.  He  emphasized 
that  more  and  more  leaders  were  com¬ 
ing  to  see  that  cessation  of  bombing 
is  a  “must”  before  possible  negotia¬ 
tions  for  peace. 

It  was  announced  at  the  meeting 
that  Dr.  Earl  D.  C.  Brewer,  distin¬ 
guished  research  scholar  at  Emory  Uni¬ 
versity’s  Candler  School  of  Theology, 
Atlanta,  is  to  be  on  loan  from  the 
university  to  head  the  NCC’s  Depart¬ 
ment  of  Research,  and  that  Dean 
Charles  S.  Spivey,  Jr.  of  Payne  The¬ 
ological  Seminary  at  Wilberforce  Uni¬ 
versity  in  Ohio,  will  be  the  new  execu¬ 
tive  director  of  the  NCC’s  Department 
of  Social  Justice.  He  is  a  prominent 
clergyman  of  the  African  Methodist 
Episcopal  Church. 

t 

The  cross  of  Christ,  on  which  he 
was  extended,  points,  in  the  length  of 
it,  to  heaven  and  earth,  reconciling 
them  together,  and  in  the  breadth  of 
it,  to  former  and  following  ages,  as 
being  equally  salvation  to  both.  — 
Rutherford 


tee  for  conference  dignitaries. 

Sunday,  April  21 — Methodist  dele¬ 
gates  will  meet  in  the  South  Exhibi¬ 
tion  Hall  and  EUB  delegates  will  gath¬ 
er  in  the  auditorium’s  Little  Theater 
for  brief  simultaneous  sessions  at  7 
p.m.,  processing  at  8  p.m.  to  the  main 
auditorium  for  a  service  of  Holy  Com¬ 
munion. 

Monday,  April  22 — Separate  meet¬ 
ings  of  the  two  denominations  during 
the  day,  climaxed  by  the  Episopal  Ad¬ 
dress  at  7:30  p.m.  to  be  delivered  at 
a  joint  session  by  Methodist  Bishop 
Lloyd  C.  Wicke  of  New  York. 

Tuesday,  April  23  —  The  first  of- 


On  both  Sunday  mornings  many 
bishops  and  conference  delegates  are 
expected  to  be  guest  preachers  in  pul¬ 
pits  in  the  Greater  Dallas  area. 

Officers  of  the  Commission  on  En¬ 
tertainment  and  Program  will  meet  De¬ 
cember  5  in  the  Los  Angeles,  Calif, 
office  of  Dr.  J.  Wesley  Hole,  secretary 
of  the  Methodist  conference  and  of 
the  entertainment  commission,  to  draw 
lots  for  seating  the  delegations  from 
both  denominations  in  the  auditorium. 

Another  full  meeting  of  the  com¬ 
mission  is  scheduled  for  January  23-24 
here. 

Two  other  Methodist  bishops  — 
Richard  C.  Raines,  Indianapolis,  Ind., 
and  Paul  V.  Galloway,  Little  Rock, 
Ark.,  were  at  the  meeting  here  repre¬ 
senting  the  Methodist  Council  of  Bish¬ 
ops  in  various  phases  of  planning  for 
Che  program  of  the  Uniting  Confer¬ 
ence. 


PEACE  LECTURES 

FIRST  METHODIST  CHURCH 
Magnolia,  Ark. 

DR.  CLARENCE  W.  CRANFORD 
CALVARY  BAPTIST  CHURCH 
Washington,  D.C. 


7:30  p.m.  October  2—5  10:00  a.m. 

(No  Morning  Service  on  Monday) 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 
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Teddy  De  LaCerda  (right)  of 
the  Many  Methodist  Church,  is 
shown  with  Church  School  Super¬ 
intendent  I.  B.  Bostian.  Be¬ 
sides  being  a  star  halfback  on 
the  Many  football  team  and  vice 
president  of  the  MYF,  Teddy 
nas  9  years  of  perfect  atten¬ 
dance  in  church  school. 


Shown  above  are  BEFORE  and  AFTER  scenes  of 
the  bulletin  board  at  St.  Paul's  Methodist  Church, 
Baton  Rouge.  Eighteen  junior  high  MYF  members 
had  as  their  summer  project  the  clearing  away  of 
weeds,  and  the  purchase  of  necessary  materials 
for  painting  the  sign  and  making  plantings  to  beaut¬ 
ify  the  area.  The  Rev.  Glendon  Messer  is  pastor. 


First  Methodist  Church  choir,  Denham  Springs, 
singing  at  Springfield  Methodist  Church  during  re¬ 
cent  revival.  Their  pastor,  the  Rev.  Ed  Pickens, 
was  the  evangelist.  The  Rev.  John  Sayes  is  pas¬ 
tor  of  the  Springfield  church. 


Mrs.  Rita  Vines  (seated)  has 
joined  the  staff  ofMangum  Meth¬ 
odist  Church  in  Shreveport.  She 
will  assist  the  Rev.  Ralph  Cain, 
pastor,  and  the  Membership  and 
Evangelism  Commission  in  co¬ 
ordinating  the  visitation  pro¬ 
gram  of  the  church.  Here  she 
explains  plans  to  J.  C.  Mc- 
Michael,  church  school  superin¬ 
tendent  and  L.  E.  Kneipp,  chair¬ 
man  of  Commission  on  Education. 


Mr.  and  Mrs.  John  Wa de,  Jr.,  and  daughter  Judith 
were  received  into  the  Rayville  Methodist  Church 
recently.  They  are  shown  here  with  Dr.  L.  E.  Doug¬ 
las,  speaker  at  morning  worship,  and  the  Rev.  A. 
E.  McKnight,  pastor. 


Dr.  Luman  Douglas  was  guest  speaker  at  an  appre¬ 
ciation  banquet  for  45  Church  School  workers  and 
officers  of  First  Methodist  Church,  Pineville  re¬ 
cently.  At  his  left  in  picture  are  Mrs.  Wayne  Fal- 
J in,  education  director  and  the  Rev.  Wilson  L.  Wat¬ 
son,  pastor.  At  right,  W.  C.  Lawrence,  church 
school  superintendent  and  Mrs.  Ashton  Dunbar, 
chairman  of  Commission  on  Education. 


Pecan  Island  Methodist  young  people  receiving 
perfect  attendance  pins  were:  Lynn  White  and  Gar¬ 
ry  White,  one  year;  Donnvan  Winch  and  Michael 
White,  two  years. 


The  Rev.  Byrd  Terry, 
pastor  of 

the  Bernice  Methodist 
Church,  was  director 
of  the  second 
Junior  Camp 
for  the  Ruston  District, 
August  2 1-25. 
Thirty-five  campers 
and  eight  counselors 
attended. 


frOIlZ.  VI  1H0J3A3HHS 


library 

CENTENARY  COLLEGE 

SHREVEPORT,  LA.  ^ 

...  .  .  .  MOT  TO  BE  TAKEN  OUT 

Ministers  report 


Xaw.qn  sSaiioo  /Mmisqueo 
duioo  ftd 


enriching  retreat 
at  Camp  Brewer 

A  total  of  87  pastors  registered  for 
the  Louisiana  Conference  Ministers’ 
Retreat  held  at  Camp  Brewer,  near 
Alexandria,  September  19-20.  In¬ 
cluded  in  this  group  were  Bishop  Au¬ 
brey  G.  Walton,  each  of  the  District 
Superintendents  and  the  Area  Staff. 
The  Retreat  is  an  annual  project  spon¬ 
sored  by  the  Conference  Board  of 
Evangelism. 

Dr.  Jordan  Grooms,  inspirational 
speaker  for  the  Retreat,  gave  four 
messages  related  to  the  spiritual  work 
of  a  minister  and  congregational  mem¬ 
bers.  The  messages  were  spirit  and 
experience  centered,  and  persons  at¬ 
tending  indicated  in  many  ways  that 
this  was  possibly  the  most  helpful  and 
inspiring  Retreat  that  has  been  held  in 
several  years. 

Bishop  Aubrey  G.  Walton  closed  the 
last  general  meeting  of  the  Retreat  with 
a  personal  witness  of  his  own  faith  and 
call  to  the  ministry,  as  well  as  his  ex¬ 
pression  of  appreciation  to  Dr.  Grooms 
and  others  for  their  leadership  in  the 
work  of  evangelism  in  Louisiana. 

The  Conference  Board  of  Evange¬ 
lism  each  year  sponsors  the  Retreat. 
Chairman  of  the  Board  is  the  Rev. 
Merlin  W.  Merrill,  pastor  of  Univer¬ 
sity  Methodist  Church  in  Lake  Charles. 
The  Rev.  Loyd  E.  Williams,  pastor  at 
Springhill,  is  vice-chairman.  The  Rev. 
K.  G.  Rorie,  associate  director  of  the 
Louisiana  Area  Council  staff,  serves 
as  executive  secretary  for  the  Board 
of  Evangelism  and  conference  secre¬ 
tary  of  Evangelism. 

Camp  Brewer  is  a  conference  owned 
camping  facility  located  approximately 
fifteen  miles  South  of  Alexandria  and 
east  of  Highway  165,  which  goes  to 
Lake  Charles.  It  is  used  principally  by 
the  Alexandria,  Lake  Charles,  and  La¬ 
fayette  districts  for  summer  camps, 
and  on  other  occasions  for  projects  or 
activities  of  Louisiana  Conference 
boards. 

Dr.  Grooms  is  superintendent  of  the 
Brownfield  District  of  the  Northwest 
Texas  Conference.  Bom  in  Florida  and 
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Matheny  listed 
among  leaders 

The  Board  of  Advisory  Editors  of 
Outstanding  Civic  Leaders  of  Amer¬ 
ica  has  announced  the  selection  of  Mr. 
Tom  Matheny,  Louisiana  Conference 
lay  leader  from  Hammond,  for  inclu¬ 
sion  in  the  1967  edition  of  this  na¬ 
tional  publication. 

Mr.  Matheny  is  known  throughout 
the  Louisiana  Conference  for  his  dedi¬ 
cated  effort  and  contribution  for  the 
cause  of  Methodism  and  the  Church  at 
large. 

Outstanding  Civic  Leaders  of  Amer¬ 
ica  is  an  annual  biographical  compila¬ 
tion  of  approximately  6,000  civic  lead¬ 
ers  from  all  parts  of  the  nation.  These 
men  and  women  were  nominated 
earlier  in  the  year  by  local  city  of¬ 
ficials,  Chambers  of  Commerce,  and 
other  civic  groups. 

The  1967  edition  is  scheduled  for 
publication  in  January  of  1968. 
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I  Sponsored  by  Commission  on  Worship  and  NAFOMM 

Conference  Convocation  on  Worship 


Dr.  William  F.  Dunkle,  Jr.,  senior 
minister  of  Wilmetteflll.)  Parish  Church 
and  secretary  of  the  Commission  on 
Worship  of  The  Methodist  Church, 
will  be  the  keynote  speaker  for  the 
Convocation  on  Worship  to  be  held 
October  27  -  28  at  First  Methodist 
Church,  Baton  Rouge. 

The  announcement  was  made  by  the 
Rev.  James  E.  Christie,  pastor  of  First 
Methodist  Church,  Leesville,  chairman 
of  the  conference  Commission  on  Wor¬ 
ship,  which  is  sponsoring  the  convoca¬ 
tion.  Serving  as  co-sponsor  is  the  Lou¬ 
isiana  Chapter  of  the  National  Fellow¬ 
ship  of  Methodist  Musicians. 

Registration  for  the  convocation  will 
begin  at  3:00  p.m.,  Friday  the  27th, 
and  the  first  session  will  begin  at  4:00 
p.m.  At  the  Friday  evening  platform 
hour,  at  7:00  p.m.,  there  will  be  a 
massed  choir  concert,  and  Dr.  Dunkle 
will  bring  his  address. 

The  workshop  will  continue  through 
Saturday  morning  with  two  groups  of 
seminars,  and  will  come  to  a  close 
with  the  11:10  a.m.  Communion  Ser¬ 
vice. 

The  announced  purpose  of  the  con¬ 
vocation  is  “to  examine  the  central 


Urban  Workshop  in 


Dr.  Dunkle 


role  of  worship  in  the  life  of  the 
church,  and  to  give  practical  guidance 
to  those  responsible  for  planning  and 
leading  worship  in  the  local  church. 

Subjects  to  be  discussed  in  the  sem¬ 
inars  include:  planning  and  conduct- 
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Delegates  appointed  by  Bishop  Aub¬ 
rey  G.  Walton  from  each  of  the  dis¬ 
tricts  will  participate  in  the  Louisiana 
Area  Urban  Workshop  to  be  held  at 
First  Methodist  Church,  Baton  Rouge, 
Saturday,  October  7,  according  to  Dr. 
Benedict  A.  Galloway,  pastor  of  Rayne 
Memorial  Church,  New  Orleans,  who 
is  the  chairman  of  the  workshop. 

The  Louisiana  Annual  Conference 
of  the  South  Central  Jurisdiction  and 
the  Louisiana  Annual  Conference  of 
the  Central  Jurisdiction  will  be  cooper¬ 
ating  in  the  enterprise. 

Registration  for  the  workshop  will 
begin  at  9:00  a.m.,  and  Bishop  Walton 
will  lead  the  opening  devotional  at 
9:30.  At  10:00  a.m.,  the  first  address 
of  the  day  will  be  delivered  by  Dr. 
Daniel  C.  Thompson,  professor  of  so¬ 
ciology  at  Dillard  University,  New  Or¬ 
leans.  He  will  speak  on  “A  Look  at 
the  Problems  and  Needs  of  the  City.” 

At  11:00  a.m.  Dr.  Philip  C.  Ed¬ 
wards,  executive  secretary  of  city  work 
of  the  National  Division  of  the  Board 


of  Missions  will  speak  on  “The  Meth¬ 
odist  Church  confronts  the  Urban 
Challenge.” 

At  the  noon  hour  the  Rev.  Rupert 
T.  Coles  will  bring  “A  Report  on  the 
Inner  City  Program  in  New  Orleans.” 

The  afternoon  will  be  largely  de¬ 
voted  to  discussion  and  sharing  meet¬ 
ings  and  then  the  Rev.  W.  S.  P.  Nor¬ 
ris,  district  superintendent  of  the  New 
Orleans  District  of  the  Central  Juris¬ 
diction,  will  lead  the  closing  service 
of  commitment. 

The  announced  purpose  of  the  work¬ 
shop  is  “to  help  the  laity  and  the 
clergy  of  The  Methodist  Church  in 
Louisiana  awaken  to  their  responsi¬ 
bility  for  the  ever  increasing  urban 
challenge  and  to  help  the  church  to 
devise  a  strategy  in  facing  this  chal¬ 
lenge.” 

A  packet  containing  reading  mate¬ 
rials,  and  other  information  and  re¬ 
sources  for  the  work^nop  has  been 
mailed  to  all  who  have  registered. 


Simultaneous 
revivals  scheduled 
for  two  districts 

Simultaneous  revivals  will  be  held  in 
many  of  the  Methodist  Churches  in  the 
Alexandria  and  Monroe  Districts  dur¬ 
ing  the  week  of  October  8-13,  1967. 
This  is  a  conference  program  involv- 
inug  all  of  the  Methodist  Churches  of 
Louisiana  during  the  Fall  of  1967  and 
the  Spring  of  1968.  This  program  was 
recommended  by  the  Conference  Board 
of  Evangelism  and  adopted  at  the  re¬ 
cent  session  of  the  Louisiana  Annual 
Conference.  Revivals  will  be  held  sim¬ 
ultaneously  in  two  districts  at  a  time. 

Planning  and  coordinating  the  si¬ 
multaneous  revival  effort  are:  Alex¬ 
andria  District  —  the  Rev.  John  F. 
Kilpatrick,  district  superintendent;  the 
Rev.  Louis  Coppage,  secretary  of 
Evangelism,  and  the  Rev.  J.  Vernon 
Fairley,  publicity  chairman.  Monroe 
District  —  the  Rev.  Edward  Haug, 
district  superintendent;  the  Rev.  Lea 
Joyner,  secretary  of  Evangelism,  and 
the  Rev.  E.  W.  Sandel,  publicity  chair¬ 
man. 

Ruston  and  Shreveport  Districts 


Please  turn  to  page  4 


The  Rev.  John  F.  Kilpatrick, 
Alexandria  District  Superinten¬ 
dent,  right,  was  guest  speaker 
for  the  recent  Church  School 
Teachers  and  Workers  Banquet 
at  First  Church,  Lafayette.  Shown 
with  him  are  the  Rev.  Milton 
Guttierrez,  associate  pastor,  and 
Mrs.  Eugener  Darnell,  Church 
School  superintendent. 


Qditokigll 

INVOLVEMENT  IN  THE  TV  MEDIUM 


Methodists  of  America  are  having  a 

unique  opportunity  during  October  to  involve 
themselves  in  this  century’s  greatest  commu¬ 
nications  medium  —  television.'  During  Methodist 
Television  Evaluation  Month  the  church  has  set 
for  itself  the  tremendous  task  of  making  its  mem¬ 
bers  aware  of  the  influence  TV  is  having  on  our 
life  and  culture,  and  of  guiding  them  toward  a 
more  creative  and  responsible  use  of  the  medium. 
If  we  really  become  involved  in  this  month’s  chal¬ 
lenge  there  is  a  possibility  that  we  will  never  be 
the  same  again  in  the  matter  of  our  relationship  to 
television.  It  could  be  that  many  of  us  could  free 
ourselves  of  a  “slave  relationship”  which  dominates 
every  waking  hour  in  our  homes. 

Do  not  be  mislead.  This  is  no  attempt  to  es¬ 
tablish  a  Methodist  rating  system  for  all  programs 
that  will  have  an  immediate  effort  on  the  program¬ 
ming  for  the  next  quarter — or  even  for  the  next 
year.  The  plan  calls  for  Methodist  families  to  think 
seriously  about  the  cultural  and  moral  power  of 
television,  and  to  be  guided  toward  an  intelligent 
understanding  of  the  very  significant  role  which 
the  individual  viewer  plays  in  determining  what  is 
broadcast,  and  the  impact  that  broadcasts  have 
on  people.  We  know  several  people  that  are  so 
frightened  by  the  impact  of  TV  that  they  have 
taken  the  course  of  barring  a  set  from  their  homes 
or  of  restricting  viewing  to  a  very  tiny  segment  of 
documentary  and  educational  programs.  We  feel 
that  this  is  a  sort  of  monasticism  and  removes 
them  from  the  position  in  which  they  might  help 
their  neighbors  deal  spiritually  and  intellectually 
with  a  fact  of  this  world. 

The  plan  is  for  each  family  to  receive  from  its 
local  church  a  small  brochure  outlining  the  chal¬ 
lenge  and  containing  a  set  of  postcards  to  be  mailed 
to  TV  stations  registering  its  positive  or  negative 
reactions  to  individual  programs.  There  will  be  no 
compilation  on  a  national  level  ranking  the  cur¬ 
rent  programs  according  to  the  support  of  Meth¬ 
odist  families.  This  will  be  instead  a  family-to-sta- 
tion  relationship — the  type  that  we  feel  has  the 
greatest  effect.  The  only  way  in  which  the  month 
might  make  future  news  would  be  for  the  stations 
themselves  to  release  information  about  the  re¬ 
sponses  they  received. 

The  purpose  behind  this  month’s  TRAFCO 


GREAT 


YOU  HAVE  EVERYTHING  WHEN  YOU  HAVE  CHRIST,  AND 
YOU  ARE  rILLED  WITH  GOD  THROUGH  VO  UR  UNION  WITH 
CHRIS-  HE  IS  THE  HIGHEST  RULER  OVER  EVERY  OTHER 
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project  is  to  help  our  people  develop  an  awareness 
that  what  comes  to  us  through  television  is  very 
influential  for  good  or  bad;  that  it  is  not  merely 
entertainment — not  even  those  programs  that  are 
classified  as  such.  Then,  it  is  designed  to  assist 
viewers  in  making  evaluations  based  on  Christian 
sensitivities  and  convictions.  The  communication  of 
these  evaluations  will  no  doubt  effect  long-range 
programming  in  the  television  medium. 

'the  approach  should  be  basically  positive  and 
not  negative.  A  good  rule  might  be  to  send  in  as 
many  messages  of  praise  for  good  programs  as  you 
do  criticisms  of  the  bad.  As  an  editor,  we  are  aware 
that  most  of  the  people  that  take  the  time  to  write 
about  an  editorial  or  an  article  are  those  who  dis¬ 
agree  with  it.  Your  friends  usually  meet  you 
months  later  and  say,  “I  meant  to  write  you  about 
that  fine  editorial  but  just  never  did  get  around  to 
it.”  If  they  only  knew  how  much  you  need  that 
word  of  praise  to  go  along  with  that  ugly  letter 
you  received!  Another  word — let  there  be  no  organ¬ 
ization  in  any  given  locality  to  pressure  a  program 
off  the  air — stations  can  spot  such  a  maneuver 
instantly.  Let  the  communications  be  directly  from 
your  home  and  trust  that  this  will  bring  the  de¬ 
sired  effect.  There  is  no  purpose  in  all  this  to  un¬ 
dermine  television  as  a  medium  for  entertainment 
and  communication.  Rather,  it  is  to  help  guide  the 
medium  toward  channels  of  greater  constructive  and 
wholesome  use. 

Marshall  McLuhan,  a  professor  of  Fordham 
University,  is  the  “in”  writer  at  the  moment  in 
the  field  of  communications  with  his  books,  The 
Medium  is  the  Message  and  others.  He  insists  that 
theology  as  well  as  education  is  being  markedly 
altered  by  the  coming  of  TV  as  the  dominant  fact 
in  our  culture.  He  contends  that  it  is  rapidly  re¬ 
placing  writing  and  reading  which  have  been  the 
major  sources  of  both  our  educational  and  our  re¬ 
ligious  nurture.  McLuhan  says:  “The  age  of  writ¬ 
ing  has  passed.  We  must  invent  a  new  metaphor, 
restructure  our  thoughts  and  feelings.” 

Dr.  Harvey  Cox,  commenting  on  McLuhan’s 
position  in  a  new  book  of  his  own,  On  Not  Leav¬ 
ing  it  to  the  Snake,  says,  “If  McLuhan  is  right, 
we  could  be  entering  an  epoch  in  which  man’s 
perception  of  God,  self,  and  world  will  be  more 
markedly  altered  than  even  the  most  radical  the¬ 
ologians  can  appreciate.  The  replacement  of  book- 
and-print  culture  with  a  vision  of  reality  arising 
from  the  grammar  and  metaphor  characteristic  of 
the  electronic  image  could  bring  about  immeasur¬ 
ably  significant  changes  for  our  entire  culture,  for 
theology,  and  especially  for  hermaneutics.  It  could 
call  into  quest  assumptions  which  have  governed 
our  thinking  since  the  invention  of  writing.” 

Get  with  it.  Methodists!  Be  a  real  part  of  Tele¬ 
vision  Evaluation  Month! 


the 

Editor's 
Corner 

A  JOURNEY— NOT  A  TRIP 

Last  week,  in  order  to  go  from  a 
Tuesday  evening  training  school  class 
in  Shreveport  to  a  Wednesday  morn¬ 
ing  committee  meeting  in  New  York 
we  had  to  take  an  overnight  flight 
leaving  Shreveport  at  12:30  a.m.  (that’s 
thirty  minutes  after  midnight).  On 
Monday  morning  a  cheerful  representa¬ 
tive  of  Delta  Airlines  called  and  said, 
“We’re  so  glad  you’re  going  to  be  on 
that  flight.”  We  answered  that,  con¬ 
sidering  the  necessity  of  flying  all 
night,  we  could  hardly  share  her  en¬ 
thusiasm. 

However,  one  experience  made  the 
early  morning  flight  worth  the  effort. 
At  about  7:30  our  seatmate  on  the 
lap  of  the  flight  from  Atlanta  at  33,000 
feet  altitude  asked  if  we  could  identify 
the  city  in  the  distance.  After  careful 
looking  we  realized  that  Washington 
D.C.  looks  rather  small  from  that  al¬ 
titude.  (Guess  it  sometimes  looks  that 
way  up  closer). 

We  were  delighted  that  the  business 
before  the  National  Methodist  Family 
Life  Conference  moved  a  bit  faster 
than  had  been  anticipated,  and  we 
had  a  chance  to  spend  most  of  Thurs¬ 
day  seeing  some  things  in  New  York. 

We  saw  so  many  people  carrying 
so  many  signs  in  New  York  that  we 
wonder  whether  it  really  does  any  one 
of  them  any  good  to  carry  his  sign. 
The  classic  ones  were  those  carried 
by  two  obviously  mentally-retarded 
adults  just  outside  the  Lincoln  Center 
complex.  They  were  so  proud  to  walk 
up  to  us  and  exhibit  their  well  painted 
signs  which  said:  “Active  Idiots  for  the 
CIA.” 

In  the  UN  we  were  again  lucky  as 
we  have  been  on  previous  visits  to 
hear  significant  addresses  before  the 
General  Assembly.  We  heard  the 
French  Foreign  Minister  deliver  what 
we  considered  an  outstanding  address 
on  the  world  situation.  This  was  fol¬ 
lowed  by  a  scathing  denunciation  of 
Israel  by  the  delegate  from  Burundi. 

Then  at  the  dinner  hour,  we  visited 
a  colorful  German  restaurant  on  the 
corner  of  51st  and  Broadway  where  an 
excellent  choice  of  dinners  is  available 
in  the  $1.50  to  $2.50  price  range. 
You’d  better  jot  that  address  down — 
you  can’t  find  very  many  places  like 
that  in  Gotham. 
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Status  of  Lay  Career 
workers  receiving 
special  study 

NEW  YORK,  N.Y.  (MI))— A  na¬ 
tional  Methodist  committee  has  recom¬ 
mended  that  lay  persons  employed  by 
The  Methodist  Church  have  the  oppor¬ 
tunity  of  being  consecrated  “Lay 
Workers”  if  they  meet  certain  stand¬ 
ards. 

The  Lay  Workers  would  be  affiliate 
members  of  their  annual  conferences 
and  have  the  privilege  of  the  floor 
without  vote. 

The  committee  also  recommended 
that  each  Methodist  annual  conference 
have  a  Board  of  Ministries  which 
would  take  the  place  of  the  present 
Board  of  Ministerial  Training  and 
Qualifications.  The  proposed  board 
\yould  include  lay  members  and  would 
handle  its  work  through  subcommit¬ 
tees  on  the  Lay  Worker,  the  ordained 
minister,  and  the  accepted  supply  pas¬ 
tor. 

The  group  which  made  the  recom¬ 
mendations  was  the  23-member  Com¬ 
mittee  to  Study  the  Employed  Lay 
Career  Worker  in  The  Methodist 
Church.  A  representative  of  the  Evan¬ 
gelical  United  Brethren  Church  also 
was  present. 

The  comimttee  is  composed  of  per¬ 
sons  from  three  Methodist  agencies  — ■ 
Division  of  the  Local  Church  of  the 
General  Board  of  Education,  Commis¬ 
sion  on  Deaconess  Work,  and  Inter- 
board  Committee  on  Christian  Voca¬ 
tions.  Bishop  Eugene  Slater,  San  An¬ 
tonio,  Tex.,  is  chairman  and  Dr. 
Richard  H.  Bauer,  Nashville,  Tenn., 
executive  coordinator. 

The  report  on  the  Lay  Worker  will 
go  to  the  Committee  on  Education  of 
The  United  Methodist  Church  after 
The  Methodist  Church  and  the  Evan¬ 
gelical  United  Brethren  Church  unite 
in  Dallas  next  April.  However,  the  re¬ 
port  has  to  be  reviewed  by  three  other 
groups  first.  It  is  to  be  submitted  to 
the  annual  meeting  of  the  Interboard 
Committee  on  Christian  Vocations  in 
October,  the  Commission  on  Dea¬ 
coness  Work  in  November,  and  the 
Board  of  Education  in  January  of 
1968.  Following  these  three  meetings, 
the  executive  comimttee  of  the  Lay 
Career  Workers  Committee  will  meet 
Feb.  1-2,  1968,  in  St  Louis  to  do  any 
necessary  redrafting  of  the  report. 

Under  the  proposed  plan,  lay  per¬ 
sons  who  would  be  given  the  oppor¬ 
tunity  for  certification  and  consecration 
would  be  those  employed  by  the  church 
to  perform  specialized  ministries — for 
example,  directors  of  Christian  educa¬ 
tion,  directors  of  music,  business  ad¬ 
ministrators,  deaconesses,  lay  mission¬ 
aries,  communications  workers,  social 
workers,  and  some  in  other  fields.  They 
would  have  to  meet  certain  profession¬ 
al  and  other  standards  to  be  consid¬ 
ered  for  certification. 

Among  many  other  points  in  the 
report  is  a  recommendation  that  em¬ 
ploying  agencies  or  churches  be  re¬ 
quired  to  include  their  consecrated  Lay 
Workers  in  the  retirement  plan  of  the 
Lay  Employees  Pension  Fund  or  some 
other  appropriate  plan  as  provided  by 
the  Board  of  Pensions  of  The  Meth-, 
odist  Church. 

t 

There  are  no  crown-wearers  in  heav¬ 
en  who  were  not  cross-bearers  here 
below. — Spurgeon 


EUB  -  Methodist  Boards  of  Evangelism 
make  first  step  toward  joint  staff 


Mr.  Yeakel 


NASHVILLE,  Tenn— (MI)  —  The 
staffs  of  the  General  Boards  of  Evan¬ 
gelism  of  the  Evangelical  United 
Brethren  Church  and  The  Methodist 
Church  have  been  joined  in  the  first 
such  step  since  the  union  of  the  two 
denominations  was  approved. 

At  the  invitation  of  the  Methodist 
board  in  Nashville,  the  two  staff  mem¬ 
bers  of  the  EUB  board,  the  Rev.  Jo¬ 
seph  H.  Yeakel  and  the  Rev.  Rueben 
P.  Job,  will  assume  a  joint  staff  rela¬ 
tionship  with  the  Methodist  board  staff 
immediately.  They  will  keep  their  of¬ 
fices  for  the  time  being  at  the  EUB 
Board  of  Evangelism  headquarters  in 
Dayton,  Ohio. 

Action  on  the  Methodist  invitation 
was  taken  Sept.  19  by  the  EUB  board, 
meeting  in  Dayton. 

Mr.  Yeakel,  who  has  been  serving 
as  executive  secretary  of  the  EUB 
board,  was  named  executive  secretary 
of  the  Division  of  Leadership  Devel¬ 
opment  of  both  boards. 

Mr.  Job,  assistant  secretary  of  the 
EUB  board,  was  assigned  as  associate 
editor  of  the  Tidings  literature  depart¬ 
ment  for  both  boards. 

Both  assignments  are  for  the  interim 
until  the  creation  of  the  General 
Board  of  Evangelism  of  The  United 


INSTRUCTIONS  FOR  PETITIONS 
DIRECTED  TO 
UNITING  CONFERENCE 

DALLAS,  Texas  (MI)  —  Instruc¬ 
tions  on  how  petitions  may  be  di¬ 
rected  to  the  Uniting  Conference  of 
The  Evangelical  United  Brethren 
Church  and  The  Methodist  Church 
were  released  by  denominational  ex¬ 
ecutives  after  a  meeting  here  Septem¬ 
ber  13. 

In  a  joint  statement,  Dr.  J.  Wesley 
Hole  of  Los  Angeles,  Calif.,  secretary 
of  the  Methodist  General  Conference, 
and  Dr.  Paul  V.  Church  of  Dayton, 
Ohio,  executive  secretary  of  the  EUB 
Council  on  Administration,  told  how 
organizations  and  members  of  the  two 
denominations  should  prepare  petitions 
for  their  General  Conferences,  or  the 
Uniting  Conference  of  the  two  groups. 

These  are  the  basic  instructions: 

a.  All  petitions  must  be  filed  by  a 
certain  deadline.  In  the  case  of  Meth¬ 
odists,  it  is  March  21,  1968,  30  days 
prior  to  the  opening  of  the  Uniting 
Conference  in  Dallas.  For  EUBs,  the 
deadline  is  60  days  prior  to  the  open¬ 
ing  of  the  conference.  The  Method¬ 
ists  make  an  exception  for  organiza- 


Mr.  Job 


Methodist  Church,  which  board  is  to 
be  authorized  after  the  two  denomina¬ 
tions  unite  next  April  in  Dallas. 

“These  are  to  be  understood  as  in¬ 
terim  assignments  without  prejudice  to 
the  Joint  Commissions  on  Church 
Union  and  the  General  Board  of  Evan¬ 
gelism  of  the  United  Methodist 
Church,”  said  the  announcement  of 
the  board  action. 

Mr.  Yeakel  is  a  native  of  Pennsyl¬ 
vania  and  a  graduate  of  Lebanon  Val¬ 
ley  College,  Annville,  Pa.,  and  United 
Theological  Seminary,  Dayton,  Ohio. 
He  has  been  with  the  EUB  Board  of 
Evangelism  since  1963  and  executive 
secretary  since  1965.  Previously  he 
served  churches  in  Ohio,  Pennsylvania, 
and  Maryland. 

Mr.  Job  is  a  native  of  North  Da¬ 
kota  and  a  graduate  of  Westmar  Col¬ 
lege,  LeMars,  Iowa,  and  Evangelical 
Theological  Seminary.  With  the  EUB 
board  since  1 965,  he  previously  served 
churches  in  the  Dakota  Conference, 
where  he  held  several  conference  of¬ 
fices. 

Top  executive  of  the  Methodist 
General  Board  of  Evangelism  is  Dr. 
Kermit  Long,  Nashville,  general  sec¬ 
retary. 
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tions  and  members  overseas  and  from 
annual  conferences  meeting  within  30 
days  before  the  General  Conference.- 
In  any  event,  no  petition  shall  be  re¬ 
ceived  after  the  opening  of  the  confer¬ 
ence. 

b.  Three  copies  of  each  petition 
shall  be  furnished  on  8Vi  by  11  inch 
paper. 

c.  Each  petition  shall  deal  with 
only  one  subject. 

d.  If  the  petition  is  one  of  a  series, 
each  petition  shall  be  written  on  a 
separate  sheet. 

e.  Petitions  shall  be  addressed  “To 
the  Membership  of  the  Uniting  Con¬ 
ference.” 

All  petitions  must  be  signed  for 
identification. 

Methodists  should  direct  their  peti¬ 
tions  to: 

Dr.  J.  Wesley  Hole 
Secretary  of  the  General 
Conference 

5250  Santa  Monica  Blvd. 

Los  Angeles,  Calif.  90029 

EUBs  should  mail  their  petitions  to: 
Dr.  Paul  V.  Church 
Executive  Secretary 
Council  on  Administration 
601  W.  Riverview  Avenue 
Dayton,  Ohio,  45406 


DAILY  BIBLE  BEADING 

Below  is  a 

schedule  for  the 

Daily  Bible  Beading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a 

regular  guide  for 

use  in  your  homes. 

Oct.  8 — Sun. 

I  Kings  8:54-66 

Oct.  9 

Psalms  119:49-72 

Oct.  10 

Psalms  119:73-96 

Oct.  11 

Psalms  119:97-120 

Oct.  12 

Psalms  119:121-144 

Oct  13 

Psalms  119:145-176 

Oct.  14 

Jeremiah  15:1-21 

Oct.  15 — Sun. 

Jeremiah  23:18-32 

Pension  and  insurance 


changes  approved 

EVANSTON,  Ill.— Liberalization  of 
two  major  plans  of  The  Methodist 
Church  in  the  pension  and  health  care 
field  was  approved  here  September  14'. 

Acting  unanimously,  the  denomina¬ 
tion’s  General  Board  of  Pensions  in¬ 
creased  the  rate  of  interest  paid  on 
moneys  contributed  by  participants  in 
its  Ministers  Reserve  Pension  Fund 
(MRPF)  and  expanded  benefits  in  its 
Hospital  and  Medical  Expense  Pro¬ 
gram  (HMEP)  for  persons  under  65 
years  of  age. 

In  other  actions  during  its  annual 
meeting,  the  board  moved  to  facilitate 
the  combining  of  Methodist  and  Evan¬ 
gelical  United  Brethren  pension  pro¬ 
grams  when  the  two  denominations  are 
united  in  the  spring  of  1968,  voted 
premium  refunds  to  annual  conferences 
participating  in  two  programs,  and  paid 
tribute  to  a  long-time  member  of  its 
secretarial  staff  who  is  retiring  October 
1. 

The  action  on  interest  adds  to  the 
basic  rate  of  4  per  cent  an  additional 
2  per  cent,  effective  October  1.  Dr. 
Claire  C.  Hoyt,  general  secretary  of 
the  board,  said  that  the  “highly  sig¬ 
nificant”  move  was  made  possible  be¬ 
cause  of  the  board’s  favorable  experi¬ 
ences  with  investments. 

Turning  to  its  Hospitalization  and 
Medical  Expense  Program,  the  board 
increased  the  maximum  benefits  pay¬ 
able  to  $15,000  per  person  from  the 
previous  amount  of  $7,500  per  acci¬ 
dent  or  illness.  In  addition,  the  plan 
will  now  provide  that  up  to  $1,000  per 
year  is  restored  toward  the  maximum 
sum  when  benefits  are  used  in  the 
previous  calendar  year. 

Other  changes  increase  the  hospital 
benefits  payable  in  any  calendar  year 
to  100  per  cent  of  the  first  $500  and 
80  per  cent  for  the  balance  of  all  other 
covered  medical  expenses  in  a  calen¬ 
dar  year  after  the  first  $50. 

The  changes  will  be  effective  Jan¬ 
uary  1,  1968. 

The  board’s  medical  expense  plan 
for  persons  65  and  over  was  liberal¬ 
ized  earlier.  Both  plans  are  open  to 
enrollment  on  a  group  basis  only. 

Dr.  Hoyt  noted  that  the  current 
changes  would  not  require  an  increase 
in  premiums  at  this  time,  but  cautioned 
that  an  adjustment  might  be  necessary 
in  the  summer  of  1968  if  medical  costs 
continue  to  rise.  If  an  increase  is 
necessary,  it  will  be  the  first  since 
July  1,  1964. 

t 

The  Rev.  Roland  E.  Murphy,  O. 
Carm.,  has  been  named  to  the  faculty 
of  Methodist-related  Duke  University, 
the  first  Roman  Catholic  priest  to  hold 
a  teaching  post  at  the  school. 
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Monroe  District  Lay  Retreat 


Simultaneous  Revival  Schedule 

Alexandria  District 


CHURCH 

PASTOR 

SPEAKER 

DATE 

Trinity, 

Alexandria 

Byrl  J.  Moreland,  Jr. 

W.  D.  Boddie 

OCT. 

8-13 

Horseshoe  Drive, 
Alexandria 

Louis  M.  Coppage 

H.  Barry  Bailey 

8-lt 

Palestine, 

Pineville 

C.  Richard  Hoffpauir 

W.  Odell  Simmons 

8-12 

LeCompte 

Robert  I.  Galatas 

Angus  L.  Carruth 

8-11 

Glenmora 

Edwin  H.  House,  Jr. 

Merlin  W.  Merrill 

8-13 

Bunkie 

Eskel  L.  Tatum 

George  W.  Ross 

8-12 

Elizabeth 

D.  R.  Deen 

Loyd  E.  Williams 

8-13 

Oak  Grove, 
Natchitoches 

I.  Elmer  Malone 

Ernest  M.  Dill 

8-13 

Colfax 

Lars  L.  Broadus 

Dr.  Jolly  B.  Harper 

9-12 

Pollock 

Lillard  R.  Bevill 

Layman’s  Revival 

8-13 

Winnfield 

Richard  E.  Walton 

W.  W.  Pfeffer, 
Chairman 

Dr.  Carl  F.  Lueg,  Sr 

.  8-12 

Olla 

George  H.  Sherman,  Jr. 

James  J.  Caraway 

2-  6 

Jonesville 

S.  Burl  Dampier 

J.  David  Strozier 

9-12 

Jena 

Edwin  J.  Barksdale 

Arthur  M.  Baker 

8-ii 

McGuire  Methodist, 

Monroe  District 

West  Monroe 

Alvin  P.  Smith 

First  Methodist, 

Bastrop 

Robert  Peyton 

Memorial,  Bastrop 

Abe  Conerly 

First  Methodist, 

Clayton 

W.  T.  Hall,  Jr. 

Delhi 

Ted  T.  Howes 

Epps 

A.  E.  Wingfield 

Grayson 

Joseph  Way 

Mer  Rouge 

Charles  Giessen 

MONROE, 

First  Church 

H.  L.  Johns 

Gordon  Ave. 

Louis  F.  Roos 

Memorial 

Ira  W.  Flowers 

St.  Mark’s 

James  Evans 

St.  Paul’s 

Fred  Flurry 

Southside 

Lea  Joyner 

Stone  Ave. 

N.  D.  Pearce 

Oak  Ridge 

J.  B.  McCann 

Sicily  Island- 

Harrisonburg 

L.  W.  Taylor 

Tallulah 

Clark  Bell 

Wisner 

John  Johns 

Crew  Lake 

Jim  Saunders 

Oak  Grove 

Robert  Miller 

First  Church, 

West  Monroe 
Mangham 
Methodist  Church 
Sevier  Memorial, 
Ferriday 

Lake  Providence, 
First 

Newellton  Union 
St.  Joseph-Wesley 
Winnsboro 

Kilbourne 
Locust  Grove 


Ken  McDowell 

Hugh  Dunn 

Jerry  Means 

Ned  L.  Stout 

Richard  Meek 
Wallace  Blackwood 
D.  T.  Williams 

Rose  Carithers 
Rose  Carithers 


John  Sewell  1-  7 

Lewis  Long  8-13 

W.  G.  Stegall  8-12 

W.  R.  Akin  8-13 

Charles  Scott  8-15 

Carey  Martin  8-13 

Allen  Reeves,  Sr.  8-13 
Calvin  Lapuyade  8-13 

B.  C.  Taylor  8-13 

Roy  Mouser  Nov.  5-10 
Marvin  Corley  8-13 
Sale  Lilly  8-13 

Benedict  Galloway  8-11 
Oscar  Cloyd  8-11 

Sammy  Hargrove  8-12 
Raymond  Crofoot  8-13 

Glenn  Messer  8-13 

A.  W.  Townsend,  Jr.  8-13 
Larry  Robinson  8-13 
Jimmy  Pyles  15-20 

Tom  Crosby  15-20 

George  Pearce  15-18 

Joe  McClain  Nov.  5-9 

D.  L.  Dykes  Nov.  26- 

Rev.  and  Mrs. 

Holmes  Jan. 

(to  be  announced)  Mar. 
(to  be  announced)  Apr. 
Jimmy  Carraway  In  the 
spring 

(to  be  announced)  Apr. 
(to  be  announced)  Dec. 


These  churches  have  already  participated: 


Crowville 
Bonita- Jones 
Brownville 
Claiborne 
Little  Creek 
Union 

Hughes  Chapel 
Bartholomew 
St.  Andrew’s, 
Sterlington 
Rayville 


Bobby  Burgess 
K.  K.  Carithers 
I.  A.  Patton 
E.  W.  Sandel 
Sammy  Hargrove 
Sammy  Hargrove 
Pete  Medak 
Pete  Medak 

Minns  Robertson 
Alton  McKnight 


Lea  Joyner 
W.  F.  Pledge 
Joe  McClain 
Sam  Nader 
N.  D.  Pearce 
Bob  Carney 
Lea  Joyner 
Abe  Conerly 

Robert  Peyton 
B.  A.  Galloway 


H.  B.  Cruthirds,  Monroe,  regis¬ 
ters  early  arriver  Cecil  Brewer  of 
Wisner.  Fifty  laymen  and  minis¬ 
ters  attended  Saturday  afternoon 
session  (beautiful  September  day) 
at  Camp  Chemin  a  Haut,  north  of 
Bastrop.  More  than  80  were  pre¬ 
sent  on  Sunday  morning. 


FROM  LEFT:  The  Rev.  Robert 
R.  Miller,  Oak  Grove;  the  Rev. 
Ed  Haug,  Monroe  district  superin¬ 
tendent;  Cecil  Bland,  associate 
director,  Area  Council;  and  the 
Rev.  Kenneth  K.  Carithers,  Bonita- 
Jones. 


Dr.  Rodney  Cline,  of  LSU  Educa¬ 
tion  Department,  was  featured 
speaker  for  the  Lay  Retreat,  held 
Sept.  16  and  17. 


The  Rev.  Lea  Joyner,  pastor, 
Southside  Methodist  Church,  Mon¬ 
roe,  served  as  organist  while 
John  Barker,  of  McGuire  Metho¬ 
dist  Church,  Monroe,  was  song 
leader. 


A  group  of  the  laymen  with  Monroe  District  Lay  Leader  Joe  Solomon  of 
Monroe  at  right. 


Lake  Charles 
Lay  Revivals 

Laymen  of  the  Lake  Charles  Dis¬ 
trict,  led  by  Lay  Leader  Hubert 
Blanchard  of  Sulphur,  will  be  engaged 
in  lay  revivals  in  the  area  as  indicated 
in  schedule  below: 

Oct.  2 — Moss  Bluff  Revival  Visita¬ 
tion  Night — 7:30  p.m. 

Oct.  4-5 — Moss  Bluff  Revival — 7:30‘ 
p.m. 

Oct.  9 — Elton  Lay  Revival  Visita¬ 
tion  night — 7:30  p.m. 

Oct.  11-12 — Elton  Lay  Revival — 
7:30  p.m. 

Oct.  31 — Nov.  1 — Gueydan  Lay 
Revival — 7:30  p.m. 

Nov.  6-7 — Oak  Park  Revival  Vis¬ 
itation  nights — 7:30  p.m. 

Nov.  8-9 — Oak  Park  Revival — 7:30 
p.m. 


from  page  one 

Simultaneous  revivals 

and  the  Monroe  and  Alexandria  Dis¬ 
tricts  will  have  revivals  in  the  Fall. 
The  Lake  Charles  and  Lafayette  Dis¬ 
tricts  and  the  New  Orleans  and  Baton 
Rouge  Districts  will  have  revivals  in 
the  Spring. 


Not  every  Methodist  Church  will  be 
having  a  revival  at  the  designated  time, 
but  each  church  will  have  some  evan¬ 
gelistic  activity  during  that  week.  The 
decision  as  to  the  type  of  evangelistic 
program  is  left  to  each  local  congrega¬ 
tion  to  decide  in  order  that  they  may 
have  the  program  that  will  be  most 
effective  for  them.  A  schedule  of  Alex- 
andria-Monroe  Bi-district  simultaneous 
revivals  appears  on  page  four. 
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EWS 

and 

OTES 

HELICOPTER  PILOT  Norris  L. 
Davidson  gave  an  account  of  his  first 
hand  experience  in  Viet  Nam  at  the 
adult  section  of  Family  Fellowship 
Hour  in  First  Church,  Baton  Rouge, 
Sunday  evening,  Sept.  24.  He  is  a 
graduate  of  Baton  Rouge  High  School 
and  attended  Texas  Tech  and  LSU. 
Tabletime  entertainment  featured  Mrs. 
Glenda  (Jeter)  Brundage,  a  former 
Miss  Baton  Rouge  who  spent  last  year 
working  with  the  Metropolitan  Opera 
Company  in  New  York  City.  Dr.  Dana 
Dawson,  Jr.  is  the  pastor. 

HERB  MOFFETT  was  selected  as 
“Monroe  District  Layman  of  the  Year” 
at  the  recent  district  layman’s  retreat 
held  at  Camp  Chemin-A-Hunt.  He  is 
a  member  of  First  Church,  West  Mon¬ 
roe. 

JOHN  W.  AYAPPA,  administrator  of 
the  hospital  in  Kolar,  India,  spoke  in 
the  Carrollton  Church  of  New  Orleans 
on  Sunday  evening,  Sept.  17.  This  is 
the  hospital  in  which  Dr.  Vela  Cleve¬ 
land  serves  as  a  medical  missionary. 
Dr.  Cleveland’s  home  church  is  Car¬ 
rollton,  of  which  the  Rev.  James  T. 
Harris  is  the  pastor. 

BOSSIER  CITY  FIRST  Methodist 
building  committee  has  authorized  a 
Shreveport  firm  for  the  drawing  of  a 
master  plan  for  a  future  new  edifice, 
which  will  be  constructed  on  a  newly 
acquired  site  on  Old  Minden  Road  be¬ 
tween  the  1-20  overpass  and  Patricia 
Street.  Members  of  the  building  com¬ 
mittee  are:  S.  H.  Robinson,  G.  R. 
Bridges,  Robert  Hill,  Roy  Mitchell, 
Mrs.  Youree  McCall,  H.  H.  Smith,  W. 
P.  Cherry,  Warren  Lott,  W.  M.  Glover, 
James  Cathey,  A.  P.  White,  Ross  De- 
Lee,  A.  R.  Teague,  Mrs.  Robert  Hill, 
Mrs.  George  Cooper,  Emmett  Cope, 
H.  L.  Parker,  W.  W.  Johnson,  Mrs. 
Thelma  Gunn,  Alton  Lott,  W.  T.  Wal¬ 
ler,  and  the  Rev.  William  P.  Fraser. 

PEW  AND  PULPIT  in  dialogue  is 
being  featured  Sunday  evenings  in  the 
Metairie  Methodist  Church.  While  the 
Youth  Fellowship  is  in  session,  adults 
have  the  opportunity  to  “talk  back” 
or  question  the  minister,  the  Rev.  John 
C.  Coker. 

THE  MOORINGSPORT  CHURCH 
recently  sponsored  a  farewell  reception 
honoring  the  A.  L.  Crowson  family. 
Mr.  Crowson  had  been  principal  of  the 
Mooringsport  Junior  High  School  for 
the  past  16  years,  and  was  transferred 
to  the  Vivian  Junior  High  School  as 
principal  at  the  beginning  of  this 
school  semester.  The  Crowson  family 
were  active  church  members,  as  well 
as  in  civic  projects.  Mr.  Crowson  was 
choir  director  of  the  church,  also 
chairman  of  the  Stewardship  and  Fi¬ 
nance  Commission  and  a  steward.  Mrs. 
Crowson  was  chairman  of  the  Chris¬ 
tian  Social  Concerns  Commission.  The 
Misses  Chery  and  Patsy  Crowson  were 
enthusiastic  participants  in  the  MYF 
and  are  both  accomplished  musicians. 
The  Crowsons  were  presented  a  silver 
coffee  service  by  friends  of  the  com¬ 
munity. 


THE  NAPOLEON  AVENUE  Church 
education  building  will  be  dedicated  on 
Sunday  morning,  October  8.  Bishop 
Aubrey  G.  Walton  will  preach  and 
lead  the  ceremonies.  The  Rev.  Don 
Alverson  is  the  pastor. 

THE  CUBAN  REFUGEE  in  New  Or¬ 
leans  is  in  urgent  need  of  clothes  for 
all  sizes  and  for  household  supplies, 
according  to  the  Rev.  Robert  Eaker 
who  is  in  charge  of  the  center.  Dona¬ 
tions  should  be  sent  to  Felicity  Meth¬ 
odist  Church,  Felicity  and  Chestnut 
Streets,  New  Orleans.  La. 

NEW  ORGANIST-CHOIR  director  at 
Parker  Memorial  Church,  New  Or¬ 
leans,  is  J.  D.  Phillips,  who  is  replac¬ 
ing  Edward  Schlotter.  Mr.  Phillips  is 
pursuing  graduate  work  at  the  New 
Orleans  Baptist  Seminary  where  he  re¬ 
ceived  the  degree,  Master  of  Church 
Music.  He  is  married,  has  two  child¬ 
ren,  and  resides  in  West  Bank. 

THE  WESLEY  MEN’S  Bible  Class 
of  First  Church,  Alexandria,  held  the 
annual  barbecue  on  Friday,  Sept.  29, 
at  Harold  Miles  Park.  Special  guests 
were  their  wives,  and  Boy  Scouts  of 
Troop  No.  10.  Their  pastor  is  Dr.  Ben 
Oliphint. 

THE  SEVENTEENTH  ANNIVER¬ 
SARY  of  Grace' Church,  Ruston,  was 
noted  with  a  Sunday  evening  dinner 
at  the  church.  Sept.  24.  The  Rev. 
George  Harkins  is  pastor. 

RAYNE  MEMORIAL  Church,  New 
Orleans,  held  the  annual  Christian  edu¬ 
cation  dinner  on  Thursday,  Sept.  28. 
Guest  speaker  was  the  Rev.  Lloyd 
Foreman,  pastor  of  the  Luling  Meth¬ 
odist  Church.  Pastor  at  Rayne  Me¬ 
morial  is  Dr.  B.  A.  Galloway. 

AT  LAKE  CHARLES  the  D.M.A. 
(Don’t  Mention  Age)  Club  celebrated 
its  13th  birthday  in  Fellowship  hall  of 
First  Methodist  Church,  Sept.  27,  from 
9:30  until  1:00  p.m.,  with  lunch  being 
served  at  noon.  Special  guests  were 
from  the  First  Methodist  Church  of 
Lafayette,  who  plan  to  organize  a  simi¬ 
lar  group.  The  Lake  Charles  First 
Church  pastor  is  Dr.  George  W.  Pom¬ 
eroy. 


Dr.  and  Mrs.  Buddy  Johnson  of  Baton 
Rouge  gave  a  slide-commentary  oftheir 
recent  trip  to  Bolivia,  speaking  in  the 
Vidalia  Church,  Sept.  24.  Dr.  Johnson 
is  a  professor  at  L.S.U.  His  parents 
are  members  at  Vidalia. 


A  FIRST-HAND  REPORT  on  mis¬ 
sion  activities  in  Bolivia  was  given  in 
Reily  Memorial  University  Church  at 
Baton  Rouge  on  Sunday  evening,  Sept. 
17.  Reporting  were  Dr.  and  Mrs.  W. 
A.  Johnson,  Judy  and  David  Johnson, 
Susan  Dillemuth,  and  Eddie  Robson, 
who  spent  July  as  volunteers  assisting 
in  the  work  of  Louisiana  missionaries, 
Carl  and  Julia  Williams. 

TEEN  TOWER,  the  weekly  publica¬ 
tion  by  and  for  the  MYF  of  Reily 
Memorial  University  Church,  Baton 
Rouge,  has  announced  the  following 
staff :  Steve  Rector,  editor  and  Kenny 
Reynard,  photographer;  Mike  Parker, 
sports  editor;  Penny  Kendall,  Donna 
Larsen,  and  Mark  Harrison,  art  ed¬ 
itors;  Judy  Hopkins,  mid-high  editor; 
Billy  Joe  Dailey,  David  Johnson,  Betsy 
Ellerbe,  Sally  Perry,  Ginny  Law,  and 
Susan  Ogden,  junior  high  editors;  Pen¬ 
ny  Presley,  John  Lacy,  Billy  Reich,  and 
Johnny  Curtis,  printers.  Dr.  Jack 
Cooke  is  their  minister;  the  Rev. 
Charles  Humphreys  is  associate. 

BROADMOOR  CHURCH  in  Baton 
Rouge  has  begun  work  on  remodeling 
the  fellowship  hall.  The  hall  will  be 
enlarged  so  that  there  will  be  one  main 
dining  room  to  accommodate  approxi¬ 
mately  400  diners.  A  complete  new 
kitchen  will  be  installed.  Two  new 
classrooms  will  be  on  the  east  end.  The 
junior  high  department  will  use  the 
building  for  Sunday  morning  and  eve¬ 
ning  sessions.  The  Rev.  Barry  Bailey 
is  pastor. 


WALKER  CONSECRATION 

Consecration  service  at  the  new 
Walker  Methodist  Church  and  Educa¬ 
tional  Building  will  be  conducted  by 
Dr.  Bentley  Sloan,  district  superintend¬ 
ent  of  the  Baton  Rouge  District,  on 
Sunday,  October  8,  at  2:00  p.m.  The 
Walker  Church  was  one  of  those  al¬ 
most  completely  demolished  by  Hurri¬ 
cane  Betsy  in  -1965. 

All  former  pastors  and  district  su¬ 
perintendents  have  been  invited  to  par¬ 
ticipate  in  activities  scheduled  through¬ 
out  the  day.  The  Rev.  Paul  W.  Car¬ 
ter,  pastor  of  the  Walker  Charge,  will 
preach  at  the  11:15  a.m.  worship  ser¬ 
vice.  A  buffet  luncheon  will  be  served 
at  12:30,  and  following  the  consecra¬ 
tion  service,  open  house  will  be  held 
from  3-5  p.m. 


MRS.  SAM  DUNBAR  will  be  the 
leader  for  the  annual  church-wide  mis¬ 
sion  study  in  First  Church,  New  Or¬ 
leans.  The  sessions  are  scheduled  for 
four  consecutive  Sundays,  beginning 
October  8.  Japan  will  be  studied  by 
adults  and  youth.  Mrs.  Tom  Vastine 
is  coordinating  the  program.  The  Rev. 
Clyde  S.  Clark  is  pastor. 

THE  VIVIAN  METHODIST  Men’s 
Fellowship  met  on  Sept.  21  in  the 
church  social  hall.  Otto  Duckworth, 
who  is  a  member  of  the  local  fellow¬ 
ship,  was  the  speaker.  The  members 
and  their  guests  enjoyed  a  fish  fry  for 
the  meal.  Hardy  Fox  is  president  of 
the  organization.  The  Rev.  Stone  W. 
Caraway  is  their  pastor. 

BISHOP  AUBREY  WALTON  was 
guest  preacher  for  the  series  of  revival 
services  held  in  the  Amite  Methodist 
Church  the  week  of  Sept.  24.  The  Rev. 
Jack  Winegeart,  pastor  of  the  Poncha- 
toula  Methodist  Church,  led  the  sing¬ 
ing.  The  Amite  pastor  is  the  Rev. 
William  C.  Blakely. 

MRS.  MARY  HUFF  presented  the 
program  for  the  Sept.  27  meeting  of 
the  Young  At  Heart  Club  in  the  Istrou- 
ma  Methodist  Church.  The  Rev.  Mar¬ 
vin  H.  Corley  is  their  pastor. 

LARRY  ALLEN,  Jr.  will  bring  the 
Laymen’s  Day  message  in  Harmony 
Chapel,  of  which  the  Rev.  C.  Ed.  Hen¬ 
kel  is  pastor,  on  October  15. 

DR.  VIRGIL  MORRIS,  of  Oklahoma 
City,  South  Central  Jurisdictional  exe¬ 
cutive  secretary,  will  present  the  study 
concerning  “Ecumenism”  at  the  Mon¬ 
roe  District  meeting  to  be  held  in  the 
Rayville  Methodist  Church  on  Sunday 
afternoon,  October  8.  The  Rev.  Alton 
A.  McKnight  will  be  host  pastor.  The 
Rev.  Ed  Haug  is  district  superinten¬ 
dent. 

DR.  GEORGE  POMEROY,  pastor, 
furnished  the  fish  for  Methodist  Men 
of  First  Church,  Lake  Charles,  when 
the  group  met  Sept.  20.  R.  Gilbert 
Myers  presented  the  scope  of  Boy 
Scout  work  in  the  Lake  Charles  area. 

WHEN  ISTROUMA  CHURCH  held 
the  annual  picnic  at  Camp  Istrouma 
on  Sunday,  Sept.  17,  the  open-air 
vesper  message  was  brought  by  the 
Rev.  Harold  Price,  pastor  of  St.  John’s 
Methodist  Church  in  Baton  Rouge. 
The  Rev.  Marvin  H.  Corley  is  the  Is¬ 
trouma  pastor. 


This  committee  from  the  Membership  and  Evangelism  Commission  of  First 
Church,  West  Monroe,  is  making  plans  for  the  4-day  revival,  scheduled  for  Oct. 
15-18  with  preaching  by  the  Rev.  George  Pearce,  Shreveport  district  superin¬ 
tendent.  Pictured  from  left  are:  Mrs.  Abbie  Leckie,  Mrs.  J.W.  McClendon,  the 
Rev.  Kenneth  McDowell,  pastor,  Horace  Eyre  and  Cecil  Dopson,  chairman. 
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Sunday  ScAmI  ^e44<ut 


By:  Alfred  A.  Knox 

LESSON  FOR  OCTOBER  15:  The  Lord  of  History 


BACKGROUND  SCRIPTURE:  Amos  1  and  2} 
9:7-8 

MEMORY  SELECTION:  God  reigns  over  the  na¬ 
tions;  God  sits  on  his  holy  throne.  (Psalms 
47:8) 

AIM  OF  THE  LESSON:  To  further  clarify  the 
meaning  of  history;  to  show  how  God  works  in 
history  through  the  events  in  all  nations — not 
just  those  who  have  been  traditionally  regarded 
as  his  people. 

*  *  * 


Today’s  lesson  is  a  modem  one.  It  deals  with 
the  headlines  in  this  morning’s  newspapers.  All  we 
need  to  do  is  change  the  names  of  the  countries 
and  we  find  Amos  speaking  directly  to  us — and 
against  us — precisely  as  they  were  addressed  to  and 
against  individuals  and  nations  in  his  own  time. 

The  prophet  advances  a  new  idea  in  this  lesson 
— one  that  was  truly  revolutionary  in  the  8th  Cen¬ 
tury  B.C.  It  was  that  God  was  the  God  of  adl 
nations — not  just  a  certain  few  that  he  had  chosen. 
He  says  that  Jehovah  has  relations  with  other  peo¬ 
ple  than  the  Israelites,  and  mentions  specifically 
the  Ethiopians,  the  Philistines,  and  the  Syrians.  The 
radical  implication — so  hard  for  his  listeners  to 
take — was  that  Jehovah  is  the  Lord  of  history  and 
controls  the  destiny  and  actions  of  all  of  the  na¬ 
tions  of  the  earth.  Sometimes  we  find  this  hard 
to  accept  in  our  time,  especially  when  it  includes 
people  that  we  do  not  like  at  a  given  time.  How¬ 
ever,  we  must  recognize  that  this  is  an  essential 
part  of  any  man’s  belief  in  monotheism. 

This  week  we  look  at  the  teachings  of  Amos 
in  the  wide  setting  of  world  history.  His  acquaint¬ 
ance  with  distant  places  and  events  indicates  that 
he  had  either  traveled  as  far  as  Egypt  and  Da¬ 
mascus  in  selling  the  products  of  Tekoa — or  else 
he  had  been  very  skillful  in  conversing  with  travelers 
in  the  caravans  from  these  lands.  Founded  on  this 
wide  store  of  information,  he  preached  at  the  spirit¬ 
ual  center  of  the  northern  kingdom  saying  that  God 
is  equally  concerned  for  all  nations.  The  Hebrews, 
to  be  sure,  enjoyed  a  special  relationship  with  him 
as  the  ones  selected  for  the  communication  of  his 
will  and  purpose  to  all  the  world.  But  he  dared  to 
tell  them  that  this  relationship  did  not  shield  them 
from  the  results  of  faithlessness.  Amos  said  that  if 
they  sinned  they  would  be  punished  just  as  other 
nations  would  when  they  sinned.  This  word  bears 
repeating  today  for  citizens  of  all  nations  in  our 

rapidly  changing  world. 
r  *  *  * 


HOORAH!  AMOS  SAYS  OUR  ENEMIES 
WILL  BE  DESTROYED 

Amos  demonstrated  his  skill  in  capturing  an 
alien  audience — at  least  for  the  time  being.  All 
he  had  to  do  to  make  them  cheer  for  him  was  to 
start  telling  all  the  bad  things  that  were  going  to 
happen  to  their  enemies.  When  he  said  that  Da¬ 
mascus  was  doomed  to  destruction  and  exile  the 
congregation  in  the  church  at  Bethel  were  willing 
to  give  a  loud  “Amen.”  If  they  had  been  less 
emotional  in  their  response  they  might  have  ob¬ 
served  how  he  was  leading  them  into  a  trap  with 
his  language.  They  hardly  noticed  that  he  said 


Damascus  was  to  be  punished  because  of  their  re¬ 
bellion  against  God.  He  did  not  say  this  rebellion 
was  against  “the  God  of  Israel.” 

Dr.  Harrell  F.  Beck  (International  Lesson  An¬ 
nual)  says:  “Amos  was  among  those  prophets  who 
believed  that  the  moral  and  ethical  good  and  God’s 
will  are  identical;  therefore  God  punishes  and  cor¬ 
rects  sin  everywhere.  His  moral  law  is  not  an  arbi¬ 
trary  matter;  it  is  a  part  of  the  created  fabric  of 
the  universe.” 

Amos  quickly  moves  through  a  series  of  woes 
that  are  in  store  for  the  Philistines,  Tyre,  Edom, 
Ammon  and  Moab — and  the  people  cheered  within 
their  hearts  because  it  always  makes  one  feel  more 
secure  to  know  that  others  are  having  a  bad  time 
with  God. 

Then,  when  the  prophet  began  to  list  the  sins 
of  the  people  of  Judah — the  southern  kingdom  and 
his  own  home  country — they  knew  what  an  intelli¬ 
gent  man  he  really  was.  We  all  have  a  way  of  prais¬ 
ing  the  preachers  who  attack  the  sins  in  which  we 
do  not  indulge  and  foretell  doom  for  those  we  de¬ 
spise.  Dr.  H.  E.  W.  Fosbroke  (Interpreter’s  Bible) 
says:  “The  oracles  against  the  neighboring  peoples 
prepared  the  way  for  the  oracles  against  Israel 
that  were  to  follow.  Perhaps  delivered  on  successive 
days  at  the  beginning  of  Amos’  ministry,  they  would 
awaken  in  those  who  heard  them  a  conviction  that 
the  prophet  was  in  touch  with  reality.” 

*  *  * 

TRAITOR!  THE  PROPHET  SAYS  THAT 
OUR  LAND  WILL  BE  DESTROYED 

Having  been  brought  to  a  receptive  mood  by 
Amos’  prediction  of  dire  things  to  come  for  their 
enemies,  the  leaders  of  Israel  were  unprepared  for 
the  climax  of  his  prophetic  message — that  the  worst 
fate  was  in  store  for  them.  Carrying  his  audience 
along  with  him  through  the  listing  of  all  the  woes 
ahead  for  others,  he  turns  suddenly  on  the  land 
of  his  listeners  and  denounces  them  in  precisely 
the  same  way  in  which  he  has  dealt  with  others. 
“Thus  says  the  Lord,  for  three  transgressions  of 
Israel,  and  for  four,  I  will  not  revoke  the  punish¬ 
ment.  .  .  .”  (2:6)  Amos  goes  on  from  there  to  list 
the  sins  for  which  God  will  surely  punish  them. 

“They  sell  the  righteous  for  silver,”  (v.6)  has 
been  taken  as  a  reference  of  the  condemnation  of 
the  innocent  by  judges  who  have  taken  bribes;  “they 
pant  after  the  dust  of  the  earth  on  the  head  of  the 
poor”  (v.7)  seems  to  refer  to  a  passionate  greed 
for  the  possession  of  real  estate;  “a  man  and  his 
father  go  in  to  the  same  maiden”  (v.7)  refers  to 
the  practice  of  temple  prostitution;  “they  lay  them¬ 
selves  down  beside  every  altar  upon  garments  taken 
in  pledge”  (v.8)  speaks  of  a  violation  of  a  humane 
custom  that  provided  that  when  a  man  had  pledged 
his  cloak  for  a  debt,  the  one  holding  it  was  obligated 
to  let  him  have  the  coat  back  at  night  to  use  as  a 
cover  while  he  slept  in  the  cold  northern  night. 

The  Interpreter’s  Bible  points  out  that  the  oracle 
against  Israel  is  introduced  with  the  same  note  of 
irrevocable  doom  as  that  sounded  in  the  oracles 
against  the  neighboring  people.  It  was  with  in¬ 
dignant  dismay  that  those  who  listened  thus  found 
themselves  placed  on  a  level  with  the  nations  they 
felt  had  so  rightly  fallen  under  condemnation. 

*  *  * 

CONCEPT  OF  GOD  IN  HISTORY 

This  leads  us  to  that  great  new  idea  that  is 
introduced  in  our  lesson  material — that  God  is  and 
has  always  been  the  Lord  of  all  nations  and  that 
his  hand  can  be  seen  in  the  history  of  them  all. 
Is  this  your  concept  of  God?  Is  he  the  Lord  of  all 


history?  This  is  a  question  which  requires  a  “yes” 
or  “no”  answer.  There  can  be  no  middle  ground. 

God  quite  evidently  created  the  world,  for  a 
created  world  presupposes  a  creator.  The  whole  of 
the  Bible  is  the  divine  assurance  given  us  that  the 
God  who  created  the  world  is  still  in  the  midst 
of  all  its  affairs.  The  Christian’s  answer  to  the  ques¬ 
tion  about  God’s  lordship  of  history  is  that  He  who 
is  the  source  of  history  is  also  the  dominating 
power  of  the  events  which  compose  it. 

Having  answered  “yes”  to  this  question  we  can 
then  no  longer  hold  to  any  idea  of  “a  chosen  peo¬ 
ple” — any  chosen  people,  either  Israel  or  us.  If  God 
is  in  control  of  the  world,  in  spite  of  the  apparent 
success  of  wicked  individuals  and  nations,  then  we 
must  turn  the  spotlight  on  our  own  nation  and  see 
how  closely  its  history  parallels  that  of  ancient 
Israel. 

In  our  pledge  of  allegiance  to  the  American 
flag  we  say,  “one  nation  under  God.”  We  write  on 
our  coins,  “In  God  we  trust.”  And  yet  have  we 
even  begun  to  put  our  nation  under  God’s  rule? 
Do  we  really  trust  in  God?  If  so,  shouldn’t  we  begin 
to  show  it? 

*  *  * 

DANGERS  OF  A  “CHOSEN  PEOPLE” 
CONCEPT 

The  reaction  of  the  people  of  Israel  to  the 
prophecy  of  Amos  illustrates  strikingly  the  danger 
of  any  nation’s  coming  to  feel  that  it  is  a  “chosen 
people.”  When  any  group  of  people  reaches  that 
position  in  which  they  feel  they  can  do  no  harm, 
then  the  seeds  of  their  own  destruction  have  been 
scattered. 

Dietrich  Bonhoeffer,  whose  writing  from  a  Nazi 
prison  have  been  so  influential  in  present  day  the¬ 
ological  thinking,  illustrated  in  his  life  what  he  had 
written  earlier:  “When  God  was  merciful  to  us, 
we  learned  to  be  merciful  with  our  brethren.  When 
we  received  forgiveness  instead  of  judgment,  we, 
too,  were  made  ready  to  forgive  our  brethren.  What 
God  did  to  us,  we  then  owed  to  others.  The  more 
we  received,  the  more  we  were  able  to  give;  the 
more  meager  our  brotherly  love,  the  less  were  we 
living  by  God’s  mercy  and  love.”  These  words  are 
in  striking  contrast  to  the  attitudes  of  the  Nazi  rul¬ 
ers  who  were  convinced  they  could  do  no  harm. 

At  the  time  Amos  prophesied,  the  Jews  had 
not  yet  advanced  in  their  thinking  to  the  point  where 
they  believed  that  God  cared  for  other  people.  For 
them  only  the  destiny  of  the  Hebrews  was  im¬ 
portant.  They  were  unprepared  for  the  prophet’s 
words  when  he  said,  for  God:  “Are  you  not  like 
the  Ethiopians  to  me?”  (9:7) 

*  *  * 

GOD’S  PRESENCE  AMONG  US 

What  Amos  said  so  long  ago  seems  modern 
when  we  see  that  it  is  very  like  the  position  of 
many  modern  thinkers  as  they  say  that  God  is  in 
all  history — not  just  in  religious  history.  Amos  be¬ 
lieved  in  one  God  for  all  mankind — not  in  the  con¬ 
cept  held  by  so  many  that  each  nation  had  its  own 
god  that  had  controlled  its  destiny  but  not  that  of 
any  other  people.  At  one  stage  in  the  Hebrews’ 
history,  they  considered  Jehovah  as  their  god,  su¬ 
perior  to  other  gods.  However,  they  did  not  deny 
the  existence  of  the  gods  of  other  nations.  Mono¬ 
theism  insists  that  only  one  God  exists  and  that 
other  gods  are  false  and  unreal. 

One  section  of  our  lesson  material  comes  in 
the  last  chapter  of  Amos.  It  begins  by  saying,  “Are 
you  not  like  the  Ethiopians  to  me,  O  people  of 
Israel?”(9:7)  Dr.  Fasbroke  (Interpreter’s  Bible) 
says:  “This  may  be  simply  saying  that  because  of 
Israel’s  sin  the  intimate  relationship  to  God  has 
been  dissolved,  and  Israel  is  no  more  to  Yahweh 
than  the  far-off  inhabitants  of  the  Nile  Valley.  It  is 
sometimes  also  said  that  because  of  their  dark 
skin  they  were  a  people  held  in  contempt.  But 
that  passage  no  more  implies  disdain  for  the  Ethi¬ 
opians  skin  than  for  the  leopard’s  spots.”  The  mean¬ 
ing  is  simply  that,  when  they  have  broken  their 
covenant  with  God  they  are  like  any  other  people 
on  earth. 

Dr.  Sidney  Lovett  suggests:  “For  ‘Israel’  read 
the  United  States  and  for  ‘Philistines’  and  ‘Syrians’ 
read  ‘Russians’  and  ‘Chinese’  to  get  the  full  im¬ 
plications  of  Amos’  conviction  of  the  sovereignty  of 
God,  without  limit  in  time  or  space.” 
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In  a  recent  message  to  the  America  Church  Union, 
Episcopal  Bishop  Chandler  W.  Sterling  of  Montana 
said  that  the  Consultation  on  Church  Union  (COCU) 
“is  a  step  in  the  wrong  direction  in  a  new  day  of 
ecumenical  concern.”  The  60-member  executive 
committee  of  the  voluntary  Episcopal  Fellowship 
was  meeting  in  Portland,  Ore.  prior  to  the  triennial 
General  Convention  of  that  church  in  Seattle. 

The  bishop  said  that  any  attempt  to  unify  all 
Christians  on  a  basis  other  than  common  beliefs 
would  be  a  wrong  step,  though  he  pointed 
out  that  the  ACU  is  dedicated  to  Christian 
unity  among  all  churches,  regardless  of  de¬ 
nomination. 

Television’s  “Flying  Nun”  has  encountered  heavy 
anti-aircraft  fire  over  Long  Island.  In  a  poll  con¬ 
ducted  by  the  Long  Island  Catholic,  weekly  for  the 
Diocese  of  Rockville  Centre,  all  but  2  of  the  70 
sisters  surveyed  felt  that  the  new  ABC  television 
series  dropped  a  “bomb”  in  its  first  flight  over 
the  airwaves. 

Typical  comments  in  the  survey  were:  “The 
show  was  just  too  Catholic  in  tone.  References 
to  Protestants  and  Jews  were  in  poor  taste.” 
“This  show  is  a  great  setback  for  the  image 
of  nuns,  which  was  beginning  to  improve.” 
“In  our  house,  18  of  us  started  watching  the 
show,  but  by  the  end,  only  8  were  still  there.” 

The  Roman  Catholic  Cathedral  of  SS.  Florence 
and  Ignatius — mother  church  of  the  Rotterdam  (Hol¬ 
land)  Diocese — will  be  offered  for  sale  during  Oc¬ 
tober.  Bishop  Martien  A.  Jansen,  in  announcing 
plans  for  the  auction,  said  he  had  been  forced  to 
face  the  problem  of  rising  repair  and  maintenance 
costs.  He  said  his  decision  was  also  influenced  by 
the  fact  that  experts  had  judged  the  cathedral  to  be 
of  “little  or  no  artistic  value.”  In  the  future,  the 
bishop  said,  he  will  use  a  nearby  parish  church  as 
his  cathedral. 

There  are  some  groups  in  America  who  have 
been  advocating  die  end  of  the  “cathedral  type” 
church  and  they  will  take  great  comfort  in  this 
story.  However,  we’d  better  not  subscribe  to  a 
trend  to  scrap  all  churches  that  have  “little  or 
no  artistic  value.” 

A  Greek  Orthodox  Church  from  Rye,  N.Y.,  speak¬ 
ing  to  the  General  Board  of  the  National  Council  of 
Churches  in  Atlanta,  warned  against  the  use  of 
social  action  and  activism  as  a  cover  for  a  lack 
of  true  religious  fervor  in  Christian  churches.  Fath¬ 
er  Robert  Stephanopolous  said,  “Contemporary  re¬ 
ligion  often  tends  to  make  the  message  conform 
to  the  world  and  to  make  its  acceptability  to  the 
■world  the  norm  for  the  content  .  .  .  rather  than  the 
Biblical  revelation.” 

He  explained  that  the  best  formula  for  evan¬ 
gelism  is  a  combination  of  three  types  of  wit¬ 
ness:  personal  conversion,  witness  through  ser¬ 
vice  in  the  world  and  the  extending  of  a  church 
in  a  particular  locale. 

The  question  of  the  classification  of  church-owned 
property  for  taxation  purposes  is  expected  to  create 
a;  controversy  in  New  Mexico.  State  tax  officials  be¬ 
lieve  substantial  amounts  of  church-owned  property 
should  be  on  the  property  tax  rolls.  The  position 
does  not  apply  to  church  buildings,  parsonages  and 
necessary  buildings  and  church  parking  lots. 


WORLD  OF  REUGIOF^r 

fby  the  Editor 

A  new  kind  of  Christian  community,  which  has 
been  celebrating  partially  improvised  masses 
“underground”  for  the  past  10  months,  has  an¬ 
nounced  in  Toms  River,  NJ.  that  it  plans  to 
operate  as  an  experimental  Roman  Catholic 
parish  without  the  permission  of  the  local  bish¬ 
op.  The  organization,  called  CLEO  (Christian 
Layman’s  Experimental  Organization),  plans  to 
be  active  in  three  counties  in  the  Diocese  of 
Trenton. 

Plans  for  an  urban  crisis  fund  of  $1  million  were 
recently  approved  by  the  national  staff  of  the 
United  Presbyterian  Board  of  National  Missions  in 
a  three-day  meeting  in  Washington.  At  the  same 
meeting,  an  AME  Zion  pastor  told  the  staff  that 
unless  white  church  members  are  willing  to  “live, 
breathe  and  suffer  in  the  ghettos,”  they  cannot  ex¬ 
pect  to  overcome  the  gulf  that  separates  the  races. 


PHILADELPHIA  —  Two  coeds  are  greeted  by,  left 
to  right,  Methodist  Bishop  Fred  P.  Corson  of  Phila¬ 
delphia,  John  Cardinal  Krol,  and  the  Rev.  Robert  J. 
Welsh,  O.S.A.,  the  new  president  of  Villanova  Uni¬ 
versity,  at  an  ecumenical  student  convocation  that 
opened  the  school's  125th  year.  Cardinal  Krol  of¬ 
fered  a  Mass.  Bishop  Corson  delivered  the  address. 
(RNS  Photo) 


A  New  York  psychologist  has  suggested  that  “be¬ 
cause  of  the  complexities  developing  in  modern 
American  social  attitudes,”  marriages  maintained  by 
“legal  fiat”  under  a  prescribed  monogamy  may  be 
becoming  passe.  Such  an  arrangement,  he  argued, 
militates  against  religious  freedom.  Dr.  Harold 
Greenwald  asked  the  American  Psychological  As¬ 
sociation,  holding  its  conference  in  Washington,  how 
a  marriage  can  be  fulfilling  to  mates  or  their  off¬ 
spring  when  it  is  maintained  by  “legal  fiat”  and 
not  by  the  desires  of  the  partners  to  the  relation¬ 
ship.” 

The  reopening  of  Roman  Catholic  schools  in 
Macao  was  marked  by  repeated  demonstrations 
involving  hundreds  of  pro-Communist  youths 
in  the  Portugese  city  near  Hong  Kong.  Target 
of.  the  demonstrations  was  St.  Joseph’s  College, 
an  institution  which  many  observers  had  not 
expected  to  reopen  in  the  face  of  Communist 
pressure. 


Dr.  Bruno  Muetzelfeldt,  director  of  the  Luth¬ 
eran  World  Federation’s  Department  of  World 
Service,  said  in  Geneva  that  the  question  of 
permanent  reconstruction  of  Augusta  Victoria 
Hospital  in  Jerusalem  is  “still  under  considera¬ 
tion.”  The  hospital  is  located  on  the  Mount  of 
Olives  ridge  of  Mount  Scopus  and  suffered 
damage  estimated  at  from  $250,000  to  $400,- 
000  during  the  Israeli-Arab  war  in  June. 


Dr.  Langdon  Gilkey,  professor  of  theology  in  the 
University  of  Chicago,  predicted  recently  that  the 
theological  situation  in  the  future  may  be  more 
confusing  than  it  is  now.  (How  could  that  be!?) 
Speaking  at  a  press  conference  at  Colgate  Rochester 
Divinity  School,  Dr.  Gilkey  said,  “The  center  of 
the  confusion  is  about  the  doctrine  of  God.  .  .  . 
Many  of  us  feel  that  we  wish  to  express  the  reality 
of  God,  but  anybody  who  claims  that  he  could  do 
so  with  any  ease  or  clarity  would  be  premature.” 


After  analyzing,  clause  by  clause,  the  Lord’s 
Prayer  as  recorded  in  the  Gospel  of  Matthew, 
the  Rev.  Duncan  Howlett  of  All  Saints’  Unitar¬ 
ian  Church  in  Washington,  said  it  would  no 
longer  be  used  in  his  church.  The  minister  told 
his  congregation  that  the  prayer  lacks  real 
meaning,  and  militates  against  the  church’s  ex¬ 
pression  of  its  “highest  hopes  and  aspirations 
as  persuasively  as  possible.” 

An  Archdeacon  recently  charged  in  Ottawa  that 
Canada’s  Anglican  bishops  are  “pussyfooting”  and 
“fiddling  while  Rome  burns”  over  the  question  on 
inter-communion.  The  House  of  Bishops  at  the  bien¬ 
nial  General  Synod  had  roused  Archdeacon  Alford 
Abraham’s  comments  by  shelving  a  proposal  to 
permit  reception  of  the  sacrament  by  non-Anglicans. 

Jackie  Robinson,  famed  baseball  star,  busi¬ 
nessman,  and  spokesman  for  interracial  justice, 
has  been  named  national  chairman  of  Brother¬ 
hood  Week  by  the  National  Conference  of 
Christians  and  Jews. 

A  suburban  Roman  Catholic  church  in  Montreal 
has  abolished  the  practice  of  Sunday  collections 
and  has  instead  instituted  annual  donations  through 
a  series  of  post-dated  checks.  Parishioners  of  St. 
Maurice  de  Duvemay  Church  have  been  urged  to 
mail  in  the  checks,  which  would  mature  during  the 
course  of  the  coming  year. 

An  order  from  Vatican  officials  has  closed  the 
Benedictine  Abbey  of  Our  Lady  of  the  Resur¬ 
rection,  Cuernavaca,  Mexico,  scene  of  contro¬ 
versial  psychiatric  experiments  which  were  for¬ 
bidden  by  a  special  Vatican  commission  earlier 
this  year. 

A  nationwide  organization  of  Roman  Catholic  lay¬ 
men  has  called  for  “democratization”  of  their  church 
to  allow  all  Catholics  to  help  select  their  pastors, 
bishops  and  other  leaders.  The  National  Associa¬ 
tion  of  Laymen,  meeting  in  Chicago,  also  recom¬ 
mended  that  “a  legislative  apparatus  be  established 
in  the  church.” 

The  name  of  the  National  Association  for  Pas¬ 
toral  Renewal  (NAPR)  is  “an  euphemism” 
James  F.  Andrews,  managing  editor  of  Ave 
Maria  magazine,  has  charged  in  a  signed  edi¬ 
torial.  The  editorial  in  the  September  23  issue 
said  that  the  organization  was  formed  “pri¬ 
marily  to  lobby  for  a  change”  in  the  Catholic 
law  on  clerical  celibacy. 

First  Evangelical  Church  of  Houston,  Tex.,  one  of 
the  city’s  oldest  congregations,  has  voted  to  with¬ 
draw  from  the  United  Church  of  Christ  unless 
the  denomination  rescinds  a  resolution  approving 
selective  conscientious  objection.  Members  of  the 
congregation  voted  124  to  45  to  withdraw  at  a 
meeting  called  to  consider  the  issue. 
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Conference  Ministers’  Retreat 

reared  in  Texas,  his  entire  ministry  has 
been  in  the  northwest  area  of  Texas, 
where  he  has  served  as  pastor  at  Odes¬ 
sa  and  at  Polk  Street  Church  in  Ama¬ 
rillo.  He  has  given  great  leadership  in 
Spiritual  Life  Retreats,  prayer  schools 
and  preaching  missions  in  many  parts 
of  the  world.  Married  and  a  father  of 
three,  he  had  a  son  return  from  service 
in  Vietnam  and  was  able  to  have  two 
days  with  him  before  coming  to  Lou¬ 
isiana  to  be  inspiration  speaker  at  the 
Retreat. 


The  Rev.  Louis  Coppage  regis¬ 
ters,  left  to  right,  the  Rev.  S.  P. 
Emanuel  and  the  Rev.  Paul  C. 
Carroll.  In  background,  the  Rev. 
James  W.  Matthews,  Jr.  and  the 
Rev.  Wilson  Watson  visit. 


Bishop  Aubrey  G.  Walton  and  Dr. 
Jordan  Grooms,  guest  speaker  at 
the  Louisiana  Conference  Minis¬ 
ters'  Retreat,  Camp  Brewer. 


A  group  of  ministers  hold^  o  dis¬ 
cussion  under  the  pines. 


Some  of  the  87  ministers  attend¬ 
ing  the  Ministers'  Retreat  at  Camp 
Brewer  near  Alexandria. 


Centenary 
Conference 
on  Student  Life 

The  Centenary  College  Conference 
on  Student  Life  was  held  at  Hodges 
Gardens  near  Many,  September  29- 
Oct.  1. 

This  conference,  instituted  by  Dr. 
Jack  S.  Wilkes,  Centenary  president, 
in  1965,  is  designed  to  foster  better 
relations  between  staff,  faculty  and 
students  for  the  coming  school  year. 
Thirty-five  key  administrative  leaders, 
teachers,  and  student  leaders  attended 
this  year’s  meeting. 

All  areas  of  student  life  and  their 
relations  to  the  faculty  and  staff  are 
discussed  by  the  group  in  informal 
meetings  with  plenty  of  time  out  for 
leisure  and  sight-seeing  during  the  3 
day  weekend. 

Those  attending  this  year  were: 
President  Jack  Wilkes,  Dean  Thad 
Marsh,  Dean  Aubrey  Forrest,  Dean 
August  Aamodt,  Dean  Shirley  Rawlin- 
son,  Jessie  Outlaw,  comptroller; 
Maurie  Wayne,  director  of  Public  In¬ 
formation;  Mrs.  Fannie  Lee  Nichols, 
college  hostess;  the  Rev.  Robert  Ed 
Taylor,  chaplain;  Dr.  Rosemary  Seid- 
ler,  Chemistry  Department;  coach 
Orvis  Sigler,  Willard  Cooper,  Art  De¬ 
partment;  Dr.  Webb  Pomeroy,  Re¬ 
ligion  Department;  Dr.  Walter  Lowrey, 
History  Department;  Dr.  W.  W.  Pate, 
Economics;  Dr.  Virginia  Carlton, 
Mathematics;  and  Earle  Labor,  Eng¬ 
lish. 

Student  representatives  were:  Niki 
Nichols,  editor  of  the  yearbook,  Rich¬ 
ard  Watts,  editor  of  Conglomerate, 
Kathy  Nader,  A.W.S.  president.  Rich 
Hebert,  Men’s  Judicial  Board  Repre¬ 
sentative;  Jimmy  Journey,  Student 
Senate  president;  Ellen  Victory,  Stu¬ 
dent  Senate  co-ed  vice  president;  Joe 
Loupe,  Student  Senate  vice  president; 
Nelrose  Anderson,  Student  Senate 
secretary;  John  Walker,  Student  Sen¬ 
ate  treasurer;  Chuck  Van  Steen,  Stu¬ 
dent  Senate  Independence  representa¬ 
tive;  Brenda  Slusher,  Student  Senate 
Independent  representative;  Lee  Mer- 
win,  I.F.C.  president;  Joy  Anderson, 
Panhellenic  president;  Will  Finnin, 
Chief  Justice  of  the  Honor  Court; 
Charles  Williams,  chairman,  Student 
Senate  Forums  Committee,  and  Judy 
Pate,  chairman  Student  Senate  Cur¬ 
riculum  Committee. 

By  special  invitation  to  outstanding 
students:  Janelle  McCammon  and  Don 
Wills. 

t 

from  page  one 

Worship  convocation 

ing  corporate  worship,  role  of  the  laity 
in  worship,  administration  of  the  ritual 
(baptism,  confirmation,  Communion, 
weddings  and  funerals),  work  of  the 
local  church  commission  on  worship, 
choral  repertory,  worship  and  the  arts, 
preaching  the  Christian  year,  and  chil¬ 
dren’s  choirs  and  music  in  the  Church 
School. 

The  registration  fee  of  $5.00  should 
be  sent  to  the  Rev.  Warren  Blakeman, 
P.  O.  Box  1349,  Baton  Rouge,  La. 
The  registration  fee  includes  the  cost 
of  the  Friday  evening  meal. 

The  president  of  the  Louisian  a  chap¬ 
ter  of  NaFOMM  is  John  Hutton. 


Laymen's  Day 
October  8 

Laymen  will  be  speaking  next  Sun¬ 
day  in  most  of  the  pulpits  of  Method¬ 
ism,  as  Laymen’s  Day  is  observed. 
Many  of  them  will  be  using  the  theme, 
“Christ’s  Ambassadors,”  as  suggested 
by  the  General  Board  of  Lay  Activi¬ 
ties. 

We  hope  that  these  laymen  will  have 
good  congregations  in  every  church, 
as  this  day,  which  has  deep  roots  in 
the  history,  philosophy  and  polity  of 
Methodism,  is  observed. 

Writers  of  the  materials  for  this  year 
are  Ervin  R.  Ortman,  lay  leader  of  the 
South  Dakota  Conference,  and  Mrs. 
Jane  Arterburn,  vice  chairman  of  the 
Louisville  Conference  Council, 
f 

EFFECTIVE  CHRISTIAN  WITNESS 
...  OR  KNIFE  AND  FORK  CLUB? 

by  Cecil  Bland 

“To  seek  daily  Christ’s  way  of  life; 
to  bear  witness  to  this  way  in  business 
dealings  and  in  social  contacts;  to  en¬ 
gage  in  some  definite  Christian  ser¬ 
vice.”  Par.  291,  Methodist  Discipline, 
1964.  This  is  the  primary  objective  of 
Methodist  Men,  both  as  a  group  and 
individually.  Since  1942,  Methodist 
Men  have  become  part  of  the  ministry 
of  over  14,000  churches  in  America 
and  overseas.  In  Louisiana,  some  99 
churches  list  a  Methodist  Men’s  group. 

The  General  Board  of  Lay  Activi¬ 
ties  is  promoting  the  chartering  of 
Methodist  Men  groups  all  over  Meth¬ 
odism,  but  not  with  the  idea  of  bring¬ 
ing  into  being  “X”  number  of  clubs. 
Rather,  it  seeks  through  these  to  en¬ 
hance  the  effectiveness  of  Christian 
Witness  through  Methodist  Men.  And 
not  only  through  new  groups,  but 
through  the  renewal  of  already  estab¬ 
lished  groups  who  have  in  some  cases 
become  meet  and  eat,  knife  and  fork 
clubs. 

As  a  means  toward  this  goal  the 
Board  is  making  available  some  chal¬ 


■Photo  by  Sybil  Kelly 


Left  to  ri'-ht,  C.  Burton  Weekley 
with  LOUISIANA  METHODIST 

Editor  Alfred  Knox  at  Mangum 
Memorial  Methodist  Church  Sun¬ 
day  Evening  Fellowship  Hour 
while  the  latter  was  in  Shreveport 
to  teach  in  the  Shreveport  District 
Training  School  atlFirst  Methodist 
Church.  He  was  instructor  for  the 
course  "How  to  Make  Your  Home 
Christian."  The  Rev.  Ralph  Cain 
is  the  minister  at  Mangum. 

lenging  program  suggestions.  These  are 
not  neat  little  packages,  one  for  each 
meeting  and  requiring  no  work  by  any¬ 
one;  the  sugestions  point  in  a  direction 
and  leave  exploration  to  the  leader  and 
his  group. 

The  suggested  theme  and  resources 
for  September  1967  through  August 
1968  are  enough  to  alert  any  com¬ 
mitted  Methodist  Man.  The  theme: 
“Communicating  the  Gospel  in  a  New 
Age.”  Suggested  program  subjects  for 
the  first  quarter  are  such  as  these: 
“Man’s  struggle  for  Identity,”  “Com¬ 
munication  with  Youth,”  “Americans 
Abroad  (Overseas  Workers  and  Tour¬ 
ists),”  and  “Selfhood  in  Contemporary 
Films.” 

Methodist  Men  who  have  missed 
some  of  this  should  turn  again  to 
Methodist  Men  Newsletter,  Summer 
1967,  published  by  the  General  Board 
of  Lay  Activities,  1200  Davis  Street, 
Evanston,  Illinois  60201. 


SHREVEPORT  TRAINING  SCHOOL 

TOP:  The  Rev.  Ronald  Ramke  of  New  Orleans  is  shown  as  he  led  the 
class  on  "Foundation  of  Christian  Teaching."  BOTTOM:  Informal 
scenes  of  visiting  during  the  coffee  breaks  at  the  school. 
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Sulphur  Youth  Report  on  Mission  Tour 


The  Henning  Memorial  group  assembles  in  Sulphur  for  the  study  tour  trip  to 
New  Orleans,  made  by  bus  with  A.  J.  Drost,  senior  MYF  counselor,  as  driver. 


by  Dorothy  Edwards 

“I  didn’t  even  know  the  church  was 
supporting  these  institutions.  ...  It 
means  more  when  you  see  it  instead 
of  reading  about  it.  .  .  .  We  were  see¬ 
ing  ‘society  in  the  raw’ — things  we 
wouldn’t  see  or  hear  in  Sulphur.  .  .  . 
We  didn’t  expect  to  see  the  things  we 
saw  at  the  prison.” 

These  were  some  of  the  comments 
from  Senior  MYF  members  of  Henning 
Memorial  church  at  Sulphur  who  took 
part  in  a  five-day  study  tour  of  New 
Orleans  recently.  A  report  on  the  tour 
was  the  program  feature  at  the  Wom¬ 
an’s  Society  of  Christian  Service  Sep¬ 
tember  meeting.  The  WSCS  helped  fi¬ 
nance  the  tour. 

Student  reactions  to  the  tour  were 
recorded  and  the  tape  was  played  then 
pictures  of  the  trip  were  shown.  Cathy 
Carlson,  Christian  education  director, 
Mrs.  Jewell  Ellender  and  Mrs.  A.  J. 
Drost,  counselors  who  accompanied 
the  tour,  made  the  presentation  and 
gave  additional  commentary. 

Purpose  of  the  tour  was  to  seek  a 
deeper  understanding  of  what  the 
church  is  and  to  see  the  church  in  ac¬ 
tion  in  the  city  of  New  Orleans  through 
actual  participation  in  many  of  its  proj¬ 
ects  and  programs. 

Students  and  counselors  stayed  at 
St.  Mark’s  Community  Center,  learning 
first  hand  about  its  program  from  Miss 
Louise  Sharp  who  was  formerly  Chris¬ 
tian  education  director  at  Henning.  The 
students  painted  a  large  meeting  room 
which  had  only  recently  been  repaired 
of  damage  received  during  Hurricane 
Betsy. 

A  visit  to  St.  Claude  Heights  church 
was  the  official  beginning  of  the  study, 
tour.  The  Rpv.  Grayson  Watson,  pas¬ 
tor,  gave  them  an  introduction  to  the 
city  and  what' the  church  is  attempting 
to  accomplish  there.  Tour  members 
went  through  the  first  session  of  the 
literacy  school  conducted  by  the  church 
principally  for  adults  in  the  commu¬ 
nity. 

A  day  was  spent  in  The  Inner  City, 
learning  about  its  problems  and  needs. 

Visits  to  the  various  sections  of  the 
parish  prison  proved  to  be  a  sobering, 
thought-provoking  experience.  They 
also  visited  night  court  and  talked  witn 
Jim  Forsythe,  outstanding  Methodist 
layman,  about  his  work  with  prisoners. 

They  visited  Lake  Vista  Methodist 
Church,  studying  its  architecture  and 
its  theological  background;  talked  with 
a  representative  of  the  Methodist 
Home  Hospital;  and  visited  the  new 
Wesley  Foundation  building  at  Tulane 
University. 

For  recreation,  they  made  a  trip  to 
Ponchartrain  Beach. 

The  Rev.  Larry  D.  Robertson,  pas¬ 
tor  of  Second  Methodist  (in  the  Inner 
City)  and  of  Terrytown  Methodist 
which  meets  in  a  shopping  mall,  de¬ 
scribed  in  great  detail  the  nature  of 
his  ministry  in  the  French  Quarter. 

Walking  tours  of  Bourbon  Street 
were  made  in  the  daytime  and  at  night 
to  contrast  the  kinds  of  persons  who 
are  there.  Students  reported  they  had 
a  different  outlook  toward  the  people 
there  after  hearing  about  their  prob¬ 
lems  from  Mr.  Robertson. 

One  of  the  boys  said  he  felt  that 
learning  about  all  these  things  through 
a  church-sponsored  tour  was  the  best 
way  they  could  have  learned  them. 


“There  is  a  lot  more  to  see  in  New 
Orleans  beside  Bourbon  Street,”  he 
said. 

Concensus  of  the  students  was  that 
this  exposure  to  the  city  and  its  prob¬ 
lems  will  help  them  to  adjust  more 
easily  to  city  life  if  they  go  to  work 
or  attend  college  in  a  large  city  later, 
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Methodist  women 
set  record  in  giving 

In  the  wake  of  reports  of  slight  de¬ 
clines  in  amounts  given  by  Methodists 
for  missions  through  most  channels 
last  year,  a  report  just  released  shows 
that  the  giving  of  Methodist  women 
to  missions  is  up. 

The  increase  in  Methodist  women’s 
giving  in  fiscal  1967  (the  12  months 
ending  May  31)  continues  a  27-year 
upward  trend,  and  brings  to  $236,000,- 
000  the  total  they  have  given  for  mis¬ 
sions  and  other  causes  since  1941. 

This  year’s  total  of  $13,816,367  is 
a  record  and  represents  an  increase 
of  2.4  per  cent,  of  $318,838,  over 
the  fiscal  1966  total  of  $13,497,529, 
according  to  Miss  Florence  Little,  New 
York,  treasurer  of  the  Woman’s  Di¬ 
vision  of  the  Methodist  Board  of  Mis¬ 
sions.  The  Division  is  the  national 
policy-making  body  for  1,650,000 
Methodist  women  in  36,000  local 
Woman’s  Societies  of  Christian  Ser¬ 
vice  and  Wesleyan  Service  Guilds  in 
the  50  states. 

The  giving  of  Methodist  women 
through  Societies  and  Guilds  provides 
about  40  per  cent  of  the  income  of 
the  Board  of  Missions  for  its  work 
in  the  United  States  and  48  countries 
overseas.  The  women’s  giving  is  the 
largest  single  source  of  Board  income 
and  virtually  the  only  one  that  showed 
an  increase  in  fiscal  1967.  Other  major 
sources,  including  World  Service,  Ad¬ 
vance  Specials  (both  National  and 
World)  and  the  Methodist  Youth  Fund, 
declined  slightly  from  1966  totals, 
year-end  figures  reveal. 

In  fiscal  1967  as  in  previous  years, 
the  largest  channel  for  giving  by  Meth¬ 
odist  women  through  the  Societies  and 
Guilds  was  the  annual  pledge  which 
each  member  makes  to  her  local  unit, 
Miss  Little  said  in  her  report.  Last 


NORTH  BATON  ROUGE  Wesleyan 
Service  Guild  members  will  hear  Mrs. 
Marcus  Burks  on  October  9  in  the 
church  sanctuary.  Mrs.  Burks  has 
toured  Japan  and  other  countries  of 
the  Far  East,  and  will  show  slides  of 
her  visit.  Mrs.  Bessie  Baker  is  presi¬ 
dent. 
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year  the  “pledge  to  missions”  giving 
totaled  $11,248,194,  an  increase  of 
2.1,  or  $229,432  over  the  1966  pledge 
giving  of  $11,018,762,  she  added. 

Of  the  $236,000,000  given  through 
Societies  and  Guilds  since  1941,  about 
$189,000,000  has  been  through  the 
“pledge  to  missions”  channel,  Miss  Lit¬ 
tle  said. 

The  “pledge  to  missions”  giving  is 
undesignated  by  the  donor  as  to  its 
use  by  the  Woman’s  Division,  Miss 
Little  said,  since  it  is  given  to  the 
whole  Board  of  Missions  program  to 
be  used  as  the  Woman’s  Division  di¬ 
rects.  Other  major  channels  of  giving 
— “cash  for  supply  work”  (designated 
gifts  .o  mission  projects)  the  “Call  to 
Prayer  and  Self  Denial”  offering  in 
October,  and  supplementary  gifts  (an¬ 
other  kind  of  designated  giving)  — 
provided  the  remaining  $2,567,605 
given  by  Methodist  women  in  fiscal 
1967,  she  added. 

The  missionary  giving  of  Methodist 
women  makes  possible  a  very  wide 
variety  of  ministries  at  home  and  over¬ 
seas  in  the  fields  of  missions,  Chris¬ 
tian  social  relations,  leadership  train¬ 
ing,  spiritual  development  and  other 
fields,  Miss  Little  explained.  But,  she 
added,  even  this  year’s  level  of  giv¬ 
ing  is  insufficient  to  meet  many  of 
the  needs  of  the  Board's  worldwide 
program. 

“There  are  1 ,400  men  and  women 
serving  abroad  as  missionaries,”  she 
said.  These  include  young  men  and 
women  serving  short  terms,  as  well  as 
the  career  missionaries.  They  are  psy¬ 
chiatrists,  social  workers,  teachers, 
preachers,  community  center  directors, 
doctors  and  nurses.  At  home  are  the 
2,000  deaconesses,  social  workers, 
missionaries,  ministers  and  other  work- 


“DAY  ON  CAMPUS” 

AT  SOUTHEASTERN  LOUISIANA 
COLLEGE 

Secretaries  for  Campus  Ministry  and 
other  officers  of  the  local  and  district 
Woman’s  Society  of  Christian  Service, 
ministers  and  interested  parents  gath¬ 
ered  at  Wesley  Foundation  at  South¬ 
eastern  Louisiana  College  in  Hammond 
for  “DAY  ON  CAMPUS”  on  Tues¬ 
day,  September  19. 

The  program  was  under  the  direc¬ 
tion  of  Mrs.  Chester  Harris,  district 
secertary  for  Campus  Ministry  and  the 
Rev.  Brady  Foreman,  Wesley  Founda¬ 
tion  director.  The  day’s  activity  in¬ 
cluded  a  tour  of  the  campus. 

Student  involvement  in  academic, 
community,  and  dormitory  life  was  dis¬ 
cussed  by  Dr.  J.  B.  Wooley,  president 
of  the  college,  Doyle  Magee,  director 
of  the  lovely  new  Student  Union  and 
Mrs.  Russell,  a  housemother. 

Cynthia  Fellom  and  Larry  Stafford, 
student  council  members  shared  ideas 
concerning  the  importance  of  Wesley 
Foundation  as  a  part  of  a  student’s 
life.  Each  day  at  noon,  a  service  is 
conducted  entirely  by  students  in  the 
beautiful  chapel.  The  group  had  the 
privilege  of  attending,  and  that  day 
Miss  Glenda  Morgan  gave  the  medita¬ 
tion. 

Mr.  Foreman  discussed  the  program 
of  Wesley  Foundation  and  used  colored 
slides  to  illustrate  some  of  the  activ¬ 
ities.  He  also  interpreted  current  trends 
in  campus  ministry.  Many  ways  that 
local  churches  and  interested  persons 
may  assist  carrying  on  and  enlarging 
this  ministry  were  discussed.  They  in¬ 
cluded  physical  needs,  such  as  supplies 
and  equipment;  monetary  contribu¬ 
tions;  and  personal  visits. 

Mrs.  Harris  stressed  the  responsibil¬ 
ities  of  the  local  secretaries  of  the 
Woman’s  Society  of  Christian  Service. 
The  ladies  of  the  Hammond  Wom¬ 
an’s  Society  of  Christian  Service  pre¬ 
pared  and  served  a  delicious  meal. 


ers  serving  the  National  Division. 

“Methodist  women  support  all  these 
workers  at  home  and  overseas  through 
their  giving.  In  addition,  this  giving 
provides  homes  for  retired  missionaries 
and  deaconesses,  and  for  their  pen¬ 
sions. 

“In  the  field  of  Christian  social  re¬ 
lations,  Methodist  women  support  the 
cause  of  peace  and  international  jus¬ 
tice.  At  the  Church  Center  for  the 
United  Nations  in  New  York,  for  ex¬ 
ample,  a  vigorous  effort  is  made  to 
relate  the  church  to  the  world  of  na¬ 
tions.  And  World  Understanding 
Workshops  are  conducted  across  the 
country. 

“All  these  and  many  other  minis¬ 
tries  are  made  possible  because  Meth¬ 
odist  women  give  to  missions  as  their 
response  to  the  love  of  Christ.” 

Miss  Little  attributed  the  continu¬ 
ing  increases  in  giving  to  careful  in¬ 
terpretation  of  the  need  for  mission 
funds  and  of  how  the  money  is  used, 
and  to  the  heritage  of  many  years  of 
missionary  concern  on  the  part  of 
Methodist  women.  “For  a  century, 
Methodist  women  have  organized 
themselves  to  give  to  missions,”  she 
said.  “They  have  given  money,  time 
and  searching  study  to  God’s  Word 
and  to  the  world.  And  women  have  a 
special  talent  for  caring  about  meeting 
the  needs  of  other  persons.” 
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•  On  a  Wide  Circuit 


The  ministry 
of  memory 

by  W.  W.  Reid 

I  suppose  one  of  the  great  tempta¬ 
tions  that  comes  to  the  pseudo-psychia¬ 
trist  (and  we  have  too  many  of  them 
with  us)  is  to  read  into  the  response- 
to-be  of  an  individual  the  same  answer 
or  reaction  to  the  stimulus  that  he 
(the  pseudo-psychiatrist)  would  exhibit 
if  confronted  with  the  same  set  of  con¬ 
ditions  or  provocations.  Indeed,  I  have 
known  individuals  to  be  called  untruth¬ 
ful  because  their  response  to  some  dra¬ 
matic  situation  did  not  evoke  the  “ex¬ 
pected  reaction.”  And  yet  it  is  doubt¬ 
ful  if  any  two  people  respond  in  quite 
the  same  way  to  similar  stimuli. 

It  is  probably  true  that  one’s  reac¬ 
tion  to  any  given  stimulus  depends 
largely  on  one’s  experience  in  earlier 
like  situations,  on  physical  and  mental 
conditions,  on  maturity  or  lack  of  it, 
and  on  other  intangible  “conditioning” 
of  body,  mind,  and  spirit.  And  it  would 
be  as  rare  as  like  fingerprints  for  any 
two  people  to  have  like  totals  of  these 
conditions.  .  .  . 

SO— because  I  am  not  a  psychia¬ 
trist,  and  would  not  want  to  be  in¬ 
cluded  among  the  pseudos — I  make 
this  statement  for  myself  only:  Memory 
seems  to  have  a  happy  way  of  bring¬ 
ing  back  only  the  pleasant  and  the 
good — and  of  glossing  over  or  forget¬ 
ting  the  unhappiness  (or  the  wrong) 
that  may  once  have  been  associated 
with  conditions,  stimuli,  or  acts.  Thus 
memory  (in  general)  ministers  to  me 
wholesomely,  and  helps  keep  me  well. 

While  I  am  asserting  this  for  myself 
only,  I  cannot  but  feel  I  have  company 
— and  perhaps  large  company — on  my 
side.  Otherwise,  how  would  so  many 
people  be  so  assured  that  the  days 
past  were  “good  old  days?”  Actually, 
when  we  think  about  them,  or  read 
about  them  in  novels,  or  in  history,  or 
in  diaries,  were  our  fears  and  frustra¬ 
tions  any  less  then  than  today?  But 
(for  me  at  least)  memory  exercises  a 
kindly,  and  forgetting  and  even  a  for¬ 
giving  ministry. 

Now  I  am  equally  sure  (from  all  I 
read  and  hear)  that  there  are  other 
persons  to  whom  memory  brings  back 
mostly  the  unhappy,  the  sad,  and  the 
frustrating  experiences  of  past  years. 
Many  “dwell”  on  these — whether  real 
or  imaginary  incidents — to  the  point 
of  obsession  and  sometimes  to  total 
mental  derangement.  The  wrong  and 
the  evil  are  remembered,  even  exag¬ 
gerated;  the  good,  and  the  pleasant, 
and  the  happy  are  forgotten,  ignored, 
or  at  least  minimized.  Perhaps  most 
of  us  (  at  least  I  for  one)  do  not  ex¬ 
perience  this  opposite  pole  to  which 
memory  can  lead  us:  but  I  am  sure  it 
is  very  real  to  many  people.  Such 
memory  can  be  the  mother  of  frus¬ 
tration,  illness,  despondency,  crime.  It 
might  be  called  an  evil  ministry — or  a 
ministry  of  evil. 

I  have  no  statistics,  but  I  doubt 
there  is  any  church  or  any  other  as¬ 
sembly  of  people  that  does  not  have 
both  individuals  with  happy  memories 
and  those  with  regretful-sorrowful 
memories.  It  is  more  than  born  opti¬ 
mists  and  born  pessimists.  It  is  not 
those  who  have  and  those  who  have 
not  been  fortunate  or  lucky.  Nor  is  it 


Last  week  I  promised  to  say  some¬ 
thing  about  the  developments  with  re¬ 
gard  to  the  delay  which  has  now  taken 
place  in  the  progress  of  the  Anglican- 
Methodist  Conversations.  Briefly,  I  can 
remind  you  that  when  the  Commis¬ 
sion,  which  is  charged  with  the  clari¬ 
fication  of  questions  in  this  huge  unity 
scheme  between  the  Methodist  Church 
in  Britain,  and  the  Church  of  England, 
met,  it  was  forced  to  a  deferment. 

The  meaning  of  this  delay  is  clear 
enough.  It  is  evident  that  when  the 
Commission  which  had  to  clarify  im¬ 
portant  questions  about  the  nature  of 
ordination,  and  the  whole  debate  about 
the  place  of  the  episcopacy  really  got 
down  to  its  work,  the  answers  would 
not  be  easy.  Nor  would  they  be  easily 


happenstance.  It  may  be  a  matter  of 
temperament  —  but  what  is  tempera¬ 
ment?  Does  it  grow  from  conditions 
outside  oneself  or  within  oneself?  Are 
there  ways  of  training  (say  from  youth 
up)  an  individual  so  that  he  will  have 
and  hold  happy  memories? 

It  seems  to  me — again  without  in¬ 
terfering  in  the  psychiatrist’s  uncer¬ 
tain  realm— that  the  giving  of  thanks 
for  the  good  (which  in  every  life  out- 
weights  the  unhappy  and  evil)  is  a 
sine  qua  non  for  happy  memories.  Also 
there  are  those  whose  experiences 
prompt  them  to  say,  “There  is  no  un¬ 
happy  experience  on  the  circumference 
of  which  there  is  not  good  to  be  found 


WHERE  THE  HIND  END  IS* 

The  inquisitive  passenger,  on  the 
rear  platform  of  the  long  train  snak¬ 
ing  its  way  along  the  French  Broad 
River  (in  North  Carolina),  was  puz¬ 
zled  by  the  occasional  round  white 
signs  with  black  figures.  They  were 
not  mile-posts,  because  they  were  al¬ 
ways  the  same  series — 100,  125,  150 
— and  not  speed  limit  signs,  because 
on  that  line  no  engineer  could  make 
100  miles  an  hour  and  live. 

So  the  passenger  asked  the  flag¬ 
man:  “What  are  those  figures?” 

“Car-lengths,”  the  flagman  an¬ 
swered.  “That  means  so  many  car 
lengths  to  the  switch.  If  it’s  a  long 
train  the  engineer  can’t  see  all  of  it 
at  once,  around  these  corners.  But  he 
knows  how  many  cars  he’s  got  in  his 
train  and  the  signs  tell  him  whether 
the  last  car  is  out  of  the  siding  or 
not.  The  engineer’s  got  to  know  where 
his  hind  end  is.” 


acceptable. 

It  is,  of  course,  easy  to  sneer  at 
the  theologians,  who  appear  to  make 
heavy  weather  of  the  simple  proposi¬ 
tion  that  all  Christians  should  present 
a  united  front  to  the  paganism  of  to¬ 
day.  But  it  is,  after  all,  not  quite  so 
simple  as  all  that.  Behind  the  major 
questions  in  the  Conversations  there  is 
history  of  division  because  of  convic¬ 
tion.  The  defenders  of  the  so-called 
“ambiguity”  position  are  being  pressed 
to  be  more  definite.  And  the  principal 
anxiety  is  to  have  clarified  precisely 
what  is  meant  by  the  Service  of  Recon¬ 
ciliation.  If  it  really  amounts  to  re¬ 
ordination  to  Methodists,  then  it  would 
be  clearly  unacceptable.  And  those 
who  are  most  nervous  are  not  reas- 


—  strength,  and  hope,  and  mastery 
growing  out  of  the  experience.” 
“Think  on  these  things,  and  be  thank¬ 
ful.” 

The  occasions  for  thankfulness  are 
so  more  numerous  than  those  for  sor¬ 
row  that  we  are  apt  to  take  the  former 
for  granted,  unnoticed.  Yet  if,  at  the 
evening  meal,  or  at  a  Sabbath  meal, 
the  gathered  family  will  “count  its 
blessings  one  by  one” — its  blessings, 
for  example,  in  this  age  of  widening 
horizons — and  give  thanks  to  God  for 
“his  wonderful  works  for  the  children 
of  men”  and  especially  to  this  family, 
grateful  memories  of  good  can  become 
the  heritage  of  every  child  and  adult, 
t 


by  Charles  A.  Stuck/Lay  Evangelist 


“Oh,”  said  the  inquiring  passenger, 
and  fell  to  thinking. 

The  minister  must  know  where  his 
congregation’s  hind  end  is.  The  saints 
are  right  up  there  in  the  front  of  the 
gospel  train;  handsome  refrigerator 
cars,  some  of  them,  beautifully  lined 
cars  for  the  furniture  trade,  built  for 
red-ball  freight  trains.  But  away  back 
are  some  cars  the  minister  can’t  al¬ 
ways  see,  bumping  along  still  in  the 
siding.  They  haven’t  made  the  switch, 
and  they  won’t  make  it  if  the  preacher 
pulls  too  fast. 

Be  careful,  you  up  there  in  the 
cab!  The  track  looks  clear,  the  light 
is  green,  all  the  cars  you  can  see  are 
lined  up  behind  you.  But  around  the 
bend  is  the  rest  of  the  train.  Better 
be  sure  you  know  where  your  hind 
end  is  before  you  put  on  too  much 
speed. 

You  can  go  roaring  down  the  thin- 
aired  theological  track,  but  your  box¬ 
cars  back  in  the  rear  end  may  still  be 


sured  by  either  the  apparent  or,  in 
places,  the  deliberate  ambiguity  on  this 
point. 

In  fairness  to  the  Methodist  side, 

I  think  it  also  must  be  said  that  this 
time  it  is  clearly  the  Anglicans  who 
have  held  up  the  proceedings.  This  is 
partly  due  to  the  fact  that  they  lack 
the  Connexional  organisation  we  have 
in  Methodism.  With  a  large  number  of 
dioceses,  all  of  which  are,  to  all  in¬ 
tents  and  purposes,  autonomous,  they 
find  it  more  difficult  to  come  to  a  com¬ 
mon  conclusion  as  quickly  as  the  Con¬ 
ference  of  the  Methodist  Church.  (This 
in  itself  is  an  interesting  factor  when 
we  remember  the  number  of  critics  of 
the  Methodist  Conference,  who  are  al¬ 
ways  telling  us  how  ponderous  it  is!) 

What  is  becoming  clear  is  that  this, 
at  least,  will  give  a  breathing  space 
to  those  conscientious  men  and  wom¬ 
en  who  so  far  have  not  been  able  to 
support  the  scheme,  and  who  may  now 
feel  that  they  are  not  being  rushed 
unduly. 

It  is  also  becoming  clear  that  here 
is  an  opportunity  to  reassess  the  role 
of  Methodism,  and  show  what  its  vi¬ 
tality  can  mean  to  the  church  we  hope 
and  believe  may  yet  come  into  being. 

The  leading  article  in  the  “Method¬ 
ist  Recorder”  of  Sept.  14,  stated  “Per¬ 
haps  the  best  way  in  which  the  Church 
can  serve  her  Lord  at  this  time  is  to 
develop  in  depth  just  those  particular 
contributions  we  have  believed  we  can 
make  to  the  Church  as  a  whole. 

“The  concept  of  the  priesthood  of 
all  believers  as  a  practical  realisation 
of  the  “laos” — the  people  of  God — in 
action  is  one  gift  which  needs  to  be 
developed  in  the  coming  days  .  .  .  the 
emphasis  upon  evangelism,  never  far 
beneath  the  surface  of  the  Methodist 
consciousness,  is  another  emphasis 
which  is  needed.” 

In  other  words,  one  of  the  imme¬ 
diate  tasks  which  Methodism  in  Britain 
should  set  herself  is  the  full  realisa¬ 
tion  of  her  potential.  Only  so  can  a 
real  new  birth  come  to  the  church 
as  a  whole  when  these  theological 
niceties  are  ironed  out. 

It  is  interesting  that  already,  just 
after  next  Easter,  there  is  to  be  a  great 
gathering  of  Anglicans  and  Methodists 
at  Keele  University,  one  of  the  new 
Midland  Universities.  One  hundred  and 
fifty  Methodists,  and  the  same  number 
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in  the  sidetrack  of  a  high  school  edu¬ 
cation  where  they  don’t  use  big  words. 

On  the  Ethical  Line,  also,  you  may 
be  a  long  way  ahead  of  the  rear  cars. 
You  may  be  preaching  away  at  social 
issues  when  your  rear  end  hasn’t  faced 
Personal  Issues  yet. 

You  may  be  discussing  the  tempta¬ 
tions  of  sheltered  specialists  like  your¬ 
self,  while  away  back  there,  out  of 
your  sight,  your  businessmen  and 
young  people  are  in  the  midst  of  temp¬ 
tations  you  consider  too  gross  to  men¬ 
tion. 

It  is  a  temptation  to  cut  loose.  The 
hind  end  slows  up  the  train.  But  the 
engineer  is  just  as  responsible  for  one 
end  as  the  other.  It’s  all  part  of  the 
train.  And  if,  in  a  hurry  to  get  down 
the  track,  he  cuts  his  train  in  two, 
he  is  leaving  behind  the  makings  of  a 
first-class  wreck. 

—♦Copied  from  CHRISTIANITY 
TODAY,  May  12,  1967. 
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'PaM&ULm*, 

by  Barbara  L.  Mulkey 


The  term  “teen-ager”  and  all  that  it  stands  for,  is  often  an 
expression  of  complete  misunderstanding,  or  at  least  a  plea  for 
help,  (especially  when  coupled  with  the  term  “vacation”).  But  not 
always.  .  .  . 

AT  OUR  HOUSE 


We  love  songs  that  rock  and  roll, 

We  love  tunes  that  bounce 
Because  we  love  our  gay  young  man 
Every  teen-age  ounce. 

— by  Anna  Nash  Yarbrough 

t 

OUR  HOUSE 

OUR  HOUSE  was  all  in  order  and  we  were  filled  with  glee 
For  vacation  time  was  here,  and  we  expected  company. 

The  moment  of  arrival  finally  came  about, 

The  car  pulled  in  the  drive,  and  they  were  greeted  with  a  shout. 


OUR  HOUSE  was  filled  with  warmness,  only  girls  can  bring, 

Its  old  walls  fairly  creaked  from  the  extra  load  of  “things.” 
Records  for  the  record  player,  rollers  for  the  hair, 

The  little  ones  brought  their  dolls  and  other  treasures  rare. 

OUR  HOUSE  buzzed  with  excitement,  and  talk  of  new  found  friends 
Then  sighed  as  they  quieted  briefly,  writing  letters  to  be  sent. 

And  we  were  privileged  to  glimpse,  very  fleetingly 
The  mystic  land  of  make  believe,  only  the  young  can  see. 


OUR  HOUSE  has  settled  back  now,  to  the  way  it  was  before. 
Though  there  are  still  forgotten  curlers  scattered  on  the  floor. 
Memories  of  the  little  ones,  playing  in  the  sand, 

The  special  bird-nest  in  the  tree,  made  by  busy  hands. 

OUR  HOUSE  seems  very  quiet  as  we  go  about  our  chores, 

No  shrieks  of  childish  laughter,  or  slamming  of  the  doors. 

We  can  hear  our  footsteps  echo,  as  we  wander  through  each  room, 
We  miss  the  sleepy  greeting  that  made  the  mornings  bloom. 


OUR  HOUSE  seems  so  much  richer,  having  shared  just  for  a  time 
All  the  sounds  of  growing  up,  the  noisy  and  sublime. 

It  waits  with  patient  tirelessness,  as  only  the  aged  can  do, 

For  vacation  time  will  come  again  and  the  girls  will  come  back  too. 

— by  Reda  Monk 

t 


"Think  on  these  things" 


Go  placidly  amid  the  noise  and 
haste,  and  remember  what  peace  there 
may  be  in  silence.  As  far  as  possible 
without  surrender  be  on  good  terms 
with  all  persons.  Speak  your  truth  quiet¬ 
ly  and  clearly;  and  listen  to  others, 
even  the  dull  and  ignorant;  they  too 
have  their  story. 

Avoid  loud  and  Aggressive  persons, 
they  are  vexations  to  the  spirit.  If  you 
compare  yourself  with  others,  you  may 
become  vain  and  bitter,  for  always 
there  will  be  greater  and  lesser  per¬ 
sons  than  yourself.  Enjoy  your  achieve¬ 
ments  as  well  as  your  plans. 

Keep  interested  in  your  own  career, 
however  humble,  it  is  a  real  possession 
in  the  changing  fortunes  of  time.  Ex¬ 
ercise  caution  in  your  business  affairs; 
for  the  world  is  full  of  trickery.  But 
let  this  not  blind  you  to  what  virtue 
there  is;  many  persons  strive  for  high 
ideals;  and  everywhere  life  is  full  of 
heroism. 

Be  yourself.  Especially,  do  not  feign 
affection.  Neither  be  cynical  about 
love,  for  m  the  face  of  all  aridity  and 


disenchantment  it  is  perennial  as  the 
grass. 

Take  kindly  the  counsel  of  the  years, 
gracefully  surrendering  the  things  of 
youth.  Nurture  strength  of  spirit  to 
shield  you  in  sudden  misfortune.  But 
do  not  distress  yourself  With  imagin¬ 
ings.  Many  fears  are  bom  of  fatigue 
and  loneliness.  Beyond  a  wholesome 
discipline,  be  gentle  with  yourself. 

You  are  a  child  of  the  universe, 
no  less  than  the  trees  and  the  stars; 
you  have  a  right  to  be  here.  And 
whether  or  not  it  is  clear  to  you,  no 
doubt  the  universe  is  unfolding  as  it 
should. 

Therefore  be  at  peace  with  God, 
whatever  you  conceive  Him  to  be,  and 
whatever  your  labors  and  aspirations, 
in  the  noisy  confusion  of  life  keep 
peace  with  your  soul. 

With  all  its  sham,  drudgery  and 
broken  dreams,  it  is  still  a  beautiful 
world.  Be  careful.  Strive  to  be  happy. 

Found  in  Old  Saint  Paul’s  Church, 
Baltimore,  dated  1692. 


Qook 

by  Alfred  A.  Knox  ^ei/iews 


Harvey  Cox,  ON  NOT  LEAVING 
IT  TO  THE  SNAKE,  $4.95,  Macmil¬ 
lan.  174  pp. 

This  new  book  by  the  author  of 
The  Secular  City  calls  on  modern  man 
to  face  up  to  his  responsibility  for 
making  decisions,  not  even  leaving  it 
to  the  church  to  tell  him  what  is  right 
and  wrong  in  his  own  life.  He  says 
that  Adam  and  Eve  passed  the  buck 
to  the  snake,  and  that  modem  man 
leaves  many  of  his  decisions  to  habit. 
He  says,  “The  doctrine  of  original  sin 
gives  us  some  comfort  by  suggesting 
that  we  had  two  strikes  against  us  be¬ 
fore  we  began.” 

Indicating  that  he  does  not  believe 
man  is  to  find  his  answer  in  either 
his  church  or  his  Bible,  the  Harvard 
Divinity  School  sociology  professor 
seeks  to  establish  himself  as  a  the¬ 
ologian  and  finds  the  water  a  little  too 
deep  for  him.  He  lends  aid  and  com¬ 
fort  to  both  the  “death  of  God”  and 
the  “situation  ethics”  movements  but 
does  not  move  substantially  beyond 
either. 

One  of  his  best  chapters  is  the  one 
dealing  with  Marshall  McLuhan  and 
the  communications  crisis  of  our  time. 
The  weakest  section  is  that  in  which 
Dr.  Cox  seeks  to  argue  that  some  of 
the  most  significant  contributions  to 
contemporary  theology  are  being  made 
in  Communist  East  Germany  and  that 
Christianity’s  greatest  need  is  for  a  con¬ 
tinuing  dialogue  with  Marxism. 

We  feel  that  one  of  the  emphases 
of  the  book  that  needs  much  more  dis¬ 
cussion  than  it  received  is  the  position 
that  what  the  church  needs  more  than 
anything  else  is  a  message  of  hope  in 
our  day.  He  says,  “Hope  rather  than 


belief  may  become  the  category 
through  which  we  think  as  men  of 
faith.” 

Emphasizing  the  hope  that  the 
Marxist  feels  for  the  future,  Cox 
says,  in  his  chapter  on  “Let’s  End  the 
viable  Christian  doctrine  of  God  to¬ 
day  must  make  man  more  responsible 
for  history  than  Marxism  does.  In  fact 
this,  to  my  mind,  is  a  decisive  test  of 
the  adequacy  of  the  doctrine  for  our 
time.” 

Discussing  “Where  is  the  Church 
Going  and  How  Will  It  Get  There?” 
the  author  says,  “  ‘Where  is  the  church 
going?’  can  be  answered  best  by  say¬ 
ing  that  it  is  going  away  from  a  society 
in  which  it  has  to  play  the  role  of 
moral  instructor  and  symbolic  cement 
for  the  entire  culture.  It  is  moving 
now  toward  a  new  period  in  which  the 
church  will  be  a  minority  in  Diaspora.” 
He  points  out  that  this  will  relieve  the 
church  of  many  of  the  “onerous  tasks” 
it  has  had  to  perform,  but  that  it  will 
also  take  away  many  of  the  privileges 
it  has  enjoyed. 

Cox  makes  a  strong  point  of  the 
fact  that  the  church  in  the  future  will 
have  to  have  an  important  political 
dimension.  He  says,  “We  are  discover¬ 
ing  that  renewal  of  the  church  happens 
only  when  the  church  resumes  political 
apostolate  .  .  .  Future  church  histor¬ 
ians  will  certainly  note  that  the  major 
religious  figures  of  our  era,  the  saints 
of  the  twentieth  century,  achieved  their 
sainthood  mainly  in  political  obedi¬ 
ence.” 

This  book  will  not  achieve  the  sig¬ 
nificance  of  The  Secular  City,  but  it 
will  be  widely  read  and  discussed.  A 
must  for  the  preacher’s  bookshelf. 


“You’d  stand  on  one  foot,  too, 
if  the  preacher  had  gotten  on  your  toes 
like  he  did  mine." 


by  Gene  Herrington 
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A  Report  from 
New  Orleans 
Inner  City  Parish 

by  the  Rev.  Rupert  D.  Coles 

One  of  the  realities  we  face  in  the 
Inner  City  is  the  gamut  of  human  emo¬ 
tion  with  which  people  must  live. 
Feelings  range  from  apathy  to  aggres¬ 
sive  determination  to  excell,  from 
kindness  to  hostility,  from  helpfulness 
to  destructiveness.  And  each  feeling 
points  to  some  living  condition  among 
the  people  which  has  resulted  in  this 
feeling. 

Living  conditions  in  the  Inner  City 
often  are  so  different  to  the  conditions 
which  we  enjoy  that  we  may  fail  to 
understand  their  import.  For  example, 
we  may  have  difficulty  appreciating 
the  problems  which  congested  living 
conditions  of  public  housing  creates. 
An  automobile  accident  involving  the 
death  of  a  nine-year-old  Negro  girl  in- 
the  Desire  housing  project  brought 
hundreds  of  spectators,  mostly  chil¬ 
dren,  to  the  scene.  Understandably  the 
police  had  difficulty  maintaining  or¬ 
der.  Children  were  crowding  around, 
interfering  with  the  work  of  the  coro¬ 
ner  and  other  officials.  The  police  had 
to  get  pretty  tough  to  keep  the  peo¬ 
ple  in  line.  The  point  of  this  story  is 
that  because  of  crowded  and  other 
undesirable  conditions  people  who 
live  in  the  Inner  City  see  the  worst 
of  the  police. 

Another  example  of  problems  faced 
by  Inner  City  children  concern  public 
education.  Inner  City  children  face 
many  difficulties  in  obtaining  an  edu¬ 


cation.  Their  home  background  usual¬ 
ly  is  not  one  which  offers  much  help 
academically.  Parents  are  unable  to 
give  much  help  with  lessons.  Home 
conditions  are  unfavorable  to  develop¬ 
ment  of  good  study  habits.  In  addition, 
integration  is  more  pronounced  in  the 
Inner  City.  Problems  within  the  pub¬ 
lic  schools  in  these  areas  are  more 
uncontrollable.  Discipline  is  hard  to 
maintain.  Children  are  less  manage¬ 
able. 

Life  in  the  Inner  City  is  different 
from  elsewhere,  as  the  two  illustrations 
above  were  intended  to  show.  We  who 
live  elsewhere  may  not  know  these 
realities,  since  we  have  not  experienced 
them.  But  they  are  there,  affecting  the 
lives  of  thousands  of  people — people 
whose  responsibility  the  church  must 
take  to  heart. 

t 

MISS  VIRGIE  EVANS,  teacher  in  the 
Mangham  Schools,  showed  slides  and 
told  of  her  trip  to  Europe  this  summer, 
at  the  Sept.  11  meeting  of  Mangham 
Methodist  Men.  Buddy  Jones  is  presi¬ 
dent  of  the  group;  Bob  Bell  is  the  pro¬ 
gram  chairman.  The  Rev.  Hugh  Dunn, 
Jr.  is  the  minister. 

t 

THE  MOORINGSPORT  Church  de¬ 
dicated  75  new  hymnals  at  the  Sunday 
morning  worship  service,  Sept.  24. 
These  books  were  purchased  with 
monetary  gifts  in  memory  of  A.  G. 
(Tag)  Colgein,  Jr.  of  Houston,  Texas. 
Tag  was  the  son  of  Mr.  and  Mrs.  A. 
G.  Colgin  of  Mooringsport.  The  Rev. 
Edwin  A.  Keasler  is  the  pastor. 
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DEDICATION 

of  the  new  R.  W.  Vaughan  Cot¬ 
tage,  at  Methodist  Children’s 
Home,  Ruston,  will  be  held  at 
2:00  p.m.  Sunday,  October  15th. 

The  general  public  is  invited. 
The  Home  will  not  be  able  to 
serve  lunch  to  guests  as  it  has 
previously  done  on  Hospital- 
Home  Steward’s  Day.  However, 
for  any  who  wish  to  bring  lunch, 
a  place  to  eat  and  coffee  will  be 
provided. 


THE  DOWNSVILLE  Woman’s  So¬ 
ciety  is  supplying  a  box  of  staple  gro¬ 
ceries  for  the  Wesley  Foundation  at 
Louisiana  Tech  in  Ruston.  Nine 
young  people  of  the  Downsville 
Church  are  attending  Tech.  Mrs. 
Frank  Ballard  is  WSCS  president. 


The  Rev.  Terral  T.  Lowe,  pastor 
at  Cotton  Valley,  delivers  75- 
dozen  eggs  donated  to  Methodist 
Children’s  Home  by  F.  M.  Hil- 
burn  of  that  church.  Such  gifts 
are  deeply  appreciated  at  the 
Home. 


This  group  of  staff  members  at  Methodist  Children's  Home  volunteered  to 
help  prepare  invitations  to  dedication  for  mailing.  The  big  job  of  address¬ 
ing  and  packaging  most  publicity  materials  falls  on  William  B.  Farmer, 
bookkeeper  and  secretary  to  Superintendent  Ezell.  Mr.  Farmer  joined  the 
staff  in  August  of  1960,  after  twenty  years  of  service  in  the  United  States 
Air  Force. 


You  can  help! 

We  here  in  Louisiana  are  privileged 
again  this  year  to  make  Halloween  a 
time  to  reach  out  to  the  underprivi¬ 
leged  children  of  the  world.  The  Unit¬ 
ed  Nations  International  Emergency 
Children’s  Fund  (UNICEF),  since 
World  War  II,  has  brought  help  and 
desperately  needed  medicines  and  food 
to  the  children  of  120  countries. 

Three  out  of  four  of  all  the  world’s 
children  live  in  the  underdeveloped 
regions  of  Africa,  Latin  America, 
Asia,  and  the  Middle  East.  Of  these 
800  million  children,  600  million 
fight  for  survival  at  or  below  a  bare 
subsistance  level,  weakened  by  mal¬ 
nutrition,  plagued  by  mass  diseases. 

There  is  no  greater  service  that 
Christian  people  can  render  than  that 
of  helping  these  children:  We  as  Lou¬ 
isiana  Methodists  may  participate  in 
this  project  this  Hallowe’en  with  the 
UNICEF  Trick  or  Treat  program.  It 
is  a  truly  significant  and  direct  way 
in  which  the  children  and  youth  di¬ 
visions  of  your  churches  can  perform 
a  real  service  to  children  in  need. 

All  workers  with  children  and  youth 
are  urged  to  have  their  departments 
participate  in  this  program.  Here  is 
the  way  to  go  about  it.  Order  from: 


United  States  Committee  for  UNICEF 
P.  O.  Box  1618 
Church  Street  Station 
New  York,  New  York, 

10008 

They  will  send  you  absolutely  free 
all  the  Trick  or  Treat  supplies  you 
need  to  carry  out  this  program  with 
the  children  of  your  church.  This  will 
include  the  number  of  containers- 
needed,  the  display  material,  the 
stickers,  the  posters,  and  the  promo¬ 
tion  kit.  Do  not  forget  to  specify  the 
number  of  containers  needed  .  .  .  one 
for  each  child  who  will  participate. 

If  you  need  additional  information, 
write'  Mrs.  Charles  Goodyear,  Jr., 
1218  Founders  Drive,  Bogalusa, 
La.  70429,  Louisiana  UNICEF, 
t 


Off  to  help  needy  children. 
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Hospital  administrator  from 

India  speaks  at  Munholland 


The  Methodist  Men  of 
Christ's  Methodist  Church, 
Shreveport,  held  their 
first  meeting  of  the  con¬ 
ference  year  this  month. 
42  men  enjoyed  a  deli¬ 
cious  boiled  shrimp  sup¬ 
per.  Cecil  Bland  of  the 
Area  Council  was  speak¬ 
er.  The  Rev.  Oscar 
Cloyd  is  pastor. 


Left  to  right:  the  Rev.  Q.  C. 

Roberts,  Jr.,  Munholland  asso¬ 
ciate  minister;  Mr.  Ayappa;  Dr. 

A.  W.  Townsend,  Jr.,  pastor. 

Munholland  Memorial  Methodist 
Church  had  as  its  speaker  for  morn¬ 
ing  services  of  September  17th,  the 
administrator  of  Ellen  Thobum  Cowan 
Memorial  Hospital  in  Kolar,  India, 
Mr.  John  W.  Ayappa.  His  wife  is  a 
graduate  nurse,  and  they  have  three 
children. 

In  the  United  States  to  attend  meet¬ 
ings  of  the  American  Hospital  Asso¬ 
ciation  and  the  International  Federa¬ 
tion  of  Hospitals  Congress  in  Chicago, 
Mr.  Ayappa  received  his  M.B.A.  De¬ 
gree  in  Hospital  Administration  from 
the  University  of  Chicago  some  years 
ago.  His  internship  was  served  in  Des 
Moines,  Iowa. 

Positions  under  Mr.  Ayappa’s  di¬ 
rection  include: 

Administrative  Consultant  for  the 
Methodist  Hospitals  in  the  South  In¬ 
dia  Conference  (Holston  Hospital  in 
Yadgiri  and  the  Methodist  Hospital 
in  Bidar);  treasurer  for  the  All  India 
Methodist  Medical  Council,  which  ad¬ 
ministers  the  funds  for  the  Method¬ 
ist  Medical  Scholarship  Committee; 
member  of  the  Indian  Hospital  Asso¬ 
ciation;  Executive  Committee  member 
for  the  Christian  Medical  Association 
of  India. 

Mr.  Ayappa  is  an  active  layman  in 
his  local  Methodist  Church  where  he 
is  chairman  of  the  Finance  Committee 
and  chairman  of  the  New  Church 
Building  Fund  Committee. 

t 

Centenary  Freshman 
awarded  National 
Methodist  Scholarship 

Eleanor  Elizabeth  Finley,  a  fresh¬ 
man  at  Centenary  College,  has  been 
awarded  a  National  Methodist  Schol¬ 
arship  by  the  Board  of  Education  of 
The  Methodist  Church.  Miss  Finley 
is  the  daughter  of  Mr.  and  Mrs.  J.  A. 
Finley  of  Crowley,  La. 

National  Methodist  Scholarship 
Awards  cover  tuition  and  fees  up  to 
$500  and  are  granted  on  the  basis  of 
superior  academic  standing,  leadership 
ability,  active  churchmanship,  charac¬ 
ter,  personality  and  need. 

Funds  for  the  support  of  National 
Methodist  Scholarships  are  received 
from  local  Methodist  churches  on  the 
basis  of  a  church-wide  offering  on 
Methodist  Student  Day,  the  second 
Sunday  in  June. 

Miss  Finley  is  a  1967  graduate  of 
Crowley  High  where  she  served  on 
the  student  council,  homecoming  court, 
cheerleader  and  the  National  Honor 
Society.  The  Finleys  are  members  of 
First  Methodist  Church. 


57  FEATURES  ...  8  GREAT  DEPARTMENTS  MAKE— 

THE  NEW  CHAIN-REFERENCE  BIBLE 

FOURTH  IMPROVED  EDITION 
Truly  a  Bible  PLUS  a  Biblical  Library  in  ONE  Volume 


EDITED  BY  REV.  F.  C.  THOMPSON,  D.D.,  Ph.D. 


READ  WHAT  OTHERS  SAY: 

Justice  Glenn  Terrell,  Former  Chief  Justice  of  the 
Supreme  Court  of  Florida:  "The  inscription  over  the 
entrance  to  the  Graduate  School  Bldg,  of  the  Florida 
State  University  in  Tallahassee,  Florida,  is: 

‘The  Half  of  Knowledge  Is  to  Know  Where  to 
Find  Knowledge.’ 

The  New  Chain  Reference  Bible  is  the  ‘Where*  to 
find  the  fullest  spiritual  truths  and  to  gain  the  most 
complete  knowledge  of  the  Bible  in  the  easiest  way. 
For  the  past  two  years  I  have  used  the  New  Chain 
Reference  Bible  and  I  have  found  it  the  best  of  them 
all."  Dr.  V.  R.  Edman:  “The  New  Chain  Reference 
Bible  is  a  most  valuable  help  to  me  in  searching  the 
Scriptures  as  well  as  in  devotional  reading.  Study 
therein  is  most  rewarding."  Dr.  Harold  J.  Ockenga: 
"The  New  Chain  Reference  Bible  is  splendid.  For  the 
new  Christian  or  for  one  who  has  studied  the  Bible 
for  forty  years,  the  helps  are  time-saving  and  of 
great  assistance.  It  is  truly  a  Bible  that  should  be 
in  every  home.”  Dr.  Duke  K.  McCall:  ‘‘The  New 


Chain  Reference  Bible  not  only  provides  a  wealth  of 
useful  helps  for  Bible  study  but  also  provides  them 
in  a  form  which  makes  them  accessible  to  the  user. 
For  the  most  usable  and  time-saving  helps,  I  suggest 
that  one  carefully  examines  this  Bible  before  buying 
any  other.”  Dr.  Paul  S.  Rees:  “For  sheer  helpful¬ 
ness,  the  New  Chain  Reference  Bible  is  a  jewel.  It 
is  a  pleasure  to  commend  it  to  all  lovers  of  the 
Scriptures.”  Dr.  Edward  L.  R.  El  son :  “For  twenty- 
five  years,  I  have  used  the  New  Chain  Reference 
Bible  as  my  study  and  devotional  Bible.  As  an  aid  to 
Biblical  study  and  homiletical  effort,  it  has  always 
been  at  my  right  hand.  For  the  preacher,  teacher 
and  student  of  the  Bible,  it  is  unsurpassed."  Dr.  J. 
C.  McPheeters:  "I  regard  the  New  Chain  Reference 
Bible  as  the  best  Bible  published  with  special  helps 
to  guide  the  student  in  Bible  study."  Dr.  Bob  Jones, 
Sr.:  “You  will  do  any  man  a  great  favor  by  putting 
this  Bible  in  his  hands.  I  wish  I  could  influence 
every  Christian  to  purchase  one  of  these  Bibles.” 


Rapidly  Replacing  Other  Bibles  — Has  So  Many  More  New  Helps! 


1.  Unique  chart  showing  Origin  and  Growth  of  the 
English  Bible. 

2.  The  Outline  Studies  of  Bible  Periods,  comparing 
Biblical  History  with  Contemporary  Secular  History. 

3.  The  Analysis  of  the  Bible  as  a  Whole. 

4.  The  Analysis  of  each  of  the  66  Books  of  the  Bible. 

5.  The  Analysis  of  every  Chapter  of  the  New  Testa¬ 
ment. 

6.  The  Analysis  of  the  Verses  of  the  entire  Bible. 

7.  The  Numerical  Chain  Reference  System. 

8.  Special  Analysis  of  the  Important  Bible  Characters. 

9.  Contrast  between  the  Old  and  New  Testaments. 

10.  The  Topical  Treasury.  New  Topics  for  Prayer 
Meetings,  Men’s,  Women’s,  Young  People’s  Meetings,  etc. 

11.  Special  Bible  Readings  for  private  devotions  and 
public  services.  New  and  different  subjects. 

12.  Bible  Harmonies  of  the  Lives  of  Moses  and  PauL 

13.  Special  Portraits  of  Jesus. 

14.  Chart  of  the  Messianic  Stars. 

15.  Chart  showing  cause  of  the  Babylonian  Captivity. 

16.  Chart  of  the  Temple  of  Truth,  illustrating  the 
Sermon  on  the  Mount. 

17.  Chart  of  Jesus’  Hours  on  the  Cross. 

18.  The  Christian  Workers'  Outfit.  Of  Special  value  to 
soul  winners. 

19.  All  Prominent  Bible  Characters  Classified,  listing 
the  Patriarchs,  Leaders  in  Early  Hebrew  History,  etc. 

20.  Golden  Chapters  of  the  Bible. 

21.  A  Complete  General  Index  of  over  seven  thousand 
topics,  names,  and  places. 

22.  Special  Memory  Verses  selected  from  each  Book  of 
the  Bible. 

23.  Chart  showing  Seven  Editions  of  Divine  Law. 

24.  Graph  of  the  Prodigal  Son. 

25.  Bible  Mnemonics,  or  how  to  memorize. 

26.  The  Principles  and  Best  Methods  of  Bible  study. 

27.  Pictorial  Hlustration  of  the  River  of  Inspiration. 

28.  Bible  Markings,  Explaining  best  methods  of  mark¬ 
ing  one’s  Bible. 

29.  Concordance. 

80.  Atlas  of  12  colored  maps  with  index. 

Other  Features  in  Text  Cyclopedia 

31.  Topical  Study  of  the  Bible.  Correlated  Scriptures 
printed  out  in  full  under  2467  topics  and  sub-topics. 
Three  times  as  many  as  in  any  other  Bible. 

32.  Contrast  Study  of  Great  Truths  of  the  Bible.  En¬ 
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by  Jaroslav  Pelikan 


History  has  a  way  of  playing  tricks 
on  all  of  us.  To  mention  two  examples 
from  political  history,  in  the  days  of 
Abraham  Lincoln  and  of  Theodore 
Roosevelt  the  Republicans  were  the 
party  accused  of  asserting  the  author¬ 
ity  of  the  Federal  government  at  the 
expense  of  states’  rights,  and  in  our 
own  days  the  United  States  of  Ameri¬ 
ca,  where  revolution  began,  has  been 
cast  in  the  role  of  patron  of  colonial¬ 
ism. 

The  history  of  Christianity,  too,  is 
filled  with  ironic  twists,  not  the  least 
of  which  is  what  has  happened  to  the 
Protestant  Reformation  since  the  six¬ 
teenth  century.  Hailed  by  its  sup¬ 
porters  and  lamented  by  its  detractors 
as  an  innovation  in  the  life  and  teach¬ 
ing  of  the  church,  it  now  appears  quite 
old-fashioned  in  its  adherence  to  tra¬ 
ditional  ideas  about  the  supernatural. 

One  of  the  incessant  complaints  of 
the  Reformers  was  that  Roman  Ca¬ 
tholicism  had  erected  a  vast  ecclesi¬ 
astical  structure  over  the  simple  foun¬ 
dation  of  the  teachings  of  Jesus,  but 
after  four  centuries  and  a  half  the 
ecclesiastical  structures  of  an  institu¬ 
tional  Protestantism  are  formidable 
enough  to  call  forth  the  same  com¬ 
plaint  from  the  present-day  critics  of 
the  church.  Perhaps  the  supreme  irony 
of  all  is  that  a  movement  launched 
in  the  name  of  the  one  gospel  of  the 
one  Lord  as  the  only  ground  for  the 
unity  of  the  church  seems  to  have 
been  responsible  (in  one  way  or  an¬ 
other)  for  more  schisms  and  divisions 
than  had  occurred  during  all  the  cen¬ 
turies  before  Luther. 

Thus  it  would  seem  that  the  proper 
reaction  to  the  commemoration  of  the 
450th  anniversary  of  Luther’s  posting 
of  the  95  theses  on  October  31,  1517, 
is  a  wry  smile  at  this  comedy  of  er¬ 
rors  and  a  resolve  to  let  the  dead  past 
bury  its  dead.  Yet  such  a  reaction 
would  do  justice  to  neither  the  vital 
force  which  the  Reformation  has  con¬ 
tinued  to  be  nor  to  the  deeper  under¬ 
standing  of  its  significance  which  has 
been  made  possible  by  the  scholarly 
labors  of  historians  and  theologians 
during  the  past  two  generations. 

Even  more  than  most  other  histori¬ 
cal  events,  the  Reformation  must  be 
studied  for  what  it  meant  before  we 
may  assess  what  it  means,  just  as 
conversely  our  assessment  of  its  con¬ 
tinuing  relevance  will  help  us  to  tune 
our  antenna  to  its  historic  message. 
The  Reformation  is  both  history  and 
heritage. 

As  a  result  of  recent  study,  we  are 
in  a  position  to  see  the  religious  ques¬ 


tion  of  the  Reformation  in  the  context 
of  the  social,  political,  economic,  and 
cultural  situation  of  its  time.  We  may, 
indeed  we  must,  lament  the  break¬ 
down  of  communication  between  most 
of  the  Reformers  and  the  proletariat, 
as  well  as  their  alienation  from  the 
rise  of  modern  science.  But  historical 
research  enables  us  to  understand  a 
little  better  how  it  was  that  Luther¬ 
anism  came  to  be  identified  with  the 
conservatism  of  the  princes,  and  Cal¬ 
vinism  with  the  middle  class.  Indeed, 
some  of  the  books  now  coming  from 
Eastern  Germany,  Poland,  and  Czech¬ 
oslovakia,  while  still  Marxist  in  their 
orientation,  do  help  Western  students 
of  the  Reformation  to  avoid  an  over¬ 
simplified  explanation  of  its  history  in 
purely  religious  terms. 

At  the  same  time,  the  religious  is¬ 
sues  at  stake  in  the  sixteenth  century 
have  also  come  into  clearer  focus. 
Earlier  Protestant  accounts  often 
dwelt  on  the  moral  corruption  of  the 
late  medieval  church,  portraying  Lu¬ 
ther  as  a  latter-day  Hercules  who 
cleansed  the  Augean  stables.  Every 
responsible  scholar  today  would  insist 
that  the  basic  concern  of  Luther, 
Zwingli,  and  Calvin  was  religious  and 
not  simply  moral,  and  that  the  Refor¬ 
mation  began  as  an  effort  to  answer 
Luther’s  question:  “How  do  I  find  a 
God  who  is  gracious  to  me?”  All  the 
other  questions  of  the  moral,  liturgical, 
and  administrative  reform  of  the 
church  came  into  play  before  the  Re¬ 
formation  was  over,  but  it  was  bom 
in  a  struggle  to  find  the  meaning  of 
the  Christian  gospel. 

These  new  insights,  which  are  ac¬ 
tually  very  old,  have  been  the  fruit  of 
a  fresh  confrontation  with  the  primary 
sources.  Critical  editions  of  the  works 
of  the  major  Reformers  have  made 
their  writings  available,  and  many  of 
the  “minor”  Reformers  and  Reforma¬ 
tion  movements,  notably  the  Anabap¬ 
tists,  have  emerged  from  the  obscurity 
of  the  centuries  and  may  now  be 
studied  with  the  historical  fairness  they 
deserve. 

For  the  reader  who  cannot  cope 
with  the  original  languages,  there  are 
literally  thousands  of  pages  of  Refor¬ 
mation  sources  in  up-to-date  English 
translations,  on  the  basis  of  which  an 
interested  layman  can  leam  things 
about  the  Reformation  that  scholars 
did  not  know  a  century  ago.  For  ex¬ 
ample,  Luther’s  historic  Lectures  on 
Romans,  undiscovered  until  the  twen¬ 
tieth  century  can  now  be  studied  in 
English,  and  so  can  most  of  the  other 
important  works  of  Luther  and  Calvin. 


The  recovery  of  what  the  Reformers 
believed  and  taught  has  changed  not 
only  our  picture  of  the  past,  but  also 
our  life  and  thought  in  the  present. 
Martin  Luther  has  certainly  been  one 
of  the  most  influential  Christian  think¬ 
ers  of  the  past  fifty  years;  today  his 
voice  is  heard  throughout  the  Christian 
world.  Theologians  all  the  way  from 
Karl  Rahner  to  Paul  Tillich  have  been 
obliged  to  come  to  terms  with  the 
message  of  the  Reformation,  and  from 
it  have  come  some  of  the  most  revolu¬ 
tionary  ideas  of  our  time.  There  is 
more  to  learn  from  the  Reformation 
than  anyone  had  ever  supposed.  We 
are  still  going  to  school  in  the  class¬ 
rooms  of  Luther  and  Calvin. 

As  the  Christians  of  the  twentieth 
century  struggle  to  find  the  meaning 
of  the  word  of  God  for  an  age  that 
is  self-conscious,  almost  shrill,  in  its 
claim  to  be  secular,  they  find  them¬ 
selves  turning  to  Luther’s  doctrine  that 
a  Christian’s  tasks  “out  there”  in  the 
world  are  a  divine  vocation,  because 
the  world  is  God’s  world,  created  by 
His  love  and  redeemed  by  His  grace. 
Our  deeper  awareness  of  the  tyranny 
of  guilt  and  anxiety  over  human  exist¬ 
ence  gives  unexplained  relevance  to 
the  Reformation  doctrine  of  justifica¬ 
tion  by  faith,  which  enables  one  to 
“accept  his  acceptance”  and  to  live  in 
courage  and  hope. 

Nor  is  this  attention  to  the  Refor¬ 
mation  an  exclusively  Protestant  en¬ 
terprise.  Some  of  the  most  dramatic 
instances  of  how  the  message  of  the 
Reformation  can  erupt  into  action  have 
appeared  today  within  Roman  Cath¬ 
olicism.  It  is  possible  to  read  a  large 
part  of  the  program  of  the  Second 
Vatican  Council  as  the  response  of 
the  Roman  Catholic  Church — belated, 
alas,  by  four  centuries  or  more — to 
the  challenge  of  the  Reformers.  That 
the  layman  should  be  a  responsible 
participant  in  the  life  and  worship  of 
the  church,  not  merely  its  passive  ob¬ 
ject;  that  the  preaching  of  the  word 
of  God  should  have  a  prominent  place 
in  the  service;  that  the  church  is  pri¬ 
marily  the  pilgrim  people  of  God,  rath¬ 
er  than  a  legally  structured  organiza¬ 
tion;  that  the  conscience  of  the  indivi¬ 
dual  is  to  be  respected,  even  if  it  is 
in  error — these  and  many  other  declar¬ 
ations  of  the  council  sound  like  echoes 
of  Luther  or  of  Calvin  or  of  the  Ana¬ 
baptists. 

Even  the  new  dedication  of  both 
Roman  Catholics  and  Protestants  to 
the  cause  of  Christian  reunion  is  a 
recognizable  legacy  of  the  Reforma¬ 
tion."  For  while  the  Reformation  did 


View  into  Luther's  room  in  the 
Wortburg  Castle  where  he  remained 
secluded  over  a  year  after  being 
condemned  by  the  Diet  of  Worms 
in  1521.  Officially  subject  to 
arrest,  he  was  hidden  by  the  Elec¬ 
tor  (prince)  of  Saxony,  disguised 
as  "Knight  George.”  It  was  at 
the  Wartburg  that  Luther  accom¬ 
plished  his  translation  of  the 
New  Testament  into  German. 


have  a  share  in  the  division  of 
Christendom,  so  did  those  who  refused 
to  hear  its  summons.  If  Reformation 
Protestantism  was  sometimes  reckless, 
as  we  must  candidly  admit  it  was,  then 
it  must  also  be  granted  that  Counter- 
Reformation  Roman  Catholicism  was 
precipitate  in  its  condemnation  of  the 
Reformers. 

Both  sides  sometimes  shot  from  the 
hip,  and  for  their  rashness  all  of  us 
have  paid.  But  all  of  us  now  stand 
to  gain  from  the  wisdom  of  historical 
perspective.  Beneath  the  polemics  on 
both  sides  were  two  deep  concerns — 
for  the  integrity  of  the  gospel  and  for 
the  visible  unity  of  the  church.  Each 
side  seemed  willing  to  give  up  one  of 
these  concerns  while  it  clung  to  the 
other.  Without  conceding  one  whit  of 
our  ancestors’  concern,  both  Roman 
Catholics  and  Protestants  are  striving 
today  to  learn  what  the  New  Testament 
means  by  “speaking  the  truth  in  love,” 
simultaneously  preserving  the  integrity 
of  the  gospel  and  cultivating  the  visible 
unity  of  the  church. 

Still  more  remains  to  be  discovered 
in  the  riches  of  the  Reformation.  Over 
and  over  its  heirs  have  supposed  that 
they  had  exhausted  these  riches,  only 
to  learn  that  new  occasions  were  to 
bring  not  only  new  duties,  but  new  in¬ 
sights  as  well.  Right  now  Christians 
of  every  tradition  are  asking  whether  it 
is  possible  to  articulate  the  Christian 
faith  and  to  pursue  the  Christian  obe¬ 
dience  in  a  cultural  setting  that  no 
longer  acknowledges  the  authority  of 
a  Supreme  Being.  What  happens  to 
private  honesty  and  public  morality  in 
such  a  setting?  The  answer  is  not  clear, 
but  as  Christians  seek  for  such  an 
answer,  they  are  turning  once  more  to 
the  Reformation,  from  which  in  fact 
a  good  part  of  the  question  itself  has 
come. 

It  would,  of  course,  be  an  utter  be¬ 
trayal  of  the  spirit  of  the  Reformation 
to  regard  it  either  as  an  end  in  itself 
or  as  a  source  of  itself.  The  Reformers 
saw  themselves  as  servants  of  the  Lord 
Jesus  Christ,  as  spokesmen  of  His  gos¬ 
pel,  and  as  interpreters  of  Scripture. 
What  they  taught,  they  had  found 
there.  They  always  stood  to  be  cor¬ 
rected  on  the  same  basis.  Using  the 
best  Biblical  scholarship  of  their  time, 
they  probed  fearlessly  for  the  authentic 
meaning  of  Christian  truth.  We  who 
claim  to  be  their  heirs  are  not  faith¬ 
ful  to  them  unless  we  do  the  same, 
not  necessarily  saying  what  they  said 
but  surely  standing  where  they  stood. 
For  we  cannot  do  otherwise, 
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from  page  ten 
British  Scene 

of  Anglicans  will  meet  as  representa¬ 
tives  of  their  respective  churches  to 
seek  ways  in  which  the  evangelistic 
work  of  the  church  can  be  developed 
in  depth.  I  have  been  privileged  to  be 
nominated  for  this  important  confer¬ 
ence,  and  I  am  not  alone  in  hoping 
that  while  the  theologians  do  their 
work  (and  I  would  not  want  to  under¬ 
estimate  its  importance)  some  of  us 
may  be  permitted  to  catch  a  vision  for 
Britain  as  the  1970s  rush  upon  us. 

*  *  * 

LAST  WORD 

What  a  pity  that  those  who  know 
how  to  run  the  world  become  authors 
instead  of  Statesmen! 
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Jn  Mmortam 


David  Schieffler 

David  Schieffler,  9,  son  of  Mr.  and 
Mrs.  Eugene  L.  Schieffler  of  West 
Helena,  died  September  1  when  his 
bicycle  hit  a  bump  and  he  was  thrown 
into  the  path  of  a  car.  Besides  his 
parents,  he  is  survived  by  two  brothers, 
Danny  and  Eddie  of  the  home,  and 
his  grandmothers,  Mrs.  Nellie  Schief¬ 
fler  of  West  Helena  and  Mrs.  Ana- 
belle  Hawkins  of  New  Mexico. 

David  was  a  very  happy  and  enthu¬ 
siastic  boy.  He  truly  loved  life  with 
its  many  opportunities  for  adventure. 
His  pee-wee  baseball  coach  said  he 
enjoyed  baseball  more  than  anyone 
else  on  the  team.  He  was  on  his  way 
to  pee-wee  football  when  the  accident 
happened. 

David  was  an  active  member  of  the 
West  Helena  Methodist  Church,  a 
member  of  the  Elementary  III-IV 
Church  School  Class,  the  Altar  Choir, 
and  Cub  Scouts. 

David  threw  himself  wholehearted¬ 
ly  into  Vacation  Church  School  this 
summer  and  he  was  heard  to  com¬ 
ment,  “I  wish  it  lasted  all  summer.” 
Whatever  he  was  doing  at  the  moment, 
that  was  what  he  liked  best. 

For  those  who  knew  David’s  par¬ 
ents,  there  is  no  question  of  “how 
could  one  little  boy  develop  such  a 
spirit  of  adventure,  enthusiasm,  and 
love  of  life  in  9  short  years?”  He  was 
a  reflection  of  his  parents.  Among 
their  many  church  duties  Mr.  Schief¬ 
fler  is  church  lay  leader,  chairman  of 
the  Commission  of  Membership  and 
Evangelism  (he  was  Official  Board 
chairman  the  past  two  years).  Both 
Mr.  and  Mrs.  Schieffler  teach  in  the 
Church  School,  and  Mrs.  Schieffler  is 
an  officer  in  the  Woman’s  Society  of 
Christian  Service.  Another  long  list 
could  be  made  of  their  activities  in 
the  community. 

One  of  David’s  young  friends  re¬ 
marked,  “I’ll  never  dread  death  again, 
because  I’ll  get  to  see  David  when  I 
get  to  Heaven.  He  was  so  friendly  I 
bet  God  puts  him  on  the  welcoming 
committee.” 

A  more  beautiful  tribute  to  David’s 
memory  could  not  be  made  than  was 
made  by  his  parents,  “He  was  all  you 
could  ask  for  in  a  child.” 

—  A  friend 


Edward  C.  Lindsay 

Edward  C.  Lindsay,  68,  of  Watson 
Chapel  (Jefferson  County)  died  Sep¬ 
tember  20.  He  was  a  Methodist  and  a 
former  member  of  the  Watson  Chapel 
School  Board.  He  was  a  retired  farmer, 
and  was  a  Mason. 

Survivors  include  his  widow,  Mrs. 
Floy  Reagan  Lindsay;  two  sons,  E. 
Harry  Lindsay  and  the  Rev.  John  W. 
Lindsay,  pastor  of  First  Methodist 
Church,  Pine  Bluff;  two  daughters, 
Mrs.  John  E.  Manuel,  Selma,  and  Min¬ 
nie  R.  Lindsay,  Pine  Bluff,  and  three 
sisters,  Mrs.  William  Malley,  Miss 
Mary  Lindsay  and  Mrs.  Loyd  C.  Bobo, 
Pine  Bluff. 

Funeral  services  were  held  in  Good 
Faith  Methodist  Church,  Pine  Bluff, 
f 

Rev.  R.  A.  Bevis 

The  Rev.  Richard  A.  Bevis,  a  re¬ 
tired  member  of  the  North  Arkansas 
Conference,  who  made  his  home  in 
Patterson,  died  recently  in  a  Memphis 
hospital  at  age  82. 

He  joined  the  White  River  Annual 
Conference  in  1914  and  did  not  miss 
a  session  of  the  Annual  Conference 
for  53years.Heretired because  of  health 
in  1935  and  has  been  closely  related 
to  the  Patterson  Methodist  Church 
since  that  time. 

Funeral  services  were  conducted 
September  28  in  the  Thomas-Wilson 
Funeral  Chapel  in  McCrory  by  the 
Rev.  Harold  Wilson,  pastor  of  First 
Methodist  Church,  Augusta,  the  Rev. 
H.  J.  Couchman,  pastor  of  First 
Church,  McCrory,  and  the  Rev.  H. 
Lynn  Wade,  Augusta. 

He  is  survived  by  two  brothers,  John 
Bevis  of  Shreveport,  La.  and  T.  W. 
Bevis  of  Alexandria,  Va. 

t 

The  universe  is  but  one  great  city, 
full  of  beloved  ones,  divine  and  human 
by  nature,  endeared  to  each  other. — 
Epictetus 


Dr.  Asuncion  A.  Perez 
Dies  in  Philippines 


Dr.  (Mrs.)  Asuncion  A.  Perez,  edu¬ 
cator,  social  work  leader  and  noted 
Methodist  woman,  died  in  her  home¬ 
land,  the  Philippines,  September  12 
of  cancer  after  a  long  illness.  She  had 
retired  in  July  after  12  years  as  pres¬ 
ident  of  Philippine  Wesleyan  College, 
a  Methodist  school  of  5,000  students 
established  in  1945  in  Cabanatuan 
City. 

During  World  War  II,  when  the 
Japanese  captured  Manila,  Mrs.  Perez 
and  her  husband  were  imprisoned.  She 
was  released  after  a  long  confinement, 
but  her  husband  was  tortured  and 
killed. 

Dr.  Perez  had  connections  with 
two  American  universities.  She  did 
graduate  work  in  sociology  at  the  Uni¬ 
versity  of  Wisconsin  at  Madison  and 
held  the  honorary  doctor  of  humanities 
degree  from  the  University  of  Denver. 
She  also  held  honorary  doctorates 
from  the  Philippine  Central  Univer¬ 
sity  and  Philippine  Women’s  Univerr 
sity.  An  active  leader  in  The  Meth- 


Earn  $330  m°oNt  week 

FOR  YOUR  CLUB  or  CHURCH 

with  this 

Golden  PRAYING  HANDS  PEN 
FUND  RAISING  PROGRAM 


No  Risk  •  No  Investment 

55<  Profit  on  each  *1 00  Sale 

An  “easy  to  sell"  item,  that  everyone 
can  use!  Sent  to  you,  postpaid — with 
no  investment  on  your  part.  Pay  only 
after  sold!  Full  credit  for  unsold 
items!  Have  10  members  sell  25 
items,  and  your  organization  makes 
$137.50!  —  24  members  —  $330.00! 

A  completely  packaged  plan 
Write  for  information  —  Free  Sample 
Give  age  (if  under  21)  and  name  of  organization 

C0LLINGW00D  FUND-RAISING 

44  Warren  Street  —  Oept.  ji 
Providence,  R.  I.  02901 
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A  FREE  dollar  bog 
of  Mason  Cand’ 
worth  d ' 
$1200? 


Mr.  Frank  L.  Roshell  sent  for 
FREE  box  of  candy  and  with  the  help 
of  Mason's  Regional  Manager  and  Mason': 
local  Campaign  Counselor,  Mr.  Roshell  raised 
$1200  for  the  Boteler  High  School,  in  Holt, 

IN  ONLY  ONE  HOUR  AND  FIFTEEN  MINUTES. 
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•  Mason  Mints 
•  Fruit  Carnival 
Almond  Cocoanut 


"The  candy  was  given  to  the  students  on 
Friday  afternoon  at  the  close  of  school.  By 
4:30  PM  of  the  same  day,  the  drive  was 
completed.  This  method  of  raising  $1200  in 
less  than  two  hours  is  undoubtedly  the  best 
method  I  have  ever  used.  Mason's  Two- 
Hour-Plan  does  not  take  the  student  away 
from  any  school  activities  and  it  eliminates 
the  agony  of  running  a  prolonged  sale. " 

Send  for  a  Free  box  of  candy  and  let  our 
Campaign  Counselor  explain  Mason’sTwo- 


Hour-Fund-Raising  Plan.  Here  are  some  of 
the  highlights:  No  risk — No  investment. 
Each  box  of  Mason  candy  has  an  attrac¬ 
tively  printed  sleeve  bearing  your  organi¬ 
zation’s  name,  picture  and  slogan.  We  pre¬ 
pay  shipping  charges.  Return  what  you 
don’t  sell.  Your  group  keeps  404  on  every 
dollar  box  sold.  Pay  only  after  you  have 
sold  the  candy.  For  details  and  your  free 
dollar  box  of  Mason  Candy,  fill  In  and  mail 
the  coupon  below. 


PAT  MASON.  DEPT.  723  .  MASON.  BOX  549.  MINEOLA,  L.  I..  N  Y.  11501 

Please  6end  me  (without  obligation)  further  information  and  have  your  Campaign  Counselor 

bring  me  my  Free  box  of  candy  and  explain  Mason  s  Extra-Profit  /  Prize  Award  Program. 


NAMF 

ORGANIZATION 

AOORFRS 

COUNTY 

HOW  MANY  MEMBERS 

- - - PHONF 

Mason  Candies.  Inc.  Mineola.  L.I..  N  Y  (Offer  available  only  to  non-profit  groups  ) 
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odist  Church,  Dr.  Perez  was  a  dele¬ 
gate  to  the  Methodist  General  Con¬ 
ference  in  1936. 

t 

A.  G.  Jefferson,  a  Lynchburg,  Va., 
layman,  has  been  named  chairman  of 
the  program  committee  of  the  Com¬ 
mission  on  Entertainment  and  Pro¬ 
gram  for  the  General  Conference.  Mr. 
Jefferson,  already  a  commission  mem¬ 
ber,  succeeds  Bishop  L.  Scott  Allen 
who  held  the  post  before  his  election 
to  the  episcopacy.  Mr.  Jefferson  will 
serve  as  a  vice-chairman  of  the  com¬ 
mission,  also. 
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Would  you 
like  to  lead 
others  to 


worship  God? 


You  can  encourage  the  practice  of 
daily  devotions  by  supplying  The 
Upper  Room  as  a  daily  devotional 
guide  to  people  who  would  not  be 
able  to  obtain  it  except  for  your 
thoughtfulness  and  generosity. 


The  Upper  Room  Fellowship  was 
organized  some  twenty  years  ago 
not  only  to  receive  gifts  to  be  used 
for  sending  The  Upper  Room  to 
men  in  the  armed  services,  to  hos¬ 
pitals,  rest  homes  and  other  institu¬ 
tions,  and  to  the  blind  (in  Braille), 
but  also  to  provide  a  ministry 
through  prayer  and  concern  to 
those  in  need  of  spiritual  help. 


Through  standing  orders,  many  in¬ 
dividuals  and  church  groups  also 
send  The  Upper  Room  to  churches 
that  cannot  afford  the  small  cost  of 
supplying  it  to  their  members. 


We  invite  you  to  share  in  the 
worldwide  ministry  of  The  Upper 
Room.  International,  interracial  and 
interdenominational,  it  now  serves 
some  10  million  people  as  a  valued 
guide  in  daily  worship.  If  you 
would  like  to  help  extend  this  min¬ 
istry  to  still  others,  please  write  for 
a  free  sample  copy  of  The  Upper 
Room  and  complete  information 
about  the  Fellowship.  Address 


World' 9  Moat  Widely  LJaed  Daily  Devotional  Guide 

38  Languages — 45  Editions 
1908  Grand  Ave.,  Nashville,  Tenn.  37203 
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Bus  recently  purchased  for  the  youth  of  Pine 
Grove  Methodist  Church  in  the  Ruston  District 
and  the  26  persons  who  made  a  trip  to  Hot 
Springs,  Arkansas.  The  bus  will  be  used  to 
transport  the  young  people  to  Sub-district  meet¬ 
ings  and  numerous  other  destinations.  Coun¬ 
selors  are  Mr.  and  Mrs.  Otto  Krouse  and  Mrs. 
John  Lee.  The  Rev.  John  Lee  is  pastor. 


A  Hobby  Night  scene  at 
Shreveport’s  Broadmoor 
Methodist  Church.  Left 
to  right:  Woody  Bulls; 
Marion  Freeman,  chair¬ 
man  of  Family  Life  Com¬ 
mittee;  Carl  Fogleman, 
director  Christian  Educa¬ 
tion;  William  G.  Ander¬ 
son,  chairman  of  Hobby 
Night  Committee.  Vari¬ 
ous  hobbies  are  repre¬ 
sented  on  table  in  fore¬ 
ground. 


Rally  Day  Attendance  chairmen 
for  the  Youth  Division  at  First 
Methodist  Church,  Baton  Rouge 
during  Planning  Meeting.  The 
group  made  plans  for  September 
24th  Rally  Day. 


Nearly  100  persons  at¬ 
tended  recent  Ice  Cream 
Supper  at  Vivian  Metho¬ 
dist  Church,  sponsored  by 
the  Commission  on  Mem¬ 
bership  and  Evangelism. 
The  Rev.  Stone  W.  Cara¬ 
way  is  pastor. 


LOWER  RIGHT:  Annual  Homecoming  at  Wesley  Chapel  Church,  Greensburg  Circuit,  St. 
Helena  Parish,  September  17.  Center  front  in  picture,  Mrs.  Casey  and  the  Rev.  John  Casey, 
pastor,  and  Dr.  Bentley  Sloane  and  Mrs.  Sloane.  Dr.  Sloane,  Baton  Rouge  district  superin¬ 
tendent,  preached  at  morning  worship.  BELOW  LEFT:  Pastor  Casey  and  the  Rev.  Carey 
Martin,  who  had  preached  in  Wesley  Chapel  revival  during  preceding  week. 


This  group  from  the  Senior  High  Department  of  Mangum  Methodist  Church 
met  at  Centenary  College  with  Dr.  Harold  Bosley,  author  of  “Doing  What 
is  Christian.”  They  had  studied  the  book  while  on  a  tour  camp  at  Mt. 
Nebo,  Arkansas.  These  young  folk  took  advantage  of  Dr.  Bosley's  pres¬ 
ence  for  Pastor's  School  in  Shreveport  to  discuss  the  book  with  him.  The 
Rev.  Rex  Wilkes  accompanied  the  group. 


MYF  members  of  Vinton  Methodist  Church  are 
shown  in  planning  session  following  a  hambur¬ 
ger  supper  at  the  home  of  Mr.  and  Mrs-  Donald 
Futch.  Fall  and  winter  program  planning  was 
based  on  the  results  of  an  interest  survey 
made  within  the  Junior  and  Senior  High  groups. 
The  Rev.  James  Poole  is  pastor. 


Left  to  right:  the  Rev. 
Vernon  Fairley,  pastor 
on  Trout,  Eden  and  Urania 
circuit,  and  the  Rev. 
George  Sherman,  Jr.,  pas¬ 
tor,  Olla-Tullos.  Mr. 
Sherman  was  the  preacher 
for  recent  Urania  revival. 
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Dedication  service 
for  children's 
home  cottage 

The  Methodist  Children’s  Home 
proudly  announces  completion  of  the 
new  R.  W.  Vaughan  cottage  for  boys. 
Named  in  honor  of  the  late  Dr.  R.  W. 
Vaughan,  for  many  years  Superintend¬ 
ent,  the  new  cottage  replaces  an  older 
building  which  bore  his  name.  The 
new  cottage  is  completely  modern, 
functional,  and  beautiful,  planned  in 
consultation  with  state  and  national 
child  care  authorities. 

The  Methodist  Children’s  Home 
serves  Louisiana  children  in  need  of 
a  home  and  guidance,  making  no  de¬ 
nominational  requirement  for  accept¬ 
ance.  Primary  source  of  support  is  free 
will  giving  from  churches  and  indi¬ 
viduals.  No  financial  support  is  re¬ 
ceived  from  state  or  federal  govern¬ 
ment.  It  is  certified  as  a  non-profit 
agency  by  the  Federal  Bureau  of  In¬ 
ternal  Revenue. 

Dedication  services  will  be  led  by 
Bishop  Aubrey  G.  Walton,  the  ser¬ 
vice  beginning  at  2:00  p.m.,  Sunday, 
October  15,  at  the  cottage  site  on  the 
campus.  Members  of  the  Home’s  Staff 
will  meet  at  1:15  p.m.  in  the  campus 
chapel  with  those  interested  in  learn¬ 
ing  more  about  the  program  of  the 
Home  and  the  need  it  seeks  to  fill. 

At  3:00  p.m.,  Bishop  Walton  will 
officiate  at  the  dedication  of  the  Rus- 
ton  District  parsonage,  which  was 
erected  during  the  administration  of 
Dr.  Luman  E.  Douglas  and  has  be¬ 
come  debt  free  during  the  current  lead¬ 
ership  of  Dr.  Henry  A.  Rickey. 

At  7:00  p.m.,  the  bishop  will  be 
speaking  at  Trinity  Church,  Ruston, 
and  showing  slides  of  mission  work  in 
India  taken  during  his  recent  visit 
there. 
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BRICKS  —  OR  —  BREAD? 

HARVEST  DAY  OFFERING 
Suftday,  October  15 

The  Methodist  Children’s  Home  is  trying  to  replace  three  old,  structurally 

unsound  buildings  WITHOUT  making  special  calls  upon  the  Conference. 

Yet,  in  mid-September,  we  had  to  borrow  fifteen  thousand  dollars  to 

operate  on  until  Harvest  Day,  money  that  was  needed  for  buildings. 

WHY? 

Here  are  some  facts  you  ought  to  know;  you  may  know  them  already: 

Fact:  Income  from  the  Conference  last  audit  year  was  approximately 
forty  thousand  dollars  below  operating  expense.  Income  from 
other  sources  cut  this  deficit  to  about  twenty  thousand  dollars. 
Yet  our  Methodist  Children’s  Home  remains  understaffed  for 
the  work  it  needs  to  do. 

Fact:  You  know  that  the  general  cost  of  living  has  been  going  up 
2%  to  3%  each  year  for  the  past  several  years.  For  a  budget 
of  $184,000  we  must  have  an  income  increase  of  at  least  $4,500 
per  year,  just  to  stay  where  we  are  in  providing  basic  needs. 

Fact:  You  know  that,  in  general,  the  cost  of  specialized,  professional 
services  has  increased  far  more  rapidly  than  the  general  cost  of 
living.  The  old  economic  law  of  supply  and  demand  still  works, 
and  the  demand  for  such  services  far  exceed  the  supply  with  the 
gap  continuing  to  widen.  The  Methodist  Children’s  Home  tries 
to  serve  the  needs  created  by  the  society  it  lives  in.  Preachers, 
teachers,  doctors,  lawyers,  judges,  youth  workers,  and  just  about 

Please  turn  to  page  13 


Asbury,  Lafayette,  exceeds 
$7,500  goal  for  missions 


To  set  an  ambitious  goal  and  to 
attain  that  goal  is  indeed  a  great  ful¬ 
fillment  and  satisfaction  to  any  church. 
Yet  to  have  such  a  response  as  to  far 


OUR  BISHOP’S  LETTER  October  7,  1967 

New  Orleans,  Louisiana 

Dear  Louisiana  Methodists: 

On  Sunday,  October  15,  we  are  to  receive  the  annual  Harvest  Day 
offering  for  the  Methodist  Children’s  Home  at  Ruston.  We  are  in  need 
of  a  larger  contribution  this  year  and  I  feel  confident  that  the  Meth¬ 
odists  of  Louisiana  will  spond  to  this  appeal. 

The  Reverend  Harry  E.  Ezell,  Superintendent  of  the  Home,  is  back 
at  work  now  after  an  illness  of  several  months.  During  all  this  time, 
however,  he  has  kept  in  close  touch  with  the  administration  of  the  Home 
and,  with  his  able  staff,  the  program  has  moved  right  along. 

On  Sunday  afternoon,  October  15,  the  new  cottage  which  has  re¬ 
cently  been  completed,  will  be  dedicated.  No  financial  campaign  was 
promoted  for  the  erection  of  this  building.  As  you  have  been  informed, 
money  was  used  from  income  produced  by  the  invested  funds  and 
from  special  gifts.  However,  there  was  a  difference  last  year  of  $17,157.86 
between  the  income  received  by  the  Home  and  the  amount  expended. 

There  is  need  for  us  to  assist  in  making  up  this  deficit  through  our 
offerings  on  Harvest  Day.  We  are  proud  of  our  Children’s  Home.  We 
appreciate  Brother  Ezell  and  all  his  workers.  We  are  grateful  to  the 
members  of  the  Board  of  Directors.  We  are  concerned  for  all  the  dear 
children  and  young  people  committed  to  our  care  at  the  Home.  We  thank 
God  that  we  have  this  ministry  and  are  permitted  to  participate  in  this 
good  work.  Let  us  accept  our  responsibility  and  express  our  appreciation 
by  the  offering  which  we  make  on  Sunday,  October  15. 


Sincerely, 


exceed  a  nopetul  goal  is  reason  for 
great  happiness  and  rejoicing.  Asbury 
Methodist  Church  has  had  this  very 
experience  during  the  month  of  Sep¬ 
tember  which  was  designated  by  their 
Official  Board  as  “Missionary  Month.” 

Please  turn  to  page  4 


Louisiana  Methodists 
to  give  for 
hurricane  relief 

Louisiana  Methodists,  still  very 
much  aware  of  the  response  of  the 
rest  of  the  country  to  their  devasta¬ 
tion  by  Hurricane  Betsy,  are  rallying 
to  the  aid  of  the  victims  of  Hurri¬ 
cane  Beulah  in  Texas.  Bishop  Aubrey 
G.  Walton  has  requested  the  churches 
of  the  conference  to  receive  an  offer¬ 
ing  on  October  22  “for  the  purpose 
of  affording  relief  to  the  Methodist 
people  and  churches  in  Texas  who 
were  victims  of  Hurricane  Beulah.” 

His  message  to  the  district  superin¬ 
tendents,  Bishop  Walton  said,  “With 
the  approval  of  the  district  superin¬ 
tendents  and  the  Conference  Commis¬ 
sion  on  World  Service  and  Finance, 
in  compliance  with  paragraph  810  of 
the  3  964  Discipline,  I  am  authorized  to 
request  the  churches  of  the  Louisiana 
Annual  Conference,  South  Central  Jur¬ 
isdiction,  to  receive  an  offering  on 
Sunday,  October  22  for  the  purpose  of 
affording  relief  to  the  Methodist  peo¬ 
ple  and  churches  in  Texas  who  are 
victims  of  Hurricane  Beulah.” 

Bishop  Walton  said  further:  “Lou¬ 
isiana  Methodism  is  deeply  grateful 
for  the  response  of  the  entire  church 
to  our  needs  in  1965  as  a  result  of 
Hurricane  Betsy.  We  understand  and 
sympathize  with  our  brethren  in  Texas 
and  we  want  to  help  in  every  way  we 
can.” 

Please  turn  to  page  4 


Bi  II  Bowman,  center, chair¬ 
man  of  the  commission 
on  missions  of  Asbury 
Methodist  Church,  Lafay¬ 
ette,  moves  the  marker  on 
the  thermometer  over  the 
$7,500  mission  goal  as 
Bill  Haskell,  left,  chair¬ 
man  of  the  board,  and  Ben 
Mayfield,  charge  lay  lead¬ 
er,  look  on. 


SditohiaH 


THE  CHURCHES  AND  TAXATION 

/"\NE  of  the  many  currents  flowing  in  the  main- 
stream  of  American  church  life  is  that  which 
concerns  the  churches  and  the  total  tax  pic¬ 
ture.  As  more  and  more  denominations  speak  on 
this  issue,  and  as  the  matter  becomes  immeshed 
with  the  national  political  scene — we  are  discover¬ 
ing  that  another  of  the  divisions  of  a  pluralistic 
society  is  deteriorating.  The  business  and  invest¬ 
ment  portfolios  of  churches  and  their  institutions 
continue  to  complicate  this  whole  measure  to  such 
a  degree  that  one  does  not  feel  in  a  position  to  pre¬ 
dict  the  course  of  this  current — merely  to  call  it  to 
the  attention  of  our  constituency  as  a  very  real 
factor  in  the  church’s  encounter  with  our  plural¬ 
istic  society. 

The  matter  has  reached  such  proportions  that 
the  Wall  Street  Journal  devoted  a  detailed  front 
page  story  to  it  in  the  September  11  issue.  This 
story  by  Douglas  Bedell  reports  that  the  Board  of 
Christian  Education  of  the  United  Presbyterian 
Church  recently  won  a  favorable  state  court  ruling 
on  the  tax-exempt  status  of  some  of  its  property. 
However,  after  winning  the  legal  battle,  the  board 
then  voluntarily  gave  the  city  of  Philadelphia 
checks  totaling  $10,250—  about  one-third  of  the 
amount  they  would  have  had  to  pay  if  they  had 
lost  the  tax  suit.  The  board  said  they  decided  on 
the  one-third  payment  as  their  estimate  of  the 
amount  the  city  spends  to  provide  police,  fire, 
street  and  other  municipal  services. 

Several  other  cities,  including  Seattle  and  Min¬ 
neapolis,  recently  have  received  similar  contribu¬ 
tions  fromtax-exempt  organizations,  and  others  may 
be  getting  them  soon.  Mr.  Bedell  says,  “The  idea 
of  so-called  payments  in  lieu  of  taxes  is  winning 
growing  favor  among  the  churches  and  other  groups 
that  enjoy  tax-exempt  status.  The  United  Presby¬ 
terian  Church  has  gone  so  far  as  to  recommend 
that  its  local  churches  make  such  payments  where- 
ever  possible.  In  the  case  of  religious  groups,  the 
trend  marks  a  break  from  the  view  that  exemption 


INCOMPARABLE  ILLUMINATION 


from  payment  to  governments  is  an  essential  part 
of  the  American  tradition  of  separation  of  church 
and  state.” 

In  the  matter  of  church-related  institutions  be¬ 
coming  the  owners  of  going  businesses  and  operating 
them  as  major  stockholders,  an  absurd  transaction 
during  the  summer  may  blow  this  whole  business 
“higher  than  a  kite.”  The  Cathedral  of  Tomorrow, 
an  independent  church  organization  whose  holdings 
were  a  few  years  ago  the  sole  property  of  the  pas¬ 
tor,  purchased  the  Real  Form  Girdle  Co.,  of  Brook¬ 
lyn,  N.Y.  One  wag  commented  following  this  trans¬ 
action  that  church  foundations  and  “foundations” 
don’t  seem  to  be  congenial.  There  seems  to  be  no 
doubt  that  legislation  will  soon  be  introduced  into 
the  Congress  that  will  ask  for  strict  limitations  on 
tax  exemptions  that  permit  churches  and  charities 
to  buy  up  going  firms  and  operate  them  in  com¬ 
petition  with  taxpaying  businesses. 

The  searchlight  of  publicity  has  been  increas¬ 
ingly  focused  on  the  large  blocs  of  real  estate  and 
commercial  property  in  which  church  groups  have 
their  money  invested.  As  Governor  Romney  of 
Michigan  continues  to  move  into  the  presidential 
picture  we  can  expect  that  questions  will  be  asked 
concerning  the  business  operations  of  the  Church 
of  the  Latter  Day  Saints  of  which  he  is  a  member. 
This  church  does  have  vast  holdings,  but  they  also 
operate  a  tremendous  program  of  relief  and  welfare 
for  their  own  people.  We  have  been  told  that  none 
of  their  members  has  ever  been  on  federal  relief 
since  they  take  care  of  their  own. 

In  Canada,  a  government-appointed  tax  study 
committee  for  the  Province  of  Ontario  has  recom¬ 
mended  that  churches  and  seminaries  be  added  to 
the  tax  rolls.  The  reaction  of  church  leaders  has 
been  generally  negative.  Some  of  the  churchmen 
have  called  for  discussions  of  this  issue  by  govern¬ 
ment  and  religious  bodies.  Others  predicted  a  fi¬ 
nancial  crisis  for  churches,  notably  those  already 
heavily  in  debt.  At  present  in  Ontario,  churches 
and  religious  education  buildings,  but  not  manses 
and  rectories,  are  tax  exempt. 

Of  one  thing  we  can  be  certain — the  current  is 
moving  in  the  direction  of  more  careful  considera¬ 
tion  of  this  relationship.  As  we  have  previously 
indicated,  we  have  not  arrived  at  our  own  set 
conclusions  about  the  whole  business.  Of  this  we 
are  sure,  we  cannot  defend  our  present  favored 
position  just  on  the  argument  that  “it  has  always 
been  done.”  We  are  seeing  too  many  of  these  bul¬ 
warks  tumble  when  they  have  had  no  more  solid 
ground  than  this  on  which  to  stand. 

We  recommend  that  local  churches  begin  to 
reexamine  this  whole  issue  as  it  relates  to  them, 
and  we  would  welcome  an  exchange  of  comment 
which  we  would  be  glad  to  publish  as  a  forum  in 
this  paper. 
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“AN  ECUMENICAL  BOMBSHELL” 

The  above  is  the  title  of  a  recent 
editorial  in  Christianity  Today  and  is 
the  way  that  publication  characterizes 
a  recent  book  published  by  Abingdon. 
The  opening  paragraph  of  the  piece 
says:  “Professor  Paul  Ramsey’s  Who 
Speaks  for  the  Church?,  just  detonated 
by  Abingdon  Press  as  somewhat  of 
an  ecumenical  bombshell,  has  much 
to  commend  it.  But  this  critique  of 
ecumenical  ethics  also  confronts  the 
evangelical  community  —  for  which 
Ramsey  is  an  uncomfortable  spokes¬ 
man — with  the  task  of  fixing  its  own 
perspectives  in  regard  to  social  justice.” 

So  significant  does  this  evangelical- 
slanted  periodical  feel  that  this  book 
is  that  it  has  built  its  September  15 
issue  around  it.  The  lead  article,  also 
by  the  editor,  Dr.  Carl  F.  H.  Henry, 
is  entitled  “A  Challenge  to  Ecumenical 
Politicians.”  In  this  article  the  book 
is  summarized  in  these  words:  “A 
Princeton  professor  protests  the  worst 
incursion  of  churchmen  into  political 
affairs  since  the  Middle  Ages.” 

The  initial  paragraph  in  the  article 
referred  to  immediately  above  says: 
“The  1966  Geneva  Conference  on 
Church  and  Society  fanned  into  a 
crackling  fire  the  long-smoldering  dis¬ 
content  of  many  churchmen  and  lay¬ 
men  over  the  political  activity  of  the 
World  Council  of  Churches.  Last  week 
the  criticism  gained  strength  through 
the  publication  of  a  sharply  worded 
book  entitled  Who  Speaks  for  the 
Church?  (Abingdon,  $2.45).  In  it  Dr. 
Paul  Ramsey  ,a  well-known  Princeton 
professor,  turns  a  piercing  spotlight  of 
condemnation  upon  the  ecumenical  es¬ 
tablishment’s  involvement  in  political 
policymaking. 

“Professor  Ramsey  not  only  casti¬ 
gates  the  WCC  hierarchy  for  proced¬ 
ures  and  conclusions  of  the  Geneva 
Conference  but  also  declares  that  neo- 
Protestant  political  incursion  shatters 
all  Reformation  precedent  and  the 
modern  Roman  papacy  in  welcome 
contrast.” 

Having  read  these  articles,  we  can’t 
wait  to  read  the  book! 
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THOUGHT  FOR  THE  WEEK:  Dr. 
Clarence  W.  Cranford,  1967  Peace 
Lecturer  at  First  Church,  Magnolia, 
last  week  told  of  the  minister  who  was 
asked  if  he  did  not  think  that  con¬ 
version  was  the  end  of  religion.  “Yes,” 
he  replied,  “the  front  end.” 
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FORMER  CARDINAL  WHO  IS  NOW  A  SAINT  BECOMES  BAPTIST 
MINISTER  -  Recently  in  New  Orleans,  Dave  S  immons,  6-foot-four 
middle  linebacker  for  the  Saints  Football  team,  was  ordained  a  min¬ 
ister  of  the  Southern  Baptist  Convention.  He  has  been  studying  for 
the  ministry  since  his  playing  days  at  Georgia  Tech  and  while  with 
the  St.  Louis  Cardinals.  Participating  in  the  ceremony  (right)  were 
Dr.  H.  Leo  Eddleman,  president  of  New  Orleans  Baptist  Theological 
Seminary,  and  Dr.  V.  L.  Stanfield,  professor  of  preaching.  Simmons 
makes  his  home  in  Chesboro,  La. 


Commission  faces 
growing  needs  of 
chapla  ins 

WASHINGTON,  D.C.— Copies  of 
the  communion  ritual,  laminated  in 
plastic  to  withstand  jungle  conditions, 
are  typical  of  the  new  literature  for 
servicemen  emphasized  by  the  Method¬ 
ist  Commission  Chaplains  here  Sept. 
28. 

Because  paper  soon  disintegrates  in 
the  Vietnam  humidity,  the  commission 
has  developed  the  plastic-coated  cop¬ 
ies  and  is  sending  an  initial  order  of 
100  to  every  Methodist  chaplain  in 
Southeast  Asia,  according  to  Dr.  John 
R.  McLaughlin,  general  secretary.  The 
materials  were  developed  by  the  Meth¬ 
odist  Publishing  House. 

The  laminating  may  soon  be  extend¬ 
ed  to  other  orders  of  service  and  sim¬ 
ilar  much-used  items,  said  McLaughlin. 
He  reported  a  “bottomless  pit”  of  need 
among  men  in  the  field  for  devotional 
literature.  The  commission  is  using  spe¬ 
cial  funds  for  chaplains’  literature,  pro¬ 
vided  by  the  commission,  the  Council 
on  World  Service  and  Finance  and 
other  church  boards.  While  this  is  not 
for  Vietnam  alone,  more  than  10  per 
cent  of  the  church’s  active  duty  chap¬ 
lains  are  now  stationed  there. 

The  communion  ritual  was  the  first 
developed,  said  the  executive,  because 
of  the  urgent  requests  of  men  in  com¬ 
bat  for  frequent  sharing  of  the  sacra¬ 
ments.  He  reported  that  one  chaplain 
conducted  only  one  service  during  his 
year  in  Vietnam  at  which  communion 
was  not  offered — his  first. 

Bishop  W.  Angie  Smith  of  Okla¬ 
homa  City,  commission  chairman,  de¬ 
clared  that  the  question  the  church 
faces  is  “not  whether  we  should  be  in 
the  war  or  not,  but  that  our  people 
are  there,  and  the  church  must  be  min¬ 
istering  to  them.” 

The  commission  also  authorized  de¬ 
velopment  of  literature  for  a  local 
church  to  provide  for  its  men  enter¬ 
ing  the  armed  forces. 

It  approved  plans  for  a  second  print¬ 
ing  of  “What  Now  Susannah,”  a  book 
of  guidance  for  chaplains’  wives  writ¬ 
ten  by  Dr.  Iona  H.  McLaughlin,  wife 
of  the  commission  executive.  Use  of 


Mrs.  Elva  B.  Huckabay,  social 
worker  at  the  Methodist  Home 
Hospital  in  NewOrleans,  is  shown 
with  one  of  the  babies  that  the 
institution  has  for  adoption. 


the  book  has  been  requested  by  other 
denominations. 

A  continued  increase  in  the  number 
of  chaplains  on  duty  was  reported. 
Those  in  the  military  gained  from  540 
to  568  over  the  past  year,  while  the 
institutional  remained  at  174,  for  a 
total  of  742.  Forty  ministers  were  given 
commission  endorsement  for  active 
duty  with  the  military  and  1 1  for  in¬ 
stitutional  work. 

t 

Methodist  Home 
Hospital  in  need 
of  adoptive  parents 

The  Rev.  Jack  H.  Midyett,  super¬ 
intendent,  states  that  The  Methodist 
Home  Hospital,  New  Orleans,  is  in 
real  need  of  more  adoptive  parents.  At 
the  present  time  the  Home  is  having 
to  limit  the  number  of  unmarried 
mothers  who  need  its  help  because  of 
the  shortage  of  adoptive  parents. 

The  Home  Hospital  is  seeking  to 
improve  its  adoption  program  in  the 
hope  of  finding  a  sufficient  number 
of  adoptive  parents  to  meet  the  grow¬ 
ing  need  of  caring  for  more  girls  who 
are  going  to  have  babies  out  of  wed¬ 
lock. 

Our  new  program  includes  the  fol¬ 
lowing  policies  and  procedures: 

1.  A  home  study  to  approve  adop¬ 
tive  homes  can  now  be  done  in  six 
months  (unless  there  are  some  special 
problems).  In  many  cases  there  will 
be  a  social  worker  in  the  applicant’s 
geographical  area  —  this  will  greatly 
facilitate  the  home  study  that  is  re¬ 
quired. 

2.  As  soon  as  a  suitable  baby  is 
available  it  will  be  placed  in  the  ap¬ 
proved  home.  “Our  policy,”  states  Mr. 
Midyett,  “is  to  place  a  baby  in  an  ap¬ 
proved  home  as  soon  as  possible.  We 
do  not  like  for  our  adoptive  couples 
to  have  to  wait  unreasonably  long  for 
a  baby.” 

3.  The  basic  requirement  for  the 
adoptive  couple  have  all  been  made 
more  flexible  by  the  Home’s 


ACP  membership 
near  23  million 
circulation 

Chicago  —  According  to  figures 
just  released  by  Associated  Church 
Press  headquarters  here  to  the  com¬ 
bined  total  circulation  of  all  Associated 
Church  Press  publications  is  22,846,- 
698.  This  figure  represents  a  gain  of 
over  4  million  in  the  past  seven  years. 

The  Associated  Church  Press  has 
190  member  publications  and  includes 
all  major  Protestant  and  Orthodox 
magazines  and  newspapers  in  the 
United  States  and  Canada.  Since  1966 
several  Roman  Catholic  publications 
have  also  been  accepted  into  member¬ 
ship.  In  addition  to  denominational 
publications,  non-denominational  pub¬ 
lications  also  hold  membership. 

“This  circulation  figure  indicates 
that  a  considerable  segment  of  the 
church  membership  still  attaches  im¬ 
portance  to  its  religious  journals,”  Dr. 
Alfred  P.  Klausler,  executive  secretary 
of  the  ACP  said.  “Religious  publica¬ 
tions  in  the  U.  S.  and  Canada  are  do¬ 
ing  a  significant  job  in  relating  Chris¬ 
tianity  to  present  day  problems.  The 
vast  majority  of  the  publications  are 
tackling  the  controversial  issues  of  the 
day  with  commendable  zeal.  Subscrib¬ 
ers  may  not  like  this  but  at  least  they’re 
learning  that  the  church  is  involved.” 

The  Arkansas/Louisiana  Methodist 
is  a  charter  member  of  Associated 
Church  Press. 
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Board  of  Directors.  The  Home  invites 
couples  to  inquire  about  the  possibility 
of  securing  a  baby  for  adoption.  Write 
the  Home  for  full  information.  The 
address  is:  815  Washington  Ave.,  New 
Orleans,  La.  70130. 

6.  An  adoption  fee  of  $500  is  re¬ 
quired  by  the  Home.  This  amount 
helps  the  Home  to  administer  its  adop¬ 
tion  program,  and  is  really  a  refund 
for  the  cost  of  getting  a  baby  ready 
for  adoption. 


DAILY  BIBLE  BEADING 

Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in,  your  homes. 

Oct.  15 — Sun.  Jeremiah  23:18-32 


Oct.  16  . .  Ezekiel  2:1-10 

Oct.  17  Ezekiel  12:17-28 

Oct.  18  Ezekiel  37:1-14 

Oct.  19  Matthew  22:23-46 

Oct.  20  . Matthew  24:1-35 

Oct.  21  . Mark  4:1-20 


Oct.  22 — Sunday  John  1:1-18 


German  Methodist 
to  visit  and  speak 

WASHINGTON,  D.  C.  —  A  gray¬ 
haired  German  widow  who  is  “still  a 
missionary”  is  on  her  fifth  visit  to  the 
United  States  this  fall,  seeking  closer 
ties  between  churches  and  chaplains. 

Frau  Gertrud  Wenzel  of  Weilheim. 
Germany,  speaks  as  many  as  three  and 
four  times  a  Sunday  in  churches  and 
to  such  groups  as  Protestant  Women 
of  the  Chapel.  She  makes  her  home 
here  with  chaplains  and  others  who 
have  known  her  in  Germany. 

She  worked  during  World  War  II 
with  refugees  from  the  Russian  edge 
of  the  war,  then  became  a  refugee 
herself  in  1945  when  her  home  in 
Dresden  was  destroyed  by  Allied 
bombing.  She  went  to  West  Germany 
that  year,  and  14  years  ago  began 
working  with  refugees  from  East  Ger¬ 
many.  As  an  interpreter  and  in  other 
ways,  she  helped  the  PWOC  as  it  aided 
these  new  refugees. 

Frau  Wenzel’s  first  U.  S.  visit  was 
in  1912,  when  her  father  was  a  dele¬ 
gate  to  the  Methodist  Episcopal  Gen¬ 
eral  Conference  in  Minneapolis.  An 
18-year-old,  she  sang  for  the  services 
he  conducted  while  here.  The  next  trip 
was  in  1932,  when  her  husband,  Al¬ 
bert,  was  a  delegate  to  the  General 
Conference  in  Atlantic  City,  and  again 
she  sang  for  services. 

In  between,  she  took  the  last  ship 
from  Germany  to  New  Guinea  in  1914, 
was  married  there  and  served  as  a 
missionary  until  1920.  She  and  her 
husband  kept  up  their  practice  of  the 
Kuanau  tongue  so  well,  until  his  death 
five  years  ago,  that  she  was  able  to 
preach  in  it  when  she  visited  New 
Guinea  in  1966,  after  an  absence  of 
46  years. 

In  1965  she  came  to  the  U.  S.  upon 
invitation  of  the  chaplains  and  PWOC 
friends  and  made  193  speeches.  She 
has  just  returned  from  talking  in  Avia- 
no,  Italy,  and  from  the  East  Zone  of 
Germany,  where  she  goes  each  year. 

Her  first  host  on  the  current  trip 
was  Methodist  Chaplain  (Capt.)  Ray 
A.  Strawser,  just  returned  from  a  tour 
of  duty  in  Germany  and  now  at  Ft. 
Holabird,  Md. 
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7.  The  legal  fee  charged  in  connec¬ 
tion  with  the  final  hearing  in  adopting 
a  baby,  not  less  than  six  months  after 
placement,  is  a  personal  matter  be¬ 
tween  the  adoptive  couple  and  the  at¬ 
torney.  Adoptive  couples  may  employ 
agency  attorney  and  file  in  New  Or¬ 
leans.  The  legal  fee  and  court  costs 
there  amount  to  $175. 
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Lake  Charles 
Lay  Retreat 


The  biggest  district  lay  leaders 
in  the  state  with  one  of  the  short¬ 
est:  From  left:  Allan  Collete, 
past  District  lay  leader;  Dudley 
Snow,  Shreveport,  and  Hubert 
Blanchard,  present  Lake  Charles 
District  lay  leader. 


Ed  Clautman  of  Lake  Charles 
and  Dudley  Snow  in  thoughtful 
moment  at  Retreat.  Mr.  Snow 
was  the  principal  speaker. 


Robert  Mutersbaugh,  left,  express¬ 
es  an  opinion  in  a  discussion 
group  led  by  Ray  Fugitt,  with 
Martin  Wagner,  Capt.  Joe  Mclver 
and  an  unidentified  layman. 


Jurisdiction  meetings 
scheduled 


Dr.  Virgil  D.  Morris,  executive  sec¬ 
retary  of  the  South  Central  Jurisdic¬ 
tion,  has  released  the  revised  schedule 
for  the  1967  annual  meeting  of  Jur¬ 
isdictional  boards  and  agencies  at 
Mount  Sequoyah,  October  16-19. 

The  earliest  meeting  will  be  that  of 
the  Jurisdiction  Commission  on  Fi¬ 
nance  which  will  begin  its  meeting  at 
4  p.m.,  Monday,  October  16,  and  com¬ 
plete  its  work  at  4  p.m.,  Tuesday, 
October  17. 

The  Committee  to  Study  Episcopal 
Areas  will  meet  at  noon,  Tuesday, 
October  17,  and  conclude  its  work 
that  evening. 

The  South  Central  Jurisdictional 
Council  will  convene  at  6  p.m.,  Tues¬ 
day,  October  17,  and  end  with  the 
noon  meal,  Wednesday,  October  18. 

A  group  of  meetings  which  will  be¬ 
gin  at  noon,  Wednesday,  the  18th, 
and  close  with  breakfast,  the  19th,  in- 
elude:  Annual  Conference  Secretaries, 
Treasurers  and  Statisticians;  the  Jur¬ 
isdictional  Planning  Committee  on 
Christian  Social  Concerns;  Jurisdiction¬ 
al  Planning  Committee  on  Evangelism; 
Jurisdictional  Planning  Committee  on 
Hospitals  and  Homes;  and  Jurisdic¬ 
tional  Planning  Committee  on  Mis¬ 
sions. 

t 


ATTENTION 

The  Rev.  Louis  F.  Roos,  pas¬ 
tor  of  Gordon  Avenue  Methodist 
Church,  Monroe,  has  asked  us  to 
announce  that  the  revival  sched¬ 
uled  for  their  church  the  week 
of  October  8  had  to  be  postponed 
until  November  2-10.  The  Rev. 
Roy  Mouser  will  be  the  guest 
preacher. 


From  left:  Bob  Price,  Chris 

Blanchard,  Richard  Robinson 
(back  to  camera)  and  C.  Hall  en¬ 
gage  in  earnest  discussion  on  the 
topic,  "What  Does  Youth  Expect 
from  the  Church,  Pastors  and 
Laymen  ?” 

BELOW:  Some  of  the  75  men 

who  attended  the  September  23rd 
Lake  Charles  District  Lay  Re¬ 
treat  at  Voris  King’s  Lodge  in 
Lake  Charles.  W.  A.  Ford  was 
registrar  for  the  Retreat. 


Ministers  of  Ruston  District  at¬ 
tending  the  September  26  Hos¬ 
pital  Improvement  Project  Work¬ 
shop  at  Central  Louisiana  State 
Hospital  in  Pineville.  The  theme: 
“Improving  Patient  Care  Through 
Community  Involvement.”  AT 
LEFT:  Dr.  Henry  Rickey,  super- 
intendent  of  Ruston  District, 
with  Dr.  Arthur  L.  Seale,  super¬ 
intendent  of  the  hospital,  and  the 
Rev.  Roland  Friedrich,  hospital 
chaplain. 


from  page  one 

Asbury 

A  goal  of  $7,500  was  set  before  the 
emphasis  began.  After  hearing  from 
three  missionaries,  a  medical  student 
preparing  for  the  mission  field,  and  a 
minister  who  has  had  an  outstanding 
missionary  program  in  his  church  for 
several  years,  the  membership  of  As¬ 
bury  Methodist  Church  has  distin¬ 
guished  themselves  through  pledges 
and  gifts  to  give  in  excess  of  $10,000 
to  missionary  endeavors  throughout 
the  world  and  here  at  home.  This  giv¬ 
ing  is  over  and  above  their  World 
Service  and  Advance  Special  giving 
which  was  in  excess  of  $5,000. 

“We  were  moved  to  respond  to  the 
need  for  the  Gospel  of  Jesus  Christ 
throughout  our  world  when  these  dedi¬ 
cated  missionaries  shared  with  us  the 
joy  of  having  given  their  lives  in  the 
service  of  others,”  the  chairman  of 
Asbury’s  Commission  on  Missions, 
Bill  Bowman  said.  “What  we  want  to- 
do  in  the  years  ahead  is  to  be  so  sensi¬ 
tive  to  the  needs  of  evangelizing  our 
world  for  Christ  here  at  Asbury  that 
soon  we  will  be  spending  as  much  for 
missions  as  we  are  on  ourselves.” 
Actually,  our  only  reason  for  being, 
our  only  purpose  in  the  church  is  to 
“go  into  all  the  world  proclaiming  that 
Jesus  in  Lord,”  the  minister,  the  Rev. 
George  W.  Ross  said. 

New  life,  new  interest,  a  zealous 
spirit  has  been  the  result  of  this  aware¬ 
ness  for  need  which  has  been  aroused 
fn  Asbury  Church.  The  people  are  be¬ 
coming  involved  since  they  have  been 
informed.  To  be  a  part  of  the  answer- 
to  our  world’s  problems  is  indeed  an 
experience  which  can  edify,  deepen, 
and  broaden  the  horizon  for  any 
church. 

t 

“While  we  have  by  no  means  solved 
the  problems  of  the  metropolitan 
church,  we  have  not  even  identified 
the  wide  range  of  problems  of  the  non- 
metropolitan  church  which  often  come 
to  us  by  way  of  an  acute  need.”  — 
Bishop  James  S.  Thomas. 


from  page  one 

offering 

The  offering  received  on  October  22 
is  to  be  sent  to  the  conference  treas¬ 
urer,  the  Rev.  J.  E.  Hearn  and  ear¬ 
marked,  “For  Texas  Methodism,  Hur¬ 
ricane  Relief.” 

t 

National  Day 
of  Prayer 

The  Church  Women  United  of  Lou¬ 
isiana  are  sponsoring  in  this  state  the 
National  Day  of  Prayer  on  Wednes¬ 
day,  October  18.  Called  by  President 
Lyndon  B.  Johnson,  the  observance 
continues  one  launched  by  a  joint  res¬ 
olution  of  the  Congress  on  April  17, 
1952. 

The  day  of  prayer  will  be  observed 
all  over  the  nation  for  guidance,  in¬ 
spiration  and  concerned  leadership, 
Mrs.  Arlene  Christian  Hawkins  of  New 
Orleans,  is  guiding  the  observance 
which  is  planned  “to  make  people 
aware  that  on  this  day,  October  18, 
1967,  people  like  you  will  be  praying 
with  them.” 

It  is  hoped  that  the  people  of  the 
United  States  will  turn  to  God  in  pray¬ 
er  on  thgt  day  at  churches,  in  groups, 
and  as  individuals. 

t 

LAY  WITNESS  MISSION 
PLANNED  AT  BASTROP 

A  lay  witness  mission  is  planned  for 
the  weekend  of  October  20-21-22,  at 
First  Methodist  Church,  Bastrop.  The 
Rev.  Robert  L.  Peyton,  pastor,  re¬ 
ports  that  Louis  Long,  of  Ada,  Okla¬ 
homa  is  coordinator  for  the  mission, 
with  Wayne  West,  of  New  Albany, 
Miss,  as  associate  coordinator.  Thomas 
Boozer  is  the  chairman  of  the  Mem¬ 
bership  and  Evangelism  Commission 
of  the  church  and  is  acting  as  program 
chairman  for  the  mission. 

Rev.  Peyton  reports  also  that  ap¬ 
proximately  25  lay  witnesses  from 
over  the  nation  are  expected  at  First 
Church,  Bastrop,  with  one  couple 
coming  all  the  way  from  Seattle,  Wash¬ 
ington. 
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THE  BETHEL  METHODIST  Church 
of  the  Baton  Rouge  District  will  ob¬ 
serve  Homecoming  on  Sunday,  Octo¬ 
ber  15  with  dinner  on  the  grounds  fol¬ 
lowing  the  morning  worship  service. 
The  minister  is  the  Rev.  Marvin  Mc¬ 
Farland. 

WORLDWIDE  COMMUNION  mes¬ 
sage  in  Carrollton  Church  of  New  Or¬ 
leans  was  brought  by  Dr.  Carl  F.  Lueg, 
Sr.,  district  superintendent.  Speaker  at 
the  evening  worship  service  was  the 
Rev.  John  Coker,  pastor  of  the  Met¬ 
airie  Church.  The  Carrollton  pastor, 
the  Rev.  James  T.  Harris,  is  in  Brazil 
on  a  four-week  preaching  mission,  at 
the  invitation  of  the  Methodist  Board 
of  Evangelism.  Other  speakers  during 
his  absence  have  included  Thomas  H. 
Matheny  of  Hammond,  conference  lay 
leader,  speaking  on  Layman’s  Day,  and 
Mrs.  Norma  D.  Levy  at  the  evening 
hour.  Speakers  Sept.  24  were  the  Rev. 
Jack  Midyett,  director  of  the  Method¬ 
ist  Home  Hospital,  and  the  Rev.  Rup¬ 
ert  Coles  of  the  Inner  City  Parish. 
Next  Sunday  the  Rev.  John  Koelemay, 
promotional  director  of  the  New  Or¬ 
leans  Methodist  Hospital,  will  speak  at 
the  morning  service,  and  the  Rev.  Joe 
Pickett,  chaplain  for  the  Veterans’  Ad¬ 
ministration,  at  the  evening  service. 

SCOTTY  ROBERTSON,  head  basket¬ 
ball  coach  at  Louisiana  Tech,  Ruston, 
was  the  featured  lay  speaker  at  both 
morning  services  in  First  Church,  West 
Monroe,  Oct.  8.  Coach  Robertson  is 
an  active  layman  in  Trinity  Methodist, 
Ruston,  and  serves  in  a  leadership 
capacity  of  the  Fellowship  of  Chris¬ 
tian  Athletes.  Laymen  assisting  in  the 
services  were  Gene  Williams  and 
Charles  Joiner.  Norman  W.  Rushing 
is  the  charge  lay  leader.  The  Rev.  Ken¬ 
neth  G.  McDowell  is  the  minister. 

JUDGE  CECIL  CUTRER  of  Lake 
Charles  spoke  to  Methodist  Men  of 
the  Oak  Park  Methodist  Church  in 
Lake  Charles  at  the  dinner  meeting 
last  night,  October  11.  His  subject  was 
“The  Supreme  Court  and  You.”  The 
Rev.  Oakley  Lee  is  pastor. 

THE  REV.  LLOYD  FOREMAN  of 
Luling  spoke  at  the  annual  Christian 
Education  dinner  held  in  Rayne  Me¬ 
morial  Church,  New  Orleans,  on  Sept. 
28.  Dr.  B.  A.  Galloway  is  pastor. 


A  PLANNING  RETREAT  was  held 
at  Camp  Singing  Waters  by  members 
of  the  Senior  High  Youth  Fellowship 
of  Broadmoor  Church,  Baton  Rouge, 
the  weekend  of  Sept.  29.  They  were 
accompanied  by  Mr.  and  Mrs.  Tim 
Sciple  and  the  Rev.  and  Mrs.  Kenny 
Norton,  associate  pastor  and  wife.  The 
Rev.  Barry  Bailey  is  minister  at  Broad¬ 
moor. 

DAVID  HAAS  MEMORIAL  Church 
in  Bunkie  had  V.  J.  French  as  Lay¬ 
man’s  Day  speaker,  Oct.  8,  on  the 
theme  “Christ’s  Ambassadors.”  The 
Rev.  Eskel  L.  Tatum  is  pastor. 

THE  FIRST  ANNUAL  Planning  Day 
and  picnic  was  held  by  members  of 
First  Church,  Hammond,  on  Sunday 
afternoon  and  evening,  October  1 .  Held 
at  the  home  of  Mr.  and  Mrs.  Dan 
Durham,  Sr.,  off  the  Old  Baton  Rouge 
Highway,  the  group  participated  in 
softball,  swimming,  and  games  before 
commissions  met  at  4  p.m.  The  picnic, 
including  homemade  ice  cream,  was 
followed  by  a  meeting  for  long-range 
plans.  The  vesper  service  by  the  Sen¬ 
ior  MYF  was  conducted  by  Jill  Faller 
and  MYF  President  Ken  Carroll  was 
the  speaker.  The  Rev.  Alfred  M. 
Brown  is  pastor,  and  the  Rev.  Jack 
Singleton  is  associate. 


CHAPLAINS  WERE  SPEAKERS  in 
the  DeRidder  Church  on  Sept.  17. 
Chaplain  (Lt.  Col.)  Harry  Hataway 
brought  the  morning  message;  Chap¬ 
lain  (Lt.  Col.)  Charles  Fay  gave  the 
evening  sermon.  Col.  James  G.  Ben¬ 
nett  presided  at  the  morning  service, 
and  G.  K.  Bienvenu  at  the  evening 
worship.  The  Rev.  Robert  H.  Jamieson 
is  the  pastor. 


JANE  ANNE  JAYROE,  Miss  Amer¬ 
ica  of  1967,  was  the  featured  speaker 
for  youth  at  the 
church-night  dinner 
in  First  Church, 
Shreveport,  Octo¬ 
ber  4.  Miss  Jayroe 
has  been  a  leader 
in  the  MYF  pro¬ 
gram  of  her  home 
church  in  Okla¬ 
homa,  and  recently 
gave  her  personal 
religious  testimony  by  writing  the 
pamphlet  “I  Want  to  be  His  Servant” 
for  the  General  Board  of  Evangelism 
for  the  Methodist  Church.  Dr.  D.  L. 
Dykes  is  the  First  Church  pastor. 


Mrs.  Quinton  Bealer  of  the  Elton 
Church  receives  a  five-year  perfect 
attendance  Sunday  school  pin  from 
Harley  Bruchhaus,  secretary. 


THE  APPRECIATION  DINNER 
and  Workers’  Conference  in  Trinity 
Church,  Ruston,  Oct.  4  had  as  guest 
speaker  the  Rev.  Merlin  W.  Merrill, 
pastor  of  University  Church,  Lake 
Charles,  and  chairman  of  the  Confer¬ 
ence  Board  of  Evangelism.  Pastors  at 
Trinity  are  the  Rev.  Douglas  L.  Mc¬ 
Guire  and  the  Rev.  Otis  W.  Spinks, 
associate. 

THE  REV.  LAEL  JONES  of  Thibo- 
daux  was  the  speaker  at  the  October  5 
meeting  of  Methodist  Men  of  First 
Church,  Houma.  Dr.  Vern  Pitre  is 
president  of  the  group.  The  Rev.  Je¬ 
rome  A.  Cain  is  their  pastor. 

ST.  PAUL’S  CHURCH  at  Harahan 
installed  the  following  officers  for  the 
Intermediate  MYF:  president,  David 
Doucet;  vice  president,  Deborah  Her¬ 
mann;  secretary,  Debbie  Dennis;  treas¬ 
urer,  Janie  Turner;  chairmen  of  com¬ 
mittees  are  Janie  Turner,  Dodd  Mc¬ 
Carty,  Patti  Sue  Scioneaux,  Sheryl 
Barnes,  Geary  Barnes.  Mr.  and  Mrs. 
Paul  Hermann  are  their  counselors. 
The  Rev.  Charles  S.  Walker  is  their 
pastor. 

DR.  HOUSTON  HUCKABAY,  pro¬ 
fessor  of  chemical  engineering  at  Lou¬ 
isiana  Tech,  spoke  at  the  supper  meet¬ 
ing  of  Methodist  Men  in  Grace  Church, 
Ruston,  Oct.  4.  The  Rev.  George  Har¬ 
kins  is  pastor. 

THE  LECOMPTE  LAYMAN’S  Day 
message  was  brought  by  Dr.  D.  M. 
Carlton,  with  Baxter  Robison,  Jr. 
presiding.  Wilbur  Hathorn  of  Le- 
Compte  spoke  at  the  morning  service 
at  Cheneyville  and  Warren  Haggart  led 
the  service.  The  Rev.  Robert  I.  Galatas 
is  pastor  of  both  churches. 


DR.  ALFRED  A.  KNOX,  editor  of 
The  Louisiana  Methodist,  will  be  guest 
speaker  in  First  Church,  Monroe,  Sun¬ 
day  morning,  October  15.  Dr.  H.  L. 
Johns,  retired  minister,  is  interim  pas¬ 
tor. 

THE  METAIRIE  METHODIST  fam¬ 
ily  night  supper  and  program  in  Sep¬ 
tember  featured  the  Rev:  Larry  Robert¬ 
son,  pastor  of  the  New  Orleans  Sec¬ 
ond  Methodist  Church,  in  a  slide- 
lecture  on  Inner-City  Parish  work.  The 
Rev.  John  C.  Coker  is  the  Metairie 
pastor. 

THE  ONE  THOUSAND  Club  was  the 
focus  when  Herbert  C.  Moffett  spoke 
concerning  it  in  the  Vidalia  Methodist 
Church,  Sept.  24.  Mr.  Moffett,  active 
in  First  Church,  West  Monroe,  was 
recently  selected  as  Layman  of  the 
Year  in  Monroe  District.  The  Rev. 
William  Odell  Simmons  is  the  Vidalia 
pastor. 

THE  ADULT  FELLOWSHIP  of  First 
Church,  Baton  Rouge,  presented  two 
subjects  at  the  October  1  family  fel¬ 
lowship  hour.  Dr.  George  Jones  de¬ 
scribed  the  Arab-Israeli  War;  Mrs. 
Joseph  Yoder  led  discussion  on  the 
Christian  Home.  The  Rev.  Wally  Bak¬ 
er,  pastor  of  St.  Luke’s  Church,  Baton 
Rouge,  led  older  youth  in  dealing  with 
“Contemporary  Activity  in  the 
Church.”  Leaders  of  other  departments 
were  the  Rev.  Warren  Blakeman,  Dav¬ 
id  Nesser,  Layton  Cox,  Mrs.  Ben  Pea¬ 
body,  Mrs.  Ed  Greer,  and  Bill  and 
Marie  Hulsey.  Dr.  Dana  Dawson,  Jr. 
is  pastor. 

LAYMAN’S  DAY  had  an  ecumenical 
flavor  in  North  Baton  Rouge  Method¬ 
ist  Church  when  members  of  St. 
Charles  Catholic  Church  joined  in  a 
discussion  of  the  meaning  of  worship 
at  the  vesper  hour,  October  8.  The 
message  for  the  evening  worship  ser¬ 
vice  was  brought  by  their  pastor,  the 
Rev.  Lester  C.  Lacossague.  Local  Lay 
Leader  W.  E.  Hutzler  brought  the  mes¬ 
sage  at  the  morning  worship  service. 
The  Rev.  Beverly  E.  Bond  is  the  Meth¬ 
odist  pastor. 

THE  LOUISIANA  TECH  chapter  of 
the  Fellowship  of  Christian  Athletes 
sponsored  a  rally  on  Tuesday,  Octo¬ 
ber  3,  in  Memorial  Gym  of  Tech. 
Speakers  were  Bob  Pettit  and  Jim  Ray 
Smith,  both  professional  athletes.  Ray 
Hilderbrand,  nationally  known  record¬ 
ing  star,  entertained.  Also  on  the  pro¬ 
gram  were  Eddie  Sexton  of  Ruston 
High  School,  and  Mike  Durham  of 
Louisiana  Tech. 


The  parsonage  at  Kentwood  was  dedicated  Sept.  24 
and  principals  involved  are  pictured  above.  LEFT: 
the  Rev.  Carey  Martin,  pastor,  stands  with  Bishop 


Aubrey  G.  Walton,  center,  who  led  the  service,  as¬ 
sisted  by  Dr.  Bentley  Sloane,  right,  Baton  Rouge 
district  superintendent.  CENTER:  hostesses  at 


the  refreshment  table  are  Mrs.  Neil  Bell,  left,  WSG 
president,  and  Mrs.  J.  H.  Broyles,  WSCS  president. 
RIGHT:  the  Martins  and  the  Sloanes. 
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Seotdcuf  School  diedtett 

By:  Alfred  A.  Knox 
LESSON  FOR  OCTOBER  22:  God  Demands  Righteous  Relationships 


BACKGROUND  SCRIPTURE:  Amos  3  through  6. 

MEMORY  SELECTION:  Seek  good,  and  not  evil, 
that  ye  may  live:  and  so  the  Lord,  the  God  of 
hosts,  shall  be  with  you.  (Amos  5:14) 

AIM  OF  THE  LESSON:  To  affirm  the  value  of 
religious  commitment  and  moral  behavior;  to 
call  to  the  attention  of  present-day  adults  that 
there  should  be  a  correlation  between  religion 
and  morality. 

*  *  * 

Amos  speaks  frequently  in  his  prophecy  about 
relationships— the  relationships  that  ought  to  exist 
between  men  and  nations  and  their  God.  At  the 
very  heart  the  Bible  understands  religion  to  be  a 
relationship  between  God  and  man.  There  existed 
between  Israel  and  Jehovah  a  relationship  that  could 
be  called  a  covenant.  He  had  spoken  to  them  in 
Leviticus  26:12  about  those  certain  conditions  un¬ 
der  which  “I  will  be  your  God  and  you  shall  be 
my  people.”  It  is  in  this  area  that  the  prophet  speaks 
throughout  the  book — trying  to  show  this  people 
and  every  people  that  every  promise  God  has  ever 
made  them  is  conditional. 

A  great  portion  of  the  Bible  is  devoted  to  the 
record  of  ways  in  which  individuals  and  nations 
have  found,  lost,  and  recovered  this  relationship. 
The  Law  was  Israel’s  attempt  to  be  specific  about 
those  beliefs  and  acts  that  they  thought  would  please 
God.  Then  the  prophets  appeared  on  the  scene  to 
remind  them  that  the  relationship  could  not  be 
sustained  unless  there  was  something  underneath 
their  willingness  to  abide  by  the  Law — this  was 
akin  to  that  which  Jesus  had  in  mind  when  he 
later  told  his  followers  to  go  “the  second  mile.” 

Amos  is  also  anxious  to  get  across  God’s  word 
that  when  any  group  of  people  has  been  set  apart 
and  designated  as  “God’s  people”  they  take  on  a 
great  responsibility.  There  seems  to  be  no  doubt 
that  God  believed  in  a  “double  standard” — he  ex¬ 
pected  more  of  Israel  than  any  other  people  be¬ 
cause  he  had  done  so  much  for  them.  After  list¬ 
ing  many  of  the  details  of  the  relationships  through 
the  years,  after  reminding  them  (chapter  4)  of  the 
many  times  when  he  led  them  out  from  difficult 
days,  he  used  an  expression  that  has  become  com¬ 
monplace  in  our  spiritual  vocabulary.  He  said,  “you 
were  as  a  brand  plucked  out  of  the  burning.”  You 
may  recall  that  this  expression  had  special  meaning 
for  John  Wesley  after  he  was  saved  from  a  fire 
in  the  parsonage  at  Ep worth  when  he  was  a  small 
boy. 

Baker  says  of  the  spiritual  weakness  of  Israel 
(THE  WITNESS  OF  THE  PROPHETS):  “Bethel 
was  so  intent  on  proving  herself  all  right  as  she 
was  that  she  refused  to  consider  what  she  might 
be.  .  .  .  No  longer  could  she  follow  in  the  footsteps 
of  God.  She  was  far  less  concerned  with  the  danger 
of  divine  wrath  than  with  the  danger  of  discovering 
moral  exactions  which  would  repudiate  her  course 
and  thus  compel  her  to  reverse  her  practice.  She 
was  content  to  let  God  work  for  her  good  without 

letting  her  good  work  for  God.” 

*  *  * 

THE  RELATIONSHIPS  OF  AN  AFFLUENT 
SOCIETY 

Dr.  J.  M.  P.  Smith  (THE  PROPHETS  AND 
THEIR  TIMES)  points  out  that  “the  facts  that 
brought  Amos  to  his  conclusions  regarding  Israel 
were  the  social  wrongs  that  he  saw  rampant  there. 
It  was  a  post-war  period,  when,  even  as  here,  the 
rich  seemed  to  be  getting  richer  and  the  poor  getting 
poorer.  It  was  to  the  great  merit  or  Amos  that  he  in¬ 
sisted  upon  fundamental  morality  as  the  supreme 


thing  in  human  relations  with  God.” 

Amos  was  a  peasant,  and  the  amenities  of  life 
among  the  well-to-do  and  leisured  classes  were  no 
doubt  shocking  to  him,  as  they  have  always  been 
to  those  who  were  not  brought  up  as  a  part  of  them. 
Dr.  B.  P.  Church  (Private  Lives  of  the  Prophets) 
suggests:  "Coming  from  a  region  and  a  background 
where  there  was,  as  yet,  no  great  wealth  and  no 
fixed  line  of  demarcation  between  rich  and  poor, 
he  found  the  inequalities  in  Israel  especially  notice¬ 
able. 

Perhaps  the  ultimate  expression  of  Amos  con¬ 
cerning  the  affluence  of  Israel’s  society  is  in  Amos 
6:4  “Woe  to  those  who  lie  down  on  beds  of  ivory.” 
We  can  well  remember  the  comment  of  Dr.  W.  A. 
Smart  during  our  days  in  seminary  as  be  pointed 
out  that  no  man  would  every  buy  a  “bed  of  ivory” 
unless  he  already  had  everything  else. 

The  biting  irony  and  scorn  of  Amos’  comments 
certainly  enraged  his  hearers,  who  felt  that  they 
were  living  pretty  much  like  the  rest  of  the  world. 
Why,  they  wondered,  should  they  have  been  singled 
out  for  vituperation  just  because  some  out-of-date 
fanatic  from  the  backwoods  had  a  quaint  concep¬ 
tion  of  God  which  he  wished  to  substitute  for  their 
own. 

*  *  * 

THE  RESPONSIBILITIES  OF  PRIVILEGE 

In  chapter  4  Amos  sketches  the  history  of  Is¬ 
rael’s  dealing  with  Jehovah,  listing  the  many  timet, 
when  He  had  fought  their  battles  for  them  and  led 
them  through  dark  days.  We  also  read  of  those 
numerous  occasions  when  they  had  sinned  previously 
and  He  had  warned  them  of  the  precarious  nature 
of  their  covenant  relationship  with  Him.  “I  laid 
waste  your  gardens  and  your  vineyards  .  .  .  yet 
you  did  not  return  to  me,  says  the  Lord.”  (4:9) 

Amos  was  telling  them  that  his  words  of  warn¬ 
ing  were  not  the  first  that  they  had  received.  He 
was  also  reminding  them  that  the  law  of  cause-* 
and  effect  applied  in  the  spiritual  realm.  As  he  re¬ 
minds  them  that  God  has  been  in  every  act  of 
their  history,  he  was  trying  to  tell  them  that  they 
had  a  responsibility  greater  than  any  other  people 
to  seek  God’s  will  and  to  do  it.  Sometimes  when 
a  parent  brags  about  the  I.Q.  of  his  child  on  en¬ 
tering  college,  one  is  tempted  to  remind  him  that 
this  places  the  greater  responsibility  on  that  child 
to  deliver  in  college. 

There  is  a  tiny  red  strand  that  runs  through 
every  piece  of  rope  on  every  vessel  in  the  British 
navy.  This  is  their  way  of  reminding  themselves 
that  they  have  a  personal  relationship  with  their 
sovereign,  and  that,  in  a  real  sense,  he  is  with  them 
on  every  voyage  of  their  vessel.  It  was  this  same 

type  of  reminder  that  Amos  brought  to  Israel. 

*  *  * 

PATTERN  OF  PROPHETIC  INDICTMENT 

In  his  Book  of  the  Twelve  Prophets,  George 
Adam  Smith  makes  a  provocative  distinction  with 
respect  to  Amos’  condemnation  of  the  evils  of  his 
time.  In  chapters  1  and  2,  he  speaks  of  the  sins 
of  the  heathen  nations,  but  he  keeps  sounding  the 
note  that  Israel  and  Judah  art  not  without  then- 
share  of  guilt.  However,  in  the  second  part  of  the 
books,  cc.  3-6,  he  sets  his  prophetic  sights  upon 
the  internal  misdeeds  of  Israel.  These  are  called 
by  that  author  “the  sins  of  civilization,  the  pressure 
of  the  rich  upon  the  poor,  the  bribery  of  justice, 
the  seduction  of  the  innocent,  impurity  and  other 
evils  of  luxury.” 

In  that  second  part  of  the  book  which  we  are 
studying  today  we  can  see  a  progressive  pattern  of 
indictment  followed  by  the  prophet.  First,  there  is 
the  deadly  sin  of  spiritual  ingratitude,  infecting  in¬ 


dividuals  and  the  nation  alike.  There  follows  treat¬ 
ment  of  the  sin  of  moral  corruption  as  he  speaks 
of  the  manner  in  which  the  licentiousness  of  baalism 
has  influenced  the  worship  of  Jehovah.  Thirdly,  he 
speaks  of  the  sin  of  spiritual  pride.  It  is  in  this 
area  of  thinking  that  he  says  in  5:18:  “Woe  to 
you  who  desire  the  day  of  the  Lord!  Why  would 
you  have  the  day  of  the  Lord?”  The  fourth  deadly 
sin  in  the  prophet’s  catalogue  is  that  of  ecclesiastical 
complacency.  “Woe  to  those  who  are  at  ease  in 
Zion,  and  to  those  who  feel  secure  on  the  mountain 
of  Samaria.”  (6:1)  The  prophet  lived  within  sight 
of  Jerusalem,  and  he  knew  from  bitter  experience 
how  the  temple  worship  had  been  corrupted  by  a 
grasping  priesthood,  and  how  the  fine  cutting  edge 
of  religious  zeal  and  devotion  had  been  dulled  by 
the  indifference  and  materialism  of  a  complacent 
people. 

Dr.  Sidney  Lovett  (Interpreters’  Bible)  asks,  “Yet 
why  belabor  times  gone  by?  The  situation  which 
he  confronted  and  denounced  in  his  day  has  been 
disclosed  with  singular  clarity  in  ours.  What  Amos 
meant  by  ‘ease  in  Zion’  is  manifest  stil  lin  a  smug 
complacency  that  turns  a  Christian  church  into  a 
kind  of  museum,  where  outworn  creeds  and  obsolete 
methods  of  education  are  carefully  preserved.”  What 
is  your  reaction  to  Dr.  Lovett’s  charge? 

*  *  * 

RELIGION  AND  MORALITY 

From  every  side  we  hear  scathing  criticisms 
of  the  Christian  church  today  based  on  the  statistics 
which  show  that  during  a  period  of  steady  numerical 
growth  of  the  churches  in  America  there  has  come 
the  greatest  increase  in  rate  of  crime.  People  who 
have  never  related  themselves  to  the  church  per¬ 
sonally  are  giving  testimony  to  the  fact  that  they 
feel  there  should  be  a  positive  correlation  between 
religion  and  morality.  This  was  the  same  note  that 
Amos  sounded — saying  to  the  people  of  Israel,  who 
had  a  reputation  for  being  among  the  most  religious 
people  on  earth,  that  more  was  expected  of  them 
because  of  their  relationships  with  Jehovah.  Do  you 
believe  that  people  who  are  religious  should  be  bet¬ 
ter  than  other  people  and  exert  a  positive  influence 
on  the  morality  of  the  nation? 

It  still  is  disturbing  to  us  to  read  that  the  land¬ 
lord  who  collects  rents  on  the  most  delapidated 
slums  is  the  lay  leader  of  his  local  church.  It  still 
goes  against  something  deep  inside  of  us  to  hear 
that  an  active  member  of  the  church  youth  group 
has  been  involved  in  a  series  of  crimes,  or  that  a 
prominent  teacher  in  the  Church  school  has  ab¬ 
sconded  with  funds  from  the  bank. 

The  Archbishop  of  Canterbury,  speaking  in  a 
great  ecumenical  worship  service  in  Little  Rock  a 
few  days  ago,  made  this  one  of  the  central  themes 
of  his  message.  He  said:  “The  word  which  sug¬ 
gests  Christian  unity  in  the  New  Testament  comes 
from  a  root-word  meaning  ‘to  bind  up,’  so  that 
anyone  who  binds  broken  humanity  is  part  of  the 
movement  for  Christian  unity.” 

*  *  * 

PERSONS  ARE  IMPORTANT 

If  we  dig  just  a  little  below  the  surface,  we 
discover  that  Amos  was  truly  ahead  of  his  times 
as  he  emphasized  the  point  that  in  the  eyes  of 
Jehovah  all  persons  are  important  as  individuals. 
We  sometimes  think  that  this  is  a  very  modem 
emphasis  in  religion,  but  here  we  have  a  preacher 
in  the  eighth  century  B.C.  saying  that  a  whole  peo¬ 
ple  will  be  destroyed  because  the  leadership  of  the 
nation  and  the  church  have  forgotten  that  people? 
count.  Amos  is  almost  crude  as  he  strikes  out  at 
the  women  of  the  land,  calling  them  “cows  of 
Bashan.”  He  says  that  for  the  satisfaction  of  then- 
own  appetites  for  pleasure  they  make  continual  de¬ 
mands  on  their  husbands.  “Hear  this  word,  you 
cows  of  Bashan,  who  are  in  the  mountain  of  Sam¬ 
aria,  who  oppress  the  poor,  who  crush  the  needy, 
who  say  to  their  husbands,  ‘Bring,  that  we  may 
drink!  ’ 

In  any  age  in  which  poverty  has  existed,  and 
it  has  existed  in  every  age,  it  has  been  a  basic  mis¬ 
take  to  see  all  the  poor  people  as  a  collective  entity 
instead  of  recognizing  that  they  are  individual  per¬ 
sons.  This  leads  to  a  treatment  of  symptoms  only 
instead  of  elimination  of  causes.  This  is  like  treating 
a  fever  with  an  ice  pack  instead  of  seeking  out  the; 
infection  that  causes  it  and  getting  rid  of  that. 
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Bishop  James  A  Pike  stole  the  headlines  from  the 
sessions  of  the  triennial  General  Assembly  of  the 
Episcopal  Church  when  the  Toronto  Star  released 
the  story  that  he  had  participated  in  a  September 
3  TV  seance  during  which  he  said  he  received 
messages  from  his  dead  son,  Jim.  The  seance  was 
conducted  by  the  Rev.  Arthur  Ford,  a  minister  of 
the  Disciples  of  Christ,  who  is  well-known  for  his 
activities  in  spiritualism. 

One  of  the  persons  with  whom  we  were  working 
in  a  church  meeting  in  New  York  when  this 
story  appeared  in  the  papers  observed:  “Well, 
this  at  least  proves  that  Bishop  Pike  believes 
in  immortality.”  (The  bishop  who  resigned  from 
the  leadership  of  the  Diocese  of  California  has 
publicly  announced  his  disbelief  in  many 
theological  positions  regarded  as  orthodox.) 

Pope  Paul  VI  gave  very  little  aid  and  comfort  to 
the  progressives  among  the  Roman  Catholic  bishops 
as  he  opened  the  world  synod  of  bishops  at  the 
Vatican.  In  his  opening  message  to  approximately 
200  bishops  in  St.  Peter’s  Basilica  he  issued  a  stem 
warning  against  the  perils  of  change,  and  enjoined 
the  bishops  to  fight  “immense”  and  “insidious” 
dangers  to  the  Roman  Catholic  faith.  The  initial 
reaction  among  the  liberal  bishops  was  reported  to 
be  “doubt  and  dismay.” 

However,  in  the  first  business  session  within 
the  Papal  Palace,  he  reassured  the  bishops 
chosen  to  represent  their  colleagues  around  the 
world  that  he  fully  intended  to  follow  through 
with  his  announced  intention  of  sharing  some 
of  the  papal  authority  with  the  bishops. 

In  a  move  that  surprised  many  observers,  the  Epis¬ 
copal  Church’s  House  of  Deputies  voted  unanimous¬ 
ly  to  authorize  representatives  of  the  church  to  help 
prepare  a  proposed  plan  of  union  that  would  involve 
their  church  and  nine  other  denominations  in  the 
Consultation  on  Church  Union  (COCU).  Some 
opposition  had  been  expected,  but  a  public  hearing 
earlier  appeared  to  have  mollified  many  of  the 
critics.  However,  an  amendment  was  added  to  the 
resolution  which  said  in  substance  that  this  vote  did 
not  empower  the  church’s  representatives  “to  nego¬ 
tiate  the  entry  of  this  church  into  such  a  plan  of 
union.” 

The  Archbishop  of  Canterbury,  speaking  to  the 
Episcopal  House  of  Bishops  on  the  “Principles 
of  Church  Union”  developed  by  COCU,  sug¬ 
gested  that  the  section  on  the  episcopate  needs 
to  be  rewritten.  He  said,  in  reference  to  apos¬ 
tolic  succession,  “What  we  are  concerned  about 
is  the  continuance  of  an  order  that  belongs  to 
the  historic  Church  of  God.” 

The  United  States  Fifth  Court  of  Appeals  in  New 
Orleans  recently  upheld  a  30-year  sentence  and 
$30,000  fine  against  Timothy  Leary,  so-called  “high 
priest”  of  the  psychedelic  drug  movement,  for  im¬ 
porting  marijuana.  The  former  Harvard  psychology 
professor  was  convicted  in  Houston  in  1965  for 
importing  marijuana  from  Mexico.  In  his  defense. 
Dr.  Leary  claimed  he  used  the  drug  for  “profound 
religious  experience.” 

The  New  York  Constitutional  Convention,  in 
its  final  draft  of  a  new  charter  for  the  state, 
voted  to  include  a  restriction  on  state  grants 
for  the  construction  of  private  school  “general 
academic  buildings.”  The  vote,  which  came 
after  an  all-night  session,  came  as  a  compro¬ 
mise  in  a  church-state  dispute  which  threatened 
the  entire  document. 


A  Roman  Catholic  priest  who  administers  an 
inner-city  parish  in  Cincinnati  recently  resigned 
from  the  board  of  trustees  of  the  Community 
Action  Commission  (CAC),  that  city’s  public 
anti-poverty  agency.  He  told  an  investigating 
committee  that  the  poor  laugh  at  the  poverty 
programs,  consider  them  “pie  in  the  sky”  efforts 
and  feel  that  they  accomplish  little  real  good. 

A  money  offering  towards  erection  of  the  Institute 
for  Ecumenical  and  Cultural  Research  at  St.  John’s 
Abbey  and  University  near  Albert  Lea,  Minn,  will 
be  one  way  in  which  the  1 1  Protestant  churches  of 
that  city  will  mark  the  450th  anniversary  of  the 
Reformation.  Representatives  of  the  churches’ 
15,000  members  will  carry  the  offering  to  St.  John’s 
where  an  ecumenical  service  will  be  held  October  29. 


PHILADELPHIA  —  Arthur  Ford,  72,  of  Philadel¬ 
phia,  holds  copies  of  his  autobiography  and  the  most 
recent  book  by  Episcopal  Bishop  James  A.  Pike, 
Mr.  Ford  is  the  spiritualist  'medium'  through  which 
Bishop  Pike  is  said  to  have  been  contacted  by  his 
son,  James,  Jr.,  who  committed  suicide  last  Febru¬ 
ary.  The  seance  took  place  in  Toronto  in  early  Sep¬ 
tember.  (RNS  Photo) 


The  publication  in  Paris  of  a  book  containing 
the  confidential  papers  of  the  papal  commission 
on  birth  control  has  been  strongly  criticized 
by  the  former  secretary  general  of  the  commis¬ 
sion,  Dominican  Father  Henri  de  Riedmatten. 

He  said,  “the  elementary  rules  of  respect  for 
individuals,  for  authority  and  for  the  truth 
have  been  violated  and  this  should  be 
denounced.” 

In  London  a  Church  Music  Trust  has  been  formed 
to  avert  what  is  called  a  “crisis”  concerning  the 
choirs  of  Anglican  St.  Paul’s  Cathedral  and  West¬ 
minster  Abbey  and  Roman  Catholic  Westminster 
Cathedral.  An  official  announcement  said:  “It  is 
becoming  increasingly  difficult  to  maintain  the  choir 
schools  for  the  boys  and  to  pay  adequate  salaries 
to  the  highly  skilled  professional  singers.”  Joint 
patrons  of  the  trust  are  the  Archbishop  of  Canter¬ 
bury  and  John  Cardinal  Heenan  of  Westminster. 


A  recent  editorial  in  The  Living  Church,  Epis¬ 
copal  weekly,  criticized  Saul  Alinsky,  director 
of  the  Industrial  Areas  Foundation,  for  “scoff¬ 
ing  and  sneering  at  Christianity.”  The  Rev. 
Carroll  Simcox,  editor,  said  that  Mr.  Alinsky, 
much  of  whose  work  is  supported  by  money 
from  churches,  continually  castigates  the  people 
who  make  up  the  churches.  He  said,  “His 
indictment  of  the  membership  of  the  church 
as  a  whole  is  not  simply  in  bad  taste,  it  is 
slanderously  false.” 

Charges  that  the  civil  war  raging  in  Nigeria  is  a 
“religious  war”  were  termed  “incorrect”  by  Arch¬ 
bishop  John  Amusus  Aggey  of  Lagos,  Nigeria,  In 
a  recent  interview  in  this  country.  He  said  that  the 
conflict  is  “a  potential  and  social  war”  and  that 
religion  of  itself  is  not  a  factor.  He  reported  that 
of  the  3  million  Catholics  in  Nigeria,  more  than 
1.6  million  live  in  the  state  of  Biafra  which  has 
declared  its  independence  from  Nigeria. 

Bishop  James  A.  Pike ,  resigned  bishop  of  the 
Episcopal  Diocese  of  California,  has  won  the 
right  to  continue  to  sit  and  speak  in  the 
Church’s  Council  of  Bishops — at  least  for  fhe_> 
current  session  in  Seattle.  However,  he  and  two 
other  resigned  bishops,  accorded  similar  cour¬ 
tesy,  will  have  no  vote.  (We’re  waiting  for  the 
day  when  they  try  to  keep  Bishop  Pike  from 
speaking!) 

Women  wearing  miniskirts  will  not  be  allowed  to. 
enter  Vatican  City,  according  to  recent  orders  is¬ 
sued  to  Pontifical  Guards.  They  have  been  instruct- 
ed  to  escort  all  miniskirted  girls  back  to  the  borders 
of  the  Vatican  State.  (The  news  story  did  not  state 
just  where  the  guards  were  going  to  “draw  the  line 
at  determining  skirts  that  would  be  thus  classified.) 

Father  James  A.  Groppi  of  Milwaukee  has 
been  linked  with  Negro  militants  H.  Rap 
Brown  and  Stokely  Carmichael  by  Christianity 
Today  magazine.  It  said  in  its  Sept.  29  issue 
that  the  priest  had  “joined  the  ranks  of  mili- 
ant,  violence-oriented  black  revolution  advocates 
such  as  H.  Rap  Brown  and  Stokely  Car¬ 
michael.” 

In  Washington,  D.C.,  U.S.  District  Judge  Alexander 
Holtzoff  has  ruled  that  charges  that  a  Christmas 
stamp  to  be  used  this  year  amounts  to  “prose¬ 
lytizing”  for  the  Catholic  Church  are  “remote  and 
far-fetched.”  As  such,  he  said,  the  charges  do  not 
warrant  government  action  halting  issuance  of  the 
stamp.  Protestants  and  Other  Americans  United  for 
Separation  of  Church  and  State  (POAU)  had  sought 
a  court  order  to  halt  the  stamp’s  distribution. 


The  Quaker  ketch  Phoenix,  carrying  a  cargo  of 
medicial  supplies  and  a  team  of  doctors  for 
North  Vietnamese  war  victims,  arriving  in  Hong 
Kong  September  14.  However,  the  North  Viet¬ 
namese  Red  Cross  had  reportedly  advised  the 
Phoenix  not  to  enter  Haiphong  because  of  re¬ 
cent  American  bombings  of  the  city  and  the 
harbor. 


The  Maricopa  (Ariz.)  County  Board  of  Adjust¬ 
ment  has  refused  to  accept  jurisdiction  on  a  re¬ 
quest  by  the  Bible  Institute  of  the  Air,  Inc.,  that 
they  be  allowed  a  zoning  variance  for  their  head¬ 
quarters  building.  The  building  is  located  in  a  resi¬ 
dential  zone  and  the  County  Planning  and  Zoning 
Department  has  held  that  the  Institute  is  a  “busi¬ 
ness.”  The  organization  annually  receives  $300,000 
in  contributions  from  radio  listeners  in  42  states, 
Canada  and  Mexico. 

The  Christian  Layman’s  Experimental  Organ¬ 
ization,  a  small  Roman  Catholic  community  in 
New  Jersey,  which  Bishop  George  W.  Ahr  of 
Trenton  has  threatened  with  excommunication, 
will  meet  before  mid-October  and  ask  its  mem¬ 
bers  to  vote  on  their  next  steps. 
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Recreation  Workshop 
October  20-22 

A  recreation  workshop  for  the  Lou¬ 
isiana  Annual  Conference  will  be  held 
at  Camp  Istrouma,  October  20-22. 
Leaders  for  the  event  will  include  R. 
Harold  Hipps,  director  of  recreation 
and  leisure,  staff  of  the  Division  of 
the  Local  Church,  Board  of  Educa¬ 
tion;  the  Rev.  August  E.  Aamodt,  dean 
of  men  at  Centenary  College;  and  Mrs. 
Flora  S.  Galloway,  director  of  XYZ 
Program  (older  adults)  First  Method¬ 
ist  Church,  Baton  Rouge. 

The  registration  will  begin  at  4:30 
p.m.,  Friday,  the  20th.  Supper  and 
orientation  will  be  at  6:00  p.m.  The 
activity  will  end  with  an  evaluation 
period  during  the  noon  hour  on  Sun¬ 
day. 

The  committee  which  planned  the 
workshop  includes:  Mrs.  John  Oldham, 
chairman;  Miss  Louise  Sharp,  vice 
chairman;  the  Rev.  Earl  B.  Emmerich, 
registrar;  the  Rev.  Monroe  Wilkes, 
camp  manager;  the  Rev.  M.  C.  Cady, 
resources  chairman;  and  Mrs.  Alton  E. 
Barrillie,  nurse. 

A  registration  fee  of  $15.00  covers 
all  expenses  in  connection  with  the 
program,  room,  meals  and  insurance. 
Registration  is  being  limited  to  60  per¬ 
sons,  and  the  registration  should  be 
sent  to  the  Rev.  Earl  B.  Emmerich, 
Box  4325,  Shreveport,  La.,  71104. 
t 

44%  OF  METHODIST  ADULTS 

FOLLOW  NEW  CURRICULUM 

NASHVILLE,  Tenn.  (RNS)  —  Ap¬ 
proximately  44  of  every  100  Method¬ 
ist  adults  who  attend  church  school 
are  in  classes  which  have  adopted  a 
totally  new  denominational  curriculum 
which  was  launched  on  the  first  Sun¬ 
day  in  September. 

Thomas  K.  Potter,  Jr.,  editor  of 
Graded  Press,  a  part  of  the  Method¬ 
ist  Publishing  House  here,  said  that 
while  56  out  of  every  100  Methodist 
adults  in  church  school  programs  con¬ 
tinue  to  use  the  International  Lesson 
Series  the  new  material  has  been  well 
received. 

Before  its  introduction,  80-85  of 
each  100  expressed  a  preference  for 
the  International  Series,  based  upon 
a  cyclic  outline  suggested  by  a  com¬ 
mittee  of  the  National  Council  of 
Churches. 

t 


“LORDS  ACRE  PLAN” 

ASHEVILLE,  N.C.— The  “Lord’s 
Acre-Lord’s  Hour”  plan,  an  interna¬ 
tional,  interdenominational  organized 
effort  to  teach  mankind  effective  use 
of  the  ancient  concept  of  stewardship, 
is  offering  its  program  as  a  catalyst 
to  help  fuse  mankind  into  a  world 
brotherhood. 

The  program,  begun  in  1930  on 
farmland  in  North  Carolina,  and  since 
spread  to  industry  and  office,  is  be¬ 
ing  redesigned  to  enlarge  attention 
from  local  to  worldwide  needs. 

The  Rev.  Jack  Waldrep  of  Horse 
Shoe,  N.C.,  director  of  the  organiza¬ 
tion  which  has  Asheville,  N.C.,  head¬ 
quarters,  this  week  announced  results 
of  a  year-long  study  into  the  program, 
which  is  sponsored  by  the  James  G. 
K.  McClure  Educational  and  Develop¬ 
ment  Fund,  Inc.,  of  Asheville. 


Wesley  Foundation  members  from  McNeese  State  College,  Lake  Charles, 
at  summer  planning  conference  at  Hodges  Gardens.  The  group  studied  a 
paper  condensed  from  “'A  Study  of  Wesley  Foundation,”  and  organized  in¬ 
to  guilds  which  included  worship,  education,  discipline  and  engagement. 
With  group  are  pictured  Dr.  and  Mrs.  Ronald  Crain.  Dr.  Crain  is  faculty 
advisor  and  also  chairman  of  the  Board  of  Directors  of  the  Wesley  Foun¬ 
dation.  Lynn  Merrill,  son  of  the  Rev.  Merlin  Merrill,  pastor  of  University 
Church,  is  president  of  the  group.  The  Rev.  Joe  Thomas  is  director. 


The  Rev.  James  L.  Adams,  Board 
of  Pensions  chairman,  presides 
at  meeting  in  Alexandria.  To 
his  left  in  picture  is  the  Rev. 
James  W.  Matthews,  Jr.,  secre¬ 
tary. 


CONFERENCE  ON  CHURCH 
AND  SOCIETY 

DETROIT,  Mich.,  Oct.  6 — The  gap 
between  rich  and  poor  around  the 
world,  which  widens  despite  the  ever¬ 
growing  power  of  technology,  will  focus 
the  attention  of  some  600  churchmen 
from  throughout  the  country  here  Oct. 
22-26  for  the  U.S.  Conference  on 
Church  and  Society. 

“When  technology  is  not  adequately 
guided  by  concern  for  the  welfare  of 
man,  it  contributes  to  systems  of  pow¬ 
er  which  exclude  many  people  from 
participating  in  major  decisions  affect¬ 
ing  their  lives,”  said  conference  chair¬ 
man  Bishop  B.  Julian  Smith  of  the 
Christian  Methodist  Episcopal  Church, 
Memphis,  Tenn. 


The  Rev.  Bob  Crichlow,  chair¬ 
man,  presides  at  recent  meeting 
of  the  World  Service  Commission 
at  Alexandria.  Bishop  Walton 
spoke  to  the  group. 


“While  one-third  of  the  world's 
people  grow  richer,  two-thirds  remain 
entrapped  in  poverty.  In  our  own  coun¬ 
try  poverty  persists  in  a  land  of  plen¬ 
ty,”  he  declared. 

Bishop  Smith  will  preside  over  the 
U.S.  meeting  designed  as  a  “follow¬ 
up”  to  the  1966  World  Conference  on 
Church  and  Society — sponsored  by  the 
World  Council  of  Churches  in  Ge¬ 
neva,  Switzerland. 

Called  by  the  General  Board  of  the 
National  Council  of  Churches,  the  U.S. 
conference  will  attempt  to  apply  the 
insights  of  Christian  faith  to  a  com¬ 
prehensive  list  of  specific  dilemmas 
facing  individuals  and  nations  alike. 

t 


Dr.  Henry  A.  Rickey,  Ruston  district  superintendent,  conducts  a  group 
quarterly  conference  at  Springhill.  Churches  represented  were:  Spring- 
hill,  Cotton  Valley,  Shongaloo,  Sarepta,  Whitehall,  and  Welcome. 


Youth 

Corner 


DEAR  YOUNG  PEOPLE: 

Have  You  Seen  the  ‘Core  Material’ 
on  our  Youth  Ministry? 

You  can  now  order  brochures  de¬ 
scribing  our  ministry  with  youth  from' 
Cokesbury  in  Dallas.  There  are  two 
booklets  describing  the  setting,  which 
are  free  for  the  asking:  “New  Curri¬ 
culum  Resources  for  Youth  Ministry, 
For  Study  Settings,”  and  “New  Cur¬ 
riculum  Resources  for  Youth  Minis¬ 
try,  For  Informal  Group  Settings.” 

Leaflets  on  the  new  youth  ministry 
are  designed  to  initiate  new  insights 
for  sharing  in  this  service.  This  mate¬ 
rial  deals  with  the  church  ministering 
in  new  settings  and  their  urbanized 
world.  These  brochures  are  as  follows: 

1 .  “On  Wine  and  Wineskins,”  Foun¬ 
dations  for  Youth  Ministry. 

2.  “Let’s  Celebrate,”  Worship  in  the 
Youth  Ministry. 

3.  “The  Discipline  and  Study.” 

4.  “Called  into  the  World,”  Service 
in  the  Youth  Ministry. 

5.  “Strictly  for  People,”  Possible 
Settings  and  Related  Groupings  for 
Youth  Ministry. 

6.  “Design  for  Youth  Ministry,”  the 
Administrative  Setting. 

7.  “The  Age  of  Pluralism,”  The 
New  World  in  Which  Youth  Must  Find 
Meaning. 

8.  “Megalopolis  Bound,”  Implica¬ 
tions  for  Youth  Ministry  in  Urbaniza¬ 
tion  and  U.S.  Culture. 

9.  “The  World  in  Microcosm,”  How 
a  Youth  Ministry  Can  Relate  to  Local 
Ecumenical  Action. 

10.  “Members  One  and  Another,” 
The  Relation  of  the  Total  Congrega¬ 
tion  to  Youth  Ministry. 

11.  “Resources  for  a  New  Day,” 
Describing  new  materials  to  be  released 
in  1968. 

The  cost  of  these  brochures  from 
Cokesbury  is  25  cents  for  5  of  any 
title.  The  last  two  are  not  yet  off  the 
press. 

“Youth  Day”  has  tentatively  been 
set  for  November  19  for  local  congre¬ 
gations.  At  that  time  we  are  urging  pas¬ 
tors  to  share  insights  on  our  ministry 
with  youth.  They  will  probably  need 
to  order  some  of  these  suggested  ma¬ 
terials  prior  to  that  date. 

— James  O.  Evans 
District  Youth  Director 
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Methodist  Women  Take  Action 


Woman9 s  Page 


Meeting  in  New  York  September 
21-25,  the  Woman’s  Division  of  the 
Methodist  Board  of  Missions,  de¬ 
fended  the  right  of  dissent,  pledged 
efforts  to  obtain  open  housing  legisla¬ 
tion  in  local  communities,  protested 
the  storage  of  nuclear  warheads  in 
Canada  and  other  countries,  and  sup¬ 
ported  proposed  legislation  prohibiting 
banks  from  being  lottery  agents. 

The  Woman’s  Division  is  the  na¬ 
tional  policy-making  body  for  about  1,- 
650,000  Methodist  women  in  36,000 
local  Woman’s  Societies  of  Christian 
Service  and  Wesleyan  Service  Guilds. 

The  national  Methodist  women’s  or¬ 
ganization  also  protested  the  violation 
of  human  rights  in  Vietnam  and  the 
diversion  of  funds  from  human  rights 
problems  in  the  United  States  to  the 
war. 

On  Vietnam,  the  Woman’s  Division 
said:  “As  1968,  the  International  Year 
of  Human  Rights,  approaches,  we  are 
concerned  by  the  violations  of  human 
rights  caused  by  the  war  in  Vietnam, 
particularly  in  two  major  forms: 

“1.  The  use  of  methods  of  warfare 
which  are  primarily  directed  against 
persons  rather  than  military  targets  and 
whose  very  use  is  destructive  of  the 
element  of  human  rights,  such  as  anti¬ 
personnel  fragmentation  bombs,  defol¬ 
iation  and  napalm.  2.  The  increasing 
diversion  of  funds  and  national  atten¬ 
tion  from  the  pressing  problems  of 
human  rights  in  the  United  States,  most 
particularly  among  Negroes  and  the 
poor,  and  the  creation  of  a  national 
mood  which  threatens  to  stifle  dissent.” 

The  Woman’s  Division  endorsed  two 
resolutions  of  the  General  Board  of  the 
National  Council  of  Churches  dealing 
with  Vietnam.  One  asked  for  a  halt 
in  the  bombing  of  North  Vietnam  for 
an  unspecified  period  of  time  to  al¬ 
low  the  United  Nations  to  consider  the 
question.  The  other  requested  the  U.S. 
to  prod  the  Saigon  government  to  es¬ 
tablish  social  justice  in  South  Vietnam, 
or  else  the  U.S.  should  re-examine  its 
commitments  in  Vietnam. 

The  Women’s  Division  mapped  a 
broad  scope  of  political  activities  to 
focus  public  attention  on  issues  in  the 
1968  general  election.  In  addition,  the 
Division  adopted  all  the  recommenda¬ 
tions  of  its  National  Seminar,  held  in 
Kansas  City,  Mo.,  Aug.  1-10.  The  rec¬ 
ommendations  as  approved  urged  wide¬ 
spread  observance  of  1968  as  the  In¬ 
ternational  Year  of  Human  Rights  and 
called  on  the  Senate  to  ratify  four 
United  Nations  convenants  on  human 
rights.  Other  recommendations  called 
for  multilateral  foreign  aid  through  the 
U.N.,  a  minimum  subsistence  level  in 
federal  and  state  welfare  programs  and 
the  provision  of  quality  education  for 
all  persons. 

Some  actions  of  the  Woman’s  Di¬ 
vision  in  more  detail: 

The  Woman’s  Division  urged  Meth¬ 
odist  women,  in  cooperation  with  other 
women’s  religious  groups,  to  protest 
the  storage  of  nuclear  warheads  in 
Canada  and  other  countries,  by  let¬ 
ters,  telegrams  and  other  communica¬ 
tions  to  the  President. 

Strongly  recommending  action  in  co¬ 
operation  with  other  faiths  and  other 
women’s  groups,  the  Division  detailed 
yearlong  observances  in  1968  of  the 
International  Year  of  Human  Rights, 


and  urged  speedy  Senate  ratification 
of  the  U.N.  covenants  on  forced  labor, 
slavery,  the  political  rights  of  women 
and  genocide  as  a  priority. 

Reaffirming  The  Methodist  Church’s 
traditional  opposition  to  gambling,  the 
women  urged  passage  of  a  bill,  ap¬ 
proved  by  the  House  and  now  in  a 
Senate  subcommittee,  which  would  re¬ 
strict  banking  institutions  insured  un¬ 
der  the  Federal  Deposit  Insurance  Act 
from  being  agents  for  lotteries. 

Acknowledging  an  invitation  from 
the  NAACP  Youth  Council  of  Mil¬ 
waukee  to  join  open-housing  marches 
in  that  city,  the  women  encouraged 
efforts  to  secure  the  adoption  of  open 
housing  legislation  and  urged  Meth¬ 
odist  women  toward  open  occupancy 
in  their  communities. 

In  addition  to  the  political  action 
called  for  to  implement  their  recom¬ 
mendations  and  resolutions,  the  Wom¬ 
an’s  Division  proposed  a  “legislative 
bulletin”  of  priority  items,  and  the 
sponsorship  of  citizenship  meetings, 
brunches  and  coffee  houses  to  inform 
Methodists  of  the  issues  and  candidates 
in  the  1968  elections.  Also  proposed 
were  the  organization  of  citizens’  in¬ 
quiry  groups  to  provide  an  open  forum 
for  candidates  and  discussion,  and  the 
creation  of  a  “check  list”  on  human 
rights  for  us  in  the  1968  political  cam¬ 
paign. 
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News  in  Brief 

QUIET  DAY  for  women  of  the  Lake 
Charles  District  was  held  at  Lake 
Arthur  Camp  Grounds  on  Sept.  29. 
Mrs.  G.  W.  Dameron,  former  confer¬ 
ence  WSCS  president,  was  the  leader. 

CARROLLTON  CHURCH  ladies 
held  a  review-tea  in  September.  Mrs. 
Malcolm  Helm  reviewed  “Here  Comes 
the  Bride,  There  Goes  Mother”  by 
Irene  Campen.  Mrs.  R.  R.  Cahal  is 
the  president. 

MRS.  MARCUS  BURKS  presented  a 
“Missionary  Hour”  for  the  Wesleyan 
Service  Guild  of  North  Baton  Rouge 
Church,  Oct.  9.  Mrs.  Burks  showed 
slides  of  her  recent  visit  to  Japan  and 
other  countries  of  the  Far  East.  Mrs. 
Bessie  Baker  is  Guild  president. 


At  Vidalia,  Mrs.  Lucille  Schiele,  the 
Rev.  Odell  Simmons,  and  Mrs.  Julia 
Knight  were  given  special  memberships 
in  the  Woman’s  Society  of  Christian 
Service. 

INGLESIDE  GUILD  NEWS 

The  Wesleyan  Service  Guild  of  In- 
gleside  Church  held  its  regular  month¬ 
ly  meeting  in  the  church  annex  Sept. 
21. 

The  theme  of  the  program  of  the 
evening  was  “Elements  of  Patriotism.” 
Mrs.  R.  B.  Culpepper,  program  chair¬ 
man,  urged  members  to  be  more  aware 
of  their  duties  and  responsibilities  as 
patriotic  citizens.  She  emphasized  that 
before  casting  a  vote  a  careful  study 
should  be  made  of  the  qualifications 
of  candidates  who  are  seeking  public 
office. 

The  business  meeting  was  conducted 
by  Mrs.  Verl  P.  Dykes,  president,  and 
Mrs.  C.  V.  Barnes  reported  on  the 
recent  meeting  of  the  Baton  Rouge 
District  Wesleyan  Service  Guilds.  She 
said  that  a  “citizenship  brunch”  is  be¬ 
ing  planned  for  January. 

A  report  of  the  activities  of  the 
Woman’s  Society  of  Christian  Service 
was  given  by  Mrs.  Allen  Carpenter', 
coordinator.  She  announced  that  the 
WSCS  would  have  a  bazaar  December 
2. 
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THE  ST.  LUKE’S  WSCS  in  Lake 
Charles  filled  25  “ditty  bags,”  made 
by  Betty  Verret,  for  servicemen  in  Viet 
Nam.  They  were  assisting  the  project 
sponsored  by  the  Red  Cross.  The  So¬ 
ciety  also  contributed  $50  to  the  Gulf 
Assistance  Program  to  be  used  for 
emergency  food  stamps,  and  members 
are  assisting  in  the  adult  literacy  pro¬ 
gram.  Mrs.  Merlin  Verret  is  president. 


fBL  rUJ _ 

Pictured  above  are  officers  and  committee  chairmen  for  the  Wesleyan  Service 
Guild  of  the  Jonesboro  Church.  They  are  from  left,  front  row:  Mrs.  Edith  Key, 
president;  Mrs.  Harriet  Hall,  vice  president;  Mrs.  Teresa  Tyler,  secretary;  Mrs. 
Marie  Tyler,  treasurer;  Miss  Effie  Smartt,  spiritual  life;  back  row:  Mrs.  Eleanor 
Jones,  membership;  .  Mrs.  Myrtle  Garrett,  missions;  and  Mrs.  Louise  Sneed, 
Christian  social  relations. 


The  Broadmoor,  Shreveport,  Woman’s 
Society  study  of  Japan  featured  the 
three  pictured  above:  from  left,  Mrs. 
W.  S.  Row,  secretary  of  missionary  ed- 
ucan'on;  Mrs.  Joe  Mickle,  speaker  in 
the  second  session;  Mrs.  Robert  B. 
Crichlow,  who  reviewed  "Windows  for 
the  Crown  Prince’’  in  the  first  session. 
The  flower  arrangement  was  created  by 
Mrs.  Roy  Davis.  Mrs.  Durwood  Rust  is 
president  of  the  group. 

MISS  HERMINE  TATE,  Lafayette 
District  Secretary  of  the  Wesleyan  Ser¬ 
vice  Guild,  was  in  charge  of  the  pro¬ 
gram  for  the  Guild  of  Crowley  First 
Church,  Oct  3.  Miss  Bess  Toler  is 
WSG  president. 

THE  ELTON  WOMAN’S  Society 
sponsored  a  program  featuring  Mrs. 
Don  Johnson  and  Miss  Rose  Vilardi, 
teachers  at  the  Leeds  Memorial  In¬ 
dian  School,  along  with  19  of  their 
students.  The  history  of  the  Koasati 
Indian  Tribe  was  acted  out  by  the  stu¬ 
dents.  Many  guests  were  present  from 
Elton,  Welsh,  Jennings,  and  Raymond. 
Mrs.  R.  W.  Tonn  is  the  Elton  WSCS 
president. 

THE  BLACKWATER  CHURCH 
Woman’s  Society  took  an  active  part 
in  filling  Christian  bags  for  the  soldiers 
in  Vietnam.  Mrs.  Charles  Morgan  was 
in  charge  of  the  project,  which  is  spon¬ 
sored  by  the  American  Red  Cross. 
Members  of  the  Blackwater  WSCS  vis¬ 
ited  the  T.B.  Hospital  and  shopped 
recently  for  the  patients.  Miss  Anna 
Mae  Morgan  is  president. 

CAROL  WOOD,  missionary  in  Korea, 
writes  (according  tothe  Rayville  Church 
bulletin)  that  she  has  a  busy  schedule. 
This  semester  she  is  teaching  four 
classes  for  pre-school  children,  two 
high  school  clubs,  one  University  Club, 
a  business  men’s  class,  a  professional 
women’s  class,  and  two  housewives 
clubs.  In  addition  she  teaches  a  drum 
class  and  an  English  Bible  class  over 
the  Christian  radio  station.  She  writes: 
“I  wish  I  could  share  with  you  some 
of  my  enthusiasm  and  spirit  of  these 
days.  I  am  in  love  with  life  and  value 
my  experience  here.” 

THE  MISSIONS  INSTITUTE  spon¬ 
sored  by  Church  Women  United  of 
New  Orleans,  Sept.  15,  in  Oak  Park 
Presbyterian  Church,  was  judged  a  suc¬ 
cess.  Nearly  175  people  attended  and 
heard  the  inspirational  message  of  Dr. 
A.  W.  Townsend,  Jr.,  pastor  of  Mun- 
holland  Memorial  Methodist  Church 
and  president  of  the  Greater  New  Or¬ 
leans  Federation  of  Churches,  on  the 
subject  “Christ  and  the  Faiths  of  Men.” 
Mrs.  William  S.  Johnson,  chairman  of 
the  Dept,  of  Christian  World  Missions, 
and  committee  presented  materials  and 
resources  for  each  age  group. 
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•  On  a  Wide  Circuit 


METHODIST  NEWS  IN  BRIEF 


There  is 

good  news 

by  W.  W.  Reid 

Passing  through  the  lounge  car  of 
a  train  early  the  other  morning,  I 
noted  a  passenger  intent  on  reading 
(or  scanning)  the  morning  paper. 

“What’s  the  good  news  this  morn¬ 
ing?”  I  said — I  hope  cheerfully. 

“There  isn’t  any  good  news  any¬ 
time,”  he  half  growled.  “Nothing  but 
war,  and  crime,  and  strikes,  and  new 
taxes.  It’s  a  pretty  bad  mess  every¬ 
where  iri  everything.” 

It  was  just  another  slight  variation 
of  the  usual  answer  I  get  when  I  de¬ 
liberately  pose  this  question  to  people 
I  meet  rather  casually.  And  closer 
friends  have  the  same  general  answer, 
“There  is  no  good  news.”  One  can 
make  a  good  case  for  this  point  of 
view  if  reading,  and  observation,  and 
areas  of  thought  are  guided  by  news¬ 
paper  headlines  only — the  larger  the 
type  the  more  frightening,  disturbing, 
and  revolting  the  “story” — and  there¬ 
fore  the  more  important  and  the  more 
necessary  that  it  be  read  in  lurid  detail. 

What  is  “news?”  What  is  the  pur¬ 
pose  of  a  newspaper? 

I  suppose  there  are  as  many — or 
more — definitions  of  “news”  as  there 
are  books  about  journalism  and  jour¬ 
nalists — and  it  seems  as  if  every  “suc¬ 
cessful  reporter  and  editor  wants  one 
such  semi-biographical  volume  to  his 
credit.  One  of  the  shortest  and  crisp¬ 
est  definitions  I  know  came  to  me  the 
hard  way  years  ago  when,  as  a  cub 
reporter,  I  came  into  the  office  in  the 
morning  with  a  report  on  some  “good 
speech”  made  the  night  before,  or  on 
some  “resolutions”  passed  by  the  local 
civic  group,  only  to  have  the  editor 
say,  “Buy  news  is  what  people  do,  not 
what  they  say!”  And  then  was  wielded 
that  costly  blue-pencil  that  was  the 
bane  of  the  space-writers. 

Perhaps  an  even  more  accurate  def¬ 
inition  of  news  is  (or  should  be)  that 
it  is  “the  history  of  the  events  of  the 
day” — or  of  the  times,  the  era,  too 
often  limited  too  much  to  our  village, 
our  city,  our  state,  or  to  the  near- 
forgetfulness  of  the  world  outside  our 
own  country  and  interest.  (It  should  be 
noted,  however,  that  since  World  War 
I,  the  “better”  urban-based  dailies  have 
more  and  more  “foreign”  news,  and 
still  more  recently,  many  pictures  of 
people  from  outside  the  U.S.A.) 

As  history,  the  newspaper  is  (or 
should  be)  a  mirror  of  what  is  going 
on  in  the  world — the  good  and  the 
bad,  and  in  accurate  proportions.  Per¬ 
haps  a  better  figure  is  that  it  should 
be  a  candid  camera.  The  trouble  with 
the  candid  camera — and  with  much 
newspaper  reporting — however,  is  that 
one  can  do  havoc  with  truth  by  the 
angle  or  slant  at  which  the  picture  is 
taken.  Typical  of  the  abuses  of  the 
camera,  in  the  old  days,  was  the  way 
in  which  photographers  deliberately 
pictured  speakers  at  W.C.T.U.  and  sim¬ 
ilar  gatherings — the  camera  held  low 
but  slanted  upward  at  the  speaker  so 
that  she  (usually  she)  looked  ogreish 
or  fanatical.  The  slant  of  words  in  a 
newspaper  report  can  be  as  false — 
or  a  supportive  of  the  writer’s  con¬ 
scious  or  unconscious  point  of  view. 
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ARLINGTON,  Texas  —  An  "ecumenical  sing-in"  in  St.  Marie  Goretti 
Catholic  church  at  Arlington,  Texas.  Fifteen  hundred  persons,  Protestants 
and  Catholics,  jammed  the  church  for  the  program —  700  of  them  standees. 
Participants  came  from  the  Catholic  parish,  and  local  Methodist,  Baptist, 
and  Christian  churches.  Program  featured  folk  songs,  a  cantor  from  a  Jew¬ 
ish  congregation  in  Fort  Worth  who  chanted  Psalm  130,  and  the  song 
"Amen,”  taken  from  the  motion  picture,  "Lilies  of  the  Field.”  (RNS 
Photo) 


It  is  almost  humanly  impossible  to  be 
wholly  “objective,”  as  reporters  will 
swear  they  are:  the  very  items  the 
editor  selects  to  publish  and  his  choice 
for  the  wastepaper  basket  are  all  based 
upon  personal  attitudes,  inclinations, 
prejudgments. 

Complicating  the  situation  for  both 
newspapers  and  readers  are  some  other 
distressing  facts:  a  paper  can  “live” 
only  if  it  gets  good  circulation  and  well¬ 
paying  advertising  —  and  these,  more 
often  than  editors  admit,  both  help 
select  and  color  (slant)  the  news;  and 
with  the  great  decrease  in  the  number 
of  major  papers  in  recent  years,  most 
papers  do  not  have  enough  commu¬ 
nity  competition  to  make  them  give 
major  attention  to  good  “news  cover- 
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My  basic  complamt,  however,  is 


not  so  much  that  the  “bad”  news  is 
untrue  as  that  it  is  altogether  out  of 
proportion  to  the  “good”  news  that  is 
almost  ignored.  Editors  have  been  so 
obsessed  in  giving  us,  as  “what  read¬ 
ers  want,”  reports  of  war,  of  crime,  of 
delinquency,  of  threatening  disaster  to 
the  exclusion  of  their  opposites,  that 
these  are  the  things  we  expect  and 
therefore  look  for.  With  a  different 
“daily  breakfast  fare” — a  balance  or 
rightly  proportioned  dishing  up  of  good 
with  bad — we  might  lose  our  fears, 
and  frustrations,  and  dread  of  human 
doom.  And  it  might  make  the  nation 
less  dependent  upon  psychiatry  and 
aspirin. 

There  is  plenty  of  unpublished  good 
news  in  the  world — perhaps  more  than 
in  any  earlier  period  of  history.  Let’s 
hear  it! 


/4  TOitKCte 

by  Charles  A.  Stuck/Lay  Evangelist 


HEAVEN 

Someone  has  called  this  the  day  of 
the  “Cash  register  culture.”  In  other 
words,  if  you  can’t  feel  it,  see  it,  or 
sell  it  at  a  profit,  it  has  no  value.  In 
fact,  it  doesn’t  exist,  as  far  as  this 
school  of  thought  is  concerned. 

Many  who  call  themselves  Chris¬ 
tians  have  fallen  into  this  same  snare. 
They  can’t  understand  the  miraculous 
birth  of  Christ,  so  they  say  simply  that 
it  did  not  happen.  The  guidance  of 
the  Holy  Spirit  is  diluted  into  such  a 
description  as  “fate”  or  “coinci¬ 
dence.”  Religion  ends  up  as  a  sort  of 
luke-warm,  kindly  philosophy  that  re¬ 
quires  very  little  more  than  being  good 
to  one’s  friends. 

This  delusion  continues  with  the 
false  words  that,  “There  is  no  such 
place  as  Heaven.  You  get  it  right  here 
on  earth.”  One  person  asked  recently 
that  if  souls  have  been  going  to  Heaven 


for  ages,  why  isn’t  Heaven  terribly 
crowded?  She  could  not  believe  that 
a  soul  has  no  length  or  breadth  or 
height. 

To  be  sure,  it  is  very  difficult  to 
imagine  the  reality  of  a  place  of  eternal 
bliss,  where  the  souls  of  Jesus’  follow¬ 
ers  will  go  when  their  bodies  are  laid 
to  final  rest.  To  build  a  mental  picture 
of  God,  or  of  one’s  soul,  is  impossible 
since  we  have  not  seen  them.  And  that 
is  why  so  many  refuse  to  leave  these 
mysteries  in  God’s  hands;  to  take  them 
on  faith. 

But  Heaven  most  assuredly  does 
exist.  That  is,  if  the  Bible  is  truthful. 
And  if  we  think  we  can  enjoy  real 
heavenly  bliss  on  earth,  we  are  over¬ 
looking  the  biblical  words  that 

“.  .  .  no  eye  has  seen,  nor  ear  heard, 
nor  the  heart  of  man  conceived, 
what  God  has  prepared  for  those 
who  love  Him,” 

so  if  the  Bible  is  true,  there  most 


The  Birmingham  Area  is  setting  up 
a  network  involving  seven  television 
stations  for  production  in  prime  time 
of  a  program  featuring  Bishop  W.  Ken¬ 
neth  Goodson. 

Funeral  services  were  held  in  Wash¬ 
ington,  D.  C.,  September  29  for  J. 
Elliott  Joiner  who  was  associated  with 
Methodism’s  Washington  headquarters 
for  a  quarter  century. 

Dr.  William  M.  Pearce,  executive 
vice-president  of  Texas  Technological 
College,  has  been  elected  president  of 
Methodist-related  Texas  Wesleyan  Col¬ 
lege  in  Ft.  Worth,  effective  June  1, 
1968.  He  will  succeed  Dr.  Law  Sone 
who  will  retire  next  spring  after  more 
than  30  years  in  the  post. 


The  Holiday  Park  Evangelical 
United  Brethren  Church  and  the  Sardis 
Methodist  Church  of  Murrysville,  Pa., 
chose  World-Wide  Communion  Sunday 
as  the  day  to  unite  as  the  Holiday 
Park  United  Methodist  Church. 

Dr.  Asuncion  A.  Perez,  noted  Meth¬ 
odist  educator  and  social  work  leader, 
has  died  in  her  homeland,  The  Phil¬ 
ippines,  after  a  long  illness  with  can¬ 
cer.  She  had  retired  in  July  after  12 
years  as  president  of  Philippine  Wes¬ 
leyan  College,  a  Methodist  school  of 
5,000  students. 

Seven  denominations,  including 
Methodists  and  Evangelical  United 
Brethren,  are  participating  in  an  ecu¬ 
menical  ministry  formed  to  serve  stu¬ 
dents  on  the  St.  Paul  (Minn.)  campus 
of  the  University  of  Minnesota. 

A  new  chapel  in  Gentinnes,  Bel¬ 
gium,  has  been  erected  as  a  memorial 
to  209  Roman  Catholic  and  Protestant 
missionaries  who  died  in  the  Congo 
between  1960  and  1965,  including  the 
Rev.  Burleigh  Law  who  was  killed  in 
1964. 


Six  inner-city  churches  in  Baltimore, 
Md.,  including  Mount  Vernon  Place 
Methodist,  have  combined  efforts  in 
a  single  Christian  education  program. 
The  project  is  believed  to  be  one  of 
the  first  of  its  kind  in  the  nation. 

A  Methodist  Said  It 

“Through  occupational  cluster 
groups  in  a  local  church  a  person  can 
be  helped  to  see  the  implications  of  his 
vocation  as  a  Christian  in  the  nitty- 
gritty  decision  of  an  industrial  society.” 
—  Dr.  Richard  H.  Bauer,  execu¬ 
tive  secretary  of  the  Interboard 
Committee  on  Christian  Vocations. 


certainly  is  a  place  called  Heaven. 

But  many  think  they  will  go  there, 
regardless  of  their  beliefs  in  God,  or 
Jesus,  or  sin,  or  forgiveness.  The  old 
spiritual  says. 

“Eve’body  talks  about  Heaven  aint 
goin’  there.”  Another  spiritual  shouts, 

“When  the  saints  go  marching  in, 

I  want  to  be  one  of  their 
number  .  .  .” 

but  they  are  making  very  little  effort 
to  become  one  of  that  blessed  number. 
Heaven  is  wonderful  far  beyond  all 
human  ability  to  picture.  But  we  better 
study  the  Bible  statements  about  how 
to  get  there  before  we  make  too  many 
broad  statements  about  going  there. 
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Webb  Garrison,  TEN  PATHS  TO 
PEACE  AND  POWER,  $3.75,  Abing¬ 
don,  124  pages. 

Ten  Paths  To  Peace  and  Power  by 

Webb  Garrison,  pastor  of  Central 
Methodist  Church  in  Evansville,  In¬ 
diana  is  a  better  book  than  the  title 
would  indicate.  It  is  a  “how  to”  book 
and  is  an  attempt  to  help  the  Chris¬ 
tian  discipline  himself.  The  paths  in¬ 
clude  study  of  the  Bible,  how  to  get 
more  out  of  public  worship,  the  use 
of  small  groups. 

The  sub-title  “Spiritual  Prescrip¬ 
tions  for  Effective  Living”  is  in  my 
opinion  a  better  title  for  the  book. 
The  book  is  personal,  quite  readable 
and  the  author’s  practical  psycholog¬ 
ical  insights  are  quite  sound.  There 
is  a  good  bibliography  at  the  end  of 
each  chapter.  Each  chapter  is  filled 
with  quotations,  and  other  material 
which  indicate  the  scope  of  Dr.  Gar¬ 
rison’s  reading. 

The  book  is  helpful  to  the  pastor 
in  dealing  with  the  real  problems  of 
people  on  a  “person  to  person”  basis. 

— Edward  B.  Hollenbeck 
t 

Roy  W.  Fairchild,  CHRISTIANS 
IN  FAMILIES,  $1.25,  The  Covenant 
Life  Curriculum,  262  pp. 

This  is  one  of  the  books  in  the 
Covenant  Life  Curriculum  of  the  Pres¬ 
byterian  groups,  Moravians  and  the 
Reformed  Church  in  America,  and  is 
one  of  the  finest  texts  on  Christian 
family  living  we  have  seen.  The  au¬ 


thor,  professor  of  Christian  education 
at  the  San  Francisco  Theological  Sem¬ 
inary,  has  done  a  most  thorough  job 
in  providing  material  to  encourage 
adult  groups  to  go  in  depth  into  the 
many  implications  of  the  topic  for  our 
day.  The  latter  part  of  the  book  is 
unique  in  its  suggestions  for  the  fam¬ 
ily’s  involvement  in  mission  to  today’s 
world. 

The  text  approaches  Christian  fam¬ 
ily  education  from  three  directions: 

First,  it  offers  a  Christian  interpre¬ 
tation  of  the  nature  and  mission  of 
the  family  including  the  Christian  view 
of  sex,  marriage,  and  parenthood.  This 
is  intended  to  help  the  family  and  all 
its  members  know  who  they  are  in 
the  light  of  the  acts  of  God  for  their 
salvation. 

Second,  it  provides  resources  to  as¬ 
sist  families  in  living  under  the  Lord- 
ship  of  Christ.  These  are  based  on 
the  conviction  that  if  the  family,  is 
committed  to  its  distinctive  Christian 
nature  and,  mission  as  a  part  of  the 
church  and  society,  it  will  be  enabled* 
in  response  to  the  work  of  God  in 
Christ,  to  build  its  own  pattern  of 
life  and  to  create  its  own  expression 
of  its  faith  in  the  life  of  the  commu¬ 
nity. 

Third,  it  proposes  specific  ways  by 
which  the  larger  fellowship  of  the 
Church  may  support  and  assist  each 
family  as  it  faces  critical  issues  and 
is  threatened  by  the  heavy  pressures 
of  life. 

t 


"Love  mine  enemies? 

With  my  temper, 

I  even  have  trouble  with  friends.” 


by  Gene  Herrington 

_ _ f 


t 

Of  two  evils  we  should  always 
choose  the  less. — Thomas  A.  Kempis 


t 

Evil  is  in  antagonism  with  the  en¬ 
tire  creation. — Zschokke 


by  Barbara  L.  Mulkey 


There  must  be  something  special  about  the  morning,  God 
gave  it  top  billing  on  His  program  for  the  day. 

IN  THE  MORNING 

I  meet  the  Master  in  the  morning, 

Long  before  the  sun’s  first  ray. 

We  walk  in  peace,  and  talk  together, 

On  His  strong  arm,  I  lean  and  pray. 

I  thank  Him  for  His  night-time  vigil, 

And  all  His  wondrous  love  and  care. 

It  is  so  sweet,  this  walk  at  dawning! 

It  means  so  much,  to  know  He’s  there! 

Your  life  will  have  a  special  meaning 
If  you  meet  Him  early  in  each  day. 

Just  trust  to  Jesus  all  your  burdens, 

Let  Him  guide  you  in  every  way. 

His  smile  will  make  your  fears  all  vanish, 

You’ll  know  that  you  can  meet  each  hour 
With  Jesus  walking  there  beside  you. 

Giving  you  strength  and  grace  and  power. 

— Margie  King 

t 

MORNING  REVERIE 

It  was  a  sun  kissed,  dew  drenched  morning 
When  I  to  the  garden  went, 

The  aroma  of  many  flowers 

Filled  the  garden  with  a  fragrant  scent. 

A  gentle  breeze  was  blowing, 

A  sweet  peace  filled  my  heart, 

I  drank  deeply  from  God’s  fountain 
Before  time  bade  me  depart. 

— by  Lois  P.  Thomas 

t 

QUIET  MORNING 

The  trees  are  motionless  as  though  asleep; 

1  cannot  detect  the  quiver  of  a  leaf. 

Yesterday  they  were  restless  and  alert; 

This  morning  they’re  contentedly  inert. 

I  hear  no  sound  of  bird,  or  beast,  or  fflafl; 

It’s  too  early  for  activated  plan. 

The  stillness  evokes  meditative  thought, 

And  brings  an  inner  peace — divinely  wrought. 

— by  Kenneth  E.  Nesbitt 

t 


PASTOR  FINDS  WAY  TO  RUN 
CHURCH  WITHOUT  MONEY 

A  Charlotte,  North  Carolina,  Meth¬ 
odist  Minister  recently  found  in  his 
file  an  old  clipping  on  how  to  run 
the  church  without  money  and  sprung 
it  on  his  congregation  as  follows: 

Each  member  will  come  to  church 
warmly  dressed  during  the  winter  to 
eliminate  the  necessity  of  heating  the 
building; 

Each  member  will  take  his  or  her 
turn  playing  the  organ  and  directing 
the  choir  in  order  to  cut  out  these 
expenses; 

Members  will  bring  their  mops 
thus  making  a  paid  janitor  unneces¬ 
sary; 

Members  will  bring  their  own  can¬ 
teen  of  drinking  water  and  paper  towels 
for  use  when  needed  in  cleaning  their 
hands; 

Members  will,  of  course,  bring  their 


own  hymn  books  and  when  repairs  on 
the  church  building  are  needed  mem¬ 
bers  can  fetch  materials  and  tools 
thereby  cutting  out  a  big  expense. 

Members  will  be  expected  to  spend 
a  portion  of  time  in  the  church  office 
daily  so  that  a  church  secretary  will 
not  be  needed; 

Members  will  also  take  their  turn 
preaching,  conducting  worship  services, 
conducting  funerals,  performing  wed¬ 
dings,  baptizing  babies,  visiting  the 
sick,  visiting  prospective  members, 
counseling  the  troubled  and  winning 
the  lost  to  Christ. 

Members  will  take  turns  by  taking 
a  year  off  and  work  at  their  own  ex¬ 
pense  in  some  foreign  field  thus  mak¬ 
ing  missionary  offerings  unnecessary. 

The  pastor  points  out  that  instead 
of  members  crying  about  the  high  cost 
of  church  membership  they  should 
stop  and  realize  the  big  bargain  they 
are  getting  through  their  church. 


Representatives  at  Group  Quarterly  Conference  at  Summer  Grove  Methodist 
Church,  October  3.  Left  to  right:  Don  P.  Heilig,  Wesley  Church;  Mrs. 
W.  R.  Wendt,  Keatchie  Church;  (standing  left  to  right)  Al  Trickett,  Shiloh; 
Eugene  W.  Bryson,  C.  E.  Swanson,  Greenwood  Church;  A.  W.  McDonald, 
Stonewall  Church,  and  Parker  R.  Ballard,  Summer  Grove  Church.  The  Rev. 
George  F.  Pearce,  Jr.,  Shreveport  District  superintendent  presided  over 
the  session. 


AT  ISTROUMA,  Mrs.  F.  T.  Williams 
was  guest  speaker  for  the  study  on 
Japan,  Oct  12.  Mrs.  Frank  Peabody, 
Sr.  is  leading  the  series.  Mrs.  J.  A. 
McCarstle  is  WSCS  president. 


DR.  SAM  HOLLADAY,  lay  leader 
for  the  Springhill  Church,  was  in 
charge  of  the  observance  of  Layman’s 
Day  in  that  church,  October  8.  The 
Rev.  Loyd  E.  Williams  is  pastor. 


CARL  KEMMERLY,  associate  direc¬ 
tor  of  Louisiana  Extension  Service, 
was  speaker  for  the  October  2  meet¬ 
ing  of  Methodist  Men  of  First  Church, 
Crowley.  The  Rev.  W.  D.  Boddie  is 
pastor. 


THE  LIVE  OAK  Methodist  Youth 
Fellowship  recently  installed  as  of¬ 
ficers:  president,  Marvin  King;  vice 
president,  Ernie  Sanders;  secretary, 
Janice  Rhodes;  treasurer,  Amelia 
Meinke.  The  Rev.  William  I.  Eubanks 
is  their  pastor. 


RESOURCE  PERSONNEL  in  the  La¬ 
fayette  District  Mission  Study  Confer¬ 
ence,  Sept.  26,  in  First  Church,  La¬ 
fayette,  were:  the  Rev.  Ray  Branton 
of  New  Orleans,  “Ecumenicity”;  Mrs. 
C.  R.  McCammon  of  Franklin,  “Christ 
and  the  Faiths  of  Men”;  Mrs.  George 
Thomas  of  Lafayette,  “Japan”;  Miss 
Hermine  Tate  of  Lafayette;  Mrs.  John 
Howe  of  Houma,  “Man  and  Commu¬ 
nity.” 


INCREASED  ECUMENICAL 
ACTIVITY  APPROVED 

The  national  Methodist  women’s  or¬ 
ganization  has  moved  to  step  up  its 
activity  in  the  field  of  ecumenical  con¬ 
cern  in  the  United  States  and  overseas. 

The  Woman’s  Division  of  the  Meth¬ 
odist  Moard  of  Missions,  at  its  execu¬ 
tive  committee  meeting  September  23 
in  New  York,  authorized  a  weekend- 
seminar  on  theology  for  laymen  and 
laywomen  in  cooperation  with  two  or 
three  theological  seminaries.  The  Di¬ 
vision  also  approved  a  pilot  training 
event  for  a  selected  group  of  women 
across  the  country  to  prepare  them 
for  more  effective  ecumenical  dialogue. 

Mrs.  Alvin  B.  Pfeiffer,  Aurora,  Ill., 
vice-president  of  the  Woman’s  Division 
and  chairman  of  its  Committee  on  Ecu¬ 
menical  Relations,  said  the  purpose  of 
the  new  projects  is  to  ground  Meth¬ 
odist  laity,  especially  women,  more 
thoroughly  in  theology  and  to  equip 
them  to  participate  more  knowledge¬ 
ably  in  ecumenical  affairs  from  local 
to  the  national  and  international  levels. 
“Increased  theological  training  is  vital 
in  a  time  of  greater  emphasis  on  ecu¬ 
menicity,”  she  said. 

The  Woman’s  Division  also  voted 
to  solicit  from  all  Methodist  semi¬ 
naries  and  other  selected  seminaries 
information  regarding  their  theological 
courses  for  laymen,  and  to  send  the 
information  to  the  executive  commit¬ 
tees  of  about  90  annual  conference 
Woman’s  Societies  of  Christian  Service 
throughout  the  nation. 

In  another  area  of  ecumenical  con¬ 
cern,  the  Woman’s  Division  urged 
Methodist  women  to  increase  their  dis¬ 
cussion  of  the  Consultation  on  Church 
Union  (COCU),  the  organization  of  10 
major  Protestant  denominations,  in¬ 
cluding  The  Methodist  Church,  which 
are  discussing  possible  merger.  The  Di¬ 
vision  noted  to  step  up  publicity  and 
interpretation  of  COCU  in  its  litera¬ 
ture,  publications  and  other  channels  of 
communication. 

Continuing  its  interest  in  ecumenical 


Hubert  Blanchard,  Lake  Charles 
District  lay  leader  speaks  at  Lake 
Charles  District  preachers’  meet¬ 
ing  in  First  Methodist  Church. 
Seated  at  table  is  Raymond  Cro- 
foot,  district  director  of  Evan¬ 
gelism,  who  was  secretary  for  the 
meeting.  Dr.  Leonard  Cooke  is 
district  superintendent. 


work  overseas,  the  Woman’s  Division 
renewed  two  grants  for  cooperative 
Christian  programs  in  Africa.  A  grant 
of  $4,678,  to  be  given  through  the 
World  Council  of  Churches,  will  help 
support  a  youth  training  project  of 
the  National  Young  Women’s  Chris¬ 
tian  Association  (YWCA)  of  Rhodesia. 
A  grant  of  $2,000  will  enable  the  con¬ 
tinuance  of  a  program  for  women’s 
groups  of  Protestant  churches  under 
the  direction  of  the  Christian  Council 
of  Tanzania. 

In  line  with  its  traditional  concern 
for  the  uplift  of  women  and  girls  over¬ 
seas,  the  Woman’s  Division  made  an¬ 
other  special  grant,  $5,000  to  the  Ba 
High  School  in  Fiji,  for  the  education 
of  Fijian  girls  at  the  Methodist-related 
school. 

t 


Richard  Watts,  editor  of  the  Centenary 
student  newspaper  Conglomerate  and  Don 
Wills,  a  member  of  the  varsity  basketball 
team  chat  informally  with  Dr.  Wilkes  and 
Dr.  Webb  Pomeroy  during  the  Fall  Con¬ 
ference  on  student  life  at  Hodges  Gardens. 
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Centenary  College  students,  faculty  and  staff  members  are  shown  here  at  an  in¬ 
formal  meeting  at  Hodges  Gardens  near  Many,  Louisiana.  The  meeting  is  held 
each  year  to  go  over  problems  and  ideas  of  interest  to  each  group. 
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Remember  to  Observe 

HARVEST  DAY  OFFERING 

October  15 . 19  67 


from  page  one 

Children's  Home 

everybody  else;  all  are  keenly  aware  of  the  sharply  increasing 
needs  for  trained,  professional  services  to  people.  We  need  much 
more  such  services,  badly,  to  do  the  job  we  need  to  do. 

Fact:  We  are  not  talking  about  building  chairs,  or  cars,  or  furniture; 
We  are  talking  about  boys  and  girls,  present  and  future  members 
of  society,  now  and  forever  Children  of  God. 

We  deeply  appreciate  all  that  you  do.  We  DO  need  your  help,  to  the 
fullest  possible  extent. 

Sincerely, 

Harry  E.  Ezell 
Superintendent 
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Most  everyone  turned  out  the  day 
the  hulking,  vain  Dominican  rode  into 
town  in  a  fancy  wagon. 

It  was  a  festival  of  sorts,  a  proces¬ 
sion  of  bells,  flags  and  singing.  The 
village  folk,  the  school  children,  the 
town  councilors  all  joined  in,  and  the 
monk  in  the  wagon,  Johann  Tetzel, 
was  pleased. 

A  reporter  was  there,  too,  from  the 
Herald,  the  daily  newspaper  published 
nearby  in  Wittenberg,  across  the 
border. 

And  so  it  was  that  an  account  of 
the  festivity  and  Tetzel’s  sermon  on 
the  sale  of  indulgences  was  duly  noted 
in  the  next  day’s  editions  of  the  Herald. 
The  reporter,  his  ear  tuned  for  the 
catch  phrase  and  eloquent  utterance, 
had  delighted  in  quoting  Tetzel’s  jin¬ 
gle:  “As  soon  as  the  coin  the  coffer 
rings,  the  soul  from  purgatory  springs.” 
The  sale  of  indulgences  had  stirred 
mild  controversy.  As  early  as  a  year 
ago,  a  town  councilor  was  quoted  in 
the  Herald  as  questioning  whether 
“new  and  wild  assertions  by  indulgence 
vendors”  were  valid  in  promising  buy¬ 
ers  remission  “not  only  of  penalty  but 
also  of  guilt.” 

There  had  been  hints  in  the  financial 
columns  of  the  paper  that  Albert  of 
the  House  of  Hohenzollern  had  floated 
a  loan  of  10,000  ducats  from  the  bank¬ 
ing  house  of  Fugger.  Another  story 
had  reported  the  papal  appointment 
of  Albert  as  Archbishop  of  Mainz 
after  a  10,000-ducat  contribution  to 
Pope  Leo  X. 

And  a  political  columnist  had 
speculated  that  the  sale  of  indulgences 
thereabouts  went  beyond  the  stated 
purpose  of  raising  funds  for  a  new  St. 
Peter’s.  He  had  written  that  half  of 
the  proceeds  was  for  the  new  basilica 
while  the  other  half  was  to  repay  Al¬ 
bert’s  debt  to  the  Fuggers. 

Nor  had  the  sale  or  indulgences 
escaped  the  cartoonists.  Holbein,  in 
fact,  had  aimed  a  sharp  pen  at  the 
pope  in  a  cartoon  poking  fun  at  the 
practice.  A  companion  cartoon  by  the 
gifted  artist  showed  that  true  re¬ 
pentance  comes  only  from  God. 

A  professor  at  the  university  in 
Wittenberg,  an  Augustinian  friar 
named  Martin  Luther,  had  for  some 
time  been  unhappy  with  the  state  of 
the  church.  He  had  become  more  and 
more  outspoken  in  his  criticism. 

One  of  his  students  had  responded 
to  his  lectures  by  confiding  to  him, 
“The  papacy  is  dead.”  Horrified  at 
what  his  words  had  inspired,  the  friar- 
professor  at  Wittenberg  had  warned 


The  following  is  an  account  of  how  the  newspaper  of  today 
might  have  reported  events  450  years  ago  leading  to  the  Refor¬ 
mation.  Dates  and  places  and  quotations — where  attributed _ 

folloiv  historical  record. 


The  Reformation 
in  headline 

— by  Don  Pickets 


the  student  against  taking  liberties  with 
his  teachings. 

Yet,  he  couldn’t  mask  his  troubled 
thoughts.  His  displeasure  over  the  sale 
of  indulgences  grew  to  wrath  when  he 
read  the  Herald’s  account  of  Tetzel’s 
appearance  and  sermon. 

How  could  he  strike  back?  A  letter 
to  the  editor  perhaps.  But,  no,  what 
he  had  to  say  could  not  be  told  in  the 
confines  of  the  letter  column. 

On  an  evening  several  days  later,  the 
Herald’s  night  police  reporter  called 
his  city  desk. 

“The  nut  season  has  started,”  he 
told  his  desk.  “We’ve  got  one  of  the 
professor  types  hammering  a  sheaf  of 
papers  on  the  door  of  the  castle 
church.” 

“What’s  it  about?” 

“He’s  upset  about  something  and 
he’s  listed  around  80  or  90  points,” 
the  reporter  replied.  “I  haven’t  had 
time  to  read  them.” 

“Okay,  brief  it  down  and  give  us 
about  20  inches  if  he’s  saying  any¬ 
thing  hot.” 

The  next  day,  on  Nov.  1,  1517,  the 
Wittenberg  Herald  reported  that  Mar¬ 
tin  Luther  had  raised  his  voice  in  pro¬ 
test  and  had  set  out  not  80  or  90 
points  but  95.  Space  did  not  permit 
the  Herald  to  run  the  full  text. 

But  a  job  printer  in  Basel  did.  John 
Froben  printed  Luther’s  propositions 
in  full  and  distributed  them.  A  copy 
was  not  long  in  reaching  Pope  Leo. 
His  reaction  was  reported  in  a  brief 
story  filed  on  the  wires  of  World 
News  Services. 

Rome  (WNS)  —  Pope  Leo 
today  dismissed  a  growing  contro¬ 
versy  in  the  church  as  the  work  of 
“a  drunken  German.” 

He  said  he  was  not  concerned 
over  the  questions  raised  in  Ger¬ 
many  by  Friar  Martin  Luther. 

“Luther  is  a  drunken  German,” 
said  the  pope.  “He  will  feel  better 
when  he  is  sober.” 

He  declined  further  comment. 

But  neither  Luther  nor  his  followers 
in  Germany  nor  the  press  was  going 
to  let  the  issue  die.  Pope  Leo’s  calm¬ 
ness  eventually  gave  way  to  agitation. 

Headlines  in  European  papers  on 
Aug.  7,  1518,  blared:  POPE  ORDERS 
LUTHER  TO  STAND  TRIAL  IN 
ROME,  And  then: 

FREDERICK  INTERVENES: 
LUTHER’S  TRIAL  MOVED 
TO  AUGSBURG 


Followed  by  this: 

Rome  (WNS)  —  Pope  Leo  X 
today  named  Cardinal  Cajetan  to 
represent  him  in  the  trial  of  Mar¬ 
tin  Luther  at  Augsburg. 

Sources  close  to  the  Vatican 
said  the  cardinal  was  instructed  to 
demand  only  a  retraction  from 
the  dissident  friar. 

On  Oct.  14,  1518,  readers  saw  this 
on  the  front  page: 

> 

Augsburg  (WNS)  —  Martin 
Luther  today  threw  his  trial  into 
turmoil  by  declaring  that  the  pope 
“abuses  Scripture.” 

His  outburst  came  after  Cardi¬ 
nal  Cajetan  had  asserted  that  the 
pope  is  “above  Scripture  and 
everything  in  the  church.” 

Luther,  who  faces  possible  ex- 
communication  for  his  stand 
against  the  church,  replied: 

“His  Holiness  abuses  Scripture. 

I  deny  that  he  is  above  Scripture.” 

Earlier,  the  controversial  friar 
had  rejected  the  cardinal’s  de¬ 
mand  that  he  recant. 

“I  am  ready,”  Cajetan  had  in¬ 
toned,  “to  reconcile  you  with  the 
Roman  Church.” 

But  Luther,  insisting  that  his 
side  had  not  been  heard,  replied: 

“I  am  not  conscious  of  going 
against  Scripture,  the  fathers,  the 
decretals,  or  right  reason.” 

The  hearing  before  Cajetan  was 
inconclusive,  but  sides  began  forming. 

The  Bishop  of  Wurzburg  was  quot¬ 
ed  in  defense  of  Luther.  The  press 
sought  out  Johann  Tetzel  in  Leipzig 
and  drew  from  him  acid  comment 
against  Luther.  Dr.  John  Eck,  vice 
chancellor  of  the  University  of  Ingol- 
stadt,  blasted  Luther,  and  Luther  fired 
back  at  his  critics. 

The  political  cartoonists  joined  the 
fray.  One  drawing  depicted  the  pope 
as  an  ass  playing  the  bagpipes.  An¬ 
other  showed  Luther  as  the  German 
Hercules. 

Luther  pressed  his  attack.  The  head¬ 
lines  of  1520  tell  the  story: 

*  *  * 

LUTHER  SAYS  ONLY 
SACRAMENTS  ARE  BAPTISM, 
LORD’S  SUPPER 

*  *  * 

REFORMER  ACCUSES  CHURCH 
OF  FINANCIAL  ABUSES; 

DEMANDS 

IMMEDIATE  CHANGES 


LUTHER  KNOCKS  CLERGY, 
PROCLAIMS  PRIESTHOOD 
OF  ALL  BELIEVERS 

*  *  * 

POPE  ‘NOT  INFALLIBLE’ 
SAYS  LUTHER 

*  *  * 

World  News  Service  moved  this  story 
on  June  15,  1520: 

Rome  (WNS)  —  Pope  Leo 
today  signed  a  papel  bull  threat¬ 
ening  rebel  priest  Martin  Luther 
with  excommunication  if  he  does 
not  submit  within  60  days. 

From  his  hunting  lodge  at  Mag- 
liana,  the  pope  issued  the  bull 
which  likened  Luther  to  a  “pesti¬ 
ferous  virus.”  The  document  also 
said: 

“We  can  no  longer  suffer  the 
serpent  to  creep  through  the 
field  of  the  Lord.  The  books  of 
Martin  Luther  which  contain 
these  errors  are  to  be  examined 
and  burned. 

The  year  1520  neared  its  end  with 
this  story,  on  Dec.  10: 

Wittenberg  (WNS)  —  Martin 
Luther  today  ceremoniously  put 
to  the  torch  the  papal  bull  threat¬ 
ening  him  with  excommunication. 

Before  a  gathering  of  students 
and  faculty  of  the  university, 
Luther  also  confined  to  the  flames 
the  canon  law.  papal  constitutions 
and  other  writings  of  the  church, 
books,  I  bum  theirs,”  Luther 
said.  “The  canon  law  was  includ¬ 
ed  because  it  makes  the  pope  a 
god  on  earth.” 

*  *  *  *  *  * 


The  break  was  complete. 

What  was  bursting  into  flame  was 
the  Reformation,  which  had  been  a 
long  time  smouldering. 

t 


Sixteenth  Century  "cartoon” 

from  a  woodcut 

showing  the  burning 

of  Luther’s  writings 

in  the  presence 

of  the  Pope  and  cardinals. 

(Wittenberg,  Luther  Museum) 
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Four  Methodist  observers 
named  to  1968 
Lambeth  Conference 

NAIROBI,  Kenya  (RNS)  —  The 
Executive  Committee  of  the  World 
Methodist  Council,  meeting  here, 
named  four  observers  and  four  alter¬ 
nates  as  the  world  body’s  representa¬ 
tives  to  the  Lambeth  Conference  of 
1968. 

The  Council,  composed  of  21  de¬ 
nominational  Methodist  groups  in  84 
countries,  was  invited  by  the  Arch¬ 
bishop  of  Canterbury  to  send  ob¬ 
servers. 

Observers  named  were  Bishop  Odd 
Hagen  of  Stockholm,  Sweden,  presi¬ 
dent  of  the  Council;  Dr.  Harold  Rob- 
berts  of  Richmond,  England;  Bishop 
F.  Gerald  Ensley  of  Columbus,  Ohio, 
and  the  Rev.  Raymond  George  of 
Leeds,  England. 

Alternates  were  Bishop  Fred  P.  Cor¬ 
son  of  Philadelphia,  Pa.;  Dr.  C.  F. 
Gribble  of  Sydney,  Australia;  Bishop 
William  R.  Wilkes  of  Cleveland,  Ohio 
and  Dr.  Eric  W.  Baker,  London 
England. 

The  Lambeth  Conference  is  a  de¬ 
cennial  meeting  of  Anglican  bishops. 
It  is  a  deliberative  body  which  has  no 
synodical  authority  or  legislative  pow¬ 
ers.  Decisions  of  the  conference  repre¬ 
sent  the  considered  opinions  of  a  ma¬ 
jority  of  Anglican  bishops  from  all 
over  the  world. 

A  new  feature  of  the  1968  gathering 
will  be  the  presence  of  24  prominent 
churchmen  to  advise  the  bishops,  and 
the  attendance  of  observers  from  other 
Churches. 

t 

A  citation  for  distinguished  service 
in  church  management  has  been  award¬ 
ed  by  American  University  to  R. 
Bryan  Brawner,  executive  director  of 
Highland  Park  Methodist  Church  in 
Dallas,  Texas,  since  1951.  The  cita¬ 
tion  is  believed  to  be  the  first  such 
in  its  field. 


BRITISH  METHODIST  TEAM 

NAMED  FOR  UNITY  TALKS 
WITH  CATHOLICS 

NAIROBI,  Kenya  (RNS)  —  Five 
prominent  British  Methodists  were  ap¬ 
pointed  here  to  hold  unity  talks  with 
Catholics  near  Rome  this  Fall. 

Named  by  the  executive  committee 
of  the  World  Methodist  Council,  which 
met  in  Africa  for  the  first  time,  are 
the  following:  Dr.  Harold  Roberts,  a 
former  president  of  the  World  Meth¬ 
odist  Council,  observer  at  the  Second 
Vatican  Council,  and  principal  of 
Richmond  (Methodist)  College  in  Lon¬ 
don:  Dr.  E.  Gordon  Rupp,  president- 
designate  of  the  British  Methodist  Con¬ 
ference. 

The  Rev.  Max  Woodward,  a  sec¬ 
retary  of  the  World  Methodist  Coun¬ 
cil;  the  Rev.  Rupert  E.  Davies  of  Bris¬ 
tol,  England;  and  Dr.  Eric  Baker,  sec¬ 
retary  of  the  British  Methodist  Con¬ 
ference. 

The  action  follows  the  establishment 
of  a  Methodist  Ecumenical  Commis¬ 
sion  in  London  (approved  by  the  world 
Methodist  Council  last  year)  and  was 
arranged  in  consultation  with  the  Vat¬ 
ican’s  Secretariat  for  Christian  Unity. 
The  meetings  will  be  held  Oct.  15-19 
on  Lake  Albano,  about  15  miles  south¬ 
east  of  Rome. 

In  another  action,  the  executive 
committee  voted  to  establish  an  office 
in  Geneva  to  bring  Methodists  into 
closer  fellowship  with  the  World  Coun¬ 
cil  of  Churches. 

t 

Never  let  a  man  imagine  that  he 
can  pursue  a  good  end  by  evil  means, 
without  sinning  against  his  own  soul. 
The  evil  effect  on  himself  is  certain'. 
— Robert  Southey 

t 

He  who  is  in  evil,  is  also  in  the 
punishment  of  evil. — Swedenborg 

t 

Golgotha  is  dreadfully  real:  as  real 
as  suffering,  as  real  as  hard  work  and 
sacrifice,  as  real  as  failure,  as  real  as 
persecution . — Kraft 


Hi  and  Lois 


Jtt  lUemnriam 


Mrs.  Emma  Frank 

Mrs.  Emma  Wallace  Frank,  93, 
mother  of  Bishop  Eugene  Frank, 
Methodist  bishop  for  Missouri,  died 
September  27  in  Topeka,  Kans.  She 
had  been  a  resident  of  the  Methodist 
Home  in  Topeka  for  15  years.  She  was 
the  widow  of  A.  S.  Frank  who  died  in 
1952. 

Bishop  Frank  was  pastor  of  First 
Church,  Topeka,  from  1948  to  1956. 

Memorial  services  for  Mrs.  Frank 
were  held  Sunday,  October  1,  in  First 
Methodist  Church,  Topeka. 

f 

Alfred  C.  Byrd 

Alfred  C.  Byrd,  95,  of  Route  1, 
Springdale,  Ark.,  father  of  the  Rev. 
J.  T.  Byrd,  member  of  the  North  Ar¬ 
kansas  Annual  Conference  now  mak¬ 
ing  his  home  in  Fort  Smith,  died  Sep¬ 
tember  27  at  his  home. 

Funeral  services  were  held  Septem¬ 
ber  29  at  Elm  Springs  Methodist 
Church  with  burial  in  Elm  Springs 
Cemetery. 

Other  survivors  include  another  son, 
Hugh  E.  Byrd  of  the  home;  three 
daughters,  Mrs.  H.  J.  Derigo  of  Okla¬ 
homa  City;  Mrs.  A.  L.  Riggs  of  Prairie 
Grove,  and  Mrs.  G.  C.  Ward  of  Rich¬ 
mond,  Calif.;  12  grandchildren;  and 
19  great-grandchildren. 

t 

Evil  communications  corrupt  good 
manners. — I  Cor.  15:33 
t 

The  lives  of  the  best  of  us  are  spent 
in  choosing  between  evils. — Junius 
t 

We  cannot  do  evil  to  others  with¬ 
out  doing  it  to  ourselves. — Desmahis 
t 

Multitudes  think  they  like  to  do 
evil;  yet  no  man  ever  really  enjoyed 
doing  evil  since  God  made  the  world. 
— John  Ruskin 


George  W.  Hollister, 

Missionary,  Dies 

Dr.  George  W.  Hollister,  a  Meth¬ 
odist  missionary  to  China  and  Burma 
for  26  years,  died  September  17  in 
Cincinnati,  Ohio.  He  was  76. 

Bom  in  Bangalore,  India,  of  mis¬ 
sionary  parents,  Dr.  Hollister  came  to 
the  United  States  to  attend  Ohio  Wes¬ 
leyan  University  at  Delaware,  gradu¬ 
ating  in  1913.  He  received  his  bach¬ 
elor  of  divinity  degree  at  Garrett  The¬ 
ological  Seminary,  Evanston,  Ill.,  in 
1915. 

Following  graduation,  Dr.  Hollister 
went  to  China,  where  he  was  ordained 
and  married  to  the  former  Mary  Brew¬ 
ster,  the  daughter  of  China  mission¬ 
aries.  For  17  years  he  was  a  mis¬ 
sionary  in  Szechwan  and  Fukien  pro¬ 
vinces,  where  he  did  district  evange¬ 
listic  work  and  educational  work  in 
the  Hinghwa  Conference  Biblical 
school.  Fluent  in  the  Hinghwa  dialect, 
he  wrote  Bible  study  books,  theolog¬ 
ical  textbooks  and  tracts  in  Chinese. 
He  was  also  concerned  with  preaching 
to  students,  agricultural  extension 
work  and  village  health  programs. 

Returning  to  the  United  States,  Dr. 
Hollister  studied  at  Union  Theological 
Seminary  in  New  York.  From  1928  to 
1946  he  was  professor  of  Bible  at 
Ohio  Wesleyan  University,  which  con¬ 
ferred  the  doctor  of  divinity  degree 
upon  him.  He  returned  to  China  in 
1946  and  served  in  Fukien  province 
until  1951. 

In  1952  Dr.  Hollister  went  to  Bur¬ 
ma,  where  he  was  minister  of  Scot’s 
Kirk  (church),  a  preacher  at  the  Meth¬ 
odist  English  Church  and  director  of 
religious  instruction  at  the  Methodist 
English  High  School  in  Rangoon.  He 
retired  in  1956.  Dr.  Hollister  is  sur¬ 
vived  by  his  wife  and  two  sons, 
t 

There  are  three  modes  of  bearing 
the  ills  of  life:  by  indifference,  which 
is  the  most  common;  by  philosophy, 
which  is  the  most  ostentatious;  and 
by  religion,  which  is  the  most  effect¬ 
ual. — Colton 

t 

The  way  to  bliss  lies  not  on  beds 
of  down,  and  he  that  has  no  cross  de¬ 
serves  no  crown. — Quarles 
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Little  Rock’s  Favorite  Eating  Place 
"QUALITY  FOOD  AT  POPULAR  PRICES" 


Stop  in  and  enjoy  our  ex¬ 
cellent  variety  of  delicious 
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The  Clay  Methodist  Church  (left)  and  parsonage  (center)  in  Ruston  District  have  recently  been  renovated.  On  Sep¬ 
tember  24  a  baptismal  font  and  a  bronze  cross  were  dedicated  to  the  memory  of  Mrs.  Myra  Clinton  Jones  and  Mr. 
Harry  Preaus  Clinton.  Pictured  at  right  are  the  Rev.  and  Mrs.  V.  L.  Westbrook,  pastor  and  wife,  with  Mrs.  H.  P. 
Clinton  and  Miss  Marsha  Kay  Clinton,  members  of  the  Parsonage  Committee. 


Inter-church  fellowship 


In  observance  of  World  Communion  Sunday  the  MYF  of  Vinton  First  Meth¬ 
odist  Church  sent  more  than  25  pounds  in  food  packages  to  the  family  of 
the  Rev.  Carlos  Welch  in  India.  The  Welch’s  are  instructors  at  Leonard 
Theological  Seminary  in  Jabalphur,  India,  and  were  guests  at  the  Vinton 
church  while  on  furlough  earlier  this  year.  Sponsors  for  the  junior  and 
senior  high  group  are  Mr.  and  Mrs.  Donald  Futch  and  Mrs.  Betty  Joyce 
Williams.  The  Rev.  James  Poole  is  minister. 


Mr.  and  Mrs.  G.  A.  Daw¬ 
son  and  Mr.  and  Mrs.  Don 
Moore  and  sons,  members 
of  First  Methodist  Church, 
Homer,  worshipped  in  the 
First  Presbyterian  Church 
of  that  city  on  World  Wide 
Communion  Sunday.  The 
Rev.  J.  J.  Caraway  is 
pastor  of  the  Methodist 
Church. 


Mr.  and  Mrs.  Carl  Gandy 
and  Mrs.  Robert  Jones  of 
the  First  Presbyterian 
Church  worshipped  in  the 
First  Methodist  Church. 
The  Rev.  John  Bradshaw 
is  pastor  of  the  Homer 
Presbyterian  Church. 


Board  Chairman  Joel  Ory,  First 
Methodist  Church,  Baton  Rouge, 
addresses  Official  Board  mem¬ 
bers  at  September  meeting.  Pas¬ 
tor  Dana  Dawson  and  Mrs.  Daw¬ 
son  are  shown  seated  on  right 
at  head  table.  Guest  speaker 
was  the  Rev.  Barry  Bailey,  pas¬ 
tor  of  Broadmoor  Methodist 
Church  in  Baton  Rouge. 


Methodist  Men,  St.  Luke's  Methodist  Church,  Shreveport,  following  regu¬ 
lar  monthly  meeting.  The  Rev.  Art  Baker  (fifth  from  left)  is  pastor. 


Left  to  right:  the  Rev.  William 
D.  Peeples,  pastor  of  St.  Luke 
Methodist  Church,  Lake  Charles, 
and  Larry  Roach,  vice-chairman 
of  the  Official  Board,  with  Dr. 
Luman  Douglas,  during  his  Lake 
Charles  visit  September  24-25. 
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MCOR  official  addresses 
Louisiana  Methodists 


Pastors'  and 
Laymen's  Retreat 
October  28 

Beautiful  Evangeline  State  Park  in 
St.  Martinville  has  again  been  selected 
as  the  retreat  site  for  the  pastors  and 
laymen  of  the  Lafayette  District  of 
the  Methodist  Church.  The  4th  An¬ 
nual  Pastor’s  and  Laymen’s  Retreat 
will  begin  with  registration  at  2:00 
p.m.  on  Saturday,  October  28th  at  the 
Group  Camp  in  Longfellow  Park.  It 
will  be  a  one  day  retreat,  ending  at 
8:30  p.m.  Emphasis  this  year  will  be 
placed  upon  inclusion  of  the  senior 
high  school  and  college  young  men  of 
of  the  church.  Two  outstanding  speak¬ 
ers  will  be  included  in  the  program. 

D.  Allen  Collette,  active  layman  of 
Simpson  Methodist  Church  in  Lake 
Charles  and  past  district  lay  leader  of 
the  Lake  Charles  District,  will  be  the 
inspirational  speaker.  Gordon  H. 
Bordelon,  lay  leader  of  the  Melville 
church  and  supervisor  of  Special  Edu¬ 
cation  for  St.  Landry  Parish,  will  speak 
on  “Work  of  Christian  Laymen  with 
the  Handicap.”  Others  included  in  the 
program  are  Wayne  Gilmore,  Lafay¬ 
ette  District  Lay  Leader,  who  will  wel¬ 
come  the  group;  Walter  Brunner,  reg¬ 
istration;  John  E.  Boagni,  Jr.,  invoca¬ 
tion;  Bill  Haskel,  Asbury’s  Mission 
Program;  Wayne  Pearson, song  service, 
Paul  Beraud,  devotion;  Frank  Johnson, 
Methodist  Men’s  Program;  Rodney 
Young  and  M.  S.  White,  prayer;  John 
T.  Green,  meditation  and  quiet  time; 

Please  turn  to  page  4 


Dr.  Francis  L.  Brockman,  secretary 
for  Cultivation  of  the  Methodist  Com¬ 
mittee  for  Overseas  Relief  spoke  before 
several  Louisiana  Methodist  groups 
October  15-16. 

Dr.  Brockman  appeared  in  two 
Shreveport  Methodist  Churches  on 
Sunday,  October  15.  He  spoke  in 
Broadmoor  Methodist  Church  for  the 
8:30  and  11:00  o’clock  morning  ser¬ 
vices,  and  in  Mangum  Memorial  Meth¬ 
odist  Church  for  the  5:15  p.m.  Adult 
Fellowship  and  the  7:00  p.m.  service. 

The  following  day  he  was  the  visit¬ 
ing  speaker  for  a  special  meeting  of  the 
Methodist  ministers  of  the  Alexandria 
District  at  Wesley  Methodist  Church, 
Alexandria.  He  addressed  a  joint  meet¬ 
ing  of  ministers  and  wives  and  later 
spoke  to  the  District  Preachers’  Meet¬ 
ing. 

Dr.  Brockman  is  a  native  of  Fort 
Dodge,  Iowa,  and  a  member  of  the 
South  Iowa  Conference  of  the  Meth¬ 
odist  Church.  In  the  summer  of  1945, 
Dr.  and  Mrs.  Brockman  worked  in 
Mexico  through  a  joint  project  of  Bos¬ 
ton  University  and  the  Board  of  Mis¬ 
sions  of  the  Methodist  Church.  He 
has  since  traveled  in  several  countries 
in  Europe,  the  Mid-east  and  Europe. 

In  1961  he  toured  Japan,  Korea, 
Hong  Kong  and  Taiwan  in  the  inter¬ 
est  of  MCOR.  Other  tours  in  projects 
involved  in  Methodist  relief  and 
Church  World  Service  have  taken  him 
to  Pakistan,  India,  Thailand,  Burma, 
the  Philippines,  Vietnam  and  Korea. 


His  primary  concern  has  been  the 
relief  and  rehabilitation  of  refugees  in 
these  drouth  stricken  and  war-torn 
lands.  Dr.  Brockman  helps  interpret  the 
relief  and  rehabilitation  program  of  the 
Methodist  Church,  currently  at  work 
in  almost  50  countries  overseas.  Con¬ 
tributions  to  the  25  year-old  MCOR 
have  averaged  more  than  one  million 
dollars  annually  during  the  past  sev¬ 
eral  years. 

These  funds  are  expended  for  the 
relief  of  human  suffering  without  re¬ 
gard  to  race,  color,  or  creed,  not  only 
through  Methodist  channels,  but  inter- 
denominationally  through  Church 
World  Service. 
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Louisiana  minister 
in  mission 
to  Philippines 

The  Rev.  D.  W.  Poole,  pastor  of 
Henning  Memorial  Methodist  Church 
in  Sulphur,  Louisiana,  is  one  of  30 
U.  S.  Methodists  taking  part  in  a  spe¬ 
cial  mission  to  the  Philippines  October 
8th — 29th.  This  is  one  of  two  special 
mission  efforts  sponsored  jointly  by 
the  General  Boards  of  Evangelism  and 
Missions  of  the  Methodist  Church.  The 
other  mission  is  to  Britain,  October 
12th — November  2nd,  and  38  U.  S. 

Please  turn  to  page  4 


Dr.  Philip  C.  Edwards,  Depart¬ 
ment  of  City  Work,  National  Di¬ 
vision  of  the  Board  of  Missions 
and  Dr.  Daniel  C.  Thompson,  pro¬ 
fessor  of  Sociology,  Dillard  Uni¬ 
versity,  New  Orleans,  resource 
leaders  for  Urban  Workshop. 

Louisiana  Area 
Urban  Workshop 

by  K.  G.  Rorie 

A  special  workshop  on  urban  work 
was  held  in  Baton  Rouge,  October  7. 
The  purpose  of  the  workshop  was  to 
help  make  our  churches  more  aware  of 
the  increased  urbanization  and  the 
problems  inherent  in  large  population 
centers.  It  is  expected  that  out  of  mes¬ 
sages  heard  and  small  group  discus¬ 
sions,  evaluation  can  be  made  of  many 
new  creative  forms  of  urban  ministries 
and  the  church  stirred  to  meet  the  chal¬ 
lenge  of  the  ever  greater  urban  prob¬ 
lems. 

Dr.  Benedict  A.  Galloway,  chair¬ 
man  of  the  Louisiana  Conference  Ur¬ 
ban  Committee  and  dean  of  the  work¬ 
shop,  presided  over  the  meeting  in  the 
chapel  of  First  Methodist  Church. 
Bishop  Aubrey  G.  Walton  brought  the 
message  for  the  opening  service  of 
worship. 

Sharing  in  the  workshop  were  inter¬ 
ested  ministers  and  laymen  from  both 
Jurisdictions  within  Louisiana,  with 
one  hundred  thirteen  delegates  regis¬ 
tered.  All  present  were  impressed  by 
the  mutality  of  our  problems  resulting 
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Bishop  Aubrey  G.  Walton,  Dr.  Marvin  T.  Green  and  Dr.  Henry  A.  Rickey 
are  shown  with  the  house  mothers  and  boys  who  live  in  the  new  Vaughan 
Cottage  which  was  dedicated  at  the  Children's  Home,  Sunday,  October  15. 


Bishop  Walton  is  shown  as  he  spoke  at  the  Service  of  Dedicati 
new  cottage  at  the  Children’s  Home,  Sunday. 


on  for  the 
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THE  CLIMATE  FOR  WORLD  ORDER 

A  FEW  WEEKS  AGO  it  was  again  our  privilege 
to  sit  for  a  few  hours  in  a  session  of  the  Gen¬ 
eral  Assembly  of  the  United  Nations  when 
significant  speeches  were  being  delivered.  The  rep¬ 
resentatives  of  France  and  Burundi  were  before 
the  assembly  that  day,  and,  although  neither 
brought  messages  that  were  comforting  to  an  Amer¬ 
ican,  it  was  satisfying  to  know  that  such  a  forum 
still  exists  on  the  west  bank  of  the  East  River.  The 
atmosphere  inside  this  building  always  seems  a  lit¬ 
tle  rarified  because  it  is  the  climate  in  which  world 
order  still  survives.  Despite  the  claims  of  some 
that  the  UN  is  a  Communist  tool,  the  facts  are 
that  Russia  has  never  won  a  vote  of  confidence 
on  a  single  issue  in  the  General  Assembly. 

Another  piece  of  “good  news”  from  the  interna¬ 
tional  front  might  be  labeled  an  echo  from  the  cal¬ 
endar.  Let  us  recall  that  it  is  more  than  22  years 
since  the  end  of  World  War  II.  Twenty-two  years 
after  the  end  of  World  War  I  Hitler’s  millions  had 
already  overrun  Europe  and  the  city  of  Paris  was 
in  his  hands.  There  have  been  a  thousand  chances 
for  World  War  III  to  start  the  past  10  or  15  years 
had  we  not  possessed  a  climate  for  world  order.  We 
are  not  unaware  of  the  trouble  spots  on  the  face 
of  the  earth.  The  recent  UN  session  we  attended 
was  seeking  to  find  an  open  door  to  a  solution  of 
the  Middle  East  trouble.  Trouble  erupts  regularly 
in  Africa  like  brush  fires  in  the  San  Fernando  Val¬ 
ley.  Despite  all  this,  it  is  our  contention  that  the 
climate  for  world  order  still  remains  good.  We  have 
faith  that  solutions  will  be  found  for  both  the  Is- 
raeli-Arab  differences  and  for  the  war  in  Vietnam 
without  involving  the  whole  world  in  conflict.  Even 
though  we  do  not  at  this  moment  feel  competent 
to  suggest  the  details  for  the  termination  of  either, 
our  faith  is  daily  strengthened  that  they  will  come 
without  global  involvement.  We  might  not  be  able 
to  defend  the  position  with  hard  evidence  in  open 
court,  but  we  believe  that  the  moments  for  such 
involvement  have  come  and  gone. 


A  SERVICEMAN’S  TEXT 


mi  ’GOD  HATH  SAID,  I  WILL  gj 
mm  NEVEB  LEAVE  THEE,  NOE  fg 
||i|  F0E4AKE  THEE.  60  THAT  S§ 
Ifll  WE  M&V  BOLDLVSAY  THE  ^ 
Mli  LORD  IS  MV  HELPEB,  AND  j§ 
Biaji  I  WILL  NOT  FEAE  WHAT 
Ipf  MAN  SHALL  DO  UNTO  ME."  sJ 


in  the  light  of  this  deep-seated  conviction,  may 
we  make  some  observations  concerning  the  mainte¬ 
nance  of  a  clear  climate  for  progress  in  world  order: 

— We  believe  that  the  obsession  of  so  many  with 
that  cliche  “stop  the  bombing  in  North  Vietnam” 
is  blinding  them  to  an  objective  consideration  of 
all  the  issues  involved  in  our  Vietnam  involvement. 
There  has  never  been  any  serious  doubt  since  the 
days  of  General  Sherman  that  “war  is  Hell,”  or 
any  serious  questions  by  a  substantial  segment  of 
the  Christian  community  that  peace  is  better  than 
war.  Not  having  all  the  military  information,  we 
still  do  not  feel  that  we  can  dictate  the  military 
strategy  by  either  petition  or  demonstration. 

— Having  said  the  above,  we  are  firmly  con¬ 
vinced  that  the  decisions  in  the  Vietnam  struggle 
are  not  always  being  dictated  by  the  facts  of  the 
military  or  diplomatic  situation.  Pressure  must  be 
continued  on  the  administration  in  Washington 
right  up  through  the  election  for  more  information 
and  for  a  clear  understanding  that  the  voters  of 
America  will  not  stand  by  and  be  exploited  for 
the  sake  of  a  political  victory  next  year.  How¬ 
ever,  we  cannot  endorse  the  language  being  used 
by  some  Christian  journalists  and  resolution  writ¬ 
ers  who  have  branded  the  leaders  in  Washington 
as  both  “immoral”  and  “obscene”  on  account  of 
their  choices. 

— Believing  with  all  our  hearts  now  that  we 
should  never  have  assumed  the  bedraggled  mantle 
dropped  by  the  French  when  they  were  driven 
out  of  this  same  area  about  15  years  ago,  we  do 
not  yet  see  a  way  to  implement  the  position  of 
some  of  our  editor  friends  that  the  only  thing  to 
do  is  to  immediately  pull  all  our  troops  out  of  Viet¬ 
nam.  We  could  well  determine  a  point  beyond 
which  we  will  not  escalate  the  war,  but  the  process 
of  withdrawal  is  not  so  easy  as  some  would  have 
us  believe. 

— The  unfortunate  parlaying  of  our  Vietnamese 
effort  with  the  civil  rights  movement  and  the  war 
on  poverty  has  only  had  the  effect  of  clouding  the 
issues  on  both  the  domestic  and  international 
fronts.  No  leader  had  any  moral  right  to  brand 
as  “treason”  the  efforts  of  conscientious  people  in 
Washington  and  across  the  nation  to  support  what 
their  government  was  already  committed  to. 

It  seems  to  us  that  too  many  people  are  in 
danger  of  being  “mistaken  at  the  tops  of  their 
voices,”  and  yet  we  are  aware  that  the  “credibility 
gap”  could  well  become  wider  in  these  months 
just  prior  to  the  1968  elections.  We  must  pray 
harder — we  must  seek  more  conscientiously  for  the 
truth — and  we  must  let  Washington  know  in  every 
possible  way  that  we  do  not  intend  to  be  “used” 
as  pawns  in  the  next  election. 
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the 

Editor's 

Corner 


WEEK-END  ON  THE  BUFFALO 


Those  who  have  taken  no  sides  in 
the  great  “Buffalo  River  controversy” 
are  more  than  likely  persons  who  have 
never  visited  this  fabled  and  beauteous 
section  of  Arkansas.  At  least  once  a 
year,  a  group  of  which  our  family  is 
a  member  spends  a  week-end  together 
at  Buffalo  River  State  Park,  20  miles 
northeast  of  Marshall. 

This  year  our  October  date — 20  of 
us  made  the  trip — came  too  early  for 
the  woods  to  have  donned  their  coats 
of  many  colors.  However,  this  is  a 
beautiful  spot  no  matter  what  the  hue 
of  the  foliage.  Only  a  few  sumac 
bushes  and  pin  oak  and  gum  trees 
were  showing  much  color. 

The  accommodations  at  Buffalo  Riv¬ 
er  State  Park  are  without  question 
some  of  the  best  in  our  state  park 
system,  and  the  Dodd  family  out¬ 
does  itself  with  its  own  special 
brand  of  hospitality.  On  Friday  eve¬ 
ning  we  all  had  dinner  in  the  lodge 
and  found  a  wide  selection  of  de¬ 
licious  food  at  reasonable  prices. 

On  Saturday  morning  the  whole 
group  journeyed  to  Rush,  once  the  site 
of  a  rather  ambitious  lead  mining  oper¬ 
ation.  As  we  stood  by  gazing  at  this 
deteriorating  mine,  we  had  a  visit  from 
a  Mr.  Dirst  who  seemed  to  be  some¬ 
thing  of  a  recluse,  but  opened  up  quick¬ 
ly  under  the  inspiration  of  the  con¬ 
versation  of  20  invaders  from  Pulaski 
County.  Then  he  invited  us  to  his  trail¬ 
er  home  where  we  saw  an  imposing 
collection  of  rocks  and  minerals. 

The  afternoon  was  filled  with  the 
happy  pastime  of  listening  to  the  Raz- 
orbacks  win  their  first  game  of  the 
season. 

The  writer  has  become  a  sort  of  of¬ 
ficial  chaplain  of  the  group,  and  no 
preacher  ever  had  a  more  inspiring 
congregation  to  which  to  preach  than 
this  “Great  Decisions  Group”  on  lo¬ 
cation  in  Buffalo  River  State  Park. 


CHUCKLE  OF  THE  WEEK:  Dr. 
George  Ivey  of  First  Church,  Hot 
Springs,  told  us  the  other  day  of  the 
small  boy  who  had  found  an  object 
at  the  base  of  the  beautiful  mosaic 
which  adorns  the  front  of  their  build¬ 
ing.  Trying  to  tell  his  mother  where 
he  made  his  find,  he  said,  “I  found 
it  at  the  bottom  of  the  Jesus  puzzle.” 
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WASHINGTON,  D.C.  —  Vice  Admiral  William  F.  Raborn,  Jr.,  USN 
(ret.)  presents  a  specially-inscribed  New  Testament  to  President 
Johnson  in  ceremony  at  the  White  House.  President  Johnson  has 
issued  a  proclamation  endorsing  National  Bible  Week  (Oct.  15-22). 
Admiral  Raborn  is  national  chairman  of  Bible  Week,  which  has  been 
sponsored  annually  for  27  years  by  the  Laymen's  National  Commit¬ 
tee,  in  interreligious  organization.  The  observance  this  year  is  co¬ 
sponsored  by  the  American  Bible  Society  in  conjunction  with  its 
Worldwide  Bible  Reading  program.  (RNS  Photo) 

Interjurisdictional  Commission 
recommends  "voluntarism"  until  '72 


National  meeting 
of  "The  Twelve" 
in  Nashville 

NASHVILLE,  Tenn.  (MI)  —  “The 
Twelve,”  a  small-group  movement  pro¬ 
moted  by  the  General  Board  of  Evan¬ 
gelism  of  The  Methodist  Church,  is  re¬ 
flecting  the  ecumenical  spirit  of  the 
times. 

At  a  national  meeting  here  Oct.  5-8 
of  about  170  “Twelve”  members  from 
3 1  states,  several  persons  reported  that 
their  local  groups  involve  members  of 
different  denominations. 

It  was  reported  also  that  the  move¬ 
ment,  originally  conceived  primarily 
for  adults,  appeals  as  well  to  many 
youths,  and  there  are  youth  groups  of 
“The  Twelve”  in  some  churches. 

Purposes  of  “The  Twelve”  groups 
are  to  deepen  spiritual  life  through 
study  and  prayer,  provide  Christian 
fellowship,  and  encourage  and  strength¬ 
en  personal  witness. 

The  groups  take  their  name  from 
the  number  of  Jesus’  disciples.  How¬ 
ever,  they  may  have  a  few  more  or  less 
than  12  members.  In  fact,  Ernie 
Logan,  Nashville,  national  director  of 
the  movement,  said  it  appears  eight 
is  the  ideal  size  in  most  situations. 

Mr.  Logan,  a  lay  staff  member  of 
the  General  Board  of  Evangelism,  em¬ 
phasized  that  the  lead  in  starting  local 
groups  should  be  taken  by  laymen. 

“The  minister  can  sow  the  seed  in 
the  minds  and  hearts  of  laymen  and 
let  them  develop  it,”  he  said,  “but  any¬ 
time  the  minister  tries  to  program  this 
he  has  problems.” 

Theme  of  the  national  meeting  at 
the  Board  of  Evangelism  headquarters 
was  “Mandate  to  Witness.” 

One  of  the  great  benefits  of  “The 
Twelve,”  said  Mr.  Logan,  is  that  it’s 
a  “training  ground  for  witnessing.” 

“We  talk  about  witnessing  to  the 
average  layman,  and  he’s  paralyzed  — 
horrified,”  the  national  director  said, 
and  he  added  that  training  and  nurture 
are  needed  to  develop  effective  wit¬ 
nesses  for  Christ. 

“The  Twelve”  can  be  a  great  asset 
to  a  church’s  Commission  on  Member¬ 
ship  and  Evangelism,  he  said. 

New  national  officers  of  “The 
Twelve,”  elected  at  the  meeting,  are: 
president,  Don  Haasch,  Boise,  Idaho; 
first  vice-president,  John  M.  Massey, 
Jr.,  Henderson,  Ky.;  second  vice-presi¬ 
dent,  Dean  L.  Griffith,  Wilmette,  Ill.; 
secretary-treasurer,  Marvin  G.  Way, 
Wichita,  Kan. 
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Study  phone 
counseling  ministry 

NASHVILLE,  Tenn.  (MI)  —  The 
Methodist  General  Board  of  Evangel¬ 
ism  here  has  under  study  for  possible 
adaptation  and  use  in  other  areas  of 
the  nation  a  telephone  counseling  min¬ 
istry  now  being  provided  in  Dallas, 
Texas. 

The  Methodist-sponsored  Dallas 
program  provides  a  round-the-clock 
telephone  counseling  service  for  per¬ 
sons  who  call  with  emotional,  spirit¬ 
ual,  or  other  problems.  It  is  patterned 
after  a  similar  ministry  initiated  nearly 
four  years  ago  by  Dr.  Alan  Walker 
and  Central  Methodist  Mission,  Syd¬ 
ney,  Australia. 

Dr.  Kermit  Long,  Nashville,  top 


CHICAGO,  Ill.  (MI)  —  Final  ac¬ 
tion  in  1972  to  de-segregate  Method¬ 
ist  annual  conferences,  if  voluntarism 
has  not  succeeded  by  then,  will  be 
recommended  to  the  church’s  1968 
General  Conference. 

The  recommendation  by  the  Com¬ 
mission  on  Interjurisdictional  Rela¬ 
tions,  made  here  Oct.  2,  would 
strengthen  somewhat  the  1966  General 
Conference  action  setting  a  1972  “tar¬ 
get  date”  for  elimination  of  all  church 
structures  based  on  race. 

The  commission  discussed  the  possi¬ 
bility  of  urging  the  church  to  take  a 
“mandatory”  position  by  changing 
1972  to  a  “deadline.”  But  on  the  basis 
of  “progress  to  date,”  it  agreed:  “Our 
policy  continues  to  be  that  mergers 
of  conferences  within  jurisdictions  be 
urged  on  a  voluntary  basis;  but,  that, 
if  any  previous  Central  Jurisdiction 
(Negro)  conferences  remain  unmerged 
in  1972,  we  recommend  that  that  Gen¬ 
eral  Conference  shall  take  final  action 
for  the  merging  of  such  conference.” 


executive  of  the  General  Board 
of  Evangelism,  said  a  preliminary 
discussion  of  the  possibilities  of 
adapting  the  Australian  program  for 
use  in  the  United  States  was  held  by 
the  executive  committee  of  the  board 
several  months  ago.  The  Dallas  project 
has  been  under  observation  since  it 
was  begun  in  March  of  this  year,  he 
said,  and  it  is  expected  that  the  ex¬ 
periences  of  the  Dallas  group  will  be 
useful  as  the  Board  of  Evangelism 
seeks  to  determine  whether  it  should 
back  a  national  thrust  of  the  program 
and,  if  so,  how  the  board  might  best 
use  its  resources  and  personnel  to  help 
others  adapt  the  ministry  to  their  sit¬ 
uations. 


No  dissenting  votes  were  registered. 

The  “progress  to  date”  since  major 
steps  began  in  1964  includes  de-segre¬ 
gation  of  four  Negro  conferences  by 
merger  into  geographical  conferences; 
the  merger  of  another  approved  but 
awaiting  judicial  clarification;  prepara¬ 
tions  for  the  merger  of  several  others 
in  the  final  stages. 

The  Central  Jurisdiction  will  go  out 
of  existence  next  April  when  the  new 
United  Methodist  Church  comes  into 
being.  All  remaining  Negro  annual 
conferences  (now  12)  will  become  part 
of  either  the  Southeastern  or  South 
Central  Jurisdictions,  which  are  in 
varying  stages  of  progress  toward  de¬ 
segregation. 

Recognizing  that  its  assigned  task, 
“to  abolish  the  Central  Jurisdiction, 
promote  interracial  brotherhood 
through  Christian  love,  and  achieve 
a  more  inclusive  church,”  is  only  par¬ 
tially  completed,  the  commission  asked 
the  General  Conference  to  continue  its 
existence,  but  as  a  smaller  group.  It 
proposed  membership  by  one  bishop, 
one  minister  and  one  layman  from  each 
of  the  five  jurisdictions.  This  would 
total  15  members  and  continue  the 
trend  toward  reduction  in  size.  The 
first  group  with  a  similar  task,  in  1956- 
60,  had  72  members.  In  1960-64  there 
were  36,  and  currently  there  are  24. 

The  church’s  Judicial  Council  was 
asked  to  clarify  several  questions  re¬ 
lated  particularly  to  church-wide  vot¬ 
ing  earlier  this  year  on  a  General  Con¬ 
ference  resolution  aimed  at  authorizing 
Several  transfers  from  the  CJ  and  some 
mergers  with  white  conferences.  The 
commission  wanted  to  know  whether 
these  must  wait  until  the  complete 
transfer  in  April  or  can  be  consum¬ 
mated  now. 


DAILY  BIBLE  BEADING 

Below  is  a 

schedule  for  the 

Daily  Bible  Beading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a 

regular  guide  for 

use  in  your  homes. 

Oct.  22  -  Sun. 

.  John  1:1-18 

Oct.  23 

John  5:31-47 

Oct.  24 

John  12:29-50 

Oct  25 

John  15:1-11 

Oct.  26 

John  17:10-26 

Oct.  27 

Acts  18:1-28 

Oct.  28 

Galatians  1:1-24 

Oct  29  -  Sun. 

I  Thessa.  2:1-20 

The  questions  particularly  related 
to  the  status  of  the  proposed  merger 
of  North  Carolina- Virginia  Conference 
(CJ)  with  the  three  white  conferences 
of  those  states,  and  the  transfer  of 
four  Negro  conferences  into  South 
Central  Jurisdiction  and  another  four 
into  Southeastern  on  the  basis  of  vot¬ 
ing  on  the  resolution.  Another  three 
CJ  conferences  could  not  move  now 
because  they  did  not  approve  it. 

Other  referrals  to  the  Judicial  Coun¬ 
cil  included: 

— Determination  of  whether  actual 
announcement  of  voting  results  by  a 
jurisdictional  college  of  bishops  is 
necessary  before  action  can  be  taken, 
or  is  only  an  administrative  function. 
None  of  the  colleges  Involved  has  yet 
made  an  announcement  of  votes  on 
the  resolution. 

— Status  of  General  Conference  del¬ 
egates  elected  by  North  Carolina-Vir- 
ginia  Conference  in  relation  to  their 
new  conferences,  in  the  event  of  mer¬ 
gers  prior  to  General  Conference. 

— Clarification  of  the  Council’s  de¬ 
cision  242  of  last  November,  which 
some  have  said  might  prevent  further 
mergers  of  Negro  and  white  confer¬ 
ences  by  including  them  along  with 
other  Methodist  and  EUB  conferences 
which  do  not  have  to  make  boundary 
changes  during  the  next  12  years  with¬ 
out  their  consent. 

Bishop  Paul  V.  Galloway  of  Little 
Rock  said  that  units  of  the  white  and 
Negro  conferences  in  Arkansas  have 
begun  conversations  and  some  quarter- 

P lease  turn  to  page  15 


Alden  G.  Barber  was  recently  in¬ 
stalled  as  the  fifth  Chief  Scout 
Executive  in  the  57-year  history 
of  the  Boy  Scouts  of  America. 
A  native  of  California,  he  has 
been  a  professional  Scout  worker 
in  that  state  and  in  Chicago. 
(RNS  Photo) 


OCTOBER  19,  1967 


PAGE  THREE 


from  page  one 


The  Rev.  Edward  R.  Haug,  Dr. 
Luman  E.  Douglas  and  Bishop 
Aubrey  G.  Walton. 


Small  group  session — the  Rev. 
Willie  Jackson,  pastor  of  Will¬ 
iams  Memorial  Methodist  Church, 
New  Orleans,  leader. 


The  Rev.  Byrl  J.  Moreland,  Dr. 
Benedict  A.  Galloway,  Dr.  Dana 
Dawson,  Jr.,  host  pastor,  and 
the  Rev.  James  P.  Woodland. 


The  Reverends  M.  T.  Jackson, 
Rogers  J.  Transpers,  A.  L. Cobbs, 
W.  S.  P.  Norris  and  J.  C.  Bibbons. 


’’THE  SEARCHERS”  is  the  new  Sun¬ 
day  school  class  for  young  adults  be¬ 
ing  formed  in  the  DeRidder  First 
Church.  They  will  use  the  new  litera¬ 
ture  “Man’s  Search  for  a  Meaningful 
Faith.”  Mrs.  Ann  Calcote  is  director 
of  Christian  education.  The  Rev.  Rob¬ 
ert  H.  Jamieson  is  pastor. 
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JAMES  D.  LEFTWICH  has  been 
named  chairman  of  the  Official  Board 
of  First  Church,  New  Orleans.  He  suc¬ 
ceeds  Lawrence  E.  Miller  who  is  mov¬ 
ing  to  Omaha,  Nebraska.  William  A. 
Shaffer  is  the  new  vice  chairman.  The 
Rev.  Clyde  S.  Clark  is  pastor. 
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Urban  Workshop 

from  population  shifts,  changing  neigh¬ 
borhoods,  transportation  developments, 
and  the  emerging  patterns  of  growth 
and  change  in  our  churches. 

In  addition  to  Bishop  Walton  and 
Dr.  Galloway,  other  conference  lead¬ 
ers  included  Dr.  Luman  E.  Douglas 
and  the  Rev.  K.  G.  Rorie  from  the 
Area  Staff,  the  district  superintendents, 
and  selected  ministers  and  lay  repre¬ 
sentatives  from  each  district. 

Major  resource  leaders  were  Dr. 
Philip  C.  Edwards,  executive  secretary 
of  the  Department  of  City  Work  of 
the  Methodist  Board  of  Missions,  and 
Dr.  Daniel  C.  Thompson,  professor  of 
Sociology  at  Dillard  University  in  New 
Orleans,  a  nationally  recognized  au¬ 
thority  on  urban  society.  Each  brought 
major  messages  in  the  morning  session 
of  the  workshop. 

Creative  discussion  groups  met  in 
afternoon  periods,  led  by  the  Rev. 
Rupert  D.  Coles,  Wadsworth  A.  Davis, 
the  Rev.  George  A.  Duerson,  Dr.  L. 
L.  Haynes,  Jr.,  the  Rev.  Robert  Har¬ 
rington,  the  Rev.  Willie  Jackson, 
Charles  A.  McHale,  the  Rev.  N.  P. 
Perry  and  the  Rev.  James  P.  Wood¬ 
land. 

The  first  urban  workshop  held  in 
Louisiana  was  in  1962  at  New  Orleans. 
This  second  workshop  was  a  joint  ven¬ 
ture  of  all  Louisiana  Methodism,  draw¬ 
ing  delegates  from  both  the  South  Cen¬ 
tral  and  the  Central  Jurisdiction 
churches. 

Dr.  Daniel  Thompson,  among  many 
interesting  facts  and  observations,  said 
“We  now  have  the  fastest  urban  growth 
country  in  the  world.  Where  in  1880 
only  fifteen  percent  of  our  population 
lived  in  urban  areas,  it  is  now  sevently 
percent  urban.  In  the  next  decade  it 
is  expected  that  ninety  percent  of  all 
wage  earners  will  be  employed  in  ur¬ 
ban  areas.  Twenty  percent  of  the  total 
population  of  America  is  located  in 
the  five  cities  of  New  York  City,  Los 
Angeles,  Philadelphia,  Chicago  and 
Detroit.  The  city  of  Los  Angeles  has 
grown  thirteen  times  as  fast  as  the 
population  of  America. 

“In  a  nuclear  age  we  have  seventy 
percent  of  government  leadership  in 
or  near  Washington,  most  automobiles 
produced  in  our  country  are  Detroit 
based,  and  that  eighty  percent  of  all 
publishing  interests  in  America  are  cen¬ 
tered  in  New  York  City.”  Said  Dr. 
Johnson,  “we  are  trying  to  run  a  twen¬ 
tieth  century  phenomenon  with  eight¬ 
eenth  century  culture  patterns  and; 
ideas.” 

Dr.  Philip  C.  Edwards  pointed  to 
the  treatment  of  problems  as  symptoms, 
and  indicated  that  too  often  we  do 
not  deal  with  the  causes  of  the  symp¬ 
toms,  He  said  “we  need  to  look  at 
the  roots  of  our  social  and  economic 
maladies  and  begin  our  healing  at  those 
points.”  Dr.  Edwards  also  emphasized 
that  the  role  of  the  church  in  the  city 
should  not  be  as  an  institution  in  com¬ 
petition,  but  one  of  cooperation,  and 
that  the  church  cannot  continue  to 
think  of  itself  as  having  its  own  pro¬ 
gram  and  selfish  advantages,  but  as 
a  part  of  a  whole  service  to  meet  a 
whole  need.  “What  is  needed,”  he  said, 
“is  a  new  understanding  of  the  con¬ 
tribution  a  church  can  make  to  the 
total  role  of  Christian  commitment  and 
service.” 

The  workshop  closed  with  a  period 
of  worship  and  commitment  led  by 
the  Rev.  W.  S.  P.  Norris. 


from  page  one 

Minister  to  Philippines 

Methodists  are  participating  in  it. 

A  staff  member  of  the  Methodist 
General  Board  of  Evangelism  in  Nash¬ 
ville,  Tennessee  is  directing  each  mis¬ 
sion.  Dr.  George  H.  Jones  is  leading 
the  mission  to  the  Philippines  and  Dr. 
George  A.  Fallon  is  leading  the  mis¬ 
sion  to  Britain. 

In  the  Philippines,  the  U.  S.  Mis¬ 
sioned  will  preach,  teach,  give  train¬ 
ing  in  and  direct  visitation  evangelism, 
and  study  mission  work.  They  will 
make  stops  in  Hawaii,  Hong  Kong  and 
Tokyo  on  their  trip. 

In  Britain,  the  U.  S.  Missioners  will 
preach  and  speak  to  various  groups 
in  England,  North  Ireland,  Scotland 
and  Wales.  They  will  study  the  meth¬ 
ods  and  work  of  the  British  Methodist 
Church.  “They  also  will  interpret  our 
understanding  of  the  concept  of  Mis¬ 
sion”  said  Dr.  Fallon. 

t 
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Pastors’  and  Laymen 

and  B.  A.  Rose,  benediction.  John  W. 
Trotter  will  preside  over  the  program 
and  Dr.  J.  Henry  Bowden,  Lafayette 
District  Superintendent,  will  give  a  re¬ 
port  for  the  district.  The  retreat  is 
sponsored  by  the  Lafayette  District 
Board  of  Lay  Activities. 
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THE  AURORA  JUNIOR  HI  MYF 
held  a  planning  retreat  at  Camp  St. 
Mark’s  on  the  Tchefuncta  River  the 
first  weekend  in  October.  Forty-four 
young  people  attended.  New  officers 
are  Norman  Appenfeller,  president; 
Mark  Stone,  vice  president;  Gail 
Recker,  secretary;  Marleah  Appen¬ 
feller,  treasurer.  The  Rev.  L.  Ray 
Branton  is  pastor. 


Tooke's  son  injured 
in  Viet  Nam 

After  conversation  with  the  Rev. 
and  Mrs.  Karl  Tooke  regarding  their 
son  who  has  been  wounded  in  Viet 
Nam,  Bishop  Walton  supplies  the  fol¬ 
lowing  information  for  interested 
friends  of  the  family: 

L-Cpl.  John  Karl  Tooke,  assigned 
to  the  Second  Battalion,  Fifth  Marine 
Corps,  Company  G,  was  wounded  in 
Viet  Nam  near  the  demilitarized  zone, 
on  September  28.  He  is  presently 
a  patient  in  the  Cam  Rahn  Bay  Hos¬ 
pital  and  is  scheduled  to  be  dismissed 
from  the  hospital  about  October  16. 
We  give  thanks  for  his  recovery. 

It  may  be  of  interest  also  that  the 
Tookes  have  moved  from  Willingboro, 
New  Jersey,  to  16  Cummings  Court, 
Metuchen,  New  Jersey,  08840,  Tele¬ 
phone:  201  549  1037,  and  are  there 
now.  Beginning  November  1,  the  of¬ 
fice  address  for  the  National  Division, 
Board  of  Missions  of  The  Methodist 
Church  will  be:  Third  Floor,  475  Riv¬ 
erside  Drive,  New  York,  N.  Y.  10027.. 
Telephone:  212  RI  9-0700. 
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SHARON  PARKER  told  about  her 
recent  missionary  service  in  Jamaica 
at  the  morning  worship  service  in  the 
Pringhill  Methodist  Church  of  which 
the  Rev.  Loyd  E.  Williams  is  pastor. 
Miss  Parker  is  the  daughter  of  Mr. 
and  Mrs.  J.  W.  Parker,  Jr.  of  Cullen, 
and  is  a  student  at  Southwestern  Col¬ 
lege,  Waxahachie,  Texas. 
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THE  REV.  DAVID  HANKINS  was 
guest  speaker  for  Methodist  Men  of 
the  North  Highland  Church,  Shreve¬ 
port,  La.,  on  Wednesday  evening,  Oct. 
4.  The  Rev.  Donald  M.  Risinger  is 
the  North  Highland  pastor.  Mr.  Han¬ 
kins  is  Wesley  Foundation  director  in 
Arkadelphia,  Ark. 
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Father  James  Hennesy  and  the  Rev.  Marvin  McFarland,  pastor  of  Bethel 
Methodist  Church,  Pride,  La.,  were  among  those  who  participated  in  the 
groundbreaking  ceremonies  for  the  Interfaith  Chapel  at  the  Greenwell 
Springs  Hospital.  Others  include,  left  to  right,  Dr.  Dwight  Danburg,  hos¬ 
pital  director;  Msgr.  Paul  Gauci,  and  the  Rev.  R.  L.  Cook,  Baptist  chap¬ 
lain. 
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Layman's  Day  Speakers 


EWS 

and 

OTES 

THIRTY -SEVEN  SENIOR  MYF 
members  and  counselors  from  First 
Church,  Monroe,  enjoyed  a  retreat  at 
Caney  Lake,  Sept.  23-24.  Many  ac¬ 
tivities  were  crowded  into  the  busy 
week  end.  Plans  were  made  for  the 
following  quarter  and  the  group  par¬ 
ticipated  in  three  stimulating  discus¬ 
sions.  The  Rev.  W.  O.  Lynch  from 
Lakeview  Church  in  Minden  admin¬ 
istered  the  communion  and  brought  an 
inspirational  message. 

THE  REV.  AND  MRS.  JAMES 
BEASLEY  entertained  the  XYZ  Club 
of  Broadmoor  Church,  Shreveport,  in 
their  home  on  Monday,  Oct.  9.  The 
XYZ  is  led  by  Mrs.  Jackson  Young. 
Mrs.  Martha  Brown  gave  reminis¬ 
cences  from  her  life  as  a  preacher’s 
wife. 

THE  REV.  WILLIAM  B.  SHAW  of 
Gueydan  is  conducting  the  revival 
meeting  being  held  this  week,  Oct.  15- 
19,  at  Jefferson  Church,  10328  Jef¬ 
ferson  Hwy.,  Baton  Rouge.  The  Rev. 
Robert  H.  Windsor  is  pastor. 

LECOMPTE  METHODISTS  recently 
honored  Mrs.  Christine  Dowling  who 
retired  as  organist  for  the  church.  In 
the  morning  worship  service,  Wilbur 
Hathorn,  church  lay  leader,  presented 
Mrs.  Dowling  with  a  plaque  which 
mentioned  her  long  and  faithful  ser¬ 
vice.  The  Rev.  Bob  Galatas  is  pastor 
at  LeCompte. 

THE  METAIRIE  MYF  will  hold  a 
Hallowe’en  Fair  in  conjunction  with 
the  church  supper  on  Friday,  Oct.  27. 
In  addition  to  the  usual,  a  crafts  booth 
will  offer  unusual  and  decorative  items 
made  by  the  MYFers.  The  Rev.  John 
Coker  is  pastor. 

DR.  EVELYN  M.  DUVALL,  nation¬ 
ally  known  and  honored  authority  in 
the  field  of  family  life,  spoke  in  First 
Church,  Shreveport,  Oct.  7  and  8.  She 
conducted  different  sessions  for  teach¬ 
ers  and  counselors,  parents,  and  young 
people.  Dr.  D.  L.  Dykes  is  pastor. 

MYF  RALLY 

The  second  Monroe  District  Fall 
MYF  Rally  was  held  at  First  Church, 
Winnsboro,  on  Saturday,  Sept.  23. 

President  Ann  McConnell  opened 
the  meeting  by  introducing  Philip 
Thomas,  conference  fellowship  chair¬ 
man,  who  led  recreation  all  morning. 
After  lunch  a  brief  business  session  was 
held  in  the  sanctuary.  The  district  de¬ 
cided  to  send  $250.00  to  the  Texas- 
Rio  Grande  Conference  for  hurricane 
relief.  Each  MYF  is  asked  to  send  at 
least  $10  to  Carol  Sawyer,  district 
treasurer,  by  Jan.  1. 

Miss  Jill  Faller  of  Hammond  spoke 
to  the  group  about  the  Regional  MYF 
Workshop  held  at  Mt.  Sequoyah,  Fay¬ 
etteville,  Ark.  Philip  Thomas  and  Jess 
Gilbert  told  about  the  conference  MYF 
Workshop  and  BLC  Workshop. 

The  Rev.  James  Evans  conducted 
a  service  of  Holy  Communion  which 
closed  the  rally.  The  Rev.  Douglas 
Williams  is  pastor  of  the  host  church 
of  Winnsboro. 


Bob  Hill  and  The  Rev.  Ralph  Cain,  lay 
leader  and  minister  at  Mangum  Memo¬ 
rial,  are  pictured  at  the  Sunday  morn¬ 
ing  breakfast  when  they  were  in  charge 
of  the  program  for  Methodist  Men. 


LAYMAN’S  DAY  SPEAKERS 

GRACE  CHURCH,  Ruston:  Dr.  R. 
M.  Allen,  lay  leader,  presided.  Pro¬ 
fessor  H.  L.  Henry,  head  of  Industrial 
Engineering  at  Louisiana  Tech,  occu¬ 
pied  the  pulpit.  The  Rev.  George  Har¬ 
kins  is  pastor. 

JEFFERSON  CHURCH,  Baton 
Rouge:  John  Radovich,  chairman  of 
the  Commission  on  Membership  and 
Evangelism  was  lay  speaker.  Assisting 
in  the  service  were  Glyn  Miller  and 
Mrs.  W.  E.  Thomas.  The  Rev.  Donald 
Hall  is  pastor. 

THE  RUSTON  DISTRICT  annual 
Layman’s  Banquet  was  held  in  the 
Bernice  Methodist  Church,  Oct.  17. 
Tom  H.  Matheny  of  Hammond,  con¬ 
ference  lay  leader,  was  the  speaker. 

BATON  ROUGE  XYZ  CLUB  (Xtra 
Years  of  Zest)  of  First  Methodist  plan 
to  go  by  chartered  bus  to  Shreveport 
to  the  State  Fair,  leaving  Monday,  Oct. 
23  and  returning  on  Wednesday.  Mrs. 
C.  E.  Kemmerly,  Jr.  presented  a  pro¬ 
gram  on  Norway  at  the  Oct.  1 1  meet¬ 
ing  of  the  group. 

IN  ST.  PAUL’S  CHURCH,  Harahan, 
the  Rev.  Charles  S.  Walker  is  replac¬ 
ing  the  usual  Sunday  evening  service 
with  a  “Talk  Back”  forum.  Members 
are  suggesting  topics  for  discussion. 
The  topic  on  October  8  was  “What  is 
the  Church  supposed  to  be  doing?” 

P.  K.  KORNER 

KARI  MARIE  AAMODT  was  bom 
on  October  2,  the  daughter  of  the  Rev. 
and  Mrs.  August  E.  Aamodt.  Mr. 
Aamodt  is  now  serving  as  dean  of  men 
at  Centenary  College,  and  was  former¬ 
ly  director  of  youth  at  Shreveport  First 
Methodist. 


HAMMOND:  The  two  morning  ser¬ 
mons  were:  “The  Mission  of  the 
Church”  by  Neal  Greer,  Official  Board 
chairman,  at  8:45  a.m.,  and  “The  Sim¬ 
plicity  of  Love”  by  Dwayne  Herndon 
at  11  o’clock.  C.  B.  Sledge,  lay  leader, 
directed  the  early  worship.  Dr.  Norval 
Garrett,  associate  lay  leader,  led  the 
later  worship  service.  The  Rev.  A.  M. 
Brown  is  pastor. 

TRINITY  CHURCH,  Ruston:  Billy 
James,  lay  leader,  presided  at  both 
morning  services.  Glenn  Jordan  and 
Captain  W.  R.  Casey  were  the  lay 
speakers.  Others  participating  were 
John  Maxwell,  Dr.  Jason  Owen,  Jack 
Dyer  and  Frank  Busch.  The  Rev. 
Douglas  L.  McGuire  is  pastor. 

NORTH  BATON  ROUGE  Church: 
Lay  Leader  Wilson  Hutzler  was  the 
speaker.  Dave  Richmond  and  Bonnie 
Henderick  assisted  in  the  service. 

RAYNE  MEMORIAL,  New  Orleans: 
Observed  the  day  a  week  later  than 
others  (Oct.  15)  and  had  Thomas  Mat¬ 
heny,  conference  lay  leader  as  the 
speaker.  Gene  Lafitte,  lay  leader,  was 
in  charge  of  the  program.  Dr.  B.  A. 
Galloway  is  pastor. 

SEVIER  MEMORIAL,  Ferriday:  Lay¬ 
men  particiapting  were  Charles  Ed 
Thomspon,  Joe  W.  Rogers,  Dr.  B.  G. 
Trosclair,  James  Ray  Williams,  R.  L. 
Irvin,  Lloyd  F.  Love  and  J.  B.  Wil¬ 
liams.  Mr.  Love  delivered  the  mes¬ 
sage  on  “Ambassadors  for  Christ.”  Mr. 
Irvin  is  lay  leader.  The  pastor  is  the 
Rev.  Jerry  A.  Means. 

CHATHAM:  Denton  Shell  from  the 
Winnfield  Church  spoke  at  the  morn¬ 
ing  hour.  Mrs.  George  Tigner  of  Ho¬ 
mer,  president  of  the  Ruston  District 
Woman’s  Society,  brought  the  message 
at  the  evening  service.  The  Rev.  Cal¬ 
vin  Lapuyade  is  pastor. 

TRINITY  CHURCH,  Alexandria:  Ed¬ 
die  Dezendorf,  youth  director  and  cer¬ 
tified  lay  speaker,  brought  the  message. 
Assisting  in  the  service  were  Don 
Hightower,  Paul  McGowen,  Albert 
Shirley,  and  Calcolm  Johnson.  The 
Rev.  Byrl  Moreland  is  pastor. 

MINDEN,  First  Church:  Robert  Char¬ 
les  Smith,  Ruston  District  lay  leader, 
brought  the  message  at  both  morning 
services.  C.  O.  Holland  presided  at 
8:30  a.m.;  C.  A.  Marvin  and  W.  S. 
Hicks  assisted  at  the  1 1  o’clock  service. 
The  Rev.  Edward  R.  Thomas  is  pastor. 
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At  Slidell  layman's  day  services,  from  left:  Dr.  W.  L.  Folse,  Charles  Hughes 
(speaker),  and  Graydon  P.  Hass.  Early  service  featured  W.  A.  Baker,  Robert 
Penn  (speaker),  L.  V.  McGinty,  Sr.,  Don  McGinty,  and  Willie  J.  Packer. 


PINE  GROVE  CHURCH  near  Min¬ 
den  had  the  following  laymen  parti¬ 
cipating: -Jerry  Dunn,  who  brought  the 
message,  Wayne  Craig,  and  W.  A. 
Grigsby.  Special  music  was  provided 
by  Mrs.  Wayne  Craig,  Mrs.  Jerry 
Dunn  and  Miss  Ginger  Dunn.  The 
Rev.  John  Lee  is  pastor. 

NATCHITOCHES,  First  Church:  Dr. 
Ralph  White  was  lay  speaker.  The 
program  was  under  the  direction  of 
Firal  Ryder,  church  lay  leader.  Dr. 
Jolly  B.  Harper  is  pastor. 

HORSESHOE  DRIVE  CHURCH, 
Alexandria:  Col.  George  W.  Weego, 
charge  lay  leader  was  in  charge  of  the 
service.  The  speaker  was  Robert  Nash 
of  First  Church,  Pineville.  The  Rev. 
Louis  Coppage  is  pastor  at  Horseshoe 
Drive. 

DELMI:  Joe  Solomon  from  Southside 
Church,  and  Monroe  District  lay  lead¬ 
er,  was  the  guest  speaker.  L.  M.  Cook¬ 
sey  is  Delhi  lay  leader.  The  Rev.  Ted 
T.  Howes  is  pastor. 

AURORA:  Dr.  Paul  Brand,  medical 
missionary  in  India  for  19  years,  was 
the  speaker.  He  is  currently  Chief  of 
the  Rehabilitation  Branch  of  the  U.S. 
Public  Health  Service  Hospital  at  Car- 
ville.  The  Rev.  L.  Ray  Branton  is  the 
Aurora  pastor. 

BETHEL  CHURCH,  Pride:  Lee  To¬ 
ney,  member  of  Ingleside  Church  of 
Baton  Rouge,  was  the  lay  speaker.  The 
Bethel  lay  leader  is  Rulon  Yarborough. 
The  minister  is  the  Rev.  Marvin  Mc¬ 
Farland. 

ISTROUMA  CHURCH,  Baton  Rouge: 
Lay  Leader  Rae  Ferguson  made  ar¬ 
rangements.  At  the  early  service  Earl 
E.  Turner,  Sr.  spoke  and  W.  T.  Mat¬ 
heny  presided.  At  7  p.m.  Jack  Gregory 
spoke  and  Merlin  Pritchard  presided. 
The  Rev.  Marvin  H.  Corley  is  pastor. 

PONCHATOULA:  Lay  Leader  James 
Saint  prepared  two  Sunday  services. 
Cecil  Hebert  brought  the  morning 
message  and  Rex  Henderson  spoke  at 
the  evening  service.  The  Rev.  Jack 
Winegeart  is  pastor. 

HAYNESVILLE:  Howard  Morris,  lo¬ 
cal  layman,  was  the  speaker.  Wilbur 
Lewis  presided.  The  men’s  chorus  oc¬ 
cupied  the  choir.  R.S.Bond,  lay  leader, 
made  arrangements.  The  Rev.  A.  G. 
Taylor  is  pastor. 

NOEL  MEMORIAL,  Shreveport: 
Clyde  Connaughton,  lay  leader, 
brought  the  message  at  both  worship 
hours.  Assisting  in  the  services  were 
Jim  Guy  Gibson  and  Ray  Watts  at  the 
early  hour,  and  Charles  Beard  and 
Harry  McLeod  at  10:50.  Dr.  Sam 
Nader  is  pastor. 

LOUISIANA  MEMORIAL,  Opelou¬ 
sas:  Allan  Collette,  former  lay  leader 
of  the  Lake  Charles  District  and  mem¬ 
ber  of  Simpson  Church,  spoke  at  both 
morning  services.  Jack  Sharp  and  Ira 
Burleigh  presided.  Others  participating 
were  John  Boagni,  Herbert  Brown, 
James  Tatman,  Dan  Outlaw,  Jack 
Lane  and  Jesse  Hayes.  The  Rev.  Fred 
O.  Shirley  is  pastor. 
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Scutday  School 


By:  Alfred  A.  Knox 


OCTOBER  29:  What  Motivates  Your  Religion? 

BACKGROUND  SCRIPTURE:  Amos  4:4-5;  5:21- 
24;  8  and  9. 

MEMORY  SELECTION:  Man  looks  on  the  out¬ 
ward  appearance,  but  the  Lord  looks  on  the 
heart.  (I  Samuel  16:7) 

AIM  OF  THE  LESSON:  To  help  adults  under¬ 
stand  that  the  motivations  of  worship  are  of 
more  significance  in  the  eyes  of  God  than  the 

manner  in  which  worship  takes  place. 

*  *  * 


Today  we  use  some  significant  words  of  Amos 
to  consider  one  of  the  most  important  of  all  ques¬ 
tions  in  the  realm  of  religion,  “Do  we  worship  God 
for  positive  reasons,  or  are  we  dominated  by  lesser 
forces  like  fear  and  selfishness  and  the  hope  that 
by  worshiping  God  we  may  get  something  out  of 
him  that  we  greatly  desire?”  Worship  is  being  wide¬ 
ly  discussed  in  church  circles  today,  but  we  won¬ 
der  if  the  question  of  motivation  is  receiving  the 
emphasis  it  should. 

To  understand  Amos’  words  in  today’s  scripture 
material  we  need  to  be  reminded  of  some  of  the 
background.  After  the  division  of  Canaan  into  two 
kingdoms  there  were  established  two  major  centers 
of  worship — Bethel  and  Jerusalem.  Amos  comes 
from  the  southern  kingdom  where  the  major  em¬ 
phasis  is  still  on  Jerusalem  as  the  holy  city.  How¬ 
ever,  since  he-  is  speaking  in  the  name  of  God  to 
the  inhabitants  of  the  north,  he  recognizes  their 
high  regard  for  Bethel.  Also  we  need  to  remember 
that  with  the  influx  of  many  people  from  lands  that 
worshiped  gods  other  than  Jehovah,  the  customs 
of  these  other  religions  began  to  be  included  in 
their  worship.  Amos,  in  the  material  from  chapter 
4,  speaks  of  such  practices  as  he  portrays  God  as 
saying:  “Come  to  Bethel  and  transgress;  come  to 
Gilgal  and  multiply  transgressions.”  (4:4) 

However,  when  he  speaks  in  5:21  saying,  “I 
hate,  I  despise  your  feasts,  and  I  take  no  delight  in 
your  solemn  assemblies,”  he  is  not  referring  to  for¬ 
eign  practices  that  have  invaded  their  worship.  He 
is  speaking  of  the  manner  in  which  their  orthodox 
worship,  practiced  in  full  accord  with  the  directives 
of  the  early  books  of  the  Old  Testament,  have 
grown  sour  because  the  worshipers  have  lost  sight 

of  proper  motivations. 

*  *  * 

AMOS  NOT  ATTACKING  ALL  WORSHIP 

In  our  Biblical  material  we  find  Amos  speaking 
about  two  kinds  of  worship.  First,  there  is  that 
worship  which  has  been  so  affected  by  Baal  and 
other  pagan  practices  that  it  is  no  longer  recognized 
by  God  or  by  man  as  that  which  it  proposes  to  be 
— fellowship  with  God.  It  is  of  this  worship  that 
Amos  says,  in  chapter  4,  “Come  to  Bethel  and 
transgress.”  But,  in  the  material  from  chapter  5, 
the  prophet  is  referring  to  traditional  Jewish  wor¬ 
ship  carried  out  according  to  details  carefully  des¬ 
cribed  in  the  early  part  of  the  Old  Testament.  It 
is  of  this  that  God  speaks  through  Amos  saying, 
“I  hate,  I  despise  your  feasts.” 

There  was  great  mockery  in  religion,  callous 
insincerity  in  religious  practice,  and  shallow  think¬ 
ing  among  those  who  purported  to  be  religious 


leaders.  Upon  them  Amos  let  loose  the  full  flood 
of  his  denunciation  and  biting  invective.  Dr.  Walter 
Williams  (The  Prophets — Pioneers  to  Christianity) 

says:  “He  saw  that  religion  had  become  so  much 
meaningless  liturgy  and  was  no  longer  instrumental 
in  bringing  men  and  God  into  right  relationship 
.  .  .  Now  religion  had  become  meaningless  cere¬ 
mony,  even  to  the  place  of  creating  idols  of  new 
gods  to  carry  around  in  procession.  He  told  the 
people  that  just  as  these  idols  were  carried,  ‘so  I 
will  carry  you  into  exile  beyond  Damascus.’  (5:27)” 

In  this  all  we  must  keep  in  our  minds  the  fact 
that  Amos  was  not  attacking  all  worship,  but  only 
that  with  unworthy  motivation  of  pagan  practice. 

WHAT  IS  WORSHIP?  WHAT  SHOULD 
IT  BE  EXPECTED  TO  DO? 

In  every  age,  it  has  been  easy  for  men  to  arrive 
at  wrong  concepts  of  worship — to  worship  God  for 
the  wrong  reasons.  Perhaps  the  first  worship  was 
that  of  a  frightened  caveman  who  had  come  close 
to  being  struck  by  a  falling  tree  in  a  storm.  Many 
have  worshiped  because  they  regarded  this  as  a 
way  to  bring  God  to  their  side  in  time  of  contro¬ 
versy,  or  to  buy  God.  The  late  Dr.  Paul  Quillian 
told  the  story  of  a  boy  who  came  on  Palm  Sunday 
and  begged  permission  to  be  included  in  the  church 
membership  class,  although  he  had  not  taken  part 
in  the  training  sessions.  He  agreed  and  received 
him,  on  condition  that  he  would  enroll  in  the  next 
training  group.  Then,  on  Monday  morning,  the  boy 
telephoned  Dr.  Quillian,  sobbing,  “I  knew  it  wouldn’t 
do  any  good,  anyway.”  The  situation  was  that  his 
beloved  dog  had  been  critically  ill,  and  he  had  taken 
this  means  of  trying  to  persuade  God  to  save  him. 

There  is  a  cartoon  in  The  Wesley  Quarterly 
showing  a  man  in  a  poker  game,  and  as  he  draws 
a  card  he  says,  “And  if  this  is  the  right  card,  I 
promise  to  split  the  pot  with  God.”  The  writer  in 
that  publication  then  asks:  “How  could  anyone  be 
so  silly  as  to  think  God  would  help  him  in  a  poker 
game?  Does  God  exert  his  power  to  sway  the  laws 
of  the  universe  in  favor  of  anyone  who  mutters  a 
hasty  prayer?  Does  the  man  think  that  he  can  bribe 
God  in  helping  him?  Ridiculous! 

“We  would  never  do  anything  as  silly  as  that. 
Or  would  we?  Do  we  go  to  church  because  we  want 
to  worship  God  or  because  we  think  we  ought  to?” 
What  is  your  reaction  to  those  questions? 

*  *  * 

MAN  AND  GOD  IN  THE  ACT  OF  WORSHIP 

What  is  the  nature  of  worship?  We  are  told  that 
the  English  word  was  originally  “worthship.”  John 
Killinger  in  his  book  The  Thickness  of  Glory,  says: 
The  recognition  of  the  absolute  worthiness  of  God, 
and  of  man’s  total  dependence  upon  him  for  all 
things,  both  in  the  acts  and  mysteries  of  life,  con¬ 
stitutes  the  beginning  of  worship  for  any  of  us;  the 
life  lived  in  joyous  commitment  to  his  glory  and 
worthship  constitute  its  middle,  and  the  devout  ap¬ 
proach  to  death  as  a  glad  renunciation  of  this 
vtorld,  in  order  more  fully  to  participate  in  that 
glory  and  worthship,  is  its  final  consummation.  We 
are  God’s,  shaped  of  his  earth  unto  his  ends,  and  the 
chief  joy  of  our  mortal  being  is  the  discovery  of  our 
immortal  relationship  to  him.” 

Worship  is  truly  an  experience  of  mutuality,  and 
one  of  the  most  awful  things  of  which  Amos  spoke 
was  the  possibility  that  man  might  go  right  on  wor¬ 
shiping  after  God  had  withdrawn  from  the  act. 


“Even  though  you  offer  me  your  burnt  offerings 
and  cereal  offerings,  I  will  not  accept  them  .  .  . 
take  away  from  me  the  noise  of  your  songs;  to  the 
melody  of  your  harps  I  will  not  listen.”  (5:22-23). 
*  *  * 

THE  INFLUENCE  OF  WORSHIP  ON 
JUSTICE 

God’s  rejection  of  Israel’s  worship  was  not  nec¬ 
essarily  the  end  of  the  relationship.  In  his  unending 
graciousness  God  showed  the  way  of  restoration: 
“Let  justice  roll  down  like  waters,  and  righteousness 
like  an  everflowing  stream.”  (5:24)  There  was  no 
doubt  in  Jehovah’s  mind  that  the  motives  of  Israel’s 
worship  were  wrong — he  had  only  to  look  at  the 
injustice  in  the  land  to  realize  that.  It  is  one  of  the 
fundamental  principles  of  worship  that  when  it  is 
properly  motivated  it  will  affect  one’s  standards  of 
justice  and  mercy. 

In  the  name  of  God,  Amos  demanded  justice 
in  human  relationships,  everywhere  and  all  the  time. 
Right  conduct  is  more  revealing  of  a  man’s  real 
desire  to  serve  God  than  is  any  meaningless  wor¬ 
ship.  If  right  conduct  and  worship  complement  each 
other,  then  God’s  witness  and  work  become  per¬ 
suasive  in  the  world.  The  ironic  thing  to  the  prophet 
was  that  in  her  prosperity  Israel  saw  proof  of  her 
right  relationships  with  God.  Dr.  Harrell  F.  Beck 
(International  Lesson  Annual)  says:  “They  fancied 
that  the  best  way  in  which  to  guarantee  continuing 
prosperity  and  luxury  was  to  carry  a  steady  flow  of 
sacrifices  and  offerings  to  the  great  shrines  of  their 
God.” 

“But,”  says  Dr.  Beck,  “such  worship  was  hypo¬ 
critical.  They  brought  their  offering  to  a  God  of 
justice,  but  they  made  no  confession  of  injustice; 
they  followed  the  rituals  of  a  God  of  righteousness, 
the  Father  of  all  men,  but  they  remained  unright¬ 
eous  and  could  hardly  wait  for  the  services  to  end 
so  they  could  get  back  to  unethical  money-making.” 

Many  are  working  today  to  guarantee  that  the 
form  of  our  worship  is  correct.  These  must  not 
forget  that  the  real  test  of  worship  is  in  its  moti¬ 
vation.  The  test  is  whether  the  service  we  attend 
makes  us  eager  to  leave  the  sanctuary  in  order  to 
help  others  in  need. 

*  *  * 

CONTEMPORARY  CALL  FOR 
“RELIGIONLESS”  CHRISTIANITY 

Some  of  the  radical  voices  of  our  day  on  the 
theological  scene  are  speaking  pretty  much  like 
Amos  in  saying  that  there  has  been  so  little  corre¬ 
lation  between  increases  in  church  attendance  and 
membership  and  the  status  of  justice  in  the  land. 
Some  have  gone  so  far  as  to  say  what  we  need  is 
“religionless  Christianity.”  If  we  understand  what 
they  are  trying  to  say  it  is  that  until  our  worship 
produces  a  greater  fervor  for  justice,  it  would  be  a 
good  idea  to  minimize  worship  and  put  a  great  em¬ 
phasis  on  deeds  of  service. 

We  are  not  in  sympathy  with  these  who  cry  for 
a  “religionless  Christianity,”  because  it  is  our  con¬ 
viction  that  they  have  two  weak  points  in  their  ar¬ 
guments:  1.  They  are  not  sure  what  they  mean,  and 
2.  They  cannot  communicate  their  interpretation 
to  the  ordinary  church  member.  However,  insofar  as 
they  are  saying,  with  Amos,  that  there  should  be  a 
greater  correlation  between  religious  activity  and 
justice,  we  will  have  to  go  along  with  them. 

*  *  * 

THE  MOTIVATION  OF  RELIGION 

If  religion  is  an  expression  of  our  faith  in  God, 
then  it  will  change  our  lives.  Religion  creates  mo¬ 
tives  in  us,  it  influences  change.  In  another  day  men 
spoke  of  “getting  religion”  as  a  one-time  experience 
which  did  not  carry  too  far  beyond  the  moment  in 
a  revival  or  a  church  service  when  we  felt  that  we 
had  achieved  a  right  relationship  with  God. 

We  heard  recently  of  a  man  who  asked  a  min¬ 
ister  if  he  did  not  think  that  conversion  was  the 
end  of  religion.  He  replied,  “Yes,  I  certainly  do.  It 
is  the  front  end  of  religion.”  This  is  what  Amos  was 
talking  about.  The  experiences  of  “getting  religion” 
and  of  worship  have  meaning  only  when  those  per¬ 
sons  involved  work  harder  for  justice  than  they  did 
before.  In  the  language  of  the  contemporary  scene, 
“the  gathered  church”  (engaged  in  worship)  must 
always  become  “the  scattered  church”  (engaged  in 
service.) 
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news  and  views 


OF  THE 


An  end  to  criticism  of  the  church  by  church  people 
— at  least  for  a  month — was  urged  by  a  prominent 
Lutheran  leader  at  the  dedication  of  the  new  North¬ 
western  Lutheran  Theological  seminary  at  Minne¬ 
apolis.  Dr.  Franklin  Clark  Fry  of  New  York,  presi¬ 
dent  of  the  Lutheran  Church  in  America,  said  he 
was  mortally  weary  of  assaults  on  the  church  and 
deplored  the  fact  that  many  of  them  came  from 
within  the  church. 

He  also  said  that  he  could  not  understand  why 
so  many  who  object  to  the  church  as  an  in¬ 
stitution  are  those  who  “want  to  take  the  chinch 
into  every  social  movement  in  the  community.” 

The  secretariat  in  charge  of  arrangements  for  the 
current  Synod  of  Bishops  at  the  Vatican  has  ad¬ 
mitted  that  it  just  isn’t  clear  about  how  many  dele¬ 
gates  are  qualified  to  sit  in  the  meeting.  Msgr.  Fausto 
Vallainc,  Vatican  press  officer,  said  at  a  press  con¬ 
ference  that  he  could  not  answer  exactly  a  question 
on  how  many  bishops  were  entitled  or  expected  to 
attend. 

The  staff  of  the  confusions  was  typified  in  the 
report  that  three  conservative  cardinals  who  are 
presidents  or  prefects  of  curial  congregations 
were  originally  barred  from  the  first  working 
session  of  the  Synod  because  of  “over-fine  in¬ 
terpretations  of  the  rules.” 

The  State  Department  has  publicly  announced  the 
revocation  of  passports  of  five  Quakers  who  sailed 
medical  supplies  into  North  Vietnam  last  April. 
The  five  were  crew  members  on  the  ketch  Phoenix, 
which  is  currently  making  another  attempt  to  carry 
medical  materials  into  Haiphong. 

At  the  same  time  the  State  Department  an¬ 
nounced  the  revocation  of  22  other  passports, 
including  that  of  the  wife  of  an  assistant  to  Dr. 
Martin  Luther  King,  Jr.,  Mrs.  Diane  Bevel, 
who,  according  to  the  department,  made  an 
unauthorized  visit  to  Hanoi  in  January.* 

“The  desire  to  evangelize  is  un-Christian,”  accord¬ 
ing  to  the  Rev.  John  Burbidge,  a  United  Church 
of  Canada  clergyman  writing  in  a  new  bi-monthly 
religious  journal  called  “Ferment.”  The  magazine’s 
first  debate  on  “Conversion,”  pitted  Mr.  Burbidge, 
the  editor,  against  a  Mennonite,  Dr.  Frank  C.  Peters, 
associate  professor  of  psychology  at  Waterloo  Luth¬ 
eran  University. 

He  said  conversion-seeking  is  an  application 
of  Madison  Avenue  tactics  to  religion.  It  is, 
Burbidge  insists,  a  perversion  of  Jesus’  life  and 
simply  another  means  of  manipulation  in  an 
over-manipulated  society.  (How  far  from  the 
teachings  of  Jesus  can  you  get!) 

The  Episcopal  General  Convention  recently  ap¬ 
proved  a  change  in  the  church’s  canons  which  allows 
ministers  from  other  denominations  to  participate  in 
Episcopal  services  of  burial  and  Holy  Matrimony. 
The  change  will  also  allow  “Godly  persons”  of  other 
church  bodies  to  speak  from  Episcopal  pulpits  “un¬ 
der  certain  circumstances.” 

Evangelist  Billy  Graham  revealed  recently  that 
he  is  considering  the  establishment  of  a  uni¬ 
versity  designed  to  train  evangelists  and  other 
religious  specialists  for  service  throughout  the 
world.  In  an  interview,  he  said  that  the  non¬ 
profit  organization  which  supports  his  work  is 
leaving  the  final  decision  to  him. 


WORLD  OF  REUGIOF^r 

fby  the  Editor 

A  former  Jewish  proponent  of  dialogue  between 
Christians  and  Jews  has  changed  his  mind,  cit¬ 
ing  as  a  reason  a  “craven  silence”  of  American 
Christians  during  the  recent  Arab-Israeli  war. 
Dr.  Jacob  Neusner,  visiting  professor  of  Jewish 
theology  at  Brown  University,  said,  “The  si¬ 
lence  of  most,  though  not  all,  leaders  of  Amer- 
can  Christianity  in  the  face  of  what  then  seemed 
impending  genocide  against  the  State  of  Israel, 
cannot  be  ignored.” 

The  Mass  will  be  offered  entirely  in  English  for 
the  first  time  in  U.S.  Catholic  churches  on  October 
22.  Announcement  that  the  Vatican  had  approved 
saying  the  Canon  of  the  Mass  in  English  was  made 
by  Archbishop  John  F.  Dearborn  of  Detroit,  pres¬ 
ident  of  the  National  Conference  of  Catholic 
Bishops. 


ST.  LOUIS  —  Top  ranking  scholars  from  Lutheran 
churches  and  the  Roman  Catholic  church  are  shown 
at  their  fifth  national-level  dialogue  in  St.  Louis. 
The  meeting  was  their  third  on  the  topic  of  the  sac¬ 
rificial  aspect  of  Eucharist.  After  a  three-day  ses¬ 
sion  the  joint  group  said  some  agreement  had  been 
reached  but  that  a  drafting  committee  had  been  named 
to  prepare  an  official  statement,  which  is  expected 
to  take  about  two  months.  (RNS  Photo) 


“Unless  city  planning  is  for  ‘human  rehabilita¬ 
tion’  instead  of  ‘physical  reconstruction’  there 
will  be  darker  days  ahead.”  This  opinion  was 
recently  expressed  in  Detroit  by  Dr.  Nathan 
Wright,  Jr.,  executive  director  of  the  Depart¬ 
ment  of  Urban  Work  of  the  Episcopal  Diocese 
of  Newark  (N.  J.)  and  a  professor  of  urban 
sociology  at  the  University  of  the  City  of  New 
York. 

Conservative  and  liberal  groups  within  the  Presby¬ 
terian  Church,  U.  S.  have  responded  affirmatively 
to  a  request  by  the  moderator  of  the  denomination 
that  they  enter  into  dialogue.  Speaking  recently  to 
the  Concerned  Presbyterians  (conservative)  and  the 
Fellowship  of  Concern  (liberal),  Moderator  Mar¬ 
shall  C.  Dendy  of  Richmond,  Va.  asked  for  con¬ 
sultation  and  dialogue.  He  said  that  “a  degree  of 
unity”  could  be  achieved  if  representatives  of  the 
various  groups  within  the  church  would  discuss 
differences. 


Dr.  George  W.  Forell,  director  of  the  University 
of  Iowa  School  of  Religion,  may  be  the  only 
American  who  will  lecture  at  a  Theological 
Study  Conference  in  Wittenberg,  East  Ger¬ 
many,  Nov.  1-3.  The  conference  is  part  of  the 
450th  anniversary  celebration  of  the  Protestant 
Reformation.  He  reported  on  Sept.  28  that  he 
had  not  yet  received  an  entry  visa  to  East  Ger¬ 
many.  The  government  has  previously  stated 
that  only  those  person’s  rejecting  the  Bonn  gov¬ 
ernment  of  West  Germany  would  be  allowed 
to  attend  the  celebration. 

“Doves”  in  the  Episcopal  Church  had  their  wings 
clipped  when  the  church’s  House  of  Deputies,  meet¬ 
ing  in  Seattle,  strongly  rejected  a  resolution  that 
would  have  urged  the  United  States  to  cease  bomb¬ 
ing  in  North  Vietnam  and  to  “employ  every  other 
means  of  de-escalation.” 

The  controversial  Service  of  Reconciliation 
which  is  designed  to  integrate  the  Anglican 
and  Methodist  ministries  in  Great  Britain  was 
recently  defended  against  widespread  criticism 
by  Dr.  Edwin  Morris,  the  Archbishop  of  Wales, 
in  his  presidential  address  to  the  governing  body 
of  the  Anglican  Church  in  Wales.  However,  he 
warned  at  the  same  time  that  if  large  numbers 
of  church  members  decided  to  remain  “unrec¬ 
onciled”  it  would  probably  be  better  to  abandon 
the  union  plan  for  the  present  rather  than 
create  a  splinter  church  of  churches. 

A  recent  Gallup  Poll  conducted  for  and  published 
by  the  Catholic  Digest  revealed  that  of  the  58  per 
cent  of  Americans  who  have  a  second  choice  among 
religious  denominations,  the  largest  percentage  pre¬ 
fers  Methodism.  The  evaluation  said,  “The  Method¬ 
ists  are  the  -  second  choice  of  about  one-third  of  all 
Baptists.” 

Ford  Stewart,  editor  of  Christian  Herald  for 
the  past  two  years  and  an  official  of  the  inter¬ 
denominational  monthly  for  30  years,  retired 
September  30.  He  was  succeeded  by  Dr.  Ken¬ 
neth  U.  Wilson,  executive  editor  since  1960. 
The  retiring  editor  will  continue  as  a  consultant. 

Roman  Catholic  scholars  have  come  to  see  Martin 
Luther  as  a  sincerely  religious  man  who  was  bent 
on  reforming  a  church  that  was  much  in  need  of 
reform,  a  noted  Catholic  writer  on  Luther  recently 
told  the  National  Lutheran  Editors’  and  Managers’ 
Association  in  St.  Louis.  Father  Harry  J.  McSorley 
of  St.  Paul  College  in  Washington,  D.  C.,  said  these 
scholars  formerly  regarded  Luther  as  being  either 
untruthful  or  mentally  unsound. 

A  Catholic  man  was  crucified  by  Red  Guards 
in  Shanghai,  China,  according  to  a  report 
printed  recently  in  the  Star,  a  newspaper  pub¬ 
lished  in  Hong  Kong.  The  report,  which  could 
not  be  confirmed  from  other  sources,  said  that 
in  August  a  band  of  Red  Guards  tied  an  un¬ 
identified  Catholic  to  a  cross,  stoned  him  and 
tortured  him  with  hot  pokers.  He  was  removed 
to  a  hospital  where  he  died  a  few  days  later. 

The  possibility  of  a  constitution  for  the  Roman 
Catholic  Church  will  be  discussed  at  a  three-day 
symposium  at  Fordham  University  this  month. 
Sponsored  by  the  Canon  Law  Society  of  America 
and  by  Fordham,  the  meeting  will  bring  together 
political  scientists,  sociologists,  constitutional  law¬ 
yers  and  historians  as  well  as  specialists  in  canon 
law  and  theology. 

Many  clergymen,  including  Anglican  Suffragan 
Bishop  H.  R.  Hunt  of  Toronto,  attended  the 
recent  coroner’s  inquest  into  the  death  of  Kath¬ 
erine  Globe,  18,  who  died  on  June  21  in  the 
rectory  of  St.  Matthias  Anglican  Church.  The 
inquest  was  ordered  by  the  coroner  after  he 
received  police  reports  that  a  cult  believing  in 
the  exorcism  of  evil  spirits  was  operating  in 
the  church.  The  Anglican  bishop  has  ordered 
the  cult,  which  began  as  a  spiritual  healing 
group,  to  hold  no  more  meetings  until  the 
investigation  into  the  girl’s  death  is  completed. 
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LEFT:  Se  ssion  of  the  Workshop  on  Official  Board 
and  Commissions  held  recently  in  First  Church, 
Winnfield:  RIGHT:  Leaders  for  the  workshop  (I.  to 
r.)  Back:  Miss  Norman  Garlington,  the  Rev.  Byrl 


Moreland,  the  Rev.  John  Kilpatrick,  and  the  Rev. 
Wilson  Watson;  Front:  the  Rev.  Richard  E.  Walton, 
the  Rev.  K.  G.  Rorie  and  Dr.  Luman  E.  Douglas. 


Workshop  held 
at  Winnfield 

Six  program  areas  of  the  church 
were  emphasized  in  the  recent  Work¬ 
shop  on  the  Official  Board  and  Com¬ 
missions  held  at  First  Methodist 
Church,  Winnfield,  according  to  the 
pastor,  the  Rev.  Richard  E.  Walton. 
Churches  in  the  northern  area  of  the 
Alexandria  District  participated. 

The  Rev.  John  F.  Kilpatrick,  dis¬ 
trict  superintendent,  led  the  workshop 
on  the  Official  Board,  and  the  other 
groups  and  their  leaders  were: 

“Membership  and  Evangelism,”  the 
Rev.  K.  G.  Rorie;  “Education,”  Miss 
Norma  Garlington,  director  of  Chris¬ 
tian  Education,  First  Church,  Alex¬ 
andria;  “Stewardship  and  Finance,” 
Dr.  Luman  E.  Douglas;  “Missions,” 
the  Rev.  Wilson  Watson,  district  sec¬ 
retary  of  missions;  “Social  Concerns,” 
the  Rev.  Byrl  Moreland,  pastor  of 
Trinity  Church,  Alexandria;  and  “Wor¬ 
ship,”  the  Rev.  Richard  E.  Walton, 
the  host  pastor. 

t 


A  NOTE  FROM  DR.  BOWDON 

Dr.  J.  Henry  Bowdon  has  asked 
us  to  share  with  you  this  note: 

Dear  Friends: 

I  am  at  home  now  after  an  extend¬ 
ed  illness  in  the  hospital.  The  doctor 
tells  me  that  my  chance  for  a  complete 
recovery  is  real  good. 

I  want  to  take  this  opportunity  to 
express  my  gratitude  to  my  many 
friends  who  sent  me  cards  during  my 
illness  and  phoned  to  ask  about  me. 
I  will  be  confined  to  the  house  for 
several  weeks  yet,  but  the  doctor  as¬ 
sures  me  I  will  be  completely  well 
before  too  long. 

Cordially  yours, 

J.  Henry  Bowdon 

t 

God’s  altar  stands  from  Sunday  to 
Sunday,  and  the  seventh  day  is  no 
more  for  religion  than  any  other — it 
is  for  rest. — The  whole  seven  are  for 
religion,  and  one  of  them  for  rest,  for 
instruction,  for  social  worship,  for 
the  other  six. — Beecher 


Birthday  services 
at  University ,L.C. 

At  University  Methodist  Church, 
Lake  Charles,  special  birthday  services 
are  being  held  on  Sunday  evening 
during  the  month.  The  honorees  at 
these  services  are  the  members  who 
joined  the  church  during  the  pastorates 
of  specified  pastors. 

The  speakers  are:  October  1:  the 
Rev.  Earl  B.  Emmerich;  October  8: 
the  Rev.  James  L.  Stovall;  October  15: 
the  Rev.  William  C.  Blakely;  October 
22:  Bishop  Aubrey  G.  Walton;  and 
October  29:  the  Rev.  Walter  M.  Clarke. 

Persons  who  joined  the  church  dur¬ 
ing  the  ministries  of  Mr.  Emmerich 
and  Mr.  Stovall  were  honored  on  the 
nights  they  spoke.  Those  who  joined 
during  the  pastorates  of  the  Rev.  Wil¬ 
liam  Byrd  and  the  Rev.  John  Hefley 
were  honored  on  October  15,  and  those 
who  came  into  membership  during  the' 
current  pastorate  of  the  Rev.  Merlin 
W.  Merrill  will  be  honored  on  October 
29. 

t 


The  SPAR  midget  baseball  team  of 
Mangum  Church  were  league  champs  in 
their  division.  Boys  pictured  are,  from 
left;  Donnie  Lawless,  Lee  Kneipp,  and 
Paul  Cain.  Coaches  are  Miles  Hitch¬ 
cock,  left,  and  D.  D.  Lawless,  right. 


Lottery  Ticket  Sales 
Lag  Behind  Forecasts 

ALBANY,  N.  Y.  (RNS)  —  An  unof¬ 
ficial  survey  disclosed  that  lottery  ticket 
sales  in  New  York  State  have  been  rel¬ 
atively  disappointing.  To  meet  its  goal 
of  $360  million  gross  the  state  must  sell 
chances  at  the  rate  of  $1  million  a  day. 
Over  the  first  nine  days,  only  4.6  mil¬ 
lion  $1  tickets  were  sold. 

State  Tax  Commissioner  Joseph  M. 
Murphy  said  he  has  the  official  count 
on  the  number  of  tickets  sold,  but  re¬ 
fused  to  release  the  figures  on  the 
ground  they  are  incomplete  and  inex¬ 
act.  However  the  commissioner  did  not 
dispute  the  lottery  sales  might  be  con¬ 
siderably  off  the  mark. 

An  independent  check  with  banks 
selling  the  tickets  showed  revealed  sales 
of  $4.6  million  in  the  nine-day  period. 

t 

Sunday  clears  away  the  rust  of  the 
whole  week. — Addison 


Through  the  week  we  go  down  into 
the  valleys  of  care  and  shadow.  Our 
Sabbaths  should  be  hills  of  light  and 
joy  in  God’s  presence;  and  so  as  time 
rolls  by  we  shall  go  on  from  mountain 
top  to  mountain  top,  till  at  last  we 
catch  the  glory  of  the  gate,  and  enter 
in  to  go  no  more  out  forever.  — 
Beecher 


The  Rev.  Roy  Grant,  pastor  of 
Third  Methodist  Church,  Ruston, 
recently  used  this  old  fashioned 
method  of  transportation  to  stim¬ 
ulate  attendance  at  this  newly 
organized  church.  A  sign  on  the 
saddle  said:  “Circuit  Rider  — 
Third  Methodist  Church.” 


DEDICATION  OF  RUSTON  DISTRICT  PARSONAGE 


BELOW:  Bishop  Walton,  Dr.  Henry  A.  Rickey  and 
Dr.  Guy  M.  Hicks  are  seen  as  they  participated  in 
the  Service  of  Dedication  for  the  Ruston  District 
Parsonage,  Sunday,  Oct.  15;  RIGHT:  Floyd  James, 
former  district  trustee,  with  current  trustees  B.  W. 
Rainwater,  Ruston;  W.  G.  Kelly,  Choudrant;  and  0. 
P.  Pearson,  Homer;  BELOW:  Bishop  Walton  with 
Dr.  and  Mrs.  Rickey  on  the  steps  of  the  parsonage. 
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Monroe  District  Retreat  at  Chemin-Haut  Woman's  Society  Executives  Met  at  New  Iberia 


Members  of  the  Monroe  District 
Wesleyan  Service  Guilds  held  their  an¬ 
nual  fall  workshop  at  Chemin-a-haut 
State  Park  near  Bastrop  on  Septem¬ 
ber  30  and  October  1.  Representatives 
of  eleven  Guilds  in  the  district  were 
present. 

Holy  Communion  was  held  at  sun¬ 
rise  in  the  amphitheater  by  the  Rev. 
Abe  Conerly  of  Memorial  Methodist 
Church  in  Bastrop,  participating  in 
World  Communion  Sunday.  Other  high 
points  of  the  program  were  the  intro¬ 
duction  of  the  studies  for  the  new 
year  and  a  self  study,  conducted  by 
Elizabeth  Langford.  The  playlet,  The 
Convert,  was  presented  by  the  Clai¬ 
borne  Guild.  The  two  beautiful  wor- 


The  Re  v.  Abe  Conerly, 
pastor  of  Memorial 
Church,  Bastrop,  con¬ 
ducted  the  sunrise 
communion  service  at 
the  Monroe  District 
Guild  Weekend. 


ship  settings  were  prepared  by  the  Mc¬ 
Guire  Guild,  and  Mrs.  Helen  Owen, 
district  secretary  of  spiritual  life  culti¬ 
vation,  closed  the  program  with  a  med¬ 
itation  based  on  Colossians.  The  meals 
were  catered  by  the  Guild  from  Bas¬ 
trop.  Mrs.  Austin  Miller  is  district 
secretary  for  the  Monroe  District. 


Monroe  District  officers  pictured  are  from  left,  standing:  Mrs.  Ethel  Maroney, 
Mrs.  Dot  Moss,  Mrs,  Marie  Young,  Mrs.  Janie  Phillips,  Mrs.  Minza  Rabun,  Mrs. 
Eleanor  King,  Miss  Elizabeth  Langford;  seated:  Mrs.  Floy  St.  John,  Mrs.  Caro¬ 
lyn  Worley,  Miss  Ruth  Guthrie,  Mrs.  M.  L.  DeFreese,  Mrs.  Gloria  Bennett,  Mrs. 
Helen  Owen  and  Mrs.  Agnes  Miller,  district  secretary. 


Laywomen  had  charge  of  vesper  ser¬ 
vice  at  Slidell.  Above  are  Miss  Carole 
Sewell,  Mrs.  Dixie  King,  Mrs.  Frances 
Clow  (guest  speaker),  and  Mrs.  Vera 
Packer. 


Mrs.  C.  E.  Faulk  reviewed  the  book 
“A  Ring  of  Truth”  by  J.  B.  Phillips 
at  the  Woman's  Society  of  Trinity 
Church,  Ruston. 


“Taste  and  Tell”  was  a  project  of  the  Bayou  Vista  Woman’s  Soicety  on  Sept. 
28.  The  program  was  presented  by  Madge’s  House  of  Gifts  of  Morgan  City.  The 
Rev.  L.  J.  Marcel  is  pastor. 


Mrs.  Charles  B.  McGowan,  conference 
president,  presided  when  the  executive 
committee  of  the  Woman's  Society  met 
in  New  Iberia,  Oct.  10-12.  Mrs.  T.  E. 
Hampton  is  the  recording  secretary. 


Dressed  in  oriental  costume  and  serv¬ 
ing  an  oriental  meal  in  the  New  Iberia 
Church  are,  from  left:  Mrs.  Lowell 
Rue  (Crowley),  Mrs.  Lou  Christman 
(Lafayette),  Mrs.  A.  A.  Sarver  (Ebe- 
neezer),  Mrs.  V.  Joseph  Martin  (Race- 
Land),  Mrs.  Bonita  Laughland  (Race- 
land.  All  are  zone  leaders  and  dis¬ 
trict  officers. 


w 


The  conference  executive  committee 
in  session  at  New  Iberia. 


The  mid-year  meeting  of  the  Execu¬ 
tive  Committee  of  the  Louisiana  Wo¬ 
men’s  Society  of  Christian  Service  was 
held  at  First  Methodist  Church,  New 
Iberia,  on  October  10-12.  Mrs.  Char¬ 
les  B.  McGowan,  Conference  WSCS 
President,  called  the  meeting  to  order 
and  presided  for  each  of  the  sessions. 
The  three  day  meeting  included  re¬ 
ports  of  district  work  of  the  eight  dis¬ 
trict  Woman’s  Society  presidents  in 
Louisiana,  reports  from  each  of  the 
conference  officers  and  secretaries, 
and  a  report  of  the  work  and  recom¬ 
mendations  from  each  of  the  com¬ 
mittees. 

Major  activity  of  the  sessions  cen¬ 
tered  around  planning  for  the  Annual 
Meeting,  planning  for  the  School  of 
Mission  next  summer,  and  the  annual 
budget.  These  last  two  items,  and  other 
recommendations  for  action  will  be 
presented  at  the  Annual  Meeting  to  be 
held  March  13-15,  1968,  in  First 
Methodist  Church,  Shreveport. 

Devotional  periods  were  led  on 
Tuesday  by  the  host  pastor  in  New 
Iberia,  the  Reverend  Duke  R.  Barron. 
The  Wednesday  devotional  was  led  by 
Mrs.  John  L.  Howe,  Jr.,  Conference 
Secretary  of  Spiritual  Life. 

The  agenda  included  first  day  meet¬ 
ings  of  all  Conference  Committees  for 
evaluation  of  work  completed  and 
planning  for  recommendations  to  be 
presented  to  the  Executive  Committee. 
The  full  Executive  Committee  met  for 
the  first  time  on  Tuesday  to  hear  re¬ 
ports  and  approve  or  amend  all  recom¬ 
mendations  to  be  forwarded  through  it 
to  the  Annual  Meeting  set  for  next 
spring.  The  meeting  adjourned  Wed¬ 
nesday  evening. 

The  Executive  Committee  expressed 
its  appreciation  to  the  pastor  and  lad¬ 
ies  of  First  Methodist  Church,  New 
Iberia,  for  their  hospitality.  One  fea¬ 
ture  of  their  preparation  was  a  meal 
on  Wednesday  with  an  oriental  motif, 
served  by  several  of  the  zone  leaders 
and  district  officers  from  Crowley  to 
Raceland  and  points  in  between. 

The  next  meeting  of  the  Executive 
Committee  is  scheduled  for  Shreveport, 
March  12-13,  immediately  preceding 
the  Annual  Meeting  to  be  held  in  First 
Methodist  Church,  Shreveport. 


VIPs  at  the  mid-year  meeting  of  the  conference  WSCS  executive  committee  are, 
from  left:  Mrs.  George  Thomas,  Lafayette  District  (host)  president;  Mrs.  Henry 
Bernard,  president  of  the  hostess  society  at  New  Iberia;  the  Rev  K  G  Rorie 
Area  Staff  representative  for  the  WSCS;  Mrs.  Charles  B.  McGowan,  conference 
president;  Mrs.  Duke  R.  Barron,  wife  of  the  host  pastor  at  New  Iberia;  Mrs. 
John  L.  Howe,  Jr.,  conference  secretary  of  spiritual  life  cultivation. 
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•  On  a  Wide  Circuit 

Saving  face 
—at  what  cost? 

by  W.  W.  Reid 

Ever  since  Marco  Polo  gave  the 
world  something  of  a  sociological  and 
anthropological  account  of  life  and  cus¬ 
toms,  beliefs  and  ideals  in  ancient 
China,  we  of  Europe  and  its  world¬ 
wide  colonies  have  laughed  at  “the 
saving  of  face”  that  has  dominated  so 
much  of  that  civilization’s  personal  and 
public — even  international  —  philoso¬ 
phy,  policy,  and  action.  The  “face¬ 
saving”  policy  is,  of  course,  not  con¬ 
fined  to  China:  it  prevails  in  most  of 
the  Oriental  lands  in  which  China  and 
her  highly-developed  civilization  have 
had  wide  influence. 

I  suppose  some  of  the  “classic”  il¬ 
lustrations  of  “face  saving”  that  came 
to  America’s  attention  when  baseball 
was  first  introduced  into  Asia  was  the 
“walking  off  the  field”  before  the  end 
of  a  game  of  a  team  that  knew  it 
was  going  to  lose.  In  any  sport,  if  the 
game  was  not  completed,  the  team  did 
not  lose  (nor  the  other  win)  and  its 
“face” — its  honor  and  standing — was 
“saved.”  .  .  . 

Yet  I  am  convinced  that  the  “saving 
of  face” — by  any  other  name — is  rather 
widely  practised  in  Europe,  in  Amer¬ 
ica,  in  most  of  the  rest  of  the  world. 
When  we  talk  to  God  in  prayer,  do  we 
not  often  attempt  to  blame  other  peo¬ 
ple  for  our  sins,  short-comings,  and 
wrong-doings?  When  we  go  to  the 
psychiatrist — or  make  confession  to  the 
doctor  or  priest — do  we  not  lay  the 
blame  for  frustrations,  fears,  and  aber¬ 
rations  upon  parents,  or  teachers  who 
disliked  us,  or  some  relative,  business 
associate,  or  “boss”?  Is  not  this  a  re¬ 
fined  attempt  at  face  saving? 

And  in  national  and  international 
relations  do  our  “civilized,”  western 
nations  not  also  practice — sometimes 
subtly,  sometimes  openly  —  the  fine 
art  of  “face  saving?”  What  war  was 
ever  fought  in  which  both  sides  did 
not  declare  their  cause  wholly  right¬ 
eous,  their  opponents  wholly  evil?  What 
war  was  not  a  holy  war  to  both  bel¬ 
ligerents?  Our  history  books  go  far  to 
save  America’s  face  in  every  such  un¬ 
dertaking.  Incidentally,  they  also  save 
the  faces  of  the  nation’s  helmsmen  dur¬ 
ing  these  crises:  if  faces  were  not  so 
“saved,”  presidents  and  political  par¬ 
ties  would  find  themselves  in  re-elec¬ 
tion  jeopardy!  .  .  . 

And  now — we  are  engaged  in  a  long 
and  dubious  struggle  in  Vietnam — a 
struggle  costing  the  U.S.A.  more  lives 
of  our  sons  than  have  some  earlier 
enterprises  we  have  “dignified”  by  the 
name  “war.”  It  is  a  struggle  nobody 
claims  to  want;  a  struggle  no  one  can- 
possibly  win;  yet  a  struggle  no  par¬ 
ticipant  wants  to  end  “for  fear  of  los¬ 
ing  face.”  Every  few  days  some  new 
groups  or  some  new  nations  come  up 
with  some  new  idea  of  how  to  end  the 
struggle  and  “save  the  face  of  all  con¬ 
cerned.”  Yet  every  proposal  (to  this 
writing)  has  been  rejected  by  one  side 
or  the  other — and  by  their  cheering 
abettors.  If  Vietnam  accepts  the  pro¬ 
posals,  her  generals  and  leaders  will 
lose  face  and  two  great  nations  (now 
on  the  sidelines)  will  lose  strategic 
positions;  if  the  United  States  accepts 
the  proposals,  “America”  may  lose 


A  whole  new  vocabulary  has  been 
added  to  our  language  during  the  past 
ten  years.  Astronaut,  sputnik,  blastoff, 
countdown — the  list  is  long,  and  more 
technical  as  it  goes  on.  And  this  is 
all  due  to  the  fact  that  we  have  just 
“celebrated”  the  tenth  year  of  space 
travel. 

It  is  not  so  long  ago  that  the  con¬ 
quest  of  Everest  seemed  out  of  the 
reach  of  man,  but  the  past  ten  years 
have  carried  us  beyond  the  earth  into 
the  still  mysterious  depths  of  space, 
and  we  are  being  told  that  the  next 
objective — a  landing  on  the  Moon — 


face  among  the  world’s  nations — and 
a  disenchanted  electorate  might  change 
the  nation’s  political  leadership  in 
1968,  1970,  and/or  1972.  This  stale¬ 
mate  could  go  on  for  many  years. 

Meanwhile,  American  boys  (and 
other  boys)  are  losing  limbs  and  lives. 
Is  the  face-saving  of  a  few  leaders, 
the  face-saving  of  a  political  leader, 
even  the  face-saving  of  a  nation  worth 
the  sacrifice  of  these  thousands  of 
boys?  ...  No  one  will  emerge  victor 
from  this  struggle.  If  the  purpose  is 
to  “contain  communism”  (our  face¬ 
saving  confession  to  God,  to  the  world, 
and  to  the  parents  of  the  dead),  are 
we  not  by  now  convinced  that  such 
containment  cannot  be  secured  by  war? 
Do  we  not  know  that  a  tithe  of  the 
material  cost  of  war  if  creatively  em¬ 
ployed  (as  in  the  Peace  Corps)  by  a 
tithe  of  the  youth  now  in  uniform  can 
help  “save”  uncommitted  people  from 


THOUGHTS  ABOUT  TEEN-AGERS 

The  person  who  is  interested  in  the 
problems  of  teen-agers  in  large  cities 
today  might  try  reading  a  startling 
paperback  titled  “The  Cross  and  the 
Switchblade.”  It  deals  with  the  labors 
of  a  young  minister  who  felt  called 
to  work  with  the  teen-age  gangs  of 
greater  New  York.  Written  in  a  sim¬ 
ple,  direct  style,  the  book  quickly 
thrusts  the  reader  into  the  midst  of 
the  bitterness,  violence,  and  the  broad 
framework  of  sin  on  which  the  mem¬ 
bership  of  these  groups  is  built. 

One  might  be  tempted  to  sit  at  ease, 
fold  the  hands  piously  and  meditate 
serenely  that  such  terrible  doings  just 
don’t  happen  in  our  towns  and  cities. 
New  York  is  different,  we  say,  from 
Walnut  Ridge  or  Camden  or  Monroe 
or  Lake  Charles.  There  is  a  great  deal 
of  difference  between  that  teeming 
city,  so  stirred  with  constant  rumblings 


may  be  reached  within  the  next  three 
years.  Saturn  V  will  probably  put  men 
on  the  Moon  by  1970,  and  the  next 
step  will  be  Mars. 

Lovers  of  that  very  English  author, 
H.  G.  Wells,  have  moved  their  think¬ 
ing  out  of  the  science-fiction  field  into 
the  world  of  reality  in  ten  short  years, 
and  in  spite  of  the  tragic  deaths  of  the 
three  brave  American  astronauts,  the 
space  race  goes  on. 

It  is  true  that  there  have  been  fringe 
benefits  to  mankind.  From  artificial 
heart  valves  to  non-stick  frying  pans, 
the  by-products  of  the  space  race  have 


the  communist  camp? 

I  believe  that  someday — if  only  be¬ 
cause  of  sheer  exhaustion — the  strug¬ 
gle  must  end,  and  everyone  involved 
is  going  to  lose  face.  The  longer  the 
struggle  the  greater  the  loss  of  boys 
and  the  greater  the  eventual  loss  of 
face.  The  shorter  the  struggle  and  the 
smaller  the  losses,  the  less  likely  there 
is  to  be  a  national  political  upheaval 
in  America,  in  Vietnam,  in  the  world- 
Why  cannot  our  American  leaders  now 
confess  (as  they  eventually  must)  that 
this  war  was  ill-considered,  that 
“American”  objectives  cannot  be  at¬ 
tained,  that  all  concerned  are  losing, 
and  that  we  will  accent  any  reasonable 
terms  (or  any  friendly  assistance)  to 
reach  the  conference  table.  I  believe 
that  at  this  juncture  Americans  will 
welcome  the  truth — -and  that  the  con¬ 
fession  of  truth  will  not  endanger  the 
truth-teller’s  face  or  public  image. 


of  discontent,  and  our  quieter,  more 
sedate  communities. 

But  our  towns  and  New  York  have 
at  least  one  thing  in  common.  Both 
have  disturbed  teen-agers.  In  fact, 
there  are  some  in  every  community. 
Of  course  most  of  our  own  young 
people  are  pretty  well  accustomed  to 
today’s  life,  but  aren’t  we  overlooking 
the  children  from  homes  where  the 
love  of  God  is  almost  unknown?  And 
they  are  not  all  from  “across  the 
tracks.”  Some  of  them  are  in  our  own 
homes. 

Sin  has  one  thing  in  common  with 
God.  Both  are  no  respecters  of  per¬ 
sons.  Overindulgence  by  parents  is  of- 
ten  as  effective  as  hate  in  destroying 
family  love.  And  sin  does  not  have  to 
associate  with  a  switchblade  to  be 
deadly.  It  can  associate  with  a  sports 
car  just  as  easily.  Murder  in  the  streets 
of  New  York  is  no  worse  in  God’s 
sight  than  bitterness  and  hate  that 


benefited  the  day-to-day  life  of  the 
man  in  the  street.  But  some  questions 
stick  in  our  minds. 

Can  all  this  discovery  and  technical 
know-how  be  put  to  peaceful  ends? 
We  know  very  well  that  there  are 
military  motivations  behind  most  of 
this  space  research.  Ought  we  to  be 
using  astronomical  sums  of  money  in 
this  way  when  so  many  people  in  the 
world  simply  have  not  enough  to  eat? 

These  are  the  questions  which  haunt 
the  mind  of  man  at  this  time  —  and 
they  are  questions  which  are  urgent. 
Where  are  we  going,  in  the  wider 
scene?  And  does  the  discovery  of 
man’s  ability  in  space  make  him  ulti¬ 
mately  a  better  man? 

Not  automatically.  One  of  the  most 
striking  things  about  the  teams  of  as¬ 
tronauts  in  America,  as  we  watch  them 
from  this  country,  is  the  number  of 
your  men  who  have  expressed  relig¬ 
ious  beliefs.  This  seems  to  me  to  be 
a  hopeful  sign.  Because  the  morality 
of  the  space  race  is  something  which 
is  paramount  in  our  modern  situation. 
Conrad,  a  famous  English  author  of 
another  era  whose  stories  of  the  sea 
have  thrilled  generations  of  boys,  tells 
of  the  small  boy  admiring  the  tall 
masts  of  the  sailing  ships. 

“Ships”  comments  an  old  salt 
“Ships!  It  ain’t  the  ships,  it’s  the  men 
who  sail  in  them.”  And  this  is  true  of 
the  space  ships  also.  Men  who  know 
something  of  the  meaning  of  life  as  it 
is  seen  in  the  Christian  faith  have  a 
better  chance  of  making  space  travel 
something  which  will  bring  tremendous 
benefit  and  not  utter  ruin  to  mankind. 
*  *  * 

CITY  TEMPLE 

The  appointments  of  the  Rev.  Ken¬ 
neth  Slack  as  the  minister  of  the  City 
Temple,  on  the  Holborn  viaduct  in 
London  is  news  this  week.  He  takes 
on  a  formidable  task.  After  an  interval, 
he  succeeds  Canadian  Leonard  Grif¬ 
fiths.  In  the  centre  of  the  metropolis 
he  now  has  the  job  of  guiding  the 
fortunes  of  this  famous  church  in  the 
changing  days  of  the  sixties.  In  his 
charge  to  the  new  minister,  Dr.  Nor¬ 
man  Goodall  said:  “If  you  are  think¬ 
ing  in  terms  of  what  looks  like  a  ‘suc¬ 
cessful’  ministry  then  the  hazards  to¬ 
day  are  greater  than  they  have  ever 
been.  And  we  cannot  disguise  the  fact 
that  the  eminence  of  this  very  place 
and  pulpit  multiply  the  hazards.” 

Many  Americans  who  have  visited 
the  City  Temple  will  remember  in 
prayer  the  man  who  now  has  to  make 
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poison  the  lives  of  so  many  “good 
people,”  even  church  members,  in  our 
towns  and  cities. 

These  are  not  pretty  thoughts.  But 
one  cannot  consider  the  results  of  sin 
and  have  very  pretty  thoughts.  Fur¬ 
thermore,  grown-ups  cannot  play  fast 
and  loose  with  the  laws  of  God  and 
man  .  .  .  even  the  “unimportant”  ones 
.  .  .  then  expect  their  children  to  re¬ 
spect  those  same  laws. 

A  better  side  of  the  coin  is  that  we 
might  search  for  those  homes  in  our 
communities  which  are  not  Christian, 
and  do  some  personal  witnessing  to 
parents  and  young  people.  No  doubt 
they  are  yearning  for  someone  to  tell 
them  of  God’s  love.  Because  most 
people  who  break  the  law  don’t  know 
very  much  about  God  and  how  much 
He  cares  for  every  one  of  His  children. 


d  TOUkCM, 


by  Charles  A.  Stuck/Lay  Evangelist 
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‘Pottoy  Pmvimm, 

by  Barbara  L.  Mulkey 


From  the  ceaseless  urge  to  rule  the  universe,  to  the  craving, 
insatiable  drive  to  satisfy  the  petty  desires  of  our  own  hearts,  we 
remain  forever  at  ware  with  ourselves.  We  cry  “peace,  peace,  when 
there  is  no  peace”  .  .  .  apart  from  God. 

THY  KINGDOM  COME 

“Thy  kingdom  come,”  our  Lord  advised, 

Should  be  the  burden  of  our  prayer. 

But  where  will  Thy  true  kingdom  be? 

For  Thy  deign  how  shall  we  prepare? 

Must  I,  in  apathy,  just  wait 

For  signs  of  Thy  good  reign  to  start? 

Thy  kingdom  will  mean  naught  to  me 
Unless  You  first  rule  in  my  heart. 

And  what  of  those  most  dear  to  me 
In  bonds  of  domesticity? 

For  Thee  their  hearts  too  must  make  room, 

That  home  may  have  stability. 

Thy  church,  too,  in  her  human  form, 

Has  human  weakness  very  real. 

Cleanse  her,  O  God,  and  make  her  strong 
With  power  divine  to  witness  well. 

The  civic  structure  where  we  live 
Stands  in  need  of  Thy  guiding  hand. 

Give  to  all  neighbors  living  here 
True  fellowships  that  understand. 

And  what  of  our  fair  nation,  God? 

In  many  ways  it  is  so  grand; 

Yet  how  its  imperfections  glare 
Unshaded.  Cleanse  it  of  such  brand. 

The  world — of  many  nations  made — 

In  clash  of  races,  hates,  and  fears, 

Struggles  to  rise  to  noble  state, 

And  must  through  penitential  tears. 

— by  Kenneth  E.  Nesbitt 

QUITE  SURE 

In  heaven  He  is  on  His  throne — 

The  earth  is  His  footstool, 

And  everything  in  this  wide  realm 
Come  under  His  wise  rule. 

In  His  control,  and  tenderly, 

He  holds  the  crying  world; 

Around  sincere  and  seeking  lives 
This  mighty  hand  is  curled. 

Of  that  I  have  no  slightest  doubt, 

And  you  can  be  quite  sure 

That  when  you  find  Him,  He  will  be 

Within  a  heart  that’s  pure. 

— by  Etta  Caldwell  Harris 


ARK-eology 


'I  don’t  believe 
in  gossiping 
— but 
I  am  an 

eager  listener.” 


Quotations  from  Luther 

on  various  subjects 


by  Gene  Herrington 


God:  “God  uses  lust  to  impel  men 
to  marriage,  ambition  to  office,  avarice 
to  earning,  and  fear  to  faith.  God  led 
me  like  an  old  blind  horse.” 

Pope:  “You  are  a  servant  of  ser¬ 
vants,  and  more  than  all  other  men 
you  are  in  a  most  miserable  and  dan¬ 
gerous  position.  Be  not  deceived  by 
those  who  pretend  that  you  are  lord 
of  the  world.  They  err  who  exalt  you 
above  a  council  and  the  church  uni¬ 
versal.” 

Himself:  “They  are  trying  to  make 
me  into  a  fixed  star.  I  am  an  irregular 
planet.” 

Priesthood  of  All  Believers:  “When 
a  Pope  or  bishop  anoints,  he  may  make 
a  hypocrite  of  a  man,  or  an  anointed 
image,  but  never  a  Christian.  The  fact 
is  that  our  baptism  consecrates  us  all 
without  exception,  and  makes  us  all 
priests.” 

Preaching:  “Do  not  try  to  imitate 
other  people.  Center  on  the  shortest 
and  simplest  points,  which  are  the  very 
heart  of  the  matter,  and  leave  the  rest 
to  God.” 

Celibacy:  “My  advice  is,  break  the 
bonds,  let  each  follow  his  own  pref¬ 
erence  whether  to  marry  or  not  to  mar¬ 
ry.  The  ministry  was  intended  to  train 
a  church,  with  pastors  living  among 
the  people  and  keeping  house  as  other 
people  do.  Such  men  should  be  grant¬ 
ed  permission  to  marry,  in  order  to 


avoid  temptation  and  sin.  For,  if  God 
has  not  forbidden  them,  no  man  should 
or  may  do  so.  The  Pope  in  making 
such  a  rule  has  no  more  power  than 
if  he  were  to  forbid  eating,  or  drink¬ 
ing,  or  the  performance  of  other  nat¬ 
ural  functions,  or  growing  fat.” 

Marriage:  “There  is  a  lot  to  get  used 
to  in  the  first  year  of  marriage.  One 
wakes  up  in  the  morning  and  finds  a 
pair  of  pigtails  on  the  pillow  which 
were  not  there  before.” 

His  Wife:  “Mea  Katie,  meus  Chris¬ 
tum.  I  give  more  credit  to  Katherine 
than  to  Christ,  who  has  done  so  much 
more  for  me.” 

Ritual:  “As  wealth  is  the  test  of 
poverty,  business  the  test  of  faithful¬ 
ness,  honors  the  test  of  humility,  feasts 
the  test  of  temperance,  pleasures  the 
test  of  chastity,  so  ceremonies  are  the 
tests  of  the  righteousness  of  faith.” 

Church  &  State:  “Two  kingdoms 
must  be  sharply  distinguished;  the  one 
to  produce  piety,  the  other  to  bring 
about  external  peace  and  prevent  evil 
deeds.” 

Secular  Rulers:  “A  wise  prince  is  a 
rare  bird  indeed;  still  more  so  a  pious 
prince.  They  are  usually  the  greatest 
fools  or  the  worst  knaves  on  earth. 
They  are  God’s  jailers  and  hangmen, 
and  His  divine  wrath  needs  them  to 
punish  the  wicked.” 

t 


Raymond  Davis,  FIRE  ON  THE 
MOUNTAINS,  $3.95,  Zondervan,  253 

pp. 

This  is  a  true  story  of  missionary 
activity  among  the  Wallamo  people 
in  the  central  highlands  of  Ethiopia. 
It  is  a  seldom  told  story  of  a  miracle 
among  a  primitive  people  living  in  an 
isolated  section  in  the  land  of  the  an¬ 
cient  Christian  church  which  had  not 
been  carried  to  these  tribesmen. 

It  is  the  story  of  missionary  Ray¬ 
mond  J.  Davis  and  Dana  Maja,  native 
Christian  leader.  Dr.  Davis  is  general 
director  of  the  Sudan  Interior  Missions 
and  has  been  a  missionary  in  Ethiopia 
since  before  the  Italian  invasion. 

The  introduction  describes  the  book: 
“This  is  the  story  of  missionaries,  their 
trials,  their  sorrows,  their  joys,  their 
triumphs.  But  it  is  more  than  that. 
It  is  the  story  of  God  at  work,  even 
when  missionaries  are  removed.” 


Norman  Vincent  Peale,  ENTHU¬ 
SIASM  MAKES  THE  DIFFERENCE, 
$4.95,  Prentice  Hall,  244  pp. 

This  is  the  fifteenth  in  the  parade 
of  books  from  the  typewriter  of  Dr. 
Peale  —  all  of  them  written  pretty 
much  in  the  same  style  that  is  helpful 
to  a  great  number  of  people  but  which 
seems  superficial  to  many  others. 

The  jacket  says  “Dr.  Peale  writes 
about  the  proven  magic  formula  for 
success:  how  enthusiasm  develops  and 
maintains  the  quality  of  determination 


which  helps  you  overcome  fear  and 
builds  self-confidence;  how  enthusiasm 
kindles  the  powerful  motivation  that 
makes  things  happen.” 

We  have  never  been  a  Peale  fan 
and  we  did  not  find  anything  in  this 
new  book  to  cause  us  to  develop  any 
new  enthusiasm  for  him.  It  is  made 
up  of  hundreds  of  little  isolated  inci¬ 
dents  which  seem  to  us  more  designed 
to  guide  the  super-salesman  in  becom¬ 
ing  more  so  than  in  aiding  the  Chris¬ 
tian  in  his  complicated  quest  for  spir¬ 
itual  success  in  our  day. 

t 


The  streams  of  religion  run  deeper 
or  shallower,  as  the  banks  of  the  Sab¬ 
bath  are  kept  up  or  neglected.  A 
preacher  in  Holland  called  the  Sabbath 
“God’s  dyke,  shutting  out  an  ocean  of 
evils.” — Lady  Maria  Callcott 
t 

I  feel  as  if  God  had,  by  giving  the 
Sabbath,  given  fifty-two  springs  in 
every  year. — Coleridge 
t 

I  am  no  fanatic,  I  hope,  as  to  Sun¬ 
day;  but  as  I  look  abroad  over  the 
map  of  popular  freedom  in  the  world, 
it  does  not  seem  to  me  accidental  that 
Switzerland,  Scotland,  England,  and 
the  United  States — the  countries  which 
best  observe  Sunday  —  constitute  al¬ 
most  the  entire  map  of  safe  popular 
government. — Cook 


OCTOBER  19,  1967 


PAGE  ELEVEN 


New  Orleans  Methodist 
delegate  to  national 
"The  Twelve"  meet 

Mr.  Ernest  Arnold  of  New  Orleans 
was  among  the  some  200  delegates  to 
the  national  meeting  of  “The  Twelve” 
in  session  in  Nashville,  Tennessee,  Oc¬ 
tober  5-8.  They  heard  Dr.  Jewell 
Smoot  of  Flint,  Michigan  declare  that 
some  of  the  strongest  witnesses  for  the 
Christian  faith  are  being  made  outside 
the  established  church  today. 

As  if  to  document  the  Michigan 
minister’s  claim,  the  group  heard  as 
speakers  the  executive  vice-president 
of  the  Henderson  Kentucky  Chamber 
of  Commerce,  John  M.  Massey,  Jr.; 
the  head  of  a  Kansas  water  drilling 
company,  Dick  Henkle;  widely  known 
Grand  Ole  Opry  performer,  Minnie 
Pearl;  a  veteran  radio  and  television 
newscaster  from  Toledo,  Ohio,  Gordon 
Ward;  and  a  psychiatrist  from  Louis¬ 
ville,  Kentucky,  Dr.  David  Stewart. 

Minnie  Pearl,  a  Methodist  from 
Brentwood,  Tennessee  told  the  dele¬ 
gates  from  31  states  that  a  person 
sought  to  think  a  long  time  before 
he  goes  into  show  business  or  decides 
to  be  a  Christian  because  both  re¬ 
quire  complete  commitment  and  both 
will  change  you  one  way  or  another. 

The  Nashville  Comedienne  described 
the  faithfulness  of  her  family  who  took 
her  to  church  from  infancy.  She  said 
the  little  Methodist  church  at  Center¬ 
ville,  Tenn.  was  her  playground,  as 
a  child  she  learned  to  love  every  nook 
and  comer  of  it,  the  smell  of  it,  the 
feel  of  it.  She  quoted  as  her  philosophy 
of  life  in  show  business,  Jimmy  Du- 
rante’s  statement  “whatever  cheers  you 
for  a  minute  must  have  some  virtue  in 
it.” 

Dr.  Smoot,  describing  the  role  of  the 
church  in  today’s  world,  said  “The 
church  must  go  out  into  the  world  to 
receive  the  forgiveness  of  the  world 
for  the  many  times  when  we  have  not 
gone  to  the  world  with  the  message  of 
redeeming  love.” 

In  a  similar  vein,  Chamber  of  Com¬ 
merce  executive,  John  Massey  said  the 
ideals  do  not  represent  our  true  selves, 
the  application  of  them  in  our  living 
does. 

“The  Twelve”  is  a  national  lay 
movement  under  the  direction  of  Ernie 
Logan,  a  member  of  the  Methodist 
Board  of  Evangelism  staff  and  former 
big  league  baseball  player.  Dr.  Kermit 
Long,  formerly  of  Illinois  and  Arizona, 
heads  the  Nashville,  Tenn.  based 
board. 

t 

CHURCH  WORLD  SERVICE 
NEEDS  100,000  BLANKETS 

ELKHART,  Ind.  (RNS)  —  Church 
World  Service,  overseas  relief  agency 
of  the  National  Council  of  Churches, 
has  appealed  for  at  least  100,000 
blankets  for  victims  of  war  and  natural 
disasters. 

The  agency  also  announced  it  had 
distributed,  during  the  year  July  1966- 
June  1967,  approximately  64,000 
blankets  to  needy  persons  in  26  coun¬ 
tries. 

H.  Anthony  Stern,  associate  direc¬ 
tor  of  the  Material  Resources  Program 
of  CWS,  said  the  agency’s  present 
stocks  are  “completely  exhausted  due 
to  emereencv  needs  of  war  victims  in 
the  Middle  East.” 


Mr.  Maury  Midlow,  program  direc¬ 
tor  for  WDSU-TV  in  New  Orleans, 
is  shown  with  Mrs.  Ralph  Jack- 
son,  chairman  of  the  Commission 
on  Christian  Social  Concerns  of 
the  Elysian  Fields  Methodist 
Church.  Mr.  Midlow  spoke  to  the 
church  membership  concerning 
the  Methodi st  sponsored  TV  Eval¬ 
uation  program.  He  assured  those 
present  that  the  opinion  of  the 
individual  viewer  does  carry 
weight  in  the  industry  when  prop¬ 
erly  expressed,  and  recommended 
the  booklet  provided  as  a  guide 
for  evaluation.  The  Rev.  Dan 
Tohline  is  pastor  of  the  church. 


Broadmoor  Methodists 
sponsoring  training 
enterprise 

Broadmoor  Methodist  Church, 
Shreveport,  is  sponsoring  a  training  en¬ 
terprise  in  the  field  of  adult  recrea¬ 
tion  for  the  city  of  Shreveport,  Octo¬ 
ber  23-25,  7:00  to  10  p.m.  each  eve¬ 
ning. 

Classes  in  “Fun  Singing”  will  be  led 
by  Jerry  Ross,  district  song  leader. 
The  Rev.  Augie  Aamodt,  dean  of  men 
at  Centenary  College,  will  offer  a 
course  in  “Social  Re-creation.”  A 
group  on  “Drama  and  Story  Telling” 
will  be  led  by  Carl  Fogelman. 

“Fun  Dances”  will  be  directed  by 
Jean  and  James  Goins  of  Noel  Church 
and  Shirley  Rush  of  Broadmoor 
Church.  A  group  in  “Square  Danc¬ 
ing”  will  be  led  by  Joe  and  Leonie 
East. 

A  group  in  “Crafts”  will  be  under 
the  leadership  of  Mrs.  Jackson  Young, 
Mrs.  John  B.  Enrikin,  Mrs.  Charles 
Smith  and  Mrs.  James  Beasley. 

A  special  class  in  “Introduction  to 
Family  Camping”  will  be  led  by  Billie 
and  Tom  Harrell,  district  camping' 
leaders. 

There  will  be  a  registration  fee  of 
$1.00  for  the  workshop  and  a  nursery 
will  be  provided. 
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PRIVATE  SCHOOL  LOTTERY 

VOIDED  BY  STATE  COURT 

CONCORD,  N.  H.  —  The  New 
Hampshire  Supreme  Court  ruled  last 
week  (Oct.  6)  that  parochial  and  non¬ 
public  schools  cannot  share  in  state 
sweepstakes  profits. 

In  a  4-1  decision  the  court  voided 
a  state  law  that  would  have  allowed 
a  portion  of  the  proceeds  from  the 
state  lottery  to  be  given  annually  “to 
the  chief  administrative  officer  of  non¬ 
public  schools  on  a  flat  grant  per 
elementary  and  secondary  pupil  basis.” 

Americans  United  for  Separation  of 
Church  and  State  was  among  several 
groups  which  filed  legal  memoranda 
and  briefs  showing  the  unconstitution¬ 
ality  of  the  law.  Gov.  John  W.  King, 


Greatest  distribution  of  blankets  last 
year  was  in  the  Congo,  India,  and 
Korea,  in  that  order.  The  next  greatest 
distribution  was  in  Greece  and  Hong 
Kong. 

Mr.  Stern  said  blankets  in  “good, 
clean  condition”  could  be  delivered  to 
local  churches.  Money  to  purchase 
blankets  ($3  each)  can  be  sent  to 
Church  World  Service,  Box  220,  Elk¬ 
hart,  Ind.  46514. 


Shifts  in  staff 
responsibilities 

NEW  YORK  (MI)— Shifts  in  staff 
responsibilities  and  a  new  working  ar¬ 
rangement  between  the  Methodist 
Board  of  Missions  and  the  Commis¬ 
sion  on  Public  Relations  and  Method¬ 
ist  Information  were  announced  here 
Oct.  2. 

Under  the  arrangement,  Leonard  M. 
Perryman,  former  director  of  the 
Board  of  Missions’  Department  of 
News  Service,  will  become  informa¬ 
tion  director  for  the  board  and  at  the 
same  time  will  serve  as  director  of  the 
New  York  Office  of  Methodist  In¬ 
formation.  He  will  continue  to  main¬ 
tain  offices  at  475  Riverside  Drive. 

The  dual  staff  arrangement  was  ap¬ 
proved  by  the  Executive  Committee 
of  the  Board  of  Missions  and  the  Com¬ 
mission  on  Public  Relations  and  Meth¬ 
odist  Information  at  their  recent  meet¬ 
ings  here. 

Realignment  of  staff  responsibilities 
in  the  Section  of  Communication  of 
the  Board  of  Missions’  Joint  Commis¬ 
sion  on  Education  and  Cultivation  in¬ 
cludes  the  appointment  of  George  M. 
Daniels  as  director  of  a  newly-created 
Department  of  Interpretive  Services. 
Mr.  Daniels  has  been  associate  direc-1 
lor  of  the  Department  of  News  Service.- 
t 


after  signing  the  bill  into  law  a  few 

weeks  ago,  asked  the  court  to  render 
an  advisory  opinion  on  its  constitu¬ 
tionality. 

Other  national  organizations  which 
showed  their  opposition  to  the  new  law 
by  filing  briefs  with  the  court  were 
the  National  Council  of  Churches  of 
Christ  in  the  U.S.A.,  the  American 
Jewish  Congress,  and  the  American 
Civil  Liberties  Union.” 
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PROTESTANTS  SET  DRIVE 
AGAINST  LEGALIZED 
GAMBLING  PLAN 

AUSTIN,  Tex.  (RNS) — Representa¬ 
tives  of  14  Protestant  denominations 
have  selected  a  young  Methodist  min¬ 
ister  to  head  a  campaign  to  head  off 
any  effort  to  legalize  parimutuel  bet- 
tins  in  Texas. 

The  Rev.  Richard  Freeman  of 
Rideewood  Park  Methodist  church  in 
Dallas  was  named  chairman  of  a  15- 
member  steering  committee  which  will 
conduct  a  drive  to  defeat  a  non-bind¬ 
ing  referendum  which  will  be  on  the 
ballot  at  the  May  1968  primaries. 

The  meeting  at  which  the  steering 


Centenary  Librarian 
on  leave 

The  head  librarian  at  Centenary 
College,  Charles  W.  Harrington,  has 
been  granted  a  leave  of  absence  for 
one  year  to  assist  in  the  establishment 
of  a  modern  central  library  at  the  Uni¬ 
versity  of  Concepcion  in  Chile. 

Harrington’s  appointment  was  made 
through  a  University  of  Minnesota- 
Ford  Foundation  project  designed  to 
assist  in  the  re-organization  and  de¬ 
velopment  of  a  model  university  and 
library  at  Concepcion. 

In  announcing  Harrington’s  appoint¬ 
ment  to  the  South  American  post,  Cen¬ 
tenary  President  Dr.  Jack  S.  Wilkes 
said  it  always  pleases  him  to  see  Cen¬ 
tenary  faculty  members  making  a  con¬ 
tribution  to  education  particularly  in 
the  developing  nations. 

Harrington’s  position  will  be  that  of 
consultant  and  advisor  for  the  develop¬ 
ment  of  the  Concepcion  library.  He  is 
no  stranger  to  Latin  America,  hav¬ 
ing  served  in  the  U.  S.  State  Depart¬ 
ment  binational  cultural  centers  in 
Guatemala  and  Santo  Domingo  from 
1947  to  1949. 

The  Centenary  librarian  served 
with  the  Queens  Borough  Library  in 
New  York  City  prior  to  coming  to 
Shreveport  in  1961.  He  was  appointed 
Acting  Head  Librarian  in  1962  and 
Head  Librarian  in  1963.  At  that  time, 
Harrington  was  responsible  for  the  es¬ 
tablishment  and  opening  of  the  new 
Centenary  Library  which  now  contains 
80,000  volumes  and  stands  as  a  model 
for  a  school  the  size  of  Centenary  Col¬ 
lege. 

He  holds  an  M.A.  degree  in  Inter- 
American  Affairs  from  the  University 
of  New  Mexico  and  an  M.S.  degree  in 
Library  Science  from  LSU.  He  has  oth¬ 
er  college  credits  from  William  and 
Mary,  the  University  of  North  Caro¬ 
lina,  Harvard  Business  School,  Tulane, 
the  University  of  Havana,  the  Univer¬ 
sity  of  San  Carlos  in  Guatemala  City 
and  the  University  of  Miami. 

Harrington  will  leave  Centenary  at 
the  end  of  October  and  will  travel  to 
the  University  of  Minnesota  for  a  brief 
orientation  period  before  going  on  to 
Latin  America. 

Mrs.  Kathleen  Owens,  the  assistant 
librarian  at  Centenary  College,  will  be 
appointed  acting  librarian  during  Har¬ 
rington’s  absence. 
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committee  was  formed  was  called  by 
the  Rev.  Gerald  McAllister,  president 
of  the  Texas  Council  of  Churches,  and 
Dr.  T.  A.  Patterson,  executive  secre¬ 
tary  of  the  Baptist  General  Conven¬ 
tion  of  Texas. 

Callan  Graham  of  the  Texas  Cath¬ 
olic  Conference  was  an  observer  at 
the  meeting,  but  the  state’s  Roman 
Catholic  hierarchy  has  not  committed 
itself  to  the  drive,  Mr.  McAllister  said. 

The  campaign  against  parimutuel 
betting  will  not  be  conducted  on  the 
basis  of  individual  morality,  according 
to  Mr.  Freeman. 

“We  are  concerned,”  he  said,  “with 
its  sociological  and  domestic  influ¬ 
ences,  its  effects  on  the  economy  and 
retail  trade  and,  most  importantly  of 
all,  the  effects  of  this  in  inviting  or¬ 
ganized  crime  into  this  state.  If  we 
have  legalized  gambling,  we  will  also 
have  organized  illegal  gambling.” 
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Nolley  Memorial  Methodists  at  Jena  honored  their  newest  members  (shown 
here)  on  October  8  following  participation  in  the  Alexandria  District  Simul¬ 
taneous  Revival.  The  Rev.  Arthur  Baker  was  guest  minister  for  the  Jena 
revival.  The  Rev.  Edwin  J.  Barksdale  is  pastor  of  Nelley  Memorial  Church. 


Pictured  during  the  Claiborne  revival  are,  from  left:  Dr.  Sam  Nader,  evangelist 
who  serves  as  pastor  of  Noel  Memorial  Church,  Shreveport;  the  Rev.  Ed  Haug, 
Monroe  District  Superintendent;  and  Kenneth  Adams,  song  director.  At  right  is 
the  Rev.  E.  W.  Sandel,  Claiborne  pastor,  pictured  as  he  introduced  Dr.  Nader  to 
West  Monroe  Kiwanians.  Dr.  Nader  spoke  to  the  group  about  his  trip  to  Russia. 


Claiborne  Wesleyan  Service  Guild  members  and  their  husbands  enjoyed  a  pro¬ 
gressive  dinner  in  September.  Mrs.  Sue  Fleming  is  president  of  this,  the  newest 
Guild  in  Monroe  District. 


SHREVEPORT  DISTRICT 
PARSONETTES  ELECT 

The  Parsonettes  of  the  Shreveport 
District  held  the  first  meeting  of  the 
new  season  Friday  morning  September 
29,  at  the  home  of  Mrs.  George  Pearce, 
Jr.  This  spacious  and  beautiful  district 
parsonage  provided  a  lovely  setting  for 
this  meeting  of  the  thirty-five  members 
who  attended. 

The  meeting  was  called  to  order  by 
the  president,  Mrs.  Oscar  Cloyd,  who 
called  on  Mrs.  Lonnie  Sibley  to  open 
the  meeting  with  prayer.  The  other 
officers  for  the  year  are — vice  presi¬ 
dent,  Mrs.  James  Adams;  secretary, 
Mrs.  Leon  Scott;  and  treasurer,  Mrs. 
D.  L.  Dykes. 


The  theme  for  this  year’s  program 
is  “Parsonettes  in  the  Search  for  Per¬ 
sonal  Quality.”  The  topic  for  this  meet¬ 
ing  was,  “A  Greater  Love  and  Ap¬ 
preciation  for  Each  Other.”  The  pro¬ 
gram  was  presented  by  Mrs.  J.  C. 
Skinner,  who  made  clever  use  of  games 
to  help  us  know  one  another. 

Following  the  program  and  short 
business  meeting,  an  appetizing  lunch 
of  sandwiches,  salad,  and  dessert  was 
served  by  the  hostesses:  Mrs.  Arthur 
Baker,  Mrs.  Oscar  Cloyd,  Mrs.  F.  M. 
Freeman,  Mrs.  Ira  Love,  Mrs.  W.  E. 
Nolan,  Mrs.  Webb  Pomeroy,  Mrs.  Al¬ 
bert  Trickett,  and  Mrs.  George  Pearce, 
Jr. 

The  next  meeting  will  be  held  at 
the  home  of  Mrs.  Jack  Wilkes  on  the 
fourth  Friday  in  October. 


Dawson  reports 
on  American 
Church  in  Paris 

A  recent  Sunday  edition  of  the  Bat¬ 
on  Rouge  Morning  Advocate  carried 
a  feature  article  on  the  recent  visit 
of  Dr.  and  Mrs.  Dana  Dawson,  Jr. 
to  the  American  Church  in  Paris, 
where  he  served  as  interim  pastor  dur¬ 
ing  the  summer. 

We  share  with  you  certain  excerpts 
from  that  story: 

“Baton  Rouge  has  a  link  with  the 
storied  American  Church  in  Paris,  the 
oldest  non-governmental  American  in¬ 
stitution  in  Europe  in  that  Dr.  Dana 
Dawson,  Jr.,  pastor  of  First  Methodist 
Church,  has  twice  been  invited  to  be 
the  interim  pastor  during  his  summer 
vacation.  .  .  .” 

“The  word  ‘storied’  is  fittingly  ap¬ 
plied  to  the  American  Church  in  Paris, 
it  would  seem  because  of  its  unique 
history.  Numerous  churches  in  Europe 
have  established  their  way  of  worship 
in  the  United  States.  Here  was  a  start¬ 
ling  switch  in  1814,  after  the  Napo¬ 
leonic  Wars,  when  the  young  United 
States,  decided  to  establish  a  church 
on  foreign  soil. 

“Under  the  auspices  of  the  Ameri¬ 
can  and  Foreign  Christian  Union  with 
headquarters  in  New  York  City,  the 
American  Church  in  Paris  thrived  from 
the  beginning.  For  the  first  43  years 
its  services  were  held  in  various  French 
Protestant  churches  in  Paris.  Then,  in 
1857,  it  built  its  own  church  in  the 
Rue  de  Berri  .  .  .  this  building  became 
inadequate  and  was  sold  to  the  New 
York  Herald  Tribune. 

“In  1931  the  present  church  was 
completed  and  dedicated.  Gothic  in 
mood,  the  beautiful  edifice  overlooks 
the  river  Seine. 

“For  the  month  they  were  serving 
at  the  American  Church  this  summer. 
Dr.  and  Mrs.  Dawson  lived  in  the 
pastor’s  apartment  in  the  Church 
House,  which  immediately  adjoins  the 
church. 


“The  spire  of  the  church  is  a  Pari¬ 
sian  landmark  and  is  visible  over  most 
of  the  city.  It  is  of  gold  leaf  and  is 
topped  by  a  cross  and  a  crown.  The 
church’s  plant  cost  one  million  dollars 
and  is  supported  by  contributions  from 
Americans  and  by  endowments  left  by 
grateful  parishioners  from  the  United 
States  who  lived  in  Paris  and  found 
in  the  English-speaking  church  a  home 
away  from  home. 

“Dr.  Dawson  said  that  the  congrega¬ 
tion  is  composed  of  American-Pari- 
sians  from  all  walks  of  life.  For  in¬ 
stance  the  American  ambassador  at¬ 
tends,  as  well  as  a  headliner  at  the 
Folies  Bergere  who  brought  over  his 
magician’s  act  from  the  United  States. 
Four  presidents  have  worshipped 
there:  Grant,  Teddy  Roosevelt,  Wood- 
row  Wilson  and  Eisenhower. 

“Because  of  the  long  history  of  the 
church,  dating  back  to  1814,  there 
is  no  doubt  that  this  little  bit  of  the 
United  States  set  down  in  a  foreign 
country  fulfills  a  definite  need. 

“Interestingly,  services  were  held  in 
the  American  Church  every  Sunday 
during  both  World  Wars,  even  though 
during  World  War  II  the  Church 
House  was  requisitioned  as  a  billet  for 
German  officers.  Pastors  and  church 
staff  found  lodgings  where  they  could 
and  the  work  of  the  church  continued. 

“The  question  most  frequently  asked 
this  Baton  Rouge  minister  since  his 
return  from  Paris  has  been:  “What 
was  the  attitude  of  the  French  man- 
in-the-street  toward  you  concerning 
De  Gaulle’s  anti-American  attitudes? 

“Suprisingly,  the  answer  is  Friend¬ 
ly  and  courteous.”  Said  Dr.  Dawson, 
“We  were  associated  intimately  with 
the  people  for  a  month.  We  shopped 
in  their  markets  for  food,  patronized 
neighborhood  restaurants,  rode  in  their 
electric  cars  and  cabs,  walked  in  the 
parks,  attended  the  opera,  enjoyed  the 
Bastile  Day  festivities  and  were  always 
courteously  received.  .  .  .  The  French 
people  seem  embarrassed  by  De- 
Gaulle’s  antics.  Although  we  never 
mentioned  the  subject,  they  would 
bring  it  up  with  an  apolegetic  attitude.” 


Parsonette  officers  of  the  Shreveport  District  in  garden  of  district  parsonage. 
From  left,  seated:  Mrs.  Oscar  Cloyd,  president;  Mrs.  James  Adams,  vice  presi¬ 
dent;  standing,  Mrs.  D.  L.  Dykes,  treasurer;  Mrs.  George  Pearce,  Jr.,  hostess; 
Mrs.  Leon  Scott,  secretary. 
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Role 
of  the 
Synod 


6 still 
un¬ 
answered ? 


By  Arthur  J.  Moore,  Jr. 
Religious  News  Service 
Special  Correspondent 


VATICAN  CITY  (RNS)  —  The 
exact  role  of  the  Synod  of  Bishops  has 
been  one  of  the  great  unanswered 
questions  about  Roman  Catholic  re¬ 
newal  since  the  close  of  the  Second 
Vatican  Council. 


Established  in  the  fourth  session  of 
the  Council,  the  Synod  has  been  hailed 
by  optimists  as  a  visible  sign  of  the 
principle  of  collegiality  in  action  and 
deprecated  by  pessimists  as  a  form 
of  “tokenism”  which  was  too  largely 
subservient  to  papal  control  to  fulfill 
the  hopes  placed  in  it. 

This  mystery  was  still  much  in  evi¬ 
dence  when  the  nearly  200  cardinals, 
patriarchs,  bishops  and  heads  of  re¬ 
ligious  orders  who  comprise  the  mem¬ 
bership  of  the  first  Synod  assembled 
in  Rome  in  late  September.  No  one 
seemed  sure  how  much  initiative  the 
group  would  have  to  enlarge  its  rather 
unexciting  agenda  or  generally  to  con¬ 
trol  its  own  destinies.  There  had  been 
a  number  of  demands  that  the  Synod 
take  up  such  current  hot  potatoes  as 
birth  control  and  priestly  celibacy  but 
no  official  indication  that  such  con¬ 
troversial  issues  would  find  their  way 
into  the  debates. 

To  the  assembled  press  from  around 
the  world,  first  indications  were  not 
hopeful.  At  the  opening  ceremonies  in 
St.  Peter’s,  Pope  Paul  gave  one  of 
his  now  familiar  speeches  warning  of 
dangers  within  the  Church,  replete  with 
adjectives  such  as  “insidious”  and  “im¬ 
mense,”  in  which  the  work  of  the 
Synod  seemed  to  be  placed  within  the 
context  of  safeguarding  the  citadel  and 
indeed  made  part  of  the  observance  of 
the  “year  of  faith.” 

The  next  day,  the  Pope  again  spoke 
and  gave  a  speech  of  a  quite  differ¬ 
ent  character.  In  this,  he  stressed  the 
importance  of  the  gathering  and  gave 
great  place  to  ecumenical  considera¬ 
tions.  In  the  eyes  of  the  press,  however, 
the  importance  of  this  speech  was 
seriously  compromised  by  the  discov¬ 
ery  that  in  the  field  of  press  coverage 
itself,  disaster  had  struck. 

Not  only  were  press  representatives 
excluded  from  the  sessions  as  at  Vat¬ 
ican  II  but  the  only  person  admitted 
to  report  on  the  meetings  was  Msgr. 
Fausto  Vallainc,  the  Vatican  press  of¬ 
ficer. 

Since  Msgr.  Vallainc  speaks  no  Eng¬ 
lish,  this  meant  that  English  language 
press  has  no  means  of  questioning  any¬ 
one  who  has  actually  been  present  in 
the  meeting.  Father  Heston,  the  val¬ 
uable  briefing  officer  of  Vatican  II, 
can  only  translate  into  English  the 
Italian  daily  bulletin  prepared  by  Msgr. 
Vallainc. 

Nor  was  this  the  worst  of  the  mat¬ 
ter.  By  explicit  rules  laid  down  by 
“higher  authority,”  it  was  forbidden  to 
give  the  name  of  any  of  the  speakers 
in  the  official  releases  and  bishops  were 
forbidden  to  hold  press  conferences 
or  to  have  contacts  with  the  press 
without  the  authorization  of  the  Synod 
presidents.  In  short,  the  press  was  ef¬ 
fectively  excluded  from  reporting  on 
the  Synod  in  any  except  the  most  gen¬ 
eral  and  vague  way. 


Mr.  Moore,  editor  of  World 
Outlook,  Methodist  missions  mag¬ 
azine,  has  written  widely  on  ecu¬ 
menical  developments.  A  lay  the¬ 
ologian,  he  was  a  special  corres¬ 
pondent  for  RNS  at  Vatican  II’s 
fourth  session.  He  has  also  cov¬ 
ered  the  Church  and  Society  Con¬ 
ference  at  Geneva  in  1966  and 
the  World  Council  of  Churches’ 
Second  and  Third  Assemblies  in 
1954  and  1961  at  Evanston,  Ill., 
and  New  Delhi,  India,  respective¬ 
ly- 


What  was  said  of  the  Bourbons 
after  their  restoration,  “They  had 
learned  nothing  and  forgotten  noth¬ 
ing,”  seemed  equally  applicable  to  the 
Vatican  after  the  great  role  that  the 
press  played  in  reporting  and  affecting 
the  outcome  of  Vatican  II.  The  bad  old 
days  of  Roman  Curia  secrecy  and  in¬ 
trigue  were  back  in  full  force. 

But  history  is  not  so  easily  thwarted. 
An  unofficial  organization  staffed  by 
reputable  journalists  and  priests  has 
been  set  up  to  provide  the  information 
denied  by  the  authorities.  Each  after¬ 
noon,  following  the  official  briefing,  the 
press  corps  repairs  to  a  dank  and 
crowded  basement  near  St.  Peter’s  to 
receive  another  daily  bulletin  which 
names  the  speakers  and  to  question  a 
panel  of  priests  on  the  day’s  develop¬ 
ments. 

“So,”  Pope  Paul  is  reported  to  have 
said  when  informed  of  this  develop¬ 
ment,  “even  the  bishops  cannot  be 
trusted.” 


There  are  undoubtedly  pressures  to 
cut  off  this  clandestine  flow  of  news 
but  so  far  the  impasse  continues.  Some 
Italian  newspapers  responded  by  re¬ 
fusing  to  print  stories  about  the  Synod 
over  a  short  period.  Certainly,  this 
half-ludicrous,  half-tragic  image  of  the 
press  in  the  catacombs  and  the  bish¬ 
ops  in  splendid  isolation  within  the 
walls  of  Vatican  City  is  an  ominous 
indication  of  the  Church’s  refusal  to 
come  to  terms  with  the  modern  world. 

Within  the  sessions  themselves,  the 
first  topic  debated  was  the  revision  of 
Canon  Law.  The  working  paper  sub¬ 
mitted  was  couched  in  such  general 
terms  that  discussion  was  naturally  lim¬ 
ited  to  general  principles.  In  typical 
Roman  fashion,  all  the  working  papers 
are  secret  but  it  is  not  too  hard  to 
discover  their  contents.  With  the  ex¬ 
ception  of  the  paper  on  Matters  of 
Doctrine,  they  seem  mildly  liberal.  In 
two  instances,  Mixed  Marriages  and 
Liturgy,  specific  questions  are  put  to 
the  bishops  for  votes  and  those  seem 
the  most  hopeful  subjects  for  forward 
steps. 


As  the  Synod  completes  its  first 
week  of  deliberations,  it  would  be  fool¬ 
hardy  indeed  to  venture  predictions 
about  its  outcome.  It  seems  unlikely  at 
this  point  (unless  the  Matters  of  Doc¬ 
trine  discussion  gets  out  of  hand)  that 
it  will  be  reactionary  in  tone  or  at¬ 
tempt  to  reverse  the  trends  of  Vatican 
II.  Whether  it  will  significantly  carry 
forward  the  work  of  the  Council  is 
quite  another  question  and  one  whose 
answer  we  will  all  be  awaiting  in  the 
weeks  to  come. 
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Interjurisdicti ona I  Commission 

ly  conferences  and  commission  meet¬ 
ings  have  been  held  across  racial  lines. 

The  commission  agreed  to  ask  the 
1 968  General  Conference  for  addition¬ 
al  funds  to  help  raise  pensions  and 
minimum  salaries  of  Negro  pastors  to 
the  level  of  white  ministers.  Tenta¬ 
tively,  the  askings  will  be  $500,000 
per  year  for  pensions,  compared  to  a 
current  $390,000,  and  $375,000  for 
minimum  salaries,  compared  to 
$125,000. 

It  was  pointed  out  that  ministerial 
pension  costs  are  showing  up  as  a 
major  problem  in  annual  conference 
mergers,  due  to  wide  variation  in  rates. 

The  commission  also  backed  a  re¬ 
quest  for  “adequate  support”  of  pre¬ 
dominantly  Negro  colleges  on  a  church¬ 
wide  basis  during  1968-72  and  for  con¬ 
tinued  study  of  the  school’s  financial 
needs. 

Next  meeting  of  the  group,  headed 
by  Leonard  Slutz,  Cincinnati,  Ohio, 
layman,  was  set  for  Feb.  11-12,  1968, 
in  Dallas,  Tex. 

t 

from  page  ten 

British  Scene 

sense  of  a  call  which  must  in  the  next 
ten  years  be  very  different  from  any¬ 
thing  we  have  known  in  the  history 

of  this  great  church. 

*  *  * 

LAST  WORD 

The  Rev.  Colin  Morris.  President 
of  the  Zambia  Methodist  Church:  “He 
(a  Zambian  who  died  of  hunger)  is 
one  of  those  two  out  of  every  three 
members  of  the  human  race  who  are 
not  asking:  ‘Is  the  Service  of  Recon¬ 
ciliation  really  ordination?’  or  ‘How 
will  the  Conference  vote?’  They  ask 
a  simpler  question:  ‘Where  does  my 
next  meal  come  from?’  The  bread  that 
interests  them  is  not  that  lying  on  a 
silver  platter  over  which  the  the¬ 
ologians  argue,  but  the  sort  which  will 
ease  a  gnawing  pain  in  the  belly.” 
t 


LUTHERAN  SCHOLAR  SEES 
ECUMENISM  BEYOND 
POINT  OF  NO  RETURN 

ST.  LOUIS  (RNS)  —  The  ecumen¬ 
ical  movement  is  beyond  the  point  of 
no  return  regardless  of  any  efforts  by 
church  officials  to  slow  its  pace. 

This  was  the  opinion  here  of  Dr. 
Bertil  Gartner,  a  Lutheran  scholar  who 
left  his  native  Sweden  two  years  ago 
to  become  the  first  non-Presbyterian 
to  teach  theology  at  Princeton  Uni¬ 
versity. 

Interviewed  while  in  St.  Louis  to 
take  part  in  the  national-level  Luth¬ 
eran-Roman  Catholic  dialogue,  Dr. 
Gartner  said  he  senses  a  general  “pull¬ 
ing  in”  or  “aggiornamento”  by  the 
Vatican  and  in  the  recent  seemingly 
conservative  speeches  by  Pope  Paul. 

“I  have  expected  this  kind  of  re¬ 
action  to  come,”  Dr.  Gartner  said. 
“You  cannot  expect  the  church  in  Lat¬ 
in  America,  Spain  and  Southern 
Europe  to  follow  new  lines  of  thought 
in  the  quick  way  of  the  United  States, 
France,  Holland  or  Belgium.” 

“It  is  in  no  way  a  negative  develop¬ 
ment,  in  my  mind.  It  is  rather  some¬ 
thing  that  had  to  happen.  It  may  slow 
the  pace  of  ecumenism,  but  not  for 
long.” 

Dr.  Gartner  was  active  in  ecumen¬ 
ical  work  in  Sweden  and  spent  two 
weeks  in  Russia  in  1959  as  an  ob¬ 
server  at  a  conference  of  the  Russian 
Orthodox  Church.  He  has  helped  plan 
mergers  of  churches  in  South  India  and 
aided  in  establishing  an  independent 
church  in  Tanzania,  a  mission  of  the 
Church  of  Sweden. 

The  “first  fruits”  of  any  dialogue, 
Dr.  Gartner  said  “will  certainly  come 
in  the  area  of  common  worship.  This 
will  not  necessarily  involve  Commu¬ 
nion  at  first.  But  frequent  occasions  of 
coming  together  to  worship  will  be  a 
great  thing.” 


To  that  in  men  which  is  secular 
and  animal,  Sunday  says,  “Rest”;  to 
that  which  is  intellectual,  moral,  and 
social,  “Grow.” — Beecher 


Jn  fHmoriam 


The  Rev.  J .  O.  Davis 

The  Rev.  James  O.  Davis,  a  retired 
minister  and  former  member  of  the 
North  Arkansas  Conference  was  born 
near  Louden,  Tennessee,  on  May  14, 
1874  and  died  August  3rd,  at  Law¬ 
man  Home  in  White-Rock  South  Car¬ 
olina. 

Mr.  Davis  and  Mrs.  Annie  L.  Davis 
were  married  September  20,  1896  at 
her  home  near  Gainsville,  Texas.  Be¬ 
sides  his  wife  of  Route  2,  Chapel  Hill, 


DEPORTED  BISHOP 
RESIGNS  POST 

CAPETOWN,  South  Africa  (RNS) 
— The  vicar  general  of  the  Anglican 
diocese  of  Kimberley  and  Kuruman  an¬ 
nounced  that  Bishop  C.  Edward  Crow- 
ther  has  resigned,  effective  Oct.  3 1 . 

The  Rev.  G.  A.  Pullen  said  that 
the  resignation  was  tendered  by  cable; 
the  bishop  is  now  in  the  United  States. 

Bishop  Crowther,  a  British-born  cit¬ 
izen  of  the  U.S.,  was  deported  from 
South  Africa  last  June  30  because  of 
his  criticism  of  the  apartheid  (racial 
separation)  policy  of  the  government. 

Arriving  in  New  York  in  early  July, 
he  said  that  he  would  retain  his  posi¬ 
tion  as  bishop  “in  exile”  for  an  in¬ 
definite  period. 

(After  the  resignation  was  reported 
in  South  Africa,  it  was  learned  in  New 
York  that  Bishop  Crowther  has  accept¬ 
ed  a  six  months  appointment  with  the 
Center  for  the  Study  of  Democratic 
Institutions  in  Santa  Barbara,  Calif., 
which  is  headed  by  Dr.  Robert  Hutch¬ 
ins.  The  New  York  office  of  the  Cen¬ 
ter  said  that  he  was  to  be  a  “visiting 
fellow.” 

t 

Too  many  persons  try  to  make  Sun¬ 
day  a  sponge  with  which  to  wipe  out 
sins  of  the  week. — Beecher 
t 


North  Carolina,  Mr.  Davis  is  survived 
by  two  sons.  Dr.  H.  M.  Davis,  with 
whom  Mrs.  Davis  lives  and  Ivan  C. 
Davis  of  Albuquerque,  New  Mexico. 

He  completed  the  public  schools 
near  his  home  and  graduated  from 
Hiwassee  College  in  Madisonville,  Ten¬ 
nessee. 

The  following  churches  are  among 
the  places  he  served;  LaKemp  and 
Goodwell  in  Oklahoma;  Kashonong 
and  Westplains  Missouri,  Altus  Cir¬ 
cuit,  Branch,  Evening  Shade,  Goshell, 
and  Haines-LaGrange  Circuit.  He  did 
full  time  evangelistic  work  for  several 
years  and  served  as  registrar  of  the 
College  at  Goodwell,  Oklahoma  three 
years. 

Brother  Davis  was  forced  to  retire 
in  1952  because  of  blindness.  He 
served  two  years  after  becoming  blind 
but  felt  this  would  work  a  hardship 
upon  his  family. 

Even  though  blind  for  1 7  years,  Mr. 
Davis  continued  his  search  for  knowl¬ 
edge  by  making  full  use  of  the  library 
services  for  the  blind. 

Funeral  services  were  conducted  by 
the  Rev.  J.  Kenneth  Webb,  pastor  and 
Supt.  of  Lawman  Home,  White  Rock, 
South  Carolina. 
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•CHURCH 

FURNITURE 

•UPHOLSTERED  PEWS 
•PEW  CUSHIONS 


LEIRD-BUILT  CHURCH  FURNITURE  OFFERS 
YOUR  CHURCH  THE  RICH  BFAUTY  OF  THE 
FINEST  NATURAL  WOODS,  UNMATCHED 
CREATIVE  CRAFTSMANSHIP  AND  PERFEC¬ 
TION  IN  DESIGN. 


INQUIRIES  WELCOME 


MANUFACTURING 

COMPANY 

2816  WEST  16th  -  LITTLE  ROCK,  ARK. 


LIFETIME  INVESTMENTS 
Through 

GIFT  ANNUITY  AGREEMENTS 
LIFE  INCOME  CONTRACTS 

A  gift  through  the  Methodist  Foundation  of  Arkansas  provides  a 
sound  investment  for  you  and  also  support  for  the  Methodist  Church. 

Benefits  include: 

.  guaranteed  income  for  life 
.  lowering  of  estate  taxes 
.  most  of  income  is  tax-free 
.  part  qualifies  as  a  gift  deduction 
.  perpetuation  of  Stewardship 

For  more  information  write 

THE  METHODIST  FOUNDATION 
OF  ARKANSAS 

METHODIST  HEADQUARTERS  BUILDING 
1723  Broadway 

Little  Rock,  Arkansas  72206 
Or  Phone  FR5-4689 
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Senior  High  MYFers,  First  Methodist  Church, 
Pineville,  listen  to  football  Coach  Bob  Peter¬ 
sen  of  Louisiana  College,  who  is  also  a  mem¬ 
ber  of  the  Pineville  Church.  The  Rev.  Wilson 
Watson  is  pastor. 


Left  to  right:  Wayne  Gilmore,  Lafayette  Dis¬ 
trict  lay  leader,  who  was  the  Layman’s  Day 
speaker  at  the  Many  Methodist  Church;  Russell 
Hudson,  who  also  participated;  Sybil  Hudson; 
Mrs.  Hudson  and  Mrs.  Gilmore.  The  Rev.  J.  C. 
Sk  inner  is  pastor. 


The  Rev.  J.  J.  Caraway,  Homer,  guest  preach¬ 
er  in  October  1-5  revival  services  at  01  la  Meth¬ 
odist  Church;  Mrs.  C.  F.  Brooks,  chairman  of 
Commission  on  Membership  and  Evangelism, 
and  the  Rev.  George  Sherman,  pastor. 


Pictured  at  left  are  Junior  High  members  of  the  Natchitoches  First  Methodist  Church  at  recent 
Sunday  morning  installation  service.  Randal  Hamana,  left  front,  is  president  of  the  group.  Below 
right:  Senior  High  group  at  same  service,  with  President  John  Sandefur,  front  left.  The  Rev.  Jolly 
B.  Harper  is  pastor. 


Junior  High  department  from  First  Methodist 
Church,  Monroe,  at  week-end  retreat  at  Camp 
Coney.  Twenty-two  young  people  and  five 
counselors  were  present. 


The  Rev.  Ralph  Cain,  pastor  of 
Mangum  Methodist  Church,  Shreve¬ 
port,  speaking  at  recent  Ladies 
Night  meeting  of  Men’s  Club, 
First  Methodist  Church,  Houma. 
The  Rev.  A.  Jerome  Cain  is  pas¬ 
tor  of  the  Houma  Church. 


Denham  Springs  Methodists  (pictured  here)  turned  out  for  "Rally  Day  300”  in  record  number-302 
The  Spares  and  Pairs  Class  sponsored  the  Rally  Day.  The  Rev.  Ed  Pickens  is  pastor. 
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Mrs.  H.  P.  Jones,  treasurer  of  Heflin  Methodist  Church,  presents  $250 
check  to  Mrs.  H.  C.  Joiner,  chairman  of  Commission  on  Missions  to  be 
sent  to  Conference  Treasurer  toward  support  of  the  Mill  Area  Church  in 
Ahmedabad,  India  (Advance  Special).  The  Rev.  W.  P .  Cassels,  Heflin 
pastor,  and  W.  B.  Holley,  Church  lay  leader,  look  on. 


CONVOCATION  ON 
WORSHIP 

A  Convocation  on  Worship 
will  be  held  at  First  Church,  Bat¬ 
on  Rouge,  Friday  and  Saturday, 
October  27  and  28.  The  principal 
speaker  will  be  Dr.  William  F. 
Dunkle,  Jr.,  secretary  and  execu¬ 
tive  officer  of  the  General  Com¬ 
mission  on  Worship  of  The  Meth¬ 
odist  Church  and  senior  minister 
qf  Wilmette  Parish  Church  near 
Chicago. 

The  meeting  is  planned  for  the 
purpose  of  examining  the  central 
role  of  worship  in  the  life  of  the 
church,  and  to  give  practical 
guidance  to  those  responsible  for 
planning  and  leading  worship  in 
the  local  church.  It  is  sponsored 
by  the  Commission  on  Worship 
of  the  Louisiana  Conference  and 
the  Louisiana  chapter  of  the  Na¬ 
tional  Fellowship  of  Methodist 
Musicians. 

Louisiana  Council 
to  hold  Sixth 
Annual  Assembly 

BATON  ROUGE  —  The  Louisi¬ 
ana  State  Council  of  Churches  will 
hold  its  Sixth  Annual  Assembly  in 
Shreveport  at  the  First  Methodist 
Church  on  Texas  Street,  November  6 
and  7,  according  to  the  Rev.  Sam  J. 
Allen,  executive  secretary  of  the  Coun¬ 
cil. 

Official  representatives  from  11 
Louisiana  Protestant  denominations 
make  up  the  Council’s  governing  body 
and  will  come  from  all  parts  of  the 
state  to  give  direction  to  the  State 
Council  of  Churches  in  the  formula¬ 
tion  of  its  policy  and  adoption  of  co¬ 
operative  church  programs  to  be  car¬ 
ried  on  under  State  Council  sponsor¬ 
ship. 

Delegates  will  take  action  on  pro¬ 
grams  such  as  training  projects  on 
church  and  aging,  religious  education 
and  pastoral  care  of  the  mentally  re¬ 
tarded  in  the  local  community,  min¬ 
istry  in  state  institutions,  crime  pre¬ 
vention  and  correctional  rehabilitation, 
and  evangelism. 

Advocating  closer  ties  with  Louisiana 
Roman  Catholics,  the  State  Council  of 
Churches  has  invited  observers  from 


the  Archdiocese  of  New  Orleans  and 
the  three  other  Catholic  Dioceses  of 
Louisiana. 

The  Episcopal  Diocese  of  Louisiana 
will  also  send  observers  to  the  meet¬ 
ing. 

The  Louisiana  State  Council  of 
Churches  has  received  national  recog¬ 
nition  for  its  programs  in  church  and 
aging  and  will  soon  publish  a  manual 
on  programs  for  the  aging  in  local 
churches.  This  program  of  the  Coun¬ 


cil  has  received  strong  support  from 
the  Louisiana  Commission  on  Aging 
and  the  Older  Americans  program  of 
the  United  States  Department  of 
Health,  Education  and  Welfare. 

Delegates  will  also  take  action  on 
proposals  to  enlist  the  help  of  local 
churches  to  provide  sponsorship  and 
guidance  to  parolees  from  state  and 
federal  prisons  and  to  set  up  a  legis- 
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Ministers  and 
doctors  will  present 
Workshop  on  Youth 

The  Shreveport-Bossier  Ministerial 
Association  and  the  Shreveport  Med¬ 
ical  Society  will  present  a  workshop 
on  Problems  of  Youth  at  7:30  o’clock, 
Monday  evening,  October  30,  at  the 
Shreveport  Civic  Center. 

“The  Formative  Years”  will  be  dis¬ 
cussed  by  Clarence  H.  Webb,  M.D.; 
“Moral  Conflicts”  by  the  Rev.  Jacques 
Webber;  “Emotional  Conflicts”  by 
Paul  D.  Ware,  M.D.;  and  “Pre-martial 
and  Marital  Counseling”  by  Alice  Bak¬ 
er  Holoubek,  M.D.  Harold  B.  Levy, 
M.D.  will  serve  as  moderator. 

Pastors  and  physicians  are  invited 
to  attend  this  workshop. 

t 

Communications  Seminar 

The  General  and  South  Central  Jur¬ 
isdictional  Boards  of  Education  and 
TRAFCO  are  sponsoring  a  Communi¬ 
cations  Seminar  at  the  Kellogg  Center, 
University  of  Oklahoma,  Norman,  Ok¬ 
lahoma.  The  stated  purpose  is  to  en¬ 
able  leaders  from  the  Annual  Confer¬ 
ences  of  the  South  Central  Jurisdic¬ 
tion  and  the  Southwestern  Area  of  the 
Central  Jurisdiction  to  explore  the  na¬ 
ture  of  the  current  communications 
revolution,  to  be  informed  about  ad¬ 
vances  being  made  in  instructional 
technology  and  to  consider  various  pos¬ 
sibilities  for  the  church  to  use  effec- 
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Chickens.  Blackberries  and  Turnip  Greens 

by  Cecil  Bland 


The  retired  ministers  of  the  Louisi¬ 
ana  Conference  have  come  a  long  way 
on  “chickens,  blackberries  and  turnip 
greens,”  not  only  as  items  on  their 
menu,  but  sometimes  as  their  pay- 
checks  as  well.  These  men  and  women 
who  weathered  the  depression  years  in 
such  good  spirits  are  the  happy  resi¬ 
dents  "of  the  seven  homes  and  five 
apartment  units  the  Methodists  of 
Louisiana  have  built  so  that  ministers 
and  their  wives,  and  minister’s  widows 
may  have  places  to  live  upon  retire¬ 
ment. 

November  is  Retired  Ministers’ 
Month.  Each  year  at  this  time,  we  are 
asked  to  share  in  a  labor  of  love,  to 
help  provide  the  funds  to  build  one 
new  five-room  home  for  a  retired  min¬ 


ister  and  his  wife  in  one  of  the  eight 
districts  of  the  conference.  At  present, 
there  are  three  homes  in  Shreveport, 
one  in  Pineville,  four  in  Ruston,  and  a 
five-unit  apartment  building  in  Ruston. 
All  this  was  made  possible  by  Louisi¬ 
ana  Methodists  through  a  unique  or¬ 
ganization,  the  Retired  Ministers’ Home 
Board,  Incorporated. 

It  all  began  back  in  1950,  when 
concerned  laymen  and  ministers  began 
to  make  definite  plans  to  provide 
homes  for  those  ministers  and  their 
wives  who  had  retired,  or  who  would 
retire  shortly.  The  organization  was 
chartered  in  1953,  and  a  portion  of 
land  was  deeded  to  it  by  the  Children’s 
Home  in  Ruston. 

It  took  three  years  to  raise  the 


money  to  build  the  first  home,  a  duplex 
in  Ruston,  and  the  second  home  was 
built  in  another  three  years  in  1959 
in  Shreveport.  Since  then,  funds  have 
been  raised  each  year  to  add  more 
units.  This  year,  Methodists  are  asked 
to  contribute  towards  the  finishing  of 
one  five-room  home  in  Lafayette,  and 
also  give  enough  to  construct  another 
one  in  a  district  yet  to  be  selected.  A 
total  of  $15,000.00  is  needed. 

This  past  month,  it  was  this  writer’s 
privilege  to  make  a  pilgrimage  to  the 
homes  of  several  of  these  ministers. 
We  visited  with  the  Rev.  J.  D.  Gram- 
bling,  who  was  in  on  the  very  first 
conversations  that  led  to  the  forming 
of  the  Retired  Minister^  Home  Board. 
Mr.  Grambling  and  his  lovely  wife  live 


in  one  of  the  three  5-room  brick  homes 
that  were  completed  in  Shreveport. 
After  42  years  of  active  service,  he  is 
still  going  strong  as  head  of  mainte¬ 
nance  for  all  the  retired  ministers 
homes  in  the  Conference. 

“These  homes  now  have  a  combined 
valuation  of  $180,000.00,  all  paid  for 
by  our  Louisiana  members,”  Mr. 
Grambling  told  me,  “and  this  confer¬ 
ence  is  the  only  one  that  has  a  self 
maintenance  plan  to  keep  these  homes 
in  constant  repair.” 

He  went  on  to  say  that  all  funds 
for  maintenance,  grounds  upkeep  and 
insurance  costs  come  from  the  rentals 
charged  to  the  ministers  and  widows 
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450  YEARS  AGO  AND 


REFORMATION  ■ 

TODAY 

Despite  the  argument  of  the  calendar,  the  Prot¬ 
estant  Reformation  on  its  450th  anniversary 
seems  as  contemporary  as  today’s  news  broadcast. 
On  this  last  Sunday,  the  29th,  Roman  Catholic 
churches  across  America  were  supposed  to  have 
shifted  to  an  all-English  Mass.  If  we  were  able  to 
get  in  touch  with  the  late  Dr.  Martin  Luther, 
we  have  a  feeling  that  he  would  regard  that  as  an 
anniversary  gift  and  say,  “Das  ist  gut!”  Probably 
just  as  significant  in  his  evaluation  would  be  the 
meeting  of  the  third  World  Congress  of  the  Lay 
Apostolate  in  Vatican  City — a  meeting  which  is 
keeping  the  ailing  Pope  from  focusing  all  his  at¬ 
tention  on  either  his  illness  or  the  Synod  of  Bishops. 
There  seems  to  be  no  question,  even  in  the  midst 
of  a  news  blackout  on  the  bishops’  meeting,  that 
both  of  these  meetings  will  in  the  end  contribute 
to  a  redistribution  of  the  powers  of  the  papacy — 
a  goal  which  Luther  longed  for. 

Four  hundred  and  fifty  years  have  passed  into 
history  since  Luther  began  the  Reformation  with 
his  challenge  contained  in  95  propositions  nailed 
to  the  door  of  the  castle  church  at  Wittenberg. 
“We  have  become  the  spectacle  of  the  world,”  he 
exclaimed  in  1521,  the  year  he  made  his  defense  at 
Worms  in  what  the  English  historian  James  Froude 
has  described  as  “perhaps  the  finest  scene  in  human 
history.”  So  he  and  other  evangelical  reformers 
remain  as  contemporary  in  their  leadership  for  re¬ 
newal  as  any  Twentieth  Century  voice  we  can  hear. 

Dr.  John  Baillie,  in  his  Foreword  to  William 
Stevenson’s  The  Story  of  the  Reformation,  has 
underscored  the  fact  that  the  world  in  which  the 
Reformation  was  bom  was,  in  so  many  ways,  like 
the  contemporary  world.  First,  mentioning  the 
shrinking  of  the  world  by  jet-propelled  planes,  he 
said,  “This  shrinking  process  began  some  five 
hundred  years  ago.”  Mentioning  the  radical  de¬ 
velopments  in  navigation  and  exploration,  he  said, 
“Every  time  the  guns  of  Cadiz  or  of  Lisbon  greeted 
a  homeward  bound  galleon,  an  inquisitive  crowd 
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would  gather  round  the  harbour  in  order  to  learn 
of  freshly  discovered  lands,  to  be  told  about  strange 
birds,  beasts,  and  men,  and  to  be  Shown  these  won¬ 
ders.”  (How  like  our  interest  in  the  return  of  every 
astronaut!)  Then  Baillie  goes  on  to  speak  of  the 
advances  in  new  truths  about  the  universe  under 
the  leadership  of  Copernicus,  and  the  invention  of 
gunpowder  “comparable  with  the  development  of 
nuclear  weapons  in  our  own  time”  and  concluded: 
“These  discoveries  and  inventions  came  suddenly 
on  men,  all  of  them  within  the  span  of  a  single 
lifetime.”  Then,  commenting  on  the  impact  of  the 
development  of  printing  and  great  advances  in  lit¬ 
erature  in  the  Renaissance,  he  said:  “The  impelling 
purpose  of  these  men  was  not  to  find  out  what 
happened  in  the  distant  past;  it  was  to  search  for 
beauty,  and  above  all  for  truth.  The  critical,  not 
to  say  skeptical,  spirit  of  the  scholars  was  but  an¬ 
other  preparation  for  a  religious  reformation.” 

Another  of  the  foundations  of  the  Reformation 
which  belongs  alongside  any  evaluation  of  contem¬ 
porary  renewal  is  found  in  the  influence  of  the 
humanists  of  the  late  Fifteenth  and  early  Sixteenth 
centuries.  Dr.  Baillie  says,  “The  last  forerunners 
of  the  Reformation  were  not  so  much  individuals 
as  a  group,  the  so-called  humanists  .  .  .  the  most 
famous  of  them  being  Erasmus  of  Rotterdam.” 
Erasmus  believed  that  the  church  could  be  re¬ 
formed  from  within.  He  hoped  for  a  renaissance  of 
religion  without  turmoil  and  without  too  much 
dogma;  without  turmoil  because  he  was  a  man  of 
peace  who  hated  war  and  tumult;  and  without  ex¬ 
cessive  dogma,  for  he  was  a  moralist  rather  than  a 
theologian.  (He  said  that  his  patron  saint  was  the 
penitent  thief  because  he  was  admitted  to  Paradise 
with  little  or  no  theology.) 

Someone  has  said  that  “Erasmus  laid  the  egg 
and  Luther  hatched  it.”  There  was  a  world  of 
difference  between  the  two — Luther  said  that  Eras¬ 
mus  was  a  man  of  words  with  deeds.  Luther  was  a 
man  of  action.  Erasmus  was  a  neutral,  forever 
seeking  peace  and  abhorring  violence  of  any  kind; 
Luther  was  a  bom  fighter.  Erasmus  played  for 
safety,  but  safety  first  could  never  have  brought 
a  Reformation.  Luther  ridiculed  Erasmus  as  one 
always  walking  on  eggs  and  never  wishing  to  crush 
one.  Both  alike  saw  the  weakness  of  the  church — 
and  here,  too,  we  feel  that  we  might  be  speaking 
of  church  leadership  in  1967.  Erasmus  would  have 
.treated  the  corruption  as  a  disease  as  a  physician; 
Luther  was  the  surgeon  and  called  for  the  scalpel 
|  to  cut  it  away. 

As  we  seek  to  establish  this  one  single  fact — 
the  contemporaneousness  of  the  Reformation — we 
risk  immodesty  by  closing  with  these  words  from 
Stevenson,  “We  know  today  the  tremendous  power 
wielded  by  the  press,  but  never  was  that  power, 
used  to  greater  effect  than  in  promoting  the  Re> 
formation  in  Germany.” 
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A  Fundamental  Fact  of  Psychology 

A  reference  in  the  supplemental 
reading  for  the  lesson  in  the  new  adult 
curriculum  last  week  served  as  an 
electric  needle  to  stimulate  a  recollec¬ 
tion  of  college  days  concerning  a  fun¬ 
damental  fact  of  psychology. 

The  reference  from  the  novel  The 
Seventh  Cross  spoke  of  the  escapee 
from  a  concentration  camp  who,  after 
being  sheltered  for  several  days  by  a 
German  family,  went  on  his  way.  The 
wife  in  the  home  asked  her  husband 
what  he  said  when  he  left.  The  hus¬ 
band  replied,  “Just  ‘thanks’.”  Then  the 
wife  said,  “We  should  have  thanked 
him.”  The  novelist  was  making  the 
psychological  point  that  those  we  help 
do  more  for  us  than  those  that  help  us. 

The  college  memory  concerns  a 
four-act  play  presented  by  my  fresh¬ 
man  French  class — Le  Voyage  de  M. 
Perichon.  The  plot  concerned  two  suit¬ 
ors  after  the  hand  of  the  Perichon 
daughter.  Both  knew  they  must  tickle 
the  father’s  pride  to  win  his  consent. 
One  young  man  brought  all  kinds  of 
gifts  and  did  many  things  for  the  fath¬ 
er — but  he  was  the  loser  in  the  con¬ 
test.  The  other,  I  seem  to  recall  that 
his  name  was  Armand,  won  the  hand 
of  the  girl  by  planning  a  strategy  by 
which  he  faked  an  accident  and  made 
it  possible  for  M.  Perichon  to  rescue 
him.  The  father  then  was  so  excited 
about  what  he  had  been  able  to  do  for 
Armcnd  that  he  forgot  all  the  gifts  and 
good  deeds  of  the  other  suitor. 

This  is  a  psychological  reality.  When 
others  do  for  us — there  is  a  deep- 
seated  feeling  of  indebtedness  that 
sometimes  approaches  resentment.  On 
the  other  hand,  when  we  have  done  for 
others,  we  are  so  proud  that  we  have 
high  regard  for  the  other  person  whose 
situation  made  it  possible  for  such  an 
act  to  be  performed. 


HALLOWE’EN  THOUGHT  FOR 
THE  WEEK:  Have  you  heard  of  the 
little  girl  who  came  in  from  “trick-or- 
treating”  in  tears.  Her  mother  asked 
what  the  trouble  was,  and  the  little 
girl  replied:  “Everywhere  we  went 
people  gave  us  treats,  but  not  a  single 
person  showed  us  a  trick.” 
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PHILADELPHIA _ Mrs.  Edward  H.  White  2nd  accepts  in  behalf  of  her 

late  astronaut  husband  the  annual  St.  George  s  Award  from  Methodist 
Bishop  Fred  Pierce  Corson  of  Philadelphia.  Looking  on  at  center  is  John 
Cardinal  Krol,  Catholic  Archbishop  of  Philadelphia.  The  award  was  pre¬ 
sented  by  the  Old  St.  George’s  Methodist  churcn  to  mark  its  bicentennial. 
The  Philadelphia  church  also  gave  its  first  John  Wesley  Ecumenical  Award 
to  Bishop  Corson  and  Cardinal  Krol.  Col.  White  died  in  the  flash  fire 
aboard  the  Apollo  spacecraft  at  Cape  Kennedy  Fla.,  in  January.  He  was 
cited  for  his  outstanding  activities  as  a  Methodist  layman.  (RNS  Photo) 

Proposed  plan  for  consecration  of 
lay  workers  in  The  Methodist  Church 


Seek  'Nurse  of 
the  Year" 

EVANSTON,  Ill.— The  quest  has 
begun  for  a  young  woman  who  on  Jan¬ 
uary  17,  1968,  in  Cleveland,  Ohio, 
will  be  presented  as  Miss  Methodist 
Student  Nurse  for  1968. 

Each  of  the  42  schools  of  nursing 
affiliated  with  The  Methodist  Church 
has  been  invited  to  submit  the  name 
of  a  candidate.  Among  other  quali¬ 
fications,  she  must  be  a  senior  studerit 
in  the  upper  third  of  her  class 
scholastically  who  views  nursing  as  a 
“means  of  fulfilling  her  Christian  voca¬ 
tion.” 

The  selection  is  sponsored  jointly 
by  the  National  Association  of  Meth¬ 
odist  Hospitals  and  Homes  and  the 
riational  Board  of  Hospitals  and  Homes 
of  The  Methodist  Church.  The  pres¬ 
entation  of  the  student  chosen  is  a 
feature  of  the  association’s  annual  con¬ 
vention. 

“This  selection  brings  special  at¬ 
tention  and  honor  to  the  individual 
hospital  and  school  of  nursing,  and  to 
the  nurse  who  is  chosen,”  said  Dr. 
Olin  E.  Oeschger,  general  secretary  of 
the  board. 

“But,  the  real  purpose  of  the  con¬ 
test,”  he  added,  “is  to  give  status  to 
the  nursing  profession  in  our  Meth¬ 
odist  agencies,  and  to  focus  attention 
on  the  importance  of  attracting  high- 
caliber  persons  into  the  various  church- 
related  occupations  in  our  hospitals 
and  homes.” 

Deadline  for  entries  is  November 

20. 

t 

FIVE  UNITED  PRESBYTERIANS 
WILL  ATTEND  WITTENBERG 
OBSERVANCE 

NEW  YORK  (RNS)  —  Five  lead¬ 
ers  of  the  United  Presbyterian  Church 
plan  to  attend  services  marking  the 
450th  anniversary  of  the  Protestant  Re¬ 
formation  in  Wittenberg,  East  Ger¬ 
many,  Oct.  27-31. 

The  delegation,  which  includes  Dr. 
Eugene  Smathers,  the  Church’s  moder¬ 
ator,  and  William  P.  Thompson,  stated 
clerk,  will  attend  at  the  request  of  the 
denomination’s  179th  General  Assem¬ 
bly,  which  also  called  upon  Presby¬ 
terians  in  the  U.S.  to  celebrate  Refor¬ 
mation  Sunday,  Oct.  29. 

Although  the  United  Presbyterians 
have  not  yet  received  their  visas  from 
the  East  German  government,  one  of 
the  group  said  preliminary  visa  forms 
had  been  sent  them,  and  that  “personal 
assurances”  had  been  given  that  visas 
would  be  granted. 

There  are  indications  that  of  450 
persons  invited  to  the  Wittenberg  Re¬ 
formation  celebration,  some,  particu¬ 
larly  West  German  churchmen,  may 
not  be  granted  visas.  But  the  East 
German  government  has  “approved” 
the  celebration. 

“The  central  events,”  the  church 
committee  preparing  the  observances 
has  said,  “in  particular  the  congrega¬ 
tional  rallies,  the  ecumenical  rally,  the 
worship  service,  and  the  theological 
conference  are  to  take  place  in  an 
ecumenical  and  international  frame¬ 
work.” 

Others  in  the  United  Presbyterian 
delegation  are  Dr.  Raymond  V. 
Kearns,  Jr.,  associate  general  secre¬ 
tary  of  the  Commission  on  Ecumenical 
Mission  and  Relations;  Dr.  Michael 


EVANSTON,  Ill.  (MI)  —  Basic 
outlines  for  a  .proposed  plan  of  con¬ 
secration  for  a  “Lay  Worker”  in  The 
Methodist  Church  were  approved  here 
October  1 1  by  the  denomination’s 
Interboard  Committee  on  Christian 
Vocations  (ICCV). 

The  ICCV  is  one  of  three  groups 
that  has  been  asked  to  review  the  plan 
before  it  goes  to  the  Uniting  Con¬ 
ference  for  the  United  Methodist 
Church  next  spring  in  Dallas,  Texas. 
The  proposals  were  worked  out  by  a 
committee  authorized  by  the  1964 
Methodist  General  Conference. 

Meeting  in  annual  session  here,  the 
ICCV  asked  that  certain  terminology 
and  some  technical  details  of  the  pro¬ 
posal  be  clarified,  but  the  basic  struc¬ 
ture  was  endorsed  without  change. 

In  brief,  the  plan  proposes  that, 
after  being  certified  by  meeting  pre¬ 
scribed  standards,  the  Lay  Worker 
would  be  consecrated  at  his  respective 
annual  conference  in  a  service  to  be 
held  in  conjunction  with  the  ordina¬ 
tion  service  for  ministers.  A  Lay 
Worker  would  be  an  affiliate  member 
of  his  annual  conference  and  have  the 
privilege  of  the  floor  without  vote. 

In  other  actions,  the  Interboard 
Committee  on  Christian  Vocations  en¬ 
dorsed  Methodist  participation  in  a 
feasibility  study  for  a  possible  inter¬ 
denominational  manpower  system  that 
would  match  professional  church  open¬ 
ings  with  available  candidates;  re¬ 
viewed  a  number  of  projects  now  un¬ 
der  way;  and  spent  a  day  studying 


P.  Testa,  Commission  representative 
in  Europe  for  the  denomination  and 
for  the  United  Church  of  Christ;  and 
Prof.  Markus  Barth  of  Pittsburgh  The¬ 
ological  Seminary. 

En  route  to  the  Wittenberg  celebra¬ 
tion,  the  Presbyterians  will  stop  at 
Geneva  and  at  the  Comenius  The¬ 
ological  Faculty  in  Prague,  Czechoslo¬ 
vakia.  Dr.  Smathers  will  preach  in 
Geneva  Sunday,  Opt.  22. 


“urgent  problems  of  communication  in 
enlistment.” 

Leading  off  the  latter  discussion,  Dr. 
Douglas  Lewis  of  Chicago,  Ill.,  re¬ 
minded  the  committee  members  that 
“one  cannot  really  communicate  until 
he  is  sensitive  to  the  problems  confront¬ 
ing  him.”  Dr.  Lewis  is  an  executive  of 
the  National  Council  of  Churches’  Na¬ 
tional  Cooperative  Enlistment  Project. 

Dr.  Lewis  related  his  presentation 
especially  to  the  college  campus  and 
said  that  a  key  question  today  is 
“whether  the  young  person  will  see 
the  church  as  an  outlet  for  his  cre¬ 
ativity?”' 

In  his  annual  report  to  the  commit¬ 
tee,  Dr.  Richard  H.  Bauer,  Nash¬ 
ville,  Tennessee,  executive  secretary, 
said  that  the  “past  year  has  been  one 
with  a  focus  on  the  future.” 

“Things  which  have  been  done, 
meetings  which  have  been  conducted, 
plans  which  have  been  made,  and  ac¬ 
tions  which  have  been  taken  have  been 
done  with  the  future  in  mind  and  the 
anticipation  of  a  strengthened  program 
in  enlistment  for  church  occupations 
and  the  interpretation  of  Christian  Vo¬ 
cation.” 

Projects  now  under  way  were  re- 
Please  turn  to  page  15 


COURT  BARS 
PAROCHIAL  SCHOOL  AID 

CONCORD,  N.H.  (RNS)— Parochi¬ 
al  and  private  schools  cannot  share  in 
the  aid-to-education  funds  generated  by 
the  New  Hampshire  state  lottery. 

By  a  vote  of  4-1,  the  New  Hamp¬ 
shire  Supreme  Court  ruled  that  to  al¬ 
locate  state  funds  to  such  schools  “can¬ 
not  be  carried  into  effect  because  of 
the  constitutional  prohibition  against 
public  aid  to  religious  institutions.” 

The  majority  noted  that  “parochial 
and  other  religiously  oriented  schools 
appear  to  predominate  among  the  non¬ 
public  schools  which  are  sought  to  be 
aided  by  the  new  law.” 


I 

DAILY  BIBLE  READING 

Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Oct.  29— Sunday  I  Thessa.  2:1-20 


Oct.  30  II  Timothy  3:1-17 

Oct. ’31  .  Hebrews  4:1-16 

Nov.  1  .  Exodus  23:1-13 

Nov.  2  . Exodus  23:14-25 

Nov.  3  . Lev.  26:1-13 

Nov.  4  .  Deut.  28:1-14 


Nov.  5 — Sunday  I  Chron.  16:7-36 


Dozen  U.S. 

Method ists  to 
European  convocation 

WASHINGTON,  D.C.  (MI)  —  A 
dozen  Methodists  from  the  United 
States  are  to  participate  Nov.  6-10  in 
a  European  Convocation  on  Social 
Questions,  at  Freudenstadt,  Germany. 

Bringing  together  125  Methodists 
from  all  of  Europe,  plus  some  repre¬ 
sentatives  of  other  denominations  and 
faiths,  this  will  be  the  second  such 
gathering.  The  first  was  in  1963,  with 
14  nations  represented.  Conference 
chairman  is  Bishop  Friedrich  Wunder¬ 
lich  of  Frankfurt,  Germany. 

Speakers  and  subjects  for  the  con¬ 
vocation  include:  The  Rev.  Kenneth 
G.  Greet,  London,  secretary  of  Chris¬ 
tian  Citizenship  Department,  British 
Methodist  Conference,  “The  Issues 
Confronting  Us;”  Claus  Eck,  Switzer¬ 
land,  “Theology,  Ethics  and  Christian 
Social  Action;”  Mrs.  Margaret  Bender, 
New  York,  executive  secretary.  Wom¬ 
an’s  Division  Department  of  Christian 
Social  Relations,  “International  Af- 
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DAMAGE  REPORT 

FROM  HURRICANE  BEULAH 

THREE  RIVERS,  Texas— Oil-pol¬ 
luted  flood  waters  resulting  from  Hur¬ 
ricane  Beulah  ran  four  feet  deep  down 
the  main  street  of  this  town  of  4,500 
and  more  than  75  per  cent  of  the  resi¬ 
dential  area  was  flooded,  but  Meth¬ 
odists  here  gathered  on  World  Wide 
Communion  Sunday  to  help  others. 

The  Methodist  church,  and  the  par¬ 
sonage,  was  in  the  flooded  area,  but 
members  of  the  congregation  were  able 
to  scrub  clean  the  fellowship  hall  and 
they  met  there  for  worship. 

“I  know  we  have  all  been  hit  hard 
by  the  flood  waters,”  the  Rev.  D.  D. 
Hogan  told  the  worshippers.  “Many  of 
you  still  have  not  been  able  to  get 
back  into  your  homes,  but  today  is 
World  Wide  Communion  Sunday,  and 
on  this  day  we,  as  Methodists,  must  re¬ 
member  that  there  are  other  people 
in  the  world  who  have  been  hit  harder 
than  we  and  who  suffer  more  than  we. 

“Therefore,  we  will,  through  our 
Communion  offering,  participate  in  the 
Fellowship  of  Suffering  and  Service 
for  others,  remembering,  it  is  still  more 
blessed  to  give  than  to  receive.” 

Damage  to  the  Three  Rivers  church, 
which  has  a  membership  of  321,  and 
to  the  parsonage  is  estimated  at  more 
than  $35,000.  It  is  not  covered  by 
insurance.  Total  damage  to  Methodist 
properties  in  the  storm  is  estimated  by 
Bishop  O.  Eugene  Slater  of  San  Anton¬ 
io,  Texas,  to  be  in  excess  of  $100,000. 
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of  ministers. 

Next  door  to  the  Gramblings  live 
the  Porter  Caraways.  Mr.  Caraway  re¬ 
tired  after  a  total  of  36V2  years  in 
the  active  ministry,  and  since  then  has 
been  active  in  different  fields  of  ser¬ 
vice,  including  his  present  one  of  be¬ 
ing  minister  to  the  older  adult  mem¬ 
bers  of  First  Methodist  Church, 
Shreveport.  Two  of  the  Caraways’  sons 
are  ministers,  James  at  Homer  and 
Stone  at  Vivian.  There  are  11  grand¬ 
children,  of  whom  four  are  college 
students. 

The  third  home  in  Shreveport  is  oc¬ 
cupied  by  the  Rev.  E.  L.  McKay,  who 
started  his  331/2  year  active  ministry 
in  the  Little  Rock  Conference,  join¬ 
ing  this  conference  in  1944.  Mr.  Mc¬ 
Kay  is  still  active  as  a  carpenter,  pres¬ 
ently  doing  remodeling  work  at  First 
Methodist  Church,  Shreveport.  As  a 
boy  in  his  teens,  he  helped  his  father 
build  a  bam  for  a  preacher,  and  this 
started  him  on  his  two  careers.  Dur¬ 
ing  his  ministry,  he  did  a  large  part 
of  the  carpenter  work  on  two  churches 
in  Arkansas  and  three  in  Louisiana. 

The  Rev.  George  W.  Dameron  Sr. 
and  his  wife, Estelle, live  in  one  of  the 
newest  retired  ministers1  homes  in  Pine- 
ville.  Mr.  Dameron,  who  served  291/2 
years  in  his  active  ministry,  totals  45 
years  in  the  work  of  the  church.  The 
eldest  of  eight  children,  he  had  the 
responsibility  of  supporting  his  family 
while  still  in  grade  school.  It  was  many 


years  later  at  age  26,  that  he  finally 
was  able  to  go  back  to  school  and 
finish  his  education  at  Vanderbilt  Uni¬ 
versity  in  1928  at  the  age  of  37.  He 
entered  the  ministry  two  years  later. 

Mr.  Dameron  served  for  five  years 
as  executive  secretary  of  student  work 
at  Louisiana  State  University  and  for 
nine  years  as  executive  secretary  of  the 
Board  of  Education.  Mrs. Dameron  has 
been  the  only  minister’s  wife  to  serve 
as  president  of  the  conference  Woman’s 
Society  of  Christian  Service.  Their 
son,  George  Jr.,  is  a  medical  doctor  in 
St.  Petersburg,  Florida,  and  there  are 
three  grandchildren,  two  girls  and  a 
boy. 

In  Ruston,  we  visited  with  the  Rev. 
B.  Paul  Durbin  and  Mrs.  Durbin,  who 
served  36  years  before  retiring  for  rea¬ 
sons  of  ill  health.  He  attended  Centen¬ 
ary  and  Westminster  Colleges,  and 
spent  three  and  a  half  years  in  the 
Texarkana,  Texas  area.  Mr.  Durbirt 
wrote  a  book  “Everlasting  Good  Will 
and  Glory,”  an  account  of  the  early 
years  of  his  ministry,  published  by 
Greenwich  Book  Publishers,  New 
York.  In  1947,  he  was  selected  as 
preacher  of  the  year  in  the  Texarkana 
District,  Texas  Conference,  and  in 
1965,  received  a  similar  award  by  the 
DeSoto  Parish  Royal  Arch  Masons. 

Each  one  of  these  ministers  has  a 
different ,  wonderful  story  to  tell  of 
his  service  to  God  and  the  church,  but 
in  many  ways  their  stories  are  the 
same.  They  served  their  appointments 
under  very  trying  circumstances  at 
times,  and  their  dedication  is  their 
crowning  achievement.  Even  though 


Walker  Methodist  Church,  in  Baton 
Rouge  District,  was  consecrated  Octo¬ 
ber  8th.  Dr.  Bentley  Sloane,  district 
superintendent,  spoke  at  the  afternoon 
service.  The  new  building,  which  in¬ 
cludes  a  sanctuary  and  education  fa¬ 
cilities  with  all  new  furnishings,  re¬ 
places  the  old  building  destroyed  by 
Hurricane  Betsy.  The  Hurricane  Betsy 
Relief  Fund  and  volunteer  labor  helped 
to  make  rebuilding  possible. 

Ministers  attending  the  Walker  Consecration  Service:  back  row-left  to  right, 
P.  W.  Sibley,  Sr.,  Paul  W.  Carter,  Arthur  C.  Meinke  and  Monroe  Wilkes.  Front 
row.  Dr.  Bentley  Sloane  and  Dr.  Luman  Douglas. 


the  going  was  rough  at  times,  they 
look  back  in  laughter  at  the  muddy 
roads,  the  cold  nights  in  tiny  parson¬ 
ages,  the  pay  that  was  meager  to  say 
the  least,  and  was  oftentimes  collect¬ 
ed  in  produce  and  chickens,  not  cash. 


Mr.  McKay  tells  of  the  time  back 
in  the  depression  years  when  he  had 
to  use  all  his  ingenuity  to  raise  the 
funds  for  his  churches  askings,  the 
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Construction  of  gymnasium  at  Blackwater 


Dr.  Bentley  Sloane,  Baton  Rouge 
District  Superintendent,  will  be  the 
guest  speaker  at  a  Sunday  night  ser¬ 
vice  of  consecration  on  Oct.  29  to  be 
held  in  the  recently  completed  gym¬ 
nasium  of  the  Blackwater  Church.  The 
Rev.  Hugh  L.  Baker,  Jr.,  pastor,  will 
conduct  the  service  of  worship.  Im¬ 
mediately  following  the  services,  the 
members  of  the  church  and  their  guests 
will  have  a  barbecue  dinner  and  fel¬ 
lowship  hour. 

This  80x122  foot  structure  was 
erected  almost  entirely  by  the  church 
members  and  their  friends  with  a  min¬ 
imum  of  work  done  by  contract.  This 
enabled  the  church  to  construct  the 
gymnasium  at  an  approximate  cost  of 
$50,000.00.  The  estimated  value  of 
this  new  facility  is  $125,000.00. 

The  steel  for  this  prefabricated  rigid 
frame  building  was  delivered  in  No¬ 


vember,  1965.  Throughout  that  win¬ 
ter,  the  men  of  the  church  worked  on 
leveling  the  site  and  in  March,  1966 
the  slab  was  poured.  In  the  month  of 
April  workmen  raised  the  structural 
steel  in  two  Saturdays,  and  then  com¬ 
pleted  the  bracing  and  aligning  in  two 
more  Saturdays.  Then  work  was  be¬ 
gun  on  the  outside  walls  and  roof, 
the  men  working  evenings  and  Satur¬ 
days.  By  August  of  1966  the  exterior 
and  roof  were  near  completion.  The 
electrical  and  interior  work  was  be¬ 
gun  that  fall  and  the  building  will  be 
completed  by  late  October,  1967. 

It  may  be  interesting  to  note  that 
there  were  only  one  or  two  journey¬ 
men  from  each  craft  involved  in  the 
construction  who  are  members  of  the 
church.  The  bulk  of  the  work  was 
done  by  unskilled  laymen  of  the 
church.  The  young  people  of  the 


church  also  participated  in  the  con¬ 
struction.  Throughout  this  building 
project  the  women  of  the  church  pro¬ 
vided  noon  meals  on  Saturdays  and 
refreshments  on  work  nights. 

The  interior  walls  and  roof  of  the 
building  are  of  green  vinyl  insulation. 
Plywood  was  installed  on  the  gym  area 
walls  to  a  height  of  eight  feet.  The 
floor  is  a  beige  poured  plastic  with 
court  lines  of  various  colors  poured 
into  the  plastic.  The  gym  contains  one 
high  school  regulation  basketball  court, 
two  volley  ball  courts,  two  badminton 
courts,  and  one  shuffle  board.  The 
entire  floor  area  will  also  be  used  for 
skating  and  other  special  activities.  The 
14  x  30  foot  kitchen  area  contains 
two  electric  cook  tops,  a  double  oven, 
two  dishwashers,  a  stainless  steel  sink 
and  sufficient  kitchen  cabinets.  Two 


water  fountains  are  located  in  the 
kitchen  area.  There  are  two  shower 
rooms,  14  x  25  feet,  one  located  on 
each  side  of  the  kitchen.  The  upstairs 
play  area  is  18x80  feet  and  contains 
two  Brunswick  pool  tables  and  two 
ping  pong  tables. 

The  building  committee  appointed 
by  the  Official  Board  of  the  project 
was  composed  of  Harold  Ballard, 
chairman,  Harney  Edwards,  J.  L. 
Hooper,  Gerald  Sides,  Wallace  Ed¬ 
wards  and  the  Rev.  Hugh  L.  Baker, 
Jr.  Others  who  worked  with  the  com¬ 
mittee  on  the  planning  were:  Johnny 
Devall,  J.  H.  Eiland,  Paul  Stokes,  Bob¬ 
bie  Browning,  Wesley  Forman,  and  the 
late  Tony  Denham. 

The  Blackwater  Methodist  Church, 
located  on  Blackwater  Road,  has  a 
membership  of  625. 


Some  of  the  members  of  the  building  com¬ 
mittee  for  the  new  gymnasium  at  the 
Blackwater  Church. 


Scene  during  the  construction  of  the  new 
gymnasium. 


Interior  of  the  new  building  at  Black¬ 
water. 
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J.  HUGH  WATSON,  president  of  the 
First  National  Bank  of  Shreveport,  will 
lead  the  course  “The  Christian  Family 
and  Its  Money”  for  members  of  Broad¬ 
moor  Church,  Shreveport,  during  the 
Sunday  school  hour,  Oct.  29,  and  Nov. 
5,  12,  and  19.  The  class  is  sponsored 
by  the  Stewardship  Committee  of 
which  Jackson  Young  is  chairman.  The 
Rev.  Robert  Crichlow  is  pastor, 

ASBURY  CHURCH,  ALEXAN¬ 
DRIA,  is  holding  a  series  of  programs 
in  October  on  “Sex  and  the  Christian 
Faith.”  Resource  personnel  are  Dr. 
A1  W.  Beacham,  urologist,  Dr.  Morris 
Hoffpauir,  gynecologist,  and  Dr.  David 
Regan,  psychiatrist.  The  series  will  con¬ 
clude  next  Sunday,  Oct.  29.  They  Rev, 
George  W.  Ross  is  pastor. 

THE  REV.  AND  MRS.  TED  SMITH 
are  at  home  again  in  the  parsonage  at 
St.  Francisville,  since  Oct.  10,  after 
their  automobile  accident  on  June  25. 
Both  are  much  improved  and  continu¬ 
ing  to  mend  and  he  has  returned  to 
the  pulpit. 

JEFFERSON  CHURCH,  Baton 
Rouge,  held  revival  service  the  week 
of  Oct.  15  with  the  Rev.  William  B. 
Shaw  of  Guedyan  bringing  the  ser¬ 
mons.  The  Commission  on  Member¬ 
ship  and  Evangelism,  L.  E.  Peace, 
chairman,  planned  the  event.  The  Rev. 
Robert  H.  Windsor  is  pastor. 

THE  REV.  RAYMOND  M.  CRO- 
FOOT  was  the  guest  speaker  for  the 
revival  meeting  at  the  Oak  Ridge 
Methodist  Church.  The  Rev.  J.  B. 
McCann,  pastor,  reports  large  crowds 
and  much  good  accomplished  for  the 
Kingdom  of  God. 

YOUTH  AND  COUNSELORS  from 
the  Mooringsport  Church  were  guests 
of  the  Senior  MYF  in  Vivian  on  Sum 
day,  Oct.  15.  During  the  recreation 
liour  the  groups  played  volley  ball. 
After  the  evening  worship  they  en¬ 
joyed  a  fellowship  hour  in  the  home  of 
Mr.  and  Mrs.  R.  J.  McMillan. 

THE  REV.  HENRY  C.  BLOUNT,  Jr. 
pastor  of  the  Welsh  Methodist  Church, 
was  guest  speaker  in  the  Alta  Woods 
Methodist  Church  at  Jackson,  Missis¬ 
sippi.  during  the  recent  series  of  ser¬ 
vices,  “Four  Nights  for  God.”  The  Rev. 
Bill  Gober  was  the  singer.  The  Rev. 
David  McIntosh  is  the  pastor  of  Alta 
Woods. 

"CREATIVE  AND  HAPPY  LIVING 
for  the  Senior  Citizen’s  Family”  was 
the  theme  used  by  Roscoe  White  when 
he  spoke  to  the  Sunday  Evening  Fel¬ 
lowship  at  Mangum  Church.  Mr.  White 
is  the  executive  director  of  the  Caddo 
Bossier  Council  on  the  Aging,  a  new 
social  agency.  The  Rev.  Ralph  Cain 
is  pastor. 

MRS.  SALLY  PLEIMANN,  former 
missionary  to  the  Congo,  gave  a  slide- 
lecture  on  the  Congo  at  the  Sunday 
evening  service  in  Hammond  First 
Church,  Oct.  8.  The  pastor,  the  Rev. 
Alfred  M.  Brown,  was  engaged  in  a 
revival  series  at  Wesley  Chapel,  of 
which  the  Rev.  Carl  Lipe  is  pastor. 


Hopewell  Methodist  Church  held  Home¬ 
coming  Oct.  15  with  the  Rev.  T.  D. 
Lipscomb,  left,  as  guest  minister.  Pic¬ 
tured  with  him  are,  from  left:  Mrs. 
Lipscomb,  the  Rev.  and  Mrs.  C.  B. 
White,  Mrs.  Deen  and  the  Rev.  D.  R. 
Deen,  Hopewell  pastor. 


The  Rev.  August  Aamodt,  right,  is  pic¬ 
tured  with  Dr.  and  Mrs.  Earl  McKenzie 
when  he  spoke  at  Mangum  Sunday  Eve¬ 
ning  Fellowship  on  “Home  and  Church 
Working  Together."  Mr.  Aamodt  is 
dean  of  men  at  Centenary  College. 


A  NURSE  MISSIONARY  to  Malaysia 
was  guest  speaker  in  Parker  Memorial 
Church,  New  Orleans,  Sunday  evening, 
Oct.  15.  Miss  Edna  Floyd  Brown,  who 
serves  under  the  Methodist  Board  of 
Missions,  is  on  a  leave  of  absence  from 
the  hospital  in  Malaysia  and  is  taking 
special  studies  at  Tulane  Medical 
School.  The  Parker  pastor  is  the  Rev. 
Albert  S.  Hurley. 


THE  INDIAN  BAYOU  Methodist 
Church  held  a  covered-dish  Fellowship 
supper  on  Wednesday  night,  October 
1 1th,  in  preparation  for  their  Fall  Re¬ 
vival  which  was  held  during  the  week 
of  Oct.  15.  As  a  special  part  of  the 
evening’s  program,  a  Prayer  Time  was 
observed  as  each  member  in  attendance 
prepared  his  own  heart  for  the  coming 
revival.  The  Rev.  T.  R.  Bergeron,  Sr., 
pastor,  closed  the  session  with  prayer. 


Special  Program 
at  Maplewood 

“An  Evening  of  Music”  was  pre¬ 
sented  in  the  Maplewood  Methodist 
Church  October  15.  Featured  perform¬ 
er  was  Ross  Wood,  junior  high  stu¬ 
dent,  who  played  his  selections  on 
a  harpsichord  which  was  made  by  him 
and  his  father,  John  Wood.  Ross  also 
participated  in  a  trio,  playing  the  flute 
with  violinists  Mrs.  Leonard  Shelton 
and  Mrs.  William  Reid.  Vocal  soloists 
were  Nordah  Schroeder,  tenor;  John 
Griffith,  baritone;  Mrs.  Jean  Griffith, 
soprano;  and  Mrs.  Jene  Renfroe,  so¬ 
prano.  Mrs.  Shelton  is  organist  and 
Mrs.  J.  L.  Hunt  is  choir  director.  The 
Rev.  William  Reid  is  the  Maplewood 
minister. 


Ross  Wood  at  the  harpsichord  built  by 
him  and  his  father,  John  Wood  of  Maple¬ 
wood. 


Maplewood  Methodist  Choir. 


Layman's  Day 
Speakers 

HOUMA  FIRST  CHURCH  featured 
three  divisions  of  the  church  in  the  Lay¬ 
man’s  Day  programs,  Oct.  8.  Women 
had  the  early  service,  men  the  11 
o’clock  service,  and  young  people  the 
evening 'worship.  Mrs.  Guy  Higgin¬ 
botham  delivered  the  early  message 
and  WSCS  members  formed  the  choir. 
Members  of  the  Official  Board  were 
in  the  choir  when  Howard  Martin 
brought  the  message.  Mr.  Carol  Massa 
spoke  at  the  evening  service  and  youth 
provided  the  music.  Benson  Riggin  was 
chairman  of  the  committee  making  ar¬ 
rangements.  The  Rev.  Jerome  Cain, 
pastor,  stated  that  50  people  were  di¬ 
rectly  involved  in  the  programs,  and 
that  services  had  attendance  far  above 
average. 

INDIAN  BAYOU-KAPLAN  Charge 
observed  Layman’s  Day,  Oct.  8.  Guest 
speaker  for  the  morning  services  in  the 
two  churches  was  Stanley  Hardee,  son 
of  Mr.  and  Mrs.  Frank  Hardee,  all  of 
whom  are  members  of  the  Kaplan 
Church.  Mr.  Hardee  is  a  graduate  stu¬ 
dent  at  L.S.U.  in  the  field  of  business 
administration.  At  the  Kaplan  Church, 
Mrs.  Severan  Vincent,  church  school 
superintendent,  assisted  in  the  service. 
The  pastor  is  the  Rev.  T.  R.  Bergeron, 
Sr. 

VIVIAN  CHURCH:  Hale  Shadow,  as¬ 
sociate  lay  leader  of  the  Ruston  Dis¬ 
trict,  was  the  speaker  on  Layman’s 
Sunday.  L.  B.  Smith,  church  lay  lead¬ 
er,  was  in  charge  of  the  morning  ser¬ 
vice,  assisted  by  Owen  Clawson  and 
Claude  McFarland.  The  Senior  High: 
MYF  was  in  charge  of  the  evening 
service  using  the  theme  “Youth  are 
Layman  Too.”  Linda  Holbrook,  Eliza-- 
beth  Browning,  Stephanie  Gray,  Ran¬ 
dy  Little,  Claudia  Clawson,  Rick  Mc¬ 
Millan,  and  Lamar  Bryant  were  par¬ 
ticipants.  The  Rev.  Stone  Caraway  is 
pastor. 

BAYOU  CHICOT  CHURCH  ob¬ 
served  Layman’s  Day  with  Everett  Kel¬ 
ley  leading  the  service,  M.  McGhee 
leading  the  singing,  and  Mrs.  M.  Mc¬ 
Ghee  giving  the  prayer.  Mrs.  J.  H. 
Courtney  was  at  the  piano  and  Ron¬ 
nie  Causey  received  the  offering.  Kent 
Thompson  brought  the  message  en¬ 
titled  “Christ’s  Ambassadors.”  The 
Rev.  Bob  Galatas  is  the  pastor. 

DAVID  HAAS  MEMORIAL  Church 
at  Bunkie  observed  Layman’s  Day  Oc¬ 
tober  8.  Warren  L.  Constant  presided. 
V.  J.  French,  Alexandria  District  lay 
leader  from  Jena  was  the  guest  speak¬ 
er.  The  Rev.  Eskel  Tatum  is  pastor. 

RODESSA  METHODIST  CHURCH: 

Thomas  Harrell,  an  attorney  from 
Shreveport,  was  the  speaker  on  Lay¬ 
man’s  Sunday,  using  “Ambassadors 
for  Christ”  as  his  subject.  In  addition 
to  the  Harvest  Day  offering  for  the 
Methodist  Children’s  Home,  the  Wes¬ 
leyan  Bible  Class  of  Rodessa  clothes 
one  of  the  boys  in  the  Home.  The 
Rev.  Frank  M.  Stage  Jr.  is  pastor. 

NORTH  HIGHLAND  CHURCH, 
Shreveport,  will  have  evangelistic  ser¬ 
vices  the  week  of  Nov.  5  with  the  pas¬ 
tor,  the  Rev.  Don  Risinger,  bringing 
the  sermons.  David  Dent,  a  Junior  at 
Centenary  College,  will  be  song  leader. 
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LESSON  FOR  NOVEMBER  5: 


BACKGROUND  SCRIPTURE:  Hosea  I  through 
3;  8:1-3 

MEMORY  SELECTION:  I  will  betroth  you  to 
me  for  ever;  I  will  betroth  you  to  me  in 
righteousness  and  in  justice,  in  steadfast  love, 
and  in  mercy,  I  will  betroth  you  to  me  in  faith¬ 
fulness;  and  you  shall  know  the  Lord.  (Hosea 
2:19-20) 

AIM  OF  THE  LESSON:  To  show  adults  the  love 
of  God  and  his  longsuffering  patience  through 
the  story  of  Hosea  and  the  love  he  maintained 
for  his  wife  through  the  period  of  her  unfaith¬ 
fulness. 

*  *  * 

This  lesson  and  the  three  which  follow  are 
based  on  the  prophecy  of  Hosea,  a  native  of  the 
Northern  Kingdom  who  lived  just  a  short  time 
after  Amos.  Dr.  Horace  R.  Weaver  says  (Interna¬ 
tional  Lesson  Annual):  “In  this  unit  we  deal  with 
one  of  the  great  insights  of  the  eighth  century  B.C. 
that  the  nature  of  God  is  basically  that  of  love. 
Amos  had  emphasized  the  justice  of  God,  while 
his  successor,  Hosea,  emphasized  the  love  of  God. 
Hosea  did  not  omit  the  justice  of  God,  but  rather 
showed  that  there  are  two  foci  in  the  eliptical  ac¬ 
tivity  of  God  in  history.” 

Like  Amos,  Hosea  lived  in  a  time  when  the 
people  of  the  Northern  Kingdom  to  whom  he 
preached  were  strongly  attracted  to  the  gods  of  the 
Canaanites  and  followed  many  of  their  religious 
practices.  Dr.  Harrell  F.  Beck  says  (International 
Lesson  Annual):  “Like  Amos  he  was  critical  of  such 
developments  and  condemned  them  as  breaches  of 
the  covenant  relationship.  Hosea  saw  this  relation¬ 
ship  with  all  its  love  and  intimacy  as  that  of  a 
bridegroom  (God)  and  his  bride  (Israel).  He  scored 
such  disloyalty  and  heathenism  as  harlotry.” 

Throughout  the  book  of  Hosea  the  unfaithful¬ 
ness  of  the  Israelites  and  the  infidelity  of  the  wife 
Gomer  are  so  intertwined  that  you  will  find  it  dif¬ 
ficult  to  tell  always  whether  the  prophet  is  crying 
out  against  the  people,  or  sharing  with  us  the 
tragedy  of  his  own  domestic  life.  Most  scholars  feel 
that  the  outline  of  the  story  is  the  true  story  of  the 
prophet’s  life,  but  the  analogy  seems  at  times  to 
fit  almost  too  perfectly.  In  his  own  marriage,  with 
all  its  problems,  Hosea  gained  a  personal  under¬ 
standing  of  the  limitless  dimensions  of  God’s  stead¬ 
fast  and  pardoning  love  for  a  wayward  Israel. 

*  *  * 

THE  STORY  IN  BRIEF 

Some  ten  years  after  Amos  had  prophesied  as 
a  stranger  from  the  south,  Hosea,  a  native  son  of 
the  north,  took  up  the  message  where  Amos  had 
left  off.  He  was  conscious  that  his  nation  was  fall¬ 
ing  into  ruin.  He  realized  that  nothing  but  re¬ 
pentance  could  save  the  people  because  politics 
and  religion  were  rotten  to  the  core.  In  spite  of 
the  uncertainties  of  the  times,  Hosea  met,  loved  and 
married  a  young  woman  named  Gomer.  Our  lesson 
says:  “The  Lord  said  to  Hosea,  ‘Go  take  to  yourself 
a  wife  of  harlotry  and  have  children  of  harlotry, 
for  the  land  commits  great  harlotry  by  forsaking 
the  Lord.”  (1:2)  The  consensus  seems  to  be  that 
Hosea  is  here  reading  back  into  the  tragic  story 
of  his  life  a  directive  from  God.  Surely  the  story 
has  greater  meaning  for  its  own  time  and  ours 
when"  we  feci  that  the  beginning  was  one  of  true 
romance. 

There  is  every  reason  to  believe  that  the  mar¬ 
riage  started  as  millions  of  others  have — “in  the 


cloud.”  However,  Gomer  likely  did  not  understand 
or  sympathize  with  the  purposes  of  her  prophet- 
husband,  and  she  began  to  look  about  for  other 
interests  beyond  the  home. 

Dr.  Clovis  Chappell,  in  writing  of  Hosea  in 
his  book,  And  the  Prophets,  says,  “It  is  only  a 
truism  to  say  that  a  man  generally  finds  his  heaven 
or  his  hell  in  the  woman  that  he  marries.  The 
same  is  true  of  the  woman.  Hosea  did  not  find 
his  heaven.  He  found  his  hell.” 

Children  finally  came  to  the  home.  It  is  ap¬ 
parent  that  God  directed  Hosea  to  give  them  names 
that  children  should  not  have  to  carry  with  them 
through  life.  First,  there  was  a  son,  who  received 
the  name  Jezreel,  which  spoke  of  the  end  of  the 
northern  kingdom  on  a  battlefield  of  that  name. 
Then  a  daughter  came,  and  she  was  named  “Not 
Pitied,”  visualizing  God’s  message  that  a  day  could 
come  when  Israel  would  have  moved  beyond  the 
reach  of  God’s  pity.  Then,  another  son  came,  and 
his  name  was  “Not  My  People,”  suggesting  that 
awful  time  when  the  covenant  might  be  broken 
and  that  great  people  who  had  once  been  designated 
“chosen”  would  know  that  this  relationship  was 
terminated.  Some  writers  suggest  that  Hosea  gave 
these  awful  names  to  the  children  because  he  suspect¬ 
ed  that  Gomer  had  been  unfaithful  and  that  they 
were  not  his  children.  There  seems  to  be  little  rea¬ 
son  to  follow  this  interpretation. 

*  *  * 

GOMER  FORSAKES  HOSEA  AND 
THEIR  HOME 

One  day  Hosea  came  home  to  find  the  children 
alone  in  the  house.  Their  mother  had  gone.  He 
realized  that  he  must  now  be  both  father  and  mother 
to  them.  Like  the  father  of  the  prodigal  son,  this 
husband  of  the  prodigal  wife  must  have  looked 
often  in  expectation  of  her  return — but  she  did  not 
return.  The  words  of  the  second  chapter  seem  to 
be  more  the  words  of  God  for  Israel  than  those 
of  Hosea  for  Gomer,  but  they  are  so  tragically 
beautiful  that  one  finds  its  hard  to  draw  a  line  of 
demarcation.  Consider,  for  example,  these  lines: 

“Upon  her  children  also  I  will  have  no  pity, 
because  they  are  children  of  harlotry. 

For  their  mother  has  played  the  harlot; 

She  that  conceived  them  has  acted  shamefully. 
For  she  said,  ‘I  will  go  after  my  lovers. 

Who  gave  me  my  bread  and  my  water, 

My  wool  and  my  flax,  my  oil  and  my  drink!” 

(2:4-5) 

It  is  useless  to  speculate  as  to  exactly  where 
Gomer  went  during  her  period  of  absence.  Some 
writers  seem  to  feel  that  she  probably  returned 
to  a  temple  of  Baal  where  she  had  once  been  a 
religious  prostitute.  In  the  light  of  chapter  3,  it 
seems  more  probable  that  she  left  this  dull,  unin¬ 
teresting  prophet  for  some  man  who  offered  her 
more  luxury  and  more  fun.  It  appears  that  she  must 
have  been  shallow,  materialistic-minded,  pleasure- 
loving  and  brought  up  in  an  environment  of  such 
cheap  sophistication  that  she  could  have  had  little 
in  common  with  Hosea.  Dr.  B.  P.  Church  sug¬ 
gests  (Private  Lives  of  the  Prophets):  “He  was 
kind  to  her,  and  had  to  put  up  with  a  lot,  but  he 
was  so  dull,  and  so  good!  Who  could  help  being 
exasperated  with  someone  who  was  always  right.” 
Certainly  there  is  the  suggestion  here  that  a  prophet 
might  not  be  easy  to  live  with. 

*  *  * 

HOSEA  REDEEMS  GOMER  AND  BRINGS 
HER  HOME 

The  third  act  in  the  tragic  drama  comes  when 
Hosea  hears  that  Gomer  has  been  cast  off  by  her 


lover  and  that  she  is  about  to  be  sold  into  slavery. 
The  setting  here  is  at  the  very  bottom  of  the  gut¬ 
ter — there  could  be  no  more  complete  rejection  than 
this.  Yet,  Hosea  was  not  repulsed  by  her  depravity. 
What  he  did  caused  many  to  say  that  he  was  mad. 
The  Moffatt  version  of  Hosea  9:7  says:  “A  prophet 
is  a  crazy  fool,  A  man  inspired  is  a  man  insane.” 
We  read  (3:2):  “So  I  bought  her  for  fifteen  shekels 
of  silver  and  a  homer  and  a  lethech  of  barley.” 
And  he  brought  her  home  and  restored  her  to  her 
place.  Unfortunately,  we  do  not  have  the  ending 
of  the  story  recorded  in  our  Bible.  We  can  be  sure 
that  things  did  not  suddenly  become  right  over¬ 
night — just  as  the  state  of  Israel  did  not  suddenly 
become  ideal,  even  when  God  sent  his  only  be¬ 
gotten  son  into  the  world.  Often  the  story  doesn’t 
end  right.  But  even  so  the  true  nature  of  God  — 
a  God  of  love  and  forgiveness — is  revealed  first 
through  Hosea,  and  then  far  more  completely  in 
the  coming  of  Jesus. 

Dr.  Chappell  says  on  this  point:  “Gomer  may 
have  softened  under  such  unbelievable  love.  She 
may  have  become  a  good  woman.  Again,  she  may 
have  resisted  that  love  and  died  as  she  lived.  Though 
love  is  the  mightiest  something  in  the  world,  we 
can  resist  it.  We  can  resist  human  love,  even  that 
as  boundless  and  clinging  as  the  love  of  this  young 

prophet.  We  can  even  resist  the  love  of  God.” 

*  *  * 

WHAT  DID  HOSEA  LEARN  FROM  THE 
TRAGEDY  OF  HIS  LIFE? 

As  we  seek  to  discover  what  we  might  learn 
from  this  tragic  story,  let  us  first  see  what  Hosea 
discovered. 

First,  he  discovered  the  true  nature  of  sin  and 
of  goodness.  As  he  grieved  over  his  tragedy,  he 
realized  that,  as  Gomer  had  deserted  him,  so  Israel, 
the  bride  of  Jehovah,  had  deserted  her  husband. 
He  came  to  realize  that  what  was  fundamentally 
wrong  in  the  conduct  of  Gomer  was  the  same  thing 
that  was  amiss  in  Israel.  Why  did  Gomer  prove 
unfaithful?  Because  she  no  longer  cared,  because 
she  had  ceased  to  love.  Thus  Hosea  discovered  that 
sin  in  its  very  essence  is  not  an  outward  act.  It 
is  a  rottenness  of  the  inner  life. 

A  second  discovery  that  Hosea  made  was  that 
God  is  a  suffering  God.  It  is  impossible  to  over¬ 
estimate  what  an  amazing  discovery  that  was.  All 
the  people  of  Israel  had  their  gods,  but  they  had 
never  thought  of  these  gods  in  terms  of  suffering. 
In  their  way  of  thinking,  any  God  who  was  capable 
of  suffering  was  not  regarded  as  very  godlike.  Not 
until  Jesus  came  did  many  people  gain  the  insight 
that  suffering  is  an  essential  attribute  of  the  divine 
nature. 

Third,  through  this  experience  Hosea  came  to 
a  discovery  of  the  amazing  mercy  and  forgiving  love 
of  God.  As  he  brooded  over  his  own  tragedy,  he 
realized  that  Israel  had  been  unfaithful  to  her  Lord 
as  Gomer  had  been  to  him.  Yet  God  had  never 
ceased  to  love  and  to  be  eager  to  forgive.  Gomer, 
you  see,  knew  forgiveness  in  his  own  heart.  Then, 
he  concluded  that  if  he  himself  was  eager  to  for¬ 
give,  how  much  more  is  he  who  is  infinite. 

*  *  * 

NEAR  TO  THE  HEART  OF  GOD 

Dr.  Harold  Cooke  Phillips,  in  the  exposition 
of  Hosea  in  The  Interpreters  Bible,  suggests  that  it 
is  in  chapter  3  that  the  concept  of  a  new  kind 
of  love  was  born — similar  to  that  which  in  the 
New  Testament  receives  the  name  “agape.”  He  says, 
“In  discussing  vv.  1  and  2  we  shall  be  considering 
not  only  the  heart  of  this  chapter  but  the  heart 
of  Hosea’s  message,  which  is  God’s  love  toward 
those  who  are  not  worthy  of  it.  Gripped  by  this 
truth,  the  prophet  brought  back  to  his  home  his 
wayward  wife.  She  was  not  worthy  of  his  love,  but 
no  more  was  Israel  worthy  of  God’s  love.” 

Israel  went  after  other  gods,  as  did  Gomer  after 
other  men.  Here  then  is  an  opportunity  to  consider 
the  nature  of  divine  love.  Of  all  the  qualities  we 
attribute  to  God — omniscience,  omnipresence,  omni¬ 
potence — none  is  so  basic  and  meaningful  as  love. 
“God  is  love.”  There  is  a  great  difference,  how¬ 
ever,  between  divine  love  and  human  love.  Hosea 
discovered  it;  Christ  revealed  it;  the  church  must 
preach  it. 
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Dr.  Eugene  Carson  Blake,  general  secretary  of  the 
World  Council  of  Churches,  said  recently  in  New 
York  that  “it  will  take  a  miracle”  for  the  plan  of 
union  to  be  proposed  for  10  Protestant  churches  in 
the  Consultation  on  Church  Union  to  receive^  ap¬ 
proval.  “But  I’ve  seen  ecumenical  miracles,”  he 
added. 

Dr.  Blake  suggested  that  even  greater  contro¬ 
versy  over  COCU  than  any  previously  experi¬ 
enced  could  be  produced  by  the  release  of  the 
plan,  now  being  written  by  a  special  committee. 

Minnesotans  believe  that  churches  are  doing  more 
than  other  institutions  to  improve  race  relations,  ac¬ 
cording  to  a  poll  taken  by  the  Minneapolis  Tribune. 
Seventy-five  per  cent  of  those  interviewed  said  the 
churches  “are  making  a  valuable  contribution  to  bet¬ 
ter  understanding  between  the  races.” 

Other  institutions  credited  for  constructive  work 
in  this  field  were:  the  Legislature — 39  per  cent; 
civil  rights  groups — 44  per  cent;  the  governor 
— 48  per  cent;  local  governments — 54  per  cent; 
and  the  courts — 48  per  cent.  The  poll  found 
a  hardening  of  public  opinion  against  civil 
rights  demonstrations  and  against  Negroes. 

Chester  Bowles,  U.S.  ambassador  to  Indian,  has 
sharply  criticized  attacks  on  foreign  relief  efforts 
and  missionaries.  His  remarks  were  triggered  by 
the  claim  of  Chandra  Sekhar  Singh,  minister  of  ir¬ 
rigation  in  Bihar  state,  that  agents  of  the  U.  S. 
Central  Intelligence  Agency  had  infiltrated  certain 
industrial  regions  camouflaged  as  missionaries. 

Mr.  Bowles  described  such  attacks  as  “inven¬ 
tions”  inspired  as  part  of  a  systematic  effort  to 
destroy  the  cooperation  between  India  and  the 
United  States. 

An  executive  of  the  National  Council  of  Churches 
has  affirmed  that  solutions  to  the  problems  related 
to  alcohol  and  alcoholism  in  America  “will  tend  to 
be  wet”  rather  than  “dry”  ones.  The  statement  by 
Dr.  John  L.  Regier,  NCC  associate  general  secre¬ 
tary  for  Christian  Life  and  Mission,  was  supported 
by  Dr.  Ruth  Fox,  merical  director  of  the  National 
Council  of  Alcoholism  of  New  York  City. 

Dr.  Fox  said:  “Americans  have  the  most  mixed 
up  attitudes  on  alcohol  of  any  people.  We 
must  get  together  and  decide  on  a  sensible  at¬ 
titude  toward  drinking,  and  we  can’t  go  back 
to  prohibition.” 

Friday,  September  29,  opening  day  of  a  national- 
level  dialogue  of  Lutheran  and  Catholic  theologians 
in  St.  Louis,  proved  to  be  truly  that  as  the  Catholics 
served  steak  and  the  Lutherans  offered  seafood.  At 
a  luncheon  meeting,  the  Committee  on  Ecumenical 
and  Interreligious  Affairs  of  the  National  Confer¬ 
ence  of  Catholic  Bishops  served  the  theologians  an 
entree  of  beef  tenderloin.  The  Lutheran  Church- 
Missouri  Synod,  host  for  the  evening  meal,  offered 
unshelled  African  lobster  tail  in  drawn  butter. 

Radical  new  theologies  that  are  the  focus  of 
controversies  in  the  church  today  will  in  the 
long  run  probably  be  no  more  of  a  threat  to 
Christianity  than  was  the  Darwinian  theory  of 
evolution,  the  Archbishop  of  Canterbury  said 
as  he  spoke  to  the  students  and  faculty  of  the 
Episcopal  Theological  Seminary  in  Cambridge, 
Mass. 


Study  of  the  meaning  of  “renewal”  will  be  a 
major  emphasis  in  the  16th  session  of  the 
Graduate  School  of  Ecumenical  Studies  at  the 
Chateau  de  Bossey,  which  is  sponsored  by  the 
World  Council  of  Churches.  The  session  will 
run  until  Feb.  11.  Fifty-seven  students  from 
26  countries  are  enrolled,  four  of  them  being 
Roman  Catholics. 

An  agency  representing  eight  major  Baptist  groups 
in  North  America  has  instructed  its  staff  to  study 
problems  of  low  income  housing.  The  studies, 
ordered  by  the  Baptist  Joint  Committee  on  Public 
Affairs,  will  cover  the  need  for  low-cost  housing, 
the  scope  of  government  and  church-supported  pro¬ 
grams,  and  church-state  problems  that  may  be  in¬ 
volved. 


A  16th  Century  woodcut  showing  Luther  and  John 
Hus  serving  Holy  Communion  in  both  kinds  to  the 
electoral  family  of  Saxony.  One  of  Luther’s  princi¬ 
ples  was  that  the  bread  and  the  wine  ought  to  be 
served  to  all  communicants  in  defiance  of  the  tradi¬ 
tion  of  only  priests  taking  the  cup.  John  Hus,  a 
century  before  Luther,  advocated  the  same  practice 
in  Bohemia,  and  this  provided  one  of  the  reasons  for 
Hus’  condemnation  and  execution.  (RNS  Photo) 


Anglican  Bishop  George  B.  Snell  of  Toronto 
has  asked  for  and  received  the  resignation  of 
Canon  G.  Moore  W.  Smith  of  St.  Matthias 
Church  in  that  city  after  the  priest  and  his  wife 
were  found  “negligent”  by  a  coroner’s  jury  fol¬ 
lowing  the  death  of  18-year-old  Katherin  Globe 
during  a  “healing  service”  in  their  home.  The 
group  has  been  charged  with  practicing  exor¬ 
cism  of  evil  spirits  in  their  meetings. 

Au  influential  Catholic  weekly  has  joined  with  other 
news  media  in  protesting  the  “news  blackout”  at 
the  Synod  of  Bishops  now  meeting  at  the  Vatican.  It 
said  editorially  that  theology  deeply  concerns  the 
lives  of  millions  and  must  not  be  conducted  like 
secret  diplomacy.  The  newspapers  of  Rome  have 
shown  their  contempt  for  the  blackout  by  simply 
ignoring  the  fact  that  the  synod  is  in  session. 


Dr.  Glenn  L.  Archer  has  branded  the  New 
York  Constitutional  Convention’s  decision  to 
refer  the  new  constitution  to  the  people  in  a 
single  package  “the  final  unfolding  of  a  clerical 
plot  to  disrupt  separation  of  church  and  state.” 
The  executive  director  of  Protestants  and  Other 
Americans  United  for  Separation  of  Church  and 
State  (POAU)  held  that  not  permitting  the 
people  the  opportunity  to  vote  on  repeal  of  the 
so-called  Blaine  amendment  as  a  separate  item 
“can  be  understood  only  in  terms  of  clerical 
pressures  exerted  by  the  Roman  Catholic  Iead- 
,  ership.” 

The  Niagara  (Ontario)  Presbytery  has  protested  the 
recent  decision  of  the  Board  of  Evangelism  and  So¬ 
cial  Service  of  the  United  Church  of  Canada  to 
donate  $  1 ,000  to  help  Americans  who  enter  Canada 
to  evade  the  U.S.  military  draft.  A  presbytery  state¬ 
ment  said  church  funds,  now  in  short  supply  “can 
be  used  for  other,  more  urgent  purposes.”  The 
vote  was  75-5. 

Several  hundred  of  the  3,000  students  at  sub¬ 
urban  Southfield  High  School  near  Detroit 
staged  a  brief  walkout,  partially  in  protest  over 
a  holiday  given  Jewish  students  for  Rosh 
Hashanah,  the  Jewish  New  Year. 

The  New  York  State  Council  of  Churches  has 
recommended  to  its  28  member  denominations  rep-- 
resenting  more  than  1,500,000  communicants  that 
the  proposed  state  constitution  be  rejected  in  No¬ 
vember.  The  primary  reason  cited  for  the  opposi¬ 
tion  was  “failure  of  the  Convention  to  include  either 
the  text  or  the  substance  of  the  ‘Blaine  Amendment’ 
in  the  new  charter.” 

The  trustees  of  Florida  Baptist  College,  an 
institution  in  the  planning  stages  at  Palm  Beach 
Gardens,  has  voted  to  recommend  to  the  Florida 
Baptist  Convention  that  the  college  be  dissolved 
if  Evangelist  Billy  Graham  selects  the  site  for 
his  suggested  Bible-oriented  university. 

The  executive  director  of  the  American  Association 
of  Theological  Schools  in  the  U.S.  and  Canada  has 
predicted  that  North  America’s  multitude  of  the¬ 
ological  schools  will  integrate  into  multi-school  clus¬ 
ters  within  the  next  20  years.  Dr.  Jesse  H.  Ziegler 
of  Dayton,  Ohio,  addressing  the  centennial  convoca¬ 
tion  of  the  Presbyterian  College  at  Montreal,  Cana¬ 
da,  predicted  that  the  145  relatively  separated  in¬ 
stitutions  will  group  themselves  into  approximately 
25  centers. 

A  Seventh  Day  Adventist  official  said  in  Glen¬ 
dale,  Calif,  that  his  church  will  not  “give  sanc¬ 
tuary”  in  its  house  of  worship  for  those  refus¬ 
ing  to  fight  in  the  Vietnam  war.  “Seventh  Day 
Adventists  object  to  the  bearing  of  arms,”  said 
Harry  Garlick,  director  of  the  Church’s  Na¬ 
tional  Service  Organization  in  5  western  states, 
“but  this  does  not  preclude  their  duty  to  service 
in  the  military  when  their  country  asks.”  The 
statement  came  in  response  to  the  Rev.  Wil¬ 
liam  Sloan  Coffin,  chaplain  at  Yale  University, 
who  asserted  recently  that  clergymen  have  an 
obligation  to  offer  their  houses  of  worship  as 
“sanctuary”  for  young  conscientious  objectors. 

Religious  leaders  in  Toledo,  O.  are  seeking  alter¬ 
native  ways  to  aid  in  the  campaign  for  Negro 
equality  after  the  voters  of  that  city  decisively  turned 
back  a  six-month-old  “open  occupancy”  ordinance. 
Virtually  all  the  churchmen  of  the  city  had  joined 
in  an  unprecedented  show  of  unity  in  their  attempt 
to  save  the  law  which  the  voters  erased  from  the 
books  by  a  2  Vi  to  1  majority. 

Approximately  50  “handicapped”  children  have 
been  sent  to  adoptive  homes  outside  Canada 
during  the  last  two  years  because  suitable 
Roman  Catholic  homes  could  not  be  found  for 
them,  according  to  Ward  Markle,  director  of 
the  Catholic  Children’s  Aid  Society  of  Metro¬ 
politan  Toronto.  In  his  vocabulary  “handi¬ 
capped”  means  Negro  or  racially  mixed  as  well 
as  physically  and  mentally  retarded  children. 
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Thirteen  members  of  the  Spanish  Congregation 
who  joined  First  Methodist  Church,  New  Or¬ 
leans,  on  Sunday,  October  8.  Their  pastor, 
the  Rev.  Robert  C.  Eaker,  of  the  Inner-City 
Parish,  is  at  the  end  on  the  left.  The  Rev. 
Clyde  S.  Clark  is  pastor  of  First  Methodist 
Church. 


Members  of  the  newly  formed  Sunday  School 
Class  for  the  Spanish  Congregation  which  is 
led  by  Mrs.  Robert  Eaker,  who  is  on  the  last 
row  to  the  left.  The  Sunday  sessions  for  child¬ 
ren  and  youth  are  conducted  during  the  church 
service  in  the  Education  Building  of  First 
Methodist  Church,  New  Orleans. 


A  Report  from 
New  Orleans 
Inner  City  Parish 


by  the  Rev.  Larry  D.  Robertson, 
pastor  of  Second  Methodist  Church, 
New  Orleans 

This  year  Second  Methodist  Church 
observes  its  127th  year  of  service  to 
“downtown”  New  Orleans.  It  is  lo¬ 
cated  only  five  blocks  from  the  Missis¬ 
sippi  River  at  2527  Burgundy  Street 
near  Franklin  Ave.  This  church  has  a 
wonderful  heritage  since  1840.  The 
faithfulness  and  loyalty  of  the  people 
of  this  church  is  an  inspiration  to 
others.  During  the  1940’s  and  1950’s 
this  was  a  strong  church  of  over  500 
members. 

In  many  ways  it  is  a  typical  inner 
city  church.  Because  as  the  postwar 
boom  brought  new  housing  develop¬ 
ments  on  the  outskirts  of  New  Or¬ 
leans  the  older  neighborhoods  such  as 
around  Second  church  were  left  by 
the  younger  people  who  moved  out 
to  the  suburbs.  This  once  “middle 
class”  neighborhood  saw  the  influx  of 
people  seeking  low  rent  housing.  To¬ 
day  the  members  of  Second  church  are 
mostly  of  the  older  generation.  Some 
of  the  loyal  folks  drive  many  miles  to 
attend  Second  church,  but  most  of 
the  older  people  live  fairly  close  to  the 
church. 

The  normal  church  program  has  di¬ 
minished  to  a  tiny  fraction  of  its  past 
activity.  The  Sunday  School  for  chil¬ 
dren  has  declined  from  about  200  just 
less  than  a  decade  ago  to  the  point 
that  the  Sunday  School  for  children 
probably  would  have  died  except 
for  the  loyal  work  of  teaching  by  Mrs. 
Harold  Dieck.  Her  children  are  grown 
and  off  to  college,  marriage,  etc.  but 
she  continues  to  teach  even  though  she 
lives  many  miles  from  the  church. 
Some  of  the  children  are  taken  to  St. 
Mark’s  church  because  of  the  lack 
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Chicken,  blackberries 

Kingdom  Extension  Funds,  as  they 
were  called  then,  when  he  was  in  Ar¬ 
kansas.  He  built  a  wire  chicken  coop 
on  the  side  of  his  Model  T  Ford,  and 
announced  to  the  members  of  the  sev¬ 
eral  small  country  churches  on  his 
charge,  that  he  needed  two  hens  from 
each  of  them.  He  also  asked  the  ladies 
of  the  congregations  to  gather  black¬ 
berries  to  put  up  in  jars  for  a  church 
sale  at  25c  a  quart. 

He  recalls  that  he  was  one  of  the 
few  preachers  at  the  time  to  pay  the 
askings,  even  though  he  had  to  run 
down  the  chickens  himself  in  barn¬ 
yards  over  the  country.  Mr.  McKay 
says  that  he  heard  of  only  one  other 
preacher  in  the  Little  Rock  Confer¬ 
ence  who  collected  the  sum  asked  for, 
and  who  used  the  same  fund  raising 
method.  It  was  a  young  minister  and 
his  wife  up  in  Stone  County  .  .  . 
named  Aubrey  G.  Walton. 

Some  folks  say  you  can’t  raise  chil¬ 
dren  on  turnip  greens  and  com  bread, 
but  these  ministers  and  their  wives 
take  a  solemn  oath  that  you  can!  We 
understand  that  at  one  quarterly  con¬ 


of  a  class  for  their  age.  The  loyalty 
of  people  like  Mrs.  Dieck  helps  inner 
city  churches  to  survive. 

The  adult  ladies’  class  is  taught  by 
Miss  Emma  Oser  who  serves  also  as 
president  of  the  WSCS.  She  and  these 
other  ladies  give  of  themselves  in  ac¬ 
tive  support  of  the  church.  They  have 
very  fine  studies  and  programs  some¬ 
times  in  co-operation  with  other  inner 
city  church  Societies. 

There  are  more  “shut-ins”  (about  a 
dozen)  in  Second  church  than  there 
are  active  wage  earners.  And  for  the 
past  27  years  the  Communion  Steward 
Mr.  Nick  Incrivaglia  has  helped  take 
the  ministers  to  visit  these  “Golden  Ag- 
ers”  who  must  receive  Communion  at 
home.  The  loyalty  and  dedication  of 
“Mr.  Nick”  is  well  known  throughout 
New  Orleans. 

The  Official  Board,  whose  very  cap¬ 
able  chairman  is  Mr.  Harold  Helmke, 


ference  in  those  early  1930s,  a  lay¬ 
man  got  up  to  say  that  he  wanted  his 
preacher  investigated.  He  said  they  had 
him  examined  by  a  doctor  and  found 
his  blood  to  be  98  percent  pot  licker! 
In  fact,  it  was  reported,  they  had  to  tie 
strings  soaked  in  kerosene  around  his 
ankles  to  keep  the  cutworms  away. 

Even  in  times  of  misfortune,  these 
servants  of  the  Lord  managed  to  smile 
and  carry  on.  Mrs.  J.  R.  Strozier,  a 
minister’s  widow,  whose  husband 
served  3616  years,  tells  of  the  time 
of  the  bank  failure  in  those  early  years 
that  wiped  out  the  meager  savings 
they  had  so  carefully  added  to  year  by 
year.  As  a  consequence,  they  were  not 
able  to  buy  new  license  plates  for  their 
car  (they  cost  $15.00  then)  so  Mr. 
Strozier  walked  his  rounds,  even 
though  he  was  serving  several  small 
churches  at  the  time. 

Mrs.  D.  F.  Anders  tells  of  the  de¬ 
votion  of  her  husband,  who  passed 
away  in  1965,  and  who  spent  35  con¬ 
secutive  summers  at  young  people’s 
camps  out  of  a  total  ministry  of  3916 
years. 

The  ministers  and  their  wives  all 
smiled  when  they  spoke  of  the  income 
they  received  during  their  ministry. 
One  remembered  that  in  a  particularly 


is  aware  of  the  complexities  of  the 
sociological  changes  which  have  af¬ 
fected  Second  Church.  The  Official 
Board,  seeing  the  need  for  service  pro¬ 
grams  for  the  community  needs  around 
Second  church,  has  been  most  cooper¬ 
ative  in  the  development  of  the  inner 
city  program.  They  supported  the 
MYF  in  its  teen  canteen  for  the  neigh¬ 
borhood.  They  supported  the  use  of 
the  church  facilities  for  the  various 
service  programs  such  as  the  tutoring, 
cultural  enrichment,  etc. 

This  fall  a  wonderful  new  program 
has  started  with  the  help  of  volunteers 
from  other  churches.  Since  many  fam¬ 
ilies  in  the  neighborhood  have  large 
families  of  children  but  can  rarely  af¬ 
ford  baby  sitters  or  nursery  care,  a 
pre-school  nursery  was  opened  at  Sec¬ 
ond  church  free  to  all.  It  is  open  3 
hours  from  9:30  a.m.  to  12:30  noon 
on  Tuesdays.  The  response  from  the 


bad  year,  when  hardly  anyone  raised 
a  crop,  his  total  annual  income  for  a 
family  of  three,  with  another  on  the 
way,  was  $198.00.  And  only  $100.00 
was  in  money;  the  remainder  was  in 
...  “chickens,  blackberries,  and  tur¬ 
nip  greens.” 

One  recalled  he  started  in  the  min¬ 
istry  at  $16.00  a  month;  another  at 
$1,400.00  a  year,  and  one  retired, 
never  having  topped  $4,400.00  a  year. 

Obviously,  these  men  and  their 
courageous  wives  reached  for  a  higher 
goal  than  financial  gain.  Obviously 
again,  such  dedication  and  devotion 
deserves  recognition.  And  through  the 
means  of  Retired  Ministers’  month,  we 
can  give  them  that  recognition,  and 
show  our  love  and  gratitude  for  their 
selfless  service,  by  giving  generously  to 
help  build  another  home  this  confer¬ 
ence  year  for  a  minister  and  his  wife 
who  will  reach  retirement  age. 

There  are  many  ways  to  give  to  this 
cause.  Interest  shares  in  the  Retired 
Ministers’  Home  Board,  Inc.  cost  just 
$10.00  each.  You  and  I  may  buy 
shares  individually  to  give  personally 
or  as  a  memorial. 

You  and  I  can  also  get  our  churches 
to  include  a  liberal  amount  in  their 
budgets.  We  can  make  a  liberal  corn- 


neighborhood  mothers  has  been  very 
encouraging.  About  a  dozen  children 
from  “diaper-age”  to  five  years  are 
now  coming.  If  enough  lady  volun¬ 
teers  are  available  the  program  may 
soon  be  expanded  to  two-days  a  week 
or  even  more. 

The  director  of  this  program  is  Mrs. 
John  Coker,  wife  of  the  pastor  of 
the  Metairie  Methodist  church.  Other 
workers  are  Mrs.  S.  Moschella  and  Mrs. 
Jim  Mclntvre  from  the  Metairie  church 
and  Mrs.  Larry  Robertson.  Neighbor¬ 
hood  mothers  have  offered  to  help 
brine  the  refreshments  and  take  turns 
working. 

Second  Methodist  church  is  seek¬ 
ing  to  be  a  real  Servant  of  Christ  to 
the  needs  of  its  community.  May  the 
Lord  lead  us  in  new  directions  to  be 
relevant  to  the  world  in  this  age  of 
crisis. 

t 


munion  offering  in  November.  And  we 
can  get  our  church  school  classes,  and 
other  groups  in  our  churches  to  buy 
shares.  Any  and  all  of  these  ways  will 
help  us  attain  the  goal  of  building  a 
new  home  a  year  for  our  retired  min¬ 
isters. 

Let  us  remember  our  retired  minis¬ 
ters  for  the  service  they  remembered 
to  give  so  many  years,  so  unselfishly. 

Send  all  money  to:  Retired  Minis¬ 
ters’  Home  Board,  Inc.,  9300  Mans¬ 
field  Road,  Shreveport,  Louisiana 
71108. 

t 
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Communications  Seminar 

tively  the  new  channels  of  communi¬ 
cations. 

Participation  is  by  invitation.  Rep¬ 
resenting  the  Louisiana  Conference 
and  the  Area  Council,  will  be  Cecil 
E.  Bland,  Associate  Director, 
t 


The  world  embarrasses  me,  and  I 
cannot  think  that  this  watch  exists  and 
has  no  Watchmaker — Voltaire 
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Pictured  at  Open  House  in  the  Winnsboro  parsonage  are,  from  left:  James  Nu¬ 
gent,  chairman  of  parsonage  committee,  the  Rev.  D.  T.  Williams,  Doug  Williams, 
Jr.,  Mrs.  Williams,  and  Mrs.  J.  B.  Etheridge,  wife  of  the  vice-chairman  of  the 
Official  Board. 


The  Winnsboro  parsonage  was  purchased  by  the  church  in  May  for  $32,000,  and 
was  occupied  by  the  Rev.  D.  T.  Williams  and  family  in  June. 


News  in  brief 

THE  RODESSA  WOMAN’S  SO¬ 
CIETY  of  Christian  Service  is  cur¬ 
rently  having  a  study  on  Japan  led  by 
Mrs.  J.  M.  Moore.  Mrs.  Raymon1 
Nichols  is  the  local  president. 

AN  OPEN  BOARD  MEETING  of 
Church  Women  United  of  New  Orleans 
was  held  Oct.  27  at  First  Evangelical 
United  Church  of  Christ.  A  panel  re¬ 
ported  on  the  Ecumenical  Assembly 
held  in  July  at  Purdue  University. 

THE  ECUMENICAL  MOVEMENT 
is  the  subject  being  studied  by  mem¬ 
bers  of  the  Broadmoor  Woman’s  So¬ 
ciety  in  Baton  Rouge.  Leaders  sched¬ 
uled  are  Mrs.  J.  B.  Kelley,  Oct.  10; 
the  Rev.  Delton  Pickering,  Wesley 
Foundation  director  at  LSU,  Oct.  17; 
panel  discussion  on  Oct.  24:  Father 
Michael  Cody,  chaplain  of  Catholic 
Student  Center;  the  Rev.  Verl  Under¬ 
wood,  pastor  of  First  Christian  Church; 
the  Rev.  William  O’Neal,  pastor  of 
Broadmoor  Presbyterian  Church;  mod¬ 
erated  by  the  Rev.  Barry  Bailey, 
Broadmoor  Methodist  pastor. 

On  October  31  the  Rev.  M.  C.  Cady, 
associate  pastor  of  First  Methodist  in 
Baton  Rouge,  and  former  missionary 
to  Brazil,  will  discuss  the  ecumenical 
movement  on  the  mission  field.  Mrs. 
Richard  Herrin  is  directing  the  pro¬ 
gram. 


THE  SUMMER  GROVE  Woman’s 
Society  conducted  the  study  of  Japan 
on  October  3,  4,  and  5,  with  Mrs. 
W.  C.  McDaniel  as  leader. 

MRS.  JAMES  T.  HARRIS  Is  leading 
the  study  of  Japan  in  the  Carrollton 
Church,  New  Orleans.  Sessions  sched¬ 
uled  for  the  two  groups  are,  WSCS: 
Oct.  17,  21,  and  31;  WSG:  Oct.  10, 
17,  24,  and  Nov.  1. 

The  national  Methodist  Commission 
on  Worship  is  planning  a  consultation 
with  seminary  professor  of  worship  at 
Garrett  Theological  Seminary  in 
Evanston,  Ill.,  October  30-November 
1. 

Drafting  of  a  "‘document  of  agree¬ 
ment”  has  been  termed  a  significant 
step  in  the  long  and  painful  process 
of  reconciliation  between  churches  in 
Japan  and  Korea. 

A  number  of  indications  of  progress 
toward  a  united  Christian  witness  in 
colleges  and  universities  in  Africa,  Asia 
and  Latin  America  has  been  reported 
by  Miss  Ruth  M.  Harris,  secretary 
for  the  University  World  of  the  Meth¬ 
odist  Board  of  Missions’  World  Divi¬ 
sion.  Included  are  a  fellowship  of  500 
Christian  professors  in  Japan,  selec¬ 
tion  of  a  chaplain  for  the  University  of 
Liberia  and  a  two-month,  in-depth 
study  experience  for  Christian  campus 
ministers  in  Asia. 


World  Community 

TO  BE  MARKED  BY  MILLIONS 
OF  AMERICAN  CHURCH  WOMEN 

Food  and  clothing — and  the  world¬ 
wide  lack  of  enough  of  either  for  two- 
thirds  of  the  world’s  people — are  a 
continuing  concern  of  church  women 
everywhere.  This  fundamental  problem 
will  be  projected  on  a  global  scale 
during  the  nationwide  1967  observance 
by  Church  Women  United  of  their  an¬ 
nual  World  Community  Day  on  Fri¬ 
day,  November  3. 

In  churches  across  the  nation,  thou¬ 
sands  of  church  women  will  observe 
the  Day  with  sacrificial  fellowship 
meals — in  complete  silence  they  will 
eat  only  one  bowl  of  soup,  some  un¬ 
buttered  bread  and  a  bit  of  fruit.  And 
on  tables  in  their  churches  will  be  piled 
the  bundles  of  baby  layettes  and  chil¬ 
dren’s  clothing  which  they  have  com¬ 
pleted  over  the  past  year  for  the  world’s 
needy  youngsters,  which  will  be  dis¬ 
tributed  where  the  need  is  greatest  by 
Church  World  Service,  global  relief 
arm  of  the  National  Council  of  Church¬ 
es. 

In  preparation  for  this  observance, 
Church  Women  United  also  have  been 
studying  the  many  crises  facing  the 
world  —  uninhibited  birth-rates,  po¬ 
litical  and  economic  upheavals  with 
resulting  refugee  problems,  and  the 
growing  social  unrest  in  this  country 
and  around  the  world  as  tensions  be¬ 
tween  the  haves  and  the  have-nots 
threaten  to  explode. 

Special  programs  scheduled  by  most 
of  the  2,400  local  and  state  Councils 
of  Church  Women  United  in  the  U.S. 
will  bring  experts  in  sociological,  eco¬ 
nomic,  political  and  theological  fields 
to  speak  to  groups  of  church  women 
as  they  attempt  to  uncover,  understand 
and  find  ways  to  help  remove  the  root 
causes  of  these  crisis  situations. 

Church  Women  United  see  their 
primary  task,  as  well  as  that  of  all 
women,  to  work  without  ceasing  for 
a  society  in  which  no  one  will  be 
hungry  and  all  learn  to  use  their  tal¬ 
ents  for  the  common  good.  In  order 
to  do  this  they  must  themselves  be 
the  prime  movers  toward  a  concern 
for  world  affairs  in  their  own  churches. 

Some  groups  may  choose  to  study 
United  States  foreign  aid  legislation. 
In  some  communities  special  “peace 
alert  teams”  will  be  set  up  to  carry 
out  Church  Women  United  programs 
of  education  and  action. 


Day,  November  3 

The  church  women  will  also  work 
on  urgent  local  civic  problems  as  part 
of  their  contribution  to  the  goals  of 
World  Community  Day. 

The  women’s  financial  gifts  donated 
on  this  Day  will  go  toward  extending 
the  -  Intercontinental  Missions  of 
Church  Women  United  across  the 
world.  The  emphasis  last  year  was  on 
creating  closer  ties  between  women  in 
Africa  and  the  United  States.  This 
year,  the  mission  is  to  Latin  America. 
In  “Christian  Causeways  —  Direction 
Latin  America,”  a  group  of  Church 
Women  United  leaders  will  visit  many 
countries  south  of  the  border,  and  will 
later  bring  a  group  from  Latin  Amer¬ 
ica  to  this  country.  In  these  ways  each 
becomes  involved  in  the  others  prob¬ 
lems  and  concerns  across  race,  lan¬ 
guage,  economic  and  other  lines. 

One  other  project  will  be  the  as¬ 
signment  of  a  staff  person  to  the 
Christian  Institute  of  South  Africa, 
who  will  lead  a  special  training  course 
for  the  wives  of  ministers  of  African 
Independent  Churches,  enabling  them 
better  to  assist  their  husbands  in  their 
local  community  work. 

t 


STUDY  AT  ST.  JAMES 

The  St.  James  Woman’s  Society  of 
Christian  Service  of  Marrero  has  com¬ 
pleted  a  four-session  course.  The  title 
of  study  was  “The  Response  of  the 
Church  in  Changing  Japan.” 

Programs  were  led  by  Mrs.  John 
Markerson.  Mrs.  Richard  Willis  and 
Mrs.  Joe  King,  president. 

The  offering  will  be  used  to  purchase 
the  last  volume  of  “The  Interpreter’s 
Bible”  for  the  church  library.  The  so¬ 
ciety  is  also  sending  a  contribution  to 
help  with  salaries  of  ministers  of  a 
Latin  American  Country.  Rev.  Harold 
Bordages  is  the  pastor. 

t 

Five  Methodist  churches  in  Dallas,. 
Texas,  representing  the  Rio  Grande 
Conference,  the  West  Texas  Confer¬ 
ence,  the  West  Texas  Conference  of 
the  Central  Jurisdiction,  and  the  North 
Texas  Conference  of  the  South  Cen¬ 
tral  Jurisdiction,  are  pooling  their  ef¬ 
forts  in  the  North  Dallas  Metropolitan 
Ministry. 


f 


Fall  fellowship  dinners  are  being  served  in  First  Church,  New  Orleans,  on  Sun¬ 
day  noon  following  the  church  service.  These  three  dinners  are  through  the 
courtesy  of  the  Wesleyan  Service  Guild  of  which  Miss  Isabell  Nelson  is  presi¬ 
dent. 
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•  On  a  Wide  Circuit 

Sense  of 
dedication? 

by  W.  W.  Reid 

The  principal  of  the  normal  school 
in  which  I  received  part  of  my  early 
schooling,  was  a  kindly  gentleman  of 
high  principles  and  Christian  motiva¬ 
tion.  The  story  had  it  that  he  was 
educated  for  the  ministry  but  some¬ 
how  got  shunted  off  into  school  admin¬ 
istration,  plus  the  teaching  of  philos¬ 
ophy.  One  of  his  favorite  stresses  in 
chapel  talks  was  on  the  dedication  of 
the  teacher  to  the  development  of  not 
only  knowledge  but  of  character  in  the 
pupil  —  a  development  and  commit¬ 
ment  that  ultimately  affected  all  of 
society.  It  was  not  couched  in  theolo¬ 
gical  language — but  it  was  touching  an 
area  in  which  all  our  churches  and 
synagogues  are — or  should  be — con¬ 
cerned. 

I  well  remember  one  day  coming 
out  of  the  chapel  after  such  a  talk,  the 
young  man  who  was  reputedly  the 
“most  brilliant”  in  the  school  turned  to 

me  with  the  remark,  “Dr.  Mac - is 

a  dear  old  soul,  but  doesn’t  he  have 
the  craziest  idea  of  why  we  are  going 
into  teaching?”  Even  when  my  “infor¬ 
mant”  came  into  high  place  in  Ameri¬ 
ca’s  largest  school  system,  I  could 
never  quite  forget  that  remark — and 
was  it  only  fancy  that  I  could  see  re¬ 
sults  of  it  in  his  conduct  of  high  office? 

Another  acquaintance  of  those  days 
had  quite  a  financial  struggle  to  wend 
his  way  through  college  and  law 
school.  But  he  stuck  at  the  task.  On 
the  day  that  he  received  his  coveted 
LL.B.,  a  gentleman  in  our  town  who 
was  known  as  a  bit-to-the-Ieft  social 
political  thinker  said:  “Now  that  you 
have  reached  your  educational  goal, 
what  are  you  going  to  do  for  the  so¬ 
ciety  and  community  that  gave  you 
your  education?”  .  .  .  Relating  the 
matter  to  me,  my  friend  laughed  up¬ 
roariously  at  the  idea  that  he  owed 
society  anything  —  hadn’t  he  worked 
hard  to  obtain  the  knowledge  and  the 
skill  (the  legal  know-how)  that  was 
his;  and  wasn’t  he,  rather  than  the 
community,  entitled  to  all  the  emolu¬ 
ments  that  might  follow  his  acquisition 
of  recognition  to  appear  before  the 
bar?  .  .  .  And  I  think  I  am  not  unfair 
in  saying  that  his  subsequent  “eleva¬ 
tion”  and  “service”  in  a  high  judicial 
post  did  not  indicate  any  great  change 
from  his  earlier  commitment  to  his 
own  interests  ... 

These  two  observations  came  fresh 
to  my  mind  recently  as  I  “lived 
through”  the  teachers’  “strike”  in  New 
York  City,  and  read  something  of 
those  in  Detroit  and  elsewhere.  Have 
we  in  America  lost  the  “old  idea”  of 
dedication? — the  teacher  to  his  pupils, 
the  policeman  to  the  welfare  of  the 
families  on  his  beat,  the  railroad  men 
(both  engineer  and  executive)  to  the 
comfort  and  care  of  the  passengers  en¬ 
trusting  their  very  lives  into  their 
hands,  and  minds,  and  equipment? 
Can  a  “grievance”  not  be  settled  with¬ 
out  recourse  to  measures  that  cause 
the  discomforted  third  party  (the 
school-children,  the  travelling  public, 
the  workers  who  use  the  products  of 
the  struck  mines  or  machines)  to  lose 
all  faith  in  the  real  concern  of  men 
for  those  from  or  through  whom  they 
make  a  livelihood?  .  .  . 


“Flash  Harry”  the  “King  of  the 
Proms”  is  dead.  To  English  people  — 
and  perhaps  to  young  people  especia- 
ly — the  news  was  a  deep,  almost  per¬ 
sonal  sadness.  The  nickname  was  the 
sign  of  a  deep  affection  which  Sir 
Malcolm  Sargent  inspired.  His  mu¬ 
sicianship  was  a  byword,  his  elegance 
was  part  of  the  man,  and  the  white 
carnation  he  always  wore  was  a  kind 
of  trademark  for  a  man  who  knew 
the  meaning  of  gaiety,  who  could  laugh 
with  his  young  promenaders,  and  who 
yet  could  never  be  trivial  about  his 
music. 

The  Promenade  Concerts  in  the 
Royal  Albert  Hall,  London,  had  been 
his  first  love  ever  since  1950  when 
he  began  to  be  associated  with  them, 


In  the  case  of  the  strike  of  teachers 
in  New  York  City,  there  has  come 
over  parents,  and  older  students,  and 
most  of  the  general  public  a  feeling 
of  disillusionment  in  the  dedication  of 
thousands  of  teachers  —  especially 
younger  teachers  —  to  the  welfare  of 
their  students  and  society  as  a  whole. 
(Let  it  be  known,  however,  that  many 
teachers  refused  to  strike.)  Even  the 
courts  have  been  unusually  frank  in 
their  condemnation  of  the  New  York 
strike  and  its  conduct,  using  such 
words  as  “no  justification,”  “defying 
the  law,”  “blackmail,”  “abdication  of 
duty,”  “deserting  their  posts,”  “law¬ 
breakers.”  These  are  not  good  terms 
for  our  young  people  to  hear  about 
men  and  women  they  should  respect 
and  emulate;  nor  is  it  good  for  them 
to  be  told  the  fiction  that  the  strike 


REFORMATION  1967  STYLE 

Martin  Luther  was  by  nature  a  seri¬ 
ous-minded  young  man.  Brought  up  in 
harsh  poverty,  he  developed  a  rigid 
personal  discipline  that  gave  him  a 
strong  sense  of  direction  for  his  life. 
And  the  evils  in  the  life  of  the  Church 
vexed  him  sorely. 

At  that  time  the  Church  was  certain¬ 
ly  in  need  of  reformation.  Some  in¬ 
tellectuals  were  having  a  worldly  field 
day,  calling  the  Bible  just  a  lot  of 
mythical  stories.  Heaven,  they  claimed, 
did  not  exist;  Christianity  was  an  out¬ 
worn  superstition;  there  was  no  such 
thing  as  immortality  of  the  soul. 

On  a  visit  to  Rome  young  Luther 
was  pained  by  the  low  moral  stand¬ 
ards  of  “The  Holy  City”  as  it  was 
then  called.  And  for  ten  years  after 
his  visit  he  wrestled  with  his  Chris- 


and  for  twenty-one  years  had  been 
chief  conductor  for  them.  Henry  Wood, 
who  did  so  much  to  make  great  music 
available  to  young  people  in  this  way, 
had  a  worthy  successor  in  him. 

The  Promenade  Concerts  are  a 
feature  of  London  life  which  deserve 
the  adjective  “unique.”  Night  after 
night,  during  the  season,  thousands  of 
young  people  queue  for  the  privilege 
of  standing  on  the  ground  floor  of  the 
Albert  Hall  to  listen  to  the  great  works 
conducted  by  the  great  men  of  music. 
But  Sir  Malcolm  Sargent  held  a  spe¬ 
cial  place  in  their  hearts,  and  anyone 
who  has  been  the  last  night  of  the 
“Proms”  either  in  the  Albert  Hall  or 
on  television,  is  left  in  no  doubt  about 
the  grip  that  the  world’s  great  com- 


was  not  for  something  the  teachers’ 
wanted  for  themselves  but  rather  “for 
the  children’s  good.” 

In  all  walks  of  life  in  America  we 
desperately  need  dedication  and  con¬ 
secration  of  life  and  talents  to  the  well¬ 
being  of  people.  And  this  is  a  prime 
objective  of  the  teaching  program  of 
the  church — as  it  was  an  objective  of 
the  Master  of  the  church.  It  is  more 
needed  in  this  money-mad  age  than  in 
any  earlier  period  in  our  history.  It 
may  well  be  that  mechanical  automa¬ 
tion  is  robbing  the  skilled  workman  of 
his  pride  as  a  creator  of  beautiful 
things,  but  it  has  not  (yet  at  least) 
taken  from  the  professional  man  the 
opportunity  to  work  creatively,  per¬ 
sonally,  and  with  genuine  dedication 
for  his  fellowmen. 


by  Charles  A.  Stuck/Lay  Evangelist 


tian  conscience  in  his  unfruitful  search 
for  spiritual  peace.  Finally,  on  Octo¬ 
ber  31,  1517,  having  composed  a  list 
of  debate  subjects  on  various  phases 
of  church  belief  and  action,  he  very 
dramatically  nailed  the  list  on  the 
church  door  at  Wittenberg. 

Church  leaders  cursed  him,  accused 
him  of  writing  them  while  drunk,  and 
scoffed  at  the  subjects  that  he  present¬ 
ed  for  debate  and  discussion.  But  this 
act  of  nailing  the  list  of  subjects  to 
the  church  door  was  the  match  that 
ignited  the  powder  keys  of  resentment 
that  had  been  accumulating  in  the 
minds  and  hearts  of  ordinary  people 
for  several  centuries.  This  single  act 
touched  off  what  has  come  to  be  known 
as  the  Protestant  Reformation. 

Today  we  are  being  bombarded  with 
the  same  foolish  notions  that  cursed 
the  Church  several  centuries  ago.  The 


posers  have  on  a  growing  number  of 
young  people. 

A  great  deal  of  this,  during  the  past 
twenty  years  has  been  due  to  the  per¬ 
sonality  and  brilliance  of  this  man  who 
right  up  to  the  time  of  his  death 
exerted  a  tremendous  power  over 
young  people  in  the  cause  of  music. 

His  last  appearance  on  the  last  night 
of  the  “Proms”  only  eighteen  days  be¬ 
fore  his  death  was  not  to  conduct — he 
was  too  ill  for  that — but  to  greet  his 
young  followers,  and  receive  what  was, 
perhaps,  his  finest  ovation. 

His  passing  leaves  a  gap  in  the 
world  of  British  music  which  cannot 
be  filled  by  anyone  else  in  the  same 
way,  although  Colin  Davis,  who  con¬ 
ducted  a  large  part  of  this  season’s 
“Proms”  may  well  succeed  him  as 
conductor-in-chief. 

DEDICATION 

It  is  because  of  the  way  that  this 
man  tackled  his  work  that  I  have 
written  about  him  at  such  length  this 
week.  Although  he  could  claim  to  have 
500  major  works  at  his  finger-tips, 
his  interpretation  of  the  “Messiah”  and 
“Elijah”  were  amongst  his  finest 
achievements,  and  his  handling  of  great 
choral  societies  in  these  works  were 
a  constant  inspiration. 

He  knew  how  to  rescue  the  world 
of  religious  music  from  undue  sancti¬ 
moniousness,  and  how  to  bring  the 
robust  qualities  of  this  music  to  the 
ear.  His  sensitiveness  —  well  hidden, 
sometimes,  under  the  “man  of  the 
world”  exterior-enabled  his  music  to 
be  visionary,  and  especially  in  this 
field. 

Thoroughness  in  rehearsal  was  an¬ 
other  trait,  and  his  complete  dedication 
to  his  art  was  something  to  be  admired. 

Sir  Edward  Elgar,  the  great  British 
composer  could  say  of  him:  “So  long 
as  Sargent  is  living,  I  shall  not  worry 
about  the  interpretation  of  my  work.” 

In  the  life  and  work  of  a  man  like 
this  we  can  see  what  vocation  really 
means.  I  sometimes  wonder  why  we 
do  not  always  bring  to  our  own  work 
and  witness  the  depth  of  dedication  and 
real,  hard,  professional  presentation 
which  is  the  mark  of  greatness  in  such 
men.  Surely,  when  we  are  presenting 
what  we  believe  to  be  the  most  im¬ 
portant  matter  in  the  world  to  people, 
we  need  to  watch  and  copy  men  like 
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divine  birth  of  Jesus,  His  miracles. 
His  death  for  our  sins,  and  even  His 
resurrection  are  all  being  called  into 
question  by  some  of  our  leaders.  Hell 
is  just  a  creature  of  the  imagination, 
we  are  told  by  some.  The  devil  is 
just  a  creation  of  simple  minds  to 
frighten  simpler  people.  The  list  could 
be  enlarged,  but  there  is  no  need  to 
labor  the  point. 

The  Bible  is  either  true,  or  it’s  a 
volume  of  fanciful  fiction,  designed  for 
uneducated  people.  God  is  either  the 
maker  and  the  ruler  of  the  universe, 
or  He  is  a  kindly  spirit  .  .  .  perhaps 
not  even  that  .  .  .  who  is  patting  all 
the  “good  guys”  on  the  back  and  doing 
nothing  more  to  make  the  world  better. 
Jesus  is  either  our  Savior,  or  He  is  a 
kindly  rural  philosopher.  There  is  no 
middle  ground. 

Methodism  is  in  need  for  a  reforma¬ 
tion  within  itself  before  we  can  be  of 
very  much  influence  in  bringing  the 
world  to  Christ. 
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by  Alfred  A.  Knox  ^ei/icws 

Denis  Dirscherl,  editor,  SPEAKING 
OF  GOD,  Essays  on  Belief  and  Un¬ 
belief,  $4.75,  Bruce,  158  pp. 

The  author,  a  Jesuit  priest  and  him¬ 
self  a  prominent  theologian,  has  com¬ 
piled  here  an  excellent  collection  of 
essays  on  the  theme  indicated  in  the 
sub-title.  Contributors  include  Martin 
Marty,  J.  M.  Posadas,  Eugene  Fonti- 
nelli,  David  Stagaman,  James  Mohler, 
Joseph  Owens  and  the  author. 

These  samples  of  contemporary  the¬ 
ological  thought  present  an  interesting 
view  of  current  trends  in  the  effort 
to  achieve  theological  relevance.  The 
essayists  wrestle  with  the  perplexities 
and  complexities  of  the  influence  of  the 
“Death  of  God”  theologians  on  con¬ 
temporary  thought,  and  the  impact  of 
atheism  on  the  church. 

The  Preface  declares  that  “the  cru¬ 
cial  choice  confronting  all  men,  to  af¬ 
firm  or  to  deny  the  existence  and 
meaning  of  God,  is  the  subject  of  this 
volume  of  essays.” 

Dr.  Mohler  opens  the  book  with  an 
analysis  of  St.  Augustine,  centering  on 
the  great  imperative:  “Understand  in 
order  to  believe,  believe  in  order  to 
understand.”  The  second  chapter  by 
the  same  writer  deals  with  the  further 
enrichment  of  Augustine’s  interpreta¬ 
tion  of  the  faith-encounter  by  St. 
Thomas. 

In  chapter  three,  the  editor  deals 
with  Karl  Marx  and  his  concept  of 
belief  and  the  non-existence  of  God — 
with  his  attitude  toward  God  and 
Atheism. 

Professor  Marty  and  Father  Staga¬ 
man  tackle  the  problems  of  the  “death 
of  God”  phenomenon.  The  latter  ex¬ 
plicates  the  main  thrust  of  the  ideas 
expounded  by  Altizer,  Robinson  and 
Hamilton,  while  Dr.  Marty  analyses 
the  challenge  of  change  in  the  “God- 
talk”  of  Altizer,  Hamilton  and  Van 
Buren. 

Professor  Fontinelli  and  Father 
Owens  close  the  volume  with  a  prov¬ 


ocative  discussion  of  the  role  of  rea¬ 
son  and  metaphysics  in  belief. 


Albert  I.  Gordon,  THE  NATURE 
OF  CONVERSION,  $5.95,  Beacon 
Press,  333  pp. 

Dr.  Gordon,  a  trained  social  scientist 
and  a  distinguished  rabbi,  deals  in  this 
book  with  45  cases  of  American  men 
and  women  who  have  converted  from 
one  of  the  three  major  faiths  to  the 
other  and  seeks  to  discover  the  factors 
that  were  responsible  for  the  changes. 
“Conversion”  is  dealt  with  only  in  this 
sense  —  “ecclesiastical  conversion”  as 
he  calls  it — and  does  not  deal  with 
the  matter  of  “inner  conversion.” 

The  case  histories  are  themselves 
interesting  because  we  have  not  previ¬ 
ously  seen  a  book  on  this  subject.  You 
will  be  interested  in  the  reasons  the 
persons  give  for  their  changes,  and 
their  almost  unanimous  reaction  that 
the  faith  to  which  they  converted  is 
not  greatly  different  in  essence  from 
the  one  they  left. 

Dr.  Gordon  bemoans  the  absence  of 
accurate  records  in  any  of  the  three 
faiths,  but  feels  there  will  be  an  in¬ 
creasing  number  of  such  cases  as  peo¬ 
ple  become  disenchanted  with  the  faith 
of  their  fathers  or  seek  to  sever  all 
ties  with  an  unhappy  childhood.  He 
says  that  90  per  cent  of  the  persons 
converted  from  one  faith  to  another 
are  prompted  by  the  desire  to  marry 
a  person  of  another  faith  and  not  as 
the  result  of  a  careful  study  of  the 
other  faith. 

One  very  interesting  statistic  is  that 
of  one  group  of  295  persons  who 
trained  for  their  conversion  to  Reform 
Judaism,  170  were  Roman  Catholics, 
21  said  simply  that  they  were  from  a 
Protestant  background,  20  were  Meth¬ 
odists,  18  were  Lutheran,  12  were 
Presbyterian,  and  the  remainder  were 
divided  among  the  other  Protestant  de¬ 
nominations. 

f 


ARK-eology 

by  Gene  Herrington 


’•I’ll  bet 

she  came  to  church 
just  to  show  off 
that 

new  hat — 
and  it’s  exactly 
like  mine." 


by  Barbara  L.  Mulkey 


One  of  the  most  renowned  statesmen  of  the  19th  century, 
Prince  Bismarck,  once  said,  “During  my  whole  life  I  have  not  had 
twenty-four  hours  of  happiness.”  In  eighty-three  years,  he  achieved 
wealth,  fame,  and  even  control  of  an  empire,  but  he  never  learned 
the  formula  for  personal  happiness. 


GREATNESS 

Greatness  dwells  not  in  riches, 
fame  or  splendor, 

Greatness  comes  to  those  who 
work  and  wait,  and  love  and 
pray. 

Greatness  dwells  in  hearts  that 
no  hatred  know. 

No  pride,  envy,  or  haughtiness 
hold. 

Greatness  comes  unsought, 
unfelt,  unheralded, 

Greatness  needs  not  riches  or 
material  aid, 

Greatness  is  the  ability  and  will 
to  live  and  learn;  to  see  the 
seldom  seen;  to  hear  the  oft’ 
unheard;  the  truth. 

Greatness  is  not  me  or  I,  nor 
us  or  we,  but  they  and  you, 
those  and  them;  always  others, 
where  self  is  lost. 

Greatness  is  not  missed  for 
lack  of  opportunity,  but  rather 
for  lack  of  spirit. 

The  true  spirit  of  God  in  the 
heart  and  soul  and  being  of 
man. 

— by  Jack  H.  Blum® 


FOREVER  LET  MY 
PRAYER  BE 

Forever  let  my  prayer  be 
Not  what  my  Lord  can  do  for  me 
But  what  can  I  do,  Lord,  for 
Thee 

Today  and  through  eternity. 

Forever  let  my  prayers  lay 
Desire  for  all  earthly  display 
And  let  my  talents  strive 
each  day 

To  serve  my  Lord  as  best  I  may. 
— by  Anna  Nash  Yarbrough 

t 


Quotations  from  Luther 


(Baptism)  signifies  that  the  old 
Adam  in  us  is  to  be  drowned  by  daily 
sorrow  and  repentance,  and  perish  with 
all  sins  and  evil  lusts;  and  that  the 
new  man  should  daily  come  forth 
again  and  arise,  who  shall  live  before 
God  in  righteousness  and  purity  for¬ 
ever. — Luther’s  Small  Catechism 
t 


Christ  is  the  Master;  the  Scriptures 
are  only  the  servant.  The  true  way  to 
test  all  the  Books  is  to  see  whether  they 
work  the  will  of  Christ  or  not.  No 
Book  which  does  not  preach  Christ 
can  be  apostolic,  though  Peter  or  Paul 
were  its  author.  And  no  Book  which 
does  preach  Christ  can  fail  to  be 
apostolic,  though  Judas,  Ananias, 
Pilate  or  Herod  were  its  author. 

t 


In  his  life,  Christ  is  an  example, 
showing  us  how  to  live;  in  his  death, 
he  is  a  sacrifice,  satisfying  for  our  sins; 
in  his  resurrection,  a  conqueror;  in  his 
ascension,  a  king;  in  his  intercession, 
a  high  priest. 


When  Jesus  Christ  utters  a  word, 
He  opens  His  mouth  so  wide  that  it 
embraces  all  Heaven  and  earth,  even 
though  that  word  be  but  in  a  whisper. 

t 

Christ  will  remain  a  priest  and  king, 
though  He  was  never  consecrated  by 
any  papist  bishop  or  greased  by  any 
of  those  shavelings;  but  He  was  or¬ 
dained  and  consecrated  by  God  Him¬ 
self,  and  by  His  anointed. 

t 

No  man  ought  to  lay  a  cross  upon 
himself,  or  to  adopt  tribulation,  as  is 
done  in  popedom;  but  if  a  cross  or 
tribulation  come  upon  him,  them  let 
him  suffer  it  patiently,  and  know  that 
it  is  good  and  profitable  for  him. 

t 

For  where  God  built  a  church,  there 
the  Devil  would  also  build  a  chapel. 

t 

Anything  that  one  imagines  of  God 
apart  from  Christ  is  only  useless  think¬ 
ing  and  vain  idolatry 
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Group  Fall  Quarterly  Conference  and  Workshop  at  Jonesboro  Methodist 
Church  listens  to  presentation  by  Dr.  Henry  Rickey,  district  superinten¬ 
dent.  The  Rev.  Earl  Emmerich  (front  pew)  of  the  Area  Council  was  one 
of  the  workshop  leaders. 


Centenary  men 
tapped  for 
service  fraternity 

Five  Centenary  College  students 
have  been  tapped  for  Omicron  Delta 
Kappa,  a  national  service  fraternity 
recognizing  outstanding  men  students. 
The  initiates  are  Larry  Lee  Liles,  Jen¬ 
nings,  William  Patrick  McNamara,  Jr., 
Mooringsport,  Thomas  Bridgers  Pey¬ 
ton  III,  Shreveport,  John  Drew  Salis¬ 
bury  and  Charles  Dallas  Williams,  both 
of  Monroe. 

Liles  is  the  son  of  Mr.  and  Mrs. 
Charles  E.  Liles,  Jennings.  At  Cen¬ 
tenary  he  is  a  member  of  the  student 
newspaper  staff,  Kappa  Sigma  social 
fraternity.  Alpha  Epsilon  Delta  Hon¬ 
orary  Medical  fraternity,  student  sen¬ 
ate  representative  and  was  elected  class 
favorite  during  his  freshman  and  soph¬ 
omore  years.  At  the  present  Liles  is 
a  junior  majoring  in  pre-med. 

McNamara,  son  of  Mr.  and  Mrs. 
W.  P.  McNamara,  Mooringsport,  is 
a  member  of  Kappa  Pi  honorary  art 
fraternity,  the  Interfraternity  Council, 
Student  Senate  Representative,  Asso¬ 
ciate  Justice  of  Honor  Court,  winner  of 
Delphi  Club  Art  Competition  and 
Scholarship,  and  a  member  of  Kappa 
Alpha  social  fraternity.  He  is  a  senior 
majoring  in  art. 

Peyton,  son  of  Mr.  and  Mrs.  T.  B. 
Peyton,  Jr.,  Shreveport,  is  business 
manager  for  the  student  newspaper,  a 
varsity  cheerleader,  member  of 
Jongleurs  drama  organization,  Amer¬ 
ican  Guild  of  Organists,  and  Tau  Kap¬ 
pa  Epsilon  social  fraternity.  He  is  a 
senior  music  major. 

Salisbury,  son  of  Mr.  and  Mrs.  John 
A.  Salisbury,  Monroe,  served  as  fresh¬ 
man  cheerleader,  a  member  of  Alpha 
Epsilon  Delta  honorary  medical  fra¬ 
ternity,  Alpha  Sigma  Chi  honorary 
chemistry  fraternity,  yearbook  staff 
member,  Rotary  Hall  Dormitory  Coun¬ 
cil,  and  Kappa  Alpha  social  fraternity. 
He  is  a  junior  pre-med  major. 

Williams,  son  of  Mr.  and  Mrs.  A.  D. 
Williams,  Jr.,  Monroe,  served  as  fresh¬ 
man  class  student  senate  representative. 
Alpha  Chi  scholastic  honor  society, 
features  editor  for  the  newspaper, 
chairman  of  the  Forums  Program,  and 
Kappa  Sigma  social  fraternity.  At  the 
present  Williams  is  a  junior  majoring 
in  English. 


The  W.  M.  Stokes,  Sr.  Memorial  Window  at  the  Louisiana  Tech  Wesley 
Foundation,  Ruston,  was  dedicated  Saturday  morning,  October  7.  The 
window  was  given  to  the  Wesley  Foundation  by  former  students  in  memory 
of  the  father  of  the  Rev.  William  M.  Stokes,  Jr.,  director  of  the  Wesley 
Foundation.  Together  with  his  wife,  Mr.  Stokes  was  an  active  member  in 
Centenary  Methodist  Church,  McComb.  He  was  also  a  welcome  and  inte¬ 
gral  part  of  the  Wesley  Foundation  at  Louisiana  Tech  during  his  frequent 
visits  with  his  son.  This  beautiful  and  inspiring  window  above  the  com¬ 
munion  table  in  the  chapel,  was  designed  by  the  John  A.  Kebrle  Stain 
Glass  Studio  of  Dallas,  Texas.  Mr.  and  Mrs.  Jimmy  Love,  Ruston,  spon¬ 
sored  and  served  as  co-chairmen  of  this  project.  Lane  Johnson,  Wesley 
Foundation  president,  presided  over  the  service  of  dedication. 


from 
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CHATHAM  CHURCH  has  organized 
a  Sunday  night  Junior  Youth  Fellow¬ 
ship.  Mrs.  Jane  Ledbetter  and  Mrs. 
Joyce  Anders  are  counselors.  The 
church  designates  each  first  Sunday 
night  as  “children’s  night.”  The  junior 
choir  sings  and  the  Rev.  Calvin  La- 
puyade,  pastor,  preaches  especially  for 
them. 

Membeisof  ODK  must  have  an  aca¬ 
demic  average  of  3.0  and  must  win 
approval  of  all  members  in  addition  to 
meeting  technical  minimums.  Dr.  W. 
W.  Pate,  Professor  of  Economics,  is 
the  faculty  adviser  and  Jim  Montgom¬ 
ery  of  Springhill  is  president. 


MINISTERS  OF  RICHLAND  Par¬ 
ish,  Monroe  District,  are  having  a  pul¬ 
pit  exchange  on  four  Sunday  evenings: 
October  22  and  29,  and  November 
19  and  26. 

DEERFORD  CHURCH,  Baton  Rouge 
District,  held  homecoming  services  Oct. 
15  with  the  Rev.  James  L.  Beasley, 
associate  pastor  of  Broadmoor  Church, 
Shreveport,  bringing  the  message.  The 
Rev.  James  M.  Wilkes  is  the  Deer- 
ford  pastor. 
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Louisiana  Council 

lative  information  service  which  will 
inform  church  people  around  the  state 
about  legislation  which  may  be  of  in¬ 
terest  to  them. 

The  Assembly  will  be  asked  to  sup¬ 
port  the  establishment  of  half-way 
houses  in  local  communities  for  ex- 
prisoners  around  the  state  and  approve 
a  program  of  field  trips  by  church 
leaders  to  state  penal  and  correctional 
mstitutions. 

The  Louisiana  State  Council  of 
Churches  was  organized  by  state 
churches  in  1962  for  the  purpose  of 
promoting  Christian  unity  through  in¬ 
terdenominational  cooperation  and 
maintains  its  offices  in  Baton  Rouge.. 

Mr.  Alien  says  that  “while  the  State 
Council  of  Churches  maintains  a  re¬ 
sponsible  and  constructive  relationship 
to  the  total  ecumenical  movement  for 
Christian  unity,  its  authority  is  with 
the  Louisiana  Churches  that  compose 
its  membership.  There  is  no  dictation 
of  any  sort  that  can  be  imposed  from 
outside  of  the  state  upon  the  Louisiana 
State  Council  of  Churches  The  State 
Council  is  not  narrow  or  provincial  in 
its  concerns,  but  it  is  an  organization 
of  the  churches  of  Louisiana  and  re¬ 
flects  the  conscience  of  a  significant 
number  of  its  church  people.” 

The  denominations  which  presently 
hold  membership  in  the  State  Council 
of  Churches  are:  African  Methodist 
Episcopal  Church;  Christian  Churches 
(Disciples  of  Christ);  Christian  Meth¬ 
odist  Episcopal  Church;  Church  of  the 
Brethren;  Lutheran  Church  in  Amer¬ 
ica;  the  Methodist  Church;  National 
Baptist  Convention,  U.S.A.,  Inc.  (by 
congregations);  Presbyterian  Church, 
U.  S.;  Society  of  Friends  (Quakers); 
United  Church  of  Christ;  and  United 
Presbyterian  Church,  U.S.A. 

“To  be  eligible  for  membership  in 
the  Louisiana  State  Council  of  Church¬ 
es  a  denomination  or  congregation 
must  affirm  belief  in  Jesus  Christ  as 
Divine  Lord  and  Savior  and  be  com¬ 
mitted  to  the  spirit  of  the  ecumenical 
movement  and  Christian  unity,”  said 
Mr.  Allen. 


September  17  luncheon  at  Tulane  University  and  Newcomb  College  Wesley 
Foundation  for  new  Methodist  students--one  of  several  special  events 
near  the  beginning  of  the  1967-68  school  year.  On  September  10  the  Rev. 
Robert  Short,  author  of  "The  Gospel  According  to  Peanuts,"  was  the 
featured  speaker  at  an  inter-faith  convocation.  September  24  activities 
included  a  backyard  barbecue  at  the  home  of  Charles  McHale,  with  recrea¬ 
tion,  followed  by  a  discussion  of  goals  and  curriculum  of  the  Disciplined 
Lay  Studies  Program  held  each  Sunday  evening  under  the  leadership  of 
the  Rev.  Howard  Daughenbaugh,  Methodist  minister  for  the  Tulane  campus. 
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The  Rev.  and  Mrs.  Porter 

The  Rev.  and  Mrs.  J.D. 

Mrs.  D.F.  Anders 

M.  Caraway 

Grambling 

Mrs.  Annie  Strozier 


WITH  YOUR  ASSISTANCE 


a  5  room  house 

LIKE  THIS 


WILL  BE  BUILT  IN  THE  LAFAYETTE 
DISTRICT 


Retired  Ministers'  Homes 

ARE  for  PEOPLE 


Buy  as  many 

INTEREST  SHARES 
as  possible 
at  $10  each 

YOU  CAN 

Buy  them  personally  or  as  a  memorial 

YOU  CAN 

Get  your  church  to  include  a  libera! 
amount  in  its  budget 

YOU  CAN 

Urge  your  people  to  make  a  liberal 
Communion  offering 

YOU  CAN 

Get  the  classes  and  groups  in  your 
church  to  buy  shares 

YOU  CAN 

Do  any  of  these  or  all  of  them  as  some 
churches  are  doing 

— — — - - - - 


PLUS 

ANOTHER  ONE 
LIKE  THIS 


IN  NEW  ORLEANS,  LAKE  CHARLES, 
BATON  ROUGE  OR  MONROE 


Security  for  your  pastor  or  his  widow  when  they  retire 


Is  the  long  range  goal  of 


RETIRED  MINISTERS  HOME  BOARD,  INC. 


The  Rev.  and  Mrs.  Emmett  L.  McKay 


The  Rev.  and  Mrs.  B.  Paul  Durbin  and  grandson,  Tim.  The  Rev.  and  Mrs.  George  W.  Dameron 
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Credit  and  Cattle 

for  Latin  American  Methodists 


In  Bolivia,  Methodists  started  a 
credit  union.  In  Costa  Rica,  they  start¬ 
ed  a  self-help  savings  and  loan  asso¬ 
ciation.  Now  the  Methodists  of  Peru 
are  starting  their  own  rural  anti-pov¬ 
erty  program  with  a  herd  of  Methodist 
cattle. 

The  projects  in  all  three  countries 
are  seen  by  Methodists  both  as  ways 
of  contributing  to  the  nation-building 
process  and  of  helping  to  develop  bet¬ 
ter  citizens  and  church  members 
through  economic  uplift.  The  projects 
seek  to  combine  the  principles  of 
Christian  stewardship  with  the  prac¬ 
tices  of  good  business. 

The  Methodist  Credit  Union  was 
started  in  Bolivia  in  1964.  Funded  in¬ 
itially  by  Methodist  laymen  in  the 
United  States  and  Switzerland,  the 
credit  union  loans  money  to  church 
members  and  other  persons,  many  of 
whom  are  poor,  at  a  minimum  interest 
rate.  The  purpose  is  to  provide  loan 
capital  to  deserving  persons  who  would 
otherwise  be  subject  to  economic  ex¬ 
ploitation  by  money-lenders  who 
charge  excessive  interest  rates,  up  to 
10  per  cent  a  month,  Methodist  lead¬ 
ers  say. 

A  similar  purpose — making  loans 
to  deserving  persons  at  minimal  inter¬ 
est — was  back  of  the  formation  in  1 966 
of  the  Methodist  Savings  and  Loan 


KOREAN  METHODISM 
SHOWS  GROWTH 

In  contrast  to  the  membership  trend 
in  American  Methodism,  which  has 
been  downward  in  recent  years,  Meth¬ 
odism  in  many  other  parts  of  the  world 
is  growing,  with  the  latest  report  from 
Korea  showing  a  membership  increase 
last  year  of  more  than  7  per  cent. 

Writing  from  Seoul,  a  missionary, 
the  Rev.  M.  Olin  Burkholder  (Amer¬ 
ican  home:  Detroit,  Kansas),  reported 
that  membership  in  the  Korean  Meth¬ 
odist  Church  grew  by  7.5  per  cent  in 
1966,  reaching  a  record  high  of  68,- 
011.  Total  Methodist  constituency,  he 
added,  increased  by  6.6  per  cent  to 
258,508. 

Another  missionary,  the  Rev. 
George  Sidwell  (American  home:  Por- 
tersville,  Ohio)  reported  on  Korean 
Methodist  progress  in  the  field  of 
church  extension.  He  said  that  47  new 
congregations  were  organized,  and  that 
a  total  of  602  projects  in  church  ex¬ 
tension  were  undertaken,  including 
construction  of  new  churches  and  par¬ 
sonages,  and  purchase  of  land  for  sites. 

For  the  work  in  church  extension 
and  pioneer  evangelism,  Korean  Meth¬ 
odists  gave  $338,891,  Mr.  Sidwell  re¬ 
ported.  American  Methodists  aided 
their  fellow  churchmen  with  $56,800 
in  mission  funds. 

Mr.  Sidwell  also  reported  that,  un¬ 
der  the  leadership  of  Bishop  Fritz 
Pyen,  the  four  Methodist  annual  con¬ 
ferences  are  acting  together  to  extend 
Methodist  work  in  the  Southern  part  of 
Korea,  where  Methodism  is  numerical¬ 
ly  weak.  He  wrote:  “The  Sam  Nam 


Cooperative  of  Ciudad  Quesada,  Cos¬ 
ta  Rica.  Following  a  worldwide  trend 
to  co-ops,  the  Methodist  unit  not  only 
makes  loans  at  low  rates,  but  also  pro¬ 
vides  income  from  dividends  to  the 
members. 

The  latest  venture  by  Latin  Ameri¬ 
can  Methodists  into  the  economic 
self-help  field  is  the  “each  one  share 
one”  Methodist  cow  project  in  Peru. 

Approved  by  the  Peru  Methodist 
Conference  early  this  year,  the  proj¬ 
ect  involves  a  self-perpetuating  system 
of  beef  cattle  distribution  to  poor 
farmers,  Methodists  and  others,  in  the 
recently  cleared  jungle  area  near  Mai- 
ro.  Calves  from  an  initial  herd  of  40 
Cebu  cows  are  being  given  to  settlers 
who  are  clearing  land  and  homestead¬ 
ing  in  the  area.  The  distribution  is  on 
a  one-to-a-customer  basis,  with  the 
calf  intended  to  be  the  nucleus  of  a 
beef  cattle  herd  for  the  farmer. 

When  a  farmer’s  cow  bears  two 
calves,  he  is  to  keep  one  and  pass  the 
Other  on  to  another  poor  farmer.  The 
“50-50”  method  of  calf  distribution  is 
expected  to  give  an  ever-growing  num¬ 
ber  of  settlers  the  chance  to  become 
beef  cattle  farmers. 

Besides  the  rural  economic  self-help, 
backers  of  the  Mairo  project  anticipate 
that  it  can  help  provide  beef  for  a 
meat-hungry  Peru. 


Mission  Conference  poses  tremendous 
opportunities  and  challenges.  Embrac¬ 
ing  the  southern  half  of  Korea,  this 
‘rice  bowl’  of  our  country  is  an  area 
of  rapid  growth.  It  includes  Pusan  and 
Taegu,  Korea’s  second  and  third  larg¬ 
est  cities.  Over  half  of  the  industrial 
development  planned  by  the  govern¬ 
ment  during  the  next  five  years  is  for 
this  area. 

“Yet  only  10  per  cent  of  the  Meth¬ 
odist  congregations  in  Korea  are  in 
this  area,  and  there  are  40  cities  with 
no  Methodist  church.  The  program  for 
this  new  mission  conference  calls  for 
strengthening  our  present  churches  and 
starting  new  congregations  in  20  of  the 
40  cities  in  the  f 967-7 1  quadrennium. 
We  are  choosirg  strategically  located 
‘opportunity  cities’  for  our  first  efforts.” 
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Andres  Braniza,  a  Methodist  ranch¬ 
er  and  lay  leader,  is  the  manager  of  the 
project.  He  says  that  within  seven 
years,  “our  goal  is  to  produce  440,000 
pounds  of  meat.  The  market  for  meat 
in  Peru  is  acute.  Meat  imports  have 
increased  330  per  cent  in  the  last  five 
years.” 

The  beef  will  be  frozen  in  Mairo  and 
shipped  to  Lima  (capital  of  Peru)  by 
air,  Mr.  Braniza  said.  “We  hope  to 
turn  Mairo  into  a  meat-producing  re¬ 
gion  to  help  feed  Peru.  We  also  plan 
to  industrialize  the  meat  industry.” 

Through  the  “50-50”  plan,  Mr. 
Braniza  said,  “we  can  help  10,000 
families  in  25  years,  and  can  produce 
3,000,000  cattle. 

The  purposes  of  the  Mairo  project, 
according  to  Mr.  Braniza,  are  to  fight 
hunger;  to  provide  funds  for  medical 
and  dental  service,  for  secondary  edu¬ 
cation  and  for  religious  instruction  in 
the  Mairo  area;  and  to  provide  jobs, 
economic  housing  and  retirement  in¬ 
come  for  the  poor. 

The  project  has  been  incorporated 
and  is  managed  by  a  board  of  direc¬ 
tors,  comprising  Methodist  ministers 
and  laymen.  It  operates  on  750  acres 
of  donated  land,  which  has  120  acres 
of  pasture,  as  well  as  cocoa,  rubber, 
banana  and  papaya  trees.  Under  Pe¬ 
ruvian  law,  the  land  is  tax  free  until 
1980. 

Mr.  Braniza  is  seeking  investment 
of  capital  to  buy  additional  cows  from 
Peruvian  and  American  Methodist 
laymen.  “Such  investments  will  help 
to  give  new  life  physically  and  spiri¬ 
tually  to  the  often  poor  jungle  settlers 
whose  lives  will  be  touched  by  this  en¬ 
deavor,”  he  said. 


GROWTH  OF  CHRISTIANITY 
IN  INDONESIA  REPORTED 

BRISBANE  (RNS)  —  The  general 
secretary  of  the  Indonesian  Bible  So¬ 
ciety  reported  here  that  his  nation  is 
undergoing  its  greatest  swing  toward 
Christianity  in  history. 

P.  J.  Sigar  said  that  since  1965 
there  have  been  400,000  converts  and 
that  the  total  number  of  Christians  in 
Indonesia  has  reached  10  million. 

He  noted  that  Indonesia  is  85  per 
cent  Muslim,  but  said  the  government 
has  not  attempted  to  oppose  conver¬ 
sions.  Religion  is  considered  a  matter 
of  personal  conscience  by  Indonesian 
authorities,  he  stated. 

Mr.  Sigar  noted  that  the  increasing 
number  of  Christians  has  made  it  dif¬ 
ficult  to  provide  a  sufficient  number 
of  Bibles. 

The  Bible  Society  official  was  in 
Australia  to  report  on  the  operation  of 
a  new  printing  press  established  in 
Bogor  last  February. 
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All— India 

Methodist  Laymen's  Rally 


Church  union,  the  Christian  social 
witness,  the  mission  of  the  Christian 
layman,  and  partnership  in  mission 
between  Methodists  in  America  and 
India  were  among  the  topics  discussed 
at  an  all-India  Methodist  Laymen’s 
Rally  October  10-13  in  the  city  of 
Lucknow.  The  Rally  was  sponsored 
by  the  Central  Board  of  Lay  Activi¬ 
ties  of  the  Methodist  Church  in  South¬ 
ern  Asia  (India). 

The  nationwide  gathering  brought 
Indian  Methodist  laymen  together 
from  the  1 1  Methodist  annual  confer¬ 
ences  in  India,  from  Bangalore  in  the 
south  to  Ludhiana  in  the  north. 

Though  this  was  not  the  first  all- 
India  Methodist  Laymen’s  Rally,  it  was 
the  first  in  several  years,  and  the  first 
to  have  international  leadership.  Plat¬ 
form  speakers  included  a  Methodist 
bishop,  two  general  board  secretaries, 
a  leading  pastor  and  a  leading  layman, 
all  from  the  United  States. 

These  included:  Bishop  Gerald  H. 
Kennedy  of  the  Los  Angeles  Area  of 
The  Methodist  Church,  who  gave 
three  addresses;  Dr.  A.  Dudley  Ward, 
Washington,  D.  C.,  general  secretary 
of  the  Methodist  Board  of  Christian 


Social  Concerns;  Mrs.  Porter  Brown, 
New  York,  general  secretary  of  the 
Methodist  Board  of  Missions  who 
spoke  on  “Future  Development  in  the 
Relationship  between  the  Board  of 
Missions  and  the  Methodist  Church  in 
Indian”;  Dr.  Clare  N.  Pettit,  Parlier, 
Calif.,  president  of  the  Methodist 
Board  of  Lay  Activities,  and  Dr. 
Charles  A.  Sayre,  pastor  of  the  First 
Methodist  Church  of  Haddonfield, 
N.  J. 

Other  guests  from  America  includ¬ 
ed:  Henry  A.  Lacy,  New  York  and 
Norwalk,  Conn.,  executive  secretary 
for  India  and  Nepal  of  the  Board  of 
Missions;  Bishop  W.  McFerrin  Stowe, 
Wichita,  Kansas,  bishop  of  the  Kan¬ 
sas  Area  of  The  Methodist  Church, 
and  Mrs.  Stowe;  Bishop  Dwight  E. 
Loder,  Detroit  Mich.,  bishop  of  the 
Michigan  Area  of  The  Methodist 
Church,  and  Mrs.  Loder;  Mrs.  Pettit; 
Mr.  and  Mrs.  Elton  S.  Moyer,  Dayton, 
Ohio. 

The  Methodist  Laymen’s  Rally  was 
planned  under  the  guidance  of  Bishop 
P.C.B.  Balaram  of  the  Lucknow  Area 
of  the  Methodist  Church  in  Southern 
Asia.  He  is  chairman  of  the  Central 
Board  of  Lay  Activities. 
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International  structure 
of  Methodism 
undergoing  change 

Developments  with  significance  for 
the  future  international  structure  of 
The  Methodist  Church  have  taken 
place  recently  in  India,  Southeast  Asia 
and  Latin  America.  They  are: 

The  Methodists  of  India  have  voted 
to  request  permission  from  the  1968 
General  Conference  to  enter  a  pro¬ 
posed  united  church  of  North  India, 
if  there  is  a  favorable  vote  in  the  In¬ 
dian  annual  conferences  on  the  church 
union  plan. 

Malaysian  and  Singapore  Method¬ 
ists  have  set  August  14-25,  1968,  as 
the  dates  for  bringing  into  being  the 
autonomous  Methodist  Church  of  Ma¬ 
laysia  and  Singapore. 

Leaders  from  Methodist  Churches 
in  Latin  America  agreed  at  a  June 
meeting  to  move  ahead  with  plans  for 
some  type  of  regional  grouping  that 
would  bring  the  Methodists  of  10  Lat¬ 
in  American  countries  together  in  a 
new  structure.  They  also  agreed  that 
ties  between  U.  S.  and  British-related 
Methodist  bodies  in  Panama  and  Costa 
Rica  should  be  strengthened. 

Observers  of  the  international  Meth¬ 
odist  scene  consider  all  of  these  devel¬ 
opments  as  part  of  the  desire  for  change 
among  Methodists  in  many  parts  of 
the  world  in  regard  to  church  struc¬ 
ture.  The  desire  for  change  in  inter¬ 
national  Methodist  structure,  and  cer¬ 
tain  directions  in  which  changes  might 
proceed,  were  pointed  up  at  the  Con¬ 
sultation  on  Methodist  Church  Struc¬ 
ture  in  the  fall  of  1966  at  Green  Lake, 
Wis.,  sponsored  by  the  Commission 
on  the  Structure  of  Methodism  Over¬ 
seas  (COSMOS). 
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from  page  three 
European  Convocation 

fairs;”  The  Rev.  Georg  Haug,  Freuden- 
stadt,  “Mass  Media;”  Dr.  Dale  White, 
Washington,  D.  C.,  associate  general 
secretary,  Board  of  Christian  Social 
Concerns,  “Family  and  Health  Con¬ 
cerns,”  and  The  Rev.  Reidar  Skarung, 
Norway,  “The  Christian  in  an  Indus¬ 
trialized  Society.” 

Panel  discussion  leaders  will  include 
Dr.  C.  Melvin  Blake,  New  York,  Board 
of  Missions;  the  Rev.  Edward  Rogers, 
England;  Dr.  A.  Dudley  Ward,  Wash¬ 
ington,  Board  of  Christian  Social  Con¬ 
cerns;  the  Rev.  Carl  Ordnung,  Ger¬ 
many;  Bishop  Wunderlich;  Dr.  Ole 
Borgen,  Sweden;  Dr.  Grover  Bagby, 
Washington,  Board  of  Christian  Social 
Concerns. 

Other  U.  S.  participants  will  be  Bish¬ 
op  Charles  F.  Golden,  Nashville, 
Tenn.;  Dr.  Dennis  Nyberg,  Minneapo¬ 
lis,  and  the  Rev.  Rodney  Shaw,  Wash¬ 
ington,  all  of  the  Board  of  Christian 
Social  Concerns;  Mrs.  H.  Olen  Troy, 
Radford,  Va.,  vice  president  of  World 
Division;  Mrs.  Wayne  Harrington, 
Omaha,  Nebr.;  Mrs.  John  W.  Sonnen- 
day,  St.  Louis,  Mo.;  the  Rev.  Ran¬ 
dolph  Nugent,  New  York,  all  of  the 
Board  of  Missions;  Dr.  J.  Harry 
Haines,  New  York,  general  secretary 
of  the  Methodist  Committee  on  Over¬ 
seas  Relief.  ^ 

Of  a  truth  men  are  mystically  unit¬ 
ed;  a  mysterious  bond  of  brotherhood 
makes  all  men  one. — Thomas  Carlyle 
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NOTED  SERIES  SCHEDULES 
METHODISTS 

CHICAGO,  Ill.  —  A  total  of  six 
Methodists  will  appear  as  speakers  be¬ 
fore  the  widely-known  Chicago  Sun¬ 
day  Evening  Club  during  the  61st  sea¬ 
son  which  opened  October  8. 

Included  will  be  Dr.  Ralph  W. 
Sockman,  New  York,  December  10, 
Dr.  James  Armstrong,  Indianapolis, 
Ind.,  February  4,  Dr.  E.  Jerry  Walker, 
Duluth,  Minn.,  February  11,  Dr.  D. 
T.  Niles  of  India,  March  3,  Bishop 
Gerald  Kennedy,  Los  Angeles,  Calif., 
March  17,  and  Dr.  Albert  C.  Outler, 
Dallas,  Texas,  April  21. 
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NEW  LITERATURE  FOR 
SERVICEMEN  PRODUCED 

WASHINGTON,  D.  C.— Copies  of 
the  communion  ritual,  laminated  in 
plastic  to  withstand  jungle  conditions, 
are  typical  of  the  new  literature  for 
servicemen  emphasized  by  the  Meth¬ 
odist  Commission  on  Chaplains  here 
this  autumn. 

Because  paper  soon  disintegrates  in 
the  Vietnam  humidity,  the  commission 
has  developed  the  plastic-coated  cop¬ 
ies  and  is  sending  an  initial  order  of 
100  to  every  Methodist  chaplain  in 
Southeast  Asia,  according  to  Dr.  John 
R.  McLaughlin,  general  secretary.  The 
materials  were  developed  by  the  Meth¬ 
odist  Publishing  House.  The  laminating 
may  soon  be  extended  to  other  orders 
of  service  and  similar  much-used  items. 
The  commission  is  using  special  funds 
for  chaplains’  literature,  provided  by 
the  commission,  the  Council  on  World 
Service  and  Finance  and  other  church 
boards. 
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Consecration  lay  workers 

viewed  by  Dr.  Bauer  and  the  Rev. 
Arthur  Hopkinson,  associate  secretary, 
and  included  a  job  data  book,  the  spe¬ 
cial  annual  conference  “ACUTE”  pro¬ 
gram  now  under  way  in  1 3  annual  con¬ 
ferences,  and  the  bi-monthly  “person¬ 
nel  listing.” 

Bishop  James  S.  Thomas  of  Des 
Moines,  Iowa,  vice-chairman  of  the 
committee,  presided  at  the  sessions 
here  in  the  absence  of  Bishop  Francis 
E.  Kearns  of  Canton,  Ohio,  who  is  out 
of  the  country  on  an  episcopal  visita¬ 
tion.  Dr.  Johannaber  was  named  sec¬ 
retary,  succeeding  the  Rev.  Fred 
Cloud,  Nashville,  Tenn.  The  committee 
will  hold  its  next  annual  meeting  Oc¬ 
tober  15-16,  1968,  at  its  headquarters 
in  Nashville,  Tenn. 

t 


Christmas  Mailing 

If  you  will  Mail  Early  and  Mail 
Often  and  use  complete,  legible  ad¬ 
dresses  and  return  addresses  which  in¬ 
clude  ZIP  Code  you  can  be  assured 
of  better  service.  The  Christmas  Stamp 
is  highly  recommended  for  use  on  all 
your  Christmas  Mail  which  should  be 
deposited  if  possible  each  morning. 

The  following  time  schedule  should 
be  observed  to  assure  delivery  prior 
to  Christmas: 

Armed  Forces  Overseas — This  in¬ 
cludes  personnel  of  the  Armed 
forces,  members  of  their  families, 
and  U.  S.  Civilians  employed  over¬ 
seas  who  receive  their  mail  through 
an  APO  or  FPO,  New  York,  San 
Francisco,  or  Seattle. 

(1)  October  16  to  November  11  — 
Surface  Transportation 

(2)  October  21  to  December  1  — 
Space  Available  (SAM) 

(3)  December  1  to  December  1 1  — 
Air  Mail 

Other  Domestic  Mail: 

(1)  December  4 — Gift  parcels  to 
distant  States 

(2)  December  13 — Gift  parcels  to 
local  and  nearby  areas 

(3)  December  10 — Greeting  cards 
to  distant  States 

(4)  December  15 — Greeting  cards 
to  local  and  nearby  areas. 

Special  Delivery  Service  only  avail¬ 
able  Sunday,  December  24,  and  Mon¬ 
day,  December  25,  1967. 

November  29 — Surface  mail  to 
Alaska  and  Hawaii 
December  14 — Air  Mail  to  Alaska 
and  Hawaii 

The  more  predominant  advantages 
of  using  first-class  mail  for  greeting 
cards  are:  Greeting  Cards  prepaid  at 
first-class  may  be  sealed,  may  contain 
written  messages,  are  given  priority  in 
dispatch,  delivery,  and  forwarding. 
Also,  if  undeliverable  they  are  returned 
to  sender  at  no  additional  cost  if  re¬ 
turn  address  is  shown. 

Endorsements  on  all  mail  such  as 
Air  Mail,  Special  Delivery,  Special 
Handling,  First-Class  should  be  in  bold 
print  above  the  address  and  below  the 
postage.  If  a  letter  is  enclosed,  it  must 
be  stated  outside  the  package  and  ap¬ 
propriate  postage  paid  in  addition  to 
parcel  post.  The  endorsement  DO 
NOT  OPEN  UNTIL  CHRISTMAS  on 
the  outside  of  the  Christmas  package 
makes  it  possible  to  Mail  Early  so  the 
package  will  arrive  before  Christmas 
and  yet  be  recognized  as  a  Christmas 
package. 
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British  Scene 

this,  who  really  know  what  Paul  meant 
when  he  talked  about  being  “workmen 
who  need  not  be  ashamed.” 

LAST  WORD 

“To  be  discontented  with  the  Di¬ 
vine  discontent  is  the  very  germ  of  all 
virtue.” — Charles  Kingsley 
t  ~ 


Jtt  Urntortam 


Mrs.  Mary  Moseley 
Mrs.  Leslie  Lamb 

TO  WHOM  IT  MAY  CONCERN: 

Whereas,  it  has  pleased  Almighty 
God  in  His  Infinite  wisdom  to  remove 
from  our  midst  two  of  our  most  faith¬ 
ful  and  beloved  members,  Mrs.  Mary 
Moseley  and  Mrs.  Leslie  Lamb; 

We  are  conscious  of  this  great  loss 
to  our  Woman’s  Society  of  Christian 
Service,  realizing  that  two  are  gone 
whose  place  can  never  be  filled.  Their 
devotion  to  God  and  His  Church  was 
manifested  by  the  generous  giving  of 
their  services  and  material  means 
throughout  the  years  to  the  Church 
and  its  organizations,  to  the  needy  and 
friendless  ones  with  whom  they  came 
in  contact.  Their  devotion  to  the 
W.S.C.S.,  their  dependability  and  un¬ 
failing  cheerfulness,  their  ready  smile 
and  loving  spirit  endeared  them  to  all 
who  knew  them;  and  we,  their  friends 
and  fellow  workers  within  the  Church, 
feel  that  we  have  been  especially 
blessed  in  our  association  with  them. 
Always  aware  that  our  loss  is  Heaven’s 
gain,  we  are  confident  that  they  are 
happy  in  their  Heavenly  Home  with 
God  whom  they  loved  and  served  so 
faithfully  while  here  on  earth. 

Therefore,  be  it  resolved  by  the 
Women’s  Society  of  Christian  Service 
of  the  First  Methodist  Church  of  West 
Monroe,  Louisiana,  that  we  give  utter¬ 
ance  to  our  sentiments  through  the 
publication  of  this  resolution  in  the 
local  paper  and  in  the  Louisiana  Meth¬ 
odist,  by  sending  a  copy  to  each  fam¬ 
ily  and  by  retaining  a  copy  in  the 
minutes  of  the  society. 

Signed — Mrs.  F.  C.  McConnell 
President,  W.S.C.S. 

Mrs.  Cecil  Sinclair 
Secretary,  W.S.C.S. 


Miss  Pauline  Marshall 

Miss  Pauline  Marshall,  Arcadia, 
Louisiana,  died  August  19,  after  a  brief 
illness.  Miss  Marshall  had  been  a  long¬ 
time  member  of  the  Arcadia  First 
Methodist  Church  and  had  been  or¬ 
ganist  for  thirty  years.  She  had  taught 
in  several  schools  in  Bienville  Parish 
before  her  retirement. 

She  is  survived  by  a  sister,  Miss 
Allien  Marshall,  Arcadia,  and  a  broth¬ 
er,  Tillman  Marshall,  Cotton  Valley, 
La. 

Funeral  services  were  held  August 
20,  with  the  Rev.  Douglas  McGuire 
officiating  in  the  absence  of  the  Rev. 
John  Sewell,  pastor  of  the  First  Meth¬ 
odist  Church  of  Arcadia. 
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Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 
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The  senior  high  young  people  of 
First  Methodist  Church  in  Baton 
Rouge  have  already  begun  their 
Christmas  shopping  with  the  pur¬ 
chase  of  over  $200  worth  of  sup¬ 
plies  for  overseas  servicemen _ 

more  than  20  from  their  church. 
Here  a  group  readies  the  packages 
for  mailing  (which  are  now  en- 
route  to  their  destinations)  — 
over  half  of  them  are  going  to 
Vietnam.  Money  for  the  project 
was  raised  through  special  offer¬ 
ings  taken  atthe  three  First  Meth¬ 
odist  worship  services  October  8. 
The  Red  Cross  provided  a  list  of 
suggested  items,  ranging  from 
playing  cards  to  peanuts.  Mr. 
Jones  Davis,  a  local  wholesale 
druggist  and  active  First  Metho¬ 
dist  layman  secured  many  of  the 
items  at  reduced  cost,  and  the  re¬ 
mainder  of  the  items  were  bought 
by  the  young  people  at  several 
local  stores.  The  Rev.  John  Dev- 
ereaux  is  youth  director  at  First 
Methodi  st. 


The  Greater  Parish  Council  of  four  churches  situated  within  a  radius  of  six  miles,  and  all  located  within  15  miles 
of  Baton  Rouge — Magnolia,  Bethel,  Deerford  and  Baker — met  October  12  at  Bethel  Methodist  Church  for  a  regular 
planning  session  with  District  Superintendent  Dr.  Bentley  Sloane.  The  New  Life  program  was  discussed  and  plans 
formulated  for  securing  a  prospect  list  of  all  people  living  in  the  neighborhoods  of  the  four  churches. 


Mr.  Thomas  A.  Harrell  (left), 
Shreveport,  was  Laymen’s  Day 
speaker  at  Blanchard  and  Rodessa 
Methodist  Churches.  With  him  in 
picture  is  Charles  Wilbanks,  Blan¬ 
chard  lay  leader.  The  Rev.  Frank 
M.  Stage,  Jr.  is  pastor. 


LEFT:  Mangum  Memorial 
Methodist  in  Shreveport, 
heard  Mrs.  Thomas  A. 
Pitt  speak  at  morning 
worship  on  Laymen’s 
Day.  She  is  shown  here 
with  Lay  Leader  Bob 
Hill.  (Afterward  a  young 
person  was  overheard 
commenting  "That  was  a 
cool  sermon.”)  RIGHT: 
Jerry  Ross,  singing 
plumber,  led  the  evening 
congregation  in  old 
fashioned  singing  and 
testimonial  service  which 
ended  with  an  altar  pray¬ 
er-time.  He  is  shown 
here  with  the  Rev.  James 
Grambling. 


ABOVE  RIGHT:  Cadet  Colonel  Ronald  R.  Terry,  a  member  of  the  Lamplight- 
ers  Class  at  Mangum  Methodist  Church,  Shreveport,  and  son  of  Mr.  and  Mrs. 
N.  B.  Terry,  has  been  selected  as  commander  of  the  U.S.  Army  ROTC  Divi- 
s|on  at  Louisiana  State  University.  Terry  is  a  senior  in  the  College  of  Arts 
and  Sciences.  He  has  served  as  a  counselor  for  men’s  housing  at  LSU  and 
is  a  member  of  Scabbard  and  Blade/  honorary  military  society. 


These  members  of  the  softball  team  of  First 
Methodist  Church,  Monroe,  are  shown  with  the 
plaque  which  they  received  for  being  the  lead¬ 
ing  team  in  the  city's  church  league  during  the 
past  summer.  The  plaque  was  presented  to  the 
team  on  Sunday,  October  15,  by  Dr.  H.  L. 
Johns,  interim  pastor. 


Mrs.  J.  B.  Garrett,  who  for  many 
years  conducted  the  St.  Francis- 
ville  Methodist  Church  Choir, 
presents  a  hymnal  to  Dr.  Bentley 
Sloane,  Baton  Rouge  district  su¬ 
perintendent,  to  be  used  in  the 
dedication  of  the  new  hymnals. 
The  Rev.  Ted  Smith,  pastor, 
looks  on.  After  the  service,  the 
congregation  and  friends  gathered 
for  food  and  fellowship. 


Twenty  MYFers  from  Asbury  Methodist  Church, 
Lafayette,  held  a  two-day  retreat  at  Camp 
Brewer.  The  Rev.  Wayne  Pearson,  New  Iberia, 
acted  as  director;  Mr.  and  Mrs.  Robert  Rowland 
and  Mr.  and  Mrs.  Lloyd  Mallory  were  counse¬ 
lors.  The  Rev.  George  Ross  is  pastor. 


frlHd 


LIBRARY 

CENTENARY  COLLEGE 
SHREVEPORT,  LA. 

not  to  be  taken  out 

NOV  %  1987 


K)IU  VT  IH0d3A3HHS 
e2a||oo  ^JBua^uao 

THE 

ouisiana 


(Dethobist 


COMING 

A  concise  three-part  history  of 
events  leading  to  the  Methodist- 
EUB  merger  and  dissolution  of 
the  Central  Jurisdiction,  as  com¬ 
piled  by  Dr.  Henry  A.  Rickey, 
Ruston  District  Superintendent, 
will  appear  in  subsequent  issues 
of  the  Louisiana  Methodist. 


December  Evangelism 
Conference  slated 
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Festival  of  Religion 
and  Arts  announced 
for  New  Orleans 


Conference  on  Christian  Education 
attracting  Louisiana  leaders 


The  Rev.  John  S.  Jenkins,  newly- 
named  dean  of  St.  Andrews  Cathedral, 
Jackson,  Miss.,  will  be  the  leader  for 
the  Festival  of  Religion  and  Arts  to 
be  presented  in  New  Orleans,  Nov.  10, 
11  and  12  under  the  sponsorship  of 
the  Greater  New  Orleans  Federation 
of  Churches. 

Among  the  activities  of  the  week 
there  will  be  an  art  contest  and  an 
exhibit  of  original  paintings  and  draw¬ 
ings,  religious  drama,  and  a  theology 
institute  on  Friday  and  Saturday,  con¬ 
ducted  by  Mr.  Jenkins. 

On  Sunday  afternoon,  the  12th,  at 
3:30  p.m.  the  popular  Mississippi 
clergyman,  who  will  assume  his  new 
post  on  January  1,  will  be  the  speaker 
for  the  giant  rally  in  Municipal  Audi¬ 
torium  with  which  the  week  will  close. 

The  auditorium  service  on  Sunday, 
which  will  be  an  ecumenical  service 
for  all  churches,  will  include  a  drama, 
a  speaking  choir  and  a  festival  choir. 
Miss  Beverly  Peters  is  the  director  of 
the  drama  and  the  speaking  choir 
which  will  include  teen-agers  and  col¬ 
lege  young  people  of  the  entire  area. 

The  anthem  for  the  service  will  be 
“Surely  He  Hath  Borne  Our  Griefs” 
from  The  Messiah  by  Handel.  Mrs. 
Charles  Alfaro  is  the  director  and  Dr. 
Julian  P.  Edwards  of  Christ  Church 
Cathedral  is  the  organist. 

The  leader  and  featured  speaker  is 
well  known  in  Episcopal  circles  for  his 
grasp  of  the  traditional  theological  con¬ 
cepts  of  Christianity  and,  in  addition, 
for  his  ability  to  interpret  them  in  the 
Please  turn  to  page  4 


The  Louisiana  Conference  will  be 
represented  by  a  number  of  its  educa¬ 
tional  leaders  at  the  Methodist  Con¬ 
ference  on  Christian  Education  which 
will  be  held  November  6-10  in  Dallas, 
at  the  Stabler  Hilton  Hotel.  This  is 
the  biennial  meeting  of  educational 
leaders  throughout  the  church.  The 
president  of  the  1967  conference  is 
Dr.  J.  Kenneth  Shamblin,  pastor  of 
St.  Luke’s  Methodist  Church,  Houston, 
Tex. 

Attending  from  Louisiana  will  be: 
Carl  Fogelman,  Broadmoor,  Shreve¬ 
port;  C.  Milton  Falkins,  First,  Lake 
Charles;  the  Rev.  and  Mrs.  Earl  B. 
Emmerich,  area  council,  Shreveport: 
Mrs.  Davis  Marsalis,  Noel,  Shreveport; 
Mrs.  Leon  F.  Gray,  First,  Shreveport; 
Mrs.  Beatrice  Hill,  Munholland,  Met¬ 
airie;  Mrs.  Ann  Calcote,  First,  DeRid- 
der;  Miss  Norma  Garlington,  First, 
Alexandria;  Mrs.  Edrene  Berckes,  Sli¬ 
dell;  Mrs.  Joe  Marie  Elliot,  Lake  Vis¬ 
ta,  New  Orleans;  Mrs.  G.  E.  Boggs, 
First,  Monroe;  and  Dr.  Bentley  Sloanc. 
Baton  Rouge  District. 

The  theme  of  the  conference  will  be 
“Change!”  Technological,  sociological, 
and  theological  changes,  among  others, 
will  be  probed  in  depth.  This  effort 
is  planned  to  produce  some  new  in¬ 
sights  for  designing  a  Christian  edu¬ 
cation  program  for  this  age  of  rapid 
change. 

Among  the  leaders  announced  for 
the  general  sessions  are:  Dr.  Roger 
Ortmayer,  director  of  church  and  cul¬ 
ture,  National  Council  of  Churches;  Dr. 
Arthur  Foshay,  associate  dean  for  re- 


Bishop  Eugene  Slater  of 
the  San  Antonio-North 
Texas  Area  and  Bishop 
Aubrey  G.  Walton  of  the 
Louisiana  Area  were  two 
of  the  eight  bishops  pres¬ 
ent  for  the  October  16-18 
Jurisdictional  Council 
Meeting  at  Mt.  Sequoyah, 
Fayetteville,  Ark.  Bish¬ 
op  Slater  is  a  native  of 
Louisiana;  his  mother 
still  resides  at  Sibley  in 
the  Ruston  District. 


search  and  field  services  of  Columbia 
University;  Dr.  Jack  R.  Gibb,  fellow 
of  the  Western  Behavioral  Science  In¬ 
stitute,  La  Jolla,  Calif.;  Bishop  Roger 
Blanchard  of  the  Episcopal  Diocese  of 
Southern  Ohio;  Dr.  George  W.  Web¬ 
ber,  executive  director  of  the  Metro¬ 
politan  Urban  Service  Training  Facil¬ 
ity,  New  York; 

Dr.  Robert  L.  Browning,  professor 
of  Christian  Education,  Methodist  The- 
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Methodist  Publishing 
House  reports 
record  year 

NEW  YORK  (MI)— Reports  of  a 
record  year  in  Methodist  Publishing 
House  history  were  given  at  the  an¬ 
nual  meeting  of  the  Board  of  Publica¬ 
tion  here  Oct.  25.  Sales  totaled  $38,- 
790,360 — a  14.7  percent  increase  over 
last  year. 

The  45-member  board  directs  and 
controls  the  business  of  The  Method¬ 
ist  Publishing  House,  with  general  ad¬ 
ministrative  offices  in  Nashville,  Ten¬ 
nessee.  Chairman  is  Eugene  McElvan- 
ey,  retired  senior  vice-president  and 
director  of  First  National  Bank,  Dal¬ 
las.  Dr.  Carl  J.  Sanders,  Norfolk,  Va., 
is  secretary. 

In  his  report  to  the  board.  Pub¬ 
lishing  House  President  and  Publisher 
Lovick  Pierce  said  that  accomplish¬ 
ments  of  the  year  are  not  paralleled  in 
any  other  year  in  Pulishing  House  his¬ 
tory,  even  though  comparisons  with 
other  years  be  on  percentage  bases. 

Pierce  said  the  year’s  financial  suc¬ 
cess  opened  the  way  for  needed  ex¬ 
pansion  of  operations  to  include  open¬ 
ing  of  new  Cokesbury  book  stores  in 
Seattle,  Wash.,  and  Birmingham,  Ala., 
scheduled  for  mid-November  1967. 

The  year’s  success  also  made  possi¬ 
ble  the  installation  of  new  equipment 
necessary  to  handle  increased  produc¬ 
tion  occasioned  by  such  jobs  as  the 
new  adult  curriculum  and  the  forth¬ 
coming  new  youth  curriculum.  Major 
equipment  purchased  during  the  year 
included  the  third  multi-color  offset 
press  to  be  installed  in  recent  years  and 
a  perfect  binder. 
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for  San  Antonio 

NASHVILLE,  Tenn.  (MI)  —  The 
Council  of  Evangelism  of  The  Meth¬ 
odist  Church  will  have  its  annual  meet¬ 
ing  Dec.  5-7  in  San  Antonio,  Texas. 

The  council  is  an  auxiliary  of  the 
Methodist  General  Board  of  Evangel¬ 
ism,  which  from  its  Nashville  head¬ 
quarters  promotes  The  Methodist 
Church’s  total  evangelistic  program. 

Attendance  at  the  regular  sessions  of 
the  meeting  at  the  El  Tropicano  Motor 
Hotel  is  expected  to  be  about  300. 
This  will  include  secretaries  (leaders) 
of  evangelism  of  Methodist  annual  (re¬ 
gional)  conferences  and  districts,  of¬ 
ficers  of  conference  boards  of  evangel¬ 
ism,  some  district  superintendents,  sev¬ 
eral  General  Board  of  Evangelism  staff 
members.  Council  of  Evangelism  ex¬ 
ecutive  committee  members,  and 
others. 

In  addition  to  the  regular  sessions 
at  the  hotel,  two  mass  meetings  are 
scheduled  at  Travis  Park  Methodist 
Church.  The  president  of  the  General 
Board  of  Evangelism,  Bishop  Gerald 
Kennedy,  Los  Angeles,  will  preach  at 
the  one  on  Wednesday  night,  Dec.  6, 
and  Bishop  Kenneth  W.  Copeland, 
Lincoln,  Neb.,  a  former  pastor  of  Trav¬ 
is  Park  church,  will  be  the  preacher 
for  the  closing  service  Thursday  night. 

Methodists  and  others  from  San  An¬ 
tonio  and  vicinity  are  invited  to  the 
mass  meetings. 

Two  other  Methodist  bishops  will 
address  the  council  meeting.  They  are 
Bishop  O.  Eugene  Slater,  San  Antonio; 
and  Bishop  Lance  Webb,  Springfield, 
Ill.,  chairman  of  the  Methodist  Com¬ 
mission  on  Worship. 

The  top  evangelism  executives  of 
both  The  Methodist  Church  and  the 
Evangelical  United  Brethren  Church 
will  speak.  They  are  Dr.  Kermit  Long, 
Nashville,  general  secretary  of  the 
Methodist  General  Board  of  Evangel¬ 
ism,  and  the  Rev.  Joseph  H.  Yeakel, 
Dayton,  Ohio,  EUB  leader  who  has  a 
joint  staff  relationship  with  the  Meth¬ 
odist  board  as  the  two  denominations 
prepare  for  union  in  April,  1968. 

Among  other  speakers  will  be  Dr. 
Chester  A.  Pennington,  pastor  of  Hen¬ 
nepin  Avenue  Methodist  Church,  Min- 
n  e  a  p  o  1  i  s  ;  Dr.  K.  Morgan  Ed¬ 
wards,  a  professor  at  the  School  of 
Theology  at  Claremont,  Calif. 

Presiding  officer  will  be  Dr.  Tru¬ 
man  W.  Potter,  Charleston,  W.  Va., 
council  president. 

Bill  Mann,  Dallas,  Texas,  will  be 
the  song  leader. 

Among  topics  to  be  discussed  at  the 
meeting  will  be  lay  witnessing.  Evan¬ 
gelism  and  the  EUB-Methodist  Union, 
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SditohiaH 

A  SEARCH  FOR  A  DEFINITION 

OR  SOME  TIME  now  we  have  been  searching 
■*  for  a  definition  of  a  word  that  slipped  into 
our  American  vocabularies  a  year  or  two  ago 
without  anyone’s  going  to  the  trouble  to  define 
it.  The  word  is  “psychedelic,”  and  the  only  diction¬ 
ary  in  which  we  have  been  able  to  find  a  meaning 
is  the  Random  House  Dictionary  of  the  English 
Language  which  gives  it  as:  “of  or  noting  a  mental 
state  of  great  calm,  intensely  pleasureful  percep¬ 
tion  of  the  senses,  esthetic  entrancement,  and  crea¬ 
tive  impetus.”  Now,  that’s  not  the  definition  of 
the  word  as  we  have  heard  and  seen  it  used.  We 
admit  that  it  has  become  a  stereotyped  word  un¬ 
der  which  strangely  different  events  and  “happen¬ 
ings”  have  been  defined  —  including  everything 
from  the  effects  of  the  use  of  LSD  to  a  wild 
dress  design.  It  is  even  used  to  refer  to  that  strange 
event  that  was  called  a  worship  service  at  the 
recent  convocation  on  church  and  community  life 
at  Columbus,  O. 

One  of  the  most  appropriate  statements  we 
have  seen  concerning  the  whole  range  of  events 
and  reactions  to  which  we  are  referring  is  this: 
“A  new  movement  has  emerged  in  contemporary 
philosophy,  paralleling  the  anti-hero  in  faction.  It 
is  the  vogue  of  the  anti-mind.”  (Christianity 
Today) 


Included  in  this  movement  must  be  the  “hip¬ 
pies,”  but  also  must  be  included  those  who  protest 
so  many  things  with  such  thoughtlessness.  It  can 
be  said  that  the  hippies  couldn’t  care  less  whether 
the  majority  of  American’s  approve  or  disapprove 
what  they  are  doing.  However,  their  world  cannot 
be  isolated  in  a  glass  bell  jar,  and  so  we  must  con¬ 
tinue  to  search  for  a  better  definition  of  all  that 
they  are  and  are  not.  Recent  tragedy  in  New 
York’s  East  Village  section  has  underscored  the 
fact  that  it  is  too  easy  for  others  to  slip  in  and 
out  of  their  “psychedelic”  world  both  misunder¬ 
standing  and  exploiting  their  “never-never  land.” 
A  lovely  young  girl  in  her  late  teens  could  slip  in 
the  door  from  one  side  and  a  group  of  “hoods” 
from  the  other,  and  the  “hippies” — riding  their 
clouds,  and  “making  their  trips” — may  be  correct 


FAITH  MAKES  THE  DIFFERENCE 


in  affirming  that  they  did  not  know  what  was 
happening.  They  so  often  do  not. 

The  whole  anti-mind  mood  took  on  a  new  di¬ 
mension  last  week,  entering  the  arena  of  juris¬ 
prudence,  as  a  man  was  acquitted  of  the  murder 
of  his  mother-in-law  when  his  attorney  proved  that 
he  was  under  the  influence  of  LSD  when  it  hap¬ 
pened.  This  has  awful  possibilities  for  criminal  de¬ 
fense  in  the  future.  As  we  read  in  current  peri¬ 
odicals  we  get  the  impression  that  a  new  “psy¬ 
chedelic”  substance  has  entered  the  scene  under 
the  designation  “speed.”  Signs  are  now  going  up 
everywhere  in  “hippie-land”  proclaiming  that 
speed  kills”  and  they  are  not  talking  about  reck¬ 
less  driving. 

We  are  told  by  some  that  there  is  no  violence 
among  the  true  hippies.  But  these  words  fall  on 
deaf  ears  when  the  environment  of  the  “anti-mind” 
in  which  they  move  is  that  in  which  so  much 
violence  and  self  destruction  continues  to  take 
place.  We  are  told  that  they  love  everybody — yet 
when  their  concrete  examples  of  this  emotion  take 
on  such  strange  and  weird  forms  one  is  tempted 
to  cry  out  “please  don’t  love  me.” 

Some  would  confuse  what  this  strange  genera¬ 
tion  is  doing  with  some  ancient  forms  of  philoso¬ 
phy,  including  Zen  Buddhism.  These  of  the  “anti¬ 
mind”  can  find  some  philosophical  jargon  which 
even  enables  them  to  claim  to  be  the  “enlight¬ 
ened,”  and  all  the  rest  of  us  can  be  casually  count¬ 
ed  off  as  the  uninformed.  Some  of  them  probably 
turn  to  the  writings  of  the  late  Dr.  D.  T.  Suzuki, 
who  said,  “All  generalizations  are  false,  including 
this  one!”  This  so-called  enlightenment  includes 
the  impossibility  of  telling  others  what  it  is.  Thus, 
you  see,  the  disciple  of  the  “anti-mind”  can  claim 
that  the  person  who  fails  to  attain  enlightenment 
is  forever  barred  from  the  knowledge  of  it. 

Charles  Humpheys,  an  English  lawyer  and  a 
Zen  Buddhist,  said  a  number  of  years  ago:  “When 
thought,  infuriated,  baffled,  and  at  last  aware  of  its 
futility,  gives  up,  then  suddenly,  unmistakable, 
comes — what?  A  unique,  utterly  personal  incom¬ 
municable  experience,  in  a  flash  of  that  which 
is  beyond  description,  because  it  is  beyond  the 
plane  on  which  description,  which  must  use  the 
symbols  of  duality,  can  function.” 

Suzuki,  wrote  in  the  defense  of  his  philosophy 
against  an  attacker:  “There  will  be  no  name-call¬ 
ing,  no  kicking,  but  a  ‘logical’  presentation  of  Zen 
philosophy,”  but  he  added  this  whole  process  is 
often  achieved  by  the  teacher’s  “hitting  students 
over  the  head  with  bricks,  by  kicks,  slaps,  and 
so  on.”  If  he  were  still  alive,  he  would  probably 
add  “and  with  LSD.” 

We  end  as  we  began,  affirming  our  quest  for 
a  definition  of  “psychedelic,”  because  it  is  a  dan¬ 
gerous  word  that  is  being  used  far  too  casually  by 
responsible  people. 
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DELAYED  JUDGMENT 

The  editor’s  mail  has  contained  sev¬ 
eral  communications  recently  relative 
to  a  government-sponsored  report  on 
alcoholism  that  has  created  quite  a  bit 
of  controversy  because  ofthe prominent 
manner  in  which  the  secular  press  has 
dealt  with  it. 

The  report  is  entitled  “Alcohol 
Problems,  A  Report  to  the  Nation,” 
released  by  the  Cooperative  Commis¬ 
sion  on  the  Study  of  Alcoholism.  We 
are  undertaking  to  get  a  copy  of  the 
full  report  before  we  make  an  evalua¬ 
tion  of  it,  and  so  would  like  for  these 
persons  who  have  written  us  to  be 
patient  while  we  get  the  report  and  try 
to  give  our  own  careful  consideration. 

A  representative  of  the  National 
Council  of  Churches  underscored  its 
importance  at  a  press  briefing — and 
we  are  sure  that  it  is  important,  what¬ 
ever  it  says.  Then,  the  executive  sec¬ 
retary  of  the  NCC  issued  a  statement 
denying  that  the  report  had  received 
the  endorsement  of  that  agency,  sug¬ 
gesting:  “the  Council  is  giving  serious 
study  to  the  report  and  recommends 
that  others  do  likewise.”  This,  too,  is 
our  advice. 

The  Board  of  Christian  Social  Con¬ 
cerns  of  The  Methodist  Church  has 
also  i  issued  statement  suggesting  that 
the  report  opens  the  way  for  a  moTe 
successful  ecumenical  approach  to  al¬ 
cohol  problems.  We  will  also  be  study¬ 
ing  that  statement  to  see  if  we  can 
interpret  exactly  what  that  means. 

This  publication  has  never  hedged 
on  its  position  on  the  alcohol  ques¬ 
tion  and  does  not  intend  to  at  this 
point.  But,  frankly,  all  we  know  about 
the  content  of  the  report  at  this  time 
is  “what  we  have  read  in  the  papers.” 
We  will  at  a  future  date  give  a  report 
in  depth  on  this  significant  document. 

Increasingly,  this  area  is  becoming 
one  in  which  communication  is  diffi¬ 
cult  and  diverse  points  of  view  almost 
impossible  to  reconcile.  We  will  do 
our  cause  an  injustice  if  we  do  not 
speak  from  knowledge.  Great  allies  are 
willing  to  join  us  in  fighting  the  evil 
of  alcohol  if  we  only  give  them  a 
chance  by  being  fair  and  objective. 

THOUGHT  FOR°  THE  WEEK:  A 
word  of  sympathy  for  the  poor  folks 
who  waited  all  summer  to  get  their 
hour  back  and  then  forgot  to  set  their 
clocks  when  they  went  to  bed  Saturday 
night. 
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Bishop  F.  Gerald  Ensley,  third  from  left,  of  Columbus,  0.,  is  shown  with 
the  bishops  of  the  Evangelical  United  Brethren  Church  who  were  recently 
his  guests  at  a  dinner  meeting  at  West  Carrollton,  Ohio.  The  meeting  coin¬ 
cided  with  one  of  a  series  of  churchmanship  dinners  which  Bishop  Ensley 
has  been  holding  in  the  Ohio  West  Area.  The  EUB  bishops  are  (I.  to  r.): 
H.  W.  Kaebnick,  Harrisburg,  Pa.;  J.  Gordon  Howard,  Pittsburgh,  Pa.;  Reu¬ 
ben  H.  Mueller,  Indianapolis,  Ind.;  H.  R.  Heininger,  Minneapolis,  Minn.; 
W.  Maynard  Sparks,  Sacramento,  Calif.;  Paul  M.  Herrick,  Dayton,  0.;  and 
Paul  W.  Milhouse,  Kansas  City,  Mo.  (Ohio  West  Methodist  Information 
Photo) 


■  Increased  to  $3,000 

Ralph  Stoody  Fellowship  in  Journalism 


Announce  preachers 
for  Uniting 
Conference 

DALLAS,  Tex.  (MI) — Preachers  for 
the  afternoon  services  at  the  Uniting 
Conference  to  be  held  here  April  21- 
May  4,  1968,  have  been  announced 
by  A.  G.  Jefferson  of  Lynchburg,  Va, 
vice  chairman  of  the  Commission  on 
Entertainment  and  Program  and  chair¬ 
man  of  its  program  committee. 

The  Uniting  Conference  will  bring 
together  official  delegates  from  annual 
conferences  of  The  Methodist  Church 
and  The  Evangelical  United  Brethren 
Church  to  consummate  the  union  of 
those  two  denominations  into  the  new 
United  Methodist  Church. 

Jefferson  pointed  out  that  the  list 
of  preachers  includes  one  from  each 
of  the  six  jurisdictions  of  the  present 
Methodist  Church,  an  overseas  repre¬ 
sentative,  and  a  speaker  from  the  pres¬ 
ent  EUB  Church. 

Breaking  with  tradition,  the  com¬ 
mittee  is  presenting  a  layman  as  the 
speaker  at  one  of  the  services. 

The  exact  day  on  which  the  preach¬ 
ers  will  speak  will  be  assigned  later, 
but  these  preaching  services  will  be 
held  in  the  First  Methodist  Church 
in  Dallas. 

Dr.  Irving  I.  Smith  of  the  First 
Methodist  Church,  Stillwater,  Okla., 
will  be  in  charge  of  arrangements  for 
the  services.  He  is  a  member  of  the 
Commission  on  Entertainment  and 
Program. 

The  list  of  preachers  follows;  Dr. 
Harold  Bosley,  Christ  Church,  New 
York,  N.  Y.;  Dr.  James  Armstrong, 
Broadway  Church,  Indianapolis,  Ind.; 
Dr.  Carl  Sanders,  Superintendent  of  the 
Norfolk  (Va.)  District;  Dr.  William 
Dickinson,  Jr.,  Highland  Park  Church, 
Dallas,  Tex.;  Dr.  Arthur  S.  Flemming, 
president  of  the  University  of  Oregon, 
Eugene,  Ore.,  and  president  of  the  Na¬ 
tional  Council  of  Churches;  Dr.  L.  L. 
Haynes,  Wesley  Church,  Baton  Rouge, 
La.;  Dr.  Millard  J.  Miller,  First  EUB 
Church,  Westerville,  Ohio;  Bishop  Odd 
Hagen,  Stockholm,  Sweden,  president 
of  World  Methodist  Council. 

t 

Missionaries  cultural 
contributions  praised 

Two  Methodist  missionaries  in  Latin 
America,  one  an  89  year-old  agricul¬ 
turist  and  museum  director  and  the 
other  a  26-year-o!d  musician  and  music 
educator,  have  recently  received  rec¬ 
ognition  in  the  press  and  in  non-church 
circles  for  their  contributions  to  Latin 
American  culture.  They  are: 

Dr.  Dillman  S.  Bullock,  former  agri¬ 
cultural  teacher,  extension  director, 
U.S.  government  international  agricul¬ 
turist  and  agricultural  missionary  who 
was  commended  by  the  Parliament  of 
Chile  for  his  continuing  work  at  the 
Bullock  Museum  at  El  Vergel  Farm, 
Angol,  Chile. 

Thomas  C.  Stevens  (American 
Riverside,  Calif.),  special-term  mission¬ 
ary  teaching  at  the  Methodist  The¬ 
ological  Seminary  in  San  Jose,  Costa 
Rica,  who  was  praised  in  a  San  Jose 
newspaper  for  his  ability  as  a  piano 
accompanist  at  a  vocal  recital  in  San 
Jose’s  National  Theater. 


NEW  YORK — Awaiting  some  wor¬ 
thy  student  is  an  amount  of  $3,000 
for  the  Ralph  Stoody  Fellowship  in 
Journalism. 

The  amount  of  the  fellowship  for 
the  1968-69  academic  year  was  raised 
from  $2,000  to  $3,000  by  recent  ac¬ 
tion  of  the  Commission  on  Public  Re¬ 
lations  and  Methodist  Information. 
Notices  of  the  fellowship  are  currently 
being  sent  to  schools  or  departments 
of  journalism,  university  pastors,  edi¬ 
tors,  and  other  church  leaders. 

Bishop  Eugene  M.  Frank  of  St.  Lou¬ 
is,  president  of  the  commission,  said 
that  the  fellowship  was  established  to 
honor  Dr.  Ralph  Stoody,  who  gave  24 
years  of  inspired  service  as  general 
secretary  and  executive  director  of  the 
commission  until  his  retirement  in 
1964. 

The  announcement  states  that  the 
grant  will  assist  a  person  engaged  in 


■  Crusades  total  $50,443,000 


A  new  record  of  service  to  annual 
conference  and  local  congregations  of 
The  Methodist  Church  was  posted  last 
year  by  the  denomination’s  corps  of 
professional  fund-raisers.  They  led  457 
financial  crusades  in  which  $50,443,- 
000  was  raised,  surpassing  the  previous 
record  total,  set  in  1965,  by  $2,870,- 
000. 

The  1967  amount  brings  to  $477,- 
207,000  the  grand  total  raised  in  the 
37-year  history  of  the  Department  of 
Finance  and  Field  Service  of  the  Na¬ 
tional  Division,  Methodist  Board  of 
Missions.  It  is  the  Department’s  32 
full-time  and  part-time  crusade  direc¬ 
tors,  or  “financial  missionaries”  as  they 
are  often  called,  that  comprise  the  pro¬ 
fessional  fund-raising  staff. 

The  figures  on  the  number  of  cru¬ 
sades  and  the  amount  raised  are  con¬ 
tained  in  the  annual  report  of  the  De¬ 
partment  executive  secretary, 


religious  journalism,  or  a  person  plan¬ 
ning  to  enter  this  field,  in  taking  grad¬ 
uate  work  at  an  accredited  school  of 
department  of  journalism. 

Applications  and  supporting  docu¬ 
mentation  must  be  received  at  Method¬ 
ist  Information’s  headquarters  office 
in  New  York  by  Jan.  15,  1968.  Blanks 
may  be  secured  by  writing  to  Dr. 
Arthur  West,  General  Secretary,  Meth¬ 
odist  Information,  Room  7-D,  777 
United  Nations  Plaza,  New  York,  N. 
Y.  10017. 

Chairman  of  the  Ralph  Stoody  Fel¬ 
lowship  Committee  is  Louis  Spilman  of 
Waynesboro,  Va.,  long-time  editor  and 
publisher  of  the  News-Virginian. 

The  Ralph  Stoody  Fellow  for  the 
current  year  is  Miss  Katherine  M.  Platt 
of  Fargo,  N.  Dak.,  who  is  doing  grad¬ 
uate  work  at  Medill  School  of  Journal¬ 
ism,  Northwestern  University,  Evans¬ 
ton,  Ill. 


Dr.  Alton  E.  Lowe,  New  York  and 
Philadelphia.  The  report  covers  the  De¬ 
partment’s  1967  fiscal  year  (the  12 
months  ending  May  31). 

The  1967  amount  raised  in  De¬ 
partment-conducted  crusades  is  $5,- 
362,000  more  than  the  $45,081,000 
raised  in  fiscal  1966.  The  457  cru¬ 
sade  in  1967  compare  with  459  in 
1966.  The  crusades  were  primarily  for 
funds  for  building  purposes,  but  some 
were  for  both  building  funds  and  cur¬ 
rent  budgets.  Crusades  were  conducted 
in  45  states,  the  District  of  Columbia 
and  Puerto  Rico. 

Crediting  Methodists  with  a  sense 
of  financial  stewardship,  Dr.  Lowe  said 
in  his  report:  “The  record  amount  was 
pledged  in  spite  of  the  tight  money 
policy  and  high  interest  rates  which 
have  plagued  the  national  economy 
the  last  year  or  two,  have  forced  a 
sharp  decline  in  church  construction, 


DAILY  BIBLE  BEADING 

Below  is  a  schedule  for  the 
Daily  Bible  Reading;,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  gruide  for 
use  in  your  homes. 

Nov.  5  -  Sun.  .  I  Chron.  16:7-36 
Nov.  6  Neh.  8:1-12 

Nov.  7  Psalms  11 

Nov.  8  Psalms  33 

Nov.  9  . Psalms  35 

Nov.  10  Psalms  50 

Nov.  11  Psalms  65 

Nov.  12  -  Sun.  Psalms  67 


NCC  denies 
alcoholism  report 
endorsement 

NEW  YORK,  N.Y.  (NCC)  —  The 
general  secretary  of  the  National  Coun¬ 
cil  of  Churches  said  today  that  con¬ 
trary  to  published  statements,  the  NCC 
has  not  endorsed  a  Government-spon¬ 
sored  report  on  alcoholism  and  alcohol 
problems. 

Dr.  R.  H.  Edwin  Epsy  also  said, 
however,  that  “the  Council  is  giving 
serious  study  to  the  report  and  rec¬ 
ommends  that  others  do  likewise.” 

“The  NCC  will  arrive  at  a  decision 
about  this  report  through  its  usual 
channels  —  upon  recommendation  by 
an  appropriate  program  unit  and  action 
by  its  General  Board,  which  alone  is 
authorized  to  establish  Council  policy,” 
Dr.  Espy  said. 

The  document  in  question  is  Alco¬ 
hol  Problems,  A  Report  to  the  Na¬ 
tion,  by  the  Cooperative  Commission 
on  the  Study  of  Alcoholism,  published 
Oct.  12  by  Oxford  University  Press. 

At  a  pre-publication  press  briefing 
on  the  report  a  representative  of  the 
NCC  called  attention  to  the  report’s 
importance.  However,  he  did  not  en¬ 
dorse  the  Commission’s  findings  or 
recommendations,  Dr.  Espy  pointed 
out. 

“The  Council’s  Division  of  Chris¬ 
tian  Life  and  Mission,  through  its  Task 
Force  on  Alcohol  Problems,  earlier 
had  provided  opportunities  for  con¬ 
cerned  denominational  leaders  to  meet 

Please  turn  to  page  15 


and  have  reduced  the  number  of 
churches  raising  capital  funds.” 

Dr.  Lowe’s  report  also  cited  the  ser¬ 
vice  rendered  by  the  Department’s  six 
church-builders,  who  aid  mission  con¬ 
gregations  in  Puerto  Rico  and  among 
ethnic  and  language  minority  groups 
in  the  U.S. 

In  commenting  on  the  financial  cru¬ 
sades,  Dr.  Lowe  said: 

“More  important  than  even  the  gen¬ 
erous  financial  support  of  many  build¬ 
ing  and  debt  retirement  programs, 
church  operating  and  benevolence  bud¬ 
gets,  conference,  institutional  and  mis¬ 
sionary  causes  is  the  spiritual  revital¬ 
ization  of  thousands  of  Methodists  who 
were  challenged  through  the  crusades 
to  practice  Christian  stewardship  and 
witness  for  Christ  in  their  own  com¬ 
munities.  Undoubtedly  some  of  the  re¬ 
wards  of  such  stewardship  are  to  be 
found  in  what  the  giving  did  for  the 
givers,  whose  faith  was  strengthened, 
whose  hopes  were  lifted,  whose  vision 
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Choudrant  banker 
receives  Ruston  District 
Layman  of  Year  award 

W.  G.  Kelly,  of  Choudrant,  was 
given  the  Layman  of  the  Year  Award 
for  the  Ruston  District  amid  the  ap¬ 
plause  of  150  laymen  and  pastors  at 
the  Ruston  District  Laymen’s  Banquet 
held  this  past  week  at  Bernice.  Dr. 
Henry  A.  Rickey,  district  superinten¬ 
dent,  made  the  presentation. 

Every  year,  the  Ruston  District  pays 
special  tribute  to  an  outstanding  lay¬ 
man:  a  man  who  has  served  faith¬ 
fully  in  his  local  church,  as  well  as 
efficiently  in  the  District. 

Mr.  Kelly  was  bom  in  the  Long- 
straw  community  near  Ruston,  attend¬ 
ed  public  school  in  Choudrant,  the 
Tyler  Commercial  College  and  North¬ 
western  State  College  in  Natchitoches 
(then  known  as  State  Normal).  He 
taught  school  for  several  years  in 
South  Louisiana,  and  then  entered  the 
field  of  banking.  After  working  several 
years  in  the  Ruston  State  Bank,  he 
was  transferred  to  the  Bank  of  Chou¬ 
drant,  where  he  has  been  for  many 
years. 

Mr.  Kelly  has  been  active  in  civic 
affairs,  serving  on  the  school  board, 
the  Tuberculosis  Association,  the 
Town  Council,  the  Longstraw  Ceme¬ 
tery  Association,  and  the  Lincoln  Gen¬ 
eral  Hospital  Board.  He  is  an  active 


Dr.  Rickey  presents  District  Lay¬ 
man  of  the  year  award  to  Mr. 
Kelly. 

Mason,  being  Past  Master  of  the 
Choudrant  Lodge,  Past  Worthy  Patron 
of  the  Choudrant  Chapter  of  the  East¬ 
ern  Star.  He  is  presently  treasurer  of 
the  Choudrant  Lodge.  In  the  work  of 
his  church,  Mr.  Kelly  is  a  Trustee, 
District  Steward,  and  Church  Trea¬ 
surer.  On  the  District  Level  he  is  the 
treasurer  of  the  Ruston  District  Board 
of  Missions. 

The  Bernice  church,  the  Rev.  Byrd 
L.  Terry,  pastor,  was  host  church,  and 
the  ladies  of  the  church  served  a  de¬ 
licious  fried  chicken  supper.  Tom  T. 
Matheny,  conference  lay  leader,  was 
the  principal  speaker,  and  Robert 
Charles  Smith,  Ruston  District  lay 
leader  was  the  master  of  ceremonies. 
Next  year,  the  laymen’s  banquet  will 
be  held  at  Arcadia. 

t 


Asbury  announces 
special  Sunday 
evening  series 

Asbury  Methodist  Church,  Lafay¬ 
ette,  has  announced  a  series  of  special 
programs  for  the  Fall  and  Winter 
months  under  the  general  title  “Sunday 
Evening  Panorama.”  The  descriptive 
brochure  says  that  they  are  “especially 
planned  for  inspiration  and  help  and 
challenge  for  the  youth  and  adults  of 
the  church  and  community.” 

The  programs  for  Oct.  15,  22  and 
29  were  under  the  theme  of  “Sex  and 
the  Christian  Faith.”  Participating  were 
Dr.  A1  W.  Beacham,  urologist;  Dr. 
Morris  Hoffpauir,  gynecologist;  Dr. 
David  Regan,  psychiatrist;  and  the 
Rev.  George  W.  Ross,  the  pastor. 

On  the  evenings  of  Nov.  5,  12  and 
19  the  congregation  will  hear  a  series 
of  sermons  in  dialogue,  in  which  the 
Rev.  Wayne  R.  Smith,  director  of  the 
Wesley  Foundation,  and  the  pastor  will 
participate.  The  three  messages  will  be 
based  on  the  parable  of  the  prodigal 
son. 

On  Sunday  evening,  November  26, 
Bishop  Aubrey  G.  Wilton  will  be  the 
speaker  using  the  theme  “What  I 
Would  Like  My  Church  to  Be.”  The 
Asbury  parsonage  will  be  consecrated 
following  the  service. 

On  Dec.  3,  Mrs.  Jimmy  Owen  will 
review  the  play,  “J.B.,”  and  on  Dec. 
10,  “The  Scarlet  Letter”  by  Nathaniel 
Hawthorne  will  be  reviewed  by  Mrs. 
R.  R.  Branton. 


The  Rev.  James  S.  Noblin,  Lov¬ 
er’s  Lane  Methodist  Church,  Dal¬ 
las,  and  Ernest  C.  Arnold,  Na¬ 
poleon  Methodist  Church,  New 
Orleans,  at  National  Meeting  of 
“The  Twelve"  in  Nashville. 
Theological  soundness  and  so¬ 
cial  concern  were  the  main  em¬ 
phases  of  the  Fifth  Annual  meet¬ 
ing  of  this  lay  organization  spon¬ 
sored  by  the  General  Board  of 
Evangelism,  and  directed  by  Ern¬ 
ie  Logan,  a  layman  and  former 
baseball  player. 


Do  you  know  what  makes  man  the 
most  suffering  of  all  creatures?  It  is 
that  he  has  one  foot  in  the  finite  and 
the  other  in  the  infinite,  and  that  he 
is  torn  between  two  worlds. 

—  Anonymous 
t 


Robert  Charles  Smith,  Ruston  District  lay  leader  welcomes  the  150  laymen 
and  their  pastors  to  Laymen’s  banquet  at  Bernice. 


from  page  one  from  page  one 

Evangelism  Conference  Arts  Festival 


and  “Preaching  the  Gospel  to  the 
Poor,”  which  will  include  emphasis 
on  “the  laboring  man,  Negroes,  and 
the  Inner  City.” 

t 

from  page  one 

Christian  Education  Conference 

ological  School  in  Ohio;  Dr.  Robert 
Elliott,  associate  professor  of  pastoral 
care,  Perkins  School  of  Theology;  Dr. 
Albert  C.  Outler,  professor  of  theology, 
Perkins  Schools  of  Theology;  and  Bish¬ 
op  James  K.  Matthews,  Boston. 

The  conference  will  open  with  sec¬ 
tion  meetings  at  2  p.m.,  Monday,  No¬ 
vember  6,  with  the  exception  of  the 
director's  section  which  begins  at  1 :30 
p.m.  The  final  session  will  be  on  Fri¬ 
day  evening,  November  10. 

t 

Loss  of  sincerity  is  loss  of  vital 
power.  —  Bovee 


light  of  contemporary  technological 
society.  His  insights  have  been  height¬ 
ened  by  his  association  with  students 
and  their  parents  as  he  has  served  as 
chaplain  at  St.  Martin’s  Episcopal 
School  in  Metairie  and  as  rector  of 
All  Saints  Episcopal  School  in  Vicks¬ 
burg,  Miss. 

Sessions  of  the  Theology  Institute 
will  be  held  at  The  Church  House, 
330  St.  Charles  Avenue,  on  Friday, 
November  10,  beginning  at  7:30  P.M. 
and  Saturday  morning  beginning  at 
7:30  a.m.  Friday  evening’s  topic  will 
be,  “The  Secular  Answer  to  Religious 
Questions.”  Saturday  morning’s  topics 
will  be  “Contemporary  Experiences — 
Are  They  Germaine  to  the  Central 
Themes  of  the  Christian  Faith?”  and 
“Need  of  Religion  to  Meet  the  Affluent 
Society.”  There  will  be  a  continental 
breakfast  on  Saturday  morning. 

There  will  be  a  registration  fee  of 
$5  for  adults  attending  the  institute 
and  $2  for  students. 


The  Music  of  Christmas  will  be  pre¬ 
sented  by  the  Chancel  Choir  on  Dec. 
17,  and  on  Dec.  24  there  will  be 
a  candlelight  carol  service  at  the  eve¬ 
ning  hour.  On  Dec.  31,  there  will  be 
a  watchnight  worship  and  family-cen¬ 
tered  fellowship  with  Holy  Commu¬ 
nion. 


On  Jan.  7,  12  and  28,  there  will  be 
a  series  of  pictorial  messages  with  artist 
Earl  Warner  representing  the  23rd 
Psalm  in  art  while  the  pastor  interprets 
the  message  in  terms  relevant  to  our 
day. 

t 


At  Alexandria  District 
Preacher’s  meeting,  Oct¬ 
ober  16,  left  to  right: 
the  Rev.  John  F.  Kil¬ 
patrick,  Alexandria  dis¬ 
trict  superintendent;  Dr. 
Francis  L.  Brockman, 
Secretary  for  Cultivation, 
Methodist  Committee  for 
Overseas  Relief,  New 
York  City;  the  Rev.  K. 
G.  Rorie,  associate  di¬ 
rector,  Louisiana  Area 
Office,  Shreveport.  BE¬ 
LOW:  The  Rev.  John  F. 
Kilpatrick  presides  over 
meeting. 
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If  E  W  S 
ilOTES 

W.  L.  SIMONS  has  been  added  to  the 
staff  of  North  Highland  Church, 
Shreveport,  as  youth  director.  He  works 
with  the  Rev.  Don  Risinger,  pastor. 

BATON  ROUGE  CATHOLICS  and 
Methodists  were  in  dialogue  in  the 
North  Baton  Rouge  Methodist  Church 
Sunday  afternoon,  Oct.  8.  Following 
the  discussions  the  members  of  St. 
Charles  Catholic  Church  remained  for 
the  evening  worship  service  at  which 
time  Father  Lester  C.  Lagassagne 
brought  the  message.  The  Rev.  Bev¬ 
erly  E.  Bond  was  host  pastor. 

MRS.  DONALD  GIBSON  is  direct¬ 
ing  the  newly  organized  elementary 
choir,  comprised  of  22  children,  in 
the  DeRidder  Church.  Mrs.  Gerald 
Hults  directs  the  youth  choir,  and  Lou¬ 
is  Blankenbaker  the  adult  choir.  The 
Rev.  Robert  Jamieson  is  pastor. 

THE  ECUMENICAL  STUDY  in  Na¬ 
poleon  Avenue  Church,  New  Orleans, 
is  being  held  the  four  Sunday  nights 
of  October.  Guest  speakers  have  been: 
the  Rev.  Herbert  Polinard,  pastor  of 
St.  Charles  Avenue  Christian  Church, 
on  Oct.  8;  the  Rev.  Ralph  Beets,  pas¬ 
tor  of  First  Evangelical,  United  Church 
of  Christ,  Oct.  15;  the  Rev.  William  P. 
Richardson,  pastor  of  St.  George’s 
Episcopal,  Oct.  22.  The  final  speaker 
in  the  series  was  Dr.  Alex  W.  Hun¬ 
ter,  pastor  of  First  Presbyterian,  on 
Sunday  night,  Oct.  29.  The  Rev.  Don 
Alverson  is  minister  at  Napoleon 
Church. 

PRESBYTERIAN  AND  METHOD¬ 
IST  youths  of  Crowley  are  meeting  to¬ 
gether  on  Sunday  evenings  during  Oc¬ 
tober  and  November.  This  month  they 
are  having  fellowship  in  First  Meth¬ 
odist  Church,  of  which  the  Rev.  W. 
D.  Boddie  is  pastor.  In  November 
they  will  meet  in  the  Presbyterian 
Church. 

RINGGOLD  MYF  OFFICERS  elect¬ 
ed  on  Oct.  15  were:  Bruce  McLemore, 
president;  Winkie  St.  Amant,  vice  pres¬ 
ident;  Marsha  Bansinger,  secretary; 
Jimmy  McDowell,  treasurer.  Coun¬ 
selors  for  this  group  are  Mrs.  Leon 
Basinger  and  Mrs.  St.  Amant.  The 
Junior  Fellowship  group  is  led  by  Mrs. 
Robert  Corley  and  Mrs.  Scott  Wood¬ 
ard.  The  Rev.  A.  D.  St.  Amant,  Jr. 
is  pastor. 

HAMMOND  FIRST  CHURCH  is  pro¬ 
moting  “lay  luncheons”  on  the  first 
and  third  Mondays.  These  are  dutch- 
treat  in  the  Tropic  Cafe,  with  the  pas¬ 
tors,  charge  lay  leader  and  Official 
Board  chairman  present  to  lead  discus¬ 
sion  of  complaints  or  praise  about  the 
church.  Pastors  are  the  Rev.  Alfred 
M.  Brown  and  the  Rev.  Jack  S.  Sin¬ 
gleton,  associate. 

OAK  PARK  CHURCH,  Lake  Charles, 
installed  the  following  MYF  officers: 
Brenda  Freund,  president;  Johnny 
Walker,  vice  president;  Chuck  Rew, 
treasurer;  Peggy  Gunnels,  secretary; 
Linda  Roberts  and  Kathy  Warburton, 
reporters.  The  Rev.  Oakley  Lee  is 
their  pastor. 


McGuire  Church,  West  Monroe,  observed 
Homecoming  on  Oct.  15.  The  Rev.  J. 
P.  McKeithen,  right,  former  pastor, 
now  of  Algiers  Church,  New  Orleans, 
was  the  guest  speaker.  The  Rev.  Al¬ 
vin  P.  Smith,  at  left,  is  the  McGuire 
pastor. 

BELOW: 

At  the  McGuire  homecoming  dinner, 
host  pastor  and  wife  are  seated  at  the 
ends  of  table.  The  Rev.  and  Mrs. 
McKeithen  are  on  Mrs.  Smith’s  left. 
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Layman's  Day  Speakers 


RINGGOLD:  J.  Davidson  Brown  was 
guest  speaker  on  Layman’s  Day.  Bob 
Corley  and  Scottie  Woodard  assisted 
in  the  service.  The  Rev.  A.  D.  St. 
Amant,  Jr.  is  pastor. 

CARROLLTON  CHURCH,  New  Or¬ 
leans:  Tom  Matheny,  conference  lay 
leader,  was  the  speaker  at  both  morn¬ 
ing  services.  Oct.  8.  Walter  P.  Harris,  i 
Sr.,  lay  leader,  was  in  charge  of  the 
program  and  also  presided.  The  fol¬ 
lowing  laymen  participated:  P.  L. 
Latuso,  Sr.,  Louis  E.  Williams,  Sr., 
Frank  Smith,  Dr.  W.  C.  Cherry,  L.  E.. 
Cox  and  Ethelbert  Miller.  The  eve¬ 
ning  service  had  Mrs.  Norman  Levy, 
deaconess,  as  speaker.  Music  was  un¬ 
der  supervision  of  Howard  McAfee. 
Walter  P.  Harris,  Sr.  presided.  Dr, 
James  Harris  is  pastor. 

LEESVILLE:  City  Judge  Jack  L. 
Simms  was  the  speaker.  He  is  chairman 
of  the  Leesville  Official  Board  and 
teacher  of  an  adult  class.  Dr.  John  E. 
Hearn,  Jr.  was  assisted  by  Mrs.  Mil- 
ton  Goins  in  conducting  the  service. 
The  Rev.  James  E.  Christie  is  pastor. 

NEW  ORLEANS,  First  Church:  Luth¬ 
er  B.  Pike,  charge  lay  leader  was  the 
speaker  at  the  early  service.  Dr.  W. 
W.  Shaw,  teacher  of  the  Wesleyan 
Class,  spoke  at  the  1 1  o’clock  service. 
The  Rev.  Clyde  S.  Clark  is  pastor. 


Mrs.  Guy  Hinginbotham  spoke  at  the 
evening  lay  service  in  First  Church, 
Houma. 


WELSH:  Layman’s  Day  was  observed 
on  Oct.  22.  Hubert  Blanchard,  Lake 
Charles  district  lay  leader,  was  the 
speaker.  Assisting  in  the  service  were 
M.  E.  Notestine,  Pat  Patterson,  and 
Pratt  Hayes.  The  Rev.  Henry  C. 
Blount,  Jr.  is  pastor. 

ISTROUMA  CHURCH:  Earl  Turner 
spoke  and  W.  T.  Matheny  presided 
at  the  morning  service.  Jack  Gregory 
spoke  and  Merlin  Pritchard  presided 
at  the  evening  service.  The  Rev.  Mar¬ 
vin  H.  Corley  is  pastor. 

LAKE  CHARLES,  First  Church: 
Claudius  A.  Mayo,  charge  lay  leader, 
was  in  charge  of  the  service.  Dr.  Ralph 
H.  Womack  was  the  speaker.  Laymen 
assisting  in  the  service  were  John  E. 
Bergstedt,  Dr.  B.  L.  Ruhl  and  James 
J.  Garbo. 

VIDALIA:  Mrs.  Frances  Patton 
brought  the  morning  message,  “Am¬ 
bassador’s  for  Christ.”  The  Rev.  W. 
O.  Simmons  is  pastor. 

LISBON  CHURCH:  Hugh  Whatley 
spoke  on  Oct.  22  and  Prentis  Suggs 
presided.  Other  laymen  participated. 
The  Rev.  C.  Ed  Henkel  is  pastor. 


From  left:  the  Rev.  Jerome  Cain  pre¬ 
sents  pins  to  Seymour  Dalsheimer, 
associate  district  lay  leader,  and  to 
Benson  Riggin,  church  lay  leader,  at 
the  recent  Layman’s  Day  service  in 
First  Church,  Houma. 


A  “TALK  BACK”  SERIES  of  services 
is  being  held  in  Rayne  Memorial 
Church,  New  Orleans,  each  second 
Sunday  of  the  month.  The  pastor,  Dr. 
B.  A.  Galloway,  chooses  an  issue  as 
the  theme  of  his  sermon  for  Sunday 
morning,  and  the  “talk  back”  takes 
place  at  the  5:00  p.m.  service. 

WESLEY  CHURCH,  ALEXAN¬ 
DRIA,  held  the  annual  homecoming 
on  October  17.  The  Rev.  R.  R.  Mil¬ 
ler,  pastor  of  the  Oak  Grove  Method¬ 
ist  Church,  was  guest  speaker.  The 
Rev.  J.  C.  Zerangue,  Sr.  is  pastor. 

LISBON  CHURCH  will  erect  new  en¬ 
trance  steps  to  the  church  from  a 
thousand  dollar  bequest  left  by  Miss 
Eunice  Meadows.  The  Rev.  C.  Ed. 
Henkel  is  pastor. 

INDIAN  BAYOU  CHURCH  recent¬ 
ly  concluded  its  annual  fall  revival 
which  was  held  Oct.  15-20.  Preaching 
was  by  the  Rev.  Tracey  R.  Arnold, 
pastor  of  the  First  Methodist  Church 
at  Abbeville.  The  song  leader  was 
Terry  Lowe,  organist  and  youth  direc¬ 
tor  at  the  First  Methodist  Church  in 
Crowley.  The  Rev.  Wayne  R.  Smith, 
director  of  the  Wesley  Foundation  at 
U.S.L.  in  Lafayette,  filled  the  pulpit 
for  Rev.  Arnold  (in  his  absence)  on 
Wednesday  night  of  the  revival.  Pi¬ 
anists  were:  Miss  Wanda  LeDoux,  Miss 
Joelle  Meaux,  Mrs.  Catherine  Blanch- 
et,  and  Mrs.  Sue  Arnold,  wife  of  Rev. 
Arnold.  The  pastor  is  the  Rev.  T.  R. 
Bergeron. 

MEMORIAL  DAY  was  held  at  Ari¬ 
zona  Church  on  Sunday,  Oct.  15.  The 
Rev.  C.  Ed.  Henkel,  pastor,  was  the 
speaker. 

A  RECENT  ISSUE  OF  the  bulletin 
of  Springhill  Methodist  Church  car¬ 
ried  the  good  news  that  Miss  Teresa 
McConnell,  daughter  of  Judge  and 
Mrs.  N.  J.  McConnell  has  dedicated 
her  life  for  full  time  Christian  ser¬ 
vice  in  the  field  of  Christian  educa¬ 
tion  to  specialize  in  youth  work.  Her 
pastor  is  the  Rev.  Loyd  E.  Williams. 

THE  REV.  JOE  ROBINSON  of  the 
Shongaloo  Methodist  Church  was  guest 
speaker  for  Methodist  Men  of  Spring- 
hill  on  Oct.  18.  Family  night  supper 
preceded  the  meeting.  The  Woman’s 
Society  held  the  monthly  general  meet¬ 
ing  at  the  same  time,  with  Herb  Park 
speaking  to  the  group  on  “Youth  and 
a  Changing  World.”  The  Rev.  Loyd 
Williams  is  pastor. 


LAY  SPEAKERS 

DeRIDDER:  The  speaker  was  Jack 
Simms,  city  judge  of  Leesville,  Oct.  8. 
The  following  Sunday  night  the  pul¬ 
pit  at  DeRidder  was  occupied  by  Rob¬ 
ert  Boyd,  member  of  the  Special  Ser¬ 
vices  at  Fort  Polk  and  a  ministerial 
student.  The  Rev.  Robert  Jamieson  is 
pastor. 

SOUTHSIDE  CHURCH,  Monroe:  Lay 
speaker  was  Herb  Moffett,  profession¬ 
al  portrait  painter.  Mr.  Moffett  is  ac¬ 
tive  in  First  Church,  West  Monroe, 
and  was  recently  selected  “Monroe 
District  Layman  of  the  Year.”  South- 
side  laymen  speaking  in  other  services 
were  Joe  Solomon,  Pete  Medak,  Rob¬ 
ert  Newcomer,  Charles  Pepper  and 
Don  Brown.  The  Rev.  Lea  Joyner  is 
pastor  at  Southside. 
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By:  Alfred  A.  Knox 

LESSON  FOR  NOVEMBER  12:  The  Lure  of  Other  Gods 


BACKGROUND  SCRIPTURE:  Hosea  4;  Hosea  8 
through  10 

MEMORY  SELECTION:  You  shall  have  no  other 
gods  before  me.  (Exodus  20:3) 

AIM  OF  THE  LESSON:  To  help  adults  under¬ 
stand  how  many  other  gods  there  are  about  us 
in  our  day  seeking  to  lure  us  from  our  commit¬ 
ment  to  God;  to  suggest  ways  by  which  we 

might  stand  firm  against  such  temptation. 

*  *  * 


We  dealt  in  last  week’s  lesson  with  the  tragic 
personal  life  of  Hosea  and  Gomer  and  were  re¬ 
minded  that  this  experience  served  as  the  main 
guide  in  the  prophet’s  denunciation  of  the  unfaith¬ 
fulness  of  Israel.  He  compares  the  sin  of  his  nation 
with  the  infidelity  of  his  own  wayward  wife.  Through 
it  all  there  is  a  note  of  optimism  which  one  did  not 
find  in  Amos.  Hosea  could  believe  that  God  would 
not  finally  give  Israel  up  for  destruction  because  he 
had  not  been  willing  to  let  Gomer  go  into  slavery, 
and  he  knew  that  God  still  loved  his  people  despite 
their  sinning. 

We  read  in  Wesley  Quarterly:  “The  marriage 
symbol  by  which  he  conveyed  a  portrait  of  God’s 
forgiving  love  was  dramatic;  his  people’s  idolatrous 
corruption  called  for  redemptive  measures  that 
were  drastic.  The  whole  Book  of  Hosea  centers  on 
the  relationship  of  God  to  Israel  and  of  Israel  to  her 
God.  Hosea  saw  the  faithlessness  and  the  crimes  of 
Israel,  of  her  prophets,  priests,  kings  and  people. 
But  for  Hosea  these  were  simply  marks  of  her  truly 
serious  sin:  Israel  had  denied  the  covenant  relation¬ 
ship  with  God.” 

All  through  these  lessons  from  Hosea  we  will 
be  seeing  reflected  the  depths  of  the  love  of  God  as 
well  as  the  depths  of  the  sin  of  Israel.  Dr.  Gordon 
Fratt  Baker  (The  Witness  of  the  Prophets)  points 
out  that  Hosea,  through  his  suffering,  is  in  a  po¬ 
sition  to  understand  and  share  the  feelings  of  God. 
He  says,  “Nor  can  they  share  feelings  with  a  God 
whom  they  never  understand.  For  all  their  theologies, 
until  men  stand  shoulder  to  shoulder  with  the  Cre¬ 
ator,  and  suffer. with  him  the  countless  sacrifices 
involved  in  building  a  bright  new  world,  they  can¬ 
not  know  that  somewhere  out  beyond  the  veil  of 
hot,  blinding,  human  tears,  sorrow  is  forever  lost  in 
joy.  Until  then  they  cannot  recognize  the  price  of 
holiness.  But  when  they  have  walked  in  the  com¬ 
pany  of  the  Lord  they  know,  as  the  eminent  Eng¬ 
lish  preacher  Percy  Clough  Ainsworth  said,  ‘We 
suffer  not  because  we  are  akin  to  earth,  but  because 
we  are  akin  to  heaven.’  ” 

*  *  * 

THE  LORD  HAS  A  CONTROVERSY 

The  opening  statement  of  the  fourth  chapter 
is  the  key  to  our  lesson  today:  “The  Lord  has  a 
controversy  with  the  inhabitants  of  the  land.”  The 
word  used  for  “controversy”  in  the  original  Hebrew 
means  a  quarrel,  a  contention,  a  legal  suit.  Israel  is 
here  charged  with  two  offenses:  of  forgetting  God 
and  with  violating  most  of  the  commandments.  Dr. 
S.  R.  Driver  says,  “By  saying  here  that  ‘there  is  no 
knowledge  of  God  in  the  land,”  Hosea  means,  ‘not 
merely  an  intellectual  apprehension  of  his  nature, 
but  a  knowledge  displaying  itself  in  conduct,  a 
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knowledge  of  his  power,  his  influence,  and  his  char¬ 
acter,  resting  upon  spiritual  experience  and  resulting 
in  moral  practice.’  ” 

God,  through  Hosea,  is  indicting  Israel  for  sins 
that  fall  into  three  categories.  First,  in  the  first  five 
verses  of  Hosea  4,  he  charges  the  people  with  vio¬ 
lating  his  law.  There  are  sins  against  humanity  men¬ 
tioned  in  verse  2:  “there  is  swearing,  lying,  killing, 
stealing,  and  committing  adultery;  they  break  all 
bounds  and  murder  follows  murder.”  Dr.  John 
Mauchline  (Interpreter’s  Bible)  says:  “The  fact  that 
transgression  of  the  sixth,  seventh,  eighth  and  ninth 
commandments  seemed  to  be  specified  here  gives 
some  support  for  the  view  that  by  Hosea’s  time  the 
Decalogue  may  have  been  formulated  and  recog¬ 
nized  as  a  standard  of  conduct.” 

Then,  in  verses  6  through  10,  we  read  the 
charges  that  Israel  has  forsaken  God — what  might 
be  called  sins  of  the  heart.  Here,  in  a  short  para¬ 
graph,  we  have  sin  and  punishment  joined  together. 
The  people’s  sin  was  rejecting  God,  and  the  pun¬ 
ishment  involves  his  rejecting  them  and  bringing 
them  into  a  state  of  dire  need.  On  indication  of 
Israel’s  widespread  moral  deterioration  was  the  cor¬ 
ruption  of  the  priesthood.  Verse  5  refers  to  the  dis¬ 
abling  penalty  which  will  come  upon  the  priest  and 
the  prophet,  “My  people  are  destroyed  for  lack  of 
knowledge,  because  you  have  rejected  knowledge.” 

Finally,  Israel’s  shameful  idolatry  is  described  in 
4:11-19  and  8:1-6.  Hosea  uses  the  word  “whore¬ 
dom”  to  begin  this  passage  that  deals  with  Israel’s 
misadventures  in  idolatry.  We  cannot  ignore  this 
word  because  it  occurs  23  times  in  the  book,  and 
another  word  for  “adultery”  is  used  six  times.  In 
4:12  we  read  “My  people  ask  counsel  of  their  stock, 
and  their  staff  declareth  unto  them.”  The  words 
“stock”  and  “staff”  are  referring  to  wooden  idols 
and  to  sticks  used  for  the  purpose  of  telling  for¬ 
tunes. 

*  *  * 

THE  PUNISHMENT  IN  STORE  FOR  ISRAEL 

Chapters  8,  9  and  10  have  to  do  not  so  much 
with  the  sins  of  Israel,  though  they  are  mentioned, 
as  with  the  punishment  that  was  certain  to  be 
meted  out  upon  this  rebellious  and  wayward  peo¬ 
ple.  First,  there  is  the  mention  of  the  Assyrian  cap¬ 
tivity:  “Though  they  hire  allies  among  the  nations, 
I  will  soon  gather  them  up.  And  they  shall  cease 
for  a  little  while  from  anointing  kings  and  princes.” 
(8:10).  Hosea  uses  in  this  same  chapter  a  term 
from  nature  which  has  become  a  part  of  our  vo¬ 
cabulary:  “For  they  sow  the  wind,  and  they  shall 
reap  the  whirlwind.”  (8:7).  We  will  remember  that 
the  figure  of  sowing  and  reaping  was  frequently 
used  by  Jesus.  Hosea  uses  it  here  to  describe  the 
consequences  of  Israel’s  evil.  They  are  real  and 
cumulative.  That  we  reap  what  we  sow  is  proof  of 
the  material  and  moral  trustworthiness  of  the  uni¬ 
verse.  As  Paul  said  in  Gal.  6:7-8,  “We  do  not 
gather  grapes  of  thorns  or  figs  of  thistles.” 

Then  in  9:7-11  the  prophet  indicates  that  the 
people  of  Israel  are  ripe  for  judgment.  “What  will 
you  do  on  the  day  of  the  appointed  festival,  and 
on  the  day  of  the  feast  of  the  Lord?”  (9:5)  Dr. 
Mauchline  says:  “This  verse  is  in  the  form  of  a 
rhetorical  question.  For  the  exiled  Israelites  the 
great  festivals  will  be  no  more,  and  all  of  the  joy 
of  them  will  be  a  thing  of  the  past.”  Then,  in  verse 
7,  we  read:  “The  days  of  punishment  have  come, 
the  days  of  recompense  have  come,  Israel  shall 
know  it.” 


Finally,  the  section  starting  at  10:7  says  that 
the  nation  shall  be  brought  to  an  end.  There  are  two 
aspects  of  judgment  here:  first,  the  land  will  return 
to  a  condition  of  wilderness.  “The  high  places  of 
Aven,  the  sin  of  Israel,  shall  be  destroyed.  Thom 
and  thistle  shall  grow  up  on  their  altars.”  (10:8) 
The  word  “aven”  means  “worthless”  and  is  used 
here  to  refer  to  all  of  the  idolatrous  high  places 
Israel  erected  in  defiance  of  God’s  will.  Then,  the 
prophet  says  these  helpless  and  deluded  people  will 
be  so  possessed  with  fear,  trembling  for  what  is  to 
come,  that  they  will  cry  out  for  the  mountains  to 
fall  upon  them. 

*  *  * 

THE  MISPLACED  TRUST 

Although  Hosea  was  a  spiritual  man,  he  was 
also  a  practical  politician,  and  a  great  deal  of  his 
message  deals  with  the  misplaced  trust  of  the  lead¬ 
ership.  He  goes  back  to  the  time,  following  the  death 
of  Solomon,  whenjhey  named  and  seated  kings  that 
did  not  have  the  sanction  of  Jehovah.  We  recog¬ 
nized  that  political  corruption  reflects  and  encour¬ 
ages  moral  deterioration.  Wesley  Quarterly  says:  “In 
our  time  Hosea  might  have  agreed  to  the  separation 
of  church  and  state,  but  he  would  never  have  set¬ 
tled  for  the  separation  of  politics  and  morality. 
Moral  and  political  rottenness  forever  go  hand  in 
hand.” 

Hosea’s  message  was  that  Israel  had  forgotten 
the  power  of  God  in  which  their  earlier  leaders  had 
placed  their  trust.  We  read  in  8:14,  “For  Israel  has 
forgotten  his  Maker,  and  built  palaces;  and  Judah 
has  multiplied  fortified  cities.”  This  seems  to  sum¬ 
marize  the  political  conditions  to  which  the  prophet 
spoke.  Having  long  since  forgotten  her  true  King, 
she  was  living  a  life  of  self-sufficiency,  relying  al¬ 
most  exclusively  on  military  schemes  and  fortified 
cities  for  her  security.  In  other  places  in  the  book 
Hosea  condemns  military  agreements  with  foreign 
kings  because  they  indicate  a  lack  of  trust  in  God. 

*  *  * 

IDOLATRY  THEN  AND  NOW 

Not  only  had  Israel  set  up  kings  that  were  not  of 
God’s  choosing,  but  they  also  made  idols  of  silver 
and  gold  and  wood  because  so  many  of  their  neigh¬ 
bors  worshipped  such  man-made  gods.  They  lived 
in  a  land  that  was  anything  but  fertile  and  when 
they  were  told  that  the  gods  of  Baal  held  power 
over  the  fertility  of  their  soil  and  of  their  women 
they  began  the  spiritual  journey  away  from  their 
faith  in  Jehovah.  They  did  not  become  converts  to 
Baal;  instead  they  began  to  introduce  the  practices 
of  the  heathen  fertility  cult  into  their  own  worship. 
This  is  why  Hosea  told  them  that  altars  which  they 
told  themselves  were  dedicated  to  the  worship  of 
God  were  really  “altars  of  sin.” 

It  is  so  easy  for  us  to  censure  these  people  for 
turning  to  the  worship  of  idols,  and  yet  we  too  have 
been  lured  from  our  covenant  relationship  with 
God  by  false  gods.  If  we  are  really  honest  we  will 
take  a  look  at  the  false  gods  of  our  own  times.  All 
about  us  are  people,  many  of  whom  have  never 
separated  themselves'  from  a  previous  formal  com¬ 
mitment  to  God,  who  regularly  worship  one  or  more 
of  these  gods — success,  security,  sex,  materialism, 
self,  prejudice,  power,  ad  infinitum.  We  should  take 
a  careful  look  at  this  paragraph  which  appears  in 
Adult  Teacher: 

“The  problem  of  the  nature  of  idolatry  is  sim¬ 
ple  if  we  think  of  it  as  a  departure  from  true  religion 
to  false  religion.  However,  the  problem  is  more  com¬ 
plex  if  we  realize  that  many  Israelites  probably  saw 
religion  as  a  mixture  of  the  old  and  new.  One  did 
not  simply  turn  in  his  membership  card  at  the  He¬ 
brew  temple  and  take  up  a  seat  in  the  house  of 
Baal.  Rather,  the  two  religions  were  intermingled. 
A  good  parallel  is  the  way  many  people  today  say, 
‘You  will  be  all  right  as  long  as  you  believe  some¬ 
thing.’  The  Israelites  belived  something,  but  Hosea 
described  them  as  idolators.  Why?  Because  they 
confused  common  objects  (wood,  stone,  animals) 
with  God. 

“We  have  the  same  problem  today.  It  is  all  very 
well  to  say  materialism  or  nationalism  or  any  other 
abstraction  is  idolatrous.  But  what  do  we  mean  by 
idolatry?  .  .  .  One  way  to  test  this  principle  is  to 
focus  on  basic  human  decisions  and  ask:  If  I  choose 
a  particular  alternative,  will  I  honor  God  or  dis¬ 
honor  him?  .  .  .  Making  anything  but  God  one’s 
sole  concern  is  really  what  we  mean  by  idolatry.” 


NOVEMBER  2,  1967 


news  and  views 


OF  THE  WORLD  OF  RELIGION 


HOI^ 

A rby  th 


the  Editor 


Delegates  to  the  1 1 8th  Assembly  of  the  International 
Convention  of  Christian  Churches  (Disciples  of 
Christ)  voted  overwhelmingly  at  their  recent  meet¬ 
ing  in  St.  Louis  to  recommend  to  their  local  con¬ 
gregation  a  proposed  restructure  of  the  denomina¬ 
tion.  Convention  officials  said  less  than  100  of  the 
4,615  voting  delegates  opposed  the  action.  A  major 
provision  of  the  plan  would  establish  a  more,  cen¬ 
tralized  form  of  government  for  regional  and  na¬ 
tion  levels. 

Before  the  Assembly  adjourned  opponents  of 
the  plan  for  restructure  announced  they  will 
take  their  cause  to  local  congregations  in  an 
attempt  to  block  implementation  next  year. 

Archbishop  William  E.  Cousins  of  Milwaukee  has 
announced  that  he  will  not  serve  on  the  newlyr 
organized  City  Commission  on  Community  Rela¬ 
tions.  He  declined  the  appointment  in  a  letter  to 
Mayor  Henry  W.  Maier.  The  archbishop  earlier  had 
agreed  to  serve  under  certain  specified  conditions, 
but  his  appointment  had  not  been  confirmed  by  the 
Common  Council. 

The  mayor  announced  the  appointment  of  the 
archbishop  and  eight  other  leaders  without  con¬ 
sulting  them  first.  Archbishop  Cousins  was  the 
fourth  to  decline  to  serve. 

The  cloud  which  hung  for  sometime  over  the  45Qth 
anniversary  of  the  Protestant  Reformation  at  Wit¬ 
tenberg  continued  to  grow  darker  through  the  time 
of  the  anniversary  when  it  was  revealed  that  only 
five  West  German  churchmen  received  permission 
from  the  East  German  government  to  attend.  Among 
those  approved  was  Pastor  Martin  Niemoeller,  one 
of  the  six  presidents  of  the  World  Council  of 
Churches. 

The  anniversary  celebration  had  been  officially 
sanctioned  by  the  Communist  regime  in  East 
Germany,  but  all  along  there  were  indications 
that  political  stipulations  would  be  applied 
against  applicants  from  West  Germany. 

Dr.  Eugene  Carson  Blake,  who  has  originated  un¬ 
usual  ideas  before,  has  come  up  with  a  real  weird 
proposal  for  the  settlement  of  the  war  in  Vietnam. 
Speaking  to  a  group  during  the  recent  Disciples’ 
Assembly  in  St.  Louis,  he  said  that  the  United 
States  should  allow  a  high-level  conference  of  non- 
Communist  governments  in  Asia  to  decide  whether 
American  forces  should  stay  in  Vietnam  or  with¬ 
draw. 

He  said,  “If  the  majority  insist  that  we  must 
stay  in  Vietnam,  let  them  really  support  us— or 
rather  let  them  give  themselves  fully  to  the 
policy,  which  would  then  be  their  policy  and 
not  ours.” 

The  third  World  Congress  of  the  Lay  Apostolate, 
meeting  at  Vatican  City,  was  praised  by  Pope  Paul 
VI  as  “an  important  step”  toward  reform  and  an 
event  that  would  “benefit  everyone,”  including  lay¬ 
men  who  had  not  attended  it.  The  Pope  said  at  a 
Wednesday  general  audience  that  “Laymen  are  not 
second-class  Christians.” 

On  the  same  day,  delegates  at  the  Congress 
voted  in  favor  of  changing  their  church's  pres¬ 
ent  position  on  birth  control.  They  supported 
a  resolution  which  asked  the  church  for  gen¬ 
eral  moral  principles  on  family-planning  and 
responsible  parenthood  without  specific  rulings 
on  means  of  contraception. 
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Three  leaders  of  the  Roman  Catholic  commu¬ 
nity  in  Harlem,  writing  in  the  magazine  Ave 
Maria,  have  charged  that  that  church  has  failed 
in  Harlem.  The  group — two  postal  service  em¬ 
ployees  and  a  federal  civil  service  employee 
performing  community  relations  work — claimed 
that  the  Harlem  Negro  has  become  disenchant¬ 
ed  with  the  church  because  it  is  controlled  by 
the  white  man  and  from  a  distance. 

Cemeteries  are  disappearing  in  Red  China  and  most 
churches  there  are  closed  though  in  good  condi¬ 
tion,  according  to  an  Anglican  theologian  and  au¬ 
thor  who  recently  returned  from  a  three-week’s  visit 
to  some  of  China’s  largest  cities.  The  Rev.  George 
I.  F.  Thomson  also  says  that  Sunday  has  ceased  to 
be  a  day  of  religious  significance — and  so  has  Fri¬ 
day  for  Moslems — and  that  there  is  practically  no 
outward  evidence  of  religion  in  any  form. 


WASHINGTON,  D.C.  —  Former  President  Dwight 
Eisenhower  is  welcomed  by  Dr.  Edward  L.  R.  El- 
son,  minister  of  National  Presbyterian  church,  at 
dedication  ceremonies  for  a  new  church  building. 
Gen.  Eisenhower  attended  the  Washington  church 
when  he  was  President.  The  United  Presbyterian 
complex  will  include  a  conference  center  and  other 
facilities.  (RNS  Photo) 


Dr.  Laton  E.  Holmgren,  chairman  of  the  execu¬ 
tive  committee  of  the  United  Bible  Societies, 
called  attention  to  the  “urgent  need  for  plac¬ 
ing  the  Scriptures  in  the  world’s  marketplaces” 
and  for  a  “common  market”  for  their  distribu¬ 
tion.  Dr.  Holmgren,  general  secretary  of  the 
American  Bible  Society,  spoke  of  an  urgent 
need  to  acquaint  the  churches  of  Europe  with 
the  need  for  preparing  Scriptures  that  will  ap¬ 
peal  to  an  increasing  number  of  secularly- 
minded  people. 

Episcopal  Bishop  George  L.  Cadigan  of  Missouri 
has  asked  for  the  resignation  of  two  clergymen  in 
St.  Louis.  They  are  the  Rev.  Walter  W.  Witts,  Jr., 
rector  of  St.  Stephen’s  Church,  and  the  Rev.  Wil¬ 
liam  L.  Matheus,  curate  of  the  same  church.  Both 
have  been  militant  leaders  in  the  civil  rights  drive 
in  their  city  and  have  participated  in  several  dem¬ 
onstrations.  The  clergymen  are  white,  and  their 
parish  is  near  the  Drast-Webbe  housing  project, 
which  is  in  the  Negro  section  touching  the  south  side 
of  the  downtown  business  district. 


A  Seventh-day  Adventist  leader  has  declared  that 
Christianity  is  no  longer  a  major  force  in  Europe. 
W.  Duncan  Eva  of  London,  referred  to  the  fact  that 
“Europe  has  long  been  considered  the  bastion  of 
Christianity,”  but  that  today  there  is  an  “alarming 
decline  of  interest  in  religion.” 

At  Capetown,  ■  South  Africa,  three  motions 
originating  in  the  House  of  Clergy  which  ex¬ 
pressed  opposition  to  racial  separation  were 
defeated  when  voted  upon  in  the  House  of 
Laity  during  the  recent  Synod  of  the  Capetown 
Anglican  Diocese. 

Christianity  and  Crisis  magazine  has  charged  that 
the  Roman  Catholic  effort  to  secure  adoption  of 
the  proposed  new  state  constitution  in  New  York 
“is  a  Catholic  power  play  of  the  type  associated 
with  pre-Vatican  II  attitudes.”  The  article  by  Pro¬ 
fessor  Robert  W.  Lynn  of  Union  Theological  Sem¬ 
inary,  registered  both  dismay  and  chagrin  over  “the 
tactics  of  the  official  and  non-official  Roman  Cath¬ 
olic  forces.” 

Two  churches  in  Detroit  have  announced  that 
they  will  offer  sanctuary  for  men  who  refuse 
to  serve  in  U.S.  military  action  in  South  Viet¬ 
nam.  Father  Maurice  Geary,  a  Roman  Catholic 
priest  and  head  of  Clergy  and  Laymen  Con¬ 
cerned  About  Vietnam,  said  that  St.  Joseph’s 
Episcopal  Church  and  Christ  Lutheran  Church, 
would  provide  such  refuge.  Then,  he  said,  the 
government  will  have  to  “raid”  the  buildings 
to  arrest  the  offenders. 

A  speaker  at  the  World  Congress  of  the  Lay 
Apostolate  at  Vatican  City  said  that  many  Roman 
Catholic  priests  are  suffering  from  an  “identity  crisis” 
and  a  desire  for  “immersion  in  the  common  herd” 
as  a  result  of  their  encounter  with  the  modem  world. 
Father  Yves  Congar,  discussing  the  relation  of  the 
church  to  history,  said  that  some  priests  have  be¬ 
come  “uncertain  about  the  kind  of  God  they  wor¬ 
ship.” 

Patrick  Cardinal  O’Boyle,  Archbishop  of  Wash¬ 
ington,  gave  a  sharp  reprimand  to  a  group  of 
laymen  whom  he  earlier  had  banned  from  hold¬ 
ing  itinerant  “action  masses,”  declaring  much 
of  their  program  “a  sorry  travesty”  and  desecra¬ 
tion  of  the  mass. 

A  three-year  moratorium  on  the  development  of 
new  suburban  churches  has  been  called  for  by  a 
caucus  of  Negro  churchmen  during  a  Conference 
on  Church  and  Urban  Tensions  sponsored  in  Wash¬ 
ington  by  the  National  Council  of  Churches.  The' 
“Declaration  of  Black  Churchmen”  asked  that  the 
funds  which  would  be  used  for  suburban  churches 
be  made  available  for  work  in  the  “people-centered 
ministries  in  the  black  and  white  communities.” 

Bishop  Homer  A.  Tomlinson,  Church  of  God 
leader  who  has  had  himself  proclaimed  “King 
of  the  World”  in  every  state  capital  in  Amer¬ 
ica,  has  set  up  a  portable  aluminum  throne  on 
Mount  Zion  near  Jerusalem  and  proclaimed 
“a  thousand  years  of  peace  on  the  earth.” 

Christian  teaching  on  marriage  is  to  be  probed  by 
a  Church  of  England  committee  of  theologians  as 
a  result  of  a  decision  taken  at  the  recent  Convoca¬ 
tion  of  Canterbury,  the  church’s  top  body  of  bish¬ 
ops  and  clergy  on  doctrinal  matters.  Although  the 
committee  had  not  yet  been  named  by  the  Arch¬ 
bishop  of  Canterbury,  some  observers  expect  that 
they  will  study  the  controversial  questions  of  remar¬ 
riage  in  church  of  Anglicans  who  have  been  di¬ 
vorced. 

Southern  Baptists  in  New  England  have  voted 
to  dissolve  their  single  association  and  form 
three  smaller  one.  One  will  be  composed  of 
churches  in  Maine,  New  Hampshire  and  Ver¬ 
mont,  of  churches  in  Maine,  New  Hampshire 
and  Vermont,  a  second  will  be  in  Massa¬ 
chusetts,  and  a  third  will  consist  of  congrega¬ 
tions  in  Connecticut  and  Rhode  Island. 
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A  new  day 

for  Youth  Ministry 

m  Louisiana 

by  Earl  B.  Emmerich 

Over  the  conference,  remarks  such 
as  this  one  are  heard  often  these  days, 
Just  wait  until  we  get  the  new  litera¬ 
ture  next  September,  then  we  can  have 
some  great  youth  work  done  in  our 

CrU/uChex;”  Many  of  us  are  linking 
of  the  New  Day  in  Youth  Work  as 
something  that  starts  next  year  and 
•worse  still  some  of  us  will  wait  until 
next  September  to  do  anything  about 

So  often  we  have  been  caught  in  the 
trap  of  thinking  that  the  trouble  with 
our  M.  Y.  F.  or  our  Church  School 
has  been  the  lack  of  literature.  Often 
we  have  had  problems  with  securing 
just  the  right  kind  of  literature  for  our 
particular  group,  but  often  our  prob¬ 
lems  go  much  deeper.  Sometimes  we 
do  not  even  read  the  literature  we 
have.  The  great  question  is  this,  “Will 
we  be  ready  for  the  New  Youth  lit¬ 
erature  when  it  arrives?” 

The  District  Directors  of  Youth  met 
at  Camp  Istrouma  September  29  and 
30,  to  take  a  good  look  at  the  Youth 
Work  in  Louisiana,  at  the  call  of  the 
Conference  Director  of  Youth,  the 
Rev.  James  Evans.  The  youth  direc¬ 
tors  felt  that  if  the  youth  of  our  church 
were  going  to  be  ready  for  the  New 
Day  in  their  local  youth  groups,  much 
preparation  must  be  made.  They  felt 
that  all  adults  working  with  youth 
should  begin  at  once  to  prepare  them¬ 
selves  for  the  task  of  developing  a 
program  for  youth  by  attending  train¬ 
ing  sessions,  laboratory  schools,  and 
workshops  during  the  Spring  and  Sum¬ 
mer  months  of  1968. 

In  order  to  prepare  sessions  of  train¬ 
ing  for  the  local  church  so  that  all 
workers  with  youth  in  the  State  can 
avail  themselves  of  this  opportunity, 
the  youth  directors  ask  at  least  one 
qualified  youth  leader  from  every  Dis¬ 
trict  to  the  Jurisdictional  Training  Cen¬ 
ter  to  be  held  January  16-23,  1968 
in  Oklahoma  City,  Oklahoma. 

These  workers  will  be  paired  up  as 
teams,  and  they  will  establish  a  num¬ 
ber  of  training  centers  in  the  State  for 
the  purpose  of  training  a  large  num¬ 
ber  of  other  leaders  as  teachers  of 
training  classes.  This  larger  group  of 
leaders  then  will  go  into  a  training 
program  designed  to  reach  every  adult 
working  with  youth  in  our  State,  to  be 
held  either  in  sub-district  training  cen¬ 
ters  or  local  church  training  programs. 
(We  want  no  one  left  out.) 

The  General  Board  of  Education  is 
in  the  process  of  preparing  five  new 
courses  to  be  offered  at  the  local  level. 
All  five  will  deal  with  new  directions 
in  Youth  Ministry.  They  will  have  a 
freshness  of  approach  that  will  be  de¬ 
signed  to  help  the  local  church  estab¬ 
lish  its  own  unique  program. 

The  Conference  Council  of  the 
M.  Y.  F.  met  on  September  30th  with 
the  District  Directors  of  Youth,  who 
gave  their  assent  to  this  program  and 
set  up  the  Conference  Workshop  as 
a  means  of  helping  to  acquaint  the 
officers  of  the  M.  Y.  F.  on  the  local 
level  with  the  New  Day  in  the  Youth 
Ministry  of  the  Church.  Note  that  the 
courses  offered  at  the  local  level  for 


A  group  °f  particip^t5  in  the  Conference  Workshop  on  Recreation  and 
Leisure  held  at  Istrouma  Methodist  Camp,  Greenwell  Springs. 

Conference  Workshop  on  Leisure  and 
Recreation  held  at  Istrouma 


Conference  Workshop  on  Leisure 
and  Recreation  held  at  Istrouma  Meth¬ 
odist  Camp,  Greenwell  Springs,  Lou¬ 
isiana. 

The  major  purpose  of  the  workshop 
was  to  explore  the  nature  of  effective 
recreation  and  to  present  a  philosophy 
of  group  leadership  as  well  as  to  pro¬ 
vide  a  wide  variety  of  program  mate¬ 
rials  which  may  be  employed  with  vari¬ 
ous  kinds  of  church  groups  for  fellow¬ 
ship,  recreational  life  and  leisure  time. 

The  Work  Groups  were  Philosophy 
of  Recreation  and  Leisure  by  the  Rev. 
R.  Harold  Hipps,  director  of  Recrea¬ 
tion  and  Leisure,  Staff  of  the  Division 
of  the  Local  Church,  Nashville,  Tenn. 
Social  Recreation  by  Warren  and  Mary 
Lea  Bailey,  founders  and  makers  of 
World  Wide  Games,  Deleware,  Ohio. 
Arts  and  Crafts  by  Mrs.  Flora  Gallo¬ 
way,  director  of  XYZ  Program  (older 


adults),  First  Methodist  Church,  Baton 
Rouge,  La.  Music  by  the  Rev.  Brady 
Forman,  director  of  Wesley  Founda¬ 
tion,  Southeastern  State  College,  Ham¬ 
mond,  La. 

Administrative  Leadership  included: 
Mrs.  John  R.  Oldham,  chairman,  who 
is  Secretary  of  Missionary  Personnel 
of  the  Conference  Woman’s  Society 
of  Christian  Service,  Broadmoor  Meth¬ 
odist  Church,  Baton  Rouge;  Vice 
Chairman,  Miss  Louise  Sharp,  director 
of  St.  Mark's  Community  Center,  New 
Orleans;  Registrar,  the  Rev.  Earl  B. 
Emmerich,  Area  Council,  Shreveport; 
Camp  Manager,  the  Rev.  Monroe 
Wilkes,  Istrouma  Methodist  Camp, 
Greenwell  Springs,  the  Rev.  M.  C. 
Cady  and  Mrs.  Alton  E.  Barrillier, 
both  of  First  Methodist  Church,  Bat¬ 
on  Rouge. 
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leaders  will  be  offered  for  youth  as  well 
as  adults.  Youth  of  the  Church  are 
now  to  hold  responsible  positions  of 
leadership  for  the  ministry  of  youth. 
They  will  need  the  training  as  well  as 
the  adults  working  with  youth. 

A  final  Word.  Do  not  wait  to  begin 
making  plans.  Get  with  decision  mak¬ 
ing  groups  in  the  church  and  begin 
now  to  encourage  adult  leaders  and 
youth  to  set  up  training  courses  dur¬ 
ing  the  Spring  and  Summer  months. 
Now  is  the  time  to  read  all  the  leaflets 
and  brochures  on  the  New  Youth 
Curriculum. 


The  relevancy  of  the  church  in  these 
times  can  be  tested  by  its  freedom  and 
willingness  to  tackle  controversial  prob¬ 
lems— and  to  do  it  with  dedicated  intel¬ 
ligence  and  patience,  with  a  respect  for 
differing  points  of  view,  courage  to  ex¬ 
pose  entrenched  evil,  a  contagious  love 
of  God  and  man,  and  a  deep  faith  in 
the  practicability  of  the  Gospel. 


Heard  on  our  street:  "God  isn’t  dead; 
he  just  doesn’t  want  to  get  involved.” 


Methodist  Editor  Alfred 
A.  Knox,  who  also  serves 
as  general  secretary  of 

the  MethodistCommission 
on  Camp  Activities,  left, 
is  shown  as  he  visited 
with  Col.  James  D.  And¬ 
ers,  command ing  officer 
of  the  Committee  Group  at 
Fort  Polk,  during  a  re¬ 
cent  preaching  engage¬ 
ment  at  First  Church, 
Leesville. 


Dear  Con 

PARABLE  FOR  MODERN  MAN 


•  •  •  And  I  say  until  you,  heed  ye 
this  parable:  and  there  was  in  a  cer¬ 
tain  country  a  prisoner,  who  had  been 
confined  with  himself  for  many  years. 
And  it  came  to  pas  that  this  man 
was  brought  before  the  judge  of  the 
land,  who  was  to  judge  him.  And  he 
said  to  the  prisoner,  “Behold  thy  days 
have  been  long  for  you  and  ye  have 
made  no  improvement  with  thyself, 
neither  have  ye  tried  to  help  others.” 
And  the  prisoner  saith,  “Yea,  because 
in  his  heart  he  knew  these  words  held 
the  truth.”  The  judge  saith  unto  him, 
“Therefore  I  say  to  you,  ye  shall  be 
put  to  death  because  of  your  worth¬ 
lessness  to  me  and  my  country.” 

I,  therefore  say  to  you,  my  brethren, 
to  live  life  to  its  fullest.  For  life  is 
a  celebration;  a  celebration  of  God’s 
love  for  us,  and  all  must  participate 
in  this  life  to  make  it  worthwhile.  If 
all  will  participate  in  this  festival  of 
love,  then  all  will  love  and  if  all  love, 
all  will  serve  one  another  and  in  serv¬ 
ing,  we  will  come  to  a  closer  under¬ 
standing  of  each  other. 

For  there  will  come  a  day  when  you, 
the  prisoner  of  society,  will  be  brought 
before  the  judge  of  the  world.  And  you 
will  submit  to  Him  your  deeds,  both 
good  and  bad  at  this  judgment.  And 
if  he  finds  you  worthless  to  His  cause, 
you  will  be  put  to  death  forever. 

So  I  say  to  you — Live  life  to  its 
fullest.  Now!  Make  today  worth  living 
for  someone  else.  Now!  Don’t  put  life 
nff  until  tomorrow,  for  that  may  be 
the  date  of  the  trial.  His  command¬ 
ment  to  you  is  to  live,  love,  and  serve 
others — Now! 

— Kathy  Mier, 

La.  Conference  Area  Chairman 
of  Christian  Citizenship 
f 

New  Youth  Curriculum 
leaflets  available 

In  order  to  prepare  our  churches 
for  the  new  directions  to  take  place 
in  the  new  youth  curriculum,  the  Gen¬ 
eral  Board  of  Education  of  the  Meth¬ 
odist  Church  set  out  to  release  eleven 
leaflets.  Nine  of  these  leaflets  have 
been  prepared  and  may  be  ordered 
from  Cokesbury.  The  nine  leaflets  are: 

L  “On  Wine  and  Wineskins” — 

An  introductory  leaflet 

2.  “The  Discipline  of  Study” — 

Gives  a  look  at  the  systematic 
study 

as  an  aspect  of  youth  ministry. 

3.  “Called  into  the  World” — 

On  service 

4.  “Let’s  Celebrate”— On  Worship 

5.  “Strictly  For  People” — 

On  settings 

6.  “Design  For  Youth  Ministries” — 
Administrative 

7.  “An  Age  of  Pluralism” — Relation 
to  present  world 

8.  “Megalopolis  Bound” — 

Urban  age 

9.  “The  World  in  Microcosm” — 
Ecumenical  experiences 

Two  more  leaflets  will  be  prepared. 
They  will  deal  with  new  systematic 
study  and  settings  and  materials. 
Church  leaders  should  receive  these 
leaflets  for  guidance  in  preparing  for 
the  New  Youth  Day. 

— Earl  B.  Emmerich 
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Comment 

by  MRS.  C.  B.  McGOWAN 
LOUISIANA  CONFERENCE  PRESIDENT 
THE  WOMAN’S  SOCIETY  OF  CHRISTIAN  SERVICE 

Today,  I  have  been  taking  a  good  look  at  the  work  of  the  Confer¬ 
ence  over  the  past  year.  In  some  instances  there  are  many  ways  in 
which  we  have  grown,  in  others,  we  are  at  a  standstill  or  moving  very 
slowly.  Soon  each  of  you  will  be  filling  out  an  Evaluation  Report  for  the 
Society  of  which  you  are  a  member  and  mentally  taking  a  look  at  your 
own  progress.  I  hope  that  each  one  of  you  has  been  able  to  take  part 
in  a  Self  Study.  What  did  you  find  out  about  yourself  and  were  you 
able  to  make  a  more  dedicated  personal  commitment?  This  is  one  of 
the  great  needs  of  each  one  of  us  as  we  engage  in  the  SEARCH  FOR 
IDENTITY. 

There  are  only  two  churches  of  the  Evangelical  United  Brethren 
Denomination  in  the  Louisiana  Conference.  One  of  these  is  in  Jena,  the- 
other  in  Roanoke.  Are  you  as  an  individual  and  in  your  Society  trying 
to  learn  of  some  of  the  benefits  that  will  come  as  a  result  of  the 
merging  of  the  Methodist  Church  and  The  Evangelical  United  Brethren? 
Our  Societies  have  much  to  share  with  each  other  and  we  should  be 
stronger  in  many  ways  together  than  we  are  separately. 

Perhaps  you  have  been  asked  to  serve  as  an  officer  for  next  year. 
Please  give  this  your  prayerful  and  careful  consideration.  There  is  no 
greater  joy  than  serving  with  other  Christian  women  in  a  close  fellowship. 

Are  you  working  toward  interesting  women  in  the  Christian  Fellowship 
of  the  Woman’s  Society  and  Wesleyan  Service  Guild?  I  hope  that  each 
Society  will  participate  in  a  planned  meeting  with  women  of  other  de¬ 
nominations  and  faiths.  World  Community  Day  is  November  3.  This  will 
be  a  good  time  to  hold  a  special  program. 

Each  of  us  is  a  witness  to  God’s  power  and  love.  Let  us  strive  to 
learn  what  others  believe  and  why,  then  share  the  faith  that  is  ours 
m  Jesus  Christ. 


The  fi  rst  of  four  zone  meetings  for 
Ruston  District  Woman’s  Society  was 
held  at  Athens,  Oct.  18,  with  56  mem¬ 
bers  of  Zone  1  present.  Zones  2,  3, 
and4will  meeton  consecutive  Wednes¬ 
day's  through  November  8.  Pictured 
reading  left  to  right  are  the  Rev.  Ed 


Parks,  Athens  pastor,  Mrs.  E.  D.  Rhea, 
Athens  WSCS  president,  Mrs.  R.  J.  Mc- 
Gehee,  district  secretary  of  spiritual 
life  and  leader  of  Self-Study,  Phase  2 
and  Mrs.  L.  C.  Aycock,  conference 
secretary  of  supply  work,  who  closed 
the  program  with  a  Call  to  Dedication. 


RINGGOLD  OBSERVANCE 

The  Woman’s  Society  of  the  Ring- 
gold  Church  met  Oct.  23  for  the  an¬ 
nual  Call  to  Prayer  and  Self-Denial 
program.  Leader  was  Mrs.  E.  C.  Hug¬ 
gins  with  Mrs.  C.  J.  Frye  bringing  the 
Quiet  Day  meditation.  Mrs.  Roger 
Sparks  gave  the  prayer,  and  Mrs.  Rob¬ 
ert  Corley  was  the  vocal  soloist.  Pre¬ 
senting  home  mission  needs  were  Mrs. 
F.  A.  Radzikowski,  Mrs.  Etoyle  Con- 
ly,  Mrs.  C.  E.  Williams.  The  needs  of 
leadership  development  in  foreign  mis¬ 
sion  areas  were  presented  by  Mrs.  A. 
D.  St.  Amant,  Jr.  After  the  offering 
was  made,  a  covered-dish  lunch  was 
served. 

t 

A  TASTING  LUNCHEON  is  planned 
as  a  benefit  by  women  of  Munholland 
Church,  Metairie,  on  Nov.  15,  from  11 
a.m.  to  2  p.m.  Mrs.  Meffre  Matta  is 
chairman  of  the  event. 

LADIES  OF  NAPOLEON  Avenue 
Woman’s  Society  and  Emma  Kriege 
Bible  Class  are  sponsoring  a  bazaar 
and  dinner  on  Thursday,  Nov.  9. 


METHODIST  SEASHORE  ASSEM¬ 
BLY,  Biloxi,  Miss.,  was  the  site  of  the 
spiritual  life  retreat  held  by  members 
of  Wesleyan  Service  Guilds  of  New 
Orleans  District,  Oct.  28  and  29. 

MRS.  JOHN  GIECK  is  leading  the 
study  course  “Christ  and  the  Faiths 
of  Men”  in  the  Woman’s  Society  of 
Grace  Church,  Ruston.  Morning  ses¬ 
sions  are  being  held  Oct.  24  and  31, 
Nov.  7  and  14.  Night  meetings  are 
Oct.  25,  Nov.  1,  8  and  15. 

LADIES  OF  JEFFERSON  Church, 
Baton  Rouge,  made  a  trip  to  Dulac 
Community  Center  on  Oct.  24,  taking 
with  them  food  and  clothing  for  the 
center  which  they  presented  to  the  di¬ 
rector,  Jerry  Moon. 

MISS  MARGARET  FIELD  led  the 
study  on  Japan  held  by  the  Wesleyan 
Service  Guild  of  Carrollton  Church, 
New  Orleans,  on  Oct.  24  and  Nov.  1. 

THE  ANNUAL  BAZAAR  of  the 
Parker  Memorial  Woman’s  Society, 
New  Orleans,  will  be  held  on  Friday, 
Nov.  10. 


Baton  Rouge  host  to  bishop 


Thursday,  Oct.  19  was  a  big  day 
for  the  Baton  Rouge  Parsons  and  Par- 
sonettes.  Bishop  and  Mrs.  Aubrey  Wal¬ 
ton  were  special  visitors  and  speakers 
to  both  organizations. 

The  Parsonettes  met  with  Mrs.  Bent¬ 
ley  Sloane  in  the  district  parsonage  and 
Mrs.  Walton  brought  a  program  of 
slides  and  comments  on  her  recent 
trip  to  India.  This  was  followed  by 
a  luncheon  and  a  period  of  fellow¬ 
ship.  About  50  were  present.  The  host¬ 
esses  with  Mrs.  Sloane  were  Mrs.  A. 
M.  Brown  of  Hammond,  and  Mrs. 
Jack  Cooke  and  Mrs.  Harold  Price. 

Bishop  Walton  and  the  District  Su¬ 
perintendent,  proceeded  to  the  First 
Methodist  Church  where  50  or  more 
preachers  were  gathered  for  the  pro¬ 
gram.  Following  a  coffee  hour  and  a 
period  of  business  conducted  by  Rev. 
Bentley  Sloane,  Bishop  Walton  was  in¬ 
troduced  and  spoke  informally  to  the 
group  about  various  phases  of  the 
Methodist  program  and  the  forthcom¬ 
ing  General  Conference.  This  was  fol¬ 
lowed  by  a  luncheon  in  the  church 
gymnasium. 


Mrs.  Aubrey  Walton,  left,  and  Mrs. 
Bentley  Sloane  are  pictured  in  the  den 
of  the  Baton  Rouge  district  parsonage. 


Bishop  Aubrey  G.  Walton  and  the  Rev. 
M.  C.  Cady  made  a  tour  of  the  older 
adult  facilities  at  First  Church,  Baton 
Rouge. 


Baton  Rouge  District  parsons  are  pictured  at  luncheon  with  Bishop  Walton. 


Parsons  and  Parsonettes  of  Alexandria  District  heard  Dr.  Francis  L.  Brock¬ 
man,  MCOR  secretary,  speak  at  the  Oct.  16  meeting  in  Wesley  Church. 
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O  On  a  Wide  Circuit 

From  curios 
to  understanding 

By  W.  W.  Reid 

It  was  not  so  many  years  ago  that 
most  of  our  mission  boards  had  “cos- 
tume  departments,”  or  “curio  depart¬ 
ments,”  or  other  euphoniously-named 
agencies  that  specialized  in  lending  to 
local  churches,  or  conferences,  “mis¬ 
sionary  exhibits”  that  emphasized  the- 
differences  between  peoples  and  cul¬ 
tures.  Usually  the  implication  was  on 
western  superiority.  And  to  this  day 
there  are  missionaries  who  present 
themselves  to  American  audiences  in 
the  “quaint”  dress  of  the  Orient,  and 
have  their  boxes  of  “curios” — some  of 
which  are  even  uncommon  in  the  coun¬ 
ties  in  which  they  originated. 

I  am  glad  to  be  able  to  report  that 
most  missionary  agencies  —  and  per¬ 
haps  most  missionaries — have  pretty 
much  abandoned  the  emphasis  upon 
cultural  differences  and  speak  rather 
of  the  things  that  nations  and  races 
have  in  common.  “We  are  not  in  Asia 
to  change  either  scenery,  or  dress,  or 
working  tools,”  said  a  missionary  re¬ 
cently.  “Our  concern  is  with  people, 
their  needs,  their  aspirations,  their  pos¬ 
sibilities.” 

Yes,  whether  they  wear  kimonos,  or 
shawls,  or  mini-skirts,  or  the  “full 
dress”  of  America  or  of  Scandinavia 
is  incidental:  whether  or  not  they  live 
their  lives  in  hunger,  in  sickness,  in 
poverty  of  mind  and  spirit  is  the  vital 
concern  of  the  missionary  today — and 
it  is  for  this  that  he  gives  his  life.  A 
hundred  years — 200  years — from  now, 
many  of  the  “things”  that  seem  es¬ 
sential  to  “the  American  way  of  life” 
today  may  well  be  “curios”  in  the 
Smithsonian  Institute  or  in  some  Paris 
or  Moscow  museum,  but  men  will  still 
need — and  demand  if  denied — those 
fruits  of  the  spirit  of  which  St.  Paul 
speaks  so  eloquently,  and  those  in¬ 
tangible  “freedoms”  to  which  every 
man  aspires. 

There  is  a  growing  attitude  among 
Christians  of  practically  all  denomina¬ 
tions  today  that  an  understanding  and 
appreciation  of  the  basic  human  same¬ 
ness  of  all  peoples  are  a  necessary  first 
step  toward  that  togetherness  that  will 
result  in  permanent  world  peace  and 
goodwill  across  all  racial  and  geo¬ 
graphic  lines.  And  to  begin  to  gain 
this  understanding  we  need  to  discard 
all  consideration  of  “curios”  and  dif¬ 
ferences,  and  to  see  all  men  as  spirit¬ 
ually-aspiring  individuals,  “brothers  un- 
the  skin”:  or,  in  Christian  terms,  all 
sons  and  daughters  of  the  same  Father- 
God.  This  is  an  attitude  and  knowl¬ 
edge  that  may  not  come  easily  to  most 
of  us,  but  there  can  be  no  freedom, 
nor  equality,  nor  peace  until  it  is  uni¬ 
versally  achieved  —  “beginning  with 
me.” 

I  was  much  interested  recently  in 
part  of  an  address  made  by  Dr.  No- 
bushige  Ukai,  Christian  scholar  and 
former  president  of  International  Chris¬ 
tian  University,  Tokyo.  Emphasizing  a 
Christian  concept  in  an  interracial  and 
international  University,  something  of 
this  worldmindedness  and  recognition 
of  persons  is  being  attempted.  Said  Dr. 
Ukai:  “I  define  worldmindedness  to  be 
an  attitude  which  expresses  concern 


NEW  DISCOVERY, 
“TEMPLE  SCROLL,”  FOUND  IN 
DEAD  SEA  AREA 

JERUSALEM  (RNS)— The  discov¬ 
ery  of  another  ancient  scroll  from  the 
Dead  Sea  area  was  announced  here 
at  the  meeting  of  the  Israel  Explora¬ 
tion  Society. 

Professor  Yigale  Yadin  said  that  it 
was  the  longest  document  to  come  from 
the  region  of  the  Qumran  community, 
first  discovered  in  1947.  Stored  in 
caves,  the  library  of  the  monastic 
group  is  considered  one  of  the  most 
significant  archaelogical  finds  of  the 
20th  Century. 

The  new  parchment  manuscript, 
tentatively  called  the  “Temple  Scroll,” 
is  approximately  26  feet  long,  and 
about  three  and  one-half  feet  longer 
than  the  scroll  of  the  book  of  Isaiah, 
Dr.  Yadin  said. 

Details  of  the  acquisition  were  not 
disclosed,  nor  was  its  exact  place  of 
discovery  reported.  Dr.  Yadin  noted 
that  it  had  been  kept  “illegally”  for 
a  long  time  under  poor  conditions 
which  had  caused  further  deterioration. 

According  to  some  reports,  the 
scroll  was  in  the  hands  of  a  Bethle¬ 
hem  merchant  at  the  time  the  Israeli- 
Arab  war  occurred  in  June,  and  the 


for,  and  understanding  about,  the 
problems  of  other  persons,  or  parts 
of  the  world  other  than  one’s  own. 
Worldmindedness  implies  an  ability  for 
objective  evaluation  of  one’s  own  cul¬ 
ture  as  well  as  other  cultures  in  the 
light  of  a  higher  or  universal  value 
system.  .  .  . 

“Attracting  international  scholars 
and  students  to  a  university  campus 
does  not  in  itself  assure  the  develop¬ 
ment  of  international  encounter  at  a 
meaningful  depth.  It  does  not  neces¬ 
sarily  encourage  the  growth  of  world¬ 
mindedness  among  students.  Without 
some  spiritual  basis  that  properly  lo¬ 
cates  the  positions  of  a  man  or  a  na¬ 
tion  in  the  world,  any  persistent  con¬ 
tact  beyond  the  superficial  level  of  an 
international  costume  becomes  too 


ALIBIS 

Alibis  are  excuses  that  never  grew 
up.  Sooner  or  later  everyone  uses 
them  because  they  are  a  convenient 
means  of  ducking  the  real  truth.  The 
manager  of  the  Kansas  City  Munici¬ 
pal  Stadium  did  not  want  the  Billy 
Graham  Crusade  held  there  this  past 
summer,  so  he  told  the  authorities  that, 

“While  the  people  are  standing 
around  out  there  waiting  to  get 
saved,  they  have  a  tendency  to 
kill  the  grass.” 

Bishop  Arthur  J.  Moore  once  said 
that  a  revival  often  causes  an  alarming 
increase  in  sickness  in  the  church. 
Fathers,  mothers,  wives,  husbands, 
aunts,  uncles  and  friends  are  suddenly 
taken  with  some  malady  at  the  begin- 


7  AMERICANS  TAKE  PART  IN 
METHODIST-CATHOLIC 
DIALOGUE 

ARICCIA,  Italy  (RNS)  —  Seven 
Americans  were  among  the  participants 
in  the  initial  exploratory  meeting  of 
Roman  Catholics  and  Methodists  held 
here. 

Following  the  six-day  dialogue,  par¬ 
ticipants  issued  a  statement  which 
agreed  to  continue  discussion  of  the 
Eucharist  and  the  authority  of  the 
church  at  a  meeting  to  be  held  next 
Fall. 

American  Methodists  participating 
in  the  meeting  were  Bishop  Fred 
Pierce  Corson  of  Philadelphia,  Bishop 
F.  Gerald  Ensley  of  Columbus,  Ohio, 
Dr.  Albert  C.  Outler  of  the  Perkins 
School  of  Theology  at  Southern  Meth¬ 
odist  University,  and  Dean  William  R. 
Cannon  of  the  Candler  School  of  The¬ 
ology  at  Emory  University  in  Atlanta. 

American  Catholics  at  the  dialogue 
were  Bishop  James  W.  Malone  of 
Youngstown, Ohio,  Father  Bernard  F. 
Law  of  Jackson,  Miss.,  and  Daniel 
J.  Meaney  of  Corpus  Christi,  Tex. 

document  was  obtained  when  Israel 
captured  the  town. 

t 


painful  to  bear.  But  when  you  have  a 
fundamental  spiritual  consensus  in  a 
campus  community  that  commits  its 
members  to  seek  others  first  as  indi¬ 
viduals  rather  than  as  Japanese,  Chin¬ 
ese,  Koreans,  and  to  understand  the 
tensions  of  different  backgrounds  as 
gifts  to  mankind  for  the  establishment 
of  creative  relationships,  then  you  will 
see  its  members  begin  to  meet  each 
other  face  to  face  without  a  mask  of 
offense  or  a  pose  of  self-defense.  And 
this  is  the  most  realistic  process  of 
education  for  worldmindedness.  We 
have  learned  at  International  Chris¬ 
tian  University  that  such  a  commit¬ 
ment  has  its  most  abiding  and  strong¬ 
est  sources  in  our  common  faith  in 
the  Christian  gospel.” 

t 


ning  of  the  revival  and  don’t  recover 
until  the  revival  is  over.  Alibis. 

The  good  bishop  says  that  a  re¬ 
vival  also  causes  an  astounding  in¬ 
crease  in  business  for  that  week.  Very 
important  business  trips  to  Washing¬ 
ton  or  St.  Louis  or  Punkin  Center  must 
be  made  immediately.  Business  men 
must  spend  evenings  at  the  office  or 
on  the  road  that  week.  Alibis. 

Alibis  are  not  new;  in  fact  they  are 
as  old  as  the  human  race.  From  Adam 
and  Cain,  to  Moses  and  Elijah,  to 
Nero  and  early  church  leaders,  even 
popes;  to  our  forefathers  and  even  to 
our  generation,  alibis  have  been  a  part 
of  man’s  reactions  under  unpleasant 
conditions. 

Alibis  help  us  to  settle  back  into  the 
cushioned  chair  of  mental  and  spiritual 


Other  Methodists  participating  in  the 
discussions  were  Dr.  Eric  W.  Baker, 
secretary  of  the  Methodist  Council  of 
Great  Britain;  Bishop  Odd  Hagen  of 
Stockholm,  president  of  the  World 
Methodist  Council;  Dr.  Harold  Robert 
of  Richmond  College  in  Surrey,  Eng¬ 
land;  and  Prof.  Gordon  Rupp  of  Cam¬ 
bridge  University,  England. 

t 

CATHOLIC  PRESS  TOLD: 

EXPLAIN  CHURCH  IN  TERMS 

PEOPLE  CAN  UNDERSTAND 

YAKIMA,  Wash.  (RNS)— A  press 
department  official  of  the  U.S.  Catholic 
Conference  challenged  the  Catholic 
press  “to  explain  the  Church  of  to¬ 
day  in  relation  to  the  capacity  of  the 
people  to  absorb  that  message.” 

Auxiliary  Bishop  James  P.  Shannon 
of  St.  Paul,  Minn.,  asserted  that  “all 
are  convinced  of  the  need  for  free¬ 
dom  in  the  Catholic  press,  but  the 
press  must  stay  within  the  ability  of 
the  people  of  its  area  to  absorb  the 
message  which  it  proclaims.” 

The  assistant  episcopal  chairman  of 
the  U.S.  Catholic  Conference’s  Press 
Department  addressed  the  three-day 
Pacific  Northwest  Regional  Conven¬ 
tion  of  the  Catholic  Press  Association. 

He  observed  that  the  documents  of 
Vatican  II  form  the  teaching  basis  of 
the  Church,  and  while  Catholic  chil¬ 
dren  learn  of  these  documents  in  pa¬ 
rochial  schools,  adult  Catholics  must 
turn  to  the  Catholic  press  to  get  the 
meanings  and  teachings  of  Vatican  II 
pronouncements. 

“Too  many  teachers  and  leaders  of 
the  Church  really  fail  to  appreciate 
the  full  magnitude  of  the  Church’s 
teaching  role,”  he  said.  He  used  the 
area  of  ecumenism  as  a  particular  ex¬ 
ample,  citing  a  lack  of  a  real  apprecia¬ 
tion  of  this  country’s  history  of  opposi¬ 
tion  between  Catholics  and  non-Cath- 
olics  as  a  hindrance  to  real  ecumenical 
progress. 


I  am  no  more  of  a  Christian  than 
Pilate  was,  or  you  are,  gentle  hearer; 
and  yet,  like  Pilate,  I  greatly  prefer 
Jesus  of  Nazareth  to  Amos  or  Caia- 
phas;  and  I  am  ready  to  admit  that 
I  see  no  way  out  of  the  world’s  misery 
but  the  way  which  would  have  been 
found  by  his  will. — Shaw 
t 


laziness  instead  of  taking  a  cross  and 
following  Jesus  along  the  rough,  blood¬ 
stained  path  of  discipleship.  Alibis  are 
the  devil’s  best  weapons  for  holding 
back  the  progress  of  God’s  kingdom. 
Satan  always  carries  a  bag  full  of  them 
and  offers  them  to  saint  and  sinner 
alike.  The  old  boy  is  no  respector  of 
persons. 

Alibis  are  as  habit-forming  as  alco¬ 
hol.  Once  a  person  begins  to  use  them, 
they  somehow  crop  up  in  all  of  his 
thinking.  And  as  it  is  with  alcoholism, 
the  person  who  uses  them  is  the  last 
one  to  realize  that  he  is  fooling  him¬ 
self.  All  of  his  friends  know  it  before 
he  does. 

Jesus  showed  us  the  folly  of  using 
alibis.  He  cautioned  His  followers 
against  using  them.  And  to  prove  His 
own  intentions,  He  did  not  alibi  the 
cross.  He  walked  straight  to  it,  and 
thereby  gave  us  the  perfect  example 
of  facing  the  full  truth  of  realism  in¬ 
stead  of  the  half  truth  of  an  alibi. 


/4  TVUkcm 


by  Charles  A.  Stuck/Lay  Evangelist 
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John  R.  Crawford,  A  CHRISTIAN 
AND  HIS  MONEY,  $3.75,  Abingdon, 
176  pp. 

The  author,  now  serving  as  profes¬ 
sor  of  church  history  at  the  Universite 
Libre  de  Congo,  examines  the  teach¬ 
ings  of  the  Bible  concerning  money 
and  then  gives  us  some  practical  chap¬ 
ters  on  some  every  practical  aspects- 
of  this  important  subject. 

One  of  the  key  sentences  in  the 
book  says:  “Show  me  a  man  with  a 
dollar  in  his  hand.  Tell  me  how  he 
spends  it,  and  all  the  reasons  which 
influence  his  spending  it  as  he  does, 
and  I  will  tell  you  his  theology.”  We 
also  liked  this  sentence:  “It  is  possible 
to  try  to  separate  one’s  faith  from 
monetary  transactions,  but  the  result 
of  this  kind  of  effort  generally  turns 
one’s  so-called  faith  into  hypocrisy.” 

The  book  makes  a  great  deal  of  the 
question  of  motivation  as  it  is  involved 
both  in  the  making  and  the  spending 
of  money.  It  affirms,  “the  point  at 
which  Christians  are  called  upon  to 
unite,  and  at  which  they  would  do 
well  to  differ  from  the  rest  of  the 
world,  is  the  point  of  motivation.” 

After  forming  a  solid  Biblical  base 
for  his  conclusions.  Dr.  Crawford  deals 
with  such  subjects  as:  “Christ  and  Your 
Living  Standard,”  “What  Size  Motor- 
boat?”  “Should  a  Christian  Be  In¬ 
sured?”  “The  Christian’s  Spending  for 
Recreation,”  “To  Invest  or  Not  to  In¬ 
vest,”  and  “Your  Children  and  Mon¬ 
ey.” 

This  is  an  excellent  addition  to  the 
section  of  your  bookshelf  dealing  with 
stewardship. 

*  *  * 


Malcolm  Boyd,  FREE  TO  LIVE, 
FREE  TO  DIE,  $3.95,  Holt,  Rine¬ 
hart  and  Winston,  114  pp. 

Nearly  everyone  by  now  has  heard 
of  Malcolm  Boyd  and  has  formed 
some  opinion  about  him — one  way  or 
the  other.  This  is  strictly  a  book  for 
Boyd  fans  and  not  one  to  begin  with 
if  you’re  just  exploring.  They  are  en¬ 
titled  “meditations” — and  the  author 
goes  at  great  length  to  define  a  medi¬ 
tation  as  just  about  anything  anybody 
thinks  about  anytime. 

This  material  contains  some  of  the 
“meditations”  that  this  Episcopal 
“chaplain-at-large  to  university  stu¬ 
dents”  used  when  he  filled  an  engage¬ 
ment  at  the  “hungry  i”  night  club  in 
San  Francisco.  The  New  York  Times 
has  described  him  as  “a  spectacular  ex¬ 
ample  of  the  church’s  new  thrust  into 
secular  life,”  and  also  said  of  him,  “he 
Is  a  latter-day  Luther  or  a  more  world¬ 
ly  Wesley,  trying  to  move  organized 
religion  out  of  the  ghettoized  churches 
into  the  streets,  the  business  offices, 
the  union  halls,  the  CORE  chapters, 
the  theaters,  and  even  the  night  clubs 
where  the  people  are.” 

If  you  are  curious  enough  to  know 
what  makes  such  a  description  possi¬ 
ble,  and  if  you  are  willing  to  gloss 
over  a  few  of  those  words  that  Ar¬ 
kansas  State  Auditor  Jimmy  Jones 
didn’t  hear  at  his  house,  then  read 
Free  to  Live,  Free  to  Die. 

*  *  =i= 

John  Drakeford,  THE  AWESOME 
POWER  OF  THE  LISTENING  EAR, 
$3.50,  World  Books,  123  pp. 

In  this  book  the  professor  of  psy¬ 
chology  and  counseling,  and  director 


ARK-eology 


by  Gene  Herrington 


“Nothing  embarrasses 
me  more  than 
somebody  who  keeps 
sticking  his 
long  nose 
in  other 

people’s  business.” 


of  the  counseling  center  at  Southwest¬ 
ern  Baptist  Seminary  at  Fort  Worth, 
deals  with  the  elementary  principles 
involved  in  the  “art  of  listening.”  He 
makes  a  case  for  the  importance  of 
listening  in  most  of  the  experiences  of 
most  of  us.  Although  not  a  technical 
book  in  the  field  of  counseling,  it  does 
deal  with  one  of  the  absolute  funda¬ 
mentals  —  one  who  desires  to  be  a 
counselor  cannot  disregard  the  import¬ 
ance  of  being  a  good  listener. 

Here  is  one  example  of  the  excellent 
material  to  be  found  in  this  book: 


“Listening  is  an  art.  Have  this  in  mind 
when  you  aspire  to  be  a  competent 
listener.  To  the  casual  observer  it  may 
seem  that  the  artist’s  effortless  achieve¬ 
ments  are  simply  native  gifts.  How¬ 
ever,  while  artists  are  undoubtedly 
born  not  made,  they  are  certainly  not 
born  made.  Years  of  observation,  study 
and  hard  work  lie  behind  the  smooth 
performance.  Laborious  hours  have 
polished  the  roughhewn  crystalline  car¬ 
bon  of  capacity  until  it  shines  in  all 
its  multifaceted  diamond  brilliance.” 
t 


by  Barbara  L.  Mulkey 


In  an  essay  entitled,  “Hurry,  The  Scourge  of  America,”  William 
George  Jordan  says,  “Hurry  always  pays  the  highest  price  for  every¬ 
thing,  and  usually  the  goods  are  not  delivered.”  The  following  is  one 
young  mother’s  presentation  of  the  problem,  written  as  a  devotional. 

Fall  comes. 

Not  on  little  cat’s  feet. 

Not  softly. 

Not  silently. 

But  bouncing,  rolling,  tumbling,  shrieking. 

Leisure  time  is  out. 

“Meaningful  work”  is  in. 

Meetings. 

Boards. 

Get-acquainted  teas. 

Planning  sessions. 

Alumnae  meetings. 

Membership  drives. 

A  “Sorry,  but  I’ll  be  late — supper  in  the  icebox”  note. 

Loading  the  washer  after  the  children  are  in  bed. 

Ironing  with  Johnny  Carson. 

Carpools. 

A  “No  Batman  ’till  homework  is  done”  decree. 

Fairs  with  merry-go-round,  sticky  cotton  candy,  muddy 
fields,  chance  games. 

Explanations  to  youngsters  of  why  you  won’t  spend  just  a 
quarter  to  try  to  win  an  elegant  imported  thing-a-ma-jig. 
Missing  out  on  the  favored  “day-time  serial.”  Will  Nancy  Karr 
be  successful  over  A.C.E. 


Another  PTA  meeting? 

Hems  to  be  let  out  (your  daughter’s). 

Hems  to  be  taken  up  (yours). 

Then,  to  make  amends  for  hastily  prepared  suppers  the  week 
before  when  you  were  working  on  the  program  for  the 
Garden  Club,  you  spend  a  precious  afternoon  fixing  a 
splendid  dinner.  Your  husband  sits  down,  takes  one  look, 
and  says,  “Guess what  I  had  for  lunch.” 

Cries  of  “John’s  going.” 

“Mary  has  a  two-wheeler.” 

“Cindy’s  house  has  two  fire  places.” 

Thoughts  turning  to:  “Stop  the  World.  I  want  to  get  off.” 

Do  you  really? 

Fall  comes. 

Crashing,  screaming,  stomping,  honking,  cheering. 

Not  a  time  for  reflection. 

That  comes  later,  in  winter. 

Not  a  time  for  renewal.  That’s  spring. 

But  fall  is  the  beginning. 

You  say  that’s  January? 

Oh,  no. 

The  year’s  old  by  then. 

Fall  is  the  beginning. 

So  stop  here.  Now. 

Look  where  you  are  going. 

Make  resolutions. 

January  will  be  too  late. 

You’ll  be  too  entrenched  then — can’t  change  horses  in 
mid-stream,  you  know. 

Is  your  life  as  you  would  like  it? 

Do  you  have  time  to  do  the  important  things? 

Do  you  have  time  for  your  husband?  Your  children?  Yourself? 
Stop!  Look!  Listen! 

Are  you  pleased  with  what  you  see  and  hear? 

by  Cassandra  Ellis  Henson 
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Participants  in  the  World 
Order  Sunday  worship 
services  at  Broadmoor 
Methodist  Church,  Shreve¬ 
port,  included,  left  to 
right:  R.  0.  Beckham, 

Cha  irman  Christian  So¬ 
cial  Concerns  Commis¬ 
sion;  Lt.  Col.  Richard 
Jaggers  (Air  Force); 
Commcnder  Evan  Camp¬ 
bell,  Jr.  (Navy);  Colo¬ 
nel  Hugh  King  (Army). 


Other  participants  in¬ 
cluded,  left  to  right:  the 
Rev.  Robert  B.  Crich- 
low,  pastor  Broadmoor 
Church;  Major  Carl  Steph¬ 
ens,  Jr.  (Army);  Comman¬ 
der  A.  N.  Chalupnik 
(Navy);  Colonel  Chari  es 
Phillips  (Air  Force). 


PANEL  EXPLORES  “SPIRITUAL 

RESOURCES”  AVAILABLE  TO 
AMERICAN  PHYSICIANS 

NEW  YORK  (RNS) — A  panel  of 
medical  specialists  explored  the 
“spiritual  resources”  available  to  phy¬ 
sicians  in  the  treatment  of  patients  at 
a  meeting  of  the  American  Society  of 
Clinical  Hypnosis  here. 

Dr.  J.  William  Dorman,  chief  ob¬ 
stetrician  at  Church  Home  and  Hos¬ 
pital,  Baltimore,  stated  that  to  be  an 
instrument  of  God’s  grace  “does  not 
require  ordination.” 

He  made  a  presentation  pointing 
out  the  sacramental  nature  of  birth  and 
suggested  ways  that  a  physician  can 
aid  parents  in  understanding  the  spirit¬ 
ual  significance  of  the  occasion. 

The  “pastoral  psychology  in  the  Bi¬ 
ble”  was  discussed  by  Dr.  Calvert 
Stein,  consulting  neuro-psychiatrist  at 
Westover  Air  Force  Base,  Mass. 

Claiming“that  religion  touches  com¬ 
mon  life  at  few  points,”  Dr.  Stein 
said  that  the  principles  of  psycho¬ 
therapy  are  found  in  the  Bible  be¬ 
cause  it  contains  the  “'applied  wisdom 
of  the  ages.”  He  advocated  contem¬ 
porary  use  by  physicians  of  the  “uni¬ 
versal  truths”  of  the  Scripture. 


An  atheist  is  a  man  who  looks 
through  a  telescope  and  tries  to  explain 
what  he  can’t  see. — O.  A.  Battista 
t 

A  little  philosophy  inclineth  a  man’s 
mind  to  atheism;  but  depth  in  philo¬ 
sophy  bringeth  men’s  minds  to  religion. 
— Sir  Francis  Bacon 


ABOVE  LEFT:  Tom  Matheny, 
conference  lay  leader,  discusses 
worship  from  the  laymen’s  view¬ 
point;  ABOVE  RIGHT:  Dr.  W.  F. 
Dunkle,  resource  leader  from  Wil¬ 
mette,  IN.;  LEFT:  Dr.  A.  C. 

Cheesy  Voran  of  Centenary 
College,  in  action;  RIGHT:  Art¬ 
ist  Tom  Rhodes  of  Baton  Rouge 
presents  a  chalk  talk  to  musical 
background  by  Mr.  and  Mrs.  Gun- 
vard  Hansen  of  Baton  Rouge; 
LOWER  LEFT:  Convocation 

leaders  Warren  Blakeman,  regis¬ 
trar;  James  Christie,  chairman  of 
the  conference  commission  on 
worship;  and  John  Hutton,  presi¬ 
dent  of  the  Louisiana  Chapter  of 
National  Federation  of  Methodist 
Musicians.  LOWER  RIGHT:  Pic¬ 
tured  at  the  literature  table  are 
delegates  from  Hammond,  Neva 
Brown,  Gerald  Crawford  and  El- 
oise  M.  Cranke. 


INTERNATIONAL  CHRISTMAS 
MAILINGS 


Taking  into  consideration  the  nor¬ 
mal  length  of  time  of  transit,  irregu¬ 
larity  of  steamship  sailings  to  some 
destinations,  customs  inspections,  and 
other  formalities  that  packages  con¬ 
taining  merchandise  may  be  subject  to 
in  the  countries  of  destination,  surface 
and  air  packages  should  be  mailed  by 
the  following  dates  to  reach  the  ad¬ 
dresses  before  Christmas: 

Surface  Air 
Packages  Packages 


South  &  Central 

America  Nov.  15  Dec.  15 

Europe  Nov.  15  Dec.  15 

Africa  Nov.  1  Dec.  10 

Near  East  Nov.  1  Dec.  20 

Far  East  Oct.  15  Dec.  10 

These  dates  should  not  be  confused 
with  Armed  Forces  deadlines  for  mail¬ 
ing. 

Letters  and  greeting  cards  should 
be  posted  no  later  than  five  days  after 
the  above  dates  for  delivery  in  other 
countries  before  Christmas. 


Helpful  Hints: 

(1)  Packaging — Pack  all  articles  in 
boxes  of  wood,  metal,  solid  fiberboard 
or  strong  double  faced  corrugated  fi¬ 
berboard.  Use  heavy  wrapping  paper 
and  strong  cord  to  materially  streng¬ 
then  the  package.  Cushioning  will  re¬ 
duce  rattling  as  well  as  breakage.  A 
slip  listing  contents  and  name  of  ad¬ 
dressee  should  be  enclosed  in  the  par¬ 
cel.  Customs  Declaration  forms  are 
required  on  parcels  to  many  destina¬ 
tions;  see  Part  127,  Postal  Manual. 

(2)  Prohibited  items  such  as  mat¬ 
ches,  lighter  fluid,  and  other  normally 
prohibited  items  may  not  be  mailed 
to  overseas  military  addresses.  To 
make  certain,  consult  your  postmaster. 

(3)  Domestic  rates  of  postage  apply 
and  postage  must  be  fully  prepaid  on 
Armed  Forces  overseas  mail;  Fourth 
Class  Rates  (Parcel  Post)  are  deter¬ 
mined  by  the  zone  rate;  Air  Mail — 8 
oz.  or  less — 8c  per  ounce,  over  8  oz. 
Air  Parcel  Post  rates  by  zones  unless 
first  class  mail  enclosed. 

(4)  Addresses — typewritten  or  pen 
and  ink  preferred  for  legible,  complete 
ZIP  Coded  addresses,  with  5  digits  in 
all  A.P.O.  numbers. 

The  habit  of  mailing  early  and  often 
with  the  use  of  the  information  out¬ 
lined  herein  will  result  in  better  mail 
service  for  everyone. 


Mail  Early— Mail  Often— Use  ZIP 
Codes — Use  Special  Christmas  Stamp 

— Separate  Local — Non  Local  Mail _ 

Use  Labels  available  at  Post  Office, 
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A  group  from  the  First  Methodist  Church  XYZ  Club  in  Baton  Rouge,  stopped  by 
the  Area  Council  Office  on  the  Centenary  College  Campus  while  in  Shreveport 
taking  in  the  State  Fair.  The  group  included  26  club  members  whose  average 
age  is  75,  plus  5  staff  members.  Mrs.  Flora  Galloway  is  director  and  the  Rev. 
M.  C.  Cady,  ministeral  sponsor. 


from  page  one 

Publishing  House 

The  board  approved  an  appropria¬ 
tion  of  $800,000  from  proceeds  of  The 
Methodist  Publishing  House  for  dis¬ 
tribution  to  retired  ministers  of  the 
church,  their  widows  and  orphan  chil¬ 
dren.  This  is  $100,000  more  than  the 
annual  appropriation  for  each  of  the 
past  four  years. 

In  a  report  on  Together,  Method¬ 
ism’s  family  magazine,  Pierce  said  the 
publication  had  experienced  a  circu¬ 
lation  decline  from  661,730  to  646,' 
931.  The  number  of  Together  agents 
in  local  churches,  however,  grew  from 
1,2,000  to  30,000  and  campaigns  to 
enlist  subscribers  to  Together  were  suc¬ 
cessful  in  several  episcopal  areas. 

Other  reports  from  the  record  year 
include  the  following: 

•  Over  three  million  new  Method¬ 
ist  Hymnals  have  been  purchased  by 
churches  and  individuals. 

•  “Foundation  Studies  in  Christian 
Faith,”  the  new  adult  curriculum,  was 
introduced  and  published  for  use  in 
September  1967.  Responses  indicated 
that  45  percent  of  adults  in  Method¬ 
ist  Church  Schools  would  be  using  the 
new  curriculum  materials.  Other  Meth¬ 
odist  adults  will  be  using  the  Interna¬ 
tional  Lesson  Series  published  in  the 
Wesley  Quarterly,  which  has  been  re¬ 
designed.  Plans  for  additional  adult 
materials  in  1969  were  crystallized. 
Plans  for  new  youth  materials,  sched¬ 
uled  for  use  in  Methodist  church 
schools  in  September  1968,  were  con¬ 
cluded. 

•  Distribution  of  trade  books  — 
books  sold  through  Abingdon  Press 
to  outlets  other  than  those  operated 
by  the  Publishing  House  —  was  the 
largest  in  the  history  of  the  organiza¬ 
tion. 

•  The  $5,000  Abingdon  Award  was 
reestablished  to  encourage  creative  au¬ 
thorship  of  books  of  outstanding  qual¬ 
ity  for  possible  publication  by  Abing¬ 
don  Press. 

•  Abingdon  Press  published  103 
new  books;  thirteen  books  were  se¬ 
lected  by  the  Book  Club  Guild. 

•  More  than  85.7  million  Abing- 


WEST  GERMAN  PRESS  AND 
RADIO  BARRED  FROM 
REFORMATION  RITES 

BERLIN  (RNS) — Except  for  a  few. 
pro-Communist  newspapers,  the  press 
and  radio  of  West  Germany  and  West 
Berlin  will  be  barred  from  direct  cov¬ 
erage  of  the  observance  of  the  450th 
anniversary  of  the  Reformation  at  Wit¬ 
tenberg,  East  Germany. 

An  announcement  by  the  East  Ger¬ 
man  Press  and  Information  Office  im¬ 
plied  that  only  newspapers  friendly  to 
the  East  German  regime  will  be  able 
to  send  correspondents  to  the  celebra¬ 
tion.. 

It  was  previously  announced  that 
anniversary  rites  will  not  be  given  live 
radio  or  television  coverage  in  East 
Germany,  though  parts  of  them  may  be 
filmed  or  recorded  for  later  broadcast. 

Entry  restrictions  for  West  Germans 
who  wish  to  attend  the  celebration 
have  been  made  particularly  difficult 
by  the  East  German  government  as  a 
part  of  its  program  of  asserting  perma¬ 
nent  independence  from  Bonn. 

The  number  of  passports  granted  to 
West  Germans  attending  the  Reforma¬ 
tion  anniversary  is  reported  to  be  only 
50,  including  23  persons  invited  by 
the  State  Festival  Committee  and  27 
from  an  invitation  list  submitted  to 
the  government  by  a  church  com¬ 
mittee. 

t 


don  Weekly  Church  Bulletins  were  dis¬ 
tributed  during  the  year  for  an  aver¬ 
age  of  1.6  million  bulletins  per  Sun¬ 
day. 

•  Over  50,000  copies  of  the  Young 
Readers  Bible  were  purchased  during 
the  year;  total  distribution  is  now  well 
over  200,000  copies. 

•  Curriculum  audiovisual  circula¬ 
tion  was  up  approximately  40  percent 
over  last  year;  five  Graded  Press  audio¬ 
visual  titles  received  American  Film 
Festival  Certificates  of  Selection. 

Bishop  Paul  N.  Garber  of  Raleigh, 
N.  C.,  was  the  devotional  speaker, 
t 


KAPLAN  METHODIST  CHURCH 
is  presently  involving  itself  in  a  study 
of  the  Beliefs,  History,  and  Doctrines 
of  the  Methodist  Church.  The  study 
class  is  meeting  on  Monday  nights, 
and  is  being  taught  by  the  pastor,  the 
Rev.  T.  R.  Bergeron. 

MISS  ARLINE  TYLER  was  general 
chairman  of  the  Sunday  Evening  Fel¬ 
lowship  programs  held  in  Noel  Me¬ 
morial  Church,  Shreveport,  during  Oc¬ 
tober.  Interest  groups  included:  A 
course  on  the  family,  under  the  lead¬ 
ership  of  the  pastor,  Dr.  Sam  Nader, 
and  Dean  August  Aamodt  of  Cen¬ 
tenary  College;  a  Bible  course  on  the 
prophets  taught  by  Dr.  Alton  Han¬ 
cock;  a  study  of  Japan  taught  by  Mrs. 
Joe  Mickle;  a  series  of  book  reviews 
by  Mrs.  Erwin  Saye,  Bob  Hallquist, 
and  Mrs.  Leon  Werntz.  Books  re¬ 
viewed  were  “Tell  No  Man,”  “Dibs, 
in  Search  of  Self,”  and  “I  Found  God 
in  Soviet  Russia.”  Serving  as  masters 
of  ceremonies  during  tabletime  were 
Cecil  Bland,  Joseph  C.  Smith,  Jr.  and 
Dr.  W.  S.  Bundrick. 

DON  McDOWELL  spoke  to  the  MYF 
of  Welsh  Methodist  Church,  Oct.  15, 
about  his  recent  trip  to  Alaska.  Ricki 
Jean  Hayes  is  president  of  the  group. 
The  Rev.  Henry  C.  Blount,  Jr.  is  their 
pastor. 

STUDY  GROUPS  in  the  Lake  Charles 
First  Church  Sunday  Evening  Fellow¬ 
ship  during  October  included  the  fol¬ 
lowing:  Bible  Study,  led  by  C.  M.  Al¬ 
lison;  book  review  given  by  Miss  Lin¬ 
da  Ringer,  professor  of  English  at  Mc- 
Neese  College;  “Jesus  Christ  and  My¬ 
thology,”  the  Rev.  William  Peeples  of 
St.  Luke  Church;  “Understandings  of 
Man”  by  the  Rev.  Peter  Nelson; 
“China  Today”  by  Mrs.  George  W. 
Pomeroy.  Dr.  George  Pomeroy  is  pas¬ 
tor. 

t 

WASHINGTON,  D.  C.— Five  Method¬ 
ist-related  schools  will  participate  in 
grants  from  the  National  Science  Foun¬ 
dation  to  enable  research  studies  by  the 
nations  outstanding  undergraduate 
science  students.  The  schools  are  Bos¬ 
ton  University,  Albion  College  (Michi¬ 
gan),  Nebraska  Wesleyan  University, 
Drew  University  and  Oklahoma  City- 
University. 


WYNN  MEMORIAL  CHURCH  in 
Shreveport  will  have  a  revival  begin¬ 
ning  Sunday,  Nov.  5,  and  continuing 
through  the  10,  with  the  Rev.  William 
B.  Shaw,  pastor  of  the  Gueydan  Meth¬ 
odist  Church,  as  guest  preacher.  The 
Rev.  Robert  E.  Carter  is  pastor  at 
Wynn. 


GIVE 

THE  UPPER  ROOM 
for  CHRISTMAS 


One  way  to  show  your  concern  for 
loved  ones  and  friends,  and  at  the 
same  time  express  sincere  good 
wishes  for  a  happy  Christmas,  is 
to  send  The  Upper  Room. 

Single  copies,  mailed  in  colorful 
Christmas  envelopes,  mean  far 
more  and  cost  less  than  ordinary 
Christmas  cards.  Yearly  subscrip¬ 
tions  are  a  useful,  year-long  Christ¬ 
mas  gift. 

Many  who  are  familiar  with  The 
Upper  Room  make  a  practice  of 
wrapping  a  copy  with  each  Christ¬ 
mas  gift  package. 

Cost  of  The  Upper  Room  is  only 
10  cents  per  copy  in  lots  of  ten  or 
more  to  one  address.  Christmas 
envelopes  for  remailing,  1  cent 
each.  Yearly  subscriptions  $1.00. 
Order  NOW  from 


The  world's  most  widely  used  daily  devotional  guide 

38  Languages — 45  Editions 
1908  Grand  Ave.  Nashville,  Tenn.  37203 


Since  1953,  the  Oklahoma  Indian  Mission  Annual  Supply  Pastors’  School  has 
offered  the  required  Course  of  Study  for  the  training  of  Indian  ministers.  A  re¬ 
fresher  course  is  also  given  for  graduates.  This  is  the  only  school  of  its  kind 
among  Indians  and  it  is  one  of  the  largest  contributing  factors  to  the  success 
and  tremendous  growth  of  the  Mission.  The  cost  of  the  three  weeks  school  is 
shared  by  the  South  Central  Jurisdiction,  the  Board  of  Education,  and  the  Board 
of  Missions  of  the  National  Division.  Sixty-seven  pastors  serve  the  119  Mis¬ 
sion  churches,  whose  membership  represents  32  tribes. 
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family  Ttcvuity  ’Pityntim 


brings  health  and  hope  in  Hong  Kong 


The  hospital  called  Daniel  at  the 
bank  as  he  finished  his  work  for  the 
day,  asking  him  to  make  plans  for 
his  mother  to  leave  the  hospital.  The 
voice  said: 

“We  have  done  all  we  can  for  her 
at  this  time.  She  needs  care,  but  not 
hospital  care.  We  need  the  beds  here 
for  critically  ill  patients.” 

Daniel  called  his  friends  for  advice, 
among  them  Joan  Cleland,  a  Meth¬ 
odist  missionary  nurse  from  Columbus, 
Ohio. 

“How  can  we  care  for  Mother  at 
home  since  her  stroke?”  he  asked.  “I 
have  two  younger  brothers  who  go  to 
school,  and  my  sisters  work  in  factor¬ 
ies.  I  need  to  keep  my  job  at  the 
bank.” 

Joan  had  a  few  ready  answers  for 
Daniel.  She  was  sharply  aware  that  the 
lack  of  hospital  space  in  Hong  Kong 
leads  to  family  problems  of  caring 
for  the  convalescent  in  the  home. 

She  had  just  studied  these  problems 
with  Ida  (Mrs.  Paul)  Martinson,  a 
Lutheran  missionary  in  planning  for  a 
new  “In-Service  Training  Program”  to 
equip  nurses  to  deal  with  family  health 
nursing.  They  are  currently  training 
four  nurses  to  help  them  in  this  work. 

Edith  Tang  and  Jessie  Tsang  will 
work  with  Joan  Cleland  in  the  Meth¬ 
odists’  Yang  Social  Service  Center  in 
Kowloon,  while  Shirley  Kwan  and 
Winnie  Chen  will  work  with  the  Chris¬ 
tian  Family  Service  Center  in  Kwun- 
tong,  where  Mrs.  Martinson  has 
worked  as  a  nursing  consultant. 

Joan  said:  “I  feel  so  good  about 
this  program,  working  with  the  Chris¬ 
tian  Family  Service  Center,  because 
‘two  heads  are  better  than  one.’  We 
can  plan  more  efficiently  and  effective¬ 
ly  for  our  own  work  at  Yang  Social 
Service  Center. 

“Our  program  has  not  yet  been  tried 
in  Hong  Kong,  that  of  hospital  and 
home  nursing  coordination;  it  allows 
more  hospital  beds  for  acute  patients. 
Many  of  our  cases  are  stroke  patients 
such  as  Daniel’s  mother.  The  family 
is  so  afraid  to  handle  them.  Our  nurses 
explain  to  the  family  the  patients’  needs 
and  how  to  care  for  them.  Stroke  pa¬ 
tients  become  discouraged  with  the 
tedious  recovery  period,  and  needs  to 
fit  back  into  family  life  where  they 
can  often  begin  to  feel  useful,  even 
feel  necessary.” 

Mrs.  Martinson  added:  “When  the 
patients’  physical  therapy  program  be¬ 
gins,  the  social  case-worker  plans  de¬ 
tails  of  time  and  travel  with  the  family 
health  nurse  and  the  family.  In  some 
cases,  the  social  service  center  bears 
not  only  the  cost  of  a  taxi,  but  will 
employ  someone  to  accompany  the  pa¬ 
tient  to  the  hospital  physical  therapy 
department.  The  Christian  Family  Ser¬ 
vice  Center  has  also  had  to  struggle 
with  T.B.  drug-resistant  patients — T.B. 
being  the  worst  health  problem  in  Hong 
Kong. 

Mrs.  Marjorie  Chuck,  who  worked 
previously  with  the  Methodist  medical 


by  Bonnie  By/er 


Left  to  right:  Marjorie  Chuck,  trained  in  Shanghai 
and  England;  Shirley  Kwan,  trained  in  England;  Win¬ 
nie  Chan,  trained  in  England;  Jessie  Tsang,  trained 
in  Hong  Kong  Queen  Mary;  Ida  Marie  Martinson, 
trained  in  Minnesota,  U.S.A.;  Joan  Cleland,  trained 
in  Ohio,  U.S.A.;  Edith  Tang,  trained  in  Taiwan  and 
Austral  ia. 


( Mrs .  Delmar  Byler,  whose  American  homes 
are  Hesston,  Kansas,  and  Oklahoma  City, 
is  a  Methodist  missionary  and  news  cor¬ 
respondent  in  Hong  Kong.) 


program  in  Hong  Kong,  came  from 
her  home  in  Taiwan  to  help  lead  the 
training  classes.  She  studied  public 
health  nursing  in  London  and  Nan¬ 
king,  China,  after  her  initial  training 
at  the  Margaret  Williamson  Hospital 
in  Shanghai. 

Miss  Liv  Weber  Aslaksen  has  par¬ 
ticipated  in  the  training  many  after¬ 
noons  in  spite  of  a  full  language  study 
schedule.  She  came  to  work  with  the 
Methodist  Church  of  Hong  Kong  from 
her  home  in  Norway. 

The  Methodist  Board  of  Missions 
arranged  the  provision  of  excellent 
teaching  aids  in  cleanliness,  disease, 
cancer,  public  health  nursing,  etc. 

The  training  begins  an  era  of  teach¬ 
ing  and  healing  that  will  reach  thou¬ 
sands  each  year,  as  government  hos¬ 
pitals  will  refer  four  new  cases  daily 
to  the  Yang  Social  Service  Center  and 
as  the  Christian  Family  Service  Center 
continues  to  work  with  its  large  fam¬ 
ily  caseload.  The  nurses  teach  the  fam¬ 
ily  members  of  every  patient  the  rudi¬ 
ments  of  home  care. 

In  the  classroom  Mrs.  Martinson 
tells  her  nurses:  “Every  family  must 
know  more  about  home  care  for  ill¬ 
ness.  We  care  for  elderly  parents,  for 
sick  children,  and  even  become  con¬ 
cerned  when  we  must  care  for  our¬ 
selves.” 

The  nurses  planned  their  new  uni¬ 
forms  so  they  would  be  practical  for 
city  travel  and  home  visits.  Like  most 
girls’  plans,  colors  were  of  prime  im¬ 
portance.  They  learned  to  make  dis¬ 
posable  bedside  bags  for  waste  paper 
and  dressings. 

The  social  workers,  family  health 
nurses  and  consulting  doctor  form  a 
team  to  give  the  best  possible  help  to 
the  client.  They  have  a  list  of  tuber¬ 
culosis  sanatoriums,  homes  for  the 
aged,  rehabilitation  centers,  and  fam¬ 
ily  planning  centers.  With  referral  slips, 
all  are  within  easy  reach.  The  nurses 
personally  visited  most  of  the  institu¬ 
tions. 

The  nurses  have  planned  home  nurs¬ 
ing  bags  well  equipped  with  thermom¬ 
eters,  stethoscope  and  dressings,  to  ac¬ 
company  each  nurse  on  her  visits. 

Doris  Caldwell,  director  of  the 
Christian  Family  Service  Center,  af¬ 
firms:  “We  have  come  to  believe  that 
public  health  nursing  is  an  integral 
part  of  any  social  work  service  deal¬ 
ing  with  family  problems.  Our  case¬ 
workers  and  nurses  work  together 
closely  to  help  solve  these  problems.” 

In  front  of  a  resettlement  estate 
teeming  with  curious  children  a  friend 
delivered  Daniel’s  mother  to  her  home. 
Two  daughters  sat  on  either  side  of 
her  frail  frame  for  support.  Someone 
brought  a  chair.  Her  family  and  pastor 
William  Tung  carried  her  to  her  room, 
knowing  the  nurse  would  come. 

The  mother  has  found  new  hope  as 
she  plans  for  weekly  trips  for  physical 
therapy.  But  the  greatest  happiness 
comes  in  “mothering”  the  family  again. 


PAGE  FOURTEEN 


NOVEMBER  2,  1967 


Jn  iflmortam 


Dr.  Claud  D.  Nelson 

Dr.  Claud  D.  Nelson,  a  native  of 
Arkansas  and  a  graduate  of  Hendrix 
College,  who  has  recently  served  as 
a  consultant  for  the  National  Con¬ 
ference  of  Christians  and  Jews,  died 
October  25  in  New  York  at  the  age 
of  78. 

He  was  the  first  P.hodes  Scholar 
from  Arkansas  and  was  a  Methodist 
minister.  He  attended  both  sessions  of 
the  Vatican  Council  as  a  reporter  for 
Religious  News  Service  and  was  the 
author  of  several  books  interpreting 
its  significance. 

Dr.  Nelson  lived  and  worked  in 
Europe  for  more  than  25  years.  He 
worked  with  the  YMCA  in  Russia, 
Germany  and  Italy,  and  was  decorated 
by  the  Serbian  government  for  service 
to  its  students  in  Switzerland  in  1921. 

He  received  a  bachelor’s  degree  in 
jurisprudence  from  Oxford  University, 
a  bachelor  of  arts  degree  from  Hen¬ 
drix  College,  and  a  master  of  arts  de¬ 
gree  from  Oxford.  In  1952  Hendrix 
College  conferred  the  honorary  degree 
of  doctors  of  laws. 

Born  near  Jacksonville,  Ark.,  July 
13,  1889,  he  was  the  son  of  the  late 
Rev.  Charley  Hester  Nelson  and  Mrs. 
Sara  See  Nelson,  and  lived  in  Little 
Rock,  Conway  and  Fordyce  in  Ar¬ 
kansas  and  in  several  European  coun¬ 
tries. 

He  taught  for  a  number  of  years  in 
local  schools  in  Arkansas,  at  Lindsey- 
Wilson  Training  School  at  Columbia, 
Ky.,  at  Hendrix  College  and  at  Birm¬ 
ingham  Southern  College. 

As  a  YMCA  worker,  Dr.  Nelson 
aided  prisoners  of  war  during  both 
world  wars  in  Russia,  Germany  and 
Italy.  He  worked  with  the  National 
Student  Staff  of  the  YMCA,  and  did 
pioneer  work  in  industrial  and  racial 
relations  in  the  YMCA  and  later  in 
the  Fellowship  of  Reconciliation. 

Survivors  are  his  wife,  Mrs.  Maude 
Sparks  Nelson,  formerly  of  Fordyce, 
Ark.;  four  sons,  Claud  Nelson,  Jr.  of 
Westernville,  N.Y.;  Dr.  Eddie  Nelson, 
professor  of  mathematics  at  Prince- 
toil  University;  Dr.  John  Charles  Nel¬ 
son,  professor  of  Italian  studies  at  Co¬ 
lumbia  University,  and  Dr.  James  Nel¬ 
son  with  General  Electric  Research 
Corp.  at  Schenectady,  N.Y.;  a  brother, 
Donald  Nelson  of  Columbus,  O.,  and 
several  grandchildren.  Mrs.  Nelson  is  a 
sister  of  Mrs.  James  Workman,  Scott, 
Ark. 

Funeral  services  were  held  Friday, 
October  27,  at  Princeton,  N.J.  A  me¬ 
morial  service  will  be  held  later  at  the 
Interchurch  Center  at  New  York, 
t 


from  page  three 
Alcoholism  report 

with  representatives  of  the  Coopera¬ 
tive  Commission  in  order  to  acquaint 
themselves  with  the  material  in  this 
report  in  advance  of  its  publication 
and  prepare  programs  within  their  de¬ 
nominations  for  its  study,”  he  said, 
t 

Every  man  is  as  God  made  him, 
ay,  and  often  worse.  —  Cervantes 


Mrs.  James  W.  Henley 

LAKELAND,  Fla.  —  Funeral  ser¬ 
vices  for  Mrs.  Huldah  Chapin  Henley, 
59,  wife  of  Bishop  James  W.  Henley, 
Florida  Area,  were  held  here  October 
25  at  the  First  Methodist  Church.  In¬ 
terment  was  in  a  local  cemetery. 

Mrs.  Henley  died  October  22  at 
Vanderbilt  University  Hospital,  Nash¬ 
ville,  Tenn.,  following  surgery  four 
weeks  earlier. 

In  addition  to  Bishop  Henley,  sur¬ 
vivors  include  her  mother,  Mrs.  Cor¬ 
nelius  J.  Chaplin,  Jonesboro,  Ark.,  two' 
sons — the  Rev.  James  W.  Henley  Jr., 
Atlanta,  Ga.,  and  Chapin  Henley,  a 
medical  student  at  the  University  of 
Florida,  Gainesville,  and  three  grand¬ 
children. 

Services  were  conducted  by  Bishop 
Edward  J.  Pendergrass,  Jackson,  Miss., 
assisted  by  Dr.  Charles  T.  Thrift 
Jr.,  president  of  Florida  Southern  Col¬ 
lege;  Rev.  C.  Eugene  West,  super¬ 
intendent  of  the  St.  Petersburg  district, 
and  the  pastor,  the  Rev.  Walter  Rut¬ 
land.  Pall  bearers  were  the  members 
of  Bishop  Henley’s  cabinet. 

Mrs.  Henley  was  a  native  of  Searcy, 
Ark.,  and  a  graduate  of  Sophie  New¬ 
comb  College,  New  Orleans.  She  and 
Bishop  Henley  were  wed  in  1931  when 
he  was  a  pastor  in  Morristown,  Tenn. 
They  lived  in  Nashville  for  16  years, 
where  Bishop  Henley  was  pastor  of 
West  End  Methodist  Church  until  his 
election  to  the  episcopacy  in  1960. 
t 

Mrs.  Hassie  Thomason 

Funeral  services  were  held  at  2  p.m., 
Saturday,  October  28,  at  Antioch 
Methodist  Church,  near  Beebe,  Ark., 
for  Mrs.  Hassie  Thomason,  84,  mother 
of  the  Rev.  Elmo  A.  Thomason,  pas¬ 
tor  of  Winfield  Methodist  Church,  Lit¬ 
tle  Rock.  Burial  was  at  Antioch  Cem¬ 
etery. 

Other  survivors  include:  a  son,  Wes¬ 
ley  Thomason  of  Beebe;  a  daughter; 
Mrs.  Virgie  Thomas  of  Beebe;  and 
two  brothers,  Andrew  Hurst  of  Claren¬ 
don  and  Will  Hurst  of  Hot  Springs; 
four  grandchildren;  and  six  great¬ 
grandchildren. 

t 
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was  enlarged,  whose  spirits  were  re¬ 
newed,  whose  generosity  was  quick¬ 
ened,  whose  interest  and  concern  were 
focused  on  the  needs  of  others,  and 
whose  time,  talent  and  financial  re¬ 
sources  were  channeled  toward  the 
greatest  cause  on  earth — the  Kingdom 
of  God  in  the  hearts  and  lives  of  peo¬ 
ple  everywhere.” 

One  of  the  principal  reasons  for 
the  record  set  by  the  Department’s 
staff  was  the  total  of  $7,470,000  raised 
in  crusades  in  five  annual  conferences. 
The  funds  were  raised  for  a  variety  of 
causes,  including  extension,  minister’s 
pensions,  youth  camps,  hospitals,  high¬ 
er  education,  retirement  homes  and 
conference  headquarters  buildings. 

t 

An  angel  is  a  spiritual  creature  cre¬ 
ated  by  God  without  a  body,  for  the 
service  of  Christendom  and  of  the 
Church. — Luther 


Mr.  Crit  Petty 

A  “man  of  many  talents”  whom 
the  writer  was  fortunate  once  to  serve 
as  pastor  was  the  late  Crit  Petty  of 
Ida,  La. 

When  I  began  to  write  this  memoir 
of  Crit  Petty  I  had  on  my  desk  many 
newspaper  clippings  about  him,  stories 
of  his  life,  and  letters  he  received  from 
prominent  people. 

Petty  was  a  Methodist  and  a  Royal 
Arch  Mason.  He  was  an  outstanding 
student  of  mathematics  at  the  age  of 
1 1  years,  and  received  a  teacher’s  cer¬ 
tificate  at  16.  He  graduated  from  Pea¬ 
body  College,  Nashville,  Tenn.  at  age 
21;  and  taught  mathematics  at  Vivian 
High  School,  Hope  Street  High  School, 
Shreveport,  and  Peabody  College;  and 
was  a  mathematics  consultant  at  Lou¬ 
isiana  State  University,  Baton  Rouge. 

He  became  principal  of  the  Ida 
public  school  in  1909;  and  consolidat¬ 
ed  a  rural  school  with  the  Ida  schools. 
Records  show  this  was  the  beginning 
of  the  consolidated  public  schools.  The 
school  bus  used  to  transport  the  chil¬ 
dren  and  youth  from  the  rural  com¬ 
munity  to  the  Ida  schools  was  a  cov- 
eraged  wagon  drawn  by  a  pair  of 
mules. 

Petty  retired  from  teaching  in  1917, 
and  became  a  farmer.  Also  he  en¬ 
gaged  in  many  other  activities.  He 
was  lucky,  with  others  of  the  Rodessa- 
Ida  area  to  receive  money  from  the 
discovery  of  oil;  and  he  was  a  liberal 
giver  to  his  church,  and  to  people  in 
need. 


He  passed  away  in  a  Vivian  hos¬ 
pital  at  the  age  of  87.  Memorial  ser¬ 
vices  were  conducted  by  his  pastor, 
the  Rev.  Harold  B.  McClung,  and 
burial  was  in  Forest  Park  Cemetery, 
Shreveport. 

He  is  survived  by  his  widow  Mrs, 
Gypsy  Bell  Petty,  Ida;  five  sons,  Joe 
Petty,  Ida,  Frank  Petty,  Euclid,  Ohio, 
Crit  Petty  Jr.,  Des  Allemands,  Mervin 
Petty,  Shreveport,  and  Douglass  Petty, 
Medina,  Ohio;  and  two  daughters,  Mrs. 
Myrtle  Thompson,  Des  Allemands,  and 
Mrs.  F.  C.  Boston,  Shreveport. 

— W.  O  Tisdale 
Springhill,  La. 
t 


The  older  I  grow,  and  I  now  stand 
on  the  brink  of  eternity  —  the  more 
comes  back  to  me  that  sentence  in 
the  Catechism  I  learned  when  a  child, 
and  the  fuller  and  deeper  its  meaning 
becomes:  “What  is  the  chief  end  of 
man?  To  glorify  God  and  enjoy  him 
forever.”  —  Carlyle 
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Earn  $330  «  week 

FOR  YOUR  CLUB  or  CHURCH 

with  this 

Golden  PRAYING  HANDS  PEN 
FUND  RAISING  PROGRAM 
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No  Risk  •  No  Investment 

55c  Profit  on  each  *1 00  Sale 

An  "easy  to  sell"  item,  that  everyone 
can  use!  Sent  to  you,  postpaid — with 
no  investment  on  your  part.  Pay  only 
after  sold!  Full  credit  for  unsold 
items!  Have  10  members  sell  25 
items,  and  your  organization  makes 
$ 137.50 !  —  24  members  —  $330.00! 

A  completely  packaged  plan 
Write  for  information  —  Free  Sample 
Give  age  (if  under  21)  and  name  of  organization 

C0LLINGW00D  FUND-RAISING 

44  Warren  Street  —  Dept,  jl 
Providence,  R.  I.  02901 
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A  FREE  dollar  box 
of  Mason  Candy 
worth  ^ 

$1200? 

Mr.  Frank  L.  Roshell  sent  for 
FREE  box  of  candy  and  with  the  help 
of  Mason’s  Regional  Manager  and  Mason 
local  Campaign  Counselor,  Mr.  Roshell  raised  ^ 

$1200  for  the  Boteler  High  School,  in  Holt,  Alabama 
IN  ONLY  ONE  HOUR  AND  FIFTEEN  MINUTES 

" The  candy  was  given  to  the  students  on 
Friday  afternoon  at  the  close  of  school.  By 
4:30  PM  of  the  same  day,  the  drive  was 
completed.  This  method  of  raising  $1200  in 
less  than  two  hours  is  undoubtedly  the  best 
method  I  have  ever  used.  Mason’s  Two- 
Hour-Plan  does  not  take  the  student  away 
from  any  school  activities  and  it  eliminates 
the  agony  of  running  a  prolonged  sale. " 

Send  for  a  Free  box  of  candy  and  let  our 
Campaign  Counselor  explain  Mason’sTwo- 
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•  Mason  Mints 
•  Fruit  Carnival 
Almond  Cocoanut 

Hour-Fund-Raising  Plan.  Here  are  some  of 
the  highlights:  No  risk — No  investment. 
Each  box  of  Mason  candy  has  an  attrac¬ 
tively  printed  sleeve  bearing  your  organi¬ 
zation's  name,  picture  and  slogan.  We  pre¬ 
pay  shipping  charges.  Return  what  you 
don’t  sell.  Your  group  keeps  404  on  every 
dollar  box  sold.  Pay  only  after  you  have 
sold  the  candy.  For  details  and  your  free 
dollar  box  of  Mason  Candy,  fill  In  and  mail 
the  coupon  below. 


PAT  MASON.  DEPT.  723  .  MASON.  BOX  549.  MINEOLA.  1. 1..  N.Y.  11501 

Please  6end  me  (without  obligation)  further  information  and  have  your  Campaign  Counselor 

bring  me  my  Free  box  of  candy  and  explain  Mason's  Extra-Profit  /  Prize  Award  Program 


—AGE  (if  under  21  >_ 


ORGANIZATION-. 

AODRESS _ 

COUNTY _ 


HOW  MANY  MEMBERS- 


Mason  Candies,  Inc  Mmeola.  L.I..  N.Y  (Offer  available  only  to  non-profit  groups  ) 
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The  smiles  in  this  picture  belong  to  young  Methodists  of  Amite  First  Methodist  Church  os  o  $100  check  is  oresent- 

tirJ"^'  FrSd  Sr"lth\chairman  of  the  Build*"9  Committee.  The  Amite  Church  is  engaged  in  a  "Once  i^a  Life- 
time  campaign  to  wipe >  out  its  remaining  $28,000  building  indebtedness  before  January  30.  Total  cost  of  the 

$275C000P  anThCOAnSttUCted  m  964,  mC!Utc9  SanLCtUary',  educa,ion  building,  fellowship  hall  and  parsonage  was 
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BELOW:  Lay  participants  in 

Lakeview  Methodist  Church, 
Shreveport,  Laymen’s  Day.  RIGHT: 
The  Rev.  W.  E.  (Wishy)  Nolan, 
Lakeview  pastor  and  Cecil  E. 
Ramey,  guest  speaker  for  Lay¬ 
men’s  Day. 


Members  of  First  Methodist  Church,  Hammond,  at  first  Annual  Planning 
Retreat,  hear  Tom  Matheny,  chairman  of  the  Long-range  Planning  Commit¬ 
tee  outline  future  plans  in  a  general  session.  This  session  followed  the 
Sunday  morning  "Preview  of  Things  to  Come"  in  the  church  sanctuary, 
afternoon  recreation,  ‘Talkback  and  Suggestions"  sessions  of  the  various 
commissions  and  a  picnic  supper.  The  Retreat  was  concluded  with  an 
Evening  Vesper  Service  conducted  by  Senior  High  members. 
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Jay  Bowdon  (ABOVE),  son  of  the 
Rev.  and  Mrs.  Henry  Bowdon, 
Jr.,  received  his  Eagle  award  at 
a  recent  Boy  Scout  Court  of  Honor 
sponsored  by  First  Methodist 
Church,  Plaquemine.  His  father 
is  pastor  and  scoutmaster. 


RIGHT:  Elysian  Fields 
Senior  High  MYF  mem¬ 
bers  at  Silver  Run  Lakes, 

Miss,  where  they  and 
Junior  High  members  (BE¬ 
LOW)  spent  Oct.  13-15 
in  o  Planning  Retreat. 

The  camp  belongs  to  Counselors 
Mr.  and  Mrs.  Al  Schleiniger.  Al¬ 
so  accompanying  the  group  were 
Counselors  Mr.  and  Mrs.  Bill 
Bailey  and  Pastor  and  Mrs.  Dan 
Tohl  ine. 


RIGHT:  First  place  prize-winning 
float  in  religious  division  at  Lou¬ 
isiana  Tech  homecoming  was  the 
creation  of  Wesley  Foundation, 
Ruston.  An  open  house  honored 
alumni  following  football  game. 
The  Rev.  William  M.  Stokes,  Jr. 
is  director  of  the  Wesley  Foun¬ 
dation. 


BELOW:  Left  to  right,  Donald 
Futch,  James  Baldwin,  Gerald 
Cormier  and  Maurice  Mueschke 
took  part  in  Layman's  Day  ser¬ 
vices  at  Vinton  First  Methodist 
Church.  The  Rev.  James  Poole 
is  minister. 


Some  of  the  33  men  present  for  meeting  of  reorganized  Methodist  Men’s 
group  at  St.  Paul’s  Methodist  Church,  Monroe.  The  Rev.  Fred  Flurry 
(fourth  from  right,  standing)  is  pastor. 
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Perkins  1968 
Ministers'  Week 
speakers  announced 

Speakers  announced  for  the  1968 
Ministers’  Week  at  Perkins  School  of 
Theology,  February  5-9,  are: 

Fondren  Lecturer:  Bishop  Paul  E. 
Martin,  Houston  Area  of  The  Meth¬ 
odist  Church. 

Peyton  Lecturer:  Editor  Philip  E. 
Scharper,  Sheed  and  Ward,  Publishers, 
New  York. 

Jackson  Lecturer:  Prof.  Krister  Sten- 
dahl,  The  Divinity  School,  Harvard 
University,  Cambridge,  Mass, 
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U.  of  Mexico 


coach  visits 


Centenary 


The  head  basketball  coach  at  the 
University  of  Mexico  in  Mexico  City 
is  visiting  Centenary  College  for  a 
month  to  observe  the  organization  and 
practice  sessions  of  the  Gents  and  some 
local  high  school  team. 

Jose  Luis  Prado  arrived  at  the  local 
campus  Oct.  28  under  a  coaching  ex¬ 
change  program  between  the  United 
States  and  Mexico  arranged  through 
the  Embassy  in  Mexico  City. 

Coach  Prado  will  be  the  guest  of 
Centenary  head  coach  Orvis  Sigler  dur¬ 
ing  his  four  week  stay  in  Shreveport. 

A  native  of  Guadalajara,  Mexico, 
Prado  attended  the  University  of 
Guadalajara  where  he  majored  in  pub¬ 
lic  accounting  and  played  basketball 
with  the  university  team.  He  later, 
switched  to  the  University  of  Mexico 
where  he  majored  in  physical  educa¬ 
tion  and  in  1959,  started  coaching  their 
second  team.  In  1962  he  was  named 
coach  and  professor  of  physical  edu¬ 
cation  at  the  school. 

The  Mexican  coach  says  he  is  par- 


ABOVE:  Dr.  Jack  S.  Wilkes,  president  of  Centenary 
College,  speaks  of  truth  and  responsibility  at  annual 
All-College  Convocation.  LEFT:  Students  and  faculty 
assemble  in  Centenary  Gymnasium  for  President’s  All- 
College  Convocation.  Seniors,  dressed  in  academic 
robes  were  honored  at  fall  assembly. 


"Man  can  meet  the  needs  of 

these  times  through  dedication" :  Wilkes 


ticularly  interested  in  the  American 
method  of  coaching  younger  players 
in  the  high  schools  and  Coach  Sigler 
said  he  would  be  given  an  opportunity 
to  observe  some  of  the  local  high 
school  teams  in  practice. 

Only  30  years  of  age,  Coach  Prado 
is  married  and  the  father  of  five  chil¬ 
dren  ranging  in  age  from  7  years  to 
6  months. 


B  At  All-College  Convocation 


Dr.  Jack  S.  Wilkes,  speaking  at  the 
President’s  All  College  Convocation  at 
Centenary  said  today  man  can  meet  the 
needs  of  these  revolutionary  times 
through  a  dedication  to  truth,  critical 
analysis,  and  responsible  action. 

Speaking  before  the  entire  student 
body  and  faculty,  president  Wilkes 
compared  our  times  to  those  of  Emer¬ 
son  and  quoted  the  writer  saying,  “This 
time,  like  all  times,  is  a  very  good 
one,  if  we  but  know  what  to  do  with 
it.” 

“Many  people  in  our  time  confuse 
sentimental  acceptance  of  a  new  idea 
with  the  rigorous  analysis  of  knowledge, 
debate,  rejection,  and  conversion  of 
the  thinker,”  he  said.  “Evidence  exists 
that  thinking  must  struggle  to  stay  alive 
in  every  campus  in  every  age.  Too 
many  teachers  and  students  and  par¬ 
ents  want  parroted  answers  to  mean¬ 
ingless  questions  involving  stale  facts 
and  prejudiced  opinions.” 


SEE  FIRST  INSTALLMENT 
OF  DR.  RICKEY'S 
THREE-PART  HISTORY 
OF  EVENTS 
LEADING  TO 

METHODIST-EUB  MERGER 
AND  DISSOLUTION  OF 
CENTRAL  JURISDICTION 

on  page  8 


Speaking  of  the  importance  of  re¬ 
sponsible  actions  by  all  people,  Dr. 
Wilkes  said,  “Some  of  the  skillfully  or¬ 
ganized  spontaneity  following  the  in¬ 
stitutionalized  patterns  of  demonstra¬ 
tion  groups  are  so  familiar  to  television 
viewers  and  newspaper  and  magazine 
readers  that  their  day  by  day  press 
releases  could  be  predicted  by  the  per¬ 
ceptive  person  if  he  weren't  too  bored 
to  keep  up.  Every  sharp  person  in  the 
country  knows  that  there  are  specialists 
available  who  can  be  summoned  by 
long  distance  and  come  to  a  city  to 
lead  a  spontaneous  demonstration  for 
almost  any  cause.” 

“The  American  way  of  change," 
said  Dr.  Wilkes,  “involves  responsible 
action  through  the  legislative  bodies, 
the  courts,  and  the  electorate  preserv¬ 
ing  our  cherished  freedoms  of  religion, 
of  speech  and  press,  and  the  right  to 
assemble  peacably.  The  educated  man, 
the  man  of  thought  in  action  should 
often  summon  himself  before  the  jury 
of  the  best  thoughts  of  his  own  time 
and  attempt  to  justify  his  existence. 
Watching  carefully  for  a  perjured  evi¬ 
dence,  a  clear  and  honest  analysiscould 
bring  truth  about  himself  and  his  time 
to  the  responsible  man.” 

The  president’s  convocation  is  held 
annually  at  Centenary  to  honor  the 
senior  graduating  class.  All  members 
of  the  senior  and  the  faculty  are 
dressed  in  their  academic  robes  for 
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LOST— A  DAY  FOR  COMMITMENT 

SOME  OF  our  friends  recently  came  to  Sunday, 
October  29,  without  properly  adjusting  their 
clocks  so  that  they  might  regain  the  hour  they 
lost  earlier  in  the  year.  This  is  a  trivial  loss  com¬ 
pared  with  the  one  we  felt  when  we  began  prep¬ 
aration  for  writing  this  editorial  concerning  Com¬ 
mitment  Day  in  The  Methodist  Church.  All  we 
could  find  was  a  brief  suggestion  that  this  would 
be  a  good  day  to  have  a  frank  discussion  with 
Methodist  young  people  concerning  the  problems 
they  face  in  connection  with  alcohol  —  and  we 
would  in  no  sense  minimize  those  problems  and 
tensions.  But  we  would  still  like  to  know  where 
Commitment  Day  went. 


The  day  was  originally  envisioned — and  so  writ¬ 
ten  into  the  legislation  of  the  church — as  a  day 
when  we  would  “enlist  Methodists  and  encourage 
others  to  commit  themselves  to  personal  abstinence 
from  alcoholic  beverages,  and  to  challenge  church 
members  to  creative  action  for  a  sober  home  and 
social  life.”  This  is  still  the  language  of  the  Dis¬ 
cipline  concerning  Commitment  Sunday. 


Many  ot  us  felt  that  the  day  the  General  Con¬ 
ference  approved  the  merger  of  certain  boards,  in¬ 
cluding  the  Board  of  Temperance  into  the  Board 
of  Social  Concerns,  was  the  day  the  Methodist 
stand  for  total  abstinence  was  doomed.  There  now 
seems  to  be  no  question  that  this  was  a  sound 
deduction. 


NEEDED  FATHER-SON  WALK 
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The  current  emphasis  of  Commitment  Day, 
with  no  opportunity  to  commitment  by  the  total 
congregation,  is  for  the  development  of  “guide¬ 
lines”  concerning  the  confrontation  of  our  young 
people  with  alcohol  problems  sounds  at  every  point 
like  the  so-called  “moderation”  position  with  the 
complete  surrender  of  an  opportunity  for  commit¬ 
ment  to  the  traditional  “total  abstinence”  position 
of  Methodism.  The  letter  which  went  to  pastors 
concerning  Commitment  Day,  1967,  contained  this 
paragraph:  “The  approach  we  suggest  stresses  un¬ 
derstanding  of  meaning,  attitudes,  and  behavior 
rather  than  a  repressive  ‘Don’t  Drink’  stance.  We 
know  young  people  often  feel  conflict  between  the 
expectations  of  their  parents  and  their  peers.  Our 
teenagers  need  guide  lines  for  responsible  behavior 
in  relation  to  alcohol.  Our  society  offers  only  con¬ 
flicting  opinions  and  practices.”  We  personally  re¬ 
sent  the  language,  “repressive  ‘Don’t  Drink’ 
stance,”  and  contend  that  it  is  as  far  from  the 
purpose  of  Commitment  Day  as  one  can  get. 

A  recent  editorial  in  another  church  journal  has 
expressed  its  disenchantment  with  the  recently  re¬ 
leased  Alcohol  Problems:  A  Report  to  the  Nation, 
observed  that  the  proposals  advanced  therein  “are 
enough  to  drive  churchgoers  to  drink.  In  fact,  if 
the  recommendations  of  the  Cooperative  Commis¬ 
sion  on  the  Study  of  Alcohol  are  followed,  drinking 
in  America  will  almost  surely  increase.” 

This  report’s  most  astounding  recommendations 
— at  least  to  a  Methodist  minister  who  still  believes 
there  is  positive  value  in  an  emphasis  on  abstinence 
— call  for  immediate  lowering  of  the  legal  drinking 
age  to  eighteen  years,  promotion  of  drinking  with¬ 
in  the  family  circle,  liberalization  of  liquor  adver¬ 
tising  policies,  and  even  the  encouragement  of  im¬ 
bibing  by  teen-agers  at  social  and  church  gather¬ 
ings  under  the  supervision  of  adults.  It  insists  that 
“if  emotionalism  associated  with  alcoholic  bever¬ 
ages  is  reduced,  distinctions  between  acceptable 
and  unacceptable  drinking  will  be  clarified,  and 
young  people  will  be  helped  to  adapt  themselves 
‘realistically  to  a  predominantly  ‘drinking’  socie¬ 
ty.’  ”  We  can’t  believe  that.  We  cannot  refrain 
from  crying  out  against  this  whole  approach. 


This  journal  and  its  editors  through  the  years 
have  stood  unequivocably  for  the  Methodist  posi¬ 
tion  on  total  abstinence.  We  would  be  true  to  the 
tradition  in  which  we  work  if  we  did  not  also  do  so. 
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the 

Editor's 
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AN  INTERESTING 
POINT  OF  VIEW 


One  of  the  outstanding  popular  in¬ 
terpreters  of  religion  in  our  day  is 
Louis  Cassels  of  United  Press  Inter¬ 
national.  In  his  column  for  last  Sat¬ 
urday  he  expressed  his  conviction  that 
the  effect  of  many  of  the  tactics  be¬ 
ing  used  to  oppose  war  may  have  the 
effect  of  alienating  the  part  of  the 
American  public  that  has  not  yet  made 
up  its  mind  about  Vietnam. 

He  expressed  his  opinion  that  “a  . 
substantial  number  of  Christian  and 
Jewish  clergymen  believe  that  Amer¬ 
ica  is  behaving  in  a  morally  repre¬ 
hensible  way  in  Vietnam  .  .  .  but  ques¬ 
tions  are  being  raised  about  the  tactics 
which  some  of  them  have  begun  to 
use.” 

Increasingly,  he  points  out,  the  right 
to  dissent  is  being  abused  and  becom¬ 
ing  a  planned  campaign  of  urging 
young  men  to  disobey  the  law.  He 
points  out  the  safeguards  provided  by 
the  Selective  Service  law  for  pacifists 
who  arc  opposed  to  war  and  have  so 
designated  when  they  registered  for 
selective  service.  The  law  does  not 
provide  for  “selective  conscientious  ob¬ 
jection”  to  a  particular  war,  Mr.  Cas¬ 
sels  continues. 

One  paragraph  from  the  article  says, 
“Some  who  share  both  their  religious 
orientation  and  their  distaste  for  the 
war  are  convinced  that  the  new  effect 
will  be  to  alienate  the  part  of  the  pub¬ 
lic  which  has  not  yet  made  up  its 
mind  about  Vietnam. 

This  editor  is  one  who  is  being 
steadily  drawn  in  the  direction  of  op¬ 
position  to  the  war  in  Vietnam,  but 
each  time  we  read  such  accounts  as 
the  clergymen  who  poured  blood  on 
the  selective  service  records  in  Balti¬ 
more;  or  those  who  fought  at  the  door 
of  the  Pentagon;  or  hear  Dr.  William 
Sloan  Coffin,  Jr.  plead  for  churches 
to  be  used  as  hiding  places  for  draft 
dodgers,  we  say  we  just  can’t  be  count¬ 
ed  with  that  crowd.  Isn’t  there  another 
place  to  stand? 

t 

And  Man,  whose  heav’n-erected 
face  the  smiles  of  love  adorn  —  Man’s 
inhumanity  to  man  makes  countless 
thousands  mourn.  —  Robert  Burns 
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ST.  LOUIS  —  A  general  session  at  the  118th  annual  assembly  of 
the  International  Convention  of  Christian  Churches  (Disciples  of 
Christ)  in  Kiel  Auditorium,  St.  Louis,  Mo.  Registration  for  the  as¬ 
sembly  passed  the  9,500  mark.  Major  item  facing  the  delegates  was 
a  restructure  of  the  denomination. 


I  Reports  on  consultations  in  Italy 

Methodists  engage  in  two  encounters 
with  Roman  Catholic  leaders 


■  In  250th  ruling 

Judicial  Council 
renders  opinion  on 
racial  resolution 

In  the  250th  opinion  since  its  or¬ 
ganization  in  1940  the  Judicial  Coun¬ 
cil  of  The  Methodist  Church,  meeting 
in  Minneapolis,  Minn.  Oct.  26-28, 
said,  in  a  unanimous  decision  that  all 
constitutional  requirements  have  been 
met  to  permit  the  transfer  of  Central 
Jurisdiction  annual  conferences  in  nine 
southern  and  southwestern  states  to 
the  Southeastern  or  the  South  Central 
Jurisdictions,  “and  with  respect  to  each 
conference,  to  permit  it  to  merge  with 
the  annual  conference  or  conferences 
with  which  it  is  geographically  identi¬ 
fied.” 

The  Methodist  “supreme  court”  was 
ruling  on  the  so-called  “omnibus  reso¬ 
lution”  which  was  before  the  annual 
conferences  at  their  1966  sessions.  The 
Council  said  that  in  voting  this  past 
summer  the  resolutions  received  more 
than  two-thirds  favorable  vote  in  all 
jurisdictions  of  the  church  although 
several  individual  geographical  annual 
conferences,  in  addition  to  three  Cen¬ 
tral  Jurisdiction  conferences,  failed  to 
endorse  them. 

In  a  separate  opinion  relating  to 
the  Central  Jurisdiction,  the  Judicial 
Council  spoke  again  on  the  effect  of 
the  “12-year  rule”  in  the  Constitu¬ 
tion  for  the  new  United  Methodist 
Church.  This  rule  provides  that  for 
12  years  after  union  no  annual  con¬ 
ference  can  have  its  boundaries 
changed  without  its  consent.  The  ques¬ 
tion  had  been  raised  by  the  recent  ses¬ 
sion  of  the  Central  Jurisdictional  Con¬ 
ference  as  to  whether  this  applies  also 
to  conferences  of  the  present  Central 
Jurisdiction. 

Reaffirming  an  earlier  decision,  the 
Council  said  that  it  applied  to  all  an¬ 
nual  conferences,  but  added  that: 

“No  annual  conference  of  the  Unit¬ 
ed  Methodist  Church  may  unilaterally 
block  the  elimination  of  an  annual 
conference  based  on  race,  even  during 
the  twelve  year  transitional  period,  if 
such  elimination  is  in  accord  with  con¬ 
stitutional  procedure  undertaken  to  se¬ 
cure  a  racially-inclusive  church.” 

Paul  E.  Ervin,  Charlotte,  N.C.  at¬ 
torney  and  Judicial  Council  president 
looked  back  at  the  meeting  over  the 
long  history  of  the  Council  which  came 
into  the  unification  of  Methodism  in 
1940  after  serving  a  useful  function 
in  the  former  Methodist  Episcopal 
Church,  South. 

Mr.  Ervin  said,  “We  have  made  it 
possible  for  difficult  and  troublesome 
questions  to  be  answered  in  a  cool 
and  tranquil  manner,  not  in  the  heat 
of  debate,  but  after  careful  considera¬ 
tion.  The  fact  that  the  church  accepts 
our  decisions  and  abides  by  them  in¬ 
dicates  that  the  church  is  willing  to 
let  this  impartial  determination  pre¬ 
vail.” 

In  other  decisions  at  the  Minne¬ 
apolis  meeting,  the  Judicial  Council 
held: 

A  bishop  cannot  appoint  pastors 
to  regular  appointments  in  a  confer¬ 
ence  other  than  that  in  which  they 
hold  membership  without  transferring 
them  to  that  conference. 
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Methodist  lay  and  clerical  leaders 
have  recently  had  the  experience  of 
sharing  in  conversations  and  study  ex¬ 
periences  with  Roman  Catholic  coun¬ 
terparts  in  two  meetings  in  Italy. 

Five  Methodist  laymen  participated 
in  the  Catholic  world  congress  of  the 
lay  apostolate  in  Vatican  City,  and  at 
about  the  same  time  nine  representa¬ 
tives  of  the  World  Methodist  Coun¬ 
cil  met  in  dialogue  with  nine  Roman 
Catholic  leaders  at  Arriccia. 

Four  of  the  laymen  were  named  by 
the  World  Methodist  Council  executive 
committee.  They  were:  Charles  C.  Par- 
lin  of  Inglewood,  N.J.;  Dr.  Robert  G. 
Mayfield,  general  secretary  of  the 
Board  of  Lay  Activities;  Miss  Dorothy 
McConnell,  associate  general  secretary 
of  the  Board  of  Missions;  and  Leslie 
A.  Ellwood  of  London,  England.  The 
fifth  was  William  Nausner  of  Linz, 
Austria,  lay  leader  of  the  Austrian 
Conference  who  was  chosen  as  a  con¬ 
sultant  by  the  Catholic  Action  Coun¬ 
cil  of  that  nation. 

The  Methodist  group  at  the  Ar¬ 
riccia  meeting  was  headed  by  Bishop 
Odd  Hagen  of  Sweden,  president  of 
the  World  Methodist  Council,  and  in¬ 
cluded  the  following:  Bishop  Fred  P. 
Corson  of  Philadelphia;  Dr.  Harold 
Roberts  of  England;  Dr.  Albert  C.  Out- 
ler  of  Dallas;  Dr.  Eric  W.  Baker  of 
England;  Dr.  William  R.  Cannon  of 
Atlanta;  Bishop  F.  Gerald  Ensley  of 
Columbus,  O.;  Dr.  E.  Bolaji  Idowu 
of  Nigeria;  Prof.  Gordon  Rupp  of 
Cambridge,  England;  Dr.  Lee  F.  Tut¬ 
tle  of  Lake  Junaluska;  and  the 
Rev.  Max  W.  Woodward  of  England. 

Commenting  on  the  Catholic  lay 
congress,  Dr.  Mayfield  said  that  the 
meeting  had  shown  a  “strong  ferment 
for  participation  in  decision  making” 
and  for  sharing  of  responsibility  in 
the  church.”  He  said,  “There  were 
present  a  critical  approach  to  the  Cath¬ 
olic  hierarchy  in  their  lack  of  worldly 
experience”  and  a  “tension  between 


laity  and  clergy,  in  a  restrained  fashion 
rather  than  in  a  revolt.” 

Dr.  Parlin,  one  of  the  presidents  of 
the  World  Council  of  Churches,  ob¬ 
served  that  “we  have  been  leapfrogged 
in  reciprocity,”  since  the  Protestants 
were  free  to  participate  fully,  even  to 
presiding  over  some  sessions. 

The  session  was  said  to  show  sim¬ 
ilarity  to  a  Methodist  General  Con¬ 
ference  not  only  in  some  of  its  opera¬ 
tion  and  the  nature  of  its  debate,  but 
also  in  some  of  its  resolutions  in  the 
field  of  race,  peace,  and  other  social 
concerns. 

The  Arriccia  meeting  constituted  the 
first  formal  conversations  between 
Methodists  and  Roman  Catholics  on 
a  worldwide  basis  and  evidence  cor¬ 
diality  and  a  desire  to  proceed  toward 
further  cooperation. 

They  agreed  to  meet  again  in  the 
fall  of  1968  and  in  the  meantime  to 
urge  their  parent  bodies  to  take  some 
steps  with  the  general  aim  of  foster¬ 
ing  “conditions  favorable  to  the  growth 
of  Christian  unity,”  insuring  that  “re¬ 
sults  of  the  consultation  shall  be  fully 
shared  by  the  respective  communities 
at  large,”  and  that  “the  consultation 
shall  be  related  to  the  life  and  prob¬ 
lems  of  the  day.” 

The  group’s  next  discussion  will  cen¬ 
ter  on  the  Eucharist  and  on  the  au¬ 
thority  and  ministry  of  the  church.  Also 
recorded  were  the  participants’  “deep 
concern  in  both  churches  about  the 
problem  of  mixed  marriages,”  their 
satisfaction  at  a  joint  publishing  ven¬ 
ture  and  their  gratification  at  find¬ 
ing  “much  common  ground”  as  well 
as  “serious  differences.” 

The  statement  which  they  released 
included  this  paragraph: 

“Although  there  were  serious  dif¬ 
ferences  which  could  not  be  ignored, 
it  was  continuously  interesting  and 
pleasing  to  find  the  discussion  show- 
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DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading-,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Nov.  12 — Sunday  Psalms  67 

Nov.  13  Psalms  68 

Nov.  14  Psalms  100 

Nov.  15  Psalms  107:1-22 

Nov.  16  Psalms  116 

Nov.  17  Isaiah  12 

Nov.  18  Isaiah  42:1-16 

Nov.  19 — Sun.  Jeremiah  33:1-11 


National  Division 
completes  move 
to  New  York 

All  offices  of  the  National  Division 
of  the  Methodist  Board  of  Missions 
still  remaining  in  Philadelphia  moved 
to  New  York  early  in  November  where 
the  executive  staff  of  the  Division  will 
be  consolidated  in  one  headquarters 
location  for  the  first  time  in  27  years. 

Announcing  the  move,  Dr.  J.  Ed¬ 
ward  Carothers,  New  York,  said  the 
Philadelphia  units  join  the  remainder 
of  the  National  Division  at  the  In¬ 
terchurch  Center,  475  Riverside  Drive, 
New  York  City.  Dr.  Carothers  is  as¬ 
sociate  general  secretary  of  the  Board 
for  the  National  Division. 

Units  affected  by  the  move  are 
the  Section  of  Church  Extension  with 
its  Departments  of  New  Church  De¬ 
velopment  and  of  Finance  and  Field 
Service,  the  Department  of  Research 
and  Survey,  the  Department  of  Archi¬ 
tecture,  and  the  Treasurer's  Office.  The 
only  agency  of  the  National  Division 
remaining  temporarily  in  Philadelphia 
will  be  the  office  of  the  executive  sec¬ 
retary  of  the  Methodist  Investment 
Fund.  Dr.  H.  Conwell  Snoke  is  execu¬ 
tive  secretary. 

The  offices  of  the  National  Division 
in  Philadelphia  have  been  located  in 
the  Robert  Morris  Hotel,  1701  Arch 
Street,  which  has  been  owned  by  the 
Division.  However,  as  of  November 
1,  the  hotel  came  into  the  hands  of 
a  new  owner,  the  Philadelphia  Meth¬ 
odist  Conference,  Dr.  Carothers  said. 

All  units  of  the  National  Division 
are  on  the  third  floor  of  the  Inter- 
church  Center,  he  added,  and  anyone 
writing  to  any  office  or  staff  member 
of  the  Division  should  address  the  let¬ 
ter  to: 

National  Division,  Methodist  Board 
of  Missions,  3rd  Floor,  475  Riverside 
Drive,  New  York,  New  York,  10027. 

With  the  move  to  New  York,  all 
offices  of  the  Board  of  Missions  are 
in  one  headquarters  location,  except 
for  the  Service  Center,  which  remains 
in  Cincinnati,  and  certain  individual 
staff  members  with  regional  assign¬ 
ments.  The  move  completes  a  plan 
of  consolidation  voted  by  the  Board 
in  1964.  For  the  National  Division 
the  consolidation  will  represent  the  first 
since  the  organization  of  the  Board  in 
1940,  following  unification  of  three 
branches  of  Methodism,  that  the  Di¬ 
vision  staff  will  have  offices  in  one 
place.  At  one  time,  there  were  offices 
in  New  York,  Philadelphia  and  Louis¬ 
ville;  later  the  Louisville  offices  were 
closed. 
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The  new  church  building  recently  completed  at  Mt.  Hermon  (Fisher-Mt. 
Hermon  Charge)  in  Baton  Rouge  District.  Shown  standing  at  entrance  fol¬ 
lowing  October  22  quarterly  conference:  Dr.  Bentley  Sloane,  district  su¬ 
perintendent  (on  left),  the  Rev.  Walter  Gilbert,  pastor  (center),  and  Mr. 
Stanley  Spurlock,  chairman  of  the  building  committee  (on  pastor’s  right). 


Lake  Arthur's  Mayor  R.  J.  Ber¬ 
trand  received  a  King  James’ 
Version  of  the  Bible  from  Father 
Jude  Spyrer  of  the  Lady  of  the 
Lake  Roman  Catholic  Church 
when  Methodists,  Baptists  and 
Roman  Catholics  celebrated  the 
beginning  of  National  Bible  Week 
with  a  special  ecumenical  pro¬ 
gram.  Over  200  Christians  of 
that  city  assembled  to  recognize 
their  unity  in  the  use  of  the  Holy 
Scriptures.  Earlier  in  the  week 
businessmen  met  for  a  luncheon 
and  promoted  displays  encourag¬ 
ing  Christians  to  read  their  Bi¬ 
bles.  Other  ministers  involved 
in  planning  these  activities  were 
the  Rev.  Curtis  Ellis,  First  Bap¬ 
tist  Church,  and  the  Rev.  Law¬ 
rence  Gilbert,  First  Methodist 
Church. 


Houston  Methodist 

headquarters 

consecrated 

The  consecration  service  and  formal 
opening  of  the  new  Vivian  and  R.  E. 
(Bob)  Smith  Methodist  Building  in 
Houston,  Tex.  were  held  Friday,  Oc¬ 
tober  20,  during  a  special  session  of 
the  Texas  Annual  Conference. 

Bishop  Paul  E.  Martin  officiated 
at  the  service  and  at  the  special  ses¬ 
sion  of  the  conference.  Mrs.  Smith  cut 
the  ribbon  to  officially  open  the  new 
facilities  which  now  house  the  office 
of  the  bishop  and  all  offices  of  the 
annual  conference. 

Ministerial  and  lay  delegates  to  the 
annual  conference  left  St.  Paul’s  Meth¬ 
odist  Church  in  a  procession  led  by 
Bishop  Martin  and  proceeded  to  the 
new  headquarters  building. 

t 

DAY  CARE  CENTER 

The  congregation  of  St.  Claude 
Heights  Church  in  Arabi  is  pleased  to 
announce  the  establishment  of  the  first 
Day  Care  Center  for  retarded  children 
in  St.  Bernard  Parish.  At  the  instruc¬ 
tion  of  the  Official  Board  an  agreement 
was  reached  with  the  Association  For 
Retarded  Children  of  Greater  New  Or¬ 
leans,  a  United  Fund  agency,  to  pro¬ 
vide  this  service  to  moderately  re¬ 
tarded  (trainable)  children  in  the  com¬ 
munity. 

The  Center  fulfills  this  ministry  to 
ten  children  Monday  through  Friday 
from  nine  to  three,  eleven  months  of 
the  year.  The  Church  provides  its 


building  and  educational  equipment 
free  of  charge,  and  volunteers  when 
needed.  The  Association  maintains  the 
salaries  of  the  two  professional  teach¬ 
ers,  in  cooperation  with  the  State 
Board  of  Hospitals. 

The  Church  is  pleased  to  unite  with 
this  secular  agency  for  the  better  care 
and  training  of  these  wonderful  child¬ 
ren.  For  some  time  the  Church  had 
wanted  to  do  something  creative  for 


retarded  children  in  the  community, 
and  this  Day  Care  Center  seemed  the 
most  promising  possibility.  From  the 
view  of  the  Church,  the  Day  Care 
Center  is  supported  as  another  out¬ 
reach  of  concern  to  persons  in  need. 
Special  thanks  must  go  to  Miss  Mil¬ 
dred  Hoffpauir,  a  member  of  the 
Church,  who  brought  the  Church  and 
the  Association  together.  The  Rev. 
Grayson  Watson  is  pastor. 


Lafayette  District 
Pastor' s-Lay men' s  Retreat 


Tommy  Patton,  Asbury,  signs  in 
with  the  Rev.  Conrad  Evans  and 
Walter  Brunner,  Rayne,  at  regis¬ 
tration  desk,  where  some  75  lay¬ 
men  and  ministers  registered. 
The  October  28th  Retreat  was 
held  at  Longfellow’s  Evangeline 
State  Park  in  St.  Martinville. 


Wallace  Beatle,  First  Methodist 
Church,  Lafayette,  commented  on 
his  70  years  of  teaching  in  Sun¬ 
day  School. 


Participating  in  the  pro¬ 
gram  were,  left  to  right, 
Rodney  Young,  John 
Trotter,  M.  S.  White, 
Wayne  Gilmore,  B.  A. 
Rose  and  the  Rev.  A. 
Jerome  Cain. 


Others  assisting  with  program 
were  Jim  Grey,  Bill  Haskell,  and 
John  Boagni,  Jr. 


D.  Allan  Collette  and 
Gordon  Bordelon  —  fea¬ 
tured  speakers  for  the 
event. 


Mealtime  on  screened  porch. 


Some  of  the  ministers  and  laymen 
attending  the  4th  annual  Lafay¬ 
ette  district  retreat. 


The  coffee  pot  proved  to  be  an 
attraction  throughout  the  retreat. 
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THE  REV.  WORTH  GIBSON,  pas¬ 
tor  of  First  Methodist  Church,  Con¬ 
way,  Ark.,  was  the 
speaker  for  youth 
groups  at  First 
Church,  Shreve¬ 
port,  on  Nov.  1. 
Mr.  Gibson  is  a 
specialist  in  Junior 
Highs  and  Middle 
Highs  and  adult 
workers  with  these 
groups.  His  subject 
was  “So,  What’s  New  with  the  New 
Morality.”  Dr.  D.  L.  Dykes  is  pastor. 


PROFESSOR  FRANCIS  GWALT- 
NEY  of  Louisiana  Tech  talked  about 
television  programs  at  the  Nov.  1  sup¬ 
per  meeting  of  Methodist  Men  of 
Grace  Church,  Ruston,  where  the  Rev. 
George  Harkins  is  pastor. 


Pleimann,  former  missionaries  to  the 
Congo,  also  led  discussions. 

RANDOLPH  BAZET,  noted  local  nat¬ 
uralist,  was  the  speaker  when  Father- 
son  night  was  observed  by  Methodist 
Men  of  the  Houma  First  Church,  Nov. 
2.  Dr.  Vern  Pitre  is  president  of  the 
group.  The  Rev.  A.  Jerome  Cain  is 
pastor. 

THE  ISTROUMA  METHODIST 
Church  is  planning  a  dinner  on  the 
evening  of  Nov.  14,  sponsored  by  the 
Commission  on  Mission,  Mrs.  Tom  El¬ 
lis,  chairman.  At  that  time  the  needs 
of  a  congregation  in  India  for  a  church 
building  will  be  presented,  and  oppor¬ 
tunity  offered  for  Istrouma  to  contri¬ 
bute  to  the  project.  The  Rev.  Marvin 
H.  Corley  is  pastor. 

LAFAYETTE  FIRST  CHURCH  had 
Layman’s  Day  observance  with  Dud¬ 
ley  Snow  of  Shreveport  as  guest  speak¬ 
er.  Mr.  Snow  was  recently  selected  as 
Louisiana  Methodist  “Layman  of  the 
Year.”  Dr.  Sam  Nader,  pastor  of  Noel 
Memorial  Church  in  Shreveport,  was 
guest  evangelist  for  the  revival  held 
in  First  Church,  Lafayette,  Oct.  15- 
19.  The  Rev.  George  Dent  was  music 
director.  The  Rev.  James  L.  Stovall  is 
the  pastor. 


R.  C.  ELLEN  ARRANGED  Lay¬ 
man’s  Day  for  Nov.  5  in  the  Monroe 
First  Church.  The  three  services  had 
the  following  laymen  participating:  W. 
G.  Kelly,  Jr.  and  Don  Sparge;  Fred 
Huenefeld,  Jr.  and  Charles  Allen;  C. 
W.  Kulcke  and  Billy  Abrough.  Dr.  H. 
L.  Johns  is  interim-pastor. 

DOWNSVILLE  BAPTISTS  and  Meth¬ 
odists  held  Fifth  Sunday  joint  services 
in  the  Baptist  Church  with  the  Rev. 
Joe  W.  McClain,  Methodist  pastor, 
bringing  the  message. 

GUEST  SPEAKERS  were  in  the  pul¬ 
pits  of  John  Wesley  and  St.  Mark’s 
Churches  in  New  Orleans,  Oct.  29  and 
Nov.  5,  while  the  pastor,  the  Rev. 
Rupert  Coles,  was  attending  meetings 
in  Dallas,  Texas,  concerning  inner-city 
churches  and  Christian  education.  Dr. 
J.  B.  Stafford,  from  Elysian  Fields 
Church  and  associate  district  lay  lead¬ 
er,  spoke  in  both  churches,  Oct.  29. 
The  Rev.  John  Koelemay,  director  of 
the  New  Orleans  Methodist  Hospital, 
was  at  St.  Mark’s  while  Austin  Mil¬ 
ler  spoke  at  John  Wesley  on  Nov.  5. 

KENT  KILBOURNE,  poplar  young 
folk  singer  from  Asbury  College,  Wil- 
more,  Ky.,  gave  concerts  the  weekend 
of  Nov.  4  and  5  in  the  Baton  Rouge 
area.  On  Saturday  his  concert  at  Reily 
Memorial  University  Church  was  pre¬ 
ceded  by  a  potluck  supper  sponsored 
by  the  MYF.  On  Sunday  he  was  solo¬ 
ist  in  the  Plaquemine  First  Methodist 
Church  at  the  morning  service,  and 
gave  a  concert  at  7  p.m.  at  the  Plaque- 
mine  Elementary  School  Auditorium. 
He  is  the  son  of  third-generation  Meth¬ 
odist  missionaries  to  Korea  and  was 
born  there. 

THE  REV.  JACK  SINGLETON,  as¬ 
sociate  minister  of  Hammond  First 
Church,  led  a  discussion  on  Christian 
views  in  today’s  society,  when  the  Sen¬ 
ior  MYF  of  Reily  Memorial  University 
Church  of  Baton  Rouge  joined  the 
Hammond  MYF  in  a  retreat  at  Camp 
Istrouma,  Oct.  28-29.  Larry  and  Sally 


CROWLEY  FIRST  CHURCH  is  ex¬ 
tending  congratulations  to  three  mem¬ 
bers:  Ancil  Ferguson  for  receiving  one 
of  the  highest  Masonic  honors  avail¬ 
able  —  Knight  Commander  of  the 
Court  of  Honor;  David  Lawrence  for 
being  named  to  the  all-state  high  school 
chorus;  Debbie  Valdetero,  who  reigned 
as  LACGOE  Princess  at  the  Oil  Ex¬ 
position  in  Lafayette. 

THE  TALENT  PLAN  is  being  used 
in  St.  Paul  Church  of  New  Orleans 
as  a  means  of  increasing  the  special 
offerings.  Paul  Hermann  gave  the  ini¬ 
tial  talents  ($100),  which  are  being 
put  to  work  to  earn  more  talents  by 
members  of  the  church.  The  Rev. 
Charles  S.  Walker,  Jr.  is  pastor. 

“A  CHAPLAIN’S  ACTIVITIES  in 
Viet  Nam”  was  the  subject  in  South- 
side  Church,  Monroe,  when  John  D. 
Brasher,  Commanding  Officer  of  the 
Naval  Reserve  Surface  Division  819 
at  Selman  Field,  presented  the  Sunday 
evening  program,  Oct.  22.  The  pro¬ 
gram  was  sponsored  by  the  Commis¬ 
sion  on  Christian  Social  Concerns, 
John  Douglas,  chairman.  The  Rev.  Lea 
Joyner  is  pastor. 

THE  OAK  RIDGE  CHURCH  ob¬ 
served  Layman’s  Day  on  Oct.  22. 
Those  taking  part  were  John  Barr, 
III,  master  of  ceremonies,  assisted  by 
Jack  Craft,  and  James  McLendon.  The 
message  was  delivered  by  W.  D.  Cot¬ 
ton,  prominent  layman  from  the  Ray- 
ville  Methodist  Church.  The  Rev.  J. 
B.  McCann,  Oak  Ridge  pastor,  and 
his  wife  were  on  their  vacation. 

THE  FIFTH  SUNDAY  union  service 
of  the  Lisbon  Methodist  and  Rocky 
Springs  Baptist  Churches  was  held  at 
Lisbon,  Oct.  29,  with  the  Rev.  Bentley 
Masingill,  Baptist  pastor,  bringing  the 
message.  The  Rev.  C.  Ed  Henkel  is 
the  Lisbon  pastor. 

MINDEN  FIRST  CHURCH  had  a 
deputation  team  from  the  Louisiana 


The  Rev.  Rex  Squires,  right,  was  visit¬ 
ing  evangelist  for  the  revival  held  at 
Bird’s  Chapel  Methodist  Church,  Oct. 
22-27.  With  him  is  the  Rev.  George 
McVay,  pastor. 

Tech  Wesley  Foundation  take  charge 
of  the  evening  service,  Oct.  29.  Par¬ 
ticipants  were  Malcolm  Brown  of 
Zachary,  Judy  Chapman  of  Archibald, 
Jeff  Jenkins  of  Minden,  Carolyn 
Brown  of  Zachary,  and  Judy  Vick  of 
New  Orleans.  The  Rev.  Edward  R. 
Thomas  is  pastor  at  Minden. 

THE  HOLLY  RIDGE  Revival  will  be 
Nov.  12-15  with  the  pastor,  the  Rev. 
Alton  McKnight  of  Rayville,  bringing 
the  sermons.  John  Thomason  will  lead 
the  singing  and  Mrs.  Kathleen  Chip- 
ley  will  be  organist. 

“EMPTY  HANDS,”  a  play  by  Helen 
M.  Clark,  was  presented  in  Broadmoor 
Church,  Shreveport,  on  Sunday  eve¬ 
ning,  Oct.  29.  Directed  by  Carl  Fogle- 
man,  the  cast  was  Jim  Summers,  Mich¬ 
ael  Maddox,  Jim  Lenoir,  Gwen  Davis, 
Pete  Tillman,  Barry  Savory,  and  Jim 
Bob  Madden.  The  Rev.  Robert  Crich- 
low  is  pastor. 

CHAPLAIN,  MAJOR  Ralph  V.  Van- 
landingham,  a  member  of  the  Little 
Rock  Annual  Conference,  was  guest 
speaker  for  Methodist  Men  of  North 
Highland  Church  in  Shreveport,  Nov. 
1.  Chaplain  Vanlandingham  has  been 
with  the  Air  Force  since  1956,  and  has 
served  in  England  and  Labrador,  and 
also  Delaware,  California  and  Nevada. 


The  Rev.  and  Mrs.  A.  D.  George  in  a 
picture  made  just  before  their  55th 
wedding  anniversary,  Nov.  1.  They 
were  married  in  1912  and  immediately 
went  to  their  first  appointment  at  Cot¬ 
ton  Valley.  He  has  attended  every 
session  of  the  Louisiana  Conference, 
except  two,  since  he  was  admitted  to 
the  ministry.  They  are  both  well  and 
are  living  at  107  Park  Ave.,  Hatties¬ 
burg,  Miss. 


The  Rev.  Don  Risinger  is  the  North 
Highland  pastor. 

t 

GEORGE  WALTON  HONORED 

George  Walton  was  named  honoree 
at  a  family  night  birthday  supper  in 
the  Elton  Church  recently.  Rudolph 
Tonn  paid  tribute  to  Mr.  Walton  with 
excerpts  from  Quarterly  Conference 
records  dating  back  to  1908.  Mr.  Wal¬ 
ton’s  name  appears  as  trustee,  steward, 
chairman  of  the  board,  church  school 
superintendent,  chairman  of  different 
commissions  and  as  church  treasurer 
until  1958,  at  which  time  he  asked  to 
be  relieved  of  his  duties.  Since  that 
time  he  has  been  an  honorary  member 
of  the  church  board,  perfect  in  attend¬ 
ance  at  all  church  services.  He  is  high¬ 
ly  respected  and  loved  throughout  the 
community.  In  addition  to  sons  and 
their  families  present,  there  were  many 
relatives  and  friends  from  the  Elton 
and  Roanoke  communities.  The  Rev. 
S.  P.  Emanuel  is  pastor  of  the  Elton 
Church. 


Mr.  and  Mrs.  George  Walton  are  pictured  with  their  sons  at  the  Elton  event  in 
their  honor.  Leslie  Walton,  at  left,  is  a  member  of  the  faculty  of  Mansfield 
High  School,  and  the  Rev.  Richard  E.  Walton,  right,  is  pastor  of  Winnfield  Meth¬ 
odist  Church. 
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Sunday  School  Jteteon 


By:  Alfred  A.  Knox 


LESSON  FOR  NOVEMBER  19:  “God’s  Unwavering  Compassion’’ 


BACKGROUND  SCRIPTURE:  Hosea  11  and  14 

MEMORY  SELECTION:  I  have  loved  you  with 
an  everlasting  love;  therefore  I  have  continued 
my  faithfulness  to  you.  (Jeremiah  31:3) 

AIM  OF  THE  LESSON:  To  remind  adults  that 
one  of  the  greatest  things  for  which  they  should 
be  thankful  is  the  unceasing  love  of  God;  to 
remind  class  members  of  God’s  desire  to  have 
all  people  reconciled  to  each  other  and  to  him. 
*  *  * 


This  is  the  lesson  for  Thanksgiving  Sunday,  and 
as  we  consider  this  section  of  Hosea  we  will  find 
reminders  of  God’s  unceasing  love  for  man — one 
of  the  main  reasons  every  member  of  the  human 
race  should  be  thankful. 

Hosea  11  should  be  included  in  any  list  of  the 
ten  most  beautiful  chapters  of  the  Bible  and  as 
one  of  the  most  “Christian”  sections  of  the  Old 
Testament.  The  14th  chapter  is  one  of  the  most 
emotion-filled  appeals  to  a  sinful  people  to  return  to 
the  ways  of  their  God.  In  most  of  the  book  Hosea 
uses  the  figure  of  husband  and  wife  to  describe 
the  relationship  between  God  and  his  people;  in 
chapter  11  he  shifts  to  the  figure  of  the  father- 
son  relationship.  Dr.  Harold  Cooke  Phillips  (In¬ 
terpreter’s  Bible)  says:  “This  chapter  contains  some 
of  the  most  tender  and  heart-warming  passages  in 
the  book.  They  re-emphasize  the  fact  that  Hosea 
is  indeed  the  prophet  of  love,  a  fact  which  neither 
the  severity  of  his  outbursts  nor  the  grimness  of 
his  predictions  must  be  allowed  to  obscure.” 

Even  when  Judah  and  Israel  were  being  tempted 
to  worship  false  gods  the  Lord  remained  unwaver¬ 
ing  in  his  tender  concern.  Hosea  dared  to  portray  a 
God  who  yearns  for  his  wayward  people — a  God  of 
moral  perfection  whose  forgiving,  compassionate  love 
was  shown  toward  Israel  even  when  she  sinned. 
There  are  some  whose  theology  dictates  that  their 
concept  of  God’s  perfection  does  not  leave  room 
for  any  suggestion  that  there  is  ever  an  unsatisfied 
desire  with  Him.  However,  we  see  quite  plainly 
that  Hosea  believed  in  a  God  whose  perfection  de¬ 
manded  that  he  long  for  the  return  of  any  of  his 
children  who  had  wandered  away.  We  even  hear  the 
first  hint  of  that  divine  attribute  described  by  the 
English  poet  Frances  Thompson  in  The  Hound  of 
Heaven — that  God  not  only  longs  for  the  return 
of  his  prodigal  people,  but  that  he  actually  pur¬ 
sues  them  across  the  earth  in  his  effort  to  bring 

them  back  into  a  right  relationship. 

*  *  * 

THE  LOVE  FOR  THE  CHILD 

Chapter  11  begins  with  the  words  of  God  de¬ 
scribing  the  earliest  days  of  the  covenant  experience; 
“When  Israel  was  a  child,  I  loved  him,  and  out 
of  Egypt  I  called  my  son.”  (11:1)  Dr.  Harrell  F. 
Beck  (International  Lesson  Annual)  says:  “Here  is 
one  of  the  loveliest,  dearest  passages  in  the  whole 
Bible.  God  is  like  a  father  who  continues  to  love 
his  son  even  when  the  child  is  rebellious.  Very, 
often  the  son  does  not  even  realize  what  his  father 
is  doing  for  him.” 

The  passage  begins  by  saying  that  God  guided 
the  first  steps  that  Israel  took  as  a  people.  This 
period  refers  to  the  days  of  the  Exodus  and  the 


wandering  in  the  wilderness.  It  continues,  “It  was 
I  the  Lord  who  taught  Ephraim  to  walk.”  (11:3) 
This  early  reference  to  God’s  shaping  of  Israel’s 
future  by  guiding  the  steps  of  childhood  has  some¬ 
thing  very  fundamental  to  say  concerning  the  whole 
matter  of  parent-child  relationships  in  our  own  day. 
Children  have  great  needs  just  because  they  are 
children,  and  many  of  these  are  being  overlooked 
by  busy  parents.  They  can  be  so  easily  turned  in 
the  wrong  direction  by  parents  who  do  not  care 
enough.  Dr.  Charles  M.  Laymon  (International  Les¬ 
son  Annual)  says:  “In  discussing  ways  in  which 
this  might  happen  to  a  child,  one  worker  with 
juvenile  delinquents  notes  the  particular  danger  of 
parents’  making  the  following  mistakes:  omitting 
spiritual  training,  failing  to  become  a  companion  to 
a  child,  keeping  a  child’s  friends  out  of  his  house 
because  they  will  mess  it  up,  and  withholding  praise 
when  deserved.”  Have  you  been  guilty  of  any  of 

these  shortcomings? 

*  *  * 

LOVE  THAT  REDEEMS 

It  may  seem  like  a  trite  statement,  but  it  is 
still  true  that  we  cannot  know  God  until  we  have 
seen  that  it  is  his  very  nature  to  love.  Hosea  intro¬ 
duces  a  concept  of  love,  involved  in  the  Hebrew 
word  “hessed,”  which  is  rather  difficult  for  us  to 
fully  comprehend  in  the  English  translation.  The 
closest  we  can  come  is  saying  that  it  means  “stead¬ 
fast  love”  or  “loving  kindness.”  We  remember  that 
one  of  our  seminary  professors,  who  had  done  his 
doctoral  dissertation  on  the  meaning  of  this  word, 
would  spend  hours  trying  to  communicate  the  real 
death  of  love  that  it  was  trying  to  communicate. 
He  was  a  great  lover  of  Hosea,  because  this  word 
is  so  much  at  the  center  of  his  message. 

Hosea  knew  this  as  the  most  outstanding  char¬ 
acteristic  of  God,  and  he  tried  to  tell  Israel  in  his 
day  that  it  was  a  redemptive  attribute.  This  is  why 
the  prophet’s  understanding  of  this  delicate,  tender, 
suffering  love  of  God  could  be  conveyed  only  in 
the  most  intimate  of  human  analogies:  that  of  the 
husband  and  the  wife  (c.  1  through  3)  and  that 
of  the  father  and  the  son  (c.  11).  These  are  con¬ 
cepts  that  become  of  great  influence  in  both  the 
Old  and  New  Testaments. 

Dr.  Beck  says  of  this  influence  of  the  prophet 
on  later  teachings:  “Indeed  Hosea’s  influence  on 
later  Judaism  and  on  Christianity  is  incalculable. 
His  teaching  about  the  steadfast  love  of  God  be¬ 
came  central  in  both,  reaching  its  climax  in  the 
gift  of  Christ,  through  whom  God  continues  his 
compassionate  search  for  all  men,  even  those  who 
are  lost.” 

IDEA  OF  THE  PURSUING 

In  a  sense  the  loving  father  whom  Hosea  pic¬ 
tures  in  today’s  lesson  seems  to  be  more  concerned 
about  the  salvation  of  the  lost  than  was  the  father 
of  the  Prodigal  Son  in  the  story  told  by  Jesus. 
In  that  parable,  the  loving  father  watched  for  the 
return  of  the  son  so  that  he  might  join  him  when 
he  came  back.  Hosea  pictures  God  as  going  out 
into  the  most  unlikely  places  to  look  for  his  lost 
son. 

The  poet  Francis  Thompson  was  conscious  of 
this  attribute  of  God  from  the  viewpoint  of  the 
sinner  who  could  not  escape  from  God.  In  writing 
his  “Hound  of  Heaven,”  he  also  made  his  pro¬ 
fession  concerning  God  in  whom  their  existed  “stead¬ 


fast  love”  and  “loving  kindness.”  Here  are  some  of 
the  lines  from  that  poem: 

“I  fled  Him  down  the  nights  and  down  the  days; 
I  fled  Him  down  the  arches  of  the  years; 

I  fled  him  down  the  labyrinthine  ways 
Of  my  own  mind,  and  in  the  midst  of  tears, 
I  hid  from  Him  .  .  . 


But  with  unhurrying  chase, 

And  unperturbed  pace. 

Deliberate  speed— majestic  instancy, 

They  beat — and  a  Voice  beat 

More  instant  than  the  feet — 

‘All  things  betray  thee,  who  betrayest  me.’ 

For  some  the  concept  of  this  kind  of.  pursuing 
God  is  intolerable.  However,  only  those  who  can 
accept  the  idea  that  “God  is  dead”  have  any  prospect 
of  hiding  from  this  concept  of  God. 

*  *  * 

LOVE  AND  PUNISHMENT 

In  the  whole  drama  of  love  that  unfolds  in 
the  book  Hosea,  the  relationship  between  the  love 
of  God  and  the  punishment  deserved  by  man  keeps 
coming  to  the  surface.  We  can  find  few  verses  in 
the  entire  Bible  that  reveal  this  conflict  in  the 
heart  of  God  better  than  Hosea  11:8  and  9:  “My 
heart  recoils  within  me,  my  compassion  grows  warm 
and  tender.  I  will  not  execute  my  fierce  anger, 
I  will  not  again  destroy  Ephraim,  for  I  am  God 
and  not  man,  the  Holy  One  in  your  midst,  and 
I  will  not  come  to  destroy.” 

Hosea  pictures  God  as  bewailing  the  infidelity 
of  his  people.  The  unfaithful  Israelites  deserved  pun¬ 
ishment,  but  the  merciful  God  would  not  impose 
it  upon  them.  Furthermore,  he  revealed  his  heart 
by  the  way  in  which  he  pleaded  with  them  through 
Hosea  and  declared  that  he  would  not  execute  the 
fierceness  of  his  anger  upon  them.  Then,  the  prophet 
underscores  the  fact  of  the  fundamental  difference 
between  God  and  man,  as  he  says,  “for  I  am  God, 
and  not  man.” 

The  active  love  of  God  for  sinners  reaches 
its  highest  form  in  Jesus.  He  did  not  talk  about  a 
doctrine,  but  in  his  actions  men  saw  what  they  knew 
they  had  no  right  to  ask  for,  and  something  they 
did  not  deserve.  The  experience  of  grace  became 
the  foundation  on  which  they  stood  and  the  basis 
of  their  hope.  It  was  at  the  center  of  their  good 
news  of  salvation. 

Bishop  Gerald  Kennedy  has  said  (The  Lion  and 
the  Lamb):  “The  experience  of  God’s  grace  in¬ 
volves  a  submission  and  a  yielding,  yet  a  mechanical 
overpowering  of  the  human  will  is  quite  foreign  to 
it.  This  is  where  the  Protestant  and  Roman  Cath¬ 
olic  conceptions  part  company.  We  cannot  believe 
that  it  comes  from  an  infallible  institution  or  ever 
acts  without  regard  to  the  human  response.  Pre¬ 
cisely  because  it  is  personal — which  is  to  say  it 
is  given  by  a  person  and  it  is  received  by  a  person — 
it  is  free.  But  like  love,  it  is  both  a  gift  and  a 
claim.” 

*  *  * 

THE  CALL  TO  RETURN 

Our  selection  from  the  14th  chapter  is  a  call 
to  the  wayward  people  to  return.  Hosea  continues 
to  pled  with  his  people.  In  the  previous  passage 
God  is  the  spokesman,  but  in  this  selection  we  hear 
Hosea  again  doing  the  pleading.  He  urges  Israel  to 
return  unto  the  Lord,  reminding  them  that  they 
have  fallen  because  of  their  iniquity.  Let  them 
confess  their  sins  and  ask  God’s  forgiveness.  They 
can  be  sure  that  they  will  be  received  graciously. 

No  higher  honor  ever  came  to  any  people  than 
that  which  came  to  the  Hebrews  in  being  offered 
the  opportunity  to  serve  God  and  man.  Yet  they 
strayed  away  into  idolatry,  social  injustice,  and 
immorality.  They  were  carried  away  into  exile  and 
practically  disappeared  from  the  face  of  history. 
Yet  they  returned,  as  they  have  returned  again  and 
again  in  other  periods. 

God  still  calls  through  his  prophets  for  his 
people  to  return  unto  him.  Although  he  still  reminds 
us  that  our  sins  carry  within  them  the  seeds  of  our 
own  destruction  and  enslavement,  it  is  the  basic 
teaching  of  Hosea  and  of  Christ  that  it  is  not  the 
nature  of  God  to  destroy  any  people  just  because 
they  have  offended  him.  His  “steadfast  love”  is 
of  too  high  a  quality  for  him  to  ever  do  that. 
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Methodist  Bishop  Richard  C.  Raines  of  the  Indiana 
Area  sees  attempts  to  revise  constitutions  in  at  least 
a  dozen  states  in  part,  at  least,  as  an  organized 
move' to  undermine  the  barriers  the  U.  S.  Constitu¬ 
tion  has  set  up  between  church  and  state.  He  told 
750  persons  at  the  20th  anniversary  of  Protestants 
and  Other  Americans  United  for  Separation  of 
Church  and  State  (POAU)  that  the  proposed  re¬ 
visions  in  New  York,  Maryland  and  other  states 
are  an  attempt  to  put  the  state  constitutions  “in  non- 
alignment  with  the  national  Constitution.” 

Bishop  Raines  said,  “There  is  an  attempt  to 
soften  up  the  American  public  to  thinking  that 
religious  freedom  is  not  real  unless  it  not  only 
permits  churches  to  run  their  own  schools  but 
also  aids  them  in  maintaining  those  schools.” 

Dr.  Albert  C.  Outler  of  the  faculty  of  Perkins  School 
of  Theology  is  one  of  ten  outstanding  religious 
leaders  who  received  honorary  degrees  on  Nov. 

8  from  General  Theological  Seminary  in  New  York 
as  a  part  of  the  sesquicentennial  celebration  at  the 
Episcopal  school. 

The  omission  of  Dr.  Martin  Luther  King’s 
name  from  the  list  of  those  to  be  so  honored 
was  branded  as  “a  shocking  venture  in  racial 
bias”  by  the  Episcopal  Peace  Fellowship.  This 
group’s  criticism  echoed  that  of  the  Episcopal 
Society  for  Cultural  and  Racial  Unity,  which 
charged  that  Dr.  King  was  eliminated  because 
of  “his  controversial  image  as  a  militant  leader 
of  civil  rights.” 

There  was  some  grumbling  among  delegates  of  the 
third  World  Congress  of  the  Lay  Apostolate  at  the 
close  of  that  meeting  in  Vatican  City,  but  most  of 
the  2,500  laymen  seemed  to  feel  that  “we  did  as 

well  as  could  be  expected.” 

The  sentiment  among  some  church  officials 
seemed  to  be  that  the  week-long  congress  did 
somewhat  more  than  it  should  have.  This  senti¬ 
ment  was  reflected  in  the  selective  reporting  of 
Vatican  Radio,  which  omitted  references  to 
controversial  statements  and  resolutions  of  the 
meeting. 

A  Communist  literary  critic  has  reported  that  a 
partial  rehabilitation  of  the  Bible  is  being  permitted 
by  Soviet  authorities  on  the  grounds  that  “the  Old 
Testament  is  an  impressive  source  of  artistic  in¬ 
spiration.”  This  evaluation  was  made  by  A.  Kash- 
dan,  a  frequent  contributor  to  the  Soviet  atheistic 
journal  Nauka  i  Religiya  (Science  and  Religion). 

The  comment  was  included  in  a  review  of  - 
“Novy  Mir,”  a  Polish  version  of  the  Old 
Testament,  now  being  translated  into  Russian 
under  the  title  Biblical  Tales.  He  praised  the 
appearance  of  the  book  as  a  “break  in  the  con¬ 
spiracy  of  silence”  which  in  the  USSR  has 
previously  relegated  the  Old  Testament  to 
oblivion. 

The  Rev.  Fred  Hilton  Smith,  Anglican  vicar  of 
Ludham,  near  Great  Yarmouth,  Eng.,  is  reportedly 
now  attending  the  local  Methodist  church,  because 
his  congregation  shrank  to  himself  and  his  organist. 
The  vicar  commented  bitterly,  “The  church  is  enter¬ 
ing  an  ice  age  as  far  as  congregations  are 
concerned.” 


Richard  Cardinal  Cushing  of  Boston  has  called 
on  all  the  pastors  of  the  archdiocese’s  more 
than  350  churches  to  speed  up  plans  to  cele¬ 
brate  the  mass  “facing  the  people.”  Although 
many  churches  are  now  carrying  out  this  prac¬ 
tice,  some  are  still  in  the  process  of  doing  so 
or  have  not  even  started.  He  noted  that  the  plan 
will  mean  that  many  churches  will  have  two 
altars,  but  “that  this  disadvantage  is  more  than 
offset  by  the  increase  in  devotion  on  the  part 
of  the  faithful.” 


NEW  YORK  —  Dr.  James  Eagan,  a  vice-president 
of  the  National  Conference  of  Christians  and  Jews, 
presents  to  Mrs.  Holton  R.  Price,  Jr.,  head  of  the 
Girl  Scouts,  the  NCCJ’s  1967  President’s  Award 
for  Rearing  Children  of  Goodwill.  The  Scouts  were 
honored  for  "'promoting  understanding  among  girls 
of  different  races,  creeds  and  socio-economic  back¬ 
grounds.”  The  award  was  founded  by  the  NCCJ  to 
focus  attention  on-the-job  organizations  can  do  in 
teaching  children  healthy  attitudes  so  that  they  will 
grow  up  free  from  prejudice  and  hostility.  Dr.  Eagan 
is  national  director  of  the  NCCJ's  Rearing  Children 
of  Goodwill  Program.  (RNS  Photo) 


The  head  of  the  Knights  of  Columbus  has  criticized 
attending  the  Lay  Apostolate  Congress.  The  text 
reins  of  leadership  from  the  clergy  or  bishops  in 
ecclesiastical  affairs.”  Supreme  Knight  John  W.  Mc- 
Devitt  made  the  remark  in  Rome  where  he  was 
attending  the  Lay  Apostolate  Congress.  The  text 
of  the  statement  was  released  by  the  headquarters 
of  the  Catholic  fraternal  order  in  New  Haven,  Conn. 

Four  Anglican  clergymen  in  Capetown,  South 
Africa  have  issued  a  statement  deploring  the 
action  of  laymen  at  the  recent  Synod  of  Cape¬ 
town  in  refusing  three  motions  opposing  apar¬ 
theid.  Resolutions  condemning  the  racial  sep¬ 
aration  policy  of  the  South  African  government 
were  approved  by  the  clerical  members  of  the 
Synod. 


In  Raleigh,  N.  C.  some  of  the  city’s  clergy¬ 
man  have  spoken  out  against  the  proposed 
enactment  of  a  Sunday  “blue  law”  by  the 
City  Council.  Some  of  them  objected  to  the 
Merchants  Bureau’s  opposition  on  the  ground 
that  the  city’s  “moral  well  being”  required  such 
a  law,  when  they  said  the  real  motivation  was 
opposition  to  discount  houses  which  have  been 
doing  a  thriving  Sunday  business.  One  Baptist 
pastor  said  he  was  “against  any  blue  law  that 
is  enacted  for  the  benefit  of  the  church.”  He 
said,  “the  church  has  no  right  and  does  not 
want  the  right  to  call  upon  law  enforcement  fa 
support  its  attendance.” 

The  general  secretary  of  the  World  Council  of 
Churches, in  an  unprecedented  setting,  called  for  an 
early  partnership  between  Roman  Catholicism,  Prot¬ 
estantism  and  Eastern  Orthodoxy  to  crush  the  so¬ 
cial  ills  plaguing  mankind.  Dr.  Eugene  Carson  Blake 
spoke  from  the  rostrum  of  the  main  lecture  hall 
of  the  Gregorian,  the  great  Roman  university  of  the 
Jesuits,  where  in  times  past  his  Scottish  Presbyterian 
ancestors  were  lambasted  as  “enemies  of  the  Chris¬ 
tian  faith.” 

The  House  of  Representatives  of  the  state  of 
Pennsylvania,  in  a  move  initiated  by  the  Re¬ 
publican  majority,  postponed  a  showdown  on 
parochial  school  aid  legislation  until  after  the 
Nov.  7  election.  In  a  surprise  move  to  adjourn 
until  Nov.  13  —  an  adjournment  motion  is  not 
debatable  —  the  House  quit  just  prior  to  a 
planned  attempt  by  Rep.  Martin  P.  Mullen 
(D.-Philadelphia)  to  pry  the  bill  from  the 
Appropriations  Committee. 

The  Japanese  ought  to  consider  themselves  part  of 
the  “now  generation.”  A  theologian  has  now  de¬ 
clared  that  they  have  entered  the  “post-religious 
era.”  Speaking  at  a  Consultation  on  Mass  Media, 
Dr.  Yoshinobu  Kamuzawa  of  the  Tokyo  Union 
Theological  Seminary  said  that  “the  era  has  pro¬ 
duced  a  new  type  of  man — the  secular  man  in 
contrast  to  his  predecessors  who  were  pagans,  Jews 
or  Christians.” 

Episcopal  Bishop  Robert  L.  De  Witt  of  the 
Pennsylvania  Diocese,  and  ardent  opponent  of 
the  U.S.  military  policy  in  Vietnam,  has  de¬ 
clared  that  civil  disobedience  is  not  the  official 
policy  of  his  diocese.  A  pastoral  letter  clarifying 
his  stand  on  civil  disobedience  was  sent  to  all 
clergymen  and  to  key  laymen  following  the  ap¬ 
pearance  of  the  diocese’s  Urban  Missioner  to 
Areas  of  Tension,  the  Rev.  David  Gracie,  at 
an  anti-draft  rally  in  Philadelphia. 

Bishop  Maritz  Mitzenheim,  head  of  the  Evangelical 
Lutheran  Church  in  Thuringia  and  a  frequent  sup¬ 
porter  of  East  Germany’s  Communist  government, - 
was  the  only  clergymen  left  on  the  government- 
sponsored  State  Festival  Committee,  after  a  series 
of  resignations  which  came  in  protest  of  the  East 
German  government’s  refusal  to  grant  entry  visas 
for  most  of  the  guests  invited  to  the  recent  450th 
anniversary  celebration  of  the  Protestant  Reforma¬ 
tion. 

By  a  margin  of  one  vote,  the  U.S.  Supreme 
Court  has  turned  down  a  plea  to  rule  on  the 
right  of  the  Amish  to  refuse  to  send  their  chil¬ 
dren  to  state-operated  schools.  Three  of  the 
nine  justices  said  they  felt  the  issue,  which  has 
bothered  the  governments  of  Ohio,  Pennsyl¬ 
vania,  Indiana,  Kansas,  Iowa  and  Maryland  for 
years,  should  be  reviewed.  Four  votes  are  need¬ 
ed  before  the  Court  will  review  a  case. 

An  FBI  agent  in  Detroit  has  said  that  the  ancient 
church  “sanctuary”  privilege  carries  no  weight  with 
his  office.  Paul  H.  Stoddard,  special  agent  in  charge 
of  the  Detroit  FBI  office,  said  his  instructions  are 
to  go  anywhere  including  churches — to  apprehend 
youths  trying  to  avoid  military  service.  He  said  he 
knew  of  no  rule  that  prevented  his  agents  from  mak¬ 
ing  an  arrest  in  any  church,  providing  the  U.S. 
Attorney’s  office  had  issued  a  warrant. 
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Hammond  sub- 


#  A  history  of  Methodist-EUB  merger 


Consultation  on  Church  Union 


Part  I 

by  Dr.  Henry  A.  Rickey 
Ruston  District  Superintendent 


district  holds  mock 
quarterly  conference 

“The  first  Quarterly  Conference  of 
the  Hammond  Sub-District  is  now 
called  to  order,”  began  Dr.  Bentley 
Sloane,  as  he  convened  our  “Mock 
Quarterly  Conference.”  This  October 
Meeting  was  the  culmination  of  months 
of  planning,  as  each  church  MYF  was 
assigned  either  a  commission  or  group 
within  the  local  church,  to  study  and 
then  to  come  up  with  a  program  of 
action  for  the  coming  year.  Lee’s  Land¬ 
ing  MYF  became  the  Commission  on 
Education,  Hammond  —  Social  Con¬ 
cerns,  Tickfaw — Membership  &  Evan¬ 
gelism,  Ponchatoula — Methodist  Men, 
Springfield — Worship,  Wesley  Chapel 
—  WSCS,  Loranger — Missions.  Each 
MYF  studied  the  Discipline  and  Com¬ 
mission  manuals  in  preparation  for 
their  report.  The  visited  with  their 
local  church  officials  about  their  plans 
for  the  future.  They  studied  their  own 
local  church  situation,  and  finally  drew 
up  a  plan  of  action  for  the  coming 
year.  This  report  was  condensed  into 
a  5  minutes  presentation  and  was  pre¬ 
sented  in  the  Mock  Quarterly  Confer¬ 
ence  with  all  churches  present  to  make 
their  reports. 

Dr.  Sloane,  our  own  District  Super¬ 
intendent,  caught  the  spirit  of  the  eve¬ 
ning,  and  following  election  of  Cindy 
Brown  as  recording  secretary,  called 
for  our  reports.  The  presentations  re¬ 
flected  the  work  and  serious  prepara¬ 
tion  that  had  preceded  our  coming 
together.  Dr.  Sloane  made  comments 
and  asked  questions  after  each  pres¬ 
entation,  and  tied  the  entire  evening 
together  with  comments  on  the  nature 
and  function  of  the  Quarterly  Confer¬ 
ence,  and  the  place  of  youth  in  the 
life  of  the  local  church. 

The  Hammond  MYF  was  in  charge 
of  the  program  under  the  leadership 
of  President  Jill  Faller  and  Vice  Pres- 

Please  turn  to  page  12 


In  the  winter  of  1960,  a  Presbyterian 
minister,  speaking  in  an  Episcopal 
Church  in  San  Francisco,  proposed  a 
study  of  the  reunion  of  Christians  into 
one  church,  “a  church  truly  united, 
truly  reformed,  truly  catholic,  and  tru¬ 
ly  evangelical.”  The  sermon  sparked 
considerable  reaction.  Certainly,  300 
Protestant  denominations  are  too 
many. 

In  1961,  two  denominations,  the 
United  Presbyterians  and  Episcopal¬ 
ians,  appointed  committees  to  explore 
the  possibility  of  establishing  a  united 
church.  They  invited  the  Methodists 
and  the  United  Church  of  Christ  to 
join  in  the  exploration. 

In  1962,  representatives  of  these 
four  denominations  met,  in  Washing¬ 
ton,  D.C.  They  invited  other  commu¬ 
nions  to  join  the  discussion.  The  Dis¬ 
ciples  of  Christ  (the  Christian  Church) 
and  the  Evangelical  United  Brethren 
promptly  responded.  Committees  from 
these  six  denominations  met  in  Oberlin, 
Ohio,  in  March  1963.  Thus  far,  they 
were  trying  to  clear  the  air,  and  to  dis¬ 
cover  what  the  problems  were. 

Meeting  in  Princeton,  in  April, 

1 964,  they  agreed  on  three  fundament¬ 
al  issues,  One  Ministry,  One  Baptism, 
and  One  Lord’s  Table.  Ordination 
seemed  the  worst  stumbling  block. 
They  met  again  in  April,  1965,  in 
Lexington,  Kentucky.  They  were  be¬ 
ginning  to  feel  that  the  problem  of 
ordination  might  be  solved.  They  went 
to  work  on  a  plan  of  union. 

By  1966,  four  other  denominations 
were  involved,  the  Presbyterian 
Church,  U.S.  (Southern)  and  three 
Negro  Methodist  groups,  the  A.M.E., 
the  A.M.E.  Zion,  and  the  C.M.E. 
Church.  There  are  some  who  feel  that 


it  would  be  appropriate  for  these  three 
Negro  Churches  to  try  to  form  one 
church,  before  attempting  union  on  a 
larger  scale.  Their  differences  are 
small.  If  they  could  not  unite,  why 
consider  any  larger  union? 

Two  of  the  six  denominations  in¬ 
volved,  the  Methodist  Church  and  the 
United  Brethren  have  agreed  to  unite, 
with  each  other.  This  will  be  com¬ 
pleted  in  April,  1968. 

In  the  1966  meeting  of  the  Con¬ 
sultation  on  Church  Union,  or  COCU, 
in  Dallas,  principles  were  adopted 
which  should  govern  union.  In  the 
1967  meeting,  in  Cambridge,  some 
guidelines  were  developed.  Every  time 
they  meet,  some  progress  is  made.  It 
may  be  that  these  churches  will  actual¬ 
ly  unite,  within  15  or  20  years.  Be¬ 
sides  the  ten  denominations  involved, 
a  dozen  others  send  observers. 

One  should  keep  his  ears  and  mind 
open  to  any  word  about  the  Consulta¬ 
tion  on  Church  Union.  This  sort  of 
thing  is  in  the  air  today.  Methodists, 
by  and  large,  are  interested.  If  we  be¬ 
lieve  that  Christians  are  One  in  Christ, 
we  should  act  like  we  believe  it. 

Church  Union  is  worthy  of  careful 
consideration.  At  present,  it  is  in  the 
talking  stage.  We  are  not  ready  to  act. 
Meanwhile,  on  the  local  level,  Chris¬ 
tians  should  become  better  acquainted 
with  one  another,  especially  the 
churches  that  are  involved  in  talks  of 
merger.  Laymen  and  ministers  both 
can  take  part  in  dialogue. 

This  proposed  Church,  even  if 
formed,  would  still  leave  millions  of 
Christians  in  separate  denominations, 
but  it  would  be  a  big  step  toward  the 
reunion  of  all  Protestants,  if  not  all 
Christians. 
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STUDY  CONFERENCE 
AT  ST.  LUKE’S,  N.  O. 

Christian  Unity  in  its  many  aspects 
is  being  viewed  on  four  Sunday  eve¬ 
nings  in  St.  Luke’s  Church,  New  Or¬ 
leans,  of  which  the  Rev.  James  Phil¬ 
lips  Woodland  is  pastor.  The  study 
conference  is  sponsored  by  the  Com¬ 
missions  on  Missions  and  of  Social 
Concerns,  with  Mrs.  Warren  M.  Orr 
and  George  S.  Kimmel  as  co-chairmen. 

The  first  session,  Oct.  22,  featured 
the  film,  “Foundation  for  Dialogue.” 

“The  Ecumenical  Age”  was  present¬ 
ed  on  Oct.  29  by  the  following  guests: 
the  Rev.  Ronald  Whitlow  of  St.  Fran¬ 
cis  Xavier  Catholic,  explaining  the  Vat¬ 
ican  II  Council;  Hal  Baird  of  Lake- 
view  Presbyterian  Church  represent¬ 
ed  the  National  Council  of  Churches; 
the  Rev.  George  Wilson,  executive  sec¬ 
retary  of  the  New  Orleans  Federation 
of  Churches  represented  that  organiza¬ 
tion. 

Speakers  concerning  COCU  (Con¬ 
sultation  on  Church  Union),  Nov.  5 
were:  the  Rev.  Ray  Branton,  Aurora 
Methodist;  the  Rev.  Trank  Hipwell,  St. 
Paul  Episcopal;  Dr.  Alex  Hunter,  First 
Presbyterian;  Dr.  Ken  Kohler,  Salem 
United  Church  of  Christ;  the  Rev. 
Herbert  Polinard,  St.  Charles  Chris¬ 
tian.. 

Truman  L.  Ward  will  moderate  a 
group  of  Protestant  and  Catholic  lay¬ 
men  discussing  “Where  do  we  go  from 
here?”  on  Nov.  12. 

Children’s  classes  studied  Japan, 
Mrs.  Robert  Harkess,  director, 
f 


He  (man)  is  of  the  earth,  but  his 
thoughts  are  with  the  stars.  Mean  and 
petty  his  wants  and  desires;  yet  they 
serve  a  soul  exalted  with  grand,  glo¬ 
rious  aims,  —  with  immortal  long¬ 
ings,  —  with  thoughts  which  sweep 
the  heavens,  and  wander  through 
eternity.  A  pigmy  standing  on  the  out¬ 
ward  crest  of  this  small  planet,  his 
far-reaching  spirit  stretches  outward  to 
the  infinite,  and  there  alone  finds 
rest.  —  Carlyle 
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Scene  during  the  Communications  Seminar  October  27-31  the  Universiry  of 
Oklahoma,  Norman. 


Louisiana  delegates  to  the  Communications  Seminar  held  at  the  University 
of  Oklahoma  at  Norman  were:  Seated,  left;  Dr.  Virgil  D.  Morris,  executive 
secretary,  South  Central  Jurisdiction;  Bishop  Aubrey  G.  Walton;  Dr.  Henry 
A.  Rickey,  superintendent,  Ruston  District;  Standing,  Dr.  J.  Woodrow 
Hearn,  executive  director,  Ft.  Worth  Council  of  Churches,  and  Cecil  Bland, 
associate  director.  Area  Council. 
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Africa  workshops  scheduled  for 
Lake  Charles,  Shreveport 


World  Understanding  worksnops 
with  a  focus  on  Africa  will  be  held 
in  two  Louisiana  districts  in  the  near 
future.  The  first  will  be  at  First  Meth¬ 
odist  Church,  Lake  Charles,  Nov.  28 
and  29,  and  the  other  at  First  Meth¬ 
odist  Church,  Shreveport,  Nov.  30. 

These  meetings  are  follow-up  to 
workshops  held  at  Kitwe,  Africa  dur¬ 
ing  the  summer  of  1966.  Participating 
will  be  Mrs.  Glenn  E.  Laskey,  presi¬ 
dent  of  the  Woman’s  Division  of  Chris¬ 
tian  Service  from  Ruston,  La.,  and 
Mrs.  Earle  D.  Button  of  Dallas,  juris¬ 
diction  secretary  of  Christian  social 
concerns,  both  of  whom  were  partici¬ 
pants  in  the  Kitwe  meeting. 

Also  participating  in  Lake  Charles 
workshop  will  be  Mrs.  Larry  Pleimann 
who  has  spent  several  years  as  a  mis¬ 
sionary  in  the  Congo,  and  Mrs.  Wiley 
Gardner,  conference  secretary  of  Chris¬ 
tian  social  concerns.  Working  in  the 
Shreveport  meeting  will  be  Mrs.  Ruby 


THE  WELSH  CHURCH  Family  Night 
program,  Oct.  29,  included  a  film  on 
the  new  district  camp,  congregational 
singing  led  by  Ronnie  Taylor,  a  skit, 
and  a  concert  of  sacred  music  by  Mrs. 
Fran  Shirley,  accompanied  by  Mrs.  M. 
H.  McLeod.  The  Rev.  Henry  C. 
Blount,  Jr.  is  pastor. 

DR.  ALFRED  A.  KNOX,  editor  of 
The  Louisiana  Methodist,  was  guest 
minister  in  the  Leesville  First  Church 
on  Sunday  morning,  Oct.  29.  Lake 
Charles  District  Superintendent,  Dr.  R. 
Leonard  Cooke,  conducted  Quarterly 
Conference  at  the  evening  worship 
hour.  The  Rev.  James  E.  Christie  is 
pastor. 

Methodist  Student 
Movement  Officers 

NASHVILLE,  Tenn.  (MI)  —  Two 
members  have  been  elected  to  the  na¬ 
tional  Council  of  the  Methodist  Stu¬ 
dent  Movement.  They  are  Miss  Betty 
Calame,  a  student  at  Southwest  Mis¬ 
souri  State  College,  Springfield,  Mo., 
and  Miss  Anita  Thomas,  a  student  at 
the  University  of  North  Carolina  at 
Greensboro. 


Cochran,  a  world  traveler  who  has 
spent  some  time  in  Africa. 

Included  will  be  a  map  study,  back¬ 
ground  information  and  discussions 
that  will  give  those  participating  an 
opportunity  to  research  issues  and 
problems  of  Africa  today.  There  will 
also  be  two  30-minute  Bible  sessions 
on  the  Book  of  Colossians. 

The  cost  of  the  Lake  Charles  work¬ 
shop  will  be  $4.50  which  will  include 
registration  fee,  two  meals  to  be  served 
at  the  church,  and  a  packet  materials. 
The  cost  of  the  Shreveport  one-day 
meeting  will  be  $3.00. 

The  workshops  are  being  held  for 
woman’s  societies  of  the  churches  of 
the  Central  and  South  Central  juris¬ 
dictions,  the  Wesleyan  Service  Guilds 
of  these  two  jurisdictions,  women  of 
the  Evangelical  United  Brethren 
Church;  and  anyone  else  with  an  in¬ 
terest  in  Africa. 


CHURCH  WOMEN  UNITED: 

The  Greater  New  Orleans  area  ob¬ 
served  World  Community  Day  with 
services  in  St.  Charles  Avenue  Presby¬ 
terian  Church.  Speakers  were  Mrs.  Lt. 
Commander  Ray  Gearing  of  the  Sal¬ 
vation  Army  in  Jackson,  Miss.,  and 
Hal  Baird,  Presbyterian  layman  of 
New  Orleans.  Special  guests  were  mem¬ 
bers  of  the  Women’s  Interfaith  Coun¬ 
cil  which  includes  women  from  the 
Synagogues  and  Roman  Catholic 
Churches.  Mrs.  D.  S.  McLellan  was 
chairman  of  the  event. 

+ 

The  new  members  were  elected  to 
fill  vacancies  at  a  meeting  of  the  Coun¬ 
cil  Oct.  27-29  at  Independence 
Avenue  Church  in  the  Methodist  In¬ 
ner  City  Parish  at  Kansas  City,  Mo. 

Members  of  the  National  Confer¬ 
ence  of  the  Methodist  Student  Move¬ 
ment  voted  last  June  to  find  their 
“intercollegiate  expression”  in  the  new 
interdenominational  University  Chris¬ 
tian  Movement  and  proposed  to  phase 
out  the  National  Conference  of  the 
MSM,  the  latter  action  being  subject 
to  the  approval  of  the  Methodist  Gen¬ 
eral  Conference,  which  meets  in  April 
of  1968. 


Southside  Wesleyan  Guild  members  are  pictured  in  Monroe  at  their  annual 
covered-dish  supper.  Mrs.  Myrtie  Mae  Foster  is  president. 


Woman’s  Page 


The  Minden  First  Church  Woman’s  Society  held  the  study.  Encounter  of  the 
Faiths,  directed  by  Mrs.  James  Rhea  Love  and  Mrs.  Billie  Roach,  standing  at 
each  end.  Other  leaders  pictured  include  Mrs.  Wayne  Williamson,  Mrs.  Eugene 
Searles,  Mrs.  Marcus  Wren,  Mrs.  Cecil  Love,  Mrs.  0.  E.  Pipkin,  and  Mrs.  Ralph 
Speede.  The  group  made  a  trip  to  the  B’Nai  Zion  Synagogue  in  Shreveport. 


Shreveport  District 
Wesleyan  Guild 

The  Shreveport  District  Wesleyan 
Service  Guild  had  116  members  at¬ 
tending  the  annual  Fellowship  Dinner 
at  Noel  Memorial  Methodist  Church, 
Friday,  October  27  at  7  p.m.  The  Dis¬ 
trict  ministers,  their  wives,  and  local 
W.S.C.S.  officers  were  also  invited. 

Japan,  the  theme  of  this  year’s  Din¬ 
ner  was  carried  out  in  all  phases  of 
Program  Planning. 

The  Rev.  W.  V.  Sirman,  associate 
minister  of  Noel  gave  the  invocation. 
Special  music  was  presented  by  Mrs. 
Robert  Hallquist  with  Mr.  Hallquist 
as  the  accompanist. 

Miss  Elizabeth  Lowrey,  District  Sec¬ 
retary,  presented  the  speaker  for  the 
evening;  Mrs.  H.  D.  Halberyan,  a 
teacher,  lecturer  of  note,  world  traveler, 
and  authority  on  Japan. 

In  1951  Mrs.  Haberyan  received 
the  honorary  degree  of  Doctor  of  Hu¬ 
manities  from  Southwestern  University 
at  Memphis.  She  is  an  author  of 
pamphlets,  articles  and  teacher’s  aids. 

Mrs.  Haberyan, anativeof Louisiana, 
is  a  member  of  the  First  Presbyterian 
Church,  has  held  offices  in  the  local 
and  synodical  organizations  of  the 
Women  of  the  Church.  She  has  been 
a  member  of  the  Board  of  Missions 
of  the  General  Assembly. 

A  love  offering  was  sent  to  mis¬ 
sions  in  her  honor  that  night, 
t 


Participants  in  the  play  "The  Convert” 
at  Minden  were:  Mrs.  P.  L.  Watson, 
Mrs.  Harry  Stahl,  and  Mrs.  R.  L.  Hamil¬ 
ton. 


THE  RINGGOLD  WOMAN’S  So¬ 
ciety  of  Christian  Service  has  organ¬ 
ized  a  new  circle  with  the  following 
officers:  Mrs.  Rosalyn  Causey,  chair¬ 
man;  Mrs.  Don  Mosley,  secretary;  Mrs. 
Scott  Woodard,  treasurer.  The  group 
is  now  studying  the  Book  of  Acts, 
taught  by  Mrs.  A.  D.  St.  Amant,  Jr. 

THE  DEOUINCY  Woman’s  Society 
held  the  study  on  Japan  in  5  sessions, 
Oct.  17,  19,  24,  26,  and  31.  Mrs. 
Clovis  Braselton,  leader,  had  visiting 
speakers  and  panelists,  along  with  skits, 
films,  decorations  and  food,  to  round 
out  the  program.  Mrs.  Garland  Dean 
gave  the  program  on  Japan  for  the 
DeQuincy  Wesleyan  Service  Guild, 
Oct.  16. 


VIVIAN  -CHURCH  members  of  the 
Woman’s  Society  observed  the  Call  to 
Prayer  and  Self-Denial  program  on 
Oct.  27  in  the  sanctuary.  Mrs.  Roy 
Bennett  was  the  leader  using  the  theme 
“Feed  My  Sheep.  ”  Mrs.  M.  H.  Kibler 
is  president. 

IN  RODESSA,  Mrs.  Melton  Powell, 
secretary  of  spiritual  life  cultivation, 
led  the  “Quiet  Day”  service  on  Oct. 
25  using  the  theme  “Feed  My  Sheep.” 
An  offering  was  made  for  projects. 
Mrs.  Raymon  Nichols  is  the  local  pres¬ 
ident. 


THE  HARMONY  CHAPEL  Wom¬ 
an's  Society  recently  honored  the  fol¬ 
lowing  women  by  giving  them  WSCS 
pins:  Mrs.  Gene  Barnett,  Mrs.  L.  D. 
Bennett,  Mrs.  J.  M.  Deason,  Mrs.  J. 
A.  Doss.  Mrs.  J.  C.  Fowler,  Mrs.  S. 
F.  Fowler,  Mrs.  F.  M.  Herren,  Miss 
Verne  Morrow,  Mrs.  J.  C.  Owen,  and 
Mrs.  S.  H.  Williams. 

t 

Some  Bible  passages  are  like  alfalfa 
hay  fields  from  which  one  can  realize 
three  or  four  cuttings  in  a  season. 
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0  On  a  Wide  Circuit 


The  Sabbath 

by  W.  W.  Reid 

While  many  of  our  Christian  church¬ 
es  are  concerned  with  the  mainten¬ 
ance  of  “the  Lord’s  Day”  as  a  day  of 
rest,  worship,  meditation,  and  spiritual 
refreshment,  there  are  powerful  forces 
in  our  society  working  relentlessly  to 
break  down  the  centuries-old  nature 
of  its  observance,  and  they  are  mak¬ 
ing  headway  fast.  It  is  trite  to  note 
that  our  children’s  observance  of  the 
Sabbath  day  differs  greatly  from  that 
of  our  own  childhood — to  say  nothing 
of  that  in  the  days  of  our  grandparents. 

There  are  many  causes  for  “the  de¬ 
cline  of  the  Sabbath”  in  our  day.  But 
they  can  probably  all  be  summed  up 
in  the  word  “greed.”  “Why  limit  buy¬ 
ing  and  selling  to  six  (or  five)  days, 
when  we  could  be  doing  business  on 
seven  —  and  making  16%  additional 
profit?”  “When  people  have  a  day 
‘off’  from  routine  work  is  that  not 
the  day  to  get  them  interested  in  our 
business  —  or  enterprise?”  So  in  the 
name  of  “service,”  in  the  name  of 
“recreation,”  in  the  name  of  “freedom” 
for  those  who  observe  no  Sabbath  we 
little  by  little  permit  stores  to  open — 
“business  as  usual” — or  arrange  great 
public  spectacles,  carnivals,  and  amuse¬ 
ments  for  “our  day  of  rest.”  Little  by 
little  we  have  permitted  legislatures  to 
chip  away  at  what  (in  derision)  have 
"been  called  “blue  laws”  but  were  in 
general  laws  protecting  the  rights  of 
those  who  wanted  to  keep  the  Sabbath 
day  holy. 

And  now  these  same  commercial  in¬ 
terests  are  urging  upon  Congress  the 
adoption  of  legislation  that  would  have 
“‘as  many  holidays  as  possible”  cele¬ 
brated  on  Mondays  rather  than  on  any 
other  weekday.  This  is  declared  to  be 
desirable  in  order  to  give  tired  people 
a  long  weekend — and  yet  interfere  as 
little  as  possible  with  “normal  busi¬ 
ness.”  Actually  it  would  give  additional 
opportunity  for  “murder  on  the  high¬ 
ways,”  and  cut  still  deeper  into  the 
“keeping”  of  the  Sabbath  day  —  while 
contributing  to  the  constantly  growing 
tendency  to  eliminate  Sunday  from  the 
purposes  for  which  it  was  established 
historically  and  religiously.  Of  course, 
the  resort  people  would  make  more 
profits  by  the  change,  industries  would 
profit  from  the  elimination  of  the  one- 
day  banking  of  fires,  etc.,  shops  could 
conduct  more  bargain  sales  over  ex¬ 
tended  holidays.  The  change  would  be 
financially  profitable  to  many  —  and 
our  civilization  finds  it  important  never 
to  lose  opportunity  for  profit. 

But  there  is  plenty  of  evidence  that 
the  three-day  holiday  weekend  already 
plays  havoc  with  all  religious  institu¬ 
tions,  so  far  as  attendance,  worship, 
and  education  are  concerned.  And 
adding  three  to  five  more  such  long 
weekends  each  year  will  at  least  double 
the  present  havoc — and  will  help  the 
growth  of  complete  disregard  of  the 
Sabbath  and  all  its  concerns.  Above 
and  beyond  this  desire  to  keep  the 
Lord’s  Day  as  free  as  possible  from 
the  intrusion  of  secular  interests — val¬ 
uable  and  innocent  as  some  of  them 
may  seem — there  is  another  concern. 
One  may  argue  that  people  in  this 
century  are  not  to  be  bound  by  ancient 
laws  handed  down  in  other  ages  and 


John  Bailey,  National  Democratic 
Chairman,  “Rockefeller’s  appetite  for 
the  Republican  nomination  obviously 
has  been  whetted  by  Romney’s  blun¬ 
dering,  Nixon’s  wondering  and  Rea¬ 
gan’s  thundering.” 

«(  99 

Richard  Nixon,  on  the  contest  for 
the  Republican  presidential  nomina¬ 
tion:  “This  is  going  to  be  a  hot  five- 
tnan  race  between  five  non-candi¬ 
dates.” 


Former  President  Dwight  D.  Eisen¬ 
hower:  “I  see  no  reason  why  anyone 
in  any  profession  should  be  barred 
from  taking  part  in  politics.  I’m  all 
for  Shirley  Temple,  I’ll  tell  you  that.” 

<(  99 

Mayor  Walter  Washington,  the  new 
mayor  of  Washington,  D.C.:  “The  kind 
of  wreckage  men  leave  behind  is  the 
only  real  indication  of  what  we  are, 
or  what  we  have  been,  or  whether  or 
not  we  have  the  faith  that  freedom  de¬ 
mands — in  the  city.” 

u  >9 

Dr.  Harold  Bosley,  pastor  of  Christ 
Church  (Methodist),  New  York,  speak¬ 
ing  of  the  value  of  dialogue  between 
believers  and  non-belivers:  “Dialogue 
can  be  a  way  of  finding  our  what’s 
happening,  of  keeping  in  touch  with 
what’s  going  on.  Getting  the  view  of 
others  on  your  faith,  particularly  those 
who  disagree,  can  help  to  improve  that 
faith.” 

<t  99 


in  other  civilizations.  “Rest”  on  every 
seventh  day  may  have  been  valuable 
in  an  agricultural  society  for  both  man 
and  beast  that  worked  from  sunrise  to 
sunset:  but  is  it  necessary  for  modern 
man  with  a  40-to  48-hour  working 
week? 

I  think  we  need  to  remember  that 
Sabbath  rest  was  and  is  more  than 
idleness.  It  is  a  turning  from  total  oc¬ 
cupation  with  physical  (and  earthly) 
things  to  some  effort  to  nourish  the 
soul  of  man  —  the  soul  that  distin¬ 
guishes  man  from  all  other  animal  life. 
It  is  a  day  to  attune  mind  and  spirit 
to  the  God  and  the  total  of  his  vast 
creation — to  lift  eyes  from  the  plow 
and  the  furrow  and  contemplate  the 
Milky  Way,  to  rise  from  thoughts  of 
worldly  and  petty  cares  and  try  “to 
think  God’s  thoughts  after  him.”  It  is 


a  day  of  tuning  out  the  wrong  and 
becoming  attuned  again  to  God’s  uni¬ 
verse  and  his  design  for  men — for  you 
and  for  me.  It  is  “God’s  day”  when 
man  expresses  thanks  to  his  Creator, 
his  God,  his  Sustainer. 

The  experience  of  the  generations 
has  been  that  (whether  or  not  it  is  a 
“law”)  man  has  needed  this  day  of 
“contemplative  rest”  in  order  to  nour¬ 
ish  his  spirit — to  reach  out  toward  his 
attainment  as  a  child  of  a  loving  God. 
And  as  we  grow  from  an  agricultural 
to  an  urban  nation,  and  as  we  crowd 
together  in  our  high-rise  cities,  that 
day  of  sacred  rest  will  become  more 
and  more  necessary  for  man’s  spiritual 
and  mental  health.  Let  us  not  permit 
financial  greed  to  rob  us  of  our  day 
of  spiritual  nourishment,  our  day  for 
uplifted  eyes  and  thought. 
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by  Charles  A.  Stuck/Lay  Evangelist 


COMMITMENT  DAY 

The  Methodist  Church  has  set  No¬ 
vember  12th  as  Commitment  Day,  a 
day  when  members  are  urged  to  pledge 
themselves  to  abstain  from  drinking 
any  form  of  alcoholic  beverage.  Pas¬ 
tors  are  asked  to  speak  of  it  in  their 
pulpits. 

Many  good  people  are  led  astray 
by  the  glowing  but  false  arguments 
that  the  liquor  industry  offers  in  its 
own  behalf.  The  most  virtuous  pleas 
are  that  the  industry  pays  much  of 
the  tax  needed  for  schools  and  for  old 
age  benefits;  that  “good  living”  just 
cannot  be  achieved  without  adding  the 
wineglass  or  the  cocktail  glass  to  the 
bill  of  fare;  that  it  “interferes  with  a 
person’s  freedom”  to  deny  him  the 
privilege  of  drinking. 

True,  liquor  pays  a  lot  of  taxes. 
But  it  takes  much  more  tax  money  to 
enforce  liquor  laws.  A  recent  survey 
made  in  California  found  that  for 
every  dollar  of  taxes  that  liquor  pro¬ 


duced,  it  required  $7  to  police  the 
sorry  business.  In  Arkansas  my  own 
studies  have  found  that  liquor  played 
a  part  in  88%  of  the  causes  that  sent 
teen-agers  to  our  juvenile  correctional 
schools. 

Many  contend  that  they  cannot 
“loosen  up”  at  a  social  gathering  until 
they  have  downed  a  cocktail  or  two. 
Yet  every  cocktail  party  reveals  at 
least  one  person  who  has  gone  too  far 
into  alcoholism.  The  so-called  “good 
Jiving”  of  liquor  parties  is  the  greatest 
producer  of  chronic  alcoholism  today. 

Now  as  to  the  matter  of  freedom. 
Many  contend  that  they  have  a  right 
to  drink.  Perhaps  so,  if  their  drinking 
did  not  interfere  with  another’s  happi¬ 
ness.  But  one  has  to  attend  only  one 
big-time  football  game  to  see  and  hear 
actions  and  vulgarity  that  are  unpar¬ 
donable.  And  without  exception  they 
go  hand  in  hand  with  a  whiskey  bot¬ 
tle.  After  all,  the  rest  of  us  are  en¬ 
titled  to  freedom  from  that  rottenness. 
We  like  football  too. 


Bishop  Chandler  W.  Sterling,  56- 
year-old  head  of  the  Episcopal  Diocese 
pf  Montana  who  announced  he  would 
resign  July  29,  1968,  said:  “I  am  con¬ 
vinced  a  bishop’s  usefulness  and  ef¬ 
fectiveness  decline  after  10  years  in  a 
diocese.  When  I  was  elected  I  said  I 
y/ould  give  10  years  to  the  work  of  a 
bishop  in  the  Diocese  of  Montana, 
God  willing.” 

«(  99 

Dr.  Harold  Fickett,  pastor  of  First 
Baptist  Church,  Van  Nuys,  Calif.  (7,- 
000  members)  speaking  to  the  Na¬ 
tional  Sunday  School  Convention  in 
Minneapolis:  “Church  members  must 
j-epent  of  their  failures  to  connect  to 
Jesus  Christ  and  to  really  care  for 
people.  We  don’t  care  deeply  enough 
for  one  another.  We  must  have  con¬ 
gregations  of  spiritual  enthusiasts  that 
are  ‘turned  on’  for  Jesus  Christ.” 

<«  99 

King  Hussein  of  Jordan:  “Singing 
the  glory  does  not  create  the  glory. 
He  who  sings  while  walking  in  the 
dark  does  not  rid  himself  of  fear.” 

U  99 

Dr.  Gardner  Taylor,  pastor  of  Con¬ 
cord  Baptist  Church,  Brooklyn,  N.Y., 
expressing  opposition  to  the  proposed 
new  New  York  State  Constitution:  “I 
am  very  vigorously  opposed  to  the 
proposed  constitution  largely  because 
of  the  taking  away  of  the  separation  of 
church  and  state.” 

(<  99 

Anglican  Archbishop  Donald  Cog^ 
gan  of  York,  urging  the  moderniza¬ 
tion  of  church  music  and  worship: 
“Why  should  we  make  lusty  young 
men  and  women  refer  to  themselves 
as  ‘frail  and  trembling  sheep,’  or  sing 
mighty  that  they  desire  to  flee  this 
hymns  which  make  them  tell  the  Al- 
world  of  tears  and  arrive  on  heaven’s 
doorstep  forthwith?” 

It  99 

Methodist  News  in  Brief 

Two  Methodist  missionaries  in  Lat¬ 
in  America  have  received  recognition 
in  the  press  and  in  non-church  cir¬ 
cles  for  their  contribution  to  Latin 
American  culture.  They  are  Dr.  Dill- 
man  S.  Bullock,  89-year-old  agricultur¬ 
ist  and  museum  director  in  Chile,  and 
Thomas  C.  Stevens,  a  special-term  mis¬ 
sionary  from  Riverside,  Calif.,  teach¬ 
ing  at  the  Methodist  Theological  Sem¬ 
inary  in  San  Jose,  Costa  Rica, 
t 


Ofter  the  argument  is  proposed  that 
it  is  “not  fair”  to  expect  one  to  make 
a  promise  to  abstain  from  drinking. 
This  seems  strange.  Two  young  peo¬ 
ple  make  very  solemn  promises  when 
they  are  married.  They  make  solemn 
promises  when  their  babies  are  bap¬ 
tized.  One  makes  binding  promises 
when  he  joins  the  church.  When  he 
builds  or  buys  a  home  the  homeowner 
promises  faithfully  to  make  regular 
payments  on  the  mortgage  for  twenty 
or  even  thirty  years.  What  makes  a 
promise  to  stay  sober  such  a  baneful 
thing? 

What  would  we  do  to  the  merchant 
who  sold  and  recommended  a  virus 
that  would  give  people  cancer?  Yet  we 
condone;  in  fact  we  even  encourage 
the  industry  that  causes  a  worse  so¬ 
cial  cancer  than  all  other  evils  com¬ 
bined. 

This  certainly  is  a  time  for  Chris¬ 
tians  to  commit  themselves  to  com¬ 
plete  sobriety. 
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by  Alfred  A.  Knox 
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D.  Elton  Trueblood,  editor, 
GROUPS  THAT  WORK;  THE  MISS¬ 
ING  INGREDIENT,  $1.95,  Zonder- 
van,  142  pp. 

This  is  an  excellent  new  book  of 
great  value  for  those  who  are  inter¬ 
ested  in  organizing  small  groups  in 
their  churches.  The  opening  lines  of 
the  introduction  say,  “Many  of  us  are 
dedicated,  but  we  do  not  know  what 
to  do  to  implement  our  dedication.” 
Twenty-four  outstanding  leaders  have 
been  brought  into  this  team  enterprise, 
and  we  feel  safe  in  saying  that  it  is 
one  of  the  most  useful  handbooks  in 
its  field. 

Among  the  outstanding  persons  who 
joined  Dr.  Trueblood  in  the  produc¬ 
tion, of  the  book  are:  S.  M.  Shoemaker, 
Robert  Raines,  Bruce  Larson,  Howard 
Keeley,  N.  Gordon  Cosby,  David  C. 
Scarfross,  and  many  others. 

The  contents  can  best  be  summar¬ 
ized  by  the  titles  of  the  articles  in¬ 
cluded:  “Finding  a  Handle,”  “Barriers 
to  Fellowship,”  “The  Church  Alive,” 
“New  Life-New  Mission,”  “First  There 
Were  Eight,”  “Between  Meetings,  the 
Acid  Test,”  “How  to  Talk  About  Your 
Troubles,”  “When  Teenagers  Changed 
a  Church,”  and  “The  New  Evange¬ 
lism.” 

Some  of  the  tone  of  the  book  may 
be  caught  from  these  quotations: 

“In  the  political  sphere,  men  speak 
of  operating  from  a  position  of 
strength,  but  this  is  never  possible  for 
committed  Christians.  We  operate,  if 
we  operate  at  all,  from  a  position  of 
weakness  .  .  .  The  glorious  fact  is  that 
— since  we  are  more  than  mechanical 
units — weak  links  may  be  wonderfully 
helpful  to  other  weak  links.” 

“After  this  book  is  in  print  there 
is  very  little  excuse  for  the  person  who 
says,  ‘I  want  to  start  a  group,  but  I 
don’t  know  how  to  begin.’  ” 

“Renewal  which  is  genuine  and  Bib¬ 


lical  is  both  inner  and  outer,  a  rebirth 
of  life  together  and  a  rebirth  of  mis¬ 
sion.  New  life  without  new  mission  is 
empty  piety.  You  simply  can’t  have 
one  without  the  other.” 

f 

Alan  Walker,  AS  CLOSE  AS 
YOUR  TELEPHONE,  $2.25,  Abing¬ 
don,  159  pp. 

This  is  the  story  of  the  beginning 
and  the '  fabulous  expansion  of  the 
telephone  ministry  of  Alan  Walker’s 
Central  Methodist  Mission  in  Sydney, 
Australia.  Started  with  a  great  deal  of 
misgiving  as  the  result  of  some  des¬ 
perate  midnight  calls  from  would-be 
suicides,  this  telephone  counseling  ser¬ 
vice  has  now  reached  literally  hun¬ 
dreds  of  thousands  of  persons  in  the 
heart  of  Australia’s  largest  city.  It  has 
now  become  Life  Line  International 
with  16  centers  operating  in  7  coun¬ 
tries. 

Dr.  Walker  describes  the  care  that 
was  taken  in  organizing  this  ministry 
on  a  firm  foundation  and  in  training 
every  worker  that  has  been  a  part  of 
the  project.  The  people  of  Sydney  do¬ 
nated  $100,000  for  its  beginning,  and 
the  top  officials  of  the  government 
were  consulted  in  order  to  have  it  in-, 
eluded  in  the  phone  directory  as  one 
of  the  emergency  services  of  the  com¬ 
munity. 

Since  the  first  call  was  received  on 
March  16,  1963,  the  phone  in  the  Life 
Line  Center  has  never  been  silent  and 
the  well  trained  persons  who  answered 
them  have  referred  the  hundreds  of 
thousands  of  distressed  persons  to  the 
proper  resource  persons  for  counseling. 

In  addition  to  feeling  the  impact  of 
the  ministry,  one  also  finds  here  fright¬ 
ening  statistics  concerning  suicides  and 
the  tensions  that  cause  them,  as  well 
as  valuable  resource  materials  for  the 
other  social  ailments  of  our  time, 
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Christmas  Worship  in  the  Home 


The  Advent  and  Christmas  season 
is  a  natural  time  to  encourage  fami¬ 
lies  to  worship  in  the  home.  To  assist 


parents,  the  Board  of  Education  offers 
three  new  services  with  four  color 
.covers: 


Advent  Worship  in  the  Home  for 

the  four  Sundays  in  Advent  and  Christ¬ 
mas  Day.  Written  this  year  by  Dr. 
Orlo  Strunk,  Dean  of  West  Virginia 
Wesleyan  College.  15  cents  each;  $1.00 
for  12;  $5.00  for  100. 

Thanksgiving  Worship  in  the  Home. 

Prepared  by  Mrs.  Florence  Thompson, 
Director  of  Children’s  Work  for  the 
Baltimore  Conference.  30  cents  a  doz¬ 
en;  $2.00  a  hundred. 

Christmas  Worship  in  the  Home. 

The  1967  service  was  developed  by 
the  family  of  William  and  Sandra 
Keene.  30  cents  a  dozen;  $2.00  a  hun¬ 
dred. 

These  worship  services  may  be  or¬ 
dered  from  Service  Department,  Box 
871,  Nashville,  Tennessee  37202.  Cash 
or  check  should  accompany  order. 


Surely  you  can't  expect 
me  to  come  to  Sunday  school 
with  nothing  to  wear 
but  I  ast  year's  coat. 

ARK-eology 

by  Gene  Herrington 


CLK<VI<X1K<X 

by  Barbara  L.  Mulkey 


In  his  poem  “In  Earthen  Vessels,”  John  Greenleaf  Whittier  wrote, 
“The  dear  Lord’s  best  interpreters  are  humble  human  souls.” 


MY  PRAYER 

My  humble  daily  prayer  is  this;- 
“Lord  help  me  to  be  kind, 

Let  me  not  judge  my  fellow  man 
In  him  no  fault  find. 

Help  me  to  look  for  the  good 
In  every  one  I  meet, 

And  always  wear  a  sunny  smile 
As  I  walk  along  the  street. 

Lord,  help  me  do  a  kindly  deed 
To  someone  every  day, 

To  ease  a  pain,  smoothe  a  road, 
Help  someone  on  their  way. 

For  service  is  the  rent  we  pay, 

In  this  great  world  to  dwell; 
Lord,  help  me  do  my  very  best, 
And  hear  Thy,  ‘All  is  well.’  ” 

— by  Lois  P.  Thomas 
t 
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THE  HUMAN  SIDE  OF  THE 
CHURCH 

Christ  comes  to  me 
In  what  I  was. 

Am,  and  ensue. 

Christ  lives  in  me 
In  what  I  did, 

In  what  I  do. 

Christ  works  through  me 
In  dialogue 
From  me  to  you. 

— by  Dorothy  Sydow  Schmidt 
t 
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Centenary  College 
provides  courses 
for  Senior  Citizens 

Education  is  not  reserved  for  youth, 
as  a  program  now  in  progress  at  Cen¬ 
tenary  College  proves. 

One  hundred  and  seventy-nine  sen¬ 
ior  citizens,  all  over  sixty  years  of  age, 
have  signed  up  for  a  series  of  classes 
being  offered  at  the  College  without 
charge. 

A  co-operative  project  of  Centenary 
and  the  Caddo-Bossier  Council  for  the 
Aging,  the  classes  were  started  on  Oc¬ 
tober  24  in  classrooms  in  Jackson  Hall. 

The  courses  offered  are  Louisiana 
History,  Great  Issues,  Genealogy, 
Painting,  Photography,  Securities  and 
Investments,  Book  Review  and  Relig¬ 
ion.  All  of  the  instructors,  including 
two  professors  from  Centenary  are  vol¬ 
unteering  their  time  for  this  worthy 
project. 

Officials  said  they  were  gratified  by 
the  response  and  interest  in  these 
courses  for  older  people.  Persons  from 
surrounding  towns,  including  Winn- 
field,  Mansfield,  Minden  and  Long¬ 
view,  Texas,  are  among  those  attend¬ 
ing. 

These  initial  classes  will  run  for  a 
six  week  period  and  others  will  be 
planned  for  the  future  if  there  is  suf¬ 
ficient  interest. 

t 


THE  MYF  OF  WELSH  Methodist 
Church  went  “trick  or  treating”  on 
Halloween  night  to  collect  money  for 
the  new  Lake  Charles  District  Camp. 
They  collected  $375.00,  and  then 
gathered  at  the  church  annex  for  rec¬ 
reation  led  by  the  pastor,  the  Rev. 
Henry  Blount. 

THE  WELCH  METHODIST  Church 
had  a  special  Family  Night  Service 
Oct.  29.  After  supper,  they  saw  a 
film  on  the  newly  proposed  Lake 
Charles  District  Camp,  shown  by  Eloi 
Primeaux  and  Paul  Ritter.  This  was 
followed  by  congregational  singing,  led 
by  Ronnie  Taylor.  A  skit  on  “Loyalty 
Sunday”  was  then  given  in  the  sanctu¬ 
ary  with  Pat  Patterson,  Bill  Buck,  Har¬ 
ry  Kyle,  Ava  Pugh,  Nita  McCown 
and  Jay  Fear.  Concluding  the  activ¬ 
ities,  Mrs.  Fran  Shirley  of  Opelousas, 
presented  a  concert  of  sacred  music. 
She  was  accompanied  by  Mrs.  M.  H. 
McLeod  of  Opelousas. 


A  Methodist  Said  It 

“Those  who  hold  that  the  Church 
should  ignore  controversial  issues 
would  reduce  it  to  a  mausoleum  in 
which  the  Gospel  is  embalmed  and  in¬ 
terred.  Controversial  issues  are  the 
places  where  problems  are  faced,  an- 
swers  sought,  decisions  made,  and  des- 
tiny  shaped.”  —  Bishop  Everett  W. 
Palmer. 

t 


An  attempt  to  provide  youth  with 
“guidelines  for  responsible  behavior  in 
relation  to  alcohol”  will  be  the  cen¬ 
tral  theme  of  Methodism’s  observance 
of  Commitment  Day  on  November  12. 


Back  to  school  after  a  long  absence  are  these  citizens  attending  classes  at  Centenary  College.  A  total  of  179 
persons  over  sixty  years  of  age  registered  for  the  courses  sponsored  by  the  college  and  the  Caddo-Bossier  Coun¬ 
cil  for  the  Aging. 


from  page  one 

College  Convocation 

the  ceremony.  Chaplain  Robert  Ed 
Taylor  gave  the  Invocation,  the  choir 
and  band  performed  appropriate  mus¬ 
ical  numbers  and  Dean  Thad  N.  March 
introduced  the  president. 


from  page  eight 

Hammond  Sub-district 

Klent  Kenneth  Carroll  and  under  the 
supervision  of  counselors  Dr.  and  Mrs. 
C.  O.  Henneman,  and  Associate  Min¬ 
ister  Jack  Singleton. 

Following  the  “Conference”  the  lad¬ 
ies  of  the  Wesley  Chapel  Church 
served  refreshments. 

t 

WASHINGTON,  D.C.  —  "Grave 
concern"  over  infiltration  of  the  Na¬ 
tional  Student  Association  by  the  Cen¬ 
tral  Intelligence  Agency  was  expressed 
here  by  nine  staff  members  of  The 
Methodist  Church’s  Board  of  Christian 
Social  Concerns  and  Board  of  Educa¬ 
tion.  Their  statement  said  the  CIA  "has 
exceeded  the  bounds  of  propriety  in 
attempting,  through  clandestine  fund¬ 
ing,  to  affect  leadership  and  policies 
of  an  otherwise  private  and  independ¬ 
ent  national  organization." 

t 

God  made  man  to  be  somebody  — • 
not  just  to  have  things.  —  Brother¬ 
hood  Journal 

t 

After  all  our  wanderings  through 
the  labyrinths  of  science,  religion  is 
the  haven  and  Sabbath  of  man  s  con¬ 
templation.  —  Sir  Francis  Bacon 


IF  I  COULD  PRAY  AGAIN 
0  God, 

How  poor  I  am.  How  rich 
If  I  could  still  have  prayer. 
0  God,  how  low  I  am: 

My  mortal  flight  is  on  one  floor. 
But  I  am  tired  of  sitting  on 
these  chairs, 

I  Homesick  for  that  upper  room. 

I  It  makes  me  think  of  those  old 
altar  stairs. 

And  wonder 

If  they  would  still  hold  my 
weight. 

There  was  a  door  up  there 
He  used  to  keep  unlocked; 
The  latch  was  low, 

And  I  could  always  open  it 
If  I  got  down 
Upon  my  knees. 

Amen. 

You  know, 

Father, 

How  hard  it  is 
To  be 

Honest  to  God 
!  In  prayer 

I  When  I  am  not  that  way 
|  Elsewhere. 

But  I  have  to  begin 
I  Someplace' — 

>  Why  not  here 
In  your  House? 

Amen. 


( David  A.  Redding,  Revell) 


t 

Let  each  man  think  himself  an  Act 
of  God,  His  mind  a  thought,  his  life 
a  breath  of  God.  —  Bailey 


A  passenger  vessel  was  steaming  at 
full  speed  on  the  St.  Lawrence  River. 
The  fog  was  thick  and  some  of  the 
passengers  became  frightened,  and 
complained  to  the  first  mate  that  the 
captain  was  careless.  The  sailor  smiled 
and  said,  “Don’t  be  afraid.  The  fog 
lies  low,  but  the  captain  is  high  above 
it  and  can  see  where  we  are  going.” 
There  are  times  in  life  when  we  can’t 
see  the  way  ahead,  but  if  God  is  lead¬ 
ing  us,  let  us  not  be  afraid.  He  stands 
high  on  the  bridge,  above  the  fogs  of 
earth,  and  He  can  see  where  we  are 
going.  Trust  Him! — Robert  V.  Ozment, 
PUTTING  LIFE  TOGETHER 
AGAIN  (Revell) 

t 

Love  can  canonize  people!  The 
saints  are  those  who  have  been  most 
loved. — Oscar  Wilde,  quoted  in  THE 
ENCYCLOPEDIA  OF  RELIGIOUS 
QUOTATIONS  (Revell) 
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ABOVE  TOP:  Dr.  Bentley  Sloane,  Baton  Rouge  district  superintendent, 
leads  discussion  at  group  quarterly  conference  including  three  churches-- 
Istrouma,  North  Baton  Rouge  and  Winbourne.  “New  Life  in  the  Church 
with  emphasis  on  church  membership  and  larger  enrollment  in  the  Church 
School  has  been  the  theme  for  group  quarterly  conferences.  LOWER  PIC¬ 
TURE:  The  Rev.  Marvin  Corley,  Istrouma  Methodist  Church  pastor  and 
Dr.  Sloane  with  Guy  Jackson  Gregory  (center)  who  was  recommended  for 
license  to  preach  at  the  conference. 


ANGLICAN-CATHOLIC 

SUB-COMMISSION  NAMED  TO 

STUDY  MIXED  MARRIAGES 

LONDON  (RNS) — Roman  Catholic 
Bishop  Ernest  L.  Unterkocflcr  of 
Charleston,  S.C.,  and  Episcopal  Bish¬ 
op  Donald  H.  V.  Eiallock  of  Milwau¬ 
kee  will  be  among  the  10  members 
of  a  joint  Anglican-Catholic  sub-com¬ 
mission  appointed  to  discuss  the  the¬ 
ology  of  marriage  and  its  application  to 
mixed  marriages. 

Other  participants  will  include: 

Catholic  members:  Auxiliary  Bish¬ 
op  Langton  D.  Fox  of  Menevia,  South 
Wales;  "Auxiliary  Bishop  Francis  J. 
Spence  of  the  Canadian  Military  Or- 
dinariate  and  Father  P.  F.  Crcmin  of 
St.  Patrick's  College,  Maynooth,  Ire¬ 
land. 

Anglican  members:  Archbishop  Ed¬ 
win  Morris  of  Wales,  Archbishop 
George  O.  Simms  of  Dublin  and  Rev. 
Gordon  R.  Dunstan,  professor  of  The¬ 
ology  at  King’s  College,  London. 

The  sub-commission  will  have  two 
secretaries:  Canon  W.  A.  Purdy,  of  the 
Vatican  Secretariat  for  Christian  Unity 
and  Canon  J.  R.  Satterthwaite  of  the 
Church  of  England  Council  on  Foreign 
Relations. 

t 

After  six  years  given  to  the  impartial 
investigation  of  Christianity,  as  to  its 
truth  or  falsity,  I  have  come  to  the 
deliberate  conclusion  that  Jesus  Christ 
was  the  Messiah  of  the  Jews,  the  Sav¬ 
iour  of  the  world,  and  my  personal 
Saviour. — Lew  Wallace 


RECRUITMENT  OF 
NEGRO  MEMBERS  A 

‘HIGH  PRIORITY’  FOR  LCA 

NEW  YORK  (RNS)— The  staff  of 
the  Commission  on  Evangelism  of  the 
Lutheran  Church  in  America  was  in¬ 
structed  here  to  give  “high  priority’’ 
to  programs  assisting  urban  churches 
to  receive  into  membership  “all  peo¬ 
ples  within  their  communities.” 

It  said  that  programs  should  be 
aimed  “specially  and  unapoiogetically” 
toward  recruitment  of  more  Negroes 
as  LCA  members  and  as  pastors. 

Additional  recruitment  of  Negro  per¬ 
sonnel  in  office  and  staff  positions  in 
church  offices,  and  efforts  to  commu¬ 
nicate  the  issues  of  ghetto  life  to  sur- 
burban  communities  were  also  ap¬ 
proved. 

The  Commission  on  Evangelism 
stated  that  programs  undertaken  should 
attempt  “to  assist  urban  congregations 
to  serve  deliberately,  promptly  and  ef¬ 
fectively  all  peoples  within  their  com¬ 
munities  regardless  of  race,  culture  or 
nationality  and  to  receive  them  into 
the  membership  of  the  congregation.’ 

Its  action  was  in  response  to  a  re¬ 
port  from  a  recent  LCA  Consultation 
on  Race  Relations.  That  report  stated:. 
“A  profound  sense  of  urgency  sug¬ 
gested  again  and  again  that  there  is 
not  much  time  remaining  to  find  so¬ 
lutions  to  the  pressing  problems  of  the 
urban  ghetto.” 

t 

Most  college  students  continue  to 
need  the  loving  concern  of  their  home 
churches. 


Dear  Con 

SICILY  ISLAND-HARRISONBURG 
MYF  TRAVELOGUE 

A  group  of  twenty-three  MYF’crs 
and  sponsors  from  Sicily  Island  and 
Harrisonburg  left  Sunday  afternoon, 
August  6,  for  a  western  tour.  Shreve¬ 
port  was  the  first  stop  with  the  group 
spending  the  night  at  First  Methodist 
Church.  For  supper  that  night  in 
Shreveport,  the  group  was  invited  to 
the  home  of  Dr.  and  Mrs.  B.  E. 
Trichel.  Barbecue  was  served  on  the 
patio. 

Early  the  next  morning  we  Loaded 
back  on  our  school  bus  for  the  drive 
to  Irving,  Texas,  our  next  stop.  After 
unloading  our  baggage  at  the  First 
Methodist,  we  went  out  to  Six  Flags. 
We  stayed  until  it  closed  that  night 
and  all  had  a  wonderful  time. 

Again  an  early  start  was  made  the 
next  morning  on  toward  Dodge  City, 
Kansas.  Just  before  noon  we  arrived 
at  Anadarko,  Oklahoma,  where  we 
toured  India  City.  Various  Indian 
Dances  were  done  by  the  members  of 
several  tribes.  Traveling  on,  we  ar¬ 
rived  at  Dodge  City  late  that  after¬ 
noon.  With  every  travel  camp,  comes 
some  work.  We  had  to  wash  and  dry 
our  clothes  at  this  stop.  Everyone 
pitched  in  and  helped  so  it  wasn’t 
too  much  of  a  job. 

With  another  early  start  the  travel- 
camp  group  reached  Colorado  Springs 
early  in  the  afternoon.  On  the  agen¬ 
da  for  that  night  was  Cheyenne  Can¬ 
yon.  All  enjoyed  this  first  view  of  a 
real  canyon.  The  scenery  was  out  of 
this  world,  including  a  beautiful  water¬ 
fall.  Early  next  morning  our  group 
drove  to  the  depot  of  the  Cog  Train 
that  took  ns  up  to  Pike's  Peak.  Going 
up,  the  sunshine  was  brilliant  and  the 
clouds  looked  as  if  they  could  be 
walked  upon.  We  saw  all  kind  of  an¬ 
imals  also. 

The  Quaking  Aspen  trees  in  this 
area  are  particularly  beautiful,  along 
with  the  Mountain  Laurel,  the  Moun¬ 
tain  Buttercup,  and  several  other  va¬ 
rieties  of  wild  flowers.  On  top  of  the 
peak  you  could  see  for  miles  and  miles. 
On  the  way  down  we  were  pointed 
out  various  rock  formations.  One 
which  we  particularly  liked  was  the 
Poison  Rock  —  one  drop  would  kill 
you! 

The  next  attraction  for  the  group 
to  visit  was  the  Garden  of  the  Gods. 
One  of  the  most  interesting  sights  there 


PROTESTANTS,  CATHOLICS 
JOIN  IN  RELIGIOUS 
BROADCASTERS  COMMISSION 

SPRINGFIELD,  Ill.  (RNS)— Thirty 
representatives  of  various  Protestant 
and  Catholic  church  and  ministerial 
groups  met  here  to  form  a  commis¬ 
sion  for  the  promotion  of  quality  re¬ 
ligious  broadcasting  in  Illinois  and  ad¬ 
joining  media  markets. 

The  Mid-West  Religious  Broad¬ 
caster’s  Commission,  resulting  from 
conversations  between  interested  mem¬ 
bers  of  the  Illinois  Council  of  Church¬ 
es  and  the  Church  Federation  of 
Greater  Chicago,  seeks  to  assist  co¬ 
operative  religious  broadcasting  units 


was  the  mountain  climbers  scaling  a 
tremendous  ledge.  Later  that  afternoon, 
we  traveled  to  the  air  terminal  to  see 
one  of  our  group  off  for  Fayetteville, 
Arkansas  to  Mt.  Sequoyah.  Being  vice- 
president  for  the  Louisiana  Conference, 
he  had  to  attend  this  camp.  The  re¬ 
maining  twenty-two  members  traveled 
on  toward  Raton,  New  Mexico,  where 
we  spent  the  night  at  the  First  Meth¬ 
odist  Church. 

From  Raton  our  bus  headed  South 
to  Carlsbad,  New  Mexico.  During  the 
day,  we  traveled  through  several  In¬ 
dian  Reservations..  The  scenery  was 
very  beautiful.  We  arrived  in  Carlsbad 
early  in  the  afternoon  in  time  for  a 
refreshing  swim  in  the  Pecos  River. 
Later  that  afternoon-,  w.e  traveled  out 
to  see  the  great  swarms  of  bats  fly 
out  of  the  Caverns.  The  bats  did  not 
fly  as  usual  due  to  climatic  conditions 
— a  tornado  had  occurred  somewhere 
close  by.  How  the  bats  knew  this,  no, 
one  knows.  Some  bats  did  fly  out  of 
the  cave,  however,  the  flight  was  er¬ 
ratic. 

Our  next  stop  was  the  Lydia  Pat¬ 
terson  Institute  at  El  Paso,  Texas.  It 
is  a  school  supported  by  the  Methodist 
Church  for  underprivileged  Mexicans. 
All  we  had  to  do  was  walk  across 
the  border  and  we  were  in  Old  Mex¬ 
ico.  We  spent  most  of  our  time  shop¬ 
ping  for  souvenirs  and  sight  seeing 
in  Mexico.  On  Sunday  we  attended  a 
Spanish  speaking  Methodist  Church. 
Later  on  that  day  we  went  to  a  bull 
fight  which  turned  out  to  be  a  most 
gruesome  sight  to  most  of  us.  The 
Glass  Factory  captured  our  interest. 
We  watched  them  melt  the  red  hot 
glass  and  then  form  it  into  fabulous 
designs. 

We  were  now  on  our  way  to  Gal¬ 
veston  to  swim  in  the  gulf,  but  we 
stopped  at  San  Antonio  to  visit  a 
friend  of  ours,  Red  Renfrow,  who  was 
wounded  in  Viet  Nam.  He  was  in  very 
good  spirits  and  doing  fine.  We  then 
went  to  see  the  Alamo  but  it  was  closed 
so  we  only  got  to  view  the  outside  of 
it.  Traveling  on  that  same  night  we 
reached  the  coast  about  four  that  next 
morning.  We  stopped  our  bus  on  the 
beach  and  slept  till  daylight.  When 
everyone  finished  breakfast,  we  went 
to  the  beach.  We  spent  all  morning 
and  some  of  the  afternoon  in  the  salty 
water.  Ke  concluded  our  trip  with  a 
steak  supper  and  then  headed  home 
on  the  night  of  the  15th.  It  was  a 
most  enjoyable  trip  and  everyone  had 
a  wonderful  time. 

A  tourist, 

who  went  MYF  class 

t 


in  “extending  their  ministry  through 
the  broadcast  media.” 

Dr.  Gene  Carter,  director  of  field 
contacts  and  research  for  the  Televi¬ 
sion,  Radio  and  Film  Commission  of 
The  Methodist  Church,  challenged  the 
broadcasters  to  communicate  the  Chris¬ 
tian  Gospel  rather  than  the  machinery 
of  the  Churches. 

t 

West  Virginia  Methodists  will  con¬ 
secrate  their  first  project  in  the  care 
of  the  aging  November  9  when  Bishop 
Fred  G.  Holloway  opens  the  Glenwood 
Park  Methodist  Home  for  the  Aging, 
located  between  Princeton  and  Blue- 
field.  The  project  cost  more  than  $  1  ,- 
600,000. 
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Visit  the  EUB  mission  Fields 

by  John  F.  Schaefer 

General  Secretary,  Board  of  Missions,  EUB  Church 

( Condensed  from  METHODIST  STORY,  November  issue ) 


The  140  committed  missionaries 
stationed  in  10  countries  overseas  rep¬ 
resent  the  most  significant  asset  the 
Evangelical  United  Brethren  Church 
will  bring  to  the  mission  program  of 
The  United  Methodist  Church. 

This  staff,  which  numbers  roughly 
one-tenth  the  number  of  missionaries 
serving  overseas  with  the  World  Di¬ 
vision  of  The  Methodist  Church,  in¬ 
cludes  career  and  short-term  ap¬ 
pointees. 

To  undergird  the  work  of  these  per¬ 
sons  and  to  help  support  the  indigenous 
churches  with  whom  the  denomination 
is  in  partnership,  the  World  Mission 
Division  expends  $2  million  annually. 

The  union  of  the  two  churches  was 
anticipated  several  years  ago  when  one 
missionary  was  loaned  to  the  Method¬ 
ist  World  Division  to  participate  in  a 
Bible  translation  project  in  Sarawak. 

This  also  prompted  the  World  Mis¬ 
sion  Division  of  the  Evangelical  United 
Brethren  Church  to  establish  a  rela¬ 
tionship  with  the  Karo  Batak  Chris¬ 
tian  Church  of  Sumatra,  Indonesia, 
which  is  serving  in  an  area  adjacent 
to  the  Indonesian  Methodist  Church. 
The  couple  stationed  with  the  Karo 
Batak  Church  is  working  closely  with 
Methodist  missionaries  and  the  Meth¬ 
odist  field  treasurer  is  helping  to  ad¬ 
minister  the  program. 

In  Japan  and  the  Dominican  Re¬ 
public  both  Methodists  and  EUBs  arc 
engaged  in  joint  cooperative  efforts. 
The  Wo  denominations  have  been  re¬ 
lated  to  the  United  Church  of  Christ 
in  Japan  since  its  organization.  For 
missionaries  serving  with  the  Kyodan 
the  adjustment  to  a  new  board  should 
be  a  simple  one. 

The  united  program  in  the  Domin¬ 
ican  Republic  is  considerably  older 
than  the  United  Church  in  Japan.  The 
Board  for  Christian  Work  in  Santo 
Domingo  has  provided  both  the  Meth¬ 
odists  "and  the  Evangelical  United 
Brethren  an  opportunity  to  work  in 
partnership  with  the  Dominican  Evan¬ 
gelical  Church. 

The  completely  indigenous  church 
has  not  requested  personnel  from  the 
North  American  churches.  However,  it 
receives  financial  assistance  for  its 
operating  budget  and  for  capital  im¬ 
provements. 

A  pattern  of  relationship  similar  to 
the  one  most  familiar  to  the  Method¬ 
ists  exists  between  the  Sierra  Leone 


(Africa)  Conference  and  the  World 
Mission  Division. 

Missionaries  began  work  in  Sierra 
Leone  about  the  middle  of  the  19th 
century.  Through  cooperative  effort  be¬ 
tween  the  Sierra  Leonians  and  the  mis¬ 
sionaries,  primary  and  secondary 
schools  enrolling  more  than  20.000 
students,  a  hospital  and  several  clinics, 
community  development  centers  and 
some  186  churches  with  300  preach¬ 
ing  places  were  established,  resulting 
in  the  grow’th  of  a  strong  Evangelical 
United  Brethren  overseas  conference. 


Fifth  grade  class  in  Brethren 
school,  Calderon,  Equador. 


This  conference  is  pastored  by  a 
group  of  well-trained  ministers  and 
village  evangelists  and  numbers  13,725 
members. 

Episcopal  leadership  for  Sierra 
Leone  is  provided  by  an  American 
bishop  who  is  appointed  by  the  Board 
of  Bishops  to  supervise  the  confer¬ 
ence.  The  Sierra  Leone  Conference 
confronts  critical  decisions  concerning 
its  future.  One  option  is  to  join  with 
the  British  Methodists  and  the  Sierra 
Leone  Church  (Anglican)  to  form  a 
United  Protestant  Church  of  Sierra 
Leone. 

Sierra  Leone  is  a  neighbor  to  Li¬ 
beria.  Both  of  these  conferences  con¬ 
front  common  problems.  The  most 
pressing  of  these  is  a  critical  shortage 
of  ministerial  candidates  and  an  ade¬ 
quate  program  of  theological  training 
for  pastors.  The  union  may  make  it 
feasible  for  those  two  conferences  to 
solve  this  and  related  problems  by 
a  cooperative  endeavor.  An  aggressive 
Muslim  movement,  which  has  been 
making  rather  significant  gains  in  West 
Africa,  makes  joint  actions  imperative. 

United  Church  Relationships 

The  World  Mission  Division  of  the 
Evangelical  United  Brethren  Church 


will  bring  to  the  union  ties  with  six 
additional  united  churches.  It  has  not 
been  the  policy  of  the  Evangelical 
United  Brethren  Church  to  seek  to  es¬ 
tablish  denominational  beachheads 
overseas.  Rather,  it  has  encouraged  the 
organization  of  strong,  independent, 
indigenous  united  churches. 

With  the  exception  of  Sierra  Leone, 
all  of  the  overseas  work  is  related  to 
united  churches. 

In  addition  to  the  two  churches  al¬ 
ready  mentioned  there  are:  the  United 
Church  of  Christ  in  the  Philippines, 
the  Hong  Kong  Council  of  the  Church 
of  Christ  in  China,  the  United  Evan¬ 
gelical  Church  in  Puerto  Rico,  the 
United  Evangelical  Church  in  Ecuador, 
the  Muri  Church  of  the  Ekklesia  Chris¬ 
tian  Sudan  in  northern  Nigeria,  and 
the  United  Congregational  and  Chris¬ 
tian  Churches  of  Brazil. 

These  churches  request  and  receive 
missionaries,  annual  subsidies  for  their 
budgets,  and  capital  funds.  Although 
they  are  grouped  together  under  the 
general  caption  of  “united  churches,” 
they  differ  greatly  and  each  has  its 
own  individuality. 

The  United  Church  in  Hong  Kong, 
with  20,000  members  and  the  United 
Church  of  Christ  in  the  Philippines, 
which  numbers  125,000  members,  are 
well-organized  and  highly  structured 
denominations  with  numerous  church- 
related  institutions. 

The  church  in  Nigeria,  on  the  other 
hand,  is  working  in  one  of  the  most 
under-developed  areas  in  Africa.  It  is 
just  beginning  to  organize  itself  for 
mission  and  service.  And  yet  it  has 
the  distinction  of  being  one  of  the 
fastest  growing  churches  in  the  world. 

The  United  Evangelical  Church  in 
Puerto  Rico,  with  50  churches  and 
4,750  members,  has  a  history  which 
dates  back  to  the  post  Spanish-Amer- 
ican  war  years.  The  United  Evangelical 
Church  of  Ecuador,  which  numbers 
less  than  300  members,  was  first  or¬ 
ganized  in  1964  and  is  still  in  its 
infancy.  The  Kyodan  and  the  United 
Church  in  Hong  Kong  are  moving 
rapidly  toward  self-support;  while  most 
of  the  others  are  dependent  upon  funds 
from  the  outside  to  maintain  their  de¬ 
nominational  structures  and  their  re¬ 
lated  institutions. 

These  connections  with  united 
churches  overseas  and  with  sending 
agencies  at  home  and  abroad  will  add 
an  important  new  dimension  to  the 
program  of  The  United  Methodist 
Church. 

The  integration  into  the  new  board 
of  the  programs  in  Japan,  the  Domi¬ 
nican  Republic,  Ecuador,  Sierra  Leone 
and  Indonesia  will  present  few  prob¬ 
lems.  However,  church  in  the  Philip¬ 
pines,  Hong  Kong,  Puerto  Rico  and 


Instructor  in  Calderon,  Equador 
trade  school  demonstrates  a  loom 
for  Dr.  and  Mrs.  Hernandez  dur¬ 
ing  their  visit. 

Brazil  with  which  the  Evangelical 
United  Brethren  Church  is  in  partner¬ 
ship  exist  alongside  Methodist  Church¬ 
es.  In  these  areas  The  United  Meth¬ 
odist  Church  will  be  related  to  both 
Methodist  conferences  and  united 
churches. 

It  is  important  to  remember  that 
these  united  churches  are  dependent, 
sovereign  and  autonomous  denomina¬ 
tions.  Although  there  are  complica¬ 
tions  involved  in  one  mission  board 
being  related  administratively  to  two 
different  denominations  in  one  coun¬ 
try,  it  is  anticipated  that  solutions  will 
be  arrived  at  for  these  problems  prior 
to  or  soon  after  the  Methodist-EUB 
church  union  is  affected. 

Institutions 

Perhaps  some  impression  of  the  in¬ 
volvement  of  the  World  Mission  Di¬ 
vision  in  institutions  overseas  may  be 
gleaned  from  a  statistical  survey  just 
completed  in  preparation  for  church 
union.  The  study  shows  a  relationship 
to:  39  secondary  or  middle  schools, 
1 1  universities  and  colleges,  1 1  the¬ 
ological  seminaries,  5  Bible  training 
schools,  8  teacher  training  colleges,  21 
hospitals  and  clinics,  5  literature  cen¬ 
ters,  10  community  development  cen¬ 
ters  and  4  orphanages. 

Ecumenical  Involvement 

The  World  Mission  Division  is  re¬ 
lated  to  the  ecumenical  movement 
through  these  united  churches  and  by 
active  participation  in  the  World  Coun- 

Continues  on  next  page 


John  Herr  and  the  Rev.  George  Kreps  and  farm 
hand  with  turkeys  being  used  in  experiment  to 
improve  stock  in  Equador. 


Miss  Brunhilde  Goebel  on  porch  waiting  room 
of  pre-natal  clinic  in  Sierra  Leone,  West  Africa. 


The  Rev.  Jack  Thomas  with  villagers  in  Yeki 
or.  Sierra  Leone,  West  Africa. 
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from  page  three 

Methodist-Cathol  ic 
Conversations 

ing  not  only  much  common  ground 
but  also  much  common  feeling  between 
Roman  Catholics  and  Methodists.  This 
lent  warmth  to  our  relationship  and 
encouraged  candour.  It  also  deepened 
for  everyone  the  value  of  the  prayers 
in  common,  which  were  held  at  various 
times  during  the  days.” 

t 

from  page  three 

Judicial  Council 

Paragraph  325.3(1)  of  the  Discipline 
concerning  college  credit  for  admission 
on  trial  into  the  annual  conference 
means  just  what  it  says  and  that  the 
hours  of  credit  do  not  need  to  be  in 
an  institution  accredited  by  the  Uni¬ 
versity  Senate. 

An  annual  conference  can  proper¬ 
ly  file  liens  against  a  minister’s  pen¬ 
sion  annuities  to  cover  unpaid  appor¬ 
tionments  from  his  churches  for  the 
conference  pension  fund. 

An  annual  conference  cannot  place 
a  limit  on  the  amount  of  expenses 
reimbursed  a  pastor  by  his  church’s 
quarterly  conference. 

In  another  action,  the  Judicial  Coun¬ 
cil  upheld  an  earlier  ruling  concerning 
term  episcopacy.  This  was  to  the  ef¬ 
fect  that  when  the  term  of  years  for 
which  a  bishop  was  elected  expires, 
he  ceases  to  be  a  bishop. 

t 


I  realize  with  intensity  that  man 
in  all  he  does  that  is  great  and  noble 
is  only  the  organ  of  something  or 
someone  higher  than  himself. — Amiel 

It  has  not  been  ordained  that  the 
ministry  of  the  church  is  to  be  monop¬ 
olized  by  the  ordained  ministry  of  the 
church. 

Those  who  grow  weary  of  church 
organization  might  keep  in  mind  that 
extremist  groups  on  both  the  left  and 
right  are  highly  organized. 

Pentecost  is  that  high  moment  in 
any  church  when,  under  the  power  of 
God's  Holy  Spirit,  it  begins  to  com¬ 
municate  with  the  world  in  ways  the 
world  can  understand. 

Wise  Christians  pay  up  their  church 
pledges  before  leaving  on  vacation. 
Foolish  Christians  think  they  will  have 
money  to  pay  their  church  obligations 
when  they  return. 


BISHOP  ALLEN  COMMENTS 
ON  CIVIL  RIGHTS  TRIAL 

NASHVILLE,  Tenn.  (MI)— Meth¬ 
odist  Bishop  L.  Scott  Allen,  whose  of¬ 
ficial  headquarters  is  at  Waveland, 
Miss.,  views  the  convictions  in  the  re¬ 
cent  Meridian,  Miss.,  trial  of  persons 
accused  of  murdering  civil  rights  work¬ 
ers  as  an  indication  of  the  emergence 
of  a  new  era  in  judicial  administration 
in  Mississippi. 

Bishop  Allen  was  elected  to  the  epis¬ 
copacy  in  August  and  assigned  to  head 
the  Gulf  Coast  Area  of  the  Central 
(Negro)  Jurisdiction  of  The  Methodist 


from  page  fourteen 

HUB  Missions 

oil  of  Churches  and  the  Division  of 
Overseas  Ministries,  National  Coun¬ 
cil  of  Churches  of  Christ  in  Amer¬ 
ica. 

During  the  past  few  years  a  consid¬ 
erable  amount  of  its  available  funds 
have  been  channeled  into  such  ecu¬ 
menical  programs  as  the  Theological 
Education  Fund,  African  Emergency 
Relief  Program,  World  Literacy  Pro¬ 
gram,  Indian  Hunger  Appeal  and  the 
Vietnam  emergency.  Most  of  these 
grants  are  undesignated  and  reflect  a 
pattern  of  giving  which  has  been  win¬ 
ning  acceptance  with  Evangelical  Unit¬ 
ed  Brethren  members. 

The  Board  of  Missions  of  the  EUBs 
has  within  its  structure  the  Committee 
on  Emergency  Relief  and  the  Over¬ 
seas  Student  Scholarship  Committee. 
The  work  of  these  committees  will  be 
united  with  parallel  programs  in  The 
Methodist  Church. 

This  program  of  the  Evangelical 
United  Brethren  Church  is  supported 
from  a  variety  of  sources. 

Eighteen  cents  of  the  current  bud¬ 
get  dollar  comes  from  the  Christian 
Service  Fund.  The  Women’s  Division 
contributes  about  35  cents,  and  the 
program  of  special  missionary  support 
accounts  for  an  equal  amount.  Gifts 
from  the  youth  fellowship,  from  indi¬ 
viduals,  and  from  endowment  and  in¬ 
vested  funds  make  up  the  additional 
funds  that  are  needed.  Total  giving 
for  overseas  missions  averages  $3.30 
a  member. 

Plans  are  progressing  well  for  the 
integration  of  the  two  overseas  pro¬ 
grams  into  one  strong  United  Meth¬ 
odist  mission  endeavor. 

The  union  promises  to  enrich  and 
enlarge  the  present  programs  of  both 
boards  and  affords  an  excellent  oppor¬ 
tunity  to  reevaluate  all  programs  in 
the  light  of  the  agreed  upon  objectives 
and  priorities. 

t 


Church.  This  includes  Central  Jurisdic¬ 
tion  conferences  in  Mississippi,  Ala¬ 
bama  and  Florida. 

The  bishop  has  announced  that  he 
sent  a  telegram  to  Federal  Judge  Har¬ 
old  Cox  of  Jackson,  Miss.,  commend¬ 
ing  him  for  the  “masterly  manner”  in 
which  the  trial  was  conducted.  The 
trial  resulted  in  the  conviction  of  seven 
individuals  accused  of  the  murder  of 
three  civil  rights  workers  in  Philadel¬ 
phia,  Miss.,  in  1964. 

Bishop  Allen’s  telegram  to  Judge 
Cox  said: 

“Expressing  my  personal  apprecia¬ 
tion  for  the  masterly  and  judicious 
manner  in  which  the  trial  of  those  in¬ 
dividuals  accused  of  murder  of  Civil 
Rights  workers  was  conducted  in  Me¬ 
ridian.  I  feel  confident  that  Methodists 
of  the  Mississippi  and  Upper  Missis¬ 
sippi  Annual  Conferences  of  The  Meth¬ 
odist  Church,  Central  Jurisdiction 
would  join  in  this  expression, 
t 


FIRST  CONFERENCE 
ON  WORLD  ECONOMIC 
DEVELOPMENT 

(Geneva) — The  first  conference  on 
World  Economic  Development  to  be 
sponsored  jointly  by  the  World  Coun¬ 
cil  of  Churches  and  the  Roman  Cath¬ 
odic  Pontifical  Commission  on  Justice 
and  Peace  will  be  held  April  22-28, 
1968,  probably  on  the  continent  of 
Africa. 

Plans  for  the  conference  were  an¬ 
nounced  simultaneously  here  and  in 
Rome  on  October  30  by  officers  of 
the  RCC/WCC  Exploratory  Commit¬ 
tee  on  Society,  Development  and 
Peace.  WCC  associate  general  secre¬ 
tary  Philip  Potter,  who  is  the  responsi¬ 
ble  WCC  staff  member  in  the  Explora¬ 
tory  Committee,  said  “This  is  an  ex¬ 
citing  and  logical  development  in  the 
relations  between  the  World  Council 
and  the  Roman  Catholic  Church.  Vat¬ 
ican  decrees  and  recent  papal  en¬ 
cyclicals  have  expressed  themselves  in 
terms  similar  to  those  employed  in 
WCC  statements  over  the  past  twenty 
years,  and  particularly  those  of  the 
World  Conference  on  Church  and  So¬ 
ciety  held  in  Geneva  in  1966. 

“All  we  are  attempting  to  do  is 
to  obey  together  God’s  call  to  minis¬ 
ter  to  the  desperate  needs  of  the  world, 
and  to  see  justice  and  peace.  We  hope 
this  conference  will  be  the  beginning 
of  a  fruitful  collaboration  in  terms  of 
the  church’s  concern  for  the  total  de¬ 
velopment  of  peoples.” 

t 

NEW  MEMBERS 
ELECTED  TO  MSM 

NASHVILLE,  Tenn.  (MI)  —  Two 
members  have  been  elected  to  the  na¬ 
tional  Council  of  the  Methodist  Stu¬ 
dent  Movement.  They  are  Miss  Betty 
Calame,  a  student  at  Southwest  Mis¬ 
souri  State  College,  Springfield,  Mo., 
and  Miss  Anita  Thomas,  a  student  at 
the  University  of  North  Carolina  at 
Greensboro. 

The  new  members  were  elected  to 
fill  vacancies  at  a  meeting  of  the  Coun¬ 
cil  Oct.  27-29  at  Independence 
Avenue  Church  in  the  Methodist  In¬ 
ner  City  Parish  at  Kansas  City,  Mo. 


CARDINAL  BEA  SENDS 
GREETINGS  TO  LWF  ON 
REFORMATION  OBSERVANCE 

GENEVA  (RNS) — The  president  of 
the  Lutheran  World  Federation  an¬ 
nounced  here-  the  receipt  of  a  letter 
expressing  the  “hearty  greetings”  of  a 
Vatican  leader  on  the  LWF’s  combined 
observance  of  its  20th  anniversary  and 
the  450th  anniversary  of  the  Protestant 
Reformation. 

Dr.  Fredwick  A.  Schiotz,  also  pres¬ 
ident  of  the  American  Lutheran 
Church,  released  the  text  of  the  letter 
from  Augustin  Cardinal  Bea,  president 
of  the  Vatican  Secretariat  for  Chris¬ 
tian  Unity. 

The  ietter  made  specific  reference  to 
events  scheduled  for  Lund,  Sweden, 
at  the  end  of  October.  The  Lutheran 
World  Federation  is  marking  both  an¬ 
niversaries  there  since  the  LWF  was 
formed  in  Lund  in  1947. 

“With  all  of  you,  we  deeply  regret 
that  450  years  ago  the  unity  of  West¬ 
ern  Christianity  was  broken,”  Cardinal 
Bea  said  to  those  who  will  be  gathered 
at  Lund.  “We  do  not  wish  to  blame 
each  other  for  this  terrible  schism; 
rather,  together  we  wish  to  seek  ways 
of  restoring  the  lost  unity.” 

He  called  attention  to  the  “new  fel¬ 
lowship”  among  Lutherans  and  Roman 
Catholics  which  has  developed  through 
Lutheran  representation  at  the  Second 
Vatican  Council  as  a  a  result  of  Luth¬ 
eran-Catholic  theological  discussions, 
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Members  of  the  National  Confer¬ 
ence  of  the  Methodist  Student  Move¬ 
ment  voted  last  June  to  find  their 
“intercollegiate  expression”  in  the  new 
interdenominational  University  Chris¬ 
tian  Movement  and  proposed  to  phase 
out  the  National  Conference  of  the 
MSM,  the  latter  action  being  subject 
to  the  approval  of  the  Methodist  Gen¬ 
eral  Conference,  which  meets  in  April 
of  1968. 

The  Council,  which  serves  as  an 
executive  committee  for  the  National 
Conference  of  the  Methodist  Student 
Movement,  laid  plans  in  its  Kansas 
City  meeting  to  help  interpret  the 
UCM  to  the  Methodist  campus  minis¬ 
try  in  all  sections  of  the  country. 
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Entertaining  with  musical  rendi¬ 
tions  at  recent  Ruston  District 
Layman's  Banquet  was  this  quar¬ 
tet  from  Bernice  Methodist  Church 
(host  church).  Left  to  right:  Guy 
Wesley  Cagle,  Paul  Caldwell, 
Bob  Lynn,  James  Cook,  and  Car- 
lene  Akin,  accompanist. 


Bishop  Walton  was  guest  speaker 
at  Vinton  First  Method! st Church, 
Sunday,  October  22.  He  is  shown 
here  with  Church  School  Superin¬ 
tendent  Dexter  Brown  (left)  and 
the  Rev.  James  Poole,  pastor. 


Fifth  and  sixth  grades.  First 
Methodist  Church,  Houma,  on  re¬ 
cent  outing  at  Houma  Air  Base. 
With  them  are  counselors  Mrs. 
Ray  Scott,  Mrs.  Benson  Riggen 
and  Mrs.  Niles  Copeland. 


RIGHT:  A  Teacher  Appreciation 
Banquet  for  Church  School  Teach¬ 
ers  and  Workers  of  Slidell  Metho¬ 
dist  Church  was  held  at  Pine- 
wood  Country  Club  Oct.  24.  The 
Rev.  Luther  L.  Booth,  pastor  of 
St.  Matthew’s  Methodist  Church, 
New  Orleans,  was  guest  speaker. 
At  head  table,  left  to  right:  Mrs. 
Robert  Carter,  Mr.  Carter,  Church 
School  superintendent;  the  Rev. 
Kirby  A.  Vining,  pastor;  guest 
speaker  and  Mrs.  Booth;  Mrs. 
Vining;  Mrs.  William  A.  Berekes, 
education  assistant,  with  hus¬ 
band  Mr.  Berekes. 


Randy  and  Raymond  Perry,  members  of  Asbury  Methodist 
Church,  Lafayette,  received  God  and  Country  awards  from 
Scoutmaster  Loyce  Finch  as  the  Rev.  George  Ross,  pas¬ 
tor,  and  Mr.  and  Mrs.  D.  R.  Perry,  parents,  look  on.  Ray¬ 
mond,  17,  senior  at  Lafayette  High  School,  has  spent  nine 
years  in  the  scouting  program.  He  served  as  Junior  As¬ 
sistant  Scoutmaster  to  the  National  Scout  Jamboree  held 
in  Valley  Forge,  Penn,  for  two  years,  and  made  the  Cana¬ 
dian  Canoe  trip  with  Explorers  of  Evangeline  Area  Coun¬ 
cil  last  year.  Randy,  15,  a  sophomore  at  Lafayette  High, 
has  served  as  Den  Chief  and  is  presently  Junior  Assist¬ 
ant  to  Scoutmaster  Finch. 


Fishermen  relaxing  at  Rockefeller  Wild  Life  Lodge  at 
Grand  Chenier,  after  the  catch.  Seated,  left  to  right, 
James  Christie,  Bishop  Walton,  George  Pomeroy.  Stand¬ 
ing:  Claude  Burson,  John  Burson,  R.  M.  Bentley  and  Will¬ 
iam  B.  Shaw. 


The  young  folk  at  First  Methodist  Church,  Zwolle,  had 
charge  of  a  recent  Sunday  evening  service  in  their  church. 
Darrell  Mires  (behind  pulpit)  was  the  speaker  of  the  eve¬ 
ning.  Sixty  MYF  members  and  counselors  and  other  youths 
from  the  area  attended  a  recent  hay  ride  and  weiner  roast. 
The  Rev.  M.  P.  Cansler  is  pastor. 


Lakeview  MYF  members,  Shreve¬ 
port  at  "Cookie  Party"  where 
they  made  cookies  and  candies 
to  send  to  Viet  Nam  for  soldiers 
without  families. 


First  Methodist  Church,  Houma 
MYF  counselors  stand  ready  to 
serve  refreshments  following  a 
quarterly  Parent’s  Meeting  of  the 
Youth  Division.  Left  to  right, 
Mrs.  Otis  Solomon,  Mr.  and  Mrs. 
Leroy  Gresham. 


In  two  scenes  below  Shreveport 
Sub-District  MYFers  are  shown 
visiting  among  patients  at  the 
Shriner’s  Hospital  for  Crippled 
Children.  A  "Little  Red  Riding 
Hood”  play  was  presented  for 
patients  followed  by  a  "hootnan- 
ny"  and  refreshments. 
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At  the  recent  consecration  service  for  the  new  gymnasium  at  the  Black- 
water  Methodist  Church,  the  pastor,  the  Rev.  Hugh  Baker  receives  the  con¬ 
gratulations  of  Dr.  Bentley  Sloane,  Baton  Rouge  District  Superintendent, 
while  Guy  Denham,  right,  chairman  of  the  finance  committee  looks  on. 

I  Dr.  Carl  Lueg  to  First  Church,  Monroe 

fourteen  ministers  involved  in 
mid-year  appointment  changes 


I  Editorial  correspondence 

Editors  of  religious 
periodicals  attend 
Pentagon  briefing 

“We  will  win  the  war  in  Vietnam 
when  the  North  Vietnamese  leave  the 
South  Vietnamese  alone.”  This  is  the 
answer  a  high  Defense  Department 
spokesman  gave  to  a  group  of  Prot¬ 
estant  church  editors  in  the  Pentagon 
last  Wednesday  when  they  kept  press¬ 
ing  for  an  answer  to  the  question, 
“How  will  we  know  when  we  have 
won?” 

High  military  and  civilian  officials 
appeared  as  resource  persons  for  the 
one-day  briefing  arranged  for  the  edi¬ 
tors  by  their  national  association,  the 
Associated  Church  Press.  Approxi¬ 
mately  60  editors  attended  for  the  day. 
Among  the  Methodists  were  Dr.  Mc¬ 
Kay  Brabham,  editor  of  the  South  Car¬ 
olina  -Methodist  Advocate;  Mrs.  Marie 
Herb,  editor  of  Methodist  Woman,  Df. 
Wilson  Weldon,  editor;ofTJpper  Room, 
Will  White  of  the  Together  staff,  and 
your  editor. 

Included  among  those  who  briefed 
the  group  on  the  present  military  sit¬ 
uation  were  two  generals  who  have  re¬ 
cently  returned  from  the  command 'pf 
combat  troops  in  Vietnam.  Eachc^e? 
ported  that  troops  of  all  the  American 
services  are  actively  engaged  in  “the 
other  war,”  which  included  assisting 
in  the  construction  of  schools  and  the 
giving  of  medical  assistance  to  civilian 
sick  and  wounded. 

Speaking  of  positive  gains  being 
made  in  the  military  situation,  the  mil¬ 
itary  officers  said  that  “main  force” 
units — large  units  of  Viet  Cong  and 
North  Vietnamese  troops — are  operat¬ 
ing  from  positions  closer  and  closer  to 
borders  so  that  they  can  escape  into 
the  neighboring  countries. 

A  high  civilian  official  pointed  out 
the  difficulties  of  evaluating  and  in¬ 
terpreting  success  in  this  conflict  be¬ 
cause  of  “a  lack  of  standards  for  meas¬ 
urement.”  All  of  those  who  spoke 
praised  the  South  Vietnamese  for  the 
progress  they  have  made  toward  a 
stable  government  as  evidenced  in 
three  elections  held  this  year.  A  higher 
percentage  of  registered  voters  cast 
their  ballots  in  these  elections  than  the 
average  in  the  United  States.  One  of¬ 
ficial  said,  “It  is  amazing  that  the 
voters  had  so  much  stamina  and  will.” 

Please  turn  to  page  4 


Dr.  Carl  Lueg,  Sr.,  district  superin¬ 
tendent  of  the  New  Orleans  District, 
has'.been  named  pastor  of  First  Meth¬ 
odist  Church,  Monroe,  in  a  series  of 
thid-year  appointments  announced  last 
week  by  Bishop  Aubrey  G.  Walton. 
He  will  succeed  the  Rev.  George  W. 
Harbuck  who  was  appointed  staff  chap¬ 
lain,  department  of  hospitals  and  insti¬ 
tutions  of  the  State  of  Louisiana. 

Other  appointments  announced  by 
Bishop  Walton — all  of  which  are  to  be¬ 
come  effective  December  1 — include: 
Dr.  G.  W.  Pomeroy,  pastor  of  First 
Methodist  Church,  Lake  Charles,  to  be 
district  superintendent  of  the  New  Or¬ 
leans  District;  the  Rev.  Luther  L. 
Booth,  pastor  of  St.  Matthews  Church, 
New  Orleans,  to  be  pastor  of  First 


Church,  Lake  Charles; 

The  Rev.  James  L.  Stovall,  pastor 
of  First  Church,  Lafayette,  to  St.  Mat¬ 
thews  Church,  New  Orleans;  the  Rev. 
Edward  R.  Haug,  district  superintend¬ 
ent  of  the  Monroe  District,  to  be  pas¬ 
tor  of  First  Church,  Lafayette;  the  Rev. 
W.  D.  Boddie,  pastor  of  First  Church, 
Crowley,  to  be  district  superintendent 
of  the  Monroe  District; 

The  Rev.  Beverly  E.  Bond,  pastor 
of  North  Baton  Rouge  Church,  to 
First  Church,  Crowley;  the  Rev.  A.  G. 
Taylor,  pastor  of  Haynesville-Colquitt, 
to  North  Baton  Rouge  Church;  the 
Rev.  J.  Henry  Bowdon,  Jr.,  pastor  of 
First  Church,  Plaquemine,  to  Haynes-1 
ville-Colquitt; 

The  Rev.  Lonnie  E.  Sibley,  pastor 


■  John  Karl  Tooke 

Minister's  son  killed 
in  Vietnam  action 

Lance  Corporal  John  Karl  Tooke., 
Company  G,  Second  Batallion  of  the 
Fifth  Marine  Corps,  who  was  released 
from  the  hospital  at  Cam  Rahn  Bay, 
October  16,  was  killed  in  action  in 
Vietnam  on  Monday,  November  6.  He 
had  been  hospitalized  from  wounds  re 
ceived  in  action  near  the  Demilitarized 
Zone  on  September  28. 

All  of  Louisiana  Methodism  and  the 
many  friends  of  the  Tooke  family 
across  the  church  join  with  them  in 
their  time  of  sorrow. 

The  Tooke  family  recently  moved 
to  16  Cummings  Court,  Metuchen, 
N.J.  (a  suburb  of  New  York)  from 
Willingboro,  N.J.  (a  suburb  of  Phil¬ 
adelphia)  as  the  staff  members  of  the 
National  Division  of  the  Board  of  Mis¬ 
sions  completed  their  move  to  New 
York.  His  office  address  is  Third  Floor, 
475  Riverside  Drive,  New  York,  N.Y., 
10027. 

t 

Bishop  Moore 
to  preach 
at  Carrollton 

Bishop  Arthur  J.  Moore  of  Atlanta, 
Ga.,  who  after  almost  eight  years  of 
retirement  is  one  of  the  most  active 
evangelistic  preachers  in  The  Method¬ 
ist  Church,  will  be  the  evangelist  for 
revival  services  at  Carrollton  Church, 
New  Orleans,  November  26-December 
1. 

Regular  services  will  be  held  on 
both  Sundays  of  the  revival,  and  week¬ 
day  services  will  be  held  at  10  a.m.  and 
7:30  p.m. 

The  Carrollton  pastor  is  Dr.  James 
T.  Harris. 
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of  Caddo  Heights  Church,  Shreveport, 
to  First  Church,  Plaquemine;  the  Rev, 
William  Finnin,  pastor  of  Dubach- 
Hilly,  to  Caddo  Heights  Church, 
Shreveport;  and  the  RevT  D.  R.  Deen, 
pastor  of  Elizabeth-Hopewell  Charge’ 
to  Dubach.  The  Elizabeth-Hopewell 
appointment  will  be  announced  later, 

James  W.  Jones,  Associate  at  St. 
Matthew’s  in  New  Orleans,  is  appoint¬ 
ed  Associate  Minister  at  St.  Paul’s  in 
Monroe,  effective  December  1. 

Bishop  Walton  also  announced  that 
the  Rev.  Ollie  L.  Golson,  at  his  own 
request,  is  being  relieved  until  con¬ 
ference  from  the  Raymond  Church  in 
the  Lake  Charles  District.  An  appoint¬ 
ment  to  this  church  will  be  announced 
later. 


AT  THE  HEART  OF  THE  PROBLEM 
OF  MINISTERIAL  SUPPLY 

AS  METHODIST  annual  conferences  and  local 
churches  become  increasingly  conscious  of 
their  needs  to  help  finance  ministerial  educa¬ 
tion  in  a  more  substantial  way  we  move  steadily 
toward  a  more  realistic  approach  to  the  education 
of  our  young  men  and  women  who  have  decided 
for  the  ministry.  However,  there  still  remains  un¬ 
answered  the  question  concerning  the  declining 
number  of  young  people  who  are  deciding  for  full¬ 
time  Christian  service.  This  is  the  heart  of  the 
problem  of  ministerial  supply,  and  every  denomina¬ 
tion  including  the  Roman  Catholics  is  aware  of 
its  implications  for  the  future  of  the  church. 

Some  of  the  blame  must  be  placed  at  the  door 
of  the  local  church.  Once  every  congregation  felt 
itself  part  of  a  recruiting  team  to  send  its  best 
young  men  into  the  ministry.  Many  of  our  local 
churches  need  to  be  aroused  to  a  sense  of  positive 
Christian  pride  in  this  matter.  While  we  were  serv¬ 
ing  in  Ohio,  one  of  our  friends  who  served  as  pas¬ 
tor  of  a  rather  large  church  discovered  that  not 
one  minister  had  gone  out  from  that  congregation. 
He  did  something  rather  dramatic  about  it.  He 
placed  in  the  foyer  a  large  picture  frame  enclosing 
a  white  piece  of  cardboard  on  which  were  written 
these  words:“Reserved  for  the  picture  of  the  first 
young  man  to  enter  the  Christian  ministry  from 
our  church.”  Before  we  left  that  state  the  picture 
of  a  most  promising  candidate  for  the  ministry 
filled  that  frame. 

In  other  sections  of  the  church  it  is  being  rec¬ 
ognized  that  the  atmosphere  of  the  home  must  be 
congenial  for  such  a  decision.  The  Central  Penn- 


SO  MAY  IT  EVER  BE 


sylvania  Annual  Conference  recently  prepared  a 
series  of  attractive  and  cogent  pamphlets  which 
are  being  mailed  each  month  to  the  homes  of  the 
churches  calling  upon  them  to  face  up  to  the  part 
the  Christian  home  plays  in  a  decision  for  the 
Christian  ministry.  Once  parents  prayed  that  at 
least  one  of  their  sons  would  become  a  minister. 
Now  many  of  them  are  thrown  into  shock  when 
such  a  decision  is  announced.  We  do  not  believe 
that  God  has  ceased  to  call  into  his  service  an 
adequate  number  of  young  people;  that  call  is 
simply  smothered  by  negative  parental  attitudes 
that  ought  not  to  exist  in  Christian  homes. 

Another  part  of  the  problems  lies  in  the  youth 
program  of  the  church.  We  have  a  feeling  that  a 
great  majority  of  the  ministers  of  middle  age  or 
older  now  serving  in  the  church  made  their  decision 
in  the  context  of  the  youth  program.  We  can  re¬ 
call  our  own  experience  in  this  matter  in  the  period 
as  a  youth  officer  in  the  North  Arkansas  Confer¬ 
ence.  The  decision  was  encouraged  and  accelerated 
by  the  great  Youth  Conference  held  in  Memphis 
at  Christmas  time,  1935.  We  hope  that  as  a  new 
and  relevant  curriculum  is  completed  for  our  young 
people  there  can  once  again  come  those  opportu¬ 
nities  in  which  it  will  once  more  be  the  expected 
thing  that  decisions  will  be  made  for  the  Chris¬ 
tian  ministry. 

Some  of  the  problem  with  which  we  deal  has 
been  created  by  our  own  machinery  for  Christian 
higher  education,  both  at  the  college  and 
seminary  level.  Many  pressures  now  exist  within 
the  college  community  which  account  for  the  de¬ 
fection  of  many  who  went  to  college  determined 
to  prepare  themselves  for  the  ministry.  Some  of 
these  are  as  old  as  college  itself — if  a  young  per¬ 
son’s  faith  is  not  strong  enough  to  handle  knowl¬ 
edge  then  it  is  not  a  faith  rugged  enough  to  under¬ 
gird  a  life  of  service  in  the  ministry.  But  there 
never  has  been  and  never  will  be  justification  for 
the  professor  who  makes  it  his  mission  to  spread 
the  lie  that  a  young  person  of  real  intelligence 
would  waste  his  talents  in  the  Christian  ministry. 
Academic  freedom  must  be  supported  on  the  cam¬ 
pus,  but  in  any  institution  of  higher  learning  this 
does  not  carry  with  it  such  license  as  we  have 
mentioned. 

The  heart  of  the  problem  of  ministerial  prob¬ 
lem  is  you  and  me. Our  attitudes,  our  determina¬ 
tions,  and  our  faith  can  undergird  God’s  call  to  a 
sufficient  number  of  young  people  to  serve  him  in 
His  Church. 
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A  Long  Afternoon 

Occasionally  we  are  overcome  with 
a  sense  of  guilt  for  not  being  able  to 
speak  another  language.  This  feeling 
was  intensified  on  a  recent  plane  flight 
to  Washington  on  which  we  shared  a 
seat  with  a  newspaper  man  from  South 
America.  The  only  means  of  commu¬ 
nication  we  had — other  than  an  un¬ 
derstanding  smile — was  the  paperback 
Spanish-American  dictionary  he  car¬ 
ried.  All  afternoon  we  kept  passing  it 
back  and  forth  and  by  some  strange 
miracle  a  little  bit  of  communication 
resulted. 

Despite  this  impediment,  it  is  re¬ 
markable  how  much  we  learned  about 
each  other.  (We  learned  in  Europe  a 
year  ago  that  this  is  possible  even 
when  two  people  do  not  speak  the 
same  language.)  For  example,  I  came 
away  knowing  that  he  was  a  reporter 
on  a  daily  newspaper  in  Quito,  the 
capital  city  of  Ecuador;  that  he  has 
four  children;  that  he  was  touring  this 
country  with  a  team  of  South  Amer¬ 
icans;  that  they  had  visited  Nova 
Scotia,  Newfoundland,  Expo  67,  Chi¬ 
cago,  Houston,  Dallas,  Mexico,  Little 
Rock,  and  that  they  were  returning  to 
Washington  for  a  week  there  before 
they  returned  home. 

Like  most  travelers,  he  was  taking 
home  a  supply  of  souvenirs  that  in¬ 
cluded  a  large  Mexican  hat  (I  would 
have  assumed  that  they  had  hats  like 
that  in  Ecuador,  too)  and  a  TV  set 
which  he  had  purchased  in  Houston 
for  $150.  (He  said  the  same  set  would 
have  cost  about  $500  in  his  home 
country.) 

So,  you  see  we  did  converse,  and 
yet  it  was  by  the  hardest.  I  will  never 
forgive  myself  for  not  taking  Spanish 
and  learning  to  speak  it. 

THOUGHT  FOR  THE  WEEK:  The 
talk  around  Washington  is  about  Dr. 
Goddard,  head  of  the  Pure  Food  and 
Drug  Administration  who  has  been  in¬ 
sisting  that  the  use  of  marijuana  isn’t 
so  bad.  They  are  saying,  “Goddard 
is  saying  its  wrong  to  smoke  cigarettes, 
but  alright  to  use  marijuana.” 
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I  September  1,  1968  beginning  date 

New  curriculum  for  youth  explained 


NASHVILLE,  Tenn.  (MI)  —  The 
youth  get  their  turn  in  September  of 
1968.  First  it  was  a  new  Methodist 
church  school  curriculum  for  children, 
now  it’s  a  new  adult  curriculum,  and 
come  next  September  there  will  be 
totally  new  church  school  curriculum 
resources  for  youth  of  the  new  United 
Methodist  Church. 

The  union  of  The  Methodist 
Church  and  the  Evangelical  United 
Brethren  Church  will  not  take  place 
until  April,  but  for  at  least  two  years 
leaders  of  the  two  denominations  have 
been  working  toward  a  new  youth  cur¬ 
riculum  and  educational  resources. 
Preliminary  planning  began  more  than 
five  years  ago. 

The  new  curriculum  and  resources 
are  to  meet  needs  brought  about  by 
rapidly  changing  times,  said  Dr.  Henry 
M.  Bullock,  Nashville,  editor  of  Meth¬ 
odist  church  school  publications.  Never 
before  has  there  been  such  a  sweeping 
change  in  the  youth  curriculum.  The 
last  major  overhaul  was  in  1952. 

Not  only  to  changes  in  society  call 
for  a  new  curriculum  and  resources, 
but  the  current  concept  of  youth  min¬ 
istry  demands  it,  said  Miss  Rowena 
Ferguson,  Nashville,  editor  of  church 
school  publications  for  youth. 

“In  the  present  concept  of  youth 
ministry,”  said  Miss  Ferguson,  “work¬ 
ers  with  youth  are  urged  to  think  of 
youth  as  an  integral  part  of  the  church 
and  not  as  a  group  to  be  segmented 
as  a  sort  of  club  of  future  churchmen.” 

There  is  no  reason  why  a  church 
should  not  continue  a  youth  group  of 
the  Methodist  Youth  Fellowship  type 
if  it  serves  a  useful  purpose,  Miss 
Ferguson  said,  but  such  a  group  should 
be  considered  only  one  aspect  of  the 
total  youth  ministry. 

“The  focus  now,”  she  said,  “is  on 
ministry  to  youth  by  youth  and  with 
youth.  Of  course,  adults  share  in  this 
ministry.  Youth  as  well  are  the  church 
and  are  a  part  of  its  ministry  to  its 
own  members  and  to  the  world.” 

Dr.  Bullock  said  he  thinks  the  new 
youth  curriculum  resources  will  attract 


youth  because  they  will  “reflect  the 
world  of  today’s  young  people  in  at 
least  three  important  ways: 

“First,  photographs  and  art  will 
show  modem  young  people  in  a  variety 
of  moods,  from  joyous  celebration  and 
thoughtful  decision-making  to  despair. 
The  accent  will  be  on  modern  design 
in  all  books  and  magazines. 

“Second,  the  text  or  course  of  study 
itself  will  take  many  forms — interpre¬ 
tive  reports,  dialogues,  ‘fact’  pieces. 
Youth  advisers  are  convinced  that  this 
kind  of  material  invites  research  and 
study. 

“Third,  every  unit  of  curriculum  will 
be  anchored  in  the  biblical  message, 
but  there  will  be  no  hidden  dogmatic 
conclusions  to  be  reached  at  the  end 
of  a  course  of  study.  In  fact,  the  young 
people  will  be  encouraged  to  establish 
their  own  study  goals,  plan  their  re¬ 
search  and  approach  to  study,  and  ar¬ 
rive  freely  at  their  own  conclusions 
within  the  guidelines  of  the  faith.” 

The  new  curriculum  will  provide 
much  greater  flexibility,  with  more  set¬ 
tings  and  opportunities  for  study,  said 
Dr.  Bullock.  He  added  that  it  also  will 
challenge  local  churches  to  use  greater 
initiative  and  creativity  in  planning 
their  youth  ministry. 

The  curriculum  materials  will  be 
prepared  for  continuing  and  occasional 
systematic  study  settings  and  for  in¬ 
formal  group  settings. 

The  three  basic  systematic  study 
settings  will  be  (1)  weekly  classes,  a 
continuing  study  setting;  (2)  the  Week 
End,  an  occasional  study  setting;  and 
(3)  the  School  of  Religion,  another  oc¬ 
casional  study  setting.  All  resources 
will  be  introduced  in  September,  1968, 
except  the  paperback  books  to  be  used 
in  the  School  of  Religion,  which  will 
be  ready  in  the  summer  of  1969. 

The  materials  for  the  weekly  classes 
will  consist  of  a  students’  magazine; 
leaders’  or  class  guide,  and  Resource 
Kit,  published  quarterly  and  graded  7 
and  8,  9  and  10,  11  and  12. 

Week  End  Pacs  will  be  provided  for 
the  Week  End.  Each  Pac  will  contain 


WESLEY  IN  CLAY— A 

clay  model,  half  the  size 
of  a  bronze  statue  of 
John  Wesley  that  will 
be  erected  in  Savannah, 
Ga.,  has  been  unveiled 
by  Marshall  Daugherty, 
the  sculptor,  in  his  Ma¬ 
con  studio.  The  model 
shows  the  founder  of 
Methodism  at  the  age  of 
33,  his  age  when  he  came 
to  Georgia  as  an  Angli¬ 
can  mi  ss  ion  ary  and  served 
in  1736-37.  The  monu¬ 
ment,  being  developed  by 
Georgia  Methodists  at  a 
cost  of  $50,000.  will 
stand  in  Reynolds  Square, 
near  the  home  where 
Wesley  lived  in  the  port 
city. 


Church-State  policies 
suggested  for  Uniting 
Conference  consideration 

WASHINGTON,  D.  C.  —  A  na¬ 
tional  study  commission  approved  here 
a  variety  of  recommendations  on 
church-state  issues  to  be  submitted  to 
the  highest  law-making  body  of  the 
new  1 1 ,000,000-member  United  Meth¬ 
odist  Church,  to  be  formed  next  spring 
in  Dallas,  Texas, 

The  recommendations  of  the  study 
commission,  officially  called  the  Com¬ 
mission  on  Church-Government  Rela¬ 
tions,  will  be  submitted  to  the  Unit¬ 
ing  Conference  for  consideration  and 
possible  adoption.  If  adopted,  they 
would  became  the  official  position's  of 
The  United  Methodist  Church  on  the 
issues  involved.  Highlights  of  the  prop¬ 
ositional  statements  are: 

Approval  of  selective  conscientious 
objection  to  military  service;  a  strong 
defense  of  the  obligation  of  churches 
to  speak  and  act  on  social  and  “po¬ 
litical”  matters,  including  seeking  to 
influence  legislation;  endorsement  of 
Supreme  Court  decisions  prohibiting 
regular  worship  services  in  public 
schools;  encouragement  of  study  of  re¬ 
ligions  in  public  schools  on  a  non¬ 
sectarian  basis;  approval  of  use  of  gov¬ 
ernment  funds  by  church-related 
schools  and  social  welfare  agencies 
only  under  carefully-prescribed  condi¬ 
tions;  a  recommendation  that  certain 
tax  advantages  granted  to  churches  and 
clergymen  be  eliminated;  a  call  for 
churches  to  protest  violations  of  the 
civil  rights  of  the  poor,  such  as  un¬ 
announced  inspections  by  welfare  per¬ 
sonnel. 
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a  study  book,  resources  for  worship, 
and  other  materials  for  a  variety  of 
activities. 

The  School  of  Religion  materials 
will  be  a  new  series  of  colorful,  illu¬ 
strated  paperback  books,  graded  for 
early  teens  and  later  teens. 

In  the  informal  group  settings,  youth 
will  have  opportunities  to  “discuss, 
argue,  probe,  and  sound  forth  on”  sub¬ 
jects  of  special  interest  to  them.  Mate¬ 
rials  also  will  be  provided  for  these 
informal  groups.  For  early  teen  groups, 
there  will  be  a  quarterly  magazine; 
for  later  teens,  a  semi-annual  publica¬ 
tion  designed  to  stimulate  discussion 
of  a  variety  of  topics  and  frequent  bul¬ 
letins  dealing  with  “emergent  or  crisis 
issues  in  national  and  international  life 
in  light  of  Christian  values  and  com¬ 
mitments.” 

Two  new  magazines  for  leisure-time 
reading,  one  for  junior  highs,  the  other 
for  senior  highs,  also  will  be  provided. 

There  also  will  be  educational  re¬ 
sources  for  purposes  other  than  those 
mentioned.  All  in  all,  the  new  youth 
curriculum  materials  will  include  about 
25  new  publications. 

The  materials  will  be  prepared  in 
Nashville  by  the  Editorial  Division  of 
the  denomination’s  Board  of  Educa¬ 
tion  and  published  by  the  Methodist 
Publishing  House. 

Miss  Ferguson,  in  charge  of  the  Edi¬ 
torial  Division’s  Department  of  Youth 
Publication,  heads  a  staff  of  10  editors 
of  youth  materials. 

The  Methodist  Board  of  Education 
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DAILY  BIBLE  READING 
Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  •  as  a  regular  guide  for 
use  in  your  homes. 

Nov.  19— Sunday  Jer.  33:1-11 

Nov.  20  .  Matt.  9:1-17 

Nov.  21  .  Matt.  9:18-38 

Nov.  22  . Matt.  11:1-19 

Nov.  23  .  Matt  11:20-30 

Nov.  24  .  Luke  17:1-19 

Nov.  25  .  Luke  24:36-53 

Nov.  26— Sunday  .  John  6:1-15 


Commission  appraises 
worship  forms 

Members  of  the  Methodist  Church’s 
Commission  on  Worship,  and  profes¬ 
sors  of  worship  from  Methodist  and 
Evangelical  United  Brethren  seminaries 
met  at  Garrett  Theological  Seminary, 
Evanston,  Ill.,  October  30  for  an  ap¬ 
praisal  of  worship  forms.  This  was  the 
first  consultation  of  its  kind  ever  held 
in  the  denomination. 

The  group  considered  and  evaluat¬ 
ed  worship  from  many  viewpoints,  in¬ 
cluding  history,  theology,  and  present 
practice.  An  entire  day  was  spent  on 
an  analysis  of  forms  of  worship.  As¬ 
sisted  by  videotape,  the  consultation 
participants  discussed  such  aspects  as 
the  use  of  contemporary  language, 
baptismal  procedures.  Holy  Commun¬ 
ion,  handling  of  the  offering,  vestments, 
and  the  “call  to  discipleship.” 

Bishop  Webb,  of  Springfield,  Ill., 
and  chairman  of  the  Commission  on 
Worship,  presided  over  the  three-day 
conference.  Assisting  were  other  of¬ 
ficers  of  the  commission — Dr.  Joseph 
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Chaplains,  Laymen 
meet  in  Germany 

BERCHTESGADEN,  Germany  — 
Nowhere  better  than  here  does  the 
term  “mountaintop  experience”  fit  a 
religious  retreat,  as  200  chaplains  and 
laymen,  mostly  Methodists  with  the  U. 
S.  military,  found  out  October  23-27. 

Addresses  that  were  quoted  repeat¬ 
edly,  discussion  groups  that  didn’t  want 
to  stop,  excursions  and  coffee  breaks 
amid  the  grandeur  of  the  rugged  Alps 
— all  these  contributed  to  the  renewal, 
growth  and  fellowship  for  which  the 
retreat  was  designed. 

In  this  seventh  annual  program  for 
Europe,  the  Methodist  chaplains  were 
joined  by  those  of  three  other  denomi¬ 
nations,  including  six  from  the  Evan¬ 
gelical  United  Brethren,  for  a  total  of 
41.  The  lay  men  and  women,  totaling 
72  registrants,  came  from  11  denomi¬ 
nations  or  faiths.  They  provided  a  dis¬ 
tinctly  youthful  flavor  to  the  retreat,  as 
the  average  lay  participant’s  age  was 
estimated  at  22  to  23  years.  There 
were  attendants  as  young  as  two 
months,  but  their  participation  was  re¬ 
strained. 

Principal  speaker  for  the  retreat  was 
Bishop  W.  Angie  Smith  of  Oklahoma 
City,  Okla.,  chairman  of  the  Commis¬ 
sion  on  Chaplains.  Today’s  crises  and 
fads  are  no  worse  than  in  other  gen¬ 
erations,  he  declared,  as  he  predicted 
a  “leveling  off”  from  excesses,  which 
he  said  every  generation  has  experi¬ 
enced. 
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Dr.  Bentley  Sloane,  Bat¬ 
on  Rouge  District  Super¬ 
intendent,  is  seen  as  he 
visits  during  the  Group 
Quarterly  Conference 
held  recently  at  Jackson 
Methodist  Church. 


B  Annual  assembly  at  Shreveport 

Louisiana  Council 
adopts  significant 

The  Louisiana  State  Council  of 
Churches  held  its  Annual  Assembly 
at  First  Methodist  Church,  Shreveport, 
on  Nov.  6  and  7,  and  adopted  recom¬ 
mendations  and  interdenominational 
programs  for  the  coming  year  on  pris¬ 
oner  rehabilitation,  mental  retardation, 
evangelism  and  greater  co-operation 
with  Roman  Catholics. 

Director  David  Wade  of  the  Lou¬ 
isiana  Department  of  Institutions  out¬ 
lined  his  plans  for  prisoner  rehabilita¬ 
tion  in  the  state’s  six  penal  and  cor¬ 
rectional  institutions  and  asked  the 
churches  of  the  state  to  provide  citizen 
support  necessary  to  developing  ad¬ 
equate  rehabilitation  and  facilities  in 
the  state  institutions  for  youth  and 
adults. 

The  Council  adopted  a  four  point 
program  of  prisoner  rehabilitation: 
(1)  a  legislative  information  service  to 
inform  church  leaders  in  all  commu¬ 
nions  and  in  all  parts  of  the  state  about 
state  legislation  needed  to  improve  re¬ 
habilitation  facilities  and  programs;  (2) 
to  enlist  local  churches  to  sponsor  fed¬ 
eral  and  state  parolees  to  help  them 
find  jobs  and  solve  other  adjustment 
problems;  and  support  the  establish¬ 
ment  of  half-way  houses  and  pre-re¬ 
lease  centers  to  help  ex-prisoners  make 
adjustment  to  the  free  world;  and  as¬ 
sist  in  the  preparation  of  prisoners 
about  to  be  released  from  prison;  (3) 
to  set  up  a  series  of  field  trips  by 
church  leaders  to  state  penal  institu¬ 
tions  so  that  they  may  have  a  first 
hand  look  at  the  problems;  and  (4)  to 
join  with  other  groups  in  the  state 
to  sponsor  a  major  statewide  confer¬ 
ence  on  prisoner  rehabilitation  in  1968 
for  the  purpose  of  mobilizing  those  in 
the  state  interested  in  this  problem 
and  to  assist  in  the  education  of  the 
general  public  on  the  need  for  reha¬ 
bilitation. 

Mrs.  William  H.  Galloway,  Direc¬ 
tor  of  the  program  for  aging  at  First 
Methodist  Church  in  Baton  Rouge, 
spoke  to  the  Council  assembly  on  what 
local  churches  can  do  to  help  the  ag¬ 
ing  continue  to  feel  useful  and  find 
meaning  in  life  after  retirement.  She 
elaborated  details  about  the  Baton 
Rouge  program  which  has  been  rec- 


of  Churches 
recommendations 

ognized  by  the  Administration  on  Ag¬ 
ing  of  the  U.S.  Department  of  Health, 
Education  and  Welfare  as  one  of  the 
four  most  outstanding  programs  of  its 
kind  in  the  nation. 

Dr.  Edward  D.  Grant,  Sr.,  former 
director  of  the  state’s  Department  of 
Institutions  and  a  layman  from  the 
Presbyterian  Church  in  Baton  Rouge, 
spoke  to  the  Council  on  ecumenism 
from  the  layman’s  point  of  view  and 
the  need  for  the  churches  to  work  to¬ 
gether  through  such  an  organization  as 
the  Louisiana  State  Council  of  Church¬ 
es  which  is  independent  of  other  coun¬ 
cils  of  churches  but  which  at  the  same 
time  maintains  a  responsible  relation¬ 
ship  to  the  total  ecumenical  move¬ 
ment. 

The  State  Council  of  Churches  also 
voted:  to  continue  work  with  state 
churches  in  training  local  churches  how 
to  set  up  programs  for  the  aging  and 
how  to  work  with  other  community 
agencies;  to  sponsor  a  state  workshop 
on  the  religious  education  of  the 
mentally  retarded  to  be  held  at  St. 
James  Episcopal  Church  in  Baton 
Rouge  on  December  1;  to  sponsor  a 
statewide  ecumenical  evangelism  pro¬ 
gram  before  Easter  in  1968;  and  to  join 
with  Louisiana  Roman  Catholics  in  a 
joint  celebration  of  the  week  of  Prayer 
for  Christian  Unity,  January  18-25. 

The  Rt.  Rev.  Charles  J.  Plauche 
represented  His  Excellency,  the  Most 
Reverend  Philip  M.  Hannan,  Arch¬ 
bishop  of  New  Orleans,  at  the  Council 
Assembly,  and  told  the  Protestant  dele¬ 
gates  from  1 1  Louisiana  denominations 
that  “Catholics  and  Protestants  should 
work  together  for  the  common  good 
of  the  community.  In  the  Past  we  all 
built  caricatures  of  each  other  and  now 
are  beginning  to  break  these  down.” 

“The  various  Catholic  dioceses  of 
Louisiana  are  very  much  committed 
to  the  two  fold  thrust  of  ecumenism — 
theology  and  good  works.” 

The  Rev.  Sam  J.  Allen,  Executive 
Director  of  the  Council  of  Churches 
said,  “we  cannot  afford  the  luxury  of 
playing  at  ecumenism  if  we  are  to  be 
true  to  one  of  the  highest  callings  of 
God  in  this  century  of  His  church. 

“One  of  the  greatest  problems  fac¬ 
ing  the  ecumenical  movement  is  de- 


CENTENARY  COLLEGE 
RECEIVES  SEARS  GRANT 

Unrestricted  grants  totaling  $1  mil¬ 
lion  were  distributed  last  week  by  the 
Sears-Roebuck  Foundation  under  a 
continuing  program  of  aid  to  privately 
supported  colleges  and  universities, 
Leo  Bums,  local  representative  of  the 
Foundation  said  as  he  presented  Cen¬ 
tenary  College  a  check  for  $1,900. 

In  announcing  the  distribution  of 
the  1967  grants,  Burns  said  eight  par¬ 
ticipating  colleges  and  universities  in 
Louisiana  will  share  in  grants  totaling 
$11,800.  b 

Purpose  of  the  program  is  to  help 
institutions  of  higher  learning  systemat¬ 
ically  meet  their  financial  needs. 

Altogether,  more  than  600  colleges 
and  universities  from  coast  to  coast 
will  receive  Sears  Foundation  grants. 
They  are  unrestricted  to  allow  the 
schools  to  allocate  their  funds  accord¬ 
ing  to  their  greatest  needs. 

In  addition  to  the  grant  program,  the 
Foundation  during  the  current  year  will 
invest  nearly  $900,000  in  a  variety  of 
scholarships  and  other  types  of  educa¬ 
tion  programs  bringing  its  total  ex¬ 
penditures  for  higher  education  pur¬ 
poses  this  year  to  approximately  $1.9 
millionv 

The  presentation  was  made  in  the 
office  of  Dr.  Jack  Wilkes,  Centenary 
College  president,  to  F.  H.  Delaney, 
assistant  to  the  president  and  director 
of  the  Centenary  Development  Pro¬ 
gram. 


nominational  complacency.  If  Chris¬ 
tian  unity  is  to  make  headway  in  Lou¬ 
isiana — or  any  other  place  for  that 
matter  —  people  must  somehow  be 
moved  to  look  beyond  the  narrow 
scope  of  denominations,”  said  Mr. 
Allen. 

In  addition  to  Catholic  observers 
from  the  Archdiocese  of  New  Orleans, 
there  were  also  representatives  from 
the  Dioceses  of  Baton  Rouge,  Lafay¬ 
ette,  and  Alexandria.  Observers  from 
the  Episcopal  Diocese  of  Louisiana 
also  attended  the  meeting  represent¬ 
ing  the  Right  Reverend  Girault  M. 
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Pentagon  briefing 

In  explaining  the  progress  being 
made  in  the  “pacification  program,” 
one  official  described  the  59-man  de¬ 
velopment  teams  that  move  into  vil¬ 
lages  and  undertake  a  program  of  “rev¬ 
olutionary  development.”  Many  Amer¬ 
ican  and  South  Vietnamese  troops  are 
engaged  in  providing  the  security  need¬ 
ed  for  these  teams  to  do  their  work. 

One  high  military  official  outlined 
the  manner  in  which  the  Viet  Cong 
has  built  up  their  military  organiza¬ 
tion  since  the  days  shortly  after  World 
War  II,  coordinating  their  forces  with 
the  village  and  hamlet  life.  He  indi¬ 
cated  that  only  since  1966  have  our 
military  operations  been  able  to  move 
against  the  bases  of  these  forces.  He 
indicated  that  in  December,  1964  there 
was  only  one  North  Vietnamese  regi¬ 
ment  operating  in  South  Vietnam,  while 
now  there  are  9  North  Vietnamese  Di¬ 
visions  and  only  two  Viet  Cong  Di¬ 
visions. 

When  asked  about  the  general  atti¬ 
tude  of  the  South  Vietnamese  people 
toward  the  presence  of  the  American 
forces,  one  spokesman  said  that  the 
main  thing  the  people  want  is  “peace,” 
but  not  “peace  at  any  price.”  He  said 
the  main  thing  the  villagers  ask  is  if 
the  troops  are  there  to  stay,  because 


lsiana. 

The  Louisiana  State  Council  of 
Churches  was  organized  by  Louisiana 
churches  in  1962  and  is  composed  of 
representatives — both  clergy  and  lay¬ 
men— -from  1 1  Protestant  denomina¬ 
tions  in  the  state.  It  works  to  promote 
ecumenism  and  Christian  unity  on  a 
statewide  basis  and  serves  as  a  channel 
for  co-operative  church  programs. 

It  will  hold  its  1968  Annual  Assem¬ 
bly  in  New  Orleans  in  November  next 
year. 
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Ground-breaking  service  was  held  Nov.  5  for  the  first  wing  of  a  new 
educational  building  at  First  Church,  Welsh.  The  Rev.  Henry  Blount, 
the  pastor,  turns  the  symbolic  shovelful  of  dirt.  Others  participating 
are:  Nick  Notestine,  lay  leader;  Mrs.  Frank  Notestine,  representing 
the  WSCS;  Mrs.  T.  J.  Fear,  Sr.,  member  of  the  building  committee; 
and  Dr.  R.  Leonard  Cooke,  Lake  Charles  District  Superintendent. 


Please  turn  to  page  12 

Jones,  Bishop  of  the  Diocese  of  Lou- 
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E  W  S 

and 

OTES 

BISHOP  AUBREY  WALTON  spoke 
at  the  Nov.  5th  morning  worship  ser¬ 
vice  at  Mer  Rouge  Church  in  the 
Monroe  District.  The  Rev.  Charles 
Giessen  is  pastor. 

THE  JUNIOR  CHOIR  of  Converse 
Methodist  Church,  under  the  leader¬ 
ship  of  Mrs.  M.  G.  Vines  were  guests 
in  the  evening  service  at  Wesley 
Church,  Shreveport,  Nov.  5.  The  pas¬ 
tor  is  the  Rev.  Edgar  C.  Dufresne. 

TOM  MATHENY,  conference  lay 
leader,  led  the  discussion  in  the  study 
on  Christian  unity  at  First  Church, 
Hammond,  on  Sunday  evening,  Nov. 
12.  On  the  19th  a  representative  of 
the  Roman  Catholic  Church  will  tell 
of  changes  now  taking  place  in  that 
church.  The  pastor  is  the  Rev.  A1 
Brown. 

RABBI  LEO  BERGMAN  of  Touro 
Synagogue,  New  Orleans,  was  the 
speaker  for  the  Single  Adult  Fellow¬ 
ship  of  Rayne  Memorial  Church,  New 
Orleans,  Oct.  29.  He  spoke  on  the 
subject,  “Judaism  Today.”  The  pastor 
is  Dr.  B.  A.  Galloway. 

THE  REV.  LOYD  WILLIAMS,  pas¬ 
tor  of  Springhill  Methodist  Church, 
was  the  guest  preacher  for  revival  ser¬ 
vices  at  Elizabeth  Methodist  Church, 
Oct.  8-13.  The  Rev.  D.  R.  Deen  is  the 
pastor. 

MEMBERS  OF  THE  METHOD¬ 
IST,  Baptist  and  Catholic  congrega¬ 
tions  of  Lake  Arthur  met  together  re¬ 
cently  in  First  Methodist  Church  to 
observe  National  Bible  Week.  Visual 
aids  were  used  to  inform  each  group 
of  worship  practices  of  the  other.  The 
Rev.  Lawrence  Gilbert,  the  Rev.  Jack 
Speyer  and  the  Rev.  James  Broussard 
were  the  participating  clergymen. 

EIGHTY  YOUNGSTERS  from  the 
Methodist,  Baptist  and  Catholic 
churches  in  Lake  Arthur  participated 
in  the  Trick  and  Treat  for  UNICEF 
program  on  Hallowe’en.  They  collect¬ 
ed  a  total  of  $163.50  to  help  less 
fortunate  children  around  the  world. 

PAUL  PALMER  reviewed  the  book 
Tell  No  Man  in  the  Sunday  Evening 
Fellowship  at  First  Church,  Lake 
Charles,  Nov.  5  This  was  the  final  in 
this  series  of  SEF  programs,  with  a 
new  series  starting  the  following  Sun¬ 
day.  Dr.  G.W.  Pomeroy  is  the  pastor. 

THE  METHODIST  MEN  and  the 
pastor  of  Oak  Park  Church,  Lake 
Charles,  went  to  Grand  Chenier 
Church  for  the  evening  worship  ser¬ 
vice  on  Nov.  12.  The  Rev.  C.  B.  White 
preached  at  Oak  Park.  The  Rev.  Oak¬ 
ley  Lee  is  the  pastor. 

THE  REV.  ELLIS  “Sonny”  Bankston, 
pastor  of  Concord  and  New  Hope 
churches,  was  guest  speaker  at  the 
Rocky  Creek  Baptist  Church  for  the 
evening  service  on  Nov.  5.  This  church 
is  one  of  the  oldest  in  the  state  of 
Louisiana. 


MRS.  MAXINE  P.  WATKINS,  resi¬ 
dent  director  of  the  Business  Girls 
Inn  in  Shreveport,  was  the  guest 
speaker  for  the  Wesleyan  Service  Guild 
of  Springhill  Methodist  Church,  Nov. 
7.  The  pastor  is  the  Rev.  Loyd  Wil¬ 
liams. 

DR.  D.  L.  DYKES,  pastor  of  First 
Church,  Shreveport,  will  be  the  preach¬ 
er  for  special  services  at  Sevier  Me¬ 
morial  Church,  Ferriday,  Nov.  26-28. 
The  pastor  is  the  Rev.  Jerry  A.  Means. 

THE  CHANCEL  DRAMA  “Let  Man 
Live,”  which  was  presented  as  a  part 
of  the  Festival  of  Faith  program  in 
New  Orleans  on  Nov.  12,  was  pre¬ 
viewed  by  the  congregation  of  Mun- 
holland  Memorial  Church,  Nov.  9. 

THE  COMMISSION  ON  MISSIONS 
of  Jefferson  Church,  Baton  Rouge,  un¬ 
der  the  leadership  of  Larry  Clanton, 
recently  installed  a  new  outdoor  bul¬ 
letin  board  for  their  church.  The  pas¬ 
tor  is  the  Rev.  Robert  H.  Windsor. 

THE  ADULT  DEPARTMENT  of 
Broadmoor  Church,  Baton  Rouge,  is 
operating  a  workshop  in  which  they 
are  rebuilding  toys  for  tots  of  needy 
families.  Bert  Beadle,  adult  superin¬ 
tendent,  is  directing  the  program.  The 
pastor  is  the  Rev.  Barry  Bailey. 


RELIGIOUS  LITERATURE 
FOR  VIETNAM 


Winnfield  Methodists  are  actively 
supporting  a  project  to  supply  Chris- 
tianliterature  to  servicemen  in  Vietnam 
and  in  Korea.  Rufus  R.  Rogers,  who 
promotes  the  project,  calls  it  their  “Up¬ 
per  Room”  project,  and  recommends 
that  other  churches  register  their  con¬ 
cern  by  sending  funds  to  the  Upper 


THE  REV.  JACK  TINNIN,  regional 
coordinator  for  the  Louisiana  Asso¬ 
ciation  for  Retarded  Children,  was  the 
guest  preacher  at  the  morning  worship 
service  at  St.  Paul  Methodist  Church, 
New  Orleans,  Nov.  5.  At  the  evening 
service,  the  message  was  brought  by 
Wilton  Trotter,  lay  leader.  The  pastor 
is  the  Rev.  Charles  Walker. 

DR.  MILLARD  JENSON,  medical 
director  of  Metairie  Mental  Health 
Health  Clinic,  was  the  speaker  for  the 
Nov.  8  meeting  of  the  Methodist  Men 
of  Jefferson  Church,  New  Orleans.  The 
pastor  is  the  Rev.  Donald  J.  Hall. 


IN  THE  THREE  WORSHIP  services 
at  First  Church,  Monroe,  on  Nov.  8, 
the  Laymen’s  Day  theme  “My  Relig¬ 
ion  is  Practical”  was  presented  by  the 
following  laymen:  8:30  a.m. — W.  G. 
Kelly,  Jr.  assisted  by  Don  Spargo; 
10:50  a.m. — Fred  Huenefeld,  Jr.  as¬ 
sisted  by  Billy  Arbraugh;  5:30  p.m. — 
C.  W.  Kulcke  assisted  by  Charles  Al¬ 
len. 

THE  REV.  OSCAR  CLOYD  of  Christ 
Methodist  Church,  Shreveport  was 
guest  speaker  for  the  MYF  of  First 
Church  in  that  city  on  Oct.  29.  He 
spoke  on  “Conformity.”  The  pastor 
is  Dr.  D.  L.  Dykes. 


Room  at  Nashville,  Tenn.  The  cash 
offering  at  the  Union  Thanksgiving 
Service  in  Winnfield  will  be  used  to 
send  the  religious  literature  to  the 
chaplains  in  Vietnam,  as  was  done  last 
year.  The  Alexandria  District  Youth 
Rally  on  Nov.  20  will  also  remember 
servicemen  with  their  offering.  The  let¬ 
ter  below  was  received  in  appreciation 
of  the  project.  The  Rev.  Richard  E. 
Walton  is  pastor  of  the  Winnfield 
Methodist  Church. 


OFF  ICE  OF  THE  CHAPLAIN 
END  BATTALION,  9TH  KARINES 
3rd  MARINE  DIVISION  (REIN)  PUT 
FPO,  SAN  FRANCISCO,  CALIFORNIA  96608 


22  Saptaabar  1966 


Dear  Mr.  and  Mr#.  Rufu#  R.  Rogara, 


Aa  the  Chaplain  of  a  Marina  battalion  I  aa  writing  to  lat 
you  know  how  auch  wa  appraciata  tha  religiou#  litaratura 
that  waa  paaaad  on  to  ua  through  tha  afforta  of  a  fallow 
aar Ana ,  2nd  LT.  John  Vfrotan,  USMC. 

Tha  man  of  our  Battalion  ara  quita  raaponaiva  to  tha 
Chriatian  roe •• age,  andthe  apiritual  attitude  la  high  aaong 
our  troopa.  It  haa  already  bean  ay  privilege  to  baptize 
aoaa  of  our  fine  young  man  in  tha  ri vara  of  Viatnaa.  "any 
othara  have  aharad  their  intention  of  going  into  tha  Lord'd 
work  'full  tlaa '  upon  completion  of  their  military  aervice. 
Sometiaea  it  ia  ay  aad  duty  to  pray  for  thoao  who  have  given 
their  llvaa,  to  comfort  thoao  who  have  boon  wounded.  Tot, 

I 'a  quite  proud  of  tha  faith  anj  courage  that  thoao  man  are 
ah owing.  They  ara  aoaa  of  tha  vary  boat  young  man  in  the  world 
today... and  wa  all  have  a  right  to  be  proud. 

Ita  alwaya  good  to  know  that  that*  ara  folka  back  in  tha  atataa 
who  ara  concerned  and  who  ara  praying  for  tha  man  aa  they 
ara  willing  to  aarva  tha  cauaa  of  freedoa.  May  God  bloaa  youl 


ollina 

MI  M*m 
OM  «TM  BA*. 

N  CHAPLAIN 
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dr.  trueblood  in  ruston 

The  Ruston  Ministerial  Alliance  co¬ 
operated  with  Louisiana  Tech  in  bring¬ 
ing  Dr.  Elton  D.  Trueblood  of  Earl- 
ham  College  to  the  campus  on  Nov. 

9  and  Nov.  10. 

f 

NEW  BUILDING  FOR  DEQUINCY 

The  November  Newsletter  of  De- 
Quincy  Methodist  Church  included  the 
following  item: 

“The  contract  for  our  new  class¬ 
room  building  has  been  signed  with 
the  builder  for  several  weeks  now.  He 
is  slowly  beginning  to  do  some  work 
and  will  do  more  as  he  transfers  his 
work  crew  from  some  building  in  De- 
Ridder. 

“The  new  building  will  house  14 
classrooms  of  sizes  adequate  to  take 
care  of  the  needs  of  various  ages  and 
groups.  New  church  officers  will  also 
be  included  in  this  building.” 
t 

FIFTIETH  ANNIVERSARY  OF 
ISTROUMA  CHURCH 

The  congregation  of  Istrouma 
Church,  Baton  Rouge,  began  the  ob¬ 
servance  of  their  fiftieth  anniversary  on 
Sunday,  Nov.  8.  The  Rev.  R.  R.  Bran- 
ton,  pastor  of  the  church  from  1940 
to  1942,  preached  at  both  morning 
services. 

On  Sunday  evening,  John  Oldham, 
a  supply  pastor  of  the  Baton  Rouge 
District,  was  the  preacher. 

On  Sunday,  Nov.  12  the  congrega¬ 
tion  honored  members  of  the  church 
who  joined  during  the  first  year.  These 
included:  Mrs.  W.  O.  Hines,  Mrs.  J. 
J.  Smith,  Mrs.  T.  W.  Cox,  Mrs.  Eli 
Wall  and  Mrs.  Irma  Austin. 

The  Commission  on  Missions  was 
the  sponsor  for  the  Family  Night  Cov¬ 
ered  Dish  Supper  on  Nov.  14,  which 
continued  the  anniversary  observance. 
The  guest  speaker  was  the  Rev.  Jack 
Cooke,  pastor  of  Reily  Memorial  Uni¬ 
versity  Church,  Baton  Rouge. 

The  Istrouma  pastor  is  the  Rev. 
Marvin  H.  Corley. 

t 

CHRISTIAN  VOCATIONS  AT 

U.S.L. 


A  Christian  Vocations  Convocation 
was  held  on  Saturday,  Nov.  11,  at  the 
Wesley  Foundation,  University  of 
Southern  Louisiana,  Lafayette. 

Juniors  and  seniors  in  high  school 
were  invited  to  this  meeting  to  learn 
more  about  Christian  vocations  and 
specific  church-related  occupations, 
t 


THANKSGIVING  SERVICES  for  the 
Broadmoor  section  of  Shreveport  will 
be  held  at  St.  Joseph’s  Catholic  Church 
with  the  sermon  being  brought  by  Dr. 
Scott  Tatum. 

AT  A  SPECIAL  CALLED  SESSION 
of  the  Quarterly  Conference  of  Slidell 
Methodist  Church,  Nov.  5,  the  build¬ 
ing  committee  and  the  architect  pre¬ 
sented  final  plans  for  the  new  sanc¬ 
tuary  for  the  approval  of  the  confer¬ 
ence.  The  Rev.  Kirby  A.  Vining  is  the 
pastor. 
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Sunday  School  ^e44ott 

By:  Alfred  A.  Knox 
LESSON  FOR  NOVEMBER  26:  God  Restores  Through  Discipline 


BACKGROUND  SCRIPTURE:  Hosea  2  and  3 

MEMORY  SELECTION:  My  son,  do  not  regard 
lightly  the  discipline  of  the  Lord,  nor  lose  cour¬ 
age  when  you  are  punished  by  him.  For  the 
Lord  disciplines  him  whom  he  loves,  and  chas¬ 
tises  every  son  whom  he  receives.  (Hebrews 
12:5-6) 

AIM  OF  THE  LESSON:  To  help  persons  under¬ 
stand  that  judgment  is  just  as  much  a  part  of 
God’s  nature  as  mercy;  to  see  that  in  both  the 
human  and  the  divine  family  there  is  often  re¬ 
demptive  power  in  discipline. 

*  *  * 

In  chapters  2  and  3  which  we  are  studying  today 
the  references  to  Gomer  and  to  Israel  often  run  to¬ 
gether  to  such  an  extent  that  we  can  become  quite 
confused.  What  we  are  looking  for  is  the  emphasis 
the  prophet  placed  on  the  redemptive  power  of  dis¬ 
cipline,  and  we  must  remember  that  in  his  mind  the 
two  were  so  closely  related  in  the  principles  involved 
that  he  did  not  feel  it  necessary  to  stop  and  say  I  am 
talking  about  Gomer  here,  and  Israel  there. 

The  only  way  we  can  look  at  the  fate  which 
seemed  ahead  for  God’s  wayward  children  and  not 
be  overcome  by  despair  is  to  remember  to  look 
ahead  and  see  that  the  steadfast  love  of  God  is  be¬ 
hind  the  punishment  which  is  spoken  of.  Hosea  and 
all  others  who  have  fully  comprehended  the  cove¬ 
nant  relationship  between  God  and  his  people  have 
believed  that  because  God  loves  us,  he  disciplines 
us.  It  is  scriptural  to  affirm  that  we  pay  the  conse¬ 
quences  of  breaking  the  moral  law  before  we  can 
come  back  into  a  meaningful  covenant  relationship 
with  God  and  with  other  persons. 

Hosea  2  and  3  gives  us  as  a  vivid  picture  as  we 
have  had  of  the  unfaithfulness  of  Israel  and  God’s 
intention  to  discipline  her.  It  was  by  this  means  that 
he  hoped  to  recover  her  for  his  own.  It  is  interesting 
to  note,  as  The  Adult  Teacher  points  out,  that  “The 
punishment  of  Israel  will  fit  the  crime.  Since  Israel 
has  failed  to  recognize  Yahweh  as  the  true  giver  of 
fertility,  Yahweh  will  return  and  take  away  his  gifts. 
In  other  words,  no  harvest  will  be  reaped.” 

Dr.  Harry  Emerson  Fosdick  used  to  say  that 
easy  forgiveness  is  one  of  the  worst  forms  of  im¬ 
morality.  He  said,  “Even  a  child  knows  that  when 
he  breaks  a  family  rule  he  must  pay  a  price  for  get¬ 
ting  back  into  good  graces.” 

*  *  * 

THE  WORD  IS  DISCIPLINE 

Often  people  are  confused  about  the  meaning  of 
the  word  “discipline”  because  they  think  that  it 
means  the  same  thing  as  “punishment.”  We  have 
heard  people  say  that  they  “disciplined”  their  child 
by  the  use  of  a  certain  form  of  punishment.  For 
another  the  idea  of  “the  disciplined  life”  connotes 
keeping  it  under  control — “riding  herd”  on  certain 
undesirable  habits.  We  in  The  Methodist  Church 
have  a  “discipline”  which  contains  the  rules  and 
regulations  of  our  denomination.  For  still  others  “dis¬ 
ciplines”  of  the  Christian  life  include  prayer,  fasting 
and  study. 

Dr.  Charles  M.  Laymon  (International  Lesson 
Annual)  points  out  that  “in  this  lesson  ‘discipline’ 
refers  to  the  ordering  of  man’s  life  by  God  so  that 
man  is  purified  and  refined.  Through  discipline  man 
is  brought  to  spiritual  maturity  and  to  a  union  with 
the  Divine.” 


A  basic  question  with  which  we  must  deal  before 
we  are  through  is  whether  God  sends  adversities 
against  persons  who  have  broken  their  covenant  re¬ 
lationship  with  him  or  whether  there  is  something 
fundamental  in  his  law  which  automatically  operates 
against  them  when  they  have  sinned.  It  is  at  this  very 
point  that  a  great  number  of  persons  find  their  great¬ 
est  confusion  as  they  seek  to  understand  God.  Just 
what  is  your  feeling  in  this  matter? 

*  *  * 

“THE  LORD  DISCIPLINES  HIM  WHOM  HE 
LOVES” 

In  the  passage  from  Hebrews  which  is  our  mem¬ 
ory  selection  for  today  we  find  these  words:  “The 
Lord  disciplines  him  whom  he  loves.”  (Hebrews 
12:5)  On  the  basis  of  that,  some  of  us  occasionally 
get  the  idea  that  God  loves  us  a  great  deal,  and  in 
depths  of  trouble  we  are  tempted  to  cry  out  to  God 
and  say,  “Please  don’t  love  me  so  much!” 

It  is  interesting  to  note  the  nature  of  the  disci¬ 
pline  which  Hosea  says  God  has  in  store  for  Israel. 
Hosea  2:14  says,  “I  will  bring  her  into  the  wilder¬ 
ness.”  One  might  say  that  this  is  an  unlikely  place  to 
find  God.  However,  it  was  in  the  wilderness  that 
Israel  wandered  for  40  years  in  another  time  of  dis¬ 
cipline,  and  it  was  there  that  the  covenant  relation¬ 
ship  was  established  in  the  giving  of  the  law  at  Sinai. 

Among  the  most  frequently  quoted  words  of  the 
German  martyr-theologian  Dietrich  Bonhoeffer  are 
these  from  his  book  The  Cost  of  Discipleship: 
“Cheap  grace  is  the  deadly  enemy  of  our  Church. 
We  are  fighting  today  for  costly  grace.  Cheap  grace 
means  grace  sold  on  the  market  like  cheapjacks’ 
wares.  The  sacraments,  the  forgiveness  of  sin,  and 
the  consolations  of  religion  are  thrown  away  at  cut 
prices.” 

We  hear  constantly  that  modern  parents  do  not 
use  discipline  enough  in  the  rearing  of  their  children. 
In  so  many  homes  in  this  time  of  affluence  permis¬ 
siveness  has  been  granted  in  large  measure  and  dis¬ 
cipline  is  almost  nonexistent.  One  young  man  when 
caught  in  a  time  of  trouble  pointed  an  accusing  fin¬ 
ger  at  his  parents  and  cried:  “Why  didn’t  you  say 
no?  I  kept  hoping  you  would  say  no,  but  you  didn’t. 
You  let  me  go  on  and  do  as  I  pleased.” 

*  *  * 

DISCIPLINED  BY  GOD’S  LAW 

If  we  are  to  believe  that  the  hosts  of  barbarians 
who  from  time  to  time  have  overrun  civilization  are 
not  the  “deputies  of  God”  we  must  believe  that  there 
is  inherent  in  God’s  moral  universe  the  forces  which 
provide  the  punishment  which  disciplines  God’s  peo¬ 
ple.  It  is  hard  for  most  of  us  to  believe  that  God 
plans  the  hard  things  that  happen  to  people  as  his 
way  of  bringing  them  back  home. 

Many  believe,  on  the  other  hand,  that  God  cre¬ 
ated  a  universe  of  moral  law;  and  violation  of  these 
moral  laws  brings  destruction  and  ruin.  We  read  in 
Adult  Student:  "The  penalties  of  sin  may  not  be 
apparent,  and  they  may  be  slow  in  coming,  yet  they 
are  very  real.  For  instance,  a  person  who  oppresses 
another  man  may  never  be  made  to  pay  for  his 
crimes  in  a  court  of  law.  However,  he  suffers  a  re¬ 
striction  of  the  spirit.  He  cannot  find  his  true  fulfill¬ 
ment  as  a  human  being  because  he  is  breaking  the 
moral  law.  Only  through  respect  for  the  moral  law 
can  man  fulfill  his  true  destiny.” 

When  one  violates  the  law  of  gravity  it  does  not 
take  some  special  act  by  God  to  discipline  that  per¬ 
son.  He  comes  crashing  into  the  ground,  and  when 
the  indiscretion  is  from  a  substantial  height  death  is 


the  result.  When  carelessness  and  intemperance  are 
the  guidelines  by  which  one  lives  the  breakdown  of 
body  and  mind  ought  not  to  be  blamed  on  God  but 
on  the  dependable  working  of  his  law.  When  one 
disregards  all  the  warnings  concerning  the  use  of 
cigarettes  and  becomes  a  victim  of  lung  cancer,  no 
one  should  cry  out,  “How  cruel  of  God!” 

Modern  man  can  see  that  accidents  come  about 
through  the  relation  of  cause  and  effect,  and  that  the 
structure  of  the  universe  is  impartial.  God  does,  how-, 
ever,  use  human  experiences  of  suffering  to  reveal 
himself,  and  this  revelation  is  often  redemptive. 

THE  FRUITS  OF  DISCIPLINE 

The  purpose  of  discipline  as  an  act  of  love  is 
fruitful  living.  After  God  speaks  to  Israel  through 
Hosea  in  chapter  2,  and  speaks  of  many  hardships 
to  come,  he  then  says,  “I  will  make  you  to  lie  down 
in  safety.”  (2:18). 

All  around  are  evidences  of  enrichment  that  have 
come  through  disciplined  living.  A  violin  string  may 
lay  on  a  shelf  in  an  undisciplined  manner  and  make 
no  contribution  to  the  world.  It  is  only  when  it  is 
stretched  tightly  in  a  disciplined  manner  as  a  part  of 
the  instrument  that  it  can  make  its  lovely  contribu¬ 
tion  to  the  music  of  the  world. 

There  are  really  three  things  that  we  can  learn 
from  God’s  discipline  as  it  was  applied  in  the  life  of 
Israel  and  as  it  has  been  implemented  in  the  lives  of 
other  people.  First,  we  conclude  that  the  discipline 
was  redemptive  rather  than  destructive.  Next,  we  see 
that  God  acted  through  human  events  and  experi¬ 
ences.  Finally,  we  see  that  his  steadfast  love  would 
not  let  him  desert  and  reject  his  people. 

*  *  * 

DISCIPLINE,  A  PART  OF  RENEWAL 

Hosea  was  one  of  the  earliest  writers  to  suggest 
that  God  is  our  Redeemer.  Actually,  as  we  come  to 
the  end  of  this  series  of  lessons  from  that  book,  we 
see  that  the  whole  book  is  based  on  this  belief.  Al¬ 
though  the  first  part  of  chapter  2  tells  us  that  Israel 
will  be  driven  into  the  wilderness,  in  the  latter  part 
of  the  same  chapter  we  are  told  that,  cleansed  from 
her  sins,  Israel  will  enter  a  new  covenant  with  the 
eternal  God. 

Again  and  again  we  have  seen  the  renewing  aild 
redemptive  power  of  discipline  in  the  realm  of  ath¬ 
letics.  Several  years  ago  a  promising  player  on  the 
football  squad  at  the  University  of  Arkansas  was  dis¬ 
ciplined,  and  it  seemed  at  the  moment  he  could  not 
“take  it.”  He  quit  the  team  and  left  school.  However, 
in  a  year  or  two  he  was  back  and  proved  to  be  a 
better  and  more  mature  athlete.  Most  of  the  great 
saints  of  history  have  traveled  this  same  road. 

An  outstanding  British  minister  of  another  gen¬ 
eration,  Dr.  Baxter,  said:  “When  I  get  to  heaven  I 
think  I  shall  be  surprised  to  see  how  many  men  there 
are  there  that  I  never  expected  to  see  in  heaven;  next 
I  shall  be  surprised  to  see  how  many  are  absent 
whom  I  thought  surely  I  should  meet  there;  and 
lastly,  and  greatest  of  all,  I  shall  be  surprised  to  find 
that  I  am  there  myself.”  So  will  many  of  us  who 
have  not  been  wise  enough  to  see  that  the  discipline 
we  experienced  was  intended  for  our  renewal  and 
not  for  our  destruction. 

*  *  * 

DISCIPLINES  NEEDED  BY  PERSONS 
WITH  NEW  FREEDOMS 

Having  pointed  out  above  that  there  is  a  wide¬ 
spread  feeling  that  there  is  a  need  for  return  to  dis¬ 
cipline  within  the  home,  we  now  would  point  out  the 
critically  urgent  need  for  discipline  on  the  part  of 
persons  who  suddenly  find  themselves  with  new 
freedoms  for  which  they  are  totally  unprepared. 

Several  years  ago  when  we  were  on  the  staff  of 
The  Methodist  Church  in  Ohio,  Bishop  and  Mrs. 
Hazen  G.  Werner  visited  the  mission  work  in  Africa. 

It  was  just  a  few  months  before  Belgium  granted  in¬ 
dependence  to  the  Congo.  The  Werners  told  us  how 
frightening  were  the  attitudes  being  expressed  then 
by  the  Congolese  who  did  not  have  the  slightest  idea 
of  what  freedom  would  bring  to  their  country.  The 
chaos  which  has  reigned  there  almost  without  ceas¬ 
ing  since  Belgium  granted  independence  is  a  parable 
of  the  need  for  discipline  among  persons  who  have 
gained  new  freedoms.  This  parable  is  being  repeated 
in  so  many  places  today,  and  we  all  have  a  fear  con¬ 
cerning  what  undisciplined  freedom  might  do  to  out 
lives  and  our  country. 
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The  anti-draft  position  of  the  Rev.  William  Sloane 
Coffin,  Jr.,  chaplain  of  Yale  University,  was  sharply 
challenged  by  Yale’s  president  during  a  recent  par¬ 
ents’  weekend.  President  Kingman  Brewster,  Jr.  said 
he  disagreed  “with  the  chaplain’s  position  on  draft 
resistance  and  in  this  instance  deplore  his  style.” 

However,  he  was  quick  to  add  that  the  out¬ 
spoken  chaplain  “must  be  allowed  to  voice  his 
views  in  the  interest  of  maintaining  a  free  uni¬ 
versity.”  Mr.  Coffin  has  been  outspoken  in  his 
opposition  to  the  Vietnam  war  and  took  a  lead¬ 
ing  part  in  the  recent  protests  in  Washington. 

Dr.  Armin  Grams,  director  of  the  Human  Develop¬ 
ment  program  at  Merrill-Palmer  Institute,  Detroit, 
said  recently  that  the  family  which  centers  itseli 
around  the  children  destroys  two  worlds:  that  of  the 
children  and  that  of  the  adults.  Speaking  of  the  196? 
Lutheran  Health  and  Welfare  Forum  there,  he  said 
“The  result  is  one  big  glob  of  adolescence.” 

Dr.  Grams  outlined  “constructive  and  destruc¬ 
tive  forces  in  today’s  society”  and  their  effect 
on  the  family.  He  said  that  the  spotlight  on  the 
child  hurries  his  process  of  development  so, 
he  will  be  as  grown  up  as  he  can  be  as  soon 
as  he  can.” 

The  influence  of  the  East  German  government  man¬ 
aged  to  tie  Martin  Luther  to  Marx  and  Engels  in 
the  parade  which  was  a  part  of  the  450th  anni¬ 
versary  celebration  of  the  Protestant  Reformation 
at  Wittenberg.  Across  the  street  from  the  Castle 
Church,  where  Luther  had  nailed  his  theses  and 
where  the  religious  services  were  held,  a  banner 
claimed:  “Socialism  will  be  victorious  over  the  whole 
world.”  Store  windows  pictured  Luther  next  to  dis¬ 
plays  honoring  the  50th  anniversary  of  the  Russian 
Bolshevik  Revolution. 

Dr.  Eugene  Carson  Blake,  general  secretary  of 
the  World  Council  of  Churches,  reported  that 
he  probably  would  not  have  attended  the  cele¬ 
bration  bad  he  known  the  limitations  which  the 
government  had  placed  on  the  granting  of  visa. 

He  said  he  did  attend  a  reception  in  Witten¬ 
berg  given  by  state  functionaries  to  which  he 
knew  certain  German  church  leaders  had  not 
been  invited. 

The  Episcopal  Cathedral  of  St.  John  the  Divine, 
New  York,  largest  French  Gothic  cathedral  in  the 
world,  will  remain  unfinished  as  a  monument  to 
the  “present  agonies  in  our  cities,”  according  to 
Bishop  Horace  W.  B.  Donegan.  On  the  20th  an¬ 
niversary  of  his  consecration,  the  bishop  said  that 
the  urban  crisis  in  the  metropolitan  New  York  area 
prompted  him  to  cancel  plans  made  a  year  ago  for 
the  completion  of  the  building. 

The  Cathedral,  located  at  Amsterdam  Avenue 
and  110th  Street,  is  on  the  edge  of  Harlem. 

It  was  begun  in  1891  and  is  one  of  the  few 
examples  of  Gothic  revival  architecture  in  the 
nation.  Bishop  Donegan  sail,  “The  Cathedral 
church  will  for  the  immediate  future  remain 
as  it  now  stands  unfinished.” 

Indonesian  authorities  as  well  as  Christian  leaders 
throughout  Southeast  Asia  are  still  trying  to  find 
an  explanation  for  the  burning  of  16  Christian 
churches  and  religious  schools  at  Makasar,  South 
Celebes,  during  one  day  in  October.  Smaller  inci¬ 
dents  had  occurred  a  few  weeks  earlier  in  North 
Sumatra  and  even  in  Djakarta,  breaking  a  long 
period  of  “exceptional  tolerance”  in  religious  affairs. 


A  dialogue  between  a  Catholic  priest-editor 
and  a  Lutheran  pastor  highlighted  the  first  joint 
Roman  Catholic-Protestant  service  in  Princeton 
University’s  chapel.  The  service  was  held  in 
connection  with  the  450th  anniversary  of  the 
Reformation.  Father  John  B.  Sheerin,  editor 
of  the  Catholic  World,  and  the  Rev.  Richard 
E.  Koenig,  chaplain  to  Lutheran  students  at 
Amherst  and  Smith  colleges,  agreed  that  there 
was  an  ecumenical  avenue  for  those  at  the 
grassroots  level  through  involvement  in  Cath- 
olic-Protestant  work  on  social  issues. 


JAPANESE  RESPONSE  —  Evangelist  Billy  Graham 
(left)  and  his  interpreter.  Dr.  Akira  Hatori,  stand 
before  an  overflow  audience  in  Tokyo’s  Budokan. 
Mr.  Graham  who  conducted  his  Crusade  International 
October  20-29  in  the  world’s  most  populated  city  of 
eleven  million  people  drew  the  largest  crowds  for  a 
Christian  event  in  the  history  of  Japan.  Thousands 
of  persons  were  turned  away  because  of  limited 
space  in  the  17,500  seats  sports  arena.  Mr.  Graham 
said  the  response  in  Tokyo  during  the  first  three 
days  was  the  greatest  he  has  ever  experienced  in 
the  world.  (Photo  by  Busby) 


Dr.  Carl  F.  H.  Henry,  editor  of  Christianity  Today, 
recently  said  in  Lancaster,  Pa.  that  the  church  should 
should  not  be  blamed  for  the  world’s  predicament. 
He  told  a  group  at  First  Presbyterian  Church  in  that 
city  that,  “There  is  much  breast-beating  and  scape¬ 
goating  today,  and  it  is  common  practice  to  blame 
the  world’s  misfortunes  on  the  church.  Institutional 
Christainity,”  he  said,  “has  many  weaknesses  in¬ 
deed,  but  it  is  not  totally  faithless,  and  deep  down 
it  is  not  to  blame  for  the  world’s  lost  condition.” 

The  crisis  facing  the  United  States  in  the  area 
of  police  services  is  explored  in  the  first  of  a 
series  of  booklets  on  “Basic  Issues  in  Police 
Community  Relations”  published  by  the  Nation¬ 
al  Conference  of  Christians  and  Jews.  Called 
a  “depth  paper,”  the  booklet  is  authored  by 
Dr.  Jerome  H.  Skolnichm  associate  professor 
of  sociology  at  the  University  of  Chicago.  It 
deals  with  the  specific  topic  “professional  police 
in  a  free  society.” 


New  possibilities  of  partnership  between  Roman 
Catholics  and  other  Christians  in  Great  Britain 
was  mentioned  at  a  recent  meeting  of  the  British 
Council  of  Churches.  The  comment  was  con¬ 
tained  in  a  report  of  the  executive  committee, 
signed  by  Bishop  Kenneth  Sansbury,  the  BCC’s 
secretary.  The  report  also  indicated  that  the 
Presbyterian  Church  in  Ireland  deplored  any 
statements  which  “minimized  the  serious  doc¬ 
trinal  differences  between  Protestantism  and 
Roman  Catholicism.” 

Anglican,  Roman  Catholic  and  Methodist  repre¬ 
sentatives  will  take  part  in  an  ecumenical  retreat  to 
be  held  in  1969  under  the  leadership  of  a  London- 
based  organization  known  as  the  Association  for 
the  Promotion  of  Retreats.  The  Archbishop  of  Can¬ 
terbury  has  already  accepted  an  invitation  to  be 
one  of  the  leaders.  The  Rev.  D.  B.  Harris,  chair¬ 
man  of  the  association’s  standing  committee,  told 
the  group  that  a  Roman  Catholic  priest,  assigned 
to  promoting  retreats,  had  said  that  the  Anglican 
Church  was  “far  ahead”  of  the  Catholic  Church 
in  organizing  such  work. 

The  American  Baptist  Convention’s  General 
Council  reported  on  a  study  of  evangelism  with¬ 
in  the  denomination  designed  to  strengthen  its 
evangelistic  efforts  and  eliminate  some  criticism 
of  methods.  Meeting  at  national  headquarters 
of  the  denomination  in  Valley  Forge,  Pa.,  the 
Council  referred  the  report  to  the  American 
Baptist  Home  Mission  Societies  for  review  and 
study,  with  recommendations  for  implement¬ 
ing  its  proposals. 

Israel  has  lost  its  fight  in  the  UN  to  have  “anti- 
Semitism”  specifically  mentioned  as  a  religious  prej¬ 
udice  in  the  draft  Convention  on  the  Elimination 
of  All  Forms  of  Religious  Intolerance.  The  Gen¬ 
eral  Assembly’s  Social,  Humanitarian  and  Cultural 
Committee  voted  87  to  2,  with  7  abstentions,  to 
mention  no  specific  form  of  religious  intolerance 
in  the  proposed  document. 

A  bill  providing  for  observance  of  five  major 
holidays  on  Mondays  —  thus  providing  that 
number  of  long  weekends — has  been  killed 
in  the  House  Judiciary  Committee.  According 
to  the  committee  chairman,  Rep.  Emanuel  Cel- 
ler  (D.-N.Y.)  the  group  voted  some  changes 
in  the  proposed  measure,  but  then  failed  to 
report  the  bill  to  the  floor. 

Editors  of  diocesan  Catholic  weeklies  were  urged  in 
Grand  Rapids,  Mich,  to  take  on  the  “instructional 
role”  for  readers  in  the  area  of  Christian  steward¬ 
ship.  At  the  midwest  regional  meeting  of  the  Cath¬ 
olic  Press  Association,  Msgr.  Joseph  C.  Walen,  edi¬ 
tor  of  the  Western  Michigan  Catholic,  told  dele¬ 
gates  that  the  concept  of  Christian  stewardship — 
the  giving  of  time,  talents  and  money  to  the  church 
has  been  “miserably  neglected  by  the  authors  of 
our  Catholic  theological  textbooks,  and  a  topic  con¬ 
sequently  unmentioned,  as  a  rule,  in  our  seminary 
classes.” 

Conservative  Protestant  teen-agers  want  their 
churches  to  give  them  more  counsel  on  sex 
problems,  more  information  on  vocational  op¬ 
portunities  and  more  instruction  on  marriage 
preparation.  This  was  revealed  in  a  survey  of 
2,646  young  people  from  197  congregations 
representing  almost  46  evangelical  denomina¬ 
tions,  it  was  reported  at  the  recent  meeting  of 
the  National  Sunday  School  Convention  in 
Minneapolis. 

The  Mecklenburg  Baptist  Association  (N.C.)  with 
400,000  members,  recently  approved  an  amend¬ 
ment  to  its  by-laws  which,  in  effect,  may  expel  two 
of  its  largest  churches.  The  amendment,  passed  by 
a  214-130  vote,  would  limit  membership  in  the 
association  to  churches  that  require  “that  all  candi¬ 
dates  who  are  physically  able  be  immersed  in  wa¬ 
ter.  .  .  .”  The  two  churches  directly  affected  — 
St.  John  s  Baptist  and  Myers  Park  Baptist,  baptize 
new  believers  by  immersion,  but  do  not  rebaptize 
candidates  already  baptized  by  some  other  form  in 
another  denomination. 
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Methodist  Home  Visitor 


Ruston,  Louisiana 


THE  METHODIST  CHILDREN'S  HOME 
Post  Office  Drawer  H 


All  the  brownies  aren't  in  Ireland. 
Here's  one  of  the  cutest  ones 
you  ever  saw,  right  here  in  MCH. 
Don’t  you  agree? 


ACHIEVEMENTS  AT  THE  FAIR 

Craft  work  is  great  fun,  and  good 
therapy  for  just  about  anything. 

At  the  Louisiana  State  Fair,  Shreve¬ 
port,  the  following  awards  were  re¬ 
ceived  by  youth  of  the  Home: 

First  Place  in  Ceramics,  Paula 
Bridges;  Third  Place  in  Basket  Weav¬ 
ing,  Janet  Burgin. 

At  the  North  Louisiana  Fair,  held 
in  Ruston,  the  following  awards  were 
received: 

First  Place  in  Weaving,  Donald 
Rushing;  First  Place  in  Basketry,  Janet 
Burgin;  Third  Place  in  Basketry,  Jerry 
Dale  Toms;  Third  Place  in  Leather- 
craft,  Ronnie  Broome;  Second  Place 
in  Homemade  Toy,  Dewona  Heckford; 
First  Place  in  Ceramics,  Paula  Bridges; 
Second  Place  in  Ceramics,  Dennis 
Howe;  Third  Place  in  Ceramics,  Oscar 
Goff. 

Words  simply  can’t  tell  how  proud 
we  are  of  such  achievement, 
t 


As  part  of  the  summer  program,  a  number  of  girls  took  sewing.  We 
are  proud  of  the  girls  and  proud  of  the  results. 


Memorial  Gifts 


LOUISIANA  METHODIST 

Thank  You! 

We  want  to  express  publicly  our 
appreciation  for  the  fine  coverage  giv¬ 
en  by  the  Louisiana  Methodist  to  our 
Harvest  Day  appeal,  and  to  the  dedica¬ 
tion  of  the  new  cottage. 

BOARD  OF  DIRECTORS  MEETS 

Many  grave  problems  will  face  the 
Superintendent  and  the  Board  of  Di¬ 
rectors  as  they  hold  their  semi-annual 
meeting  in  November.  Three  major 
problems  will  be: 


1.  How  to  finance  the  operation  of 
the  Home  in  the  face  of  con¬ 
tinuing  inflation  and  of  the  need 
for  a  truly  professional  program 
of  care. 

2.  How  to  scrape  together  enough 
money  to  begin  construction  of 

a  second,  very  badly  needed,  re¬ 
placement  cottage  for  boys.  Spe¬ 
cial  gifts  and  memorial  gifts  des¬ 
ignated  for  this  purpose  would  be 
extremely  welcome. 

3.  The  eternal  and  greatly  intensi¬ 
fying  problem  of  staff  recruit¬ 
ment  and  training  to  meet  special 
needs. 

We  ask  the  prayers  and  the  sup¬ 
port  of  the  Conference  in  these  great 
endeavors. 


THE  HOLIDAYS 

The  holidays  are  happy,  hectic,  and 
often  heartbreaking  times.  For  the 
many  generous  people  who  will  be 
asking:  Inquiries  concerning  children’s 
visits  should  be  routed  to  Rev.  Lloyd 
Holt.  Inquiries  concerning  Christmas 
gifts  should  go  to  Mr.  Michael  K. 
Lewis,  both  at  The  Methodist  Chil¬ 
dren’s  Home,  Ruston,  Louisiana. 


A  brand  new  riding  mower  was 
given  to  the  Home  this  summer 
by  J.  W.  Merchant  of  Lake  Charles. 
The  gift  was  in  memory  of  his 
daughter,  Helen  Rose  Merchant. 
We  express  our  verbal  and  our 
visual  appreciation  to  Mr.  Mer¬ 
chant.  Gifts  of  equipment,  food, 
linens,  and  many  other  articles 
are  of  tremendous  value  to  the 
Home. 


w.  E.  CONGER 

by  Mr.  and  Mrs  .  D.  V.  Moorman,  Lafitte,  La. 
by  Mr .  and  Mrs .  Cecil  Moorman,  Lafitte,  La . 
by  Mr.  and  Mrs.  J.  L.  Milsted,  Lafitte,  La. 
by  Mr.  and  Mrs.  D.  E.  Nelson,  Lafitte,  La. 
by  Mr.  and  Mrs.  J.  W.  King,  Lafitte,  La. 
by  Mrs .  Margaret  Mall  ini,  Lafitte,  La . 
by  Mr.  and  Mrs.  R.  D.  Willis,  Lafitte,  La. 
by  Mr .  and  Mrs .  Poole  &  Helen,  Lafitte,  La . 
by  Mr .  and  Mrs  .  J .  Seeley,  Lafitte,  La . 
by  Mr.  and  Mrs.  W.  J.  Croom,  Lafitte,  La. 
by  Mr .  and  Mrs .  Moore  &  Martha,  Lafitte,  La . 
by  Mr.  and  Mrs.  Ivo  Roberts,  Lafitte,  La. 
by  Mr .  and  Mrs .  Rogers  &  Tommy,  Lafitte,  La . 
by  Mr.  and  Mrs.  Garland  Cason,  Lafitte,  La. 
FRED  D.  CHILDRESS 
by  Mrs.  Effie  Burt,  Winnsboro,  La. 

MRS .  JESSIE  BEGBIE 
by  Mr.  &Mrs.  C.  M.  Hutchinson,  Jr., 
Shreveport,  La. 

JACK  TOOMBS 

by  Mr .  &  Mrs .  Owen  Clawson,  Vivian,  La . 
Sister  of  Mrs  .  J .  Y .  Carr 
by  The  McLean  S.S.  Class,  Gibs  land.  La. 

MRS .  HELEN  WINGATE  ALLEN 
by  Mrs.  May  Hicks,  Leesville,  La. 

MRS.  LIZZIE  MAE  HARPER 
by  L.  R.  Pomeroy,  Shreveport,  La. 

MRS.  HALLIE  LINDOW 
by  Friends  and  The  H.,  C.  Lindow  Family 
MRS .  ALF  URBAN TKE 
by  Hallie  &  Edward  Haug,  Monroe,  La . 

HARRY  CLARK,  JR. 

by  MYF  of  the  Wisner  Methodist  Church 
FRANK,  MORRIS  &  TERRY  GAVER 
by  Mrs.  M.  F.  Caver,  Homer,  La. 

MR.  &  MRS.  W.  J.  CORNISH 
by  Mrs.  M.  F.  Caver,  Homer,  La. 

BOBBY  BOYD 

by  Coach  &  Mrs .  Scotty  Robertson, 

Ruston,  La. 

MRS.  R.  C.  TOMPKINS 
by  Mrs .  Lucille  Perryman,  Minden,  La . 

J.  Y.  GREEN 

by  Mr .  and  Mrs .  Thad  Kennedy,  Marion,  La . 

J.  W.  BROWN 

by  Sam,  John,  Gabriel  &  Fleta,  Campti,  La . 
GEORGE  SAWYER 

by  Mr .  &  Mrs  .  Cecil  Harp,  Bonita,  La . 
CLARENCE  H.  SHAFFER 
by  Mr .  &  Mrs .  James  S .  Reily,  Shreveport 
THOMAS  P.  MOORE,  SR. 
by  L .  E  .  Walker,  Shreveport,  La . 
by  Mrs .  Glenn  W,  Ragan,  Shreveport,  La 
THOMAS  LOWE 

by  Mr .  &  Mrs .  J .  P .  Comalander,  Shreveport 
PAUL  HEWITT 

by  Mrs .  Roy  C .  Windsor,  Sr . ,  Mer  Rouge,  La . 
MRS.  A.  R.  FOUTS 
by  Mrs.  Robert  Hart,  Jr,,  Campti,  La. 
byD.  Crawford  Young,  Campti,  La. 

W.  R.  WRIGHT 

by  Dr.  Tom  E.  Cochran,  Haynes ville.  La. 


C.  T.  GARRISON 

by  Dr.  Tom  E.  Cochran,  Haynesville,  La. 

MRS.  SALLIE  H.  LEEPATH 
by  Mrs .  J .  F .  Magee,  Janet  &  Mrs .  Ruth 
H .  Magee,  &  Mr .  &  Mrs  .  Geo .  H .  Magee 
CHARLES  WINBRO 
by  Mr .  &  Mrs .  Willey  C .  Campbell 
J.  Y.  GREEN 

by  Maj .  &  Mrs  .  Charles  H .  Kelley,  Bernice,  La . 
FRED  ROLAND 

by  Mr.  &Mrs.  Ted  Johnston,  Grayson,  La. 
by  Mr.  &  Mrs.  Glen  Loe,  Olla,  La. 

MRS .  ALICE  CASTON  FOUTS 
by  Mrs .  M .  G .  Protho,  Campti,  La . 
by  Mrs.  E.  P.  Ferguson,  Campti,  La. 

JOHN  L.  GARRETT 

by  Mr .  &  Mrs  .  Robert  A .  Baker,  Minden,  La . 
REV.  O.  L.  TUCKER 
by  Ladies  Bible  Class  of  Trinity  Methodist 
Church,  Ruston 
MRS.  JEAN  PEROT 

by  Mr .  &  Mrs .  W .  B .  Barnett  &  Mike,  Plain 
Dealing,  La. 

by  Mr.  &Mrs.  E.  D.  Barnett, Plain  Dealing  La 
T.  P.  MOORE,  SR. 

by  Mrs .  E .  R .  Burr,  Gilliam,  La . 

MRS .  BRYAN  PEROT 

by  Mr.  &  Mrs .  Jules  J .  Polk,  Rain  Dealing, 

La. 

by  John  H.  Allen,  Rain  Dealing,  La. 

DR.  W.  L.  DRY 

by  Auttis  M.  Mullins,  Baton  Rouge,  La. 

MRS.  K.  K.  THOMAS 
by  Mrs.  Walter  J .  Tietje,  Sr.,  Elton,  La. 

MRS.  LELIA  H.  VENTRESS 
by  Mr.  &  Mrs .  S.  L.  Cole,  Ruston,  La. 

MRS.  G.  E.  BUTCHEL,  SR. 

by  Mr.  &  Mrs.  W.  A.  Parker,  Oakdale,  La. 

DR.  O.  B.  OWENS 
by  One  Whom  He  Helped 
MAC  PALMER 

by  Mr .  &  Mrs .  A .  A .  Branch,  Shreveport 
MRS .  EMMA  RAMBIN 
by  Keithville  Methodist  Church 
MRS.  W.  H.  PEARSON 
by  Zwolle  Methodist  Church 
GEORGE  BLACKWELL 
by  Faculty  of  Forest  High  School,  Forest,  La. 

A.  H.  HARROP 

by  Mr .  &  Mrs .  Manfred  Gustafson,  Tallulah, 

La. 

MRS .  GRACE  SHOLAR 

by  Mr.  &  Mrs.  Roger  Moses,  Baton  Rouge,  La. 
FRED  ROLAND 

by  Mrs .  Georgia  Stahl  &  Mrs .  Vera  Gibbs, 
Minden,  La. 

JACK  NOBLE 

by  Engineering  Dept,  of  Olincraft,  West  Monroe, 
La. 


(Continued  next  week) 
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EWHA  WOMAN’S  UNIVERSITY 
TO  START  $20  MILLION 
DEVELOPMENT  PLAN 

Ewha  Woman’s  University  in  Seoul,. 
Korea,  has  initiated  a  $20  million 
“Decade  Development  Plan”  for  1967- 
77.  Ten  million  dollars  will  be  sought 
in  the  United  States.  The  plan  calls 
for  the  addition  of  five  new  buildings, 
the  expansion  of  the  library  and  fine 
arts  building,  and  will  encompass  an 
area  of  828,000  square  feet. 

Dr.  Helen  Kim,  Ewha  president 
emeritus  and  international  Methodist 
leader,  says  that 
more  emphasis  will 
be  placed  on  ap¬ 
plied  sciences  and 
scientific  research 
laboratories  than 
ever  before,  and 
other  improvements 
will  be  made. 

Ewha  is  one  of 
Methodism’s  highly 
regarded  educational  institutions  over¬ 
seas  and  one  of  the  largest  women’s 
universities  in  the  world,  with  an  en¬ 
rollment  of  8,000.  Founded  80  years 
ago  by  Mrs.  Mary  Scranton,  a  mis¬ 
sionary  of  the  Woman’s  Missionary 
Society  of  the  former  Methodist  Epis¬ 
copal  Church,  it  is  now  supported  by 
the  Korean  Methodist  Church,  the 
World  Division  of  the  Methodist  Board 
of  Missions,  and  other  groups. 

Construction  planned  for  the  next 
decade  includes  a  research  center  for 
natural  sciences  and  humanities,  where 
the  Korean  Cultural  Research  Center 
and  the  Korean.  Research  Center  for 
Better  Living  will  be  housed.  The  next 

10  years  also  call  for  a  larger  library 
with  the  number  of  volumes  available 
placed  at  2,000,000.  Modern  library 
facilities  will  require  automatic  ma¬ 
chines,  including  microfilm  and  photo¬ 
copying  equipment.  An  addition  to  the 
library  will  be  a  music  materials  room. 

Graduate  school  enrollment  is  ex¬ 
pected  to  increase.  Full-time  profes¬ 
sors  will  be  assigned  to  the  graduate 
school,  and  an  exchange  system  for 
professors  and  for  students  will  be 
set  up,  along  with  a  research  program 
for  faculty,  encouraging  professors  to 
devote  themselves  to  research. 

The  new  Asian  Cultural  Center  for 
Women  will  provide  study  between 
Asian  cultures,  and  enable  women  to 
participate  in  exchange  programs. 

A  new  administration  building  will 
house  12  floors  within  201,600  square 
feet.  It  will  be  occupied  by  the  of¬ 
fices  of  academic  administration,  stu¬ 
dent  affairs,  business  administration, 
property  management,  guidance  cen¬ 
ter,  alumni  association,  and  also  will 
house  the  student  cafeteria,  drama 
center,  student  union,  health  service, 
bookstore,  and  printing  shop. 

In  an  expansion  of  medical  facilities, 
a  new  500-bed  hospital  will  be  erected, 
with  modem  facilities.  Woman  doctors 
will  continue  to  be  trained  in  this 
hospital.  A  nurse’s  dormitory  also  will 
be  constructed. 

Members  of  the  U.S.  Ewha  Co¬ 
operating  Board,  formed  after  the  Ko¬ 
rean  war  to  raise  funds  for  Ewha,  and 

11  representatives  of  various  churches 
in  the  New  York  and  Washington, 
D.C.,  areas  have  formed  the  North 
American  Sponsors  for  Ewha  Univer¬ 


The  Shreveport  District  Wesleyan  Service  Guild  Fellowship  dinner  was  held  at 
Noel  Memorial  Church,  Oct.  27.  Pictured  at  the  head  table  are,  from  left:  Mrs. 
Elsie  Ellis,  district  spiritual  life  cultivation;  Mrs.  H.  D.  Haberyan,  evening 
speaker;  Miss  Elizabeth  Lowrey,  district  secretary;  Mrs.  T.  E.  Kirkpatrick, 
district  WSCS  president;  Mrs.  Gerry  Finch,  recording  secretary;  and  Miss  Arline 
Tyler,  past  conference  secretary. 


sity.  A  committee,  chaired  by  Dr.  Har¬ 
ry  Denman,  retired  general  secretary  of 
the  Methodist  Board  of  Evangelism, 
will  seek  gifts  totalling  $10  million 
from  throughout  the  United  States. 

Dr.  Kim  has  assumed  responsibility 
in  Korea  for  enlisting  support  of  the 
development  program,  and  plans  are 
now  underway  to  obtain  the  other  $10 
million  for  the  project  in  Korea  and 
elsewhere  outside  the  U.S. 

t 

Artist-in-residence 

by  Ellen  Clark 
Staff  Writer, 

Methodist  Board  of  Missions 

Boylan-Haven-Mather  Academy,  a 
Methodist  mission  school  in  Camden, 
S.C.,  is  justly  proud  of  its  new  music 
teacher.  She  is  Miss  Marilyn  Neeley, 
a  brilliant  concert  pianist  who  took  a 
leave  of  absence  from  the  faculty  of 
the  University  of  Southern  California 
to  become  artist-in-residence  at  the 
school  this  year. 

Explaining  her  decision  to  the  Cam-' 
den  Chronicle,  the  young  and  attrac¬ 
tive  Miss  Neeley,  a  Methodist,  said: 
“To  be  a  successful  performer  one  is 
essentially  self-centered.  One  has  to  be 
concerned  with  becoming  well-known 
and  keeping  one’s  name  before  the 
ublic.  I  had  reached  a  point  where  I 
ad  become  tired  of  thinking  of  my¬ 
self  and  my  career.  I  wanted  to  do 
something  in  which  I  could  give  of 
myself.” 

Miss  Neeley’s  humility  and  her  en¬ 
thusiasm  for  Camden  and  her  begin¬ 
ning  music  pupils  have  earned  her 
raves  from  fellow  teachers.  “A  real 
human  being”  is  how  one  co-worker 
described  her. 

Accolades  from  music  critics  have 
been  equally  laudatory.  When  she  gave 
a  solo  recital  in  New  York’s  Town 
Hall  in  December,  1966,  the  New  York 
Times  called  her  performance  “extra¬ 
ordinary,”  and  the  World  Journal 
Tribune  paid  glowing  tribute  to  “a 
gifted  pianist.” 

In  1963  the  Los  Angeles  Times 
named  her  “Woman  of  the  Year”  in 
Music.  The  London  Times  has  com- 


Missionary  schoolmates  greeting  each 
other  are  Dr.  Pearle  McCain,  left,  and 
Miss  Nellie  Dyer.  Dr.  McCain  is  home 
in  Little  Rock  for  a  short  furlough  from 
her  post  as  dean  of  the  Department  of 
Christian  Education  of  Seiwa  College, 
Nishinomiya,  Japan.  They  are  visit¬ 
ing  in  Miss  Dyer’s  oriental  import  shop 
in  North  Little  Rock.  Miss  Dyer  was  a 
missionary  in  Korea  27  years, and  spent 
both  recent  wars  in  prison  camps, 
World  War  II  in  the  Japanese  Camp  in 
the  Philippines,  and  during  the  Korean 
War  she  was  a  prisoner  of  the  commun¬ 
ists.  Dr.  McCain  has  served  in  China 
and  Japan  43  years.  Both  mission¬ 
aries  attended  the  old  Galloway  Wom¬ 
an’s  College  in  Searcy,  Ark.,  and  Scar- 
ritt  College,  Nashville,  Tenn. 


mented  that  “her  pianistic  gifts  are  of 
a  high  order.” 

Born  in  Los  Angeles,  Miss  Neeley 
made  her  debut  at  the  age  of  eight 
and  was  hailed  as  a  child  prodigy. 
In  the  20  years  since  then,  she  has  ap¬ 
peared  with  more  than  75  symphony 
orchestras  and  has  toured  the  United 
States,  Canada,  Mexico  and  Europe. 

Among  her  numerous  awards  is  the 
5  th  prize  in  the  Van  Cliburn  Interna¬ 
tional  Piano  Competition,  Fort  Worth, 
Texas,  in  1962.  She  recorded  BrahmS' 
for  the  British  Broadcasting  Company 
in  1966.  In  the  summer  of  1967  she 
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Call  to  Prayer  programs 

HOfcSESHOE  DRIVE  SERVICE 

Mrs.  Aubrey  Sanders,  Secretary  of 
Spiritual  Life,  led  the  ladies  of  the 
Horseshoe  Drive  Methodist  Church  in 
a  most  inspiring  service  as  they  began 
the  observance  of  “A  Call  to  Prayer 
and  Self-Denial,”  on  Monday  evening, 
October  23,  1967. 

With  a  beautiful  worship  setting  in 
the  foreground,  soft  organ  music  in 
the  background,  and  the  theme  “Feed 
My  Sheep,”  the  call  was  issued  to  all 
Methodist  women  to  join  in  prayer, 
study,  and  sacrificial  giving  for  Special 
Opportunities  for  Leadership  Training 
for  women  around  the  world  and  So¬ 
cial  Welfare-Building  Program  of 
Homes  for  Children  and  Youth-Resi¬ 
dences  for  Young  Business  Women. 

Brief  meditations  were  interspersed 
throughout  the  hour,  each  followed  by 
a  period  of  quiet  worship.  At  the  close 
of  the  service,  an  invitation  was  given 
for  altar  prayer  at  which  time  the  lad¬ 
ies  placed  their  sacrificial  gifts  on  the 
altar.  Organ  music  throughout  the  ser¬ 
vice  was  rendered  by  Mrs.  B.  A.  Beck, 
and  Mrs.  Roy  Ussery,  W.S.C.S.  Pres¬ 
ident,  pronounced  the  Benediction, 
t 

COLUMBIA  SERVICE 

First  Methodist  Church  of  Colum¬ 
bia  reports  an  inspiring  Service  of  Wor¬ 
ship  and  Call  to  Prayer  and  Self-De¬ 
nial  on  Monday  evening,  Oct.  30.  Mrs. 
Leslie  LaCroix  was  the  leader  of  the 
program  “Feed  My  Sheep.”  Those  giv¬ 
ing  meditations  included  Mrs.  E.  L. 
Carroll,  Miss  Annie  Mae  Ferrand,  Mrs. 
W.  J.  Perkins,  Mrs.  Earl  Mullins,  Mrs. 
Bert  Bradford,  Mrs.  John  Crump,  and 
Mrs.  George  Hughes.  Mrs.  C.  G.  Sim¬ 
mons  and  Mrs.  K.  A.  Serrett  were  in 
charge  of  the  offering;  Mrs.  Earl  M. 
Harris  of  the  music. 

t 


participated  in  the  Marlboro  Music 
Festival  in  Vermont,  where  Pablo 
Casals  was  conductor-in-residence. 

Miss  Neeley  is  the  daughter  of  Los 
Angeles  County  Supreme  Court  Judgo 
William  B.  Neeley.  Her  mother  is  a 
retired  piano  teacher,  who  started  her 
daughter  at  the  keyboard  when  she  was 
three  years  old.  She  is  a  1960  graduate, 
magna  cum  laude,  of  the  University  of 
Southern  California  and  also  has  a 
master  of  arts  degree  in  religion  from 
the  university. 

It  was  through  an  academic  advisor 
that  she  made  contact  with  Boylan- 
Haven-Mather  Academy  after  visiting 
the  South.  Miss  Neeley  is  giving  con¬ 
certs  across  the  country  during  this 
year. 

Boyan-Haven-Mather  Academy  has 
an  enrollment  of  about  225  students, 
grades  7  through  12,  and  a  faculty  of 
about  25.  It  is  a  project  of  the  Na¬ 
tional  Division  of  the  Methodist  Board 
of  Missions.  The  superintendent  is  the 
Rev.  Edwin  E.  LeMaster,  a  former 
Methodist  missionary  to  Angola.  The 
school  receives  major  financial  support 
from  the  Woman’s  Society  of  Chris¬ 
tian  Service  and  Wesleyan  Service 
Guild  through  their  “pledge  to  mis¬ 
sions”  giving. 
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•  On  a  Wide  Circuit 


Prayer 

by  W.  W.  Reid 

In  Paul’s  first  letter  to  the  Chris¬ 
tians  in  the  Thessalonian  church,  he- 
admonishes  them,  “Pray  without  ceas¬ 
ing”  (King  James  Version).  This  is  the 
second  shortest  verse  in  Holy  Scrip¬ 
tures,  and  to  many  of  us  one  of  the 
most  difficult.  Nor  do  the  recent  trans¬ 
lators  make  it  more  easy  for  us.  The 
Revised  Standard  Version  says,  “Pray 
constantly”;  the  New  English  Bible, 
“Pray  continually”;  and  Dr.  Moffatt, 
“Never  give  up  prayer.”  There  may  be 
some  help  in  Paul’s  similar  advice  to 
the  Ephesians,  “Pray  at  all  times  in 
the  Spirit,  with  all  prayer  and  suppli¬ 
cation”  (RSV). 

Children  are  literalists — as  all  par¬ 
ents  and  educators  know.  And  as  a 
“literalist”  this  verse  bothered  me  in 
childhood,  for  prayer  meant  getting 
down  on  my  knees,  and  I  could  not 
think  of  myself  (or  of  anyone  but  pos¬ 
sibly  a  minister)  down  on  one’s  knees 
“without  ceasing.”  It  was  asking  just 
too  much  of  a  schoolboy  or  anyone 
with  set  work  to  do!  I  am  not  sure 
that  many  boys  and  girls  do  not  carry 
on  a  similar  notion  into  deep  adult¬ 
hood!  .  .  . 

There  is  a  story  I  heard  many  years 
ago  concerning  two  bishops,  assigned 
to  one  room  for  the  night;  one  jump¬ 
ing  into  bed  without  saying  his  pray¬ 
ers  and  being  soundly  reprimanded  by 
the  other  for  apparent  neglect  of  de¬ 
votion.  But  the  other  cheerfully  res¬ 
ponded,  “But,  brother,  I  always  try  to 
keep  prayed  up!”  (Sometimes  I  sus¬ 
pect  the  story  is  apocryphal  for  I  can¬ 
not  conceive  of  any  host  tucking  two 
bishops  in  for  the  night  in  one  room: 
but  the  story  makes  a  point.)  Prayer 
is  not  confined  to  a  few  words  mum¬ 
bled  or  said  aloud  for  a  few  seconds 
at  some  given  time  or  signal:  prayer 
is  rather  the  spirit,  and  the  purpose, 
and  the  honest  performance  of  any 
and  every  act  of  one’s  relationships,  of 
one’s  occupation,  of  one’s  opportuni¬ 
ties.  As  such  it  is  vital  that  we  are 
“constant”  in  prayer — or  (as  Dr.  Mof¬ 
fatt  expresses  it)  that  we  “never  give 
up  prayer.”  Perhaps  we  might  say  with 
the  bishop,  “I  always  try  to  keep  prayed 
up — I  do  my  episcopal  duties  in  the 
spirit  of  prayer — I  am  constantly  try¬ 
ing  to  be  in  communication  with  spiri¬ 
tual  powers  in  everything  I  do — I  do 
not  confine  my  prayer  life  to  a  few 
tired  moments  at  bedtime.” 

To  my  mind,  one  of  the  finest  of 
this  century’s  Christian  hymns,  and  one 
that  expresses  beautifully  this  broader 
concept  of  prayer,  is  that  of  Dr. 
Tweedy,  “O  gracious  Father  of  man¬ 
kind”  (The  Methodist  Hymnal), 
from  which  I  quote: 

“Thou  dost  not  wait  till  human  speech 

Thy  gifts  divine  implore; 

Our  dreams,  our  aims,  our  work,  our 
lives. 

Are  prayers  thou  lovest  more  .  .  . 

Thou  hearest  these,  the  good,  and  ill. 

Deep  buried  in  each  breast; 

The  secret  thought,  the  hidden  plan. 

Wrought  out  or  unexpressed  .  .  .  .” 

So  we  are  constantly  in  prayer, 
whether  we  will  it  or  not!  We  are  in 
communication  with  the  Source  of  our 
being  and  life  in  every  act  of  every 
day.  And  our  task  is  to  so  do  our  work 
— whether  it  be  as  the  street  sweeper 


The  State  Opening  of  the  Mother  of 
Parliaments  is  always  guaranteed  to 
stop  the  traffic  in  London.  But  it  is 
more  than  a  piece  of  interesting  pag¬ 
eantry.  It  is  the  traditional  time  when 
the  Prime  Minister  makes  what  is 
known  as  the  Queen’s  Speech. 

This  is  the  occasion  when  the  out¬ 
lines  of  the  legislation  for  the  forth¬ 
coming  Parliamentary  Session  are  laid 
down,  and  the  Government  informs  the 
House  what  it  intends  to  do. 

At  this  State  Opening  —  the  one 
which  was  attended  by  two  young 
members  of  the  Royal  Family,  the 
Prime  Minister  exploded  a  social 
bomb.  The  hereditary  basis  of  mem¬ 
bership  of  the  House  of  Lords  is  to  be 
abolished. 

The  Upper  Chamber  of  the  Houses 
of  Parliament,  ever  since  the  13th  cen¬ 
tury,  has  been  the  place  where  those 
who  inherited  by  birth  the  proud  titles 


in  India  or  the  missionary  administra¬ 
tor  in  some  lonely  and  distant  field — 
that  it  is  pleasing  to  God  and  a  source 
of  joy  and  satisfaction  in  our  highest 
moments  of  spiritual  communication. 
Every  well-done  job  that  is  of  service 
to  mankind  is  a  constant  prayer  to 
the  God  who  gave  his  Son  for  the 
sake  of  mankind.  Every  occasion  and 
relationship  of  life  is  an  occasion  and 
relationship  that,  performed  from  high 
motives,  are  prayers  to  the  God  who 
loves  all  that  he  has  created — the  God 
who  knows  “our  dreams,  our  aims,  our 
work,  our  lives”  as  living  prayers. 

Two  footnotes  might  well  be  made 
to  this  consideration  of  prayer,  for  both 
suggest  that  he  who  prays  acceptably 
must  also  be  concerned  with  God’s  in- 


CAUSE  AND  EFFECT 

A  crowd  of  young  men  in  Califor¬ 
nia  last  month  made  a  public  demon¬ 
stration  of  burning  their  draft  cards. 
Then  standing  before  the  army  induc¬ 
tion  center  they  chanted, 

“H - NO:  WE  WON’T  GO.” 

All  of  us  resent  this  act  of  disobedi¬ 
ence.  Because  disobedience  produces 
rebellion,  and  rebellion  matures  into 
anarchy. 

In  towns  and  cities  across  the  nation 
“good  citizens”  by  the  hundreds  of 
thousands  destroy  traffic  tickets  and 
never  honor  them.  Of  course  they  do 
not  demonstrate  noisily  in  the  streets. 
They  don’t  shout  that  their  civil  rights 
arc  denied.  They  simply  refuse  to  obey 
the  law. 

Yet  what  is  the  difference? 


of  the  English  nobility  have  exercised 
their  influence  on  British  Government. 
But  recent  times  have  seen  the  appoint¬ 
ment  of  more  and  more  life  peers,  and 
this  means  that  by  the  time  the  reform 
of  the  Lords  is  complete  it  is  likely 
that  there  will  be  a  non-hereditary  ma¬ 
jority  in  the  House  of  Lords. 

Numbers  overall  will  be  reduced.  At 
the  moment  there  are  no  less  than 
1,045  on  the  active  membership  roll 
of  the  House  of  Lords.  This  number 
includes  the  Royal  Princes,  Archbish¬ 
ops,  Dukes,  Marquesses,  Earls,  Vis¬ 
counts,  Bishops  and  Barons  in  their 
proper  order  of  precedence. 

But  future  membership  will  be  lim¬ 
ited,  and  only  the  ablest  hereditary 
peers  will  be  selected  by  a  new  pro¬ 
cedure. 

The  streamlining  of  the  Houses  of 
Parliament  will  naturally  be  a  gradual 
process,  but  with  this  Session  of  Par- 


terest  in  his  creation.  It  was  the  poet 
Coleridge  who  wrote: 

“He  prayeth  best  who  loveth  best 
All  things  both  great  and  small; 

For  the  dear  Lord  who  loveth  us 
He  made  and  loveth  all.” 

And  the  late  Ernest  Fremont  Tittle 
wrote:  “The  essence  of  prayer  is  fel¬ 
lowship  with  God,  and  fellowship  is 
not  nor  can  it  be  a  one-sided  affair. 
In  friendship  between  man  and  man 
there  is  mutual  communication,  each 
sometimes  speaking  and  sometimes  lis¬ 
tening  to  the  other.  This  free  and  frank 
interchange  of  thought  is  a  necessary 
condition  of  friendship  and  something 
comparable  to  it  must  belong  to  any 
genuine  fellowship  of  man  with  God.” 


This  is  not  intended  in  any  manner 
to  excuse  the  burning  of  draft  cards. 
That  act  borders  on  sedition.  But 
where  did  these  young  fellows  get  the 
idea  of  disobedience  in  the  first  place? 

The  answer  might  be  found  between 
the  lines  of  the  statements  made  re¬ 
cently  by  the  Rev.  David  Wilkerson, 
author  of  the  startling  book,  “The 
Cross  and  the  Switchblade.”  He  begged 
a  city  audience  to  “Quit  making  de¬ 
linquents  faster  than  we  can  reach 
them.” 

Delinquency  does  not  appear  full- 
formed  in  the  lives  of  our  youth  today. 
It  is  a  creeping  paralysis  that  grows  in 
many  so-called  “good  homes.”  Delin¬ 
quency  is  a  father  failing  to  interest  his 
children  in  public  worship,  then  curs¬ 
ing  Society  for  not  giving  them  better 
moral  standards.  It  is  a  mother  playing 


liament  it  has  begun,  and  the  result 
will  be  a  modernization  of  government' 
in  the  most  traditional  home  of  govern¬ 
ment  in  the  world. 

The  method  selected  by  the  Prime 
Minister  is  to  set  up  a  Joint  Committee 
of  Labour,  Tory  and  Liberal  represent¬ 
atives  to  make  the  new  plan,  but  if 
there  is  not  sufficient  inter-party  agree¬ 
ment  on  the  new  constitution,  the  Cab¬ 
inet  intends  to  push  on  with  the 
scheme  in  any  case.  One  very  impor¬ 
tant  proposal  is  that  the  ability  of  the 
House  of  Lords  to  delay  legislation 
passed  by  the  House  of  Commons 
should  be  reduced  in  time  from  twelve 
months  to  six  months. 

Foreseeable  fears  have  already  been 
expressed.  One  of  them  is  that  Mr. 
Wilson  is  altering  the  centuries-old 
check  on  government  which  the  Lords 
have  exercised  to  make  life  easier  for 
himself  and  his  colleagues. 

Those  people  who  imagine  that  the 
House  of  Lords  is  a  complete  anach¬ 
ronism  do  not  always  realize  that  now¬ 
adays  the  Upper  Chamber  has  in  it 
some  of  the  best  informed  men  and 
women  in  the  land.  The  quality  of  de¬ 
bate  is  exceedingly  high,  and  some¬ 
times  the  Lords  can  take  an  objective 
view  which  is  not  so  easily  taken  by 
the  Party-conscious  members  of  the 
Commons. 

Methodist  Peer  Lord  Soper  is  one 
of  the  members  of  the  House  of  Lords 
who  can  always  be  depended  upon  for 
an  incisive  contribution,  and  although 
there  is  no  doubt  a  need  to  make  the 
Lords  a  viable  instrument  in  the  terms 
of  the  present  day,  there  will  be  wide¬ 
spread  hesitation  to  accept  thorough¬ 
going  legislation  which  may  have  the 
effect  of  removing  those  balances  and 
checks,  which,  at  its  best  the  Lords  can 
really  offer  to  stable  government.  This 
is  an  issue  which  will  be  really  lively. 
*  *  * 

THE  QUEEN  MARY 

A  link  with  the  lush  days  of  the 
1930s  has  been  severed  by  the  sailing 
from  Southampton  for  the  last  time  of 
the  great  Cunard  liner,  the  Queen 
Mary.  She  is  to  be  the  highlight  tourist 
attraction,  when  she  finally  berths  in 
an  American  tourist  center. 

A  great  deal  of  nostalgia  has  been 
evident  in  people’s  reaction  to  her  pass¬ 
ing  from  the  Atlantic  scene.  But  Brit- 

P lease  turn  to  page  15 


bridge  for  “just  pennies,”  then  wring.- 
ing  her  hands  when  her  child  is  ar¬ 
rested  in  a  gambling  raid.  It  is  a  parent 
cursing  in  front  of  a  child,  then  blow¬ 
ing  his  (or  her)  top  when  the  child 
curses  the  school  teacher.  It  is  keeping 
liquor  in  the  home  for  friends,  then 
sounding  off  mightily  about  teen-age 
alcoholics. 

The  list  could  go  on  and  on.  When 
parents  are  not  interested  in  teaching 
respect  for  law  to  small  children,  they 
have  little  cause  to  weep  or  curse 
about  their  children  running  with  the 
hippies.  My  experience  with  people  in 
trouble  has  taught  me  that  most  young 
people  foul  themselves  up  with  the  law 
because  they  never  knew  firm,  loving 
discipline  at  home. 

Bearing  children  is  a  lot  more  than 
a  biological  process.  It  is  a  holy  re¬ 
sponsibility,  placed  upon  our  shoulders 
by  none  other  than  God  Almighty.  If 
our  homes  fail  to  train  and  discipline 
their  children,  there  is  only  one  end 
result:  violent  disobedience. 


0&€Uf*KClK&  7VUKC4A 


by  Charles  A.  Stuck/Lay  Evangelist 
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Ross  Snyder,  ON  BECOMING 
HUMAN,  $1.95,  Abingdon,  144  pp. 

This  book  has  the  sub-title  of  “Dis¬ 
covering  Yourself  and  Your  Life 
World.”  The  author  explains  what  he 
means  in  the  one  sentence  in  the  book 
that  requires  more  explaining  than  any 
other:  “If  I  were  asked  to  give  a  name 
to  the  viewpoint  presented  in  this  book, 
I  would  christen  it  “a  religious  exist¬ 
ential  -  phenomenological  -  develop¬ 
mental  way  of  being-in-the  world.”  If 
one  can  forgive  him  for  such  a 
sentence,  he  can  go  on  to  discover  an 
unusual  book  that  can  help  each  per¬ 
son  realize  the  potential  of  his  life. 

The  author,  longtime  professor  of 
religious  education  at  Chicago  The¬ 
ological  Seminary,  writes  with  a  dis¬ 
tinctive  style  and  introduces  the  read¬ 
er  to  some  interesting  new  words. 

One  of  the  classic  sentences  says: 
“A  truly  religious  faith  enables  being 
with  and  for  people.  Not  just  because 
our  religious  heritage  teaches  us  that 
we  should  love  other  people — although 
it  does.  But  because  we  feel  the  love 
and  creativeness  of  God  coming  to¬ 
ward  us  in  power.  And  welling  up 
within  us  toward  our  fellow  man,  con¬ 
vincing  us  that  God  is  just  as  con¬ 
cerned  about  their  lives  as  he  is  about 


Harold  A.  Bosley,  THE  CHARAC¬ 
TER  OF  CHRIST,  $3,  Abingdon,  142 

pp. 

Here  are  seven  of  Dr.  Bosley’s  ser¬ 
mons  which  serve  as  a  companion  vol¬ 
ume  to  his  Mind  of  Christ.  (Louisiana 
pastors  will  recognize  several  of  them 
as  messages  which  were  preached  dur¬ 
ing  the  recent  pastors’  school.) 

Referring  to  the  current  effort  of 
the  Death-of-God  theologians  to  find 
meaning  in  life  in  Jesus  Christ  with¬ 
out  benefit  of  God,  he  says,  “of  course, 
they  are  attempting  the  impossible. 
Take  the  meaning  of  God  out  of  the 
life  and  teachings  of  Jesus  Christ,  and 
there  is  no  meaning  at  all.” 

The  seven  messages — all  of  which 
we  regard  as  superior  —  have  one- 
word  titles:  meekness,  honesty,  purity, 
mercy,  peace,  firmness,  and  triumph. 

Another  sentence  which  helps  to 
feel  the  tone  of  Dr.  Bosley’s  position 
is  that:  “I  find  it  disturbing  that  many 
churchmen  today  shrink  from  and 
sometimes  appear  to  belittle  the  very 
notion  of  ‘following  Jesus.’  While  this 
can  be  hopelessly  superficial,  it  need 
not  be  so.  The  ones  ‘who  upset  the 
world’  were  following  Jesus.” 

If  you  plan  to  buy  only  one  book  of 
sermons  this  year  buy  this  one. 


Barstow  Bates  in  Business  Manage- 
ment:  “Research  is  the  process  of  go¬ 
ing  up  alleys  to  see  if  they  are  blind.” 


Kelly  Fordyce  in  The  Indianapolis 
Star:  “Unfortunately,  the  shortest  dis¬ 
tance  between  two  points  is  seldom  the 
after-dinner  speaker’s.” 


Barry  Goldwater,  assessing  President 
Johnson’s  conduct  of  the  Vietnam  War: 
“In  his  heart  he  knows  I  was  right.” 
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Malcolm  Boyd,  Episcopal  chaplain- 
at-large  to  American  students,  in  his 
book  Free  to  Live,  Free  to  Die:  “Those 
early  Christians  would  embarrass  us; 
they’d  smell  up  the  place.  After  all, 
there  were  no  showers  in  an  apostolic 
jail,  and  they  hadn’t  heard  of  de¬ 
odorants.” 


Reuel  Howe,  author  of  the  outstand¬ 
ing  book  The  Miracle  of  Dialogue, 
speaking  of  the  manner  in  which  set¬ 
tlements  must  always  be  arrived  at: 
“When  a  condition  of  stalemate  is  fol¬ 
lowed  by  a  settlement  it  means  that  the 
parties  finally  abandoned  an  earlier 
determination  to  see  the  situation  only 
from  their  own  point  of  view.” 
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Frank  Stanton,  president  of  CBS, 
urging  that  election  day  become  a  na¬ 
tional  holiday  in  the  United  States: 
“The  responsibility  of  voting  ought  to 
be  associated  not  with  a  crushing  in¬ 
convenience,  but  with  a  special  day 
dedicated  nationally  to  the  most  funda¬ 
mental  act  of  democratic  life.” 


<c 


Father  Ernest  Bartell,  professor  at 
Notre  Dame,  calling  tor  a  new  method 
of  financing  parochial  school  systems: 
“The  principal  sources  of  revenue  upon 
which  the  church  and  her  schools  have 
depended  takes  a  larger  share  of  rela¬ 
tively  low  incomes  than  they  do  of 
high  incomes.” 


ti  99 

Dr.  Eugene  Carson  Blake,  general 
secretary  of  the  World  Council  of 
Churches  speaking  to  the  Fall  meeting 
of  the  British  Council  of  Churches 
concerning  increasing  cooperation  with 
Roman  Catholics:  “There  is  hardly 
anything  the  WCC  does  that  could 
not  be  better  done  if  the  Roman  Cath¬ 
olic  Church  was  fully  involved  in  it.” 


ARK-eology 

by  Gene  Herrington 


Nothing 
burns  me  up 
more 

than  another 

bull-headed 

steward. 


‘P&efrUf  'PdKVKUKO, 

by  Barbara  L.  Mulkey 

“Roses  Every  Day”  is  the  title  of  a  book  of  inspirational 
observations  by  Margaret  Moore  Jacobs.  One  of  her  “roses”  is 
this  thought  ...  “I  have  never  yet  seen  a  morning  dawn  when 
I  could  not  say,  ‘Thank  You,  Lord,’  and  I  pray  there  never  will 
come  such  a  day.” 

TO  EXPRESS  MY  GRATITUDE 

I’m  sending  you  this  thank-you  note 

For  such  a  perfect  gift 

Which  I  received  this  morning. 

It  gave  me  such  a  lift 
To  realize  I’ll  have  its  use 
From  early  morn  ’til  night. 

I’ll  try  so  hard  to  keep  it  safe 
And  plan  its  use  just  right. 

I  know  it  must  be  valuable, 

I  sense  this  at  a  glance. 

I’ll  try  to  keep  it  clean  and  bright 
So  I’ll  have  the  chance 
To  see  that  it’s  returned  to  you. 

Perhaps  with  dividends. 

But  if  it  should  get  frayed  a  bit 
I’ll  try  to  make  amends. 

You  know  my  limitations. 

And  since  you  were  so  kind 
To  send  to  me  this  lovely  gift, 

I  hope  that  you  won’t  mind 
If  I  should  ask  directions  and 
Should  call  on  you  for  aid. 

For  sometimes  I  need  guidance 
When  adjustments  must  be  made. 

Now  since  this  gift  you  sent  to  me 
Must  be  used  right  away, 

I’ll  not  delay  but  will  proceed 
To  use  it  as  I  may. 

You’ll  hear  from  me  again  real  soon 
But  just  for  now  I’ll  say, 

“I  offer  you  my  thanks,  Dear  God, 

For  sending  me  this  day.” 

— by  Mattie  L.  Kelley 
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I  A  history  of  Methodist-EUB  merger 

PART  II 

The  United  Methodist  Church 

by  Dr.  Henry  A.  Rickey 
Ruston  District  Superintendent 


Bishop  Aubrey  Walton,  right,  presided  over  the  Nov.  5th  Memorials  Dedi¬ 
cation  Service  at  Claiborne  Methodist  Church.  Also  present  was  District 
Superintendent  Ed  Haug,  left,  with  Pastor  and  Mrs.  E.  W.  Sandel,  center. 
Memorials  dedicated  included  new  offering  plates,  stained  glass  windows, 
new  hymnals,  pew  Bibles,  a  Communion  Table  Cross  and  Communion  Ta¬ 
ble  Candlesticks.  Bishop  Walton  also  preached  at  Evening  v/orship. 


The  Methodist  Church  and  the 
Evangelical  United  Brethren  have 
agreed  to  unite,  to  form  The  United 
Methodist  Church. 

The  Methodist  Church  itself  was 
formed  by  the  uniting  of  three  denom¬ 
inations,  in  1939.  The  Methodist  Epis¬ 
copal  Church  was  organized  in  Balti¬ 
more,  at  the  Christmas  Conference, 
1784-1785.  In  1791  John  Wesley 
wrote,  “Methodists  are  one  people,  in 
all  the  world.” 

But,  in  time,  two  notable  divisions 
occurred  in  American  Methodism.  In 
1828,  a  group  of  earnest  and  godly 
persons,  who  had  insisted  in  vain  on 
lay  representation  in  Methodist  Con¬ 
ferences,  withdrew  to  form  the  Meth¬ 
odist  Protestant  Church.  In  time,  all 
Methodists  adopted  their  principle  of 
lay  representation. 

In  1844,  Northern  and  Southern 
Methodists  divided  over  two  issues, 
the  question  of  slavery,  and  the  pow¬ 
ers  of  the  bishops.  The  southern  group 
became  known  as  the  Southern  Meth¬ 
odist  Episcopal  Church,  while  the 
northern  brethren  kept  the  title  of  the 
Methodist  Episcopal  Church.  After  the 
Civil  War,  the  Negroes  in  the  southern 
church  withdrew  to  form  their  own 
church,  the  C.M.E.  Church,  as  it  is 
still  known. 

For  many  years,  these  three  de¬ 
nominations,  Methodist  Episcopal, 
Southern  Methodist  Episcopal,  and 
Methodist  Protestant,  talked  about 
coming  together.  There  was  a  stum¬ 
bling  block,  300,000  Negro  members 
in  the  M.E.  Church.  The  Methodist 
Protestants  included  a  few  Negroes, 
while  the  southern  church  had  none. 

In  1939,  these  three  churches  unit¬ 
ed  to  form  one  church,  known  as 
The  Methodist  Church.  The  Negro 
problem  was  solved,  temporarily,  by 
shifting  the  Negro  churches  and  min¬ 
isters  into  a  separate.  Central  Juris¬ 
diction,  with  its  own  bishops,  district 
superintendents,  conferences,  pastors 
and  churches.  Gradually,  many  of  these 
Negro  conferences  and  churches  have 
been  absorbed  into  the  geographical 
jurisdictions,  as  fast  as  those  involved, 
both  black  and  white,  approved. 

At  present,  there  are  three  episcopal 
areas  in  the  Central  Jurisdiction,  with 
bishops  in  Nashville,  Houston,  and 
Waveland,  Miss;  They  have  about 
225,000  members,  in  12  annual  con¬ 
ferences. 

The  Methodist  Church,  as  a  whole, 
has  about  10,250,000  members. 

The  Evangelical  United  Brethren 
Church  was  formed  in  1 946  by  a  union 
of  the  Church  of  the  United  Brethren 
in  Christ,  and  the  Evangelical  Church. 
Both  these  churches  had  roots  in  early 
American  history. 

William  Otterbein  came  to  America 
in  1752,  as  a  missionary  from  the  Re¬ 
formed  Church  to  the  German  speaking 
people  of  the  colonies.  In  1776,  he 
heard  a  Mennonite  preacher  in  Penn¬ 
sylvania,  named  Martin  Boehmn.  As 
Boehm  described  his  convictions  and 
religious  experiences,  Otterbein  was 
deeply  moved.  At  the  close,  he  threw 


his  arms  around  him,  exclaiming,  “We 
are  brethren!”  That  is  how  the'  name 
originated. 

The  Brethren  preachers  were  close¬ 
ly  associated  with  the  early  Methodists, 
conferring  often  and  frequently  travel¬ 
ing  together.  They  often  shared  a 
building,  with  Methodists  preaching  at 
one.  hour  in  English,  and  the  Brethren 
preaching  in  German  at  another.  When 
Francis  Asbury  was  ordained  a  Meth¬ 
odist  bishop,  he  asked  Otterbein  to  as¬ 
sist  in  the  service,  in  the  laying  on  of 
hands.  Likewise,  when  Otterbein  or¬ 
dained  Christian  Newcomer  a  bishop, 
he  asked  a  Methodist  to  do  the  same. 
Asbury  conferred  with  Otterbein  in 
preparing  the  Book  of  Discipline  for 
the  Methodists.  Translated  into  Ger¬ 
man,  this  same  book  was  the  basis  for 
the  book  of  Discipline  for  the  United 
Brethren,  and  later,  the  Evangelical 
Church.  The  United  Brethren  Church 
was  formally  organized  in  1800. 

Meanwhile,  the  Evangelical  Church 
began  with  Jacob  Albright.  Reared  a 
Lutheran,  and  converted  thru  the  Unit¬ 
ed  Brethren,  he  became  a  lay  preacher 
in  the  Methodist  Church,  preaching  to 
German-speaking  people  in  Pennsyl¬ 
vania.  By  1816,  his  followers  had 
agreed  on  the  name,  “The  Evangelical 
Association.” 

From  1813  to  1946,  133  years,  The 
United  Brethren  and  the  Evangelicals 
talked  about  uniting.  They  finally  came 
together  in  1946,  to  form  the  Evan¬ 
gelical  United  Brethren.  It  has  about 
750,000  members,  mostly  in  the  mid¬ 
dle  section  of  the  nation,  between  Il¬ 
linois  and  Pennsylvania.  It  is  a  highly 
respected  group,  noted  for  evangelistic 
fervor,  and  staunch  morality.  There 
are  only  two  local  EUB  churches  in 
Louisiana,  in  Jennings  and  Roanoke, 
both  near  Lake  Charles.  Both  their 
theology  and  their  organizational  pat¬ 
tern  are  very  similar  to  the  Methodist. 

Since  1802,  the  United  Brethren  and 
the  Methodists  have  talked  of  uniting. 
Letters  and  fraternal  delegates  were 
exchanged,  but  little  came  of  it.  Fran¬ 
cis  Asbury  and  the  Evangelical  leader 
in  1810,  Driesbach,  talked  of  merging 
the  Methodists  and  the  Evangelicals, 
but  it  never  got  beyond  the  talk  stage. 
In  1871,  the  Evangelicals  voted  to 
unite  with  the  Methodists,  but  sectional 
feeling  was  too  strong  at  that  time. 
After  1946,  when  the  Evangelicals  and 
the  United  Brethren  got  together,  talk 
of  merger  with  the  Methodists  resumed, 
and  persisted  until  the  job  was  done 
in  1967. 

Union  had  to  be  approved  first  by 
both  General  Conferences,  which  was 
done  in  1966.  Methodists  approved  it 
overwhelmingly,  by  a  vote  of  749  to 
40.  The  EUB  vote  was  closer,  but  still 
decisive,  325  to  88.  Then  it  had  to  be 
ratified  by  at  least  a  two-thirds  votes 
of  all  the  members,  lay  and  clergy,  of 
all  the  Annual  Conferences  of  both 
churches.  This  was  done  in  1967,  with 
90%  approval  among  the  Methodists 
and  70%  among  the  EUB. 

The  two  General  Conferences  will 
meet  separately  for  a  day  or  so,  in 


from  page  four 

Pentagon  briefing 

they  are  fearful  of  what  will  happen 
to  them  if  they  help  us  and  then 
our  troops  leave  them  at  the  mercy  of 
the  Viet  Cong. 


April,  1968,  in  Dallas,  to  wind  up  the 
affairs  of  each  denomination.  Then, 
they  will  meet  in  joint  session,  from 
then  on.  The  two  churches  will  become 
one.  The  United  Methodist  Church. 

The  Articles  of  Faith  of  the  Meth¬ 
odist  Church,  and  the  Confession  of 
Faith  of  the  EUB  Church,  will  both 
be  included  in  the  1968  Discipline  of 
the  United  Methodist  Church.  In  time, 
the  two  creeds  will  be  unified.  This 
must  be  done  carefully,  without  haste. 
Likewise,  the  Social  Creeds  of  both 
shall  be  included  at  first,  and  unified 
later.  They  are  very  similar. 

Where  desired,  the  Annual  Confer¬ 
ences  involved  which  overlap,  may  take 
as  long  as  12  years  to  perfect  a  mer¬ 
ger.  The  Central  Jurisdiction  Confer¬ 
ences  are  the  exception.  They  are  asked 
to  be  merged,  if  possible  by  1972.  This 
is  a  request,  not  an  order.  The  EUB 
Annual  Conferences,  if  they  desire, 
may  continue  some  of  their  present 
customs,  for  as  long  as  12  years.  An 
example  might  be  the  election  of  dis¬ 
trict  superintendents  by  the  Annual 
Conference.  Methodists  rejected  this 
plan,  feeling  they  have  enough  politics 
already! 

The  Quarterly  Conference  in  the 
new  church  will  have  a  name,  The 
Charge  Conference.  This  is  a  better 
name.  When  Methodists  held  four 
Quarterly  Conferences  a  year,  it  was 
rightly  named  quarterly.  Now,  only 
one  or  two  are  held  a  year. 

In  the  Louisiana  Annual  Confer¬ 
ence,  where  only  two  small  congrega¬ 
tions  in  the  EUB  are  involved,  we  will 
hardly  know  the  difference,  exception 
for  the  dissolution  of  the  Central  Jur¬ 
isdiction,  which  was  already  in  prog¬ 
ress. 


Commenting  on  the  unusually  sharp 
lines  which  separate  Americans  on  the 
war  in  Vietnam,  one  official  said  that 
television  has  brought  people  so  much 
closer  to  the  details  of  this  war.  He 
also  indicated  serious  problems  which 
exist  in  the  matter  of  television  cam¬ 
eramen  selecting  sequences  for  film¬ 
ing  that  were  not  always  representative 
of  the  situation  as  it  is. 

When  questioned  about  the  charges 
that  the  Pentagon  controls  the  news 
about  Vietnam,  it  was  pointed  out  that 
there  are  500  accredited  newsmen  in 
Vietnam  and  no  censorship  of  what 
they  can  send.  It  was  the  feeling  of 
the  officials  that  control  of  the  news 
was  impossible  with  that  kind  of  free¬ 
dom. 

Asked  to  comment  on  the  reaction 
of  Pentagon  officials  to  the  recent  anti¬ 
war  demonstration  in  Washington,  one 
official  said,  “The  Secretary  believes 
in  responsible  dissent,  Out  uid  not  ieel 
that  there  was  anything  responsible 
about  the  dissent  evidenced  by  the 
demonstrations  at  the  Pentagon  doors.” 

Asked  what  the  situation  was  in  the 
matter  of  civilian  burns  from  napalm  in 
Vietnam,  one  official  indicated  that 
it  had  recently  been  his  responsibility 
to  go  to  Vietnam  and  check  on  this 
very  matter.  He  said,  “There  were 
some  burn  cases  among  civilians,  but 
more  of  them  were  due  to  careless 
use  of  kerosene  by  the  civilians  them¬ 
selves  than  from  any  causes  related 
to  the  war.” 

Commenting  on  questions  concern¬ 
ing  the  clamor  for  the  cessation  of 
bombing  in  North  Vietnam,  the  of¬ 
ficials  pointed  out  that  it  is  now  the 
policy  of  the  government  that  the 
bombing  will  be  stopped  at  any  time 
there  is  word  from  any  reliable  source 
that  Hanoi  is  willing  to  meet  for  talks. 
One  official  observed  that  the  last 
thing  in  the  world  we  want  is  un¬ 
conditional  surrender  by  North  Viet¬ 
nam.  He  said,  “What  would  we  do 
with  them  if  they  surrendered.”  He 
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said  that  North  Vietnam  is  not  the 
source  of  supply,  but  only  a  conduit, 
and  that  complete  destruction  of  the 
country  would  not  “dry  up  the  flow  of 
material.” 

Two  programs  recently  initiated  by 
the  Department  of  Defense  were 
“pointed  to  with  pride”  during  the 
briefing.  These  were  “Operation  100,- 
000,”  by  which  that  number  of  men, 
previously  unacceptable  for  military 
service,  had  been  rendered  acceptable 
by  training  and  that  98%  have  meas¬ 
ured  up  in  their  service.  The  other 
is  “Operation  Transition,”  which  pro¬ 
vides  job  training  and  job  counciling 
for  the  750,000  men  who  are  returned 
to  civilian  life  each  year  from  military 
life. 

One  official  said  that  the  efforts  to 
see  some  termination  to  hostilities  in 
Vietnam  are  made  more  difficult  “be¬ 
cause  Hanoi  doesn’t  want  to  talk  to 
anybody  about  what  Hanoi  is  doing 
in  South  Vietnam  but  only  what  others 
are  doing.” 
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COMMUNICATIONS  EXECUTIVE 
LEAVING  DISCIPLES  POST 

INDIANAPOLIS  (RNS)— The  Rev. 
James  C.  Suggs,  director  of  the  Office 
of  Interpretation  of  the  International 
Convention  of  Christian  Churches 
(Disciples  of  Christ)  for  the  past  sev¬ 
en  years,  has  resigned  effective  Dec. 
31. 

Explaining  his  resignation,  Mr.  Suggs 
said  “while  the  Disciples  eventually 
will  achieve  the  unification  of  paral¬ 
lel  and  overlapping  communications 
offices  for  which  I  have  been  pressing 
for  almost  five  years,  it  seems  clear 
that  it  will  not  take  place  as  soon 
as  I  feel  it  should  and  could.” 

Mr.  Suggs  has  advocated  pulling  all 
existing  communications  departments 
of  the  Church’s  agencies  together  into 
a  multi-media  unit  serving  the  entire 
denomination. 

Dr.  A.  Dale  Fiers,  executive  secre¬ 
tary  of  the  International  Convention 
accepted  the  resignation  with  “deep 
regret  as  well  as  agony  of  spirit.” 

Dr.  Fiers  praised  Mr.  Sugg’s  “imag¬ 
inative  leadership.  “His  basic  purpose,” 
said  the  executive  secretary,  “has  not 
been  primarily  to  publicize  the  Dis¬ 
ciples  of  Christ,  but  to  facilitate  and 
undergird  the  world  mission  of  the 
church  as  a  whole.” 

A  native  of  Texas,  Mr.  Suggs  is 
national  vice-president  of  the  Religious 
Public  Relations  Council,  secretary  of 
the  Board  of  Managers  of  the  National 
Council  of  Churches’  Broadcasting  and 
Film  Commission,  and  a  member  of 
the  Executive  Committee  of  Religion 
in  American  Life.  He  earned  B.A.  and 
B.D.  degrees  from  Texas  Christian 
University  in  Fort  Worth. 

t 

Cuban  Methodist  Autonomy  Set 

NEW  YORK — The  Methodists  of 
Cuba  have  set  Feb.  2-4,  1968,  as  the 
dates  for  bringing  into  being  the  new 
autonomous  Methodist  Church  of 
Cuba.  The  organizing  conference  will 
be  held  in  Havana. 

Since  1964,  Cuban  Methodists  have 
been  in  the  process  of  becoming  au¬ 
tonomous,  and  have  now  fulfilled  all 


ROSEDALE  SCHOOL  OF 
MISSIONS 

Rosedale  Methodist  Church,  Baton 
Rouge  District,  the  Rev.  George  Bur- 
lew,  pastor,  recently  completed  their 
second  annual  School  of  Christian 
Missions. 

Mrs.  Bill  Thomasson,  chairman  of 
the  Commission  on  Missions,  reports 
that  the  average  attendance  at  each 
of  the  Sunday  nights  in  October  was 
50. 

The  theme  was  “Ecumenicity,”  and 
included  participants  from  four  local 
churches  —  Episcopal,  Catholic,  Bap¬ 
tist  and  Methodist.  The  filmstrip 
“Foundations  for  Dialogue”  was  shown 
the  first  Sunday  night,  and  was  fol¬ 
lowed  the  next  Sunday  evening  by  a 
panel  of  ministers. 

In  other  sessions  Baptist  missionary 
work  in  Africa  was  explained,  as  was 
the  participation  of  the  Methodists  in 
the  program  of  the  United  Church  of 
Japan. 

An  outgrowth  of  the  study  was  the 
formation  of  an  Interfaith  Committee 
composed  of  delegates  from  each  of 
the  denominations  that  participated  in 
the  school.  This  committee  has  already 
planned  a  joint  Thanksgiving  service 
at  Immaculate  Heart  Catholic  Church 
of  Maringovin. 
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Oklahoma  Pastoral 
Institute  announces 
one-day  conference 

The  Oklahoma  Pastoral  Institute  of 
Oklahoma  City  has  announced  that 
they  are  having  Dr.  Reuel  Howe  for 
a  one-day  conference  on  “Dialogue 
With  Persons,”  at  Village  Methodist 
Church  in  that  city,  January  4,  1968. 

Dr.  Howe,  an  Episcopal  minister 
and  educator  is  recognized  as  an  out¬ 
standing  authority  in  the  field  of  “dia¬ 
logue.”  He  has  been  director  of  the 
Institute  of  Advanced  Pastoral  Stud¬ 
ies  at  Bloomfield  Hills,  Mich,  since 
1957.  He  is  a  consultant  in  adult  work 
to  the  Department  of  Christian  Edu¬ 
cation  of  the  National  Council  of 
Churches  and  is  a  member  of  the  board 
of  directors  of  the  Washington  School 
of  Psychiatry  and  of  the  Washington 
Seminar  on  Religion  and  Psychiatry. 

He  is  the  author  of  several  books 
including  The  Miracle  of  Dialogue, 
Sex  and  Religion  Today,  The  Church 
and  Mental  Health,  and  Making  the 
Ministry  Relevant. 

The  cost  of  the  conference  will  be 
$3,  and  the  address  for  further  infor¬ 
mation  is  Dr.  L.  Mack  Powell,  execu¬ 
tive  director,  Suite  300,  200  Classen 
Blvd.,  Oklahoma  City,  Okla. 
_ t _ 

of  the  necessary  steps.  The  new  au¬ 
tonomous  body  will  have  about  9,000 
members.  There  are  54  pastors,  either 
fully-ordained  ministers,  theological 
students  or  accepted  supply  (lay)  min¬ 
isters. 

In  deciding  to  become  autonomous, 
Cuban  Methodism  is  the  third  Meth¬ 
odist  unit  since  1964  to  vote  to  be¬ 
come  an  autonomous  church,  and  thus 
separate  organically  from  The  Meth¬ 
odist  Church.  The  others  are  the  Meth¬ 
odist  Church  of  Indonesia,  which  be¬ 
came  autonomous  in  1965.  All  three 
were  given  permission  to  become  au¬ 
tonomous  by  the  1964  Methodist  Gen¬ 
eral  Conference. 


$100,000  DAMAGE  AS 
TORNADO  HITS  CHURCH 

POINTE  A  LA  HACHE,  La.  (RNS) 
— Father  Peter  Boerding,  S.V.D.,  was 
offering  Mass  in  St.  Thomas  Roman 
Catholic  church  here  when  a  tornado 
struck  at  7:15  a.m.,  Oct.  30.  Damage 
to  the  church  and  rectory  was  esti¬ 
mated  at  more  than  $100,000. 

“I  had  just  come  to  the  Canon  of 
the  Mass  and  was  calling  down  the 
name  of  the  Lord,”  the  pastor  said. 
“That  was  it!  The  roof  fell  in.” 

Because  of  the  inclement  weather 
only  the  housekeeper  and  a  woman 
parisher  were  in  the  church. 

“We  got  almost  no  warning,”  Fath¬ 
er  Boerding  said.  “The  lights  went 
out,  and  I  heard  a  sound  like  low- 
flying  jet  planes.  Debris  started  fall¬ 
ing  all  around,  but  the  sacristy  seemed 
safe  so  we  rushed  there  to  hide. 

“It  was  a  good  thing  we  did  be¬ 
cause  part  of  the  roof  caved  in  right 
on  the  altar  where  I  was  standing. 

Steel  roof  beams  remained  intact 
but  the  roof  covering  was  blown  off. 
The  church  steeple  was  pushed  back 
and  was  impaled  on  the  beams.  The 
brick  structure  was  cracked  and  tom 
in  a  number  of  places.  The  rectory 
next  door  was  demolished. 
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SCARRITT  COLLEGE  OBSERVES 
75th  FOUNDERS’  DAY 

NASHVILLE,  TENN.  —  College 
and  university  presidents  and  deans  of 


COMMERCIAL  DISHWASHER 
FOR  SALE 

Four-year-old  commercial  type  dish¬ 
washer,  factory  cost  $2,000,  auto¬ 
matic  detergent  dispenser  type,  ideal 
for  large  church.  Call  or  write: 

Lakeview  Methodist  Church 
301  Lakeshore  Drive 
Minden,  La.  71055 

TELEPHONE:  377-5510-1226 


the  university  Center  and  greater  Nash¬ 
ville  area  joined  Scarritt  College  in 
its  75th  anniversary  celebration  of 
Founders’  Day,  Thursday,  November 
9. 

Dr.  John  M.  Claunch,  newly  ap- 
poined  president  of  George  Peabody 
College  for  Teachers,  spoke  for  the 
Founders’  Day  Convocation  at  11:00 
A.M.  in  Scarritt’s  Wightman  Chapel. 
His  topic  was  “New  Dimension  in  Ed¬ 
ucation.” 

Dr.  Margaret  L.  Cuninggim,  dean 
of  women  at  Vanderbilt  University, 
spoke  at  the  Alumni  Dinner  at  6:00 
P.M.  on  “Roots  and  Rainbows:  The 
Scarritt  Story.”  Dr.  Cuninggim  grew 
up  on  the  Scarritt  campus  as  the 
daughter  of  Dr.  Jesse  Lee  Cuninggim, 
president  of  Scarritt  from  1921  to 
1943. 

Scarritt  College  is  celebrating  its 
75th  anniversary  of  worldwide  service 
from  June  1967  to  June  1968. 
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KEEP  YOUR  WALKING 
"ON  THE  LEVEL" 

,  ^  WfTH  THE  m  . 

‘Elevette’ 


The  "Elevette”  is  the 
modern  elevator  specially 
designed  for  home  use. 
Easily  installed  almost 
anywhere  in  your  home, 
the  “Elevette' '  is  safety- 
engineered  and  can 
accommodate  up  to 
three  adults. 

Write  today  for  a  free  copy 
of  our  colorful  new 
catalog  telling  all  about 
the  “Elevette”;  Inclinette, 
the  single-passenger 
stair  lift;  and  the  Inclin-ator, 
the  twin-seat  stair  lift 


The  "Elevette”  has  been  installed  in  Methodist  Churches  in  Lou¬ 
isiana  and  in  neighboring  states.  Especially  valuable  to  churches 
needing  elevator  service  for  elderly  members  and  for  the  physi¬ 
cally  handicapped  at  a  reasonable  cost. 

BROCK  ELEVATOR  SERVICE 

P-  O.  Box  2862  —  131  U/j  Terry  Road  —  Phone  352-0039 
JACKSON,  MISSISSIPPI  39207 
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A  British  editor  views  World  Methodist  journalism 


When  asked  whether  I  am  glad  to 
be  here — and  with  what  kindness  you 
ask  this — I  am  tempted  to  reply  in 
your  own  full-bodied  language,  ‘Sir  I 
take  an  affirmative  stand  on  that.’  As 
a  modest  man,  from  a  tiny  island,  one 
can  only  respond,  as  warmly  as  possi¬ 
ble,  ‘Yes,  indeed.’  It  is  ten  years  since 
a  distinguished  predecessor,  R.  G.  Bur¬ 
nett,  made  an  impressive  American  vis¬ 
it.  He  came  generously  to  “give”  — 
as  one  of  British  Methodism’s  best 
known  lay  preachers  and  speakers.  The 
measure  of  his  impact  is  that  his  visit 
is  still  remembered.  The  scope  of 
this  trip  is  much  more  confined.  One 
hopes  rather  less  to  speak,  and  certain¬ 
ly  not  to  preach,  but  to  look,  to  listen, 
and  to  learn.  For  the  purpose  of  the 
visit  is  partly  to  respond  to  the  spon¬ 
taneous,  warm  invitation  that  sprang 
out  of  last  year’s  World  Methodist 
Conference  editorial  luncheon  at  the 
Guildhall  in  the  City  of  London  and, 
the  useful  encounters  made  then  and 
during  the  Conference.  Above  all,  be¬ 
cause  of  the  growing  sense  of  oneness 
that  all  of  us  in  this  restless  business 
of  communication  share.  What  we  do 
and  say  and  seek  to  project  is  so 
vital  that,  to  be  done  as  well  as  it 
ought,  it  must  be  All  for  One  and  One 
for  All. 

I  would  hope  that  one  practical  re¬ 
sult  of  the  exchanges  we  share  with 
you  will  be  a  further  growth  in  mutual 
understanding  and  co-operation.  World 
Methodism  as  we  know  it  would  be 
an  empty  phrase  signifying  nothing  (ex¬ 
cept  the  occasional  gathering  in  some 
salubrious  spot  of  peripatetic  learned 
doctors)  were  it  not  for  the  World 
Methodist  Press  and  Information  ser¬ 
vices.  There  should  be,  if  for  nothing 
more  than  a  regular  exchange  of  views 
and  know-how,  a  world  organization  of 
Methodist  pressmen.  There  might  come 
a  day  when  we  could  manage  edi¬ 
torial  exchanges  on  a  pattern  of  pres¬ 
ent  pastoral  exchanges.  That’s  a  long 
way  off,  I  guess:  we  might  make  some 
immediate  start  in  the  business  of  mu¬ 
tual  self-help. 

The  Church  (and  by  that  I  mean 
World  Methodism’s  forty  million) 
needs  us.  If  the  theologians  tend  to 
dismiss  us  as  instant  historians,  we 
write  the  history  the  folk  in  the  local 
churches  want  to  read  and  need  to 
read.  And  we  need  each  other.  Of 
course,  we  know  out  of  deep,  grateful 
experience  what  the  American  will  have 
to  give  in  manpower,  organization,  ex¬ 
perience  and  resources.  We  are  all 
deeply  in  your  debt.  In  Britain  we  may 
have  less  to  give,  but  maybe  a  gift 
not  lightly  to  be  dismissed.  We  are 
free,  independent,  born  free  106  years 
ago.  And  we  take  some  pride  in  the 
fact  that  we  came  into  being  in  the 
momentous  year  that  brought  Abra¬ 
ham  Lincoln  to  the  White  House. 

The  Methodist  Recorder  was  created 
to  serve  the  Church,  and  to  serve  it 
best  by  being  free  of  connexional  ties 
and  entanglements.  As  Gordon  Rupp 
put  it  in  another  context,  we  are  grate¬ 
ful  for  the  tie  that  binds,  but  wary  of 
the  tie  that  chokes.  And  sometimes  an 
independent  newspaper  may  see  more 
clearly  than  the  Establishment  what 
the  Church  ought  to  do  and  to  say  at 
a  particular  point  of  time.  Equally  it 
is  more  sensitive  to,  and  aware  of,  the 
feelings,  hopes  and  fears  of  the  aver¬ 
age  man  in  the  congregation. 


(Address  delivered  by  METHODIST  RECORDER  Editor,  A.  J. 
Pigott,  London,  England,  during  his  October  visit  to  the  United 
States .) 


Perhaps  it  is  not  irrelevant  to  quote 
here  from  a  debate  on  the  religious 
press  at  the  first  World  Methodist 
Council  when,  Dr.  C.  K.  Marshall,  of 
the  Methodist  Episcopal  Church, 
South,  raised  the  idea  of  an  endowed 
paper.  ‘Think  for  a  moment,’  he  said 
‘what  could  be  accomplished  by  the 
London  Watchman  or  the  Methodist 
Recorder,  the  New  York  Christian  Ad¬ 
vocate,  the  Christian  Advocate  at  Nash¬ 
ville,  or  any  organ  of  the  family  of 
ecumenical  Methodism,  if  either  or 
each  had  a  yearly  income  from  a 
permanent  endowment  of  20,000  dol¬ 
lars  or  50,000  or  100,000,  or  200,- 
000.  What  ability  they  would  com¬ 
mand.  What  a  corps  of  writers  em¬ 
ploy!  What  facilities  control.  What  re¬ 
sults  attain.  Of  readers  what  a  multi¬ 
tude.  The  religious  newspaper  is  the 
harbinger,  advocate,  and  exponent  of 
Christianity.’  Later  in  the  debate  com¬ 
parisons  were  made  with  resources  and 
circulations  of  the  newspaper  of  Lon¬ 
don  and  Paris,  and  the  profound  com¬ 
ment  was  made  —  true  still  today: 
‘Pounds  for  Caesar,  pennies  for  Christ.’ 

But  more  of  this  later.  It  is  im¬ 
portant  at  this  stage  to  remind  one 
another  that  we  are  part  of  the  world’s 
press,  secular  and  religious,  and  make 
no  apology  for  our  share  in  this  in¬ 
tegral  part  of  the  world’s  thinking. 
We  all  owe  you  over  here  a  debt.  It 
was  America  that  went  to  its  18-year- 
war  with  1936  offhand  description  of 
journalism  in  the  Webster’s  New  In¬ 
ternational  Dictionary.  We  in  Britain 
are  less  well  served,  for  the  Oxford 
Illustrated  Dictionary  still  talks  of 
journalese  as  not  being  writer’s  Eng¬ 
lish.  Well  maybe,  but  what  then  of 
teacher’s  English,  Theologians’  English, 
parsons’  English,  civil  service  butchery 
of  any  language?  We  can  forgive  Ber¬ 
nard  Shaw  for  his  mocking  picture  of 
the  reporter  in  the  preface  to  the  Doc¬ 
tor’s  Dilemma  in  1908  (believing  he 
later  saw  the  light),  and  borrow  a 
phrase  from  St.  Joan  to  apply  to  our 
mutual  task:  ‘This  is  a  highly  skilled 
mystery  and  we  are  not  accustomed  to 
be  called  fellow.’  Shut  us  up,  and  us 
out  of  business,  and  the  consequences 
would  be  unthinkable.  The  first  victim 
would  be  liberty  and  that  last  act 
would  be  enslavement,  mental  and 
probably  physical.  We  are  aware  of 
our  failings  and  our  crudities,  our  af¬ 
fection  for  trivia  from  the  comic-strip 
to  the  appalling  tendency  to  make  pub¬ 
lic  figures  out  of  the  worthless;  to 
quote,  as  though  from  the  Mount  of 
the  Covenant,  the  ephemeral  views  of 
the  mindless  popular  idol. 

But  we  stand  for  the  rights  of  the 
individual,  for  the  spotlight  on  social 
evils,  for  the  ventilation  of  grievances, 
for  the  need  to  watch  closely  and  critic¬ 
ally  the  small  town  politician  and  the 
government  of  the  day,  to  do  what  only 
the  press  can  do,  educate  (at  a  level 
they  can  assimilate)  millions  to  know 
something  of  the  major  issues  of  the 
day.  In  order  to  do  it  we  bring  a 
variety  of  gifts  and  talents.  Journalism 
is  now  a  profession  offering  scope  for 
the  liveliest  of  minds  and  the  best  of 
educations.  Over  here  you  major  in 
journalism;  in  Britain  the  emphasis. 


very  rightly,  is  on  training  in  theory 
and  practice.  Those  of  us  who  began 
as  tea  boys  are  impressed.  But  we 
hope  the  same  standards  still  apply 
now  as  then:  the  ability  to  smell  out 
news;  the  ability  to  write  under  dis¬ 
cipline;  to  recognise  as  the  first  loyalty 
that  to  one’s  paper;  to  be  able  to 
resist  the  blandishments  of  the  man  who 
wants  something  put  in,  or  something 
kept  out;  the  gifts  of  sympathetic  list¬ 
ening,  acute  observation;  above  all  in¬ 
tegrity. 

We  share  with  one  another  the  haz¬ 
ards  of  the  printed  word  and  the  mis¬ 
takes  that  can  occur.  I  sympathise  with 
the  editor  of  the  English  weekly  which 
carried  the  immortal  paragraph:  ‘Thd 
Death  Watch  beetle  was  confirmed  in 
Banbury  parish  church  last  week.’  I 
sympathise  with,  and  admire  the  can¬ 
dour,  of  the  editor  of  the  American 
weekly  who  wrote:  ‘Just  to  keep  the 
record  straight,  it  was  the  famous 
Whistler’s  mother,  not  Hitler’s  that  was 
exhibited  at  the  recent  meeting  of  the 
Pleasantville  Methodists.  There  is  noth¬ 
ing  to  be  gained  in  trying  to  explain 
how  the  error  occurred.’ 

I  rejoice  with  the  sub-editor  who 
put  up  the  immortal  line:  ‘Lady  Fined 
fo'  using  abusive  language.’  I  sym¬ 
pathise  with  the  editor  of  the  famous 
British  Free  Church  weekly  who  was 
congratulated  by  a  reader  on  the  re¬ 
port  of  a  projected  Holy  Land  trip  in 
which  he  had  noted  with  delight  that 
the  pilgrims  would  pay  a  visit  to  Bath- 
sheba.  I  envy  enormously  John  O’¬ 
Leary,  the  editor  of  The  Gael,  who 
received  this  letter  from  W.  B.  Yeats: 
‘Dear  Sir,  I  write  to  correct  a  mistake. 
The  curious  poem  in  your  issue  of  the 
19th  inst  was  not  by  me  but  by  the 
compositor  who  is  evidently  an  imita¬ 
tor  of  Browning.  I  congratulate  him 
on  the  exquisite  tact  with  which  he 
has  caught  some  of  the  confusion  of 
his  master.  I  take  an  interest  in  this 
matter,  having  myself  a  poem  of  the 
same  name,  as  yet  unpublished.’ 

We  may  indeed  offer  part  of  the 
perhaps  apocryphal  prayer  to  Francis 
de  Sales,  Patron  Saint  of  a  Harrassed 
Tribe:  ‘Give  us  beautiful  thoughts, 
brave  thoughts,  so  that  we,  Thy  Child¬ 
ren,  may  have  the  courage  to  write  as 
we  think  and  our  readers  the  docility  to 
think  as  we  write.’ 

We  who  are  engaged  in  the  busi¬ 
ness  of  communicating  religion  to  our 
readers  start  from  that  point.  We  are 
above  all  newspapermen  and  the  tush- 
ery  of  hollow  pieties  and  Canaanite 
language  is  not  for  us.  We  leave  that 
to  the  preachers.  We  reflect  the  life  of 
the  Church,  and,  at  the  same  time,  add 
a  prophetic  gloss  to  the  news  of  the 
world.  We  are  concerned  about  the 
realists  of  the  day — and  these  are  the 
Christians:  those  who  know  how  to 
choose  for  themselves;  who  know  how 
to  judge  for  themselves,  and  who  know 
the  standards  they  set.  Any  editor 
of  any  religious  newspaper  or  period¬ 
ical  worthy  of  its  name  must  be  con¬ 
cerned  above  all  with  the  serving  and 
enthusing  and  encouraging  of  that  vital 
minority.  When  Christian  fell  into  des¬ 
pair  —  and  we’re  in  a  world  much 


given  to  depair  —  Evangelist  picked 
him  up,  wasted  few  words  on  reproach, 
but,  with  the  kiss  of  encouragement, 
sent  him  on  his  way.  We  must  be, 
above  all  encouragers;  seeking  to  show 
that  the  Gospel  is  one  both  of  re¬ 
newal  and  redemption  for  Man  and 
Society. 

John  Newton  used  to  say,  ‘I  read 
the  newspaper  to  see  how  God  gov¬ 
erns  His  world.’  It’s  still  true,  but  per¬ 
haps  never  more  than  now  there’s  a 
need  for  intelligent,  dedicated  interpre¬ 
tation.  It  is  His  world,  and  there  is 
no  iron  curtain  dropped  down  the  cen¬ 
tre  labelled  Sacred  on  the  one  side 
and  secular  on  the  other.  In  such  a 
world  Goodness  is  news.  Christian  in¬ 
tervention  is  obligatory.  There’s  a  posi¬ 
tive  and  meaningful  Christian  attitude 
to  people,  politics,  problems,  at  every 
level.  Our  mirror  to  the  world  reflects 
the  Church  at  work,  in  every  situation 
and  every  point  of  time,  and  offering, 
again  and  again,  some  of  the  shrewdest, 
most  informed  counsel  of  the  day.  And 
doing  all  that  we  are  concerned  to 
help  Christians  to  grow. 

There  then  is  our  concern:  God  in 
His  World;  that  all  that  moves  and 
has  its  being  is  His.  That  because, 
and  only  because,  it  is  His  and  Re¬ 
deemed  by  His  Son,  we  are  committed 
to  service  on  the  winning  side,  the 
side  of  the  only  true  realists  and  hum¬ 
anists,  in  every  activity  of  social  and 
community  life.  Where  our  Lord  is 
there  we  arc  and  must  be. 

I  am,  for  want  of  a  better  term,  a 
Primitive  Methodist  Anglo-Catholic. 
Three  of  my  forbears  were  Primitive 
Methodist  ministers  and  at  times  Ran¬ 
ter’s  blood  runs  hot  through  my  veins. 
But  I  have  spent  much  of  my  time, 
professionally  and  in  fellowship,  with 
High  Churchmen.  It  helps  me  to  look 
forward,  as  A.  J.  Gossip  said  of  heav¬ 
en,  to  the  Coming  Great  Church  and 
find  it  excitingly  near.  It  enables  me 
to  read  about  Roman  overtures  and 
rejoice  in  the  melting  of  the  ice  with¬ 
out  a  chilling  of  the  blood.  I  have  no 
doubt  it  is  the  newspaperman  in  me, 
rather  than  the  Prim,  that  seems  con¬ 
stantly  to  remember  that  there  is  still 
-a  mass  of  ice  below  the  surface. 

Of  course  we  all  know,  and  some¬ 
times  speak,  the  language  of  the  hour. 
We  know  the  words  and  phrases  that 
slip  into,  and  out  of  the  Top  Ten 
of  ecclesiastical  jargon.  For  my  pur¬ 
pose  at  this  juncture  I  select  a  word, 
Dialogue;  and  a  phrase,  worldly  holi¬ 
ness.  A  prime  world  Methodist  need, 
is  dialogue  in  full  two-way  traffic  be¬ 
tween  our  bright  young  iconoclasts  and 
the  guardians  of  the  Ark.  There  is 
now  a  hint,  pray  heaven  it  may  not 
be  more,  of  irritation  and  testiness  on 
both  sides.  The  Church  cannot  afford 
it  and  must  not  have  it,  for  that  rea¬ 
son  all  of  us  in  religious  journalism 
must  emphasise  the  adjective  ironical 
as  essential  to  all  we  have  to  say. 
The  first  Methodist  Recorder  editorial 
bore  the  heading,  The  Truth  in  Love. 
That  has  been  the  masthead  from 
which  our  colours  have  flown  brave¬ 
ly  ever  since.  I  see  no  danger  of  them 
being  struck.  We  here  have  no  list  of 
unwanted  men;  no  blacklist.  The  bar¬ 
rier  is  self -erected:  the  inability  of  a 
man  to  speak  the  truth,  as  he  sees 
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British  editor 

it,  in  Christian  graciousness. 

We  at  176  Fleet  Street  do  not  for¬ 
get  Wesley’s  reminder  that  vice  does 
not  lose  its  nature  through  becoming 
fashionable — and  we  have  turned  our 
backs  on  the  present  fashion  of  either 
analysing  Methodism  out  of  existence 
or  persuading  one  another  that  the  day 
is  over  and  that  the  ark  of  refuge  is 
the  Establishment. 

There  is  in  the  British  Anglican- 
Methodist  Conversations  literature  an 
important,  unread  book,  the  Interim 
Statement.  Buried  in  it  is  a  list  of  some 
of  our  treasures,  pledges  of  our  love 
to  be  taken  with  us  into  any  form  of 
Reunion:  our  derided  emphases  (and 
yours):  salvation  for  all  from  dustmen 
to  dukes;  the  witness  that  says,  ‘As 
sure  as  I’m  standing  here  I  know  I  am 
a  child  of  God;’  that  supreme  gift,  to 
be  able  to  love  God  and  the  chap  next 
door  and  enjoy  it.  There  are  Wesley’s 
hymns,  the  ministry  in  its  itinerant 
form,  Methodist  laymen.  So  should  our 
Discipline,  our  conspectus  of  Social 
Witness,  which  ought  to  be  compulsory 
reading  for  every  leader  writer  in  train¬ 
ing,  the  connexional  system  which  will 
prove  so  formidable  a  weapon  in  the 
armoury  of  the  new  Church  and,  I 
would  dare  to  add,  the  Recorder. 

Every  Methodist  religious  news¬ 
paper  ought  to  be  an  encourager,  a 
teacher,  one  channel  by  which  a 
church-member  may  grow  into  fulness 
of  faith — confident,  assured,  articulate. 
Politics  may  be  able  to  swallow  the 
Don’t  Knows.  The  Church  can’t  af¬ 
ford  them. 

We  are  part  of  the  Church  Militant 
and  we  may  recall  what  Dr.  Arthur 
Edwards  of  the  Methodist  Episcopal 
Church  had  to  say  at  the  First  Ecu¬ 
menical  Methodist  Conference  in  Lon¬ 
don,  in  1881.  ‘While  giving  all  honour 
to  others,  I  yet  believe  that  Method¬ 
ist  editors  of  books  and  periodicals 
are  among  the  Gospel’s  chief  field- 
marshals.  Their  readers  abound  in 
every  hamlet  and  home  and  their  quiet 
words  gain  assent  when  a  living  pres¬ 
ence  might  incite  either  to  controversy 
or  rebellion.’ 

For  in  some  fashion  beyond  our 
comprehension  this  is  His  world,  com¬ 
mitted  into  our  poor  hands  by  His 
Son  and  it  is  in  this  catch-as-catch-can 
fashion  that  the  world  is  redeemed  and 
renewed.  Simple,  I  know,  but  it  is 
what  the  Recorder  has  believed  and 
practised  for  a  century,  and  nothing 
the  bright  young  church-closers  (and 
God-buriers)  of  our  day  may  say  and 
do  will  ever  change  it. 

In  the  newspaper  business  there  is, 
or  was,  a  tendency  to  sniff  at  those 
who  come  out  of  the  mainstream  into 
the  backwaters  of  religious  journalism. 
We  do  not  mind.  It  keeps  us  free  of 
the  secular  press’s  vulnerability  to 
journalism’s  occupational  disease, 
cynicism.  We  in  London  (and  I  guess 
the  same  goes  for  you)  want  to  do 
no  other  than  we  do.  The  Recorder, 
not  by  any  of  our  contriving  is  not 
unworthy  of  the  best  traditions  of 
world  Methodist  journalism.  We  hope 
that  as  time  passes  a  little  of  its  in¬ 
fluence  and  high  standards  may  be 
seen  in  us. 

I  sum  up,  what  at  least  we  try  to 
do  in  Thomas  More’s  great  last  word. 
Tell  the  King,  I  am  the  King’s  most 
faithful  servant,  but  God’s  first.’  So 


from  page  three 
Youth  Curriculum 

is  urging  a  minimum  of  100  hours 
of  study  a  year  by  Methodist  church 
school  members.  The  new  youth  cur¬ 
riculum  is  planned  with  the  thought 
that  many  churches  will  provide  op¬ 
portunities  for  two  hours  a  week  of 
study  by  youth — for  example,  a  two- 
hour  block  on  Sunday  morning  or  eve¬ 
ning,  or  possibly  a  week  night,  or  Sat¬ 
urday  morning. 

The  youth  Week  End,  an  occasional 
setting  for  study,  would  be  a  period  of 
12  to  48  hours  away  from  the  church 
building,  with  eight  hours  of  this  time 
spent  in  concentrated  study  of  a  cer¬ 
tain  subject. 

The  Youth  School  of  Religion  might 
be  held  once  or  twice  a  year.  This 
setting  could  call  for  study  two  hours 
a  day,  five  days  a  week,  for  three 
weeks.  Summer  is  a  good  time  for  such 
schools,  said  Dr.  Bullock,  but  they 
could  be  held  at  other  times  of  the 
year. 

Though  next  September  is  many 
months  away,  the  Publishing  House 
already  has  sent  a  mailing  about  the 
youth  curriculum  resources  to  pastors 
and  certain  other  local-church  leaders. 
The  pastors  have  received  a  “Youth 
Day  Kit”  containing  a  booklet  and  ma¬ 
terials  describing  the  new  curriculum. 
Each  church  is  being  asked  to  set  No¬ 
vember  19,  1967,  as  “Youth  Day,” 
a  time  to  discuss  the  new  curriculum 
with  persons  especially  concerned  with 
the  youth  ministry  of  the  church  and 
to  initiate  preparation  for  the  use  of 
the  materials.  Each  church  also  is 
asked  to  estimate,  on  or  before  No¬ 
vember  19,  the  quantity  of  materials 
it  will  need  next  September  and  send 
this  information  to  the  Methodist  Pub¬ 
lishing  House  for  perfecting  plans  for 
the  new  materials. 
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from  page  three 
Worship  Commission 
D.  Quillian,  Jr.,  of  Dallas,  Texas,  and 
Dr.  William  F.  Dunkle,  Jr.,  of  Wil¬ 
mette,  Ill.  Other  participants  included 
professors,  pastors,  church  music  au¬ 
thorities,  district  superintendents,  and 
lay  members  of  the  commission. 

A  concerted  researching  and  cata¬ 
loging  of  worship  resources  in  the  field 
of  folk  music  and  other  art  forms  is 
planned. 

“This  is  one  way  to  interpret  the 
gospel  to  people  who  will  not  listen 
otherwise,  particularly  youth,”  said 
Bishop  Webb,  in  announcing  the  pro¬ 
gram.  “The  committee  will  seek  the 
best  of  religious  folk  music  and  make 
it  available,”  the  bishop  noted.  “We 
are  seeking  music  that  is  theologically 
and  Biblically  effective,  not  sentiment¬ 
al.” 

Dr.  David  J.  Randolph,  Jr.,  assistant 
professor  of  preaching  and  pastoral 
ministry  at  Drew  University  in  Mad¬ 
ison,  N.  J.  has  been  named  chairman 
of  the  project  and  has  issued  a  call 
for  persons  to  send  to  him  at  Drew 
experimental  and  folk  music,  texts,  or¬ 
ders  of  worship,  and  recording  tapes, 
as  well  as  other  contemporary  mate¬ 
rials  such  as  pictures. 

t 

men  for  all  seasons,  we  tell  that  to 
the  world  in  every  number  we  bring 
out.  By  our  faithfulness  to  it  we  shall 
all  be  judged. 


Mrs.  Suddie  Harris  Burke 

Mrs.  Suddie  Harris  Burke  was  born' 
in  Arkansas  and  died  in  the  Magnolia 
Hospital,  September  1. 

Mrs.  Burke  had  lived  in  west  Texas 
for  many  years,  but  her  friends  and 
neighbors  claimed  her  as  a  “Mag- 
nolian,”  where  she  was  a  member  of 
First  Methodist  Church.  During  her 
declining  years  the  home  of  her  daugh¬ 
ter,  Mrs.  Leon  Gill,  was  a  happy  meet¬ 
ing  place  for  those  who  loved  “Miss 
Suddie.”  Her  church  life  was  unstained, 
as  testified  to  in  the  Christian  train¬ 
ing  she  gave  her  children,  seven  of 
whom  survive:  Minured  of  Denver, 
Colo.;  Shelby,  Greeley,  Colo.;  Shelton, 
Morton,  Tex.;  Dock,  Quanah,  Tex.; 
Coy  and  Jack  of  Borger,  Tex. 

Burial  was  in  Borger,  Tex.,  where 
her  husband,  Robert  E.  Lee  Burke  is 
buried. 
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J.  H.  DiCario.  Jr. 

(Submitted  by  Official  Board  members  of 
the  Abbeville  Methodist  Church) 

Whereas,  J.  H.  DiCario,  Jr.,  was  a 
member  of  the  Abbeville  Methodist 
Church  in  Abbeville,  Louisiana,  and 
Whereas,  he  served  as  Vice-Chairman 
of  the  Board  of  Trustees,  and 
Whereas,  he  served  as  a  member  of 
the  Building  Committee  which  effected 
the  construction  of  the  new  Educa¬ 
tional  Building  in  1966,  and 
Whereas,  he  served  as  a  member  of 
the  Official  Board,  and 
Whereas,  he  served  as  Vice-President 
of  the  Men’s  Bible  Class,  and 


Methodist  News  in  Brief 

A  new  record  of  service  to  annual 
conferences  and  local  congregations 
was  posted  the  past  year  by  the  Board 
of  Missions’  corps  of  professional  fund¬ 
raisers.  They  led  457  financial  crusades 
in  which  $50,443,000  was  raised,  an 
increase  of  $2,870,000  over  the  previ¬ 
ous  record  total  set  in  1965. 
t 

The  test  of  every  religious,  politi¬ 
cal,  or  educational  system  is  the  man 
that  it  forms.  —  Amiel 


Whereas,  he  served  as  a  member  of 
the  Nominations’  Committee,  and 
Whereas,  he  served  as  Chairman  of  the 
Pastoral  Relations  Committee,  and 
Whereas,  he  served  as  Vice-Chairman 
of  the  Official  Board,  1966,  and 
Whereas,  he -served  as  Chairman  of 
the  Masonic  Graceland  Cemetery  Com¬ 
mittee  which  assisted  and  served  mem¬ 
bers  of  our  Church  and  the  entire 
Protestant  community,  and 
Whereas,  J.  H.  DiCario,  Jr.  died  sud¬ 
denly  on  Wednesday,  September  27, 
1967,  and  funeral  services  were  held 
in  the  Abbeville  Methodist  Church  on 
Thursday,  September  28,  1967,  with 
interment  in  the  Graceland  Cemetery, 
Now,  be  it  therefore  resolved  that  we, 
the  Official  Board  of  the  Abbeville 
Methodist  Church,  in  session  on  Mon¬ 
day,  October  2,  do  hereby  recognize 
the  great  service  J.  H.  DiCario,  Jr. 
rendered  to  the  Abbeville  Methodist 
Church  and  to  the  entire  community 
and  further  recognize  the  irreparable 
loss  that  both  have  suffered  as  a  result 
of  his  untimely  death. 

Now,  be  it  further  resolved  that  a  copy 
of  this  resolution  be  made  a  part  of 
the  permanent  minutes  of  the  Official 
Board  of  the  Abbeville  Methodist 
Church,  and  that  a  copy  be  sent  to  J. 
H.  DiCario’s  family,  and  that  a  copy 
be  sent  to  the  “Louisiana  Methodist.” 
C.  B.  Caldwell 

Chairman,  Official  Board 
Margaret  Lanier 
Secretary 
t 

William  M.  Owen 

William  Monroe  Owen,  known  as 
“Mr.  Bill”  to  his  many  friends,  died 
in  Magnolia  City  Hospital  on  Septem¬ 
ber  1 .  As  long  as  he  could  remember, 
Mr.  Owen  was  a  member  of  the  Meth¬ 
odist  Church,  his  father  having  served 
as  Minister  there  with  the  Methodist 
Protestant  Church. 

Mr.  Owen  had  lived  all  his  life  in 
his  native  Columbia  County,  where  he 
was  active  in  real  estate,  oil  and  bank¬ 
ing  interests.  His  church  life  was  his 
first  interest,  and  every  philanthropic 
endeavor  and  community  program  en¬ 
listed  his  aid  and  support.  Many  beau¬ 
tiful  memories  of  his  personality  are 
cherished  by  Arkansas  people. 

His  widow,  Charlie  B.  Patrick  Owen, 
and  one  sister,  Ruby  Owen  Grishom 
of  Bossier  City,  La.,  survive  him. 

An  only  son,  Paul,  gave  his  life  to 
his  Country  during  World  War  II. 
t 
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British  Scene 

ain  is  building  another  great  Queen. 
Will  it  be  obsolete  before  it  is  finished? 
Events  move  so  fast  that  this  could  just 
be  so.  Perhaps  there  is  a  lesson  here 
for  our  often  slow-moving  planning  in', 
church  venture? 
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•CHURCH 

FURNITURE 
•UPHOLSTERED  PEWS 
•PEW  CUSHIONS 

leird-built  church  furniture  offers 

YOUR  CHURCH  THE  RICH  BEAUTY  OF  THE 
FINEST  NATURAL  WOODS,  UNMATCHED 
CREATIVE  CRAFTSMANSHIP  AND  PERFEC¬ 
TION  IN  DESIGN. 


eir  MANUFACTURING 


INQUIRES  WELCOME 


COMPANY 

’2816  WEST  16th  -  LITTLE  ROCK,  ARK. 
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The  Rev.  James  Poole,  left,  pas¬ 
tor  at  First  Methodist  Church, 
Vinton  presents  a  charge-out  desk 
to  Vinton  High  School  Principal 
W.  A.  Hanna,  in  memory  of  the 
late  Cutler  Breaux  in  Oct.  31 
ceremony.  The  desk  will  be  used 
in  the  high  school  library.  Pres¬ 
entation  ceremonies  were  piped 
into  all  the  school  rooms  by  re¬ 
mote  control. 


The  Rev.  Lea  Joyner,  left,  pas¬ 
tor  of  Souths  ide  Methodist  Church, 
Monroe,  was  evangelist  for  revi¬ 
val  services  held  in  the  Jones¬ 
boro  Methodist  Church,  Nov.  5- 10, 
as  part  of  the  program  of  simul¬ 
taneous  revivals  for  12  northwest 
Louisiana  parishes.  Pastor  G. 
E.  Blakely  is  shown  at  right. 


Ernest  G.  Hoppmeyer,  center,  was  honored  recently  by  the  choir 
at  St.  Andrew  Methodist  Church  in  New  Orleans  for  fifty  years  of 
singing  in  New  Orleans  Methodist  church  choirs.  At  the  conclu¬ 
sion  of  a  special  musical  program,  a  gold  pin  from  the  choir  was 
presented  along  with  congratulatory  cards  and  letters  received 
from  friends,  former  pastors  and  choir  members  with  whom  he  had 
been  associated.  A  large  “number  fifty"  cake  was  the  center  of 
attraction  at  the  reception  which  followed.  Beside  him  in  picture 
is  Mrs.  Hoppmeyer,  also  honored  for  faithful  service,  who  serves 
as  organist  at  St.  Andrews  and  their  daughter,  Mrs.  Davidson,  who 
is  director  of  music.  The  Rev.  Robert  L.  Potter  is  pastor. 


Lay  people  participating  in  the  Lay  Witness  program  at  Gueydan  Meth¬ 
odist  Church,  left  to  right,  front  row:  Sam  Birch,  Robert  Hart,  song 
leader;  Mrs.  Robert  Hart,  pianist;  William  Godwin  and  Eloi  Primeaux; 
back  row:  Hubert  Blanchard,  District  Lay  Leader  and  Earl  Koonce. 
The  Rev.  William  B.  Shaw  is  pastor. 


Members  of  the  MYF,  First  Meth¬ 
odist  Church,  Baton  Rouge,  are 
shown  engaged  in  the  project  of 
painting  new  lines  in  the  church 
parking  lot. 


Members  of  the  Henning  Memorial 
Methodist  Church  Junior  and 
Senior  High  MYF  with  youth 
group  from  the  First  Christian 
Church  in  Sulphur  collected  $255.- 
15  for  UNICEF.  Here  they  are 
shown  following  this  joint  en¬ 
deavor,  enjoying  a  movie  and 
eating  popcorn.  Adult  counselors 
were  Mrs.  Gertrude  Woods,  Mrs. 
Jewell  Ellender  and  Mrs.  Carl 
Singletary. 


The  Houghton  Methodist  Church  sponsored  a  Halloween  Spectacular  for 
the  Children’s  Division  on  Oct.  31,  complete  with  fish  ponds,  dart  throw, 
spook  house,  fortune  telling,  costume  judging  and  pin-the-tai l-on-the- 
cat.  The  Rev.  James  H.  Humphreys  is  minister. 


Las  Saveli  (right),  director  of  Public  Relations  at  Methodist  Hospital, 
Memphis,  is  shown  presenting  William  Mitchell  (left),  chairman  of  Metho¬ 
dist  Hospital’s  Board  of  Managers,  and  Leslie  Stratton,  II,  president  of 
the  Board  of  Trustees,  the  first  copies  of  the  Student  Nurses  Glee  Club 
record  album.  The  record  contains  14  of  the  most  popular  numbers  per¬ 
formed  by  the  Chorus,  directed  by  Saveli  assisted  by  his  wife  Sara.  The 
Saveli  s  are  well-known  to  Memphis  and  Mid-South  music  circles.  In  1965 
they  attended  the  Accademia  Musicale  Chigiana  in  Siena,  Italy,  where 
they  studied  with  Signora  Gina  Chigna.  Both  are  active  in  the  church 
music  field.  The  record  may  be  obtained  from  the  Public  Relations  Office 
at  Methodist  Hospital  for  a  minimum  donation  of  $2.00  each  plus  50^ 
handling  charges  for  each  record  ordered. 
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I  More  than  half  complete 


Progress  report  made 
on  New  Orleans 
Methodist  Hospital 

A  recent  news  story  in  the  New  Or¬ 
leans  Times  Picayune  announced  that 
the  new  Methodist  Hospital  in  that  city 
is  50%  complete  and  that  the  oc¬ 
cupancy  date  has  been  set  for  the  Fall 
of  1968.  The  announcement  originated 
with  hospital  administrator  Paul  A, 
Bjork. 

A  $6  million  facility,  the  hospital 
will  have  160  beds,  but  Mr.  Bjork 
stressed  that  it  has  been  designed  to 
be  expanded  to  460  beds  with  little 
extra  cost.  The  new  institution  is  be¬ 
ing  constructed  on  Read  Road  opposite 
Brown  Memorial  Park. 

Among  features  of  the  hospital, 
Bjork  said,  are  136  private  rooms  and 
12  two-bed  rooms,  a  chapel  and  a 
heliport  to  service  injured  or  ill  per¬ 
sons  flown  in  by  helicopter. 

Bjork  and  Cammie  Smith,  Jr.,  one 
of  the  architects  for  the  building,  noted 
that  there  is  sufficient  area  around  the 
hospital  for  various  clinics  that  are 
sure  to  spring  up.  They  also  noted 
that  the  parking  area  will  be  most 
ample. 

On  the  job  only  three  weeks,  Bjork 
said  he  has  seen  a  great  need  for  the 
hospital  in  the  eastern  section  of  the 
city.  “Our  community  is  growing  rap¬ 
idly,”  he  said,  “Every  night  my  wife 
and  I  hear  the  ambulances  rushing  by 
on  Chef  Menteur  Highway  going  into 
the  city.  There  are  many  doctors  of¬ 
fices  in  our  section,  but  no  hospital. 

Smith  noted  that  in  regard  to  future 
expansion  of  the  hospital  the  basics — 
such  as  air  conditioning  and  wiring — 
are  being  planned  now.  “It  will  take 
a  minimum  of  expense  to  expand  to 
480  beds.”  The  160-bed  structure  will 
be  three  stories  high  and  the  founda¬ 
tions  are  strong  enough  to  support  four 
additional  floors. 

Mr.  Bjork  noted,  “You  don’t  want 
a  hospital  much  larger  than  480  or 
500  beds.  Otherwise,  your  hospital  will 
get  too  unwieldy.  If  there  ever  was  a 
need  to  go  higher,  I  think  the  answer 
should  be  two  separate  facilities.” 

The  Rev.  John  B.  Koelemay,  pro¬ 
motional  director  and  treasurer  of  the 
hospital,  said  approximately  $5.5  mil¬ 
lion  of  the  $6  million  has  been  raised. 
“Our  fund  drive  is  continuing,”  he  said, 
“since  we’ll  need  another  $425,000  be¬ 
fore  the  hospital  opens.” 
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Curtis  Park  Methodist  Church,  Bossier  City,  has  been  designated  as 
the  object  of  the  second  call  of  the  1000  Club  for  this  conference 
year.  Located  on  a  busy  highway,  one  block  from  a  crowded  inter¬ 
section  in  an  older  part  of  the  city,  the  church  has  been  losing  mem¬ 
bership  due  to  lack  of  space  for  parking  and  expansion.  The  Second 
Call  will  be  made  December  1. 

I  Mid-year  evaluation  time 

District  conferences  will  be  held 
during  the  next  two  weeks 


The  eight  district  conferences  of  the 
Louisiana  Annual  Conference  will  be 
held  during  the  next  two  weeks  — 
beginning  with  the  Monroe  District 
Conference  at  Ferriday  on  November 
27  and  closing  with  the  Lake  Charles 
District  Conference  at  Sulphur  on  Dec. 
7. 


Conferring  during  the  re¬ 
cent  meeting  of  the  Coun¬ 
cil  of  Bishops  and  a  num¬ 
ber  of  other  policy-making 
groups  of  The  Methodist 
Church  in  Miami  Beach, 
Fla.  were  Bishop  Aubrey 
G.  Walton,  right,  Dr.  Al¬ 
fred  A.  Knox,  center,  and 
Dr.  Ewing  T.  Wayland, 
left. 


TO: 

MEMBERS  OF  CONFERENCE 
BOARD  OF  LAY  ACTIVITIES 
FROM:  TOM.  H.  MATHENY, 
CONFERENCE  LAY  LEADER 

The  annual  winter  meeting  of 
the  Conference  Board  of  Lay  Ac¬ 
tivities  will  be  held  at  the  Holi¬ 
day  Inn  in  Alexandria,  the  week¬ 
end  of  December  2nd  and  3rd, 
1967. 

Starting  time  will  be  3:00  p.m., 
Saturday,  with  committees  to 
meet  earlier  if  they  wish.  One 
small  room  has  been  reserved  for 
committees  —  first  come,  first 
served.  Other  committees  may 
meet  in  their  motel  rooms. 

The  banquet  will  be  at  6:30 
p.m.,  Saturday,  and  the  ladies 
are  invited.  Ending  time  is  noon, 
Sunday  or  a  little  later.  (Agenda 
on  page  four.) 


Bishop  A.  J.  Shaw  of  the  Bombay 
Area  in  India  will  be  the  preacher  for 
the  Monroe,  Lafayette,  Baton  Rouge 
and  New  Orleans  Conferences  the  first 
week.  Bishop  Aubrey  G.  Walton  will 
preach  at  the  Alexandria  Conference. 
The  preachers  for  the  other  districts 
will  be:  Shreveport  —  Dr.  Henry  A. 
Rickey;  Ruston — the  Rev.  George  F. 
Pearce,  Jr.;  and  Lake  Charles  —  the 
Rev.  Merlin  W.  Merrill. 

Included  in  the  business  of  the  dis¬ 
trict  conferences  will  be  a  mid-year 
statistical  report  on  most  items  in¬ 
volved  in  the  program  of  the  church, 
and  the  presentation  of  most  of  the 
annual  conference  causes  and  institu¬ 
tions  by  their  representatives.  In  some 
of  the  conferences,  composite  reports 
will  be  made  of  all  the  various  causes 
by  ministers  and  laymen  of  the  districts. 

District  trustees  will  report,  and 
business  related  to  the  property  owned 
operated  by  the  districts  will  be  acted 
upon. 

An  item  of  business  that  continues 
to  be  of  primary  significance  in  dis¬ 
trict  conference  is  the  licensing  of  new 
ministers  and  the  recommendations 
that  must  be  made  to  the  annual  con¬ 
ference  concerning  the  ministerial  stat¬ 


us  of  men  in  the  years  of  the  course 
of  study. 

A  unique  feature  in  two  district 
conferences  this  year  will  be  “lame 
duck”  superintendents  in  the  chair.  Dr. 
Carl  Lueg,  superintendent  of  the  New 
Orleans  District,  has  been  appointed 
pastor  of  First  Church,  Monroe,  ef¬ 
fective  Dec.  1,  and  the  Rev.  Edward 
Haug,  superintendent  of  the  Monroe 
District,  has  been  named  pastor  of 
First  Church,  Lafayette. 

Bishop  Shaw,  guest  preacher  of  the 
first  four  conferences,  has  headed  the 
Bombay  Area  since  his  election  in 
1965.  He  is  a  native  of  India  and  re¬ 
ceived  all  of  his  education  there.  At 
the  time  of  his  election  to  the  episco¬ 
pacy  he  was  general  secretary  of  the 
Council  on  Christian  Education  in  his 
country.  He  was  a  teacher  for  25  years 
before  becoming  pastor  of  Central 
Methodist  Church  in  Lucknow. 

The  complete  schedule  of  district 
conferences  follows: 

Nov.  27  —  Monroe  District,  Ferri¬ 
day,  9:30  a.m. 

Nov.  28 — Lafayette  District,  Frank¬ 
lin,  9  a.m. 

Nov.  29  —  Baton  Rouge  District, 
First  Church,  BR,  3  p.m. 

Nov.  30  —  New  Orleans  District, 
Elysian  Fields,  2:30  p.m. 

Dec.  4  —  Alexandria  District, 
Horseshoe  Drive,  9  a.m. 

Dec.  5 — Shreveport  District,  North 
Highlands,  3:30  p.m. 

Dec.  6  —  Ruston  District,  Haynes- 
ville,  3  p.m. 

Dec.  7  —  Lake  Charles  District, 
Wesley  Church,  Sulphur,  3  p.m. 
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SOMETHING  FOR  WHICH 
TO  BE  THANKFUL 

IN  ANOTHER  section  of  this  issue  you  will  find 
one  of  Gene  Herrington’s  delightful  animal 
pictures  in  his  “ARK-eology”  series.  The  cap¬ 
tion  has  one  turkey  saying  to  another,  “If  you  just 
put  your  mind  to  it  you  can  find  something  to  be 
thankful  for  after  Thanksgiving.”  A  problem  with 
many  of  our  human  readers  is  that  they  will  be 
hard  pressed  to  find  something  for  which  to  be 
thankful  on  Thanksgiving.  Far  too  many  of  us 
are  included  in  the  group  characterized  by  Walter 
Kerr  in  his  book  The  Decline  of  Pleasure,  where 
he  says:  “By  the  standards  of  another  generation, 
and  by  the  standards  of  the  present  generation  in 
three-quarters  of  the  globe,  we  are  rich  .  .  .  and 
we  are  restless.” 

Considering  the  mixture  of  a  “so-what”  atti¬ 
tude  and  the  mood  of  pessimism  which  seems  to 
be  the  “in”  spirit  of  so  many  in  our  time,  we  ap¬ 
proach  Thanksgiving  Day,  1967,  in  a  depressed 
mood  which  our  God  in  heaven  and  so  much  of 
the  earth  find  hard  to  comprehend.  In  addition, 
there  are  roots  of  ingratitude  planted  in  the  sub¬ 
soil  of  our  consciousness  that  are  colored  by  a  re¬ 
action  to  the  many  blessings  which  we  had  no 
hand  in  creating.  As  members  of  the  human  family 
we  do  not  like  to  be  in  debt  to  the  rest  of  the 
world — especially  to  past  generations. 

Dr.  William  F.  May  in  an  outstanding  book 
which  you  will  find  reviewed  in  this  issue  says: 
“The  sin  of  ingratitude,  after  all,  is  a  sense  of 
numbness,  uneasiness  and  resentment  directed  to 
all  those  to  whom  we  are  beholden.  Their  aid,  how¬ 
ever  well-intended,  humiliates  us  with  a  sense  of 
out  weakness  and  mortality.  The  sin  of  ingratitude 
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extends  backward  and  upward  toward  all  those  in 
positions  of  responsibility,  but  it  focuses  most 
keenly  in  the  father.  In  like  fashion,  still  other 
sins  might  be  traced  back  to  that  social  relation 
decisive  for  the  man  caught  in  its  throes.” 

May  we  then  make  these  suggestions  about 
things  for  which  we  are  most  grateful  this  year? 
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•  We  are  thankful  that  we  are  alive  in  this 
particular  stage  of  history.  Some  find  it  hard  to 
have  this  feeling,  but  we  feel  there  has  never  been 
a  more  exciting  and  challenging  time  to  five  on 
God’s  earth  in  this  age  in  which  so  many  great 
things  are  happening. 

•  We  are  grateful  for  the  ferment  which  stirs 
the  world  today.  Both  within  the  Church  and  with¬ 
out  in  the  area  which  traditionally  has  been  label¬ 
led  “secular,”  we  glory  in  the  many  currents  that 
are  churning  about  in  the  stream  of  mankind.  We 
do  not  see  all  the  answers  or  even  the  termination 
of  the  ferment  —  this  is  what  makes  it  such  an 
exciting  time  to  be  alive. 

•  We  rejoice  in  the  opportunities  for  involve¬ 
ment  which  present  themselves.  Once  there  was  a 
feeling  among  men  that  issues  were  resolved  and 
programs  determined  by  those  of  some  distant 
echelon.  This  is  not  true  today — we  are  all  in  the 
middle  of  the  creation  of  things.  “Go  not  to  see 
for  whom  the  bell  tolls — it  tolls  for  thee.” 

•  We  are  thrilled  by  the  constant  confronta¬ 
tion  with  those  opposed  to  what  has  traditionally 
been  called  “our  way  of  life”— whatever  that  really 
includes.  Many  do  not  accept  it  at  face  value.  Oft¬ 
en  our  own  children  raise  the  question  “why?” 
about  matters  which  we  though  were  immune  to 
interrogation.  Nothing  is  so  protected  in  our  time, 
and  for  this  we  should  give  thanks  because  of  the 
active  opportunity  to  reexamine  our  old  positions 
— and  reexamination  always  means  the  strength¬ 
ening  of  worthy  goals  and  the  abandonment  of 
those  which  cannot  stand  examination. 

•  We  thank  God  for  the  rebirth  of  nations  in 
this  generation.  Never  has  freedom  come  so  quick¬ 
ly  to  so  many,  and  we  who  gained  our  freedom  at 
such  a  price  should  be  patient  and  understanding 
of  new  nations  that  have  already  made  more  prog¬ 
ress  toward  self-government  than  our  American 
nation  did  in  the  same  time. 
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On  Monday,  November  20,  the  eyes 
of  the  nation  were  on  a  clock  in  the 
Department  of  Commerce  in  Wash¬ 
ington,  D.C.  At  a  certain  moment  this 
clock  which  doesn’t  record  time  but 
the  population  of  the  United  States  an¬ 
nounced  that  the  United  States  had 
reached  a  population  of  200  million — 
the  fourth  nation  on  earth  to  reach 
that  population  figure. 

(Maybe  you’ve  heard  the  story  of 
the  man  whose  own  family  had  grown 
larger  than  he  wanted  who  was  caught 
in  the  Commerce  Building  with  a  ham¬ 
mer  in  his  hand.  When  they  asked 
him  what  he  was  doing,  he  replied. 
“I’m  going  to  smash  that  old  clock.”) 

There  are  many  implications  in  this 
200  million  population  mark.  First,  it 
means  that  almost  half  of  the  people 
who  have  ever  lived  in  this  country 
are  alive  today.  (The  estimated  total 
of  all  people  who  have  ever  lived  here 
is  406  million.)  It  means  that  out 
population  has  doubled  since  1915, 
However,  it  is  estimated  that  it  will 
double  again  by  the  year  2000. 

In  this  52  years  since  1915  we  have 
fought  11  years  in  wars  which  took 
392,854  lives.  Ten  years  of  this  pe¬ 
riod  were  consumed  by  a  great  depres¬ 
sion.  America  became  a  world  power 
and  then  a  world  leader  during  this 
time. 

Fifteen  years  has  been  added  to  the 
life  expectancy  of  the  average  Amer¬ 
ican.  However,  on  every  hand  we  hear 
speakers  telling  us  that  we  have  attained 
a  social  situation  that  is  so  complicated 
that  we  can  hardly  stand  it.  In  this 
connection  we  would  quote  from  Wal¬ 
ter  Lippman: 

“We  are  not  used  to  a  complicated 
civilization.  We  don’t  know  how  to 
behave  when  personal  contact  and 
eternal  authority  have  disappeared. 
There  are  no  precedents  to  guide  us, 
no  "wisdom  that  was  not  meant  for 
a.  simpler  age.”  Walter  Lippman  wrote 
that — in  1914. 


THUMBNAIL  MOVIE  REVIEW: 
“Reflections  in  a  Golden  Eye”  is  really 
“Virginia  Wolff  in  the  Army.” 
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BERCHTESGADEN,  Germany-Intense  discussion  of  the  church  s  role 
in  the  world,  and  their  role  in  the  church,  characterized  the  seventh  an¬ 
nual  retreat  for  Methodist  and  Evangelical  United  Brethren  chaplains 
and  laymen  here  Oct.  23-27.  Upper  photo  shows  chaplains  concentrating 
on  a  point.  Below  are  laymen,  mostly  youthful  enlisted  men,  in  the  midst 
of  a  serious  discussion.  In  the  foreground  is  William  McPherson  of  the 
Board  of  Lay  Activities  staff.  (Methodist  Information  photos). 

M  Bishops  Moore  and  Allen  in  new  relationships 

Most  of  Central  Jurisdiction 
officially  dissolves  as  of  November  15 


■  EUB  bishops  assigned 

EUB  bishop  announces 
retirement  plans 

MIAMI  BEACH,  Fla.— Plans  for 
the  retirement  of  one  Evangelical  Unit¬ 
ed  Brethren  bishop  and  the  assignment 
of  all  EUB  bishops  to  regional  juris¬ 
dictions  in  the  new  United  Methodist 
Church  were  announced  here  Nov.  15. 

Bishop  Harold  R.  Heininger  of  Min¬ 
neapolis,  Minn.,  announced  his  inten¬ 
tions  to  retire  at  the  North  Central 
Jurisdictional  Conference,  to  be  held 
in  Peoria,  Ill.,  next  July  24-28. 

A  new  bishop  will  be  elected  by 
delegates  to  the  EUB  General  Con¬ 
ference  in  Dallas,  Texas,  next  April 
20  to  May  4.  During  most  of  that 
period,  EUB  delegates  will  meet  in 
joint  plenary  session  with  delegates 
from  The  Methodist  Church  to  con- 
sumate  the  union  of  the  two  denomina¬ 
tions  into  the  United  Methodist 
Church. 

The  EUB  Board  of  Bishops  met  here 
with  the  Methodist  Council  of  Bishops 
Nov.  13-17. 

Bishop  Heininger,  72,  has  been  a 
bishop  of  the  EUB  Church  since  1954. 
Before  that  he  was  a  professor  and 
president  of  the  Evangelical  Theolog¬ 
ical  Seminary,  Naperville,  Ill. 

The  Plan  of  Union  of  the  two 
churches  calls  for  the  assignment  of 
two  EUB  bishops  to  the  North  Cen¬ 
tral  and  two  to  the  Northeastern  Jur¬ 
isdictions,  and  one  each  to  the  Western, 
the  South  Central  and  the  Southeastern 
Jurisdictions. 

In  line  with  the  plan,  the  EUB 
Board  of  Bishops  announced  their  fu¬ 
ture  deployment  in  the  new  church  as 
follows: 

Bishop  J.  Gordon  Howard  of  Pitts¬ 
burgh  and  Bishop  Herman  W.  Kaeb- 
nick  of  Harrisburg,  Pa.,  to  Northeast¬ 
ern  Jurisdiction. 

Bishop  Heininger  and  Bishop  Reu¬ 
ben  H.  Mueller  of  Indianapolis,  Ind., 
to  North  Central. 

Bishop  Paul  W.  Milhouse,  Kansas 
City,  Mo.,  to  South  Central. 

Bishop  W.  Maynard  Sparks,  Sacra¬ 
mento,  Calif.,  to  Western. 

Bishop  Paul  M.  Herrick,  Dayton, 
Ohio,  to  the  Southeastern. 

Retired  Bishop  George  Edward  Epp 
is  assigned  to  the  North  Central. 

Bishop  Herrick  is  the  only  EUB 
bishop  not  now  resident  in  the  geo¬ 
graphical  jurisdiction  to  which  he  will 
be  assigned  in  the  new  church.  Spe¬ 
cific  area  assignments  of  all  EUB,  as 
well  as  Methodist,  bishops  in  the  new 
church  will  be  made  at  the  five  juris¬ 
dictional  conferences  which  meet  si¬ 
multaneously  next  July. 

t 

HEADS  PRAYER  LIFE 
MINISTRY 

NASHVILLE,  Tenn,  (MI)  —  The 
Rev.  M.  Paul  Learning,  staff  member 
of  the  Methodist  General  Board  of 
Evangelism  here,  has  been  named  di¬ 
rector  of  the  board’s  Prayer  Life  min- 
istry. 

He  succeeds  Dr.  G.  Byron  Deshler, 
who  left  the  board  staff  in  June  to 
become  pastor  of  First  Methodist 
Church,  Yuma,  Ariz.  The  Prayer  Life 
ministry  of  the  board  seeks  to  strength¬ 
en  the  prayer  life  of  individuals, 
groups,  and  churches. 


MIAMI  BEACH,  Fla.— Elimination 
of  The  Methodist  Church’s  racially- 
constituted  Central  Jurisdiction  in  all 
but  four  states  became  a  fact  here 
November  15. 

At  the  same  time,  predominantly- 
Negro  churches  in  North  Carolina  and 
Virginia  are  also  transferred  into  pre- 
dominantly-white  annual  conferences. 

Effecting  the  moves  was  announce¬ 
ment  by  the  College  of  Bishops  in  three 
of  the  denomination’s  jurisdictions  that 
balloting  on  the  question  across  the 
church  this  past  summer  had  been 
completed  with  the  required  favorable 
majority. 

Today’s  action  means  that  predom- 
inantly-Negro  annual  conferences  in 
Florida,  Alabama,  Mississippi,  Louis¬ 


iana,  Arkansas,  Texas,  Oklahoma, 
North  Carolina  and  Virginia  will  be 
transferred  to  the  appropriate  geo¬ 
graphical  jurisdiction.  And,  in  the  case 
of  the  North  Carolina-Virginia  Annual 
Conference  of  the  Central  Jurisdiction, 
the  conference  will  be  dissolved  with¬ 
in  the  next  few  months  and  its  church¬ 
es,  members,  and  ministers  assigned 
to  either  the  Virginia,  the  North  Car¬ 
olina  or  the  Western  North  Carolina 
Annual  Conferences. 

The  bishops  said  that  dissolution  of 
Central  Jurisdiction  conferences  in  the 
other  states  and  their  merger  with  geo¬ 
graphical  conferences  can  be  completed 
when  mutually  agreeable. 

Merger  of  the  annual  conferences  in 
North  Carolina  and  Virginia  will  affect 


DAILY  BIBLE  READING 

Below  is  a  schedule  for  the 
Dally  Bible  Reading:,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Nov.  20— ^Sunday  John  6:1-15 

Nov.  27  II  Cor.  9:1-15 

Nov.  28  Ephesians  5:1-21 

Nov.  29  I  Timothy  4:1-16 

Nov.  30  Rev.  7:1-17 

Dec.  1 . Psalms  46:1-11 

Dec.  2  Psalms  118:1-29 

Dec.  3 — Sunday  Isaiah  9:1-7 


about  19,000  members  in  299  pre- 
dominantly-Negro  churches.  The  pre- 
dominantly-white  annual  conferences 
into  which  they  are  being  merged  have 
about  800,000  members  in  more  than 
3,000  churches. 

When  the  mergers  and  transfers  an¬ 
nounced  November  15  are  completed, 
the  only  remaining  Central  Jurisdic¬ 
tion  Conferences  will  be  in  the  states 
of  Kentucky,  Tennessee,  South  Caro¬ 
lina  and  Georgia.  These  Central  Jur¬ 
isdiction  Conferences  are  not  included 
because  they  did  not  return  favorable 
majorities  to  the  moves  in  the  voting 

If  these  conferences  desire  to  do  so, 
it  will  be  possible  for  them  to  recon¬ 
sider  their  action  before  The  United 
Methodist  Church  is  created  in  April 
of  1968  by  the  union  of  the  Methodist 
and  Evangelical  United  Brethren  de¬ 
nominations. 

In  connection  with  the  transfer  of 
the  annual  conferences  to  the  geograph¬ 
ical  jurisdictions,  two  bishops  elected 
by  the  Central  Jurisdiction  will  now 
serve  in  the  College  of  Bishops  of  the 
geographical  units.  Bishop  L.  Scott  Al¬ 
len,  whose  headquarters  is  Waveland, 
Miss.,  will  remain  in  the  Southeastern 
Jurisdiction,  and  Bishop  Noah  W. 
Moore,  Jr.,  of  Houston,  Texas,  will 
remain  in  the  South  Central  Jurisdic¬ 
tion. 

The  only  active  bishop  remaining 
in  the  Central  Jurisdiction,  Bishop 
Charles  F.  Golden  of  Nashville,  Tenn., 
has  been  invited  to  serve  in  the  West¬ 
ern  Jurisdiction  upon  the  final  disso¬ 
lution  of  the  Central  Jurisdiction. 

UNITED  PROGRAM  JOURNAL 
PLANNED 

DAYTON,  Ohio  —  A  united  pro¬ 
gram  journal  for  the  new  United  Meth¬ 
odist  Church  will  come  into  being  next 
spring,  according  to  plans  formulated 
here. 

The  publication  will  combine  pro¬ 
gram  journals  now  serving  The  Meth¬ 
odist  Church  and  the  Evangelical 
United  Brethren  Church.  The  first  is¬ 
sue  will  be  released  at  the  Uniting 
Conference  in  Dallas,  Texas,  April  21- 
May  4,  1968. 

Plans  for  bringing  together  the  pres¬ 
ent  Spotlight,  an  EUB  quarterly,  and 
The  Methodist  Story,  a  monthly  pub¬ 
lication  of  The  Methodist  Church,  were 
made  in  a  two-day  joint  meeting  of 
about  40  participants  representing  the- 
publishing  units  of  the  present  maga¬ 
zines,  editorial  staffs,  and  the  program 
agencies  of  both  denominations.  The 
new  publication  will  bear  a  double 
name  during  a  period  of  transition.  Un¬ 
til  permanent  staffs  and  policies  are 
established,  editorial  responsibility  will 
be  carried  jointly  by  the  staff  of  the 
two  merging  publications  and  distri¬ 
bution  will  be  to  present  recipients 


In  a  precedent-making  meeting  in  Miami  Beach,  Fla.,  November  16, 
five  policy-making  agencies  of  the  top  echelon  of  the  church  met  to 
hear  the  proposal  for  a  quadrennial  program  for  1968-1972.  Included 
in  the  group  pictured  were:  the  Council  of  Bishops,  the  Council  of 
Secretaries,  the  Coordinating  Council,  and  the  Council  on  World  Ser¬ 
vice  and  Finance  of  The  Methodist  Church,  and  the  Council  of  Bish¬ 
ops  and  the  executive  committee  of  the  Council  on  Administration  of 
the  Evangelical  United  Brethren  Church.  (Ark/La  Methodist  Photo) 
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(FRONT,  I.  to  r.)  The  Rev.  Frank 
M.  Stage,  Jr.,  pastor,  Blanchard 
Methodist  Church;  Dr.  B.  C.  Tay¬ 
lor,  and  the  Rev.  George  H.  Sher¬ 
man,  Jr.,  pastor  of  Olla-Tullos 
charge;  (BACK)  the  Rev.  K.  G. 
Rorie  and  Dr.  Luman  E.  Doug¬ 
las.  Mr.  Stage  and  Mr.  Sherman 
were  visiting  the  area  office  dur¬ 
ing  the  period  in  which  the  latter 
was  guest  preacher  at  Blanchard. 


Mrs.  Derr 
wins  recognition 

Mrs.  Helen  Derr,  religion  editor  for 
the  Alexandria  Daily  Town  Talk  who 
was  honored  last  spring  by  the  nation¬ 
al  meeting  of  the  Religious  Publicity 
Council,  received  an  additional  honor 
recently  when  she  became  the  first 
to  receive  the  award  of  the  Louisiana 
Baptist  Convention  for  religion  editors 
of  secular  papers  in  the  state. 

In  addition  10  the  honor  already  in¬ 
dicated,  she  has  won  awards  from  the 
Louisiana  Press  Women  and  the  Unit¬ 
ed  Press  International  and  from  the 
National  Federation  of  Press  Women, 

Methodists  of  Louisiana  are  well 
aware  of  the  fine  coverage  which  she 
gives  to  religious  activities  in  the  Alex- 
andria-Pineville  area  and  to  the  general 
news  of  the  church. 


At  a  recent  Alexandria  District 
preachers’  meeting,  Dr.  Jolly  B. 
Harper  visited  with  the  Rev.  Wil¬ 
son  L.  Watson,  while  the  Rev. 
John  F.  Kilpatrick,  seated,  con¬ 
fers  with  the  Rev.  Louis  M.  Cop- 
page,  Jr. 


AGENDA 

Conference  Board  of  Lay  Activities  Meeting 
Holiday  Inn,  Alexandria,  Louisiana — December  2nd  -  3rd,  1967 

SATURDAY,  DECEMBER  2nd 


2:00  P.M.  COMMITTEE  MEETINGS 

(or  earlier)  Conference  Committee  Chairman  should  call  meet¬ 
ings  if  desired. 

3:00  P.M.  CONFERENCE  BOARD  BUSINESS  SESSION 
Tom  Matheny,  Presiding 
John  W.  Trotter,  Minutes 
John  W.  Trotter,  Treasurer’s  Report 
Election  of  replacement  for  Red  Marrs,  Baton 
Rouge  District 

3:20  P.M.  TOWN  AND  COUNTRY  COMMISSION 
Report  by  Rex  Squyres 

3:40  P.M.  PERSONAL  INTERESTS  COMMITTEE 
Report  by  Co-Chairmen  —  V.  J.  French 

Hubert  M.  Blanchard 

4:00  P.M.  HOWARD  W.  DAUGHENBAUGH  SCHOLARSHIP 
COMMITTEE 
Report  by  Dave  Morgan 

4:30  P.M.  1000  CLUB 

Report  by  Herb  Moffett 

5:00  P.M.  OTHER  BUSINESS 

6:30  P.M.  DINNER  (Wives  Invited) 

Miss  Jill  Faller,  President  -  Conference  MYF, 
speaker 

8:00  P.M.  DISCUSSION 


NOTE:  Committees  not  finishing  their  business  prior  to 

the  start  of  the  afternoon  business  session,  may 
wish  to  reconvene  at  this  time. 

SUNDAY,  DECEMBER  3rd 

9:30  A.M.  DISTRICT  LAY  LEADERS  REPORT 

CONFERENCE  COMMITTEE  REPORTS 

GENERAL  CONFERENCE  DELEGATION 

PROGRAM  AND  PROMOTION 
Report  by  Dudley  Snow  and  R.  C.  Smith 

METHODIST  MEN 

Report  by  Mai  Fyfe  and  Bill  Ford 

ECUMENICAL  AFFAIRS 
Report  by  Allan  Collette 

EXECUTIVE  SECRETARY  REPORT 
Cecil  Bland 

STEWARDSHIP  PROGRAM 
Report  by  Cecil  Bland 

MUSIC 

Report  by  Jerry  Ross 

LAY  SPEAKING 
Report  by  Cecil  Bland 

COMMITTEE  ON  WILLS 

11:00  A.M.  WORSHIP  SERVICE  -  Hubert  M.  Blanchard 


12: 00  NOON  LUNCH 
1:00  P.M.  OLD  BUSINESS 
NEW  BUSINESS 


ADJOURN 


MATHENY  TO  ATTEND 
CONSULTATION  ON  THE  LAITY 

A  Consultation  on  the  Laity,  spon¬ 
sored  by  the  General  Board  of  Lay 
Activities,  will  be  held  at  French  Lick, 
Indiana,  December  6-9.  Tom  H.  Ma¬ 
theny,  Louisiana  Conference  Lay  Lead¬ 
er  from  Hammond  will  be  among  the 
100  national  Methodist  Lay  Leaders 
who  will  attend. 

The  purpose  of  the  consultation  is 
to  consider  all  phases  of  the  work  of 
the  General  Board  of  Lay  Activities 
of  the  Methodist  Church  and  the  cor¬ 
responding  General  Board  of  the 
Evangelical  United  Brethren  (E.U.B.) 
Church,  prior  to  the  General  Uniting 
Conference  next  year.  Resources  lead¬ 
ers  for  the  Consultation  have  been 
announced.  They  are: 

Thomas  Bennett  —  Professor  and 
Social  Scientist,  George  Williams 
College,  Downers  Grove,  Illinois. 

James  V.  Clark  —  Associate  Pro¬ 
fessor  of  Business  Administration 
and  Chairman  of  the  Behavioral 
Science  Area  at  the  UCLA  Grad¬ 
uate  School  of  Business  Admin¬ 
istration. 

Bishop  W.  Kenneth  Goodson — who 
will  be  leading  us  in  our  opening 
devotions  each  morning. 

Malcolm  Knowles  —  Professor  of 
Education  and  General  Consul¬ 
tant  in  Adult  Education,  Boston 
University. 

William  Stringfellow  —  Practicing 
Attorney,  Lay  Theologian  and 
Author,  New  York  City. 

The  General  Board  of  Lay  Activi¬ 
ties  serves  every  local  congregation 
through  its  representative,  the  local 
Church  Lay  Leader,  and  through  its 
work  with  the  Commission  on  Stew¬ 
ardship  and  Finance,  local  Methodist 
Men’s  Fellowship,  the  Official  Board, 
Board  of  Trustees,  Church  Business 
Administrators,  Lay  Member  of  the 
Annual  Conference,  and  Lay  Speaker. 
This  work  has  been  divided  into  three 
program  sections  which  are: 

1.  Men’s  Work 

2.  Leadership  Development  and 
Communications 

3.  Stewardship  and  Finance 

t 

EVANGELISM  BOARD  ADDS 
LAY  RENEWAL  DIRECTOR 

NASHVILLE,  Tenn.  —  The  Rev.. 
Ben  C.  Johnson,  Atlanta,  Ga.,  a  lead¬ 
er  of  Methodist  laymen’s  activities  in 
the  Southeastern  Jurisdiction,  joined 
the  staff  of  the  General  Board  of  Evan¬ 
gelism  here  November  1  as  the  direc¬ 
tor  of  lay  renewal. 

According  to  Dr.  Kermit  Long,  gen¬ 
eral  secretary  of  the  board,  Mr.  John¬ 
son’s  appointment  grows  out  of  the 
increasing  concern  of  the  top  execu¬ 
tives  of  the  Board  of  Evangelism  and 
the  General  Board  of  Lay  Activities 
for  cooperating  more  fully  in  efforts 
of  church  renewal  through  the  laity. 


HOSPITAL  OFFICE 

The  Rev.  John  B.  Koelemay, 
promotional  director  of  the  Meth¬ 
odist  Hospital,  has  asked  us  to 
announce  that  the  offices  have 
now  been  moved  to  the  hospital 
site  at  5620  Read  Road.  His 
mailing  address  will  now  be: 
Methodist  Hospital,  P.  O.  Box 
29037,  New  Orleans,  La.  70129. 
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and 
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"THE  VIETNAM  WAR,  a  Moral 
Commitment”  was  the  subject  of  a 
debate  in  Reily  Memorial  University 
Church,  Baton  Rouge,  Nov.  12.  The 
affirmative  was  taken  by  Eldon  Cook, 
and  Eddie  Robson  expressed  the  nega¬ 
tive  position.  Moderator  was  David 
Traynham.  The  Rev.  Jack  Cooke  is 
pastor. 

“MARTIN  BUBER  —  A  Bridge  be¬ 
tween  Judaism  and  Christianity”  was 
the  subject  in  Springhill  Church,  Nov. 
15,  when  Charles  J.  Cohen  was  the; 
speaker.  Mr.  Cohen  is  the  educator 
administrator  of  the  B’nai  Zion  Con¬ 
gregation  in  Shreveport.  The  Rev.  Loyd 
Williams  is  the  Springhill  pastor. 

A  WESLEY  FOUNDATION  Deputa¬ 
tion  Team  from  Louisiana  Tech  pre¬ 
sented  the  evening  worship  service  in 
Grace  Church,  Ruston,  Nov.  12.  Grace 
members  in  the  team  were  Kenny 
Peoples,  who  presided,  Lane  Johnson, 
and  Audrey  Chance.  Dudley  Snow  of 
Shreveport  was  guest  speaker  at  the 
morning  Commitment  Service.  The 
Rev.  George  Harkins  is  pastor. 

THE  YOUTH  CHOIRS  of  First 
Church,  Shreveport,  have  been  parti¬ 
cipating  in  a  series  of  Sunday  after¬ 
noon  clinics.  These  were  concluded 
Nov.  12  with  the  appearance  of  Jack 
Cold  iron,  director  of  the  Southwestern 
Theological  Seminary  Choir  of  Fort 
Worth,  Texas. 

THE  EAGLE  SCOUT  Award  with 
Bronze  Palm  was  presented  by  Judge 
John  A.  Dixon,  Jr.  to  Roy  Elbert 
Johnson,  son  of  Mr.  and  Mrs.  C.  E. 
Johnson,  at  the  morning  service  in 
North  Highlands  Church,  Shreveport, 
Nov.  12. 

DR.  STUART  I.  GILMORE  discussed 
“The  Christian  Looks  at  War  and 
Peace”  with  older  youth  during  the 
Family  Fellowship  program  in  First 
Church,  Baton  Rouge,  Nov.  15.  The 
Adult  Fellowship  heard  Dr.  Margaret 
Brand  of  the  U.S.  Public  Center  at 
Carville  and  former  missionary  to  In¬ 
dia,  discuss  “India:  Our  Problem?” 
Dr.  Dana  Dawson,  Jr.  is  pastor. 


RABBI  JOHN  ROSENBLAT  will  be 
guest  speaker  in  Oak  Park  Methodist 
Church,  Lake  Charles,  next  Sunday 
evening,  Nov.  26.  He  will  show  slides 
and  tell  of  his  recent  trip  to  Israel. 
The  Rev.  Oakley  Lee  is  the  Oak  Park 
minister. 

MRS.  AVRIL  ASWELL  was  honored 
by  the  Education  Commission  of  Clai¬ 
borne  Church  on  Sunday,  Oct.  30, 
with  a  floral  arrangement  placed  at 
the  altar  in  her  honor.  This  project  is 
to  become  a  permanent  part  of  the 
aommission’s  program  as  they  honor 
senior  citizens  from  time  to  time.  Mr. 
Oma  Fleming  is  chairman  of  the  com¬ 
mission.  Mrs.  Muriel  Hinton  submitted 
the  idea.  The  Rev.  E.  W.  Sandel  is 
pastor  at  Claiborne. 


L.  M.  Rankin  and  Mrs.  Evelyn  Tanne- 
hill,  teachers  at  La  Salle  High^School, 
led  a  discussion  of  ‘‘cheating’  during 
the  MYF  meeting  at  01  la  Church,  Nov. 
12.  Young  people  participating  on  the 
panel  were  Ellen  Jeffrey  and  Mavis 
Bourgeoi  s. 

THE  REV.  BRADY  FORMAN,  Wes¬ 
ley  Foundation  director  at  South¬ 
eastern  Louisiana  College,  was  guest 
speaker  for  Methodist  Men  of  the 
Ponchatoula  Church  on  Nov.  8.  The 
pastor  is  the  Rev.  Jack  Winegeart. 

BOSSIER  CITY  held  an  ecumenical 
Thanksgiving  service  last  night,  Nov. 
22,  at  the  First  Baptist  Church.  The 
Rev.  Joseph  L.  Sheldon,  pastor  of  St. 
George's  Episcopal  Church,  delivered 
the  message.  Methodist  churches  in¬ 
volved  were  Barksdale,  the  Rev.  Wil¬ 
liam  Stegall,  pastor;  Curtis  Park,  the 
Rev.  George  Cunningham,  pastor,  and 
First  Methodist,  the  Rev.  William  Fra¬ 
ser,  pastor. 

BOLIVIA  NIGHT  was  featured  by 
members  of  First  Church,  Leesville, 
on  Nov.  16.  The  church  contributes  to 
the  support  of  Missionaries  Carl  and 
Julia  Williams  in  Bolivia.  The  Com¬ 
mission  on  Missions  arranged  for  a 
group  from  First  Methodist,  Ruston, 
who  had  worked  in  Bolivia  with  the 
Williams  during  the  summer,  to  pre¬ 
sent  the  program.  The  Leesville  min¬ 
ister  is  the  Rev.  James  Christie. 


Memorial  Chimes  were  given  to  Man- 
gum  Memorial  Church,  Shreveport,  in 
loving  memory  of  Roy  Terry  by  his 
family.  Pictured  following  the  dedi¬ 
cation  by  the  Rev.  Ralph  Cain,  are: 
Mrs.  Harry  Poulan,  chairman  of  the 
Worship  Commission,  and  Mrs.  Sue 
Butchee,  organist,  with  Mrs.  Roy  Ter¬ 
ry,  Mrs.  Goe  L.  Greer,  and  the  grand¬ 
children,  Terry  and  Laura  Lynn. 


EXPLORER  POST  311,  a  Scouting 
unit  for  high  school  boys,  is  now  being 
sponsored  by  Methodist  Men  of  First 
Church,  Houma.  D.  L.  Pretzer  is  the 
advisor.  The  Rev.  A.  Jerome  Cain  is 
the  Houma  pastor. 

BRIG.  GEN.  WALTER  DRISSEL, 
commander  of  the  Salvation  Army  in 
Lake  Charles,  was  the  guest  speaker 
for  the  Nov.  15  meeting  of  Methodist 
Men  of  First  Church,  Lake  Charles. 
The  recently  appointed  pastor  to  this 
church  is  the  Rev.  Luther  L.  Booth, 
effective  Dec.  1,  when  Dr.  George 
Pomeroy  becomes  district  superinten¬ 
dent  in  New  Orleans. 

THE  GOVERNOR  OF  LOUISIANA, 
the  Honorable  John  J.  McKeithen  will 
address  an  ecumenical  luncheon  sche¬ 
duled  by  the  Greater  New  Orleans 
Federation  of  Churches  at  the  Greek 
Orthodox  Cathedral  of  the  Holy  Trin¬ 
ity,  1222  N.  Dorgenois  St.,  New  Or¬ 
leans,  on  Sunday,  Dec.  3,  at  12:45  p.m. 


Pictured  during  the  Vivian  Methodist 
revival,  Nov.  5-9,  are  from  left:  the 
Rev.  Stone  Caraway,  pastor,  the  Rev. 
John  Kilpatrick,  Alexandria  district 
superintendent,  guest  evangelist,  and 
the  Rev.  W.  V.  Sirman,  associate  pas¬ 
tor  of  Noel  Memorial  Church,  Shreve¬ 
port,  song  leader. 

THE  PORT  BARRE  Methodist  Men’s 
Club  made  a  profit  of  $1,050  from 
the  Country  Jamboree  recently,  ac¬ 
cording  to  Mrs.  John  Futral,  publicity 
chairman  for  the  group.  The  program 
featured  local  and  out-of-the-area  tal¬ 
ent  and  was  presented  at  Port  Barre 
High  School  Auditorium.  The  money 
is  earmarked  for  the  church  building 
fund.  The  Rev.  J.  David  Strozier  is 
pastor. 

THE  SINGLE  ADULT  Fellowship  of 
Rayne  Memorial  Church,  New  Or¬ 
leans,  has  elected  the  following  offi¬ 
cers:  Allen  Walker,  president;  Don 
Serex,  vice  president;  Louis  Smith, 
secretary;  Jim  Mills,  treasurer;  and 
Martha  Swanson,  social  chairman.  The 
speaker  at  the  Nov.  12  meeting  was 
Dr.  Myron  C.  Madden,  who  spoke  on 
the  subject  “The  Christian  in  the  Gen¬ 
eral  Hospital.”  Dr.  B.  A.  Galloway  is 
the  pastor. 

PINEVILLE  FIRST  CHURCH  ob¬ 
served  Layman’s  Day  in  November. 
Robert  P.  Lay,  prominent  layman  of 
First  Methodist  in  Shreveport,  spoke 
at  the  morning  service  in  Pineville, 
Nov.  12.  Charles  Goodgame,  lay  lead¬ 
er,  presided  and  was  assisted  by  Robert 
Nash,  president  of  Methodist  Men, 
and  by  Paul  Taylor,  chairman  of  the 
Commission  on  Finance.  The  Rev. 
Wilson  L.  Watson  is  pastor. 


BISHOP  AUBREY  WALTON  is 
scheduled  to  preach  at  the  morning 
service  in  First  Church,  Natchitoches, 
on  Dec.  3.  He  and  Mrs.  Walton  plan 
to  arrive  in  time  to  see  the  famed 
Christmas  Lighting  Festival  on  Satur¬ 
day.  Dr.  Jolly  B.  Harper  will  be  host 
pastor. 

“ORGANIZATION  OF  YOUTH 
Work  in  The  Methodist  Church  Fol¬ 
lowing  Merger  of  the  Central  and 
South  Central  Jurisdiction”  was  the 
topic  for  discussion  by  young  people 
of  both  jurisdictions  at  the  meeting 
held  in  Reily  Memorial  University 
Church,  Baton  Rouge,  Nov.  12.  Serv¬ 
ing  as  resource  persons  were  the  Rev. 
W.  T.  Handy,  Jr.,  Dr.  G.  Leon  Net- 
terville,  Jr.,  Mrs.  Alvin  Eames,  Mr. 
Thomas  Matheny,  the  Rev.  Walter 
Baker,  the  Rev.  John  Oldham,  and  the 
Rev.  Bentley  Sloane. 

THE  DEQUINCY  CHURCH  ob¬ 
served  Layman’s  Day  with  many  par¬ 
ticipants.  Donnis  Hines,  charge  lay 
leader,  presided.  The  message  was  de¬ 
livered  by  James  W.  Karr.  Other  lay¬ 
men  assisting  in  the  service  were  James 
H.  Boatman,  Roily  Walker,  and  Maxie 
Hays.  The  Rev.  Garland  Dean,  Jr.  is 
pastor. 

VIVIAN  METHODISTS  enjoyed  a 
Family  Night  weiner  roast  at  the 
church  on  Oct.  30.  This  fellowship 
climaxed  an  emphasis  on  church  loyal¬ 
ty  during  the  month  of  October.  The 
evening’s  program  closed  with  a  sing¬ 
song,  led  by  the  Rev.  Stone  Caraway, 
pastor. 

A  FISH  FRY  was  held  by  the  Meth¬ 
odist  Men’s  Club  of  Claiborne  Church 
recently.  Gifts  were  received  at  this 
time  toward  painting  the  exterior  of 
the  parsonage  and  church.  This  work 
has  now  been  completed.  The  Rev. 
E.  W.  Sandel  is  pastor. 

THE  YOUNG  AT  HEART  Club  of 
Istrouma  Church,  Baton  Rouge,  held 
their  Thanksgiving  program  and  dinner 
Wednesday,  November  15  in  fellow¬ 
ship  hall.  The  Rev.  Bob  L.  Lawton, 
pastor  of  Zachary  Methodist  Church, 
delivered  the  message.  The  Istrouma 
pastor  is  the  Rev.  Marvin  H.  Corley. 

THE  REV.  W.  B.  SHAW,  pastor  of 
the  Gueydan  Methodist  Church,  was 
evangelist  for  revival  services  held  in 
Wynn  Memorial  Church  at  Shreveport 
the  week  of  Nov.  12.  The  Rev.  Robert 
E.  Carter  is  pastor. 

DR.  B.  A.  GALLOWAY  of  Rayne 
Memorial  Church  spoke  each  noon 
during  the  week  of  Nov.  6-10  in  The 
Church  House  of  the  Greater  New 
Orleans  Federation  of  Churches.  His 
subject  was  “The  Christian’s  Commit¬ 
ment  in  Today’s  World.”  The  Rev. 
J.  C.  Pickett,  Methodist  chaplain  at 
the  Veteran’s  Hospital,  was  the  speak¬ 
er  Nov.  13-17. 


LADIES  NIGHT  was  featured  at  the 
Methodist  Men’s  Club  of  First  Church, 
West  Monroe,  on  Nov.  13.  The  Rev. 
R.  H.  Staples,  former  pastor  from 
1947-53,  now  retired,  was  guest  speak¬ 
er.  The  Rev.  Kenneth  G.  McDowell 
is  the  present  pastor. 
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Sunday,  Sc£<uU  detenu 

By:  Alfred  A.  Knox 

LESSON  FOR  DECEMBER  3:  What  God  Requires  of  Man 


BACKGROUND  SCRIPTURE:  Micah  1  through 
3:6 

MEMORY  SELECTION:  He  has  showed  you,  O 
man,  what  is  good;  and  what  does  the  Lord 
require  of  you  but  to  do  justice,  and  to  love 
kindness,  and  to  walk  humbly  with  God?  (Micah 
6:8) 

AIM  OF  THE  LESSON:  To  reveal  through  a  study 
of  the  Book  of  Micah  some  of  the  most  pro¬ 
found  definitions  of  religion  found  in  the  Old 
Testament. 

*  *  * 

Although  classified  as  a  “minor  prophet”  solely 
because  of  the  length  of  his  book,  Micah  deserves 
in  every  way  to  be  classified  with  the  other  “big 
three”  prophets  who  were  his  contemporaries  — 
Amos,  Hosea  and  Isaiah.  Dr.  Rolland  E.  Wolfe 
is  perhaps  the  one  whose  contributions  have  been 
most  habitually  underestimated.”  He  continues: 
“With  Amos,  Hosea  and  Isaiah,  he  formed  a  quartet 
of  major  characters  who  produced  the  golden  age 
of  Hebrew  prophecy  during  the  latter  half  of  the 
eighth  century  B.C. 

One  writer  has  characterized  the  book  we  use 
for  two  lessons  in  these  words:  “The  book  of  Micah 
is  a  lesson  in  how  to  take  God  seriously.  It  is 
instructive  of  the  tremendous  difference  religious 
faith  makes  in  the  way  one  looks  at  life,  par¬ 
ticularly  the  life  of  one’s  own  time.  ...  A  dynamic 
prophetic  faith  is  not  so  much  a  possession  of  many 
as  the  possessor  of  man.”  (Dr.  Harold  A.  Bosley, 
Interpreter’s  Bible) 

Micah,  with  the  other  eighth  century  prophets, 
emphasized  the  righteousness  of  God  and  the  ethical 
implications  of  that  righteousness  for  the  life  of  Is¬ 
rael.  Dr.  Harrell  F.  Beck  says:  “Quite  probably  he 
was  familiar  with  Amos’  historic  demands  for  social 
justice.  A  hundred  years  later  Jeremiah  (26:18)  re¬ 
ferred  to  Micah’s  fervent  preaching  in  Jerusalem.” 
(International  Lesson  Annual) 

Again  we  would  affirm  that  Micah  is  in  no 
sense  a  “minor  prophet.”  In  fact,  Dr.  Wolfe  says: 
“It  might  be  said  that  the  whole  proletarian  move¬ 
ment  of  modem  times  is  indebted  to  Amos  and  Mic¬ 
ah  as  the  first  individuals  in  the  Judeo-Christian 
tradition  to  espouse  in  an  especially  active  way  the 
cause  of  the  oppressed.”  He  continues:  “Their  influ¬ 
ence  in  championing  the  welfare  of  the  poor  and 
needy  was  to  become  perpetuated  in  Zephaniah, 
the  psalmists,  John  the  Baptist,  Jesus,  Francis  of 
Assisi  and  John  Wesley,  to  mention  only  a  few 
subsequent  figures  who  have  stood  in  the  special 

succession  of  these  two  prophets.” 

*  *  * 

THE  MAN  MICAH 

One  of  the  few  facts  that  we  have  about  Micah 
concerns  his  home,  which  was  at  Marashah,  a  small 
town  which  survives  even  today  as  Marissa.  From 
the  time  of  the  prophet  to  the  present  this  small 
town  has  remained  much  the  same.  It  was  located 
in  the  southwest  part  of  Palestine  in  a  foothill  region 
called  the  Shephelah.  On  the  border  line  between 
Judah  and  the  Philistine  country,  as  well  as  an  out¬ 
post  in  the  direction  of  Egypt,  it  was  a  frontier 
village  in  a  real  sense.  It  was  one  of  the  first  targets 
in  any  military  campaign  against  Palestine  from 
either  south  or  west.  It  was  only  natural  that  the 
prophet  showed  an  unusual  concern  with  interna¬ 


tional  affairs  and  a  continuing  fear  of  invasion. 
He  was  deeply  concerned  for  the  peace  and  wel¬ 
fare  of  his  home  town  and  the  neighboring  com¬ 
munities. 

The  prophet  bore  a  name  which  meant  “who 
is  like  God.”  Six  other  individuals  in  the  Old  Testa¬ 
ment  bore  this  name  which  had  such  a  lofty  mean¬ 
ing.  He  was  a  younger  contemporary  of  Isaiah.  Like 
Amos,  he  saw  the  evils  of  urban  life  and  made  them 
the  center  around  which  he  built  the  word  that  he 
brought  from  God.  He  prophesied  during  the  reigns 
of  Jotham,  Ahaz  and  Hezekiah.  He  was  closely  re¬ 
lated  to  the  significant  religious  reforms  instituted  by 
King  Hezekiah. 

In  social  status  Micah  differed  from  the  other 
major  prophets  of  his  century.  Amos  was  a  shepherd 
from  the  mountain  wilds;  Hosea  was  a  prosperous 
farmer  from  northern  Israel,  and  Isaiah  was  an 
aristocrat  reared  in  the  court  at  Jerusalem.  Micah 
was  a  small  town  craftsman  who  had  definite  sym¬ 
pathies  for  the  oppressed  poor. 

Dr.  Wolfe  says,  “His  addresses  were  for  the 
most  part  delivered  on  trips  to  Jerusalem.  In  that 
metropolis  Isaiah  was  presumably  delivering  pro¬ 
phetic  utterances  at  about  the  same  time.  Yet  there 
is  no  evidence  to  indicate  that  they  ever  met,  for 

Micah  was  only  remotely  influenced  by  Isaiah.” 

*  *  * 

GENERAL  CHARACTERISTIC  OF  THE  BOOK 

Like  most  of  the  prophets,  Micah  was  a  poet 
and  expressed  this  thoughts  in  verse.  This  means 
that  we  should  interpret  what  he  says  as  poetry  in¬ 
stead  of  prose.  Dr.  Wolfe  says  of  his  skill  as  a 
writer,  “Micah  was  not  a  master  such  as  Amos  or 
Isaiah,  but  he  appears  much  superior  to  Ezekiel 
and  those  who  rank  in  that  class.  In  these  days 
Micah  is  being  rediscovered  and  the  poetic  signi¬ 
ficance  of  his  productions  is  becoming  better  un¬ 
derstood.  There  is  developing  a  new  appreciation 
for  the  way  in  which  the  power  and  zeal  behind 
his  utterances  have  been  given  literary  expression.” 

Micah’s  faith  literally  hurled  him  into  the  great 
issues  of  his  day — just  as  many  contemporary  proph¬ 
ets  are  involving  themselves  in  every  possible  way 
with  the  critical  issues  of  these  times.  This  faith 
woOld  not  let  him  smile  tolerantly  at  the  spiritual 
complacency  of  the  formal  religion  of  his  day;  it 
drove  him  into  a  heated — and  sometimes  unfair — 
attack  upon  it.  He  felt  he  could  not  have  this  in¬ 
volvement  in  the  solitariness  of  his  rural  home;  he 
had  to  go  to  the  cities  with  his  critical  message.  We 
might  describe  this  book  as  the  8th  Century  B.C. 
equivalent  of  Dr.  Harvey  Cox’s  currently  popular 
book  “The  Secular  City.” 

*  *  * 

“WHAT  DOES  THE  LORD 
REQUIRE  OF  YOU?” 

As  Micah  became  increasingly  conscious  of  con¬ 
ditions  of  his  day  he  did  not  simply  wring  his  hands 
and  deplore  the  corrupt  life  and  practices  of  the 
people.  He  wrote,  in  what  is  truly  one  of  the  ten 
great  verses  in  the  entire  Bible,  an  unforgettable 
description  of  the  requirements  of  God:  “What  does 
the  Lord  require  of  you  but  to  do  justice,  and  love 
kindness,  and  to  walk  humbly  with  your  God?” 
(6:8) 

It  is  as  though  Micah  has  summarized  the  pro¬ 
phetic  preaching  of  the  entire  eighth  century.  The 
Lord  requires  righteousness  (Amos);  steadfast  love 


(Hosea),  faithfulness  and  trust  (Isaiah).  Dr.  Clovis 
Chappell  (And  the  Prophets)  says:  “This  man  was 
inspired  to  define  for  us  the  will  of  God,  both  for 
the  individual  and  for  the  world,  with  a  beautiful 
simplicity  surpassing  that  of  any  other  prophet  of 
the  Old  Testament.  In  truth,  it  is  doubtful  if  any 
man  in  all  the  centuries  that  have  passed  since  that 
far-off  day  has  improved  on  Micah’s  definition 
of  real  religion.” 

We  know  that  the  Methodists  received  their 
name  from  the  methodical  way  in  which  a  small 
group  of  disciplined  persons,  including  John  Wes¬ 
ley  lived  during  their  days  at  Oxford  University. 
This  lesson  deals  with  such  a  theme,  telling  us  what 
the  prophet  said  concerning  God’s  requirements. 
He  believed  that  life  is  not  a  matter  of  haphazard, 
man-centered  preferences.  God  has  a  more  definite 
way,  and  that  is  what  he  requires  of  us. 

*  *  * 

“—BUT  TO  DO  JUSTICE” 

The  first  of  these  three  requirements  is  justice. 
What  is  it  to  do  justly?  It  is  fairmindedness  in 
action.  Just  conduct  is  the  outward  expression  of 
inward  honesty  and  sincerity.  Such  conduct  is  ad¬ 
mired  by  every  unwarped  mind.  Just  a  short  time 
ago  it  was  our  privilege  to  see  the  movie  version  of 
the  Lerner  and  Loewe  play  “Camelot.”  A  large 
portion  of  the  plot  is  devoted  to  the  efforts  of  the 
tormented  King  Arthur  to  abolish  the  former  meth¬ 
ods  of  chivalry  for  settling  disputes  and  to  establish 
a  new  system  based  entirely  on  justice.  This  was 
truly  a  revolutionary  idea  in  his  day,  and  it  may  be 
that  it  still  is  in  ours. 

The  story  is  told  of  the  boy  who  brought  his 
report  card  home  with  good  grades  in  everything 
but  conduct.  When  his  mother  was  chiding  him  for 
his  deficiency  in  that  area,  he  said,  “But  mother, 
conduct  is  my  most  difficult  subject.”  So  it  is  with 
most  of  us  in  the  matter  of  justice.  This  doing  justly, 
playing  the  game  fairly,  must  cover  the  whole  cir¬ 
cumference  of  life.  It  is  to  cover  our  business  rela¬ 
tionships,  our  domestic  relationships,  our  conduct 
in  recreational  activities.  However,  it  may  be  that 
during  the  lifetime  of  most  of  us  the  most  difficult 
challenges  to  us  will  come  in  the  area  of  human 
relations.  Just  remember,  this  command  to  “do 
justice”  is  one  that  came  from  God  a  long  time 
ago — it  is  not  the  suggestion  of  any  new  organiza¬ 
tion  in  our  century. 

*  *  * 

“—AND  TO  LOVE  KINDNESS” 

God  asks  not  only  that  we  be  just,  but  also  that 
we  be  kind.  If  justice  is  fair-minded  in  its  actions, 
kindness  goes  a  step  beyond  because  it  is  the  prod¬ 
uct  of  love.  Dr.  Chappell  says:  “Merely  to  be  kind 
does  not  sound  so  very  heroic,  yet  nothing  would 
do  more  to  sweeten  life  and  to  change  human 
desert  into  garden  than  plain  everyday  kindness.” 

Kindness  is  also  Godlike.  Our  God  is  infinitely 
kind.  This  the  Bible  tells  us  again  and  again.  How¬ 
ever,  we  receive  our  greatest  assurance  of  God’s 
kindness  in  that  he  is  like  Jesus.  How  kind  our 
Lord  was!  Luke  sums  up  his  life  in  a  single  beautiful 
sentence  by  saying  that  he  went  about  doing  good. 
That  is  just  another  way  of  saying  that  he  went 
about  being  kind. 

*  *  * 

“—AND  TO  WALK  HUMBLY  WITH  GOD” 

God  yearns  for  us  to  walk  with  him  because 
we  are  the  children  of  his  love.  But  the  one  human 
characteristic  that  so  often  stands  in  the  way  of  our 
doing  this  is  our  pride — which  is  the  antithesis  of 
humility.  Some  people  are  even  of  the  mind  that 
they  should  be  proud  because  they  have  fellowship 
with  God.  We  remember  the  observation  of  one  of 
our  seminary  professors  when  he  said  that  a  good 
reason  for  questioning  the  position  of  some  Chris¬ 
tians  who  claim  perfection  is  their  imperfect  posi¬ 
tion  of  pride. 

God  wants  us  to  walk  with  him  because  we 
cannot  feel  his  own  completeness  otherwise.  We 
can  only  find  the  full  fulfillment  of  our  being  in 
this  relationship.  And  there  is  no  getting  around 
the  fact  that  humility  is  the  path  that  leads  us  to 
him.  God  longs  for  this  fellowship  and  perhaps 
our  greatest  sin  against  him  is  constantly  raising  the 
barriers  of  pride  and  self-love  that  make  this  re¬ 
lationship  impossible. 
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A  Russian  orthodox  educator  took  the  occasion  of 
the  50th  anniversary  of  the  Bolshevik  Revolution  to 
declare  that  the  20th  Century  will  be  remembered  in 
history  as  the  “first  century  in  which  men  declared 
war  on  God.”  The  Very  Rev.  Alexander  Schme- 
mann,  dean  of  St.  Vladimir’s  Orthodox  Theological 
Seminary,  Tuckahoe,  N.Y.,  cautioned  that  the  West 
must  not  become  caught  up  in  the  spirit  of  the  same 
movement  which,  he  said,  started  the  war  against 
God  in  the  1917  Russian  Revolution. 

He  was  speaking  at  a  special  requiem  service 
for  the  repose  of  the  souls  of  those  who  lost 
their  lives  because  of  their  Christian  faith  due 
to  the  revolution.  He  was  especially  critical  of 
those  churches  which  seek  dialogue  with  the 
same  system  which  persecuted,  long  after  die 
revolution,  Christians  and  Jews.- 

Sharp  warnings  against  allowing  the  ecumenical 
movement  to  stray  from  a  primary  focus  on  Christ 
were  issued  by  four  noted  churchmen  at  a  sym¬ 
posium  in  the  Cathedral  of  St.  John  the  Divine  in 
New  York.  The  symposium,  held  in  connection 
with  the  150th  anniversary  of  General  Theological 
Seminary,  followed  the  theme:  “Ecumenical  En¬ 
counter  in  a  Shrinking  World.” 

Catholic  Bishop  John  J.  Wright  of  Pittsburgh 
said:  “We  must  make  clear  to  all  the  world — 
and  first  of  all  to  one  another  our  desire  to  be 
one  in  Christ.  Our  moral  code  must  be  at  all 
times  Christocentric.  We  must  begin  with  Christ. 
Christ  is  the  key  to  all  ecumenical  progress 
and  the  ground  of  all  ecumenical  hope.” 

Duke  Ellington  and  his  orchestra  will  give  a  sacred 
concert  in  the  Cathedral  of  St.  John  the  Divine  in 
New  York,  Jan.  19.  Episcopal  Bishop  Horace  W.  B. 
Donegan  said  proceeds  from  the  concert  would  go 
to  Exodus  House,  a  rehabilitation  house  for  nar¬ 
cotics  addicts. 

The  noted  Negro  Jazz  composer  has  performed 
similar  sacred  concerts  in  other  cathedrals  in 
the  United  States  and  England,  beginning  in 
September,  1965  at  Grace  Cathedral  in  San 
Francisco.  His  last  sacred  concert  in  New  York 
was  in  Dec.,  1965,  when  he  played  at  the  First 
Avenue  Presbyterian  Church. 

Herbert  L.  Minard  is  general  secretary  of  a  YMCA 
whose  membership  is  95%  Jewish.  It  is  the  YMCA 
in  Jerusalem,  and  it  has  Christians,  Jews  and  Mos¬ 
lems  on  its  staff.  Despite  its  large  non-Christian 
membership,  the  Jerusalem  Y  still  is  recognized 
as  a  Christian  institution.  All  members  are  asked 
to  sign  a  statement  recognizing  its  Christian  purpose. 

There  is  a  growing  spirit  of  renewal  and  reform 
and  increasing  social  conscience  among  some 
Pentecostals  today,  the  American  Society  for 
the  Scientific  Study  of  Religion  was  told  at  its 
annual  meeting  in  Atlanta.  Dr.  Daniel  M.  John¬ 
son  of  Blackburn  College,  said:  “Pentecostals 
are  modernizing  and  liberalizing  their  worship, 
and  deemphasizing  the  doctrine  of  ‘separation 
from  the  world.’  ” 

Eight  American,  British,  and  Finnish  missionaries, 
of  the  Jehovah’s  Witnesses  have  been  expelled  from 
Malawi  under  a  ban  recently  announced  there.  Ten. 
other  members  have  been  given  suspended  sen¬ 
tences  after  publicly  renouncing  their  membership 
in  court. 


Highly  trained  technicians  of  a  seemingly  self- 
sufficient  world  still  look  to  the  church  for  in¬ 
spiration  and  hope,  Dr.  James  M.  Hester,  pres¬ 
ident  of  New  York  University,  recently  declared 
at  the  convocation  marking  the  150th  anni¬ 
versary  of  General  Theological  Seminary.  He 
said,  “We  must  confess  there  is  an  insufficiency 
in  secular  humanism  that  undermines  our  con¬ 
fidence  in  the  ultimate  possibility  of  our  ef¬ 
forts.” 

Texas  Baptists,  meeting  in  Lubbock,  confessed  their 
“inability  to  speak  with  certainty”  on  the  “complex 
issue  of  Vietnam,”  but  urged  rejection  of  extreme 
positions  on  either  side  of  the  matter.  The  mes¬ 
sengers  went  on  record  as  urging  “the  rejection  of 
voices  of  extremism  which  call  for  peace  at  any 
price  ...  or  reckless  escalation  toward  plunging  the 
world  into  total  war.” 


‘OUR  LORD  WATCHES' 

GATLINBURG,  Term.  —  This  face  of  Christ,  sculp¬ 
tured  in  a  six-ton  block  of  carrara  marble,  seems  to 
turn  and  look  at  the  viewer  no  matter  where  he  is 
standing.  The  work  of  Italian  sculptors,  the  monu¬ 
ment.  is  at  the  Christus  Biblical  Gardens  in  Gatlin- 
burg,  Tenn.  (RNS  Photo) 


Control  of  Roman  Catholic  schools  should  be  in 
the  hands  of  boards  of  laity  and  clergy,  a  study 
unit  of  Catholic  educators  in  Washington  has  rec¬ 
ommended.  The  three-year  study  of  the  Catholic 
schools  was  made  by  the  department  of  school 
superintendents  of  the  National  Catholic  Educa¬ 
tional  Association.  It  said,  in  part:  “If  we  are  to 
divorce  Catholic  education  from  the  class  system 
imposed  by  tuition  and  from  the  inadequacies  of 
support  out  of  general  church  funds,  then  the  case 
must  be  brought  to  the  people;  they  must  be  con¬ 
vinced  of  the  need  and  they  must  be  given  a  voice 
in  policy.” 

A  proposition  calling  for  an  immediate  cease¬ 
fire  and  withdrawal  of  U.S.  troops  from  Viet¬ 
nam  was  rejected  by  San  Francisco  voters  by 
a  margin  of  nearly  2  to  1.  Mayor  Joseph  Alioto 
commented  that  he  did  not  think  defeat  of  the 
peace  proposition  was  a  victory  for  Vietnam 
“hawks.” 


A  consensus  on  “mixed  marriage:  was  reached 
by  a  workshop  which  met  in  Lancaster,  Pa. 
as  a  part  of  a  series  of  conversations  conducted 
by  representatives  of  the  Roman  Catholic 
Church  in  the  United  States  and  the  North 
American  Area  of  the  World  Alliance  of  Re¬ 
formed  and  Presbyterian  churches.  The  group, 
which  has  been  involved  in  the  talks  since 
they  began  in  1965,  agreed  that  a  good  mar¬ 
riage  between  a  Roman  Catholic  and  a  Prot¬ 
estant  can  be  a  positive  force  toward  broader 
Christian  unity. 

A  national  organization  of  Lutheran  young  adults 
charged  the  Christian  church  with  “failure”  as  it 
issued  its  “9.5  theses,”  described  as  a  modern  coun¬ 
terpart  of  Martin  Luther’s  95  theses  which  launched 
the  Protestant  Reformation.  Asserting  that  the 
church  has  failed  to  “truly  serve  the  world,  spe¬ 
cifically  to  work  for  racial  justice  and  the  end 
of  the  war,”  the  Lutheran  Action  Committee  de¬ 
clared:  “A  Reformation  as  radical  as  that  of  the 
16th  Century  must  occur  in  our  day  if  the  church 
is  once  again  to  become  truly  the  people  of  God.” 

The  proposed  New  York  State  constitution  met 
crushing  defeat  at  the  polls  on  Nov.  7  leaving 
in  force  the  73-year-old  current  charter  with 
its  controversial,  much-debated  ban  on  state  aid 
to  church-related  schools.  As  it  became  appar¬ 
ent  that  the  new  constitution  would  be  defeat¬ 
ed,  both  parties  announced  they  would  initiate 
legislation  to  repeal  the  ban  on  state  aid  to 
church-related  schools,  known  as  the  Blaine 
Amendment. 

Doubts  about  the  position  of  the  Church  of  Eng 
land  on  inter-communion  when  full  organic  union 
with  the  Methodist  Church  is  reached  were  recently 
raised  by  Bishop  John  Moorman  of  Ripon.  “To 
go  into  Stage  One  and  then  find  that  we  couldn’t 
get  out  of  it  would  be  disastrous,”  he  told  his 
diocesan  conference.  “I  hope,  therefore,  that  when 
the  final  report  of  the  Anglican-Methodist  Com¬ 
mission  comes  out  in  April  we  shall  be  told  what 
the  commission  believes  Stage  Two  to  involve  and 
how  it  proposes  to  deal  with  the  problems.” 

In  defending  himself  against  heresy  charges 
before  the  General  Assembly  of  the  Presbyter¬ 
ian  Church  in  New  Zealand,  Prof,  Lloyd  G., 
Geering  said  that  it  was  not  the  peace  of  the 
church  which  he  had  disturbed,  only  its  “sleep¬ 
iness.”  The  principal  of  Knox  Presbyterian 
Theological  College  in  Dunedin  was  cleared  by 
the  Assembly.  The  charges  were  dismissed  by 
a  voice  vote,  and  the  decision  was  greeted  with 
applause  which  lasted  several  minutes. 

The  Board  for  Homeland  Ministries  of  the  United 
Church  of  Christ  was  told  recently  at  a  meeting 
in  Memphis,  Tenn.  that  the  church  must  accept 
its  share  of  responsibility  for  riots  in  American 
cities  or  “go  down  with  the  breakup  of  a  society 
whose  demise  we  have  helped  to  speed.”  The  Rev. 
Arlie  E.  Porter,  minister  of  the  denomination’s 
Metropolitan  Mission  in  Dertoit,  said  that  “the  jig  is 
up”  on  the  approach  the  church  has  normally  taken. 

Church  Johnson,  assistant  sports  editor  of  The 
Milwaukee  Journal  who  covers  the  Green  Bay 
Packers,  recently  led  the  regular  Sunday  morn¬ 
ing  devotions  for  18  Protestant  Packers  a  few 
hours  before  they  took  on  the  New  York 
Giants.  He  found  the  ideal  text  in  the  J.  B. 
Phillips’  translation  of  Romans,  “.  .  .  take  the 
offensive.”  That  afternoon  the  Packers  made 
their  best  offensive  showing  of  the  year  as  they 
beat  the  Giants  48  to  21. 

Roman  Catholics  and  Anglicans  in  Cippenham,  Eng¬ 
land,  have  decided  to  erect  a  place  of  worship 
designed  for  their  joint  use.  The  decision  to  build 
was  made  at  a  meeting  attended  by  representatives 
of  both  churches.  Anglican  Bishop  Harry  Carpenter, 
of  Oxford  and  Roman  Catholic  Bishop  Charles 
Grant  of  Northampton  endorsed  the  move. 
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VISUAL  AIDS 

FOR  ADVENT  AND  CHRISTMAS 

Even  the  smallest  churches  can  find 
help  in  holding  programs  during  Ad¬ 
vent  and  Christmas.  If  the  local  church 
can  secure  a  filmstrip  projector  and  a 
record  player,  they  can  avail  them¬ 
selves  of  the  services  of  the  Area  Of¬ 
fice  Library  in  securing  filmstrips.  We 
have  added  several  new  and  exciting 
films  to  our  library  this  year. 

The  following  new  films  are  avail¬ 
able:  “Lord,  Come,”  a  film  on  the 
theology  of  Advent,  “Tell  Me  About 
Christmas,”  based  on  Mary  Alice 
Jones’  book  which  is  popular  for  chil¬ 
dren,  “The  Joy  of  Christmas”  comes 
as  a  suggestion  from  The  Rev.  Ira 
Flowers.  It  is  a  Lutheran  production 
to  be  used  with  a  family  Christmas 
program,  “The  Friendly  Beasts  at 
Jesus’  Manger,”  produced  by  the  So¬ 
ciety  for  Visual  Education — a  simple 


BATON  ROUGE — The  Louisiana 
State  Council  of  Churches  will  spon¬ 
sor  a  Conference  on  the  Religious  Ed¬ 
ucation  and  Pastoral  Care  of  the 
Mentally  Retarded  and  Ministering 
to  Their  Families  in  Baton  Rouge  on 
December  1,  1967,  at  St.  James  Epis¬ 
copal  Church  from  10:00  A.M.-3:30 
P.M.,  it  was  announced  by  the  Rev. 
Sam  J.  Allen,  Executive  Director. 

Ray  Nelson,  psychologist  and  super¬ 
visor  of  day  care  services  for  the  Lou¬ 
isiana  Department  of  Hospitals,  Baton 
Rouge,  will  speak  on  “The  Nature  of 
Mental  Retardation.” 

Chaplain  Howard  Parshall,  Chaplain 
at  Pinecrest  State  School,  Pineville, 
will  speak  on  “Counseling  Families  of 
the  Mentally  Retarded.” 

Mrs.  E.  L.  Sproles,  Jr.,  Director  of 
programs  for  the  mentally  retarded  at 
Trinity  Episcopal  Church,  Baton 
Rouge,  will  speak  on  the“Religious 
Education  of  the  Mentally  Retarded 
Child.” 

Chaplain  James  Adams,  Episcopal 
Chaplain  from  the  Alexandria  area, 
will  speak  on  “The  Retarded  Child’s 
Relationship  to  God  Through  the  Sac¬ 
raments  of  the  Church  and  the  En¬ 
vironment.” 

The  conference  will  be  open  to  min¬ 
isters,  church  school  teachers  and  other 
laymen  from  over  the  state  who  are 
concerned  for  the  mentally  retarded 
and  the  churches’  responsibility  to 
them. 

The  Rev.  Willis  R.  Henton,  Arch¬ 
deacon  of  the  Episcopal  Diocese  of 


story  for  children. 

Added  to  this  list  are  the  others  we 
carried  over  from  last  year:  “Advent, 
A  Season  of  Hope,”  “And  There 
were  Shepherds,  ”  “Christmas  Again,” 
“Christmas  Joys,”  “Christmastide,” 
“Christmas  Treasure  Chest,”  “Christ¬ 
mas  Around  the  World,”  “Emanuel,” 
“Glory  in  the  Highest,”  “Holy  Child 
of  Bethlehem,”  “Holy  Night,”  “O  Holy 
Night,”  “The  Nativity,”  “The  Other 
Wise  Man,”  “When  the  Littlest  Camel 
Knelt.” 

During  this  season  we  ask  your  co¬ 
operation  in  getting  the  films  back  to 
our  Area  Office  Library  as  soon  as 
you  use  them.  Do  not  keep  them  for 
further  use  than  you  agreed  upon  be¬ 
cause  others  are  expecting  them.  Your 
delay  could  mar  someone’s  program. 

Send  requests  to:  Area  Council  Of¬ 
fice,  P.O.  Box  4325,  Shreveport,  Lou¬ 
isiana  71104  (Earl  B.  Emmerich,  As¬ 
sociate  Director). 


Louisiana  and  Chairman  of  the  con 
ference  from  Baton  Rouge  said  that  the 
conference  is  designed  to  assist  church 
leaders  to  better  understand  mental  re¬ 
tardation  and  to  develop  special  tech¬ 
niques  in  providing  religious  education 
for  the  retarded  child  and  young  per¬ 
son  and  to  help  pastors  develop  great¬ 
er  skill  in  ministering  to  the  families 
of  the  mentally  retarded. 

The  Louisiana  State  Council  of 
Churches  is  an  interdenominational  or¬ 
ganization  which  carries  out  co-opera¬ 
tive  programs  for  its  11  Louisiana 
member  denominations. 

t 

SHREVEPORT-BOSSIER 
MINISTERS  ANNOUNCE 
RADIO-TV  WORKSHOP 

Format,  technique,  and  presentation 
of  religious  telecast  and  radio  broad¬ 
casting  will  be  the  agenda  of  a  work¬ 
shop  to  be  presented  by  the  Shreve- 
port-Bossier  Ministerial  Association  at 
the  First  Baptist  Church  of  Shreve¬ 
port,  November  27. 

Theodore  F.  Lott  and  James  Terry 
of  the  Radio  and  Television  Commis¬ 
sion  of  the  Southern  Baptist  Conven¬ 
tion  will  conduct  the  workshop  which 
begins  with  a  luncheon  at  12:00  o’clock 
noon,  and  continues  through  4:30  p.m. 
There  will  be  an  evening  session  from 
7:00  to  9:00  p.m.  Church  radio  and 
TV  committees  and  interested  laymen 
are  invited  to  the  evening  session. 

Assisting  with  the  workshop  will  be 
Mr.  Harold  Evans,  manager  of  KCIJ-- 


YOUTH  EVANGELISM  AT 
BATON  ROUGE 

The  senior  high  young  people  of 
the  First  Methodist  Church  in  Baton 
Rouge  have  recently  been  engaged  in 
an  active  evangelistic-visitation  drive. 
As  a  part  of  the  annual  First  Meth¬ 
odist  Proportionate  Giving  Campaign, 
the  purpose  of  the  youth  efforts  has 
been  to  visit  lagging  members  and 
encourage  them  to  pledge  their  support 
to  the  church  in  the  coming  year. 

The  two  Majors  who  have  headed 
the  youth  drive  are  Russell  Rabalais 
and  Josh  Speakman,  both  seniors  at 
Baton  Rouge  High  School.  Supporting 
these  Majors  are  ten  captains,  who  are: 
Ginger  Williams,  SuSu  McCarty,  Rich¬ 
ard  Brown,  and  Hart  Brupbacher  from 
Lee  High  School;  and  Tommy  Tyler, 
Doug  Shepherd,  Viki  Wall,  Louis  Wall, 
Jean  Petty,  and  Betsy  McCord  from 
Baton  Rouge  High  School. 

In  turn,  each  Captain  is  in  charge 
of  three  Workers.  These  Workers  in¬ 
clude  students  from  Lee,  University, 
Istrouma,  and  Baton  Rouge  High 
Schools.  They  are:  Colleen  May,  Linda 
Zittrauer,  Doug  Weimer,  John  Greer, 
Nancy  Weldon,  Cliff  Yarbrough,  Alice 
Walsh,  JeBeth  Goode,  Marsha  Glad- 
row,  Randy  Harelson,  Hall  Overall, 
Carla  Kerr,  Mary  Helen  Watson,  Janet 
Noland,  Frances  Kilbus,  Mollie  Ander¬ 
son,  Judi  Waller,  Kathy  Farris,  Ken 
Curry,  Elizabeth  Dunnam,  JoEtta  Ono- 
fry,  Susan  McBride,  Cindy  Gladrow, 
Fran  Williams,  Cary  Robertson,  Mar¬ 
cia  Shaffer,  Linda  Wren,  Steve  Durrett, 
Sherry  Desselle,  Beverly  Travis,  and 
David  Nesser. 

All  of  the  Majors,  Captains,  and 
Workers  met  on  Sunday,  November 
12,  for  a  campaign  dinner  in  the 
church  gym,  after  which  they  went  out 
on  their  visiting  assignments.  Working 
in  teams  of  two,  they  contacted  over 
seventy  other  students.  On  Tuesday 
night,  November  14,  they  met  to¬ 
gether  again  for  a  general  Report 
Dinner. 

Dr.  Dana  Dawson,  Jr.,  pastor  of 
First  Methodist  Church,  congratulated 
the  young  people  on  their  efforts  and 


Radio  of  Shreveport  and  Mr.  Dean 
Flett,  manager  of  KTBS-TV,  Shreve¬ 
port. 


Dear  Con 

The  Thanksgiving  season  is  that  sea¬ 
son  of  the  year  in  which  special  atten¬ 
tion  is  paid  to  giving  thanks.  This 
custom  was  begun  by  the  Pilgrims 
when  they  had  a  celebration  to  thank 
God  for  safely  bringing  them  across 
the  ocean  to  the  New  World.  But 
what  can  we  in  1967  give  thanks  for? 

Can  we  give  thanks  for  tbs  whole¬ 
ness  and  healthiness  of  our  bodies 
when  there  are  those  among  us  who 
are  crippled  or  diseased?  Better  yet, 
can  we  thank  God  for  earthly  bene¬ 
fits  when  people  die  from  lack  of  food 
and  shelter?  Or  can  we  be  thankful 
for  friends,  beauty,  or  intelligence 
when  there  are  among  us  the  friend¬ 
less,  the  ugly,  and  the  morons?  Can 
we  give  thanks  for  justice  and  for  peace 
and  thus  overlook  those  who  are  so¬ 
cially  unaccepted  and  those  who  are 
victims  of  war? 

We  who  have  thought  we  could, 
have  been  deceived.  We  may  have 
health,  we  may  have  friends,  or  we 
may  have  justice,  but  the  only  thing 
we  are  sure  of  is  God,  and  this  is 
all  that  counts.  Thus,  as  this  Thanks¬ 
giving  comes  and  all  through  the  year: 

“LET  US  GIVE  THANKS  THAT 
GOD  HIMSELF  IS  WITH  US, 
WORLD  WITHOUT  END.  AMEN.” 

Jill  Faller, 

Outreach  Chairman 
Conference  M.Y.F.  Council 
t 


commented  that:  “The  enthusiasm  and 
dedication  which  you  are  bringing  to 
this  campaign  is  an  inspiration  to  our 
entire  church.” 

t 

But  what  is  Freedom?  Rightly  un¬ 
derstood,  a  universal  license  to  be 
good. — Coleridge 

t 

Congress  shall  make  no  law  respect¬ 
ing  an  establishment  of  religion,  or  pro¬ 
hibiting  the  free  exercise  thereof.  — 
Constitution  of  the  United  States, 
Amendment  I 

t 

The  bulk  of  mankind  by  dint  of 
feeling  free  become  spiritually  unem¬ 
ployed. — Gasset 


LEFT:  W.  C.  Lawrence,  superintendent  of  the 
Church  School,  at  Pineville  First  Methodist 
Church,  presiding  over  Nov.  14  Church  School 
Worker’s  Conference.  LOWER  LEFT:  The 
Rev.  Wilson  L.  Watson,  pastor  of  Pine¬ 
ville  church,  with  Mrs.  Wayne  Fallin,  Educa¬ 
tion  assistant.  BELOW:  Church  School  work¬ 
ers  at  Pineville  Conference  listen  to  the  Rev. 
K.  G.  Rorie,  associate  director  of  The  Louisi¬ 
ana  Area  Council,  speaker  for  the  evening. 
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At  Trinity  Church,  Alexandria,  Mrs.  Luther  Rone,  WSCS  president,  and  Mrs.  M. 
C.  McNeal,  Jr.,  secretary  of  missionary  education,  are  pictured  with  the  Rev. 
Murray  Clayton,  editor  of  the  North  Central  Louisiana  Catholic  Register,  who 
was  guest  speaker,  and  the  Rev.  Byrl  Moreland,  pastor. 

Methodist  Women 
Catholic  Editor  speaks  to 


Social  Relations 
Briefing  in  N.  Y. 

More  than  100  Methodist  women 
leaders  will  meet  in  New  York  Dec. 
6-9  to  plan  for  the  involvement  of 
Methodist  women  throughout  America 
in  four  issues  in  1968. 

The  meeting  will  be  a  special  train¬ 
ing  conference  for  the  secretaries  of 
Christian  social  relations  in  jurisdiction 
and  annual  conference  Woman’s  So¬ 
cieties  of  Christian  Service  and  the 
chairmen  of  Christian  social  relations 
in  jurisdiction  and  conference  Wesleyan 
Service  Guilds.  The  training  confer¬ 
ence  was  authorized  in  April  by  the 
Woman’s  Division  of  the  Methodist 
Board  of  Missions. 

Miss  Thelma  Stevens,  assistant  gen¬ 
eral  secretary  of  the  Woman’s  Division 
for  Christian  Social  Relations,  said  the 
conference  will  focus  on  launching 
plans  for:  1— Observance  of  the  In¬ 
ternational  Year  of  Human  Rights  in 
1968;  2 — Local  “World  Understand¬ 
ing  Workshops”  for  Methodist  women 
throughout  the  nation  in  1968;  3 — 
1968  election  year  responsibility;  4 — 
Race  and  the  Methodist  Church. 

Miss  Stevens,  who  is  in  St.  Luke’s 
Hospital  here  recoving  from  injuries 
suffered  in  an  automobile  accident  last 
August,  said  the  conference  would  be 
the  first  in  27  years  to  bring  the  juris¬ 
diction  and  conference  Christian  social 
relations  leaders  together  for  training. 
In  other  years,  training  has  been 
through  summer  schools  of  mission, 
special  workshops  and  other  channels. 

Some  of  the  sessions  will  be  held 
at  the  Church  Center  for  the  United 
Nations  and  others  at  the  Victoria 
Hotel. 

t 


RUSTON  DISTRICT 

Ruston  District  WSCS  executives 
met  in  Chatham,  Nov.  8,  to  evaluate 
the  past  six  months  and  to  plan  the 
remaining  months  of  the  year. 

Each  officer  and  secretary  gave  con¬ 
cise  reports  on  the  information  re¬ 
ceived  from  the  36  local  societies’  eval¬ 
uation  reports. 

The  effectiveness  of  the  district 
workshop  and  the  possible  outreach  of 
the  fall  zone  meetings  was  discussed. 

The  committees  on  program,  finance, 
and  nominations  explained  how  plans 


New  Orleans 
observance  of 
Day  of  Prayer 

The  National  Day  of  Prayer  was 
observed  throughout  the  United  States 
October  18,  1967.  The  Greater  New 
Orleans  National  Day  of  Prayer  Com¬ 
mittee,  the  Church  Women  United,  the 
Catholic  Women,  the  Jewish  Sister¬ 
hoods,  Private  Prayer  Groups  and 
many  churches,  both  white  and  colored 
held  special  prayer  services. 

Honorary  Chairmen  for  the  day 
were  Alfred  Houson,  Walter  P.  Harris, 
Sr.,  and  Claude  “Monk”  Simon.  Chair¬ 
man  of  the  Greater  New  Orleans  Na¬ 
tional  Day  of  Prayer  Committee,  Mrs. 
Arlene  Christian  Hawkins;  Co-Chair¬ 
men,  Milton  Van  Manen,  George  Wil¬ 
son,  and  Dr.  John  R.  Potter. 

General  Chairman  of  the  Women’s 
Groups,  Mrs,  Jefferson  Ruck;  Co- 
Chairmen,  Mrs.  William  P.  Zeller  and 
Mrs.  William  T.  Green. 

Representing  the  various  women’s 
groups  were  Mrs.  William  Turner, 
Negro  Citizens;  Mrs.  John  Dalton 
Parker,  Catholic  Citizens;  Mrs.  Bernard 
Zoller,  Jewish  Citizens,  and  Mrs.  Jo¬ 
seph  Bowen,  President  of  “Church 
Women  United.” 

Others  who  took  a  special  part  in 
the  plans  for  the  day  were  Mrs.  Ro¬ 
berta  Lee  Morin,  Corresponding  Sec¬ 
retary;  Louis  Smith,  Secretary;  Mrs. 
Lucile  Wells,  representing  the  Wesley¬ 
an  Service  Guild;  Mrs.  Lonnie  Clark, 
representing  the  W.S.C.S.;  Mrs.  Hazel 
Sykes  and  Mrs.  Charles  Schmidt, 
t 


were  progressing  within  the  district. 

Mrs.  George  Tigner,  Jr.  presided  and 
the  following  officers  were  present; 
Mrs.  Fairy  McBride,  Mrs.  J.  T.  Spen¬ 
cer,  Mrs.  E.  W.  Hageman,  Mrs.  Wide- 
man  Watson,  Mrs.  W.  M.  Finnin,  Mrs. 
J.  D.  Cardwell,  Mrs.  R.  J.  McGehee, 
Mrs.  P.  L.  Harvey,  Mrs.  R.  M.  Steere, 
Mrs.  R.  M.  Bingham,  Mrs.  L.  C. 
Aycock,  Mrs.  John  Townsend,  Jr., 
Mrs.  Monroe  McClung,  Jr.,  Mrs.  T. 
L.  Fitzhugh  and  Mrs.  W.  F.  Manning, 
Jr. 

t 


A  four-session  study  of  ecumenicity 
was  held  by  the  Woman’s  Society  of 
Trinity  Church,  Alexandria,  Nov.  2, 
7,  9,  and  14.  Dr.  Albert  C.  Outler’s 
book  “That  the  World  May  Believe” 
was  used  as  the  text,  and  Mrs.  M.  C. 
McNeal  Jr.,  secretary  of  missionary 
education,  was  in  charge  of  planning. 

Guest  speaker  at  the  opening  ses¬ 
sion  was  the  Rev.  Murray  Clayton, 
editor  of  the  North  Central  Louisiana 
Catholic  Register.  The  following  ex¬ 
cerpts  are  from  the  Alexandria  Daily 
Town  Talk,  as  reported  by  Helen  Derr. 

Discussing  “Christians  in  Search  of 
Community,”  Father  Clayton  described 


News  in  Brief 

CLAIBORNE  WOMAN’S  SOCIETY 
members  prepared  gifts  and  packages 
to  send  to  Viet  Nam  via  the  Red  Cross. 
Mrs.  Ola  Wimberley  is  president  of 
the  group. 


THE  RINGGOLD  Woman’s  Society 
held  the  fall  mission  study  in  four  ses¬ 
sions  during  October.  Using  the  text, 
“Response  of  the  Church  in  a  Chang¬ 
ing  Japan,”  by  Charles  Germany,  Mrs. 
A.  D.  St.  Amant  directed  the  study. 


MRS.  WALTER  PARKER  was  in 
charge  of  the  November  program  for 
the  Woman’s  Society  of  Hammond 
First  Church.  The  subject  was  “The 
American  Indian  —  His  Heritage  and 
Emerging  Identity.” 


MRS.  GEORGE  TIGNER,  Jr.,  Rus¬ 
ton  District  president,  spoke  to  the. 
Cotton  Valley  society  on  Monday,  No¬ 
vember  13  about  what  it  means  to  be 
a  member  of  the  Woman’s  Society  of 
Christian  Service. 

Mrs.  P.  L.  Harvey,  Ruston  District 
secretary  of  supply  work,  also  visited 
with  the  Cotton  Valley  members. 


the  dilemma  of  ecumenists  within  the 
Catholic  Church  who,  he  said,  “find 
themselves  closer  in  many  ways  to  the 
early  Reformers  than  you  Protestants 
are  today.” 

“Now,”  he  inquired,  “where  do  we 
go  from  here?” 

Father  Clayton  described  the  embar¬ 
rassment  of  Catholics  early  in  Vatican 
Council  II  when  they,  approaching 
Catholic-Protestant  problems  from  a 
positive  point  of  view,  decided  to  look 
at  what  the  Reformers  in  the  16th  cen¬ 
tury  had  said  and  found  that  “no  li¬ 
brary  in  Rome  had  the  complete  works 
of  the  Reformers.” 

“The  worst  thing  of  all,”  he  smiled, 
“was  that  we  hadn’t  even  known  that 
we  didn’t  have  them.” 

“But  now  we  have  them,  we  have 
studied  them  and  have  discovered  that 
many  of  the  things  they  said  are  very 
acceptable  to  us.” 

“When  we  go  to  today’s  Protestant 
theologians  with  this  new  knowledge  of 
ours,”"  the  Catholic  editor  continued 
in  a  semi-humorous  vein,  “they  say, 
'you’ve  got  to  talk  to  us  in  a  different 
language’.” 

Protestants  evidently  didn’t  com¬ 
pletely  understand  themselves  when  the 
first  Reformers  died  and  have  changed 
their  outlook  on  many  things,  he  ob¬ 
served. 

“We’re  closer  in  many  ways  to  the 
early  Reformers  than  you  Methodists 
and  other  Protestants  are  today,”  he 
told  his  Methodist  audience.  “The  ques¬ 
tion  is,  ‘where  dowego  from  here?  ’  ” 

Father  Clayton  stressed  the  import¬ 
ance  of  friendly  dialogue  and  discus¬ 
sion  among  the  word’s  community  of 
faith.  “As  long  as  we’re  friends,  we 
can  rattle  a  lot  of  skeletons  in  each 
other’s  closets.” 

Father  Clayton  believes  one  of  the 
present  dangers  in  the  ecumenical 
movement  is  that  its  leaders  will  sub¬ 
stitute  common  action  for  serious, 
prayerful  discussion  of  basic  religious 
truths. 

“Instead  of  studying  basic  issues,  we 
are  sponsoring  projects  together,”  he 
said,  emphasizing  that  there  is  nothing 
wrong  with  joint  projects  but  that  the 
issues  must  be  met  also. 


Zone  meeting  in  Ruston  District. 
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Mission  Board  issues 
urgent  request  for  doctors 


•  On  a  Wide  Circuit 


Thanksgiving 

By  W.  W.  Reid 

A  Psalm  of  Thankfulness 

O  God  of  Earth  and  planets  far 
Beyond  our  human  ken: 

We  thank  thee  for  love’s  mystery, 

Thy  Spirit’s  bond  with  men. 

We  thank  thee  for  thy  Earth  so  good 
Where  root  our  years  and  strength: 
For  thy  command,  “Subdue  the  Earth, 
Its  height,  and  depth,  and  length.” 

We  thank  thee  through  recurring  years 
The  seasons  never  cease 
To  share  their  blessings  and  their  fruits 
In  ever  great  increase. 

We  thank  thee  for  those  spirit  gifts 
Of  mercy,  love,  and  peace 
That  shower  from  heaven  to  burdened 
men 

And  give  their  souls  release. 

We  thank  thee,  Lord,  with  knowledge 
new 

Come  greater  faith  and  hope 
That  thou  art  working  to  give  light 
Where  men  now  fear  and  grope. 

Help  us,  O  Lord,  to  merit  trust 
Now  placed  in  selfish  men; 

O  may  we  use  thy  love  and  gifts 
To  bless  and  bless  again. 

A  Prayer  of  Thanksgiving 

“It  is  very  meet,  right,  and  our 
bounden  duty  that  we  should  at  all 
times  and  in  all  places  give  thanks  unto 
Thee,  O  Lord,  Holy  Father,  Almighty, 
Everlasting  God.” 

We  give  thanks  to  thee  daily  for  our 
food  and  raiment,  the  wealth  of  things 
that  come  to  us  from  thy  good  and 
rich  Earth,  the  wealth  that  comes  to  us 
individually  and  collectively  from  co¬ 
operation  with  thy  natural  laws.  But 
there  are  deeper  and  higher  gifts  that 
have  come  to  us  from  thee,  and  for 
these  we  would  also  express  our  praise 
and  thanksgiving. 

We  thank  thee,  above  all  else,  for 
the  gift  of  thy  Son,  our  Savior,  Jesus 
Christ,  to  mankind;  for  his  revelation 
of  thy  love  and  concern  for  the  well¬ 
being  of  each  of  his  children  upon 
Earth;  for  his  teachings  and  illustra¬ 
tions,  his  perceptions  and  truths,  that 
have  helped  shape  our  religious  belief 
and  faith  —  and  that  have  been  the 
foundation  of  our  civilization,  our  goad 
to  search  for  a  better  life,  our  example 
for  service  to  the  least  and  the  lost. 

We  thank  thee,  too,  for  the  revela¬ 
tion  and  instruction  that  have  come  to 
us  from  the  lives  of  saints  through  the 
centuries;  for  the  explorations,  discov¬ 
eries,  and  inventions  of  men  of  science 
(men  to  whom  thou  hast  spoken  for 
the  new  dissemination  of  truths),  and 
through  men  of  letters,  men  of  good¬ 
will,  men  of  peace,  men  of  skill  in  art 
and  music,  men  who  see  thy  hands  and 
mind  in  the  working  and  beauties  of 
nature.  For  all  of  these,  thy  servants, 
we  give  thee  thanks,  our  God. 

And  we  give  thee  thanks  for  those 
intangible  but  very  real  gifts  of  the 
Spirit  with  which  thou  hast  endowed 
and  blest  men:  hope  for  a  better  living 
of  men  with  men  for  our  children’s 
sake;  faith  in  the  power  of  the  Holy 


NEW  YORK  —  The  Methodist 
Board  of  Missions,  through  its  Office 
of  Missionary  Personnel,  has  an¬ 
nounced  an  immediate  need  for  four 
doctors  to  serve  in  mission  hosphals 
in  Algeria,  Mozambique  and  Sarawak, 
Malaysia. 

The  needs  in  Mozambique  and  Al¬ 
geria  are  for  career  medical  mission¬ 
aries,  and  in  Sarawak  for  both  a  ca¬ 
reer  doctor  and  a  short-term  doctor. 
The  Office  of  Missionary  Personnel 
said  a  surgeon  and  any  one  of  three 
specialties  are  needed  in  Sarawak,  a 
surgeon-general  practitioner  is  request¬ 
ed  in  Algeria,  and  an  internist  or  gen¬ 
eral  practitioner  is  sought  for  Mozam¬ 
bique. 

The  Office  gave  these  brief  descrip¬ 
tions  of  the  needs: 

Mozambique:  “An  internist  or  gen¬ 
eral  practitioner  is  urgently  needed  to 
work  in  the  Stauffacher  Memorial  Hos¬ 
pital  at  Chicuque.  The  new  125-bed 
hospital  serves  35,000  people  in  the 
area,  as  well  as  surgical  patients  with- 


Spirit  to  lead  men  in  the  way  of  peace 
and  love;  power  to  change  the  path 
and  purpose  of  men  from  evil  to  right¬ 
eousness;  courage  to  meet  and  master 
the  challenges  that  come  afresh  each 
day. 

Finally,  we  thank  thee,  our  Father 
and  God,  that  we  can  see  thee  at  thy 
work  of  reconciliation  of  man  with 
man  and  of  man  with  God — and  that 
we  can  have  a  share  in  that  work. 

Amen. 

All  People  That  on  Earth  Now  Dwell 

(Note:  In  the  16th  century,  William 
Keithe  wrote  this  famous  hymn  based 
on  Psalm  100.  Some  of  the  expressions 
are  incongruous  to  modern  ears  and 
minds.  Benjamin  Caulfield  has  given 
us  permission  to  quote  his  slightly  re¬ 
vised  wording  of  the  hymn.) 


CAUSE  FOR  THANKSGIVING 

The  much-loved  Ozark  hills  of  Ar¬ 
kansas  and  Missouri  are  beautiful  any 
time  of  the  year.  But  they  are  especial¬ 
ly  appealing  in  the  frost-tipped  days 
of  October.  Then  it  is  that  they  adorn 
themselves  in  their  coats  of  many 
beautiful  colors  and  proudly  await  the 
thousands  of  fascinated  tourists  who 
make  special  trips  into  these  lovely 
hills  just  to  see  the  beauty  of  the 
leaves. 

Driving  through  the  Ozarks  is  some¬ 
what  of  a  chore.  The  mountain  high¬ 
ways  swerve  and  squirm  as  they  climb 
steep  sun-washed  hills  or  penetrate 
softly  shadowed  valleys.  But  one  is 
well  repaid  when,  after  twisting 
through  tortured  curves  he  comes  sud- 


irt  a  300-mi!e  radius.  There  is  now 
only  one  doctor.  As  the  work  has 
grown,  a  second  doctor  has  become 
necessary. 

Algeria.  “A  30-bed  hospital  was 
opened  three  years  ago  in  the  village 
of  II  Maten  in  the  Kabyle  mountains. 
It  is  the  only  hospital  equipped  to  do 
surgery  within  a  radius  of  30  miles  and 
is  expected  to  become  the  central  hos¬ 
pital  for  a  region  of  100,000  people. 
It  was  pioneered  by  a  missionary  doc¬ 
tor  who  is  to  return  to  the  United 
States,  but  who  is  remaining  until  a 
successor  can  be  found.  II  Maten  is 
projected  as  a  one-doctor  hospital,  and 
the  need  is  for  a  general  practitioner 
and  surgeon. 

Sarawak.  “Christ  Hospital  at  Kapit, 
on  the  Rejang  river  in  the  interior,  pro-, 
vides  medical  service  to  a  large 
Chinese  and  Iban  community.  The  56- 
bed  hospital  treats  22,750  patients  a 
year.  There  are  two  needs.  The  first 
is  for  a  career  medical  missionary.  He 
could  be  an  internist,  a  pediatrician 


All  people  that  on  Earth  now  dwell 
Sing  to  the  Lord  with  cheerful  voice; 
Serve  him  with  joy,  his  blessings  tell; 
Come  ye  before  him  and  rejoice. 

Know  that  the  Lord  is  God  indeed; 
Without  our  aid  God  fashioned  man; 
We  are  his  people;  we  have  fed 
From  pastures  where  fresh  waters 
ran. 

O  enter  then  his  gates  with  praise, 
Approach  unto  his  courts  with  joy; 
Laud,  bless,  and  thank  his  Name 
always, 

For  praise  is  seemly  to  employ. 

To  all  the  Lord  our  God  is  good; 
His  mercy  is  forever  sure; 

His  truth  at  all  times  firmly  stood, 
And  shall  from  age  to  age  endure. 


by  Charles  A.  Stuck/Lay  Evangelist 


denly  upon  a  breath-taking  vista  that 
he  must  stop  and  take  in  slowly.  Be¬ 
cause  such  scenery  must  be  treated 
with  much  more  than  a  casual  glance. 
It  must  be  absorbed. 

I  had  such  an  experience  this 
autumn  while  holding  a  meeting  in  a 
serene  little  town  in  southern  Missouri. 
One  brilliant  autumn  morning  I  drove 
into  the  hills  simply  to  take  in  their 
wonder.  At  the  summit  there  was  a 
widened  parking  area,  and  I  stopped 
to  look. 

Lying  below  me  in  silent  grandeur 
were  miles  of  rugged,  rolling  hills 
stretching  away  to  the  horizon,  and 
outlined  by  deep,  craggy  valleys.  Bare¬ 
ly  visible  in  the  distance  a  slender 
steel  fire  tower  stood  bravely  against 
the  sky,  silently  guarding  these 


or  a  general  practitioner,  with  some 
skill  in  surgery.  The  second  need  is 
for  a  surgeon  who  could  go  for  15 
months  beginning  in  the  spring  of 
1968,  to  replace  the  regular  missionary 
surgeon  who  will  be  leaving  on  fur¬ 
lough.” 

The  Office  of  Missionary  Personnel 
said  inquires  may  be  addressed  to: 
Office  of  Missionary  Personnel,  Meth¬ 
odist  Board  of  Missions,  475  River¬ 
side  Drive,  New  York,  New  York 
10027. 

t 

METHODIST  EYE  TEAM 
SERVING  IN  BOLIVIA 

For  the  second  time  in  less  than  two 
years,  Methodists  of  the  Western  North 
Carolina  Conference  have  sent  a  med¬ 
ical  mission  of  mercy  to  Bolivia. 

In  February,  1966  a  team  of  doc¬ 
tors,  dentists,  hospital  consultants  and 
other  workers  spent  about  three  weeks 
working  with  Bolivian  Methodist  med¬ 
ical  personnel  in  La  Paz,  in  Montero 
and  on  the  Andean  altiplano  near  Lake 
Titicaca. 

On  October  28,  a  team  of  12  per¬ 
sons,  including  10  trained  workers  in 
eye  treatment  and  two  laymen,  left  for 
Bolivia.  They  are  spending  until  No¬ 
vember  23  assisting  Methodist  work¬ 
ers  and  students  at  Montero  in  the 
field  of  visual  health. 

The  eye  team  includes  optometrists, 
opticians  and  an  ophthalmologist.  They 
are  giving  eye  examinations,  prescrib¬ 
ing  glasses,  training  Bolivians  in  cer¬ 
tain  basic  optical  skills  and,  if  neces¬ 
sary,  performing  eye  surgery. 

The  leader  of  the  team,  Dr.  Au¬ 
brey  Palmer,  a  Charlotte  optometrist, 
has  donated  the  group’s  basic  piece 
of  equipment,  a  900-pound  eye  exam¬ 
ination  unit.  It  was  shipped  to  Bo¬ 
livia  and  will  Temain  there  to  be  used 
where  needed.  The  Piedmont  (N.C.) 
District  Society  of  Optometrists,  which 
helped  in  the  organization  of  the  team, 
is  underwriting  the  cost  of  eye  glasses. 
The  glasses  will  be  made  up  in  the 
U.S.,  on  the  team’s  prescriptions,  and 
sent  to  Bolivia. 

The  co-leader  of  the  team  is  the 
Rev.  William  B.  Bobbitt,  Jr.,  asso¬ 
ciate  pastor  of  Charlotte’s  Myers  Park 
Methodist  Church,  who  led  the  1966 
team.  Most  of  the  members  are  Meth¬ 
odists,  though  one  is  a  Baptist.  In 
Bolivia,  they  are  working  with  Meth¬ 
odist  medical  missionary,  Dr.  James 
Alley;  his  students  and  the  Montero 
health  department. 

t 


precious  forests  against  their  worst 
enemy,  fire.  A  frightened  chipmunk 
raced  toward  a  hollow  log  and  two 
full-grown  deer  paused  to  consider  me, 
then  with  a  snort  they  took  a  grace¬ 
ful  leap  and  disappeared. 

This  is  the  season  of  Thanksgiving. 
And  in  spite  of  all  the  ugliness  and 
hate  and  sin  that  we  see  around  us,, 
there  is  still  much  cause  to  give  thanks. 
God  made  the  eternal  hills  and  gave 
them  their  ever-changing  adornment 
of  color.  He  made  the  broad  rivers 
and  the  bouncing,  chattering  mountain 
streams.  If  we  don’t  thank  Him  for 
anything  else,  let  us  be  grateful  for 
the  mountains,  the  valleys,  the  beauty 
of  growing  things,  and  most  of  all, 
for  His  great  love  that  is  older  and 
more  wonderful  than  all  of  these. 
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Qook 

by  Alfred  A.  Knox  ^et/iews 


C.  W.  Franke,  HOW  TO  STAY 
ALIVE  ALL  YOUR  LIFE,  $3.95, 
Zondervan,  135  pp. 

A  new  approach  to  the  power  of 
positive  thinking  line  that  has  been  so 
widely  exploited  by  Dr.  Norman  Vin¬ 
cent  Peale.  Mr.  Franke,  a  minister  of 
the  Evangelical  United  Brethren 
Church  in  Rockford,  Ill.,  does  suc¬ 
ceed  in  putting  a  little  more  Biblical 
foundation  under  his  suggestions  con¬ 
cerning  life  and  how  to  make  the  most 
of  it. 

In  announcing  his  purpose  for  the 
book,  the  author  says,  “It  is  my  hope 
and  prayer  that  young  people  and 
adults,  upon  digesting  these  chapters, 
will  see  the  Christian  faith  truly  as 
it  is — cheerful,  optimistic,  dynamic — 
and  upon  giving  themselves  to  it,  will 
find  the  good  life  that  enables  a  per¬ 
son  truly  to  stay  alive  as  long  as  he 
lives.” 

Interesting  chapter  headings  include: 
‘'How  to  Win  Over  Self-Doubt,”  “Why 
Don’t  People  Like  Me,”  “How  to  Fill 
That  Empty  Feeling,”  “Self-Control  or 
Explosive  Passions,”  “Good  Cheer- 
God’s  Medicine,”  “There  is  No  Wrong 
Side  of  Sixty,”  and  “From  Worms  to 
Angels  Via  Humor.”  He  declares  that 
“This  is  not  an  easy  ‘how  to  do  it’ 
self-help  book.  It  is  more  of  a  ‘How 
God  will  help  me  do  it’  book. 

William  F.  May,  A  CATALOGUE 
OF  SINS,  $4.95,  Holt,  Rinehart  and 
Winston,  208  pp. 

The  author,  professor  and  chairman 
of  the  new  program  for  the  study  of 
religion  at  Indiana  University,  talks 
in  this  book  about  specific  sins  as 
they  assault  human  beings  in  the  flesh. 
He  makes  it  clear  at  the  outset  that 


he  is  not  talking  about  sin  in  general 
but  rather  about  sins  in  particular. 
One  quote  which  indicates  his  own  in¬ 
tentions  in  the  book  says:  “  ‘My  sin’ 
is  not  the  name  of  a  perfume  that 
supplements  my  personality  in  its  al¬ 
lure.  It  stands  for  whatever  I  do  that 
mars,  mauls,  inflates,  depresses,  dis¬ 
rupts,  distorts  or  abandons  humanity.” 

Dr.  May  deals  with  the  specifics  in 
12  areas  of  sin,  classifying  them  as 
“The  Sins  of  Man  With  His  World,” 
“The  Sins  of  Man  With  His  Neigh¬ 
bor,”  “The  Strategy  and  Atmosphere  of 
Sin,”  and  “The  Destination  of  Sin.” 

He  says,  “Hosts  of  gloomy  critics 
are  predisposed  to  see  nothing  but 
human  failure  around  them.  Their 
prayers  and  meditations  begin  and  end 
with  the  brokenness  of  the  human  con¬ 
dition.  Devotees  of  what  Karl  Rahner 
has  called  the  sin-mysticism  of  our  age, 
they  are  prone  to  find  disease  more 
fascinating  than  health,  diagnosis  more 
satisfying  than  cure,  sin  more  alive  than 
grace.” 

He  argues  that  man  is  still  a  re¬ 
ligious  being  in  his  relationships  with 
the  world,  and  that  it  is  perfectly  le¬ 
gitimate  to  speak  of  the  sins  of  the 
religious  man,  saying,  “This  argument 
cut  across  the  current  vogue  of  in¬ 
terpreting  our  age  as  “religionless”  or 
“secular.” 

In  many  respects  this  book  is  a  good 
answer  to  the  many  volumes  which 
champion  the  so-called  “new  morality,” 
and  is  built  on  the  firm  conviction  of 
the  author  that  there  are  some  things 
that  are  still  wrong.  You  should  read 
this  book  if  you  are  bothered  by  the 
new  emphasis  on  “situation  ethics.”  It 
is  a  good  1967  textbook  on  Christian 
ethics. 


ARK-eology 

by  Gene  Herrington 


If  you  put 
your  mind  to  it, 
you  can  find 
something 
to  be  thankful  for 

AFTER 

Thanksgiving  Day. 


'Poet'Uf  'PcutMtUHa, 

by  Barbara  L.  Mulkey 


One  has  but  to  look  about  him  at  the  Thanksgiving  season 
of  the  year  to  know  the  truth  of  John  Dry  den  s  words  .  .  .  _Lhis 
is  a  piece  too  fair  to  be  the  child  of  Chance,  and  not  of  Care. 
No  atoms  casually  together  hurl’d  could  e’er  produce  so  beautiful 
a  world.” 

I  GIVE  THANKS  AND  BOW 

I  give  my  soul-felt  thanks, 
and  bow 
In  deep  humility 
For  the  wonderful  gifts  of 
Thy  hand: 

For  the  slanting  bars  of  light 
Across  my  worn  door-sill  .  .  . 

And  for  the  overtones  of  bronze 
In  the  golden  tapestries  of  fall; 

For  the  jeweled  benedictions 
sifted 

Through  tall  cathedral  window- 
glass  .  .  . 

And  for  the  powdered  silver 
streaks 

That  crown  my  husband’s  hair. 

And,  too,  I  thank  Thee,  humbly, 
for 

That  still  small  voice  of  peace 
That  speaks  into  my  heart 
From  out  of  the  nowhere, 
out  of  the  night, 

Bringing  release  from  pain 
and  loss. 

But  most  of  all  I  thank  Thee, 

Lord-God  of  the  universe, 

For  the  promise  of  eternal  life 
Hung  upon  the  Cross 
Through  Thy  immortal  love. 

— by  Etta  Caldwell  Harris 
t 


DAILY  BLESSINGS 

In  the  beginning  God  created 
earth  and  heaven 
And  gave  us  light. 

Gifts  of  beauty,  color  of  the 
rainbow,  glistening  dew, 
flush  of  sunset, 

The  moon  and  stars  at  night. 

— by  Lois  P.  Thomas 
f 


METHODIST  NEWS  IN  BRIEF 

Miss  Betty  Calame,  a  student  at 
Southwest  Missouri  State  College, 
Springfield,  Mo.,  and  Miss  Anita 
Thomas,  a  student  at  the  University 
of  North  Carolina  at  Greensboro,  have 
been  elected  to  the  national  Council 
of  the  Methodist  Student  Movement. 


Dr.  John  L.  Knight  has  been  in¬ 
augurated  as  the  eighth  president  of 
Wesley  Theological  Seminary  in  Wash¬ 
ington,  D.  C.  A  former  college  presi¬ 
dent  and  pastor,  Dr.  Knight  succeeds 
Dr.  Norman  L.  Trott  who  has  retired. 


Bishop  James  K.  Mathews  of  Bos¬ 
ton,  Mass.,  was  the  1967  Gray  Lectur¬ 
er  at  Duke  University.  Other  speakers 
on  the  program  of  the  Christian  Con¬ 
vocation  and  North  Carolina  Pastors’ 
School  included  Bishop  Paul  Hardin, 
Jr.,  of  Columbia,  S.  C.,  and  the  Rt. 
Rev.  John  E.  Hines,  Presiding  Bishop 
of  the  Episcopal  Church. 

Dr.  Ivan  H.  Nothdurft,  an  ordained 
Methodist  minister,  and  a  former  lead¬ 
er  of  Bible  Societies  in  Argentina,  Uru¬ 
guay  and  Paraguay,  has  been  named 
American  Bible  Society  Secretary  for 
Spanish  work  in  the  United  States. 

t 

CHURCH  IN  ANGOLA  GROWING 


The  Rock  River  Annual  Conference 
is  one  of  five  religious  groups  officially 
sponsoring  the  Interreligious  Council 
on  Urban  Affairs  in  Chicago,  Ill.,  an 
organization  dedicated  to  bringing  po¬ 
litical  and  economic  power  to  inner- 
city  neighborhoods. 

— o — 

New  ombudsman  at  San  Jose  (Calif.) 
College  is  the  Rev.  J.  Benton  White, 
formerly  director  of  Wesley  Founda¬ 
tion  at  San  Jose  State.  The  post  is  be¬ 
lieved  to  be  the  first  of  its  kind  in 
U.  S.  higher  education. 


NEW  YORK  —  Despite  oppression 
and  other  difficulties,  the  Methodist 
Church  in  the  Portugese  colony  of  An¬ 
gola  is  not  only  continuing  its  work 
but  is  growing,  a  Methodist  Board  of 
Missions  executive  reports. 

Church  attendance  is  up,  said  Dr. 
Juel  Nordby,  a  former  missionary  to 
Angola,  new  congregations  are  being 
organized — some  by  ministers  released 
from  prison — and  Africans  have  as¬ 
sumed  key  leadership  posts.  Dr.  Nord¬ 
by  said  he  based  his  reports  on  recent 
information,  including  reports  of 
church  visitors  to  Angola  and  returned 
missionaries. 
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CENTENARY  ANNOUNCES 
WHO’S  WHO  LIST 

Five  students  from  Shreveport  and 
one  from  Bossier  City  are  among  21 
named  to  “Who’s  Who  in  American 
Colleges  and  Universities”  at  Cen¬ 
tenary  College  today,  according  to  Dr, 
Jack  S.  Wilkes,  president  of  the  col¬ 
lege. 

Selections  for  the  honor,  which  rec¬ 
ognizes  academic  and  extra-curricular 
leadership  on  the  campus,  were  an¬ 
nounced  in  ceremonies  at  Brown  Me¬ 
morial  Chapel. 

The  Shreveport  students  on  the 
“Who’s- Who”  list  included  Jimmy 
Journey,  Judy  Pate,  Tommy  Peyton, 
Ellen  Victory  and  Fran  Victory,  all 
seniors.  Bossier  City  contributed  Vir¬ 
ginia  Rodgers  to  the  select  group. 

Journey,  son  of  Mr.  and  Mrs.  J.  H. 
Journey,  is  president  of  the  Student 
Senate,  a  member  of  Kappa  Sigma  so¬ 
cial  fraternity,  editor  of  the  yearbook 
for  two  years,  and  a  dean’s  list  scholar. 

Miss  Pate,  daughter  of  Dr.  and  Mrs. 
W.  W.  Pate,  is  a  member  of  Chi 
Omega  social  sorority,  a  maroon  jack¬ 
et,  Alpha  Sigma  Pi  honorary  fraternity, 
sophomore  class  secretary,  and  a  dean’s 
list  scholar. 

Peyton,  son  of  Mr.  and  Mrs.  Thom¬ 
as  B.  Peyton,  Jr.,  is  a  member  of  Tad 
Kappa  Epsilon  social  fraternity,  Kappai 
Chi  honorary  fraternity,  business  man¬ 
ager  of  the  school  newspaper,  Jongleurs 
dramatic  society,  and  Omicron  Delta 
Kappa  leadership  fraternity. 

Ellen  and  Fran  Victory  are  the  twiri 
daughters  of  Mr.  and  Mrs.  T.  E.  Vic¬ 
tory.  Ellen  is  a  member  of  Chi  Omega 
social  sorority.  Associated  Women  Stu¬ 
dents,  president;  maroon  jackets,  and 
coed  vice  president  of  the  Student  Sen¬ 
ate.  Fran  is  a  member  of  Chi  Omega 
social  sorority,  editor  of  the  student 
newspaper,  and  a  dean’s  list  scholar. 

Miss  Rodgers  is  the  daughter  of 
CM-Sgt.  and  Mrs.  Virgil  Rodgers,  Bos¬ 
sier  City.  She  is  a  past  president  of 
her  social  sorority.  Alpha  Xi  Delta,  a 
member  of  Cencoe,  Student  Louisiana 
Teacher’s  Association,  and  a  maroon 
jacket. 

Other  Centenary  students  elected  to 
Who’s-Who  include: 

Janelle  McCammon,  senior  from 
Franklin,  Chi  Omega,  president;  Soph¬ 
omore  Student  Senate  Senator,  debate 
team,  Student  Senate  secretary,  Cen¬ 
coe,  and  Alpha  Sigma  Pi  honorary 
fraternity. 

Marie  Junkin,  senior  from  Little 
Rock,  Ark.,  Zeta  Tau  Alpha  social 
sorority  (secretary  of  the  Freshman 
class,  Associated  Women  Students’ 
vice-president;  and  a  maroon  jacket. 

Joe  Matchette  Loupe,  senior  from 


New  Roads,  dean’s  list  scholar,  Tau 
Kappa  Epsilon  president,  managing  ed¬ 
itor  of  the  school  newspaper,  vice  pres¬ 
ident  of  the  Student  Senate,  and  a 
member  of  Omicron  Delta  Kappa  lead¬ 
ership  fraternity. 

Larry  Liles,  junior  from  Jennings, 
Kappa  Sigma  social  fraternity,  fresh¬ 
man  favorite,  Mardi  Gras  Court,  soph¬ 
omore  senator,  and  Omicron  Delta 
Kappa  leadership  fraternity. 

Maureen  Buckley,  senior  from  Dal¬ 
las,  Zeta  Tau  Alpha  social  sorority, 
Junior  senator,  Miss  Centenary  Court, 
Junior  class  favorite,  and  current  Cen¬ 
tenary  Lady. 

Charles  Williams,  junior  from  Mon¬ 
roe,  Kappa  Sigma  social  fraternity, 
freshman  senator,  dean’s  list  scholar, 
Omicron  Delta  Kappa  leadership  fra¬ 
ternity,  and  chairman  of  the  Forums 
Committee  of  the  Student  Senate. 

Janie  Fleming,  senior  from  Oxford, 
Ga.,  Chi  Omega  social  sorority,  soph¬ 
omore  class  vice-president,  dean’s  list 
scholar,  a  maroon  jacket,  and  recipient 
of  the  East-West  Grant. 

Will  Finnin,  senior  from  Dubach, 
Tau  Kappa  Epsilon  social  fraternity, 
freshman  favorite,  Mardi  Gras  Court, 
Sophomore  senator,  Alpha  Sigma  Pi 
honorary  fraternity,  National  Chairman 
of  the  Methodist  Youth  Foundation, 
and  Chief  Justice  of  the  Honor  Court. 

Milann  Gannaway,  senior  from 
Monroe,  Chi  Omega  social  sorority, 
Honor  Roll,  Alpha  Sigma  Pi  honorary 
fraternity,  recipient  of  the  East-West 
Grant  and  the  Centenary  Alumni 
Scholarship. 

Jerry  Kilpatrick,  senior  from  Alex¬ 
andria,  dean’s  list  scholar,  Alpha  Sig¬ 
ma  Chi  honorary  fraternity,  and  Stu¬ 
dent  Medical  Association. 

Kay  Lawrence,  senior  from  New  Or¬ 
leans,  Zeta  Tau  Alpha  president,  Miss 
Centenary  Court,  Centenary  Choir, 
Miss  Shreveport  Pageant,  Associated 
Women  Students’  Treasurer,  and  a 
member  of  the  honor  court. 

William  Patrick  McNamara,  senior 
Mooringsport,  Kappa  Alpha  social  fra¬ 
ternity,  Kappa  Phi  honorary  fraternity, 
and  Omicron  Delta  Kappa  leadership 
fraternity. 

Jim  Montgomery,  senior  from 
Springhill,  Centenary  Choir,  Omicron 
Delta  Kappa,  Kappa  Sigma  treasurer, 
and  co-editor  of  the  yearbook. 

Mary  Camille  Traweek,  senior  from 
Baton  Rouge,  Gymnastics  Team,  Phy¬ 
sical  Education  Club,  Homecoming 
Court,  and  Student  Louisiana  Teacher’s 
Association. 

Jeannie  Wilson,  senior  from  North 
Little  Rock,  Alpha  Chi  honorary  fra¬ 
ternity,  Hardin  Dorm  Council,  and  the 
Student  Affairs  Committee. 

t 


A  history  of  Methodist-EUB  merger 

Part  III 

The  Central  Jurisdiction 

by  Dr.  Henry  A.  Rickey 
Ruston  District  Superintendent 


In  April,  1968,  at  General  Confer¬ 
ence,  the  12  Central  Jurisdiction  An¬ 
nual  Conferences  will  be  transferred 
into  the  regional  jurisdictions.  This 
will  end  the  Central  Jurisdiction.  Its 
three  Negro  bishops  will  be  transferred 
into  regional  jurisdictions,  one  each  to 
the  South  Central,  the  Southeastern, 
and  the  Western.  These  bishops  will 
be  assigned  by  the  Council  of  Bish¬ 
ops,  to  a  jurisdiction.  The  four  Central 
Jurisdiction  Conferences  in  the  terri¬ 
tory  of  the  South  Central  Jurisdiction 
will  be  assigned  to  our  jurisdiction. 
The  other  eight  will  go  into  the  South¬ 
eastern. 

These  four  Annual  Conferences  will 
be  divided  among  the  existing  episcopal 
areas.  They  cannot  remain  intact  as 
an  area.  If  we  should  get  Bishop 
Moore,  for  example,  in  our  jurisdic¬ 
tion,  where  would  he  be  assigned,  and 
by  whom?  This  is  done  by  the  Epis¬ 
copal  Committee  of  the  Jurisdiction, 
composed  of  one  layman  and  one  min¬ 
ister  from  each  Annual  Conference, 
the  first  to  be  elected  to  the  General 
Conference.  The  layman  from  Louis¬ 
iana  on  this  committee  would  be  W.  D. 
Cotton  of  Rayville,  the  minister,  Dr. 
Ben  Oliphint,  of  Alexandria.  Their 
consent  would  be  necessary  for  an  as¬ 
signment. 

The  Louisiana  Conference  of  the 
Central  Jurisdiction  will  probably  be 
assigned  to  our  Episcopal  Area,  pres¬ 
ently  supervised  by  Bishop  Aubrey  G. 
Walton.  In  that  case,  he  would  have 
two  Annual  Conferences  to  supervise, 
each  covering  the  entire  state.  We 
would  proceed  with  business  much  as 
usual,  in  each  Annual  Conference,  with 
its  own  districts,  local  churches,  dis¬ 
trict  superintendents,  and  pastors. 

Between  1968  and  1972,  a  proposal 


will  be  made  to  merge  these  two  An¬ 
nual  Conferences,  into  one.  We  have 
been  asked  to  do  it,  by  1972,  and  it 
is  my  prediction  that  we  probably  will. 
We  have  not  been  ordered  to;  in  that 
case,  I  doubt  if  we  would. 

Such  a  merger  of  the  Annual  Con¬ 
ferences,  if  it  should  take  place  by 
1972,  would  have  very  little  effect  on 
the  local  church.  The  merger  says 
nothing  to  the  local  church  that  is 
not  already  being  said.  There  is  no 
change  proposed  here.  All  churches 
would  elect  delegates  to  the  Annual 
Conference  and  to  the  District  Con¬ 
ferences,  as  we  now  do.  No  one  would 
object  to  that.  Every  church  is  en¬ 
titled  to  representation. 

Pensions  and  minimum  salaries,  in 
case  of  merger  of  the  two  Annual  Con¬ 
ferences,  would  pose  a  problem.  These 
rates  in  the  Central  Jurisdiction  are 
lower,  and  in  a  merged  Conference,  of 
course,  pension  rates  and  minimum  sal¬ 
ary  scales  within  an  Annual  Confer¬ 
ence  would  be  uniform. 

The  Methodist  Church  at  large  has 
recognized  this  problem  and  is  pre¬ 
pared  to  help  meet  it.  The  Church  will 
help  pay  the  difference,  in  pensions 
and  minimum  salaries,  where  confer¬ 
ences  merge,  over  a  period  of  1 0  years. 
This  temporary  aid  will  gradually  be 
withdrawn,  until  the  problem  is  solved. 

Many  have  asked  if  the  Central  Jur¬ 
isdiction  dissolution  will  pose  a  major 
problem  for  Louisiana  Methodists.  My 
conviction  is  that  it  will  not,  if  our 
people  understand  what  is  being  pro¬ 
posed,  and  what  has  been  done.  Lead¬ 
ers  in  our  Methodist  churches  should 
take  the  lead,  in  reassuring  the  mem¬ 
bership,  as  to  what  lies  ahead? 

Let  us  keep  steady  in  the  boat,  and 
we  will  make  it. 

f 


Breaking  ground  for  the  building 
of  a  new  $28,000  parsonage  at 
Delhi  were  these  members  of  the 
building  committee:  (L.  to  r.) 
Raymond  Barrios,  Mrs.  W.  R. 
Cutler,  Mrs.  Lorenz  Teerand  Mrs. 
N.  E.  McElwee,  chairman.  Look¬ 
ing  on  approvingly  is  the  pastor, 
the  Rev.  Ted  Howes.- 


»  -  .  r  ka  » .  • 
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SCHOOL  ON  METHODIST 
BELIEFS  TO  BE  HELD 
IN  ALEXANDRIA 

A  “School  on  Methodist  Beliefs” 
for  Laymen  and  Laywomen  will  be 
conducted  at  Trinity  Methodist  Church 
in  Alexandria  beginning  January  9, 
1968.  All  classes  will  begin  at  7  p.m. 
on  succeeding;  Tuesday  nights  and 
will  last  until  9  p.m.  with  a  coffee 
break  following  the  first  hour  session. 

Instructors  for  these  classes  will  in¬ 
clude:  Dr.  Ben  Oliphint,  pastor,  First 
Church,  Alexandria;  Dr.  Bryl  More¬ 
land,  pastor,  Trinity,  Alexandria;  The 
Rev.  Wilson  Watson,  pastor,  First 
Church,  Pineville;  The  Rev.  George 
Dameron,  Pineville;  The  Rev.  Richard 
Hoffpauir,  pastor,  Palestine  Methodist, 
Alexandria;  The  Rev.  Louis  Coppage, 
pastor,  Horseshoe  Drive  Church,  Alex¬ 
andria;  The  Rev.  Gilbert  Wade,  asso¬ 
ciate  pastor,  First  Church,  Alexandria. 

Two  study  books  are  required  for 
this  course  .  .  .  “Understanding  the 
Methodist  Church,”  by  Nolan  B.  Har¬ 
mon  and  “The  Beliefs  of  a  Methodist 
Christian,”  by  Clinton  M.  Cherry. 
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Shown  in  the  Bank  of  Gonzales  as  they  recently  completed  negotia¬ 
tions  for  the  purchase  of  a  new  site  for  the  Gonzales  Methodist 
Church  are  (I.  to  r.):  Lewis  Lambert,  member  of  the  Official  Board 
and  attorney  for  the  church;  and  J.  C.  Caldwell,  Henry  Glaze  and 
John  Easterly,  all  charter  members  and  trustees.  Also  present  for 
the  historic  transaction  was  the  pastor,  the  Rev.  Tom  Crosby. 


Some  of  those  attending  party  given  by  Parsonettes  of  the  Lake  Charles 
District  in  honor  of  Dr.  and  Mrs.  George  W.  Pomeroy  as  they  make  plans 
to  move  to  New  Orleans  where  he  will  be  district  superintendent  of  the 
New  Orleans  District.  Left  to  right:  Mrs-  Merlin  W.  Merrill  president  of 
Parsonettes,  the  Rev.  Merlin  W.  Merrill,  Mrs.  R.  Leonard  Cooke,  Dr.  Cooke, 
Lake  Charles  district  superintendent,  Dr.  and  Mrs.  Pomeroy.  The  Rev. 
and  Mrs.  Oakley  Lee,  Oak  Park  Methodist  Church,  were  hosts. 


A  group  of  young  people  from  Pharr  Memorial  Methodist  Church  and 
Atkinson  Memorial  Presbyterian  Church,  Morgan  City,  as  they  par¬ 
ticipated  in  “‘Trick  or  Treat  for  UNICEF.”  The  group  raised  about 
$300  for  this  worthy  cause. 


Methodist  Children's  Home 

(September-October  report  continued  from  last  week) 


O.  D. JOHNSON 

by  Mr.  &  Mrs.  D.  R.  Alien,  Lake  Charles,  La. 
DR.  E.  A.  CAMPBELL 
by  Mr.  &  Mrs.  Doyle  O.  McDonald  &  Family, 
Lisbon,  La. 

JOHN  W.  ALLEN, 

by  Mr.  &Mrs.  D.  R.  Allen,  Lake  Charles,  La. 
MRS .  BOND 

by  Scotty  &  Betty  Lou  Robertson,  Ruston,  La. 
BOBBY  BABCOCK 
by  Mrs.  Sue  Babcock,  Olla,  La. 

TOM  MOORE,  SR., 
by  Sally,  Ivy  &  Jerry,  Gilliam,  La. 

HELEN  ROSE  MERCHANT 
by  Mr.  &Mrs.  J.  W.  Merchant,  Lake  Charles, 
La. 

Mother  of  Mrs.  Sallie  R.  Hendrix 
by  Mrs.  Sallie  R.  Hendrix,  Kelly,  La. 

R.  T.  JOHNSON 

by  Mr.  &  Mrs .  Morgan  Shaffer,  Gibsland,  La . 
MRS.  W.  D.  DENNIS 

by  Mr.  &Mrs.  Robert  A.  Baker,  Minden,  La. 
MRS .  CARRIE  DAWSON 
by  Mrs.  J.  B.  McCoy,  Gilbert,  La. 

MISS  PAULINE  MARSHALL 
by  Miss  Allien  Marshall,  Arcadia,  La . 

MRS.  A.  R.  FOUTS 

by  Miss  Gladys  Walker,  Shreveport,  La. 

MRS.  ETHEL  HARTZELL 
by  Mrs.  Sam  Life,  Minden,  La. 

MRS .  MAURICE  HENRY 
by  Mr.  &Mrs.  T.  J.  Eby,  Jr.,  Lafayette,  La. 

D.  M.  MARSHALL 

by  Mr.  &  Mrs  .  Dewitt  Henry,  Mr.  &  Mrs  . 

Stephen  M.  Henry,  &  Mrs.  Walton  &  Virginia 
Scherm,  Monroe,  La. 

A.  H.  HARROP 

by  Mrs.  V.  R.  Thompson,  Tallulah,  La. 

THOMAS  LOWE 

by  Mr.  &  Mrs.  J.  P.  Comalander,  Shreveport, 
La. 

WALTER  W .  MABRY 

by  Mrs .  Ruby  M .  McKenzie  &  Family,  Oil  City, 
La. 

LUTHER  L.  WINCH,  SR. 
by  The  children  of  Mr .  &  Mrs  .  Pervis  Vincent, 
Lake  Arthur,  La . 

MRS.  BARBARA  GANDY 
by  Mr.  &  Mrs  .  L.  H.  Cook,  St.  Joseph,  La. 
JENNIFER  CONNELL 
by  Miss  Maggie  &  John  Pitts,  Belcher,  La. 

R.  F.  JOHNSON 

by  Mr.  &Mrs.  H.  R.  Coffey,  Gibsland,  La. 

J.  B.  GARRETT 

by  Mrs  .  Salanie  Brunson,  Haynes ville,  La . 

MRS.  T.  P.  MILLER 
by  Virginia  &  Cecil  Harp,  Bonita,  La . 

JENNIFER  CONNELL 
by  "Muck"  &  Johnny  Jr.,  Farmerville,  La . 

MR.  &  MRS.  E.  S.  PARRISH 
by  Mrs.  Dell  S  .  Robinson,  Monroe,  La. 

WADE  A  JOLLIFF 

by  Mr.  E.  W.  Goetz,  Jr.,  Shreveport,  La . 

MRS.  BRYAN  PEROT 
by  Mary  A .  Patton,  Shreveport,  La . 

BERNICE  KYTLE 

by  Mrs.  Billy  D.  Thompson,  Sulphur,  La. 

MRS.  S.  W.  BRIGHT 
by  Mr.  W.  L.  Manning,  Natchitoches,  La. 

MISS  MAUDE  CARAWAY 
by  Mrs.  Nanetta  C.  Richardson,  Winnsboro,  La . 
MR.  &  MRS.  C.  R.  CARAWAY 
by  Mrs. Nanetta  C.  Richardson,  Winnsboro,  La . 
WALTER  L.  RICHARDSON 
by  Mrs .  Nanetta  C .  Richardson,  Winnsboro,  La . 
MRS .  BERTHA  ROBERTS 
byj.  D.  Sanford,  Oak  Grove,  La. 

MR,  &  MRS.  A.  W.  WHITEHEAD 
by  Mr.  &  Mrs  .  W.  B.  Wells,  Downs  ville.  La. 
LOUM.  NAPPER 

by  Mr.  &  Mrs .  R.  P.  Thomas,  Gibsland,  La. 
DICK  DRING 

by  W.S.C.S.  of  Simsboro  Methodist  Church 


CLYDE  NIHART 

by  Mrs .  Donald  E  .  Wineinger,  West  Monroe, 

La. 

MRS.  THEO  RAYLEY 
by  Mrs.  Leona  Allgood,  Summerfield,  La . 

LOU  NAPPER 

by  Mr.  &  Mrs  .  Bill  Rogers,  Ruston,  La. 

COL.  WALTON  E.  McBRIDE 
by  Mr.  &  Mrs.  W.  W.  McDonald,  Jr. 

Jonesboro,  La. 

R.  E.  DEAR 

by  Mrs.  Alice  Jeffress,  Jonesboro,  La. 
by  Effie  D.  Smart,  Jonesobor,  La. 

L.  M.  NAPPER 

by  Mr.  &  Mrs.  John  C.  Dunbar,  Port  Barre,  La. 
LEE  ROY  ANDERS 

by  Mr .  &  Mrs .  John  C .  Dunbar,  Port  Barre,  La . 
JAMES  G.  RUSSELL,  SR. 
by  Mrs .  J .  R .  Heard,  Winnfield,  La . 
by  Mr.  &  Mrs .  Clyde  Taylor,  Winnfield,  La . 
by  Mr.  &  Mrs .  Jesse  Bridges,  Winnfield,  La . 
by  Mr.  &Mrs.  V/.  C.  Postle,  Winnfield,  La. 

JIM  LONG 

by  Mr.  &  Mrs.  Tracy  L.  Harrell,  Jr 
Winnfield,  La. 

Father  of  Robert  E .  Wright 
by  Mrs.  Myrtis  Reppond  Hall,  New  Orleans,  La. 
MRS.  THEO  RALEY 

by  Mr .  &  Mrs .  J .  M .  Allgood,  Summerfield,  La . 
TOM  P.  MOORE 

by  Mrs.  L.  W.  Holmes,  Hosston,  La. 

MRS.  T.  O.  TRAWICH,  SR. 

by  Mr.  Roy  C.  Windsor,  Jr.  Monroe,  La. 

MRS.  S  .  W.  BRIGHT,  SR. 
by  Mr.  &Mrs.  Cary  Johnson,  Jr., 

Natchitoches,  La. 

MR.  ROACH 

by  Mr.  &Mrs.  C.  M.  Bostick,  Natchitoches,  La. 
MRS.  MARY  LOU  TRAWICK 
by  Misses  Patti  &  Norma  Strother,  Ruston,  La. 
MRS.  CELESTE  HOLLINSHEAD  JOHNSON- 
by  Mr.  &Mrs.  W.  T.  Lestage,  Campti.La.  -■ 
by  Mr.  &  Mrs.  P.  A.  Cloutier,  Campd,  La. 
MRS.  IDELLE  PALMER 

by  Mr.  &  Mrs .  J.  M.  Allgood,  Summerfield,  La . 
MRS.  C.  V.  PALMER,  SR. 

by  Mrs .  Leona  Allgood,  Summerfield,  La . 

MRS.  EUNICE  MEANS 

by  Bertha  Rashall,  Jane  Carter,  Frank  Means, 
and  Jerry  Means 
REV  .  W  .  W  .  PERRY 

by  Mrs.  W.  W.  Perry  &  Daughters,  New  Roads, 
La. 

MALCOLM  PEARCE 

by  Mr.  &  Mrs.  John  Lane,  Baton  Rouge,  La. 

P.  H.  RASBERRY 
by  Mr .  &  Mrs .  J.  R.  Kytle 
by  Mr.  &  Mrs .  R.  A.  Creech, 
by  Mr.  &  Mrs .  P.  E.  Papeillon 
by  Mr.  &  Mrs  .  D.  R.  Thompson 
by  Mr.  &  Mrs .  B.  D.  Thompson 
by  Mr.  &  Mrs.  O.  P.  Roberts,  Sulphur,  La. 

MRS .  J .  GORDON  WELLS 
by  Mr.  &Mrs.  L.  O.  Burkhalter,  Ruston,  La. 
JAMES  G.  RUSSELL 
by  Clayton  &  Anna  White,  Joyce,  La. 

G’.  R.  RUSSELL 

by  Mrs.  Nellie  Falkner,  Pineville,  La. 

S.  E.  JOHNSON,  SR. 

by  Mary  R.  Johnson,  Keatchie,  La. 

MRS.  GORDON  WELLS 
by  Mr.  &  Mrs .  J.  P.  Nelson,  Gibsland,  La. 

JOHN  B.  HALL  III 

by  Mr.  &Mrs.  T.  L.  Rodes,  Benton,  La. 

MRS.  W.  S.  BRIGHT,  SR. 

by  Mr.  &  Mrs.  C.  M.  Bostick,  Natchitoches ,  La . 
MRS.  J.  O.  KIMBRELL 
by  Mrs  .  J .  J .  McKinley,  Shreveport,  La . 
by  Zwolle  Methodist  Church 
MRS .  GORDON  WELLS 
by  Mr.  &  Mrs  .  J .  M  .  Tait,  Ruston,  La . 

MRS.  L.  R.  TARVER 

by  Mr.  &  Mrs  .  A.  S.  Johnston,  Monroe,  La. 


Strange,  isn’t  it,  how  many  people 
there  are  who  would  rather  go  to 
church  than  be  the  church? 

t 

Christian  courtesy  suggests  that  we 
should  permit  a  latecomer  to  share  our 
pew  without  being  forced  to  climb  over 
our  laps. 

t 

We  find  freedom  when  we  find  God; 
we  lose  it  when  we  lose  Him. — Scherer 


The  union  of  faith  and  freedom 
-  is  the  essential  genius  of  protestantism. 
— Justin  Wroe  Nixon 
t 

God  in  making  man  intended  by 
him  to  reduce  all  His  Works  back 
again  to  Himself.  —  Matthew  Barker 

t 

God  Almigntly  .  .  .  has  given  to  all 
men  a  natural  right  to  be  free,  and 
they  have  it  ordinarily  in  their  power 
to  make  themselves  so,  if  they  please. 
— Otis 
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by 

Glenn  H.  Asquith 


I  carved  the  Thanksgiving  turkey 
with  difficulty  and  an  oppressive  feel¬ 
ing  of  weariness.  I  had  been  home 
four  days  after  spending  three  weeks 
in  the  hospital.  This  had  been  my  first 
major  illness  and  I  had  the  prospect  of 
six  more  weeks  in  the  house  and  then 
a  year  of  limited  activity.  My  mortality 
had  been  exposed  as  never  before. 

In  addition,  one  of  our  children  had 
been  struggling  against  great  odds  for 
several  years  and  was  not  yet  out  of 
the  woods;  both  of  my  parents  had 
died  since  last  Thanksgiving  Day;  ex¬ 
penses  had  mounted  alarmingly  be¬ 
cause  of  the  misfortunes  and  other  un¬ 
expected  happenings  of  a  costly  nature. 

But  this  was  the  traditional  day  set 
apart  for  the  giving  of  thanks  for  bless¬ 
ings  enjoyed  and  benefits  received.  In 
the  light  of  the  frail  illumination  of  my 
personal  world,  I  paused  before  going 
through  the  expected  paean  of  praise. 

And  I  looked  out  over  the  larger 
world  which  gathered  all  lives  into  its 
great  maw.  That  larger  world  seemed 
no  more  inviting  than  my  personal 
world.  A  neighboring  family  had  lost 
a  son  in  Vietnam  as  had  hundreds 
of  other  families.  None  of  these  peo¬ 
ple  could  console  themselves  in  the 
thought  that  this  “police”  action  would 
put  an  end  to  all  wars  and  rumors  of 
wars.  Indeed,  on  this  Thanksgiving  Day 
the  news  reports  cited  a  half  dozen 
other  places  where  war  could  break 
out  at  any  time. 

In  that  larger  world  senators  and 
congressmen  were  being  investigated  as 
to  their  honesty  and  fitness  to  hold  of¬ 
fices.  The  men  who  were  elected  to 
guide  the  nation  and  the  state  safely 
into  ways  of  peace  and  virtue  seemed 
unaware  of  the  sacredness  of  their 
trust. 

Men  of  different  races  continued 
the  age-old  practice  of  discrimination 
and  recrimination.  The  “ins”  greedily 
and  tenaciously  clung  to  their  priv¬ 
ileges,  and  the  “outs”  fought  to  tear 
from  the  others  the  material  good 
things  of  this  life. 

Even  in  religion  I  found  small  com¬ 
fort.  In  the  midst  of  so  much  sorrow 
and  trouble,  the  Gospel  was  being  pro¬ 
claimed  in  a  thousand  different  ways 
and  great  bitterness  could  be  found 


That 

THANKSGIVING 

feeling 


among  the  various  organizations  as 
each- — with  sincerity,  no  doubt — found 
reason  to  believe  in  its  excellence  and 
in  the  error  of  all  others. 

My  personal  world  and  the  larger 
world  cast  shadows  across  our  laden 
table  as  I  carved  the  white  meat  and 
the  dark  meat. 

And  there  was  another  area  of  con¬ 
cern.  I  was  seeing  my  condition  and 
weighing  my  own  future,  but  what  of 
the  world  ahead  for  my  children  and 
their  children? 

That  future  world  would  inherit  all 
that  I  found  of  worry  in  the  present 
world,  and  a  number  of  problems  pe¬ 
culiarly  its  own.  By  conservative  cal¬ 
culations,  the  population  growth  could 
not  but  threaten  all  normal  existence 
as  I  had  known  it  in  my  lifetime. 
Natural  resources,  such  as  water,  pure 
air,  petroleum,  essential  minerals  — 
even  food — are  now  on  a  diminishing 
scale,  and  the  years  to  come  will  de¬ 
mand  great  and  unwelcome  changes 
in  our  known  way  of  life  and  culture. 

As  all  of  this  passed  in  review  be: 
fore  me,  how  could  I  be  truly  thankful 
for  the  light  meat  and  the  dark  meat, 
the  potatoes  and  onions,  the  cranber¬ 
ries  and  the  pumpkin  pie? 

Whipping  myself  up  to  the  occasion, 
I  remembered  that  I  did  have  life,  while 
a  friend  of  my  own  age  died  instantly 
of  his  heart  attack.  And  my  child, 
while  not  completely  well  was  here 
with  me,  while  the  child  of  another 
friend  was  killed  in  an  automobile  ac¬ 
cident.  And  so  on.  However,  this  did 
not  satisfy  me — how  could  I  be  thank¬ 
ful  because  others  had  had  worse  mis¬ 
fortunes?  How  would  they,  on  this 
basis,  be  able  to  rationalize  their  con¬ 
dition  and  find  a  way  to  thanksgiving? 

I  decided  that  my  thanksgiving  could 
not  come  from  an  attitude  of,  “Think 
how  much  worse  things  might  have 
been,”  or  “Just  consider  how  much 
better  off  you  are  than  others.”  If  I 
could  not  find  reasons  for  gratitude 
within  my  bereavement  and  illness  and 
family  concern,  if  I  could  not  see  some 
compelling  urge  for  thanksgiving  in 
the  world  in  which  my  children  will 
live  or,  for  that  matter,  in  any  kind 
of  world  then  thanksgiving  is  shallow 
and  conditional  at  best.  I  had  to  find 
some  underlying  truth  that  would  as¬ 
sure  me  that  I  had  reasons  for  hum¬ 
bling  myself  before  God  in  the  sure 
knowledge  that  I  had  been  favored  far 
beyond  my  merit  and  its  expectations. 

I  started  with  the  fundamental  fact 
of  life.  The  sheer  power  of  being  able 
to  estimate  and  ponder  the  dire  occur¬ 
rences  of  my  recent  experiences  and  to 
appraise  the  world  and  project  its  fu¬ 
ture  as  a  mighty  gift  not  to  be  taken 
lightly.  Being  alive  is  to  be  a  factor  in 
what  goes  on  in  the  world  and  carries 
with  it  the  hope  of  always  being  alive. 


There  is  an  indestructibility  about  life 
that  could  not  have  deserted  my  friend 
as  he  dropped  silently  on  the  street. 

This  thought  brought  another  —  I 
named  this  man  my  friend.  Friendship 
and  love  are  proofs  that  no  one  is 
alone  and  that  no  one  suffers  or  re¬ 
joices  without  his  suffering  or  rejoicing 
impinging  on  others.  This  speaks  of 
that  tremendous  “bundle  of  life”  of 
which  each  of  us  may  consider  himself 
a  part.  I  could  well  be  thankful  for 
community.  My  illness  had  brought  in 
haste  doctors,  nurses,  members  of  my 
family,  friends,  fellow-workers  who 
really  cared  that  I  was  in  misery  and 
wanted  me  to  get  better. 

Another  link  in  the  chain  of  grati¬ 
tude  came  from  the  remembrance  of 
my  fellow-workers.  There  is  a  blessing 
in  the  task  that  is  given  a  person  to 
perform.  Blindly,  sometimes,  but  with 
persistence,  we  recognize  that  the  fu¬ 
ture  of  the  Kingdom  of  God  depends 
to  some  extent  on  our  efforts.  Just  as 
Michelangelo  saw  a  beautiful  “David” 
in  a  huge,  discarded  hunk  of  marble, 
we  sense  that  there  is  a  better  day  for 
mankind  embedded  in  the  shapeless 
and  frightening  mass  of  undeveloped 
material  and  mental  raw  stuff  ready  for 
exploration.  No  matter  how  obscure  the 
individual,  God  has  given  him  some 
sort  of  chisel  to  hack  away  some  par¬ 
ticle  that  is  hiding  the  true  image  and 
destiny  of  mankind  in  the  darkness  of 
mystery.  Each  small  heroism,  endur¬ 
ance,  patience  in  labor;  each  shared 
vision,  book,  medical  discovery,  new 
tool  makes  a  dent  in  the  hard  surface 
of  world  resistance. 

The  dents  speak  of  progress,  which 
is  worthy  of  inclusion  in  a  list  of  bless¬ 
ings.  An  octogenarian  voiced  this  re¬ 
cently  when  he  said  that  he  could  wish 
that  he  was  thirty  years  younger  that 
he  might  live  to  see  the  wonderful 
things  which  are  going  to  be  done  in 
the  next  two  decades.  Among  the  chil¬ 
dren  of  men  nothing  stands  still.  The 
world  has  become  too  small  for  its 
eager  inhabitants  and  they  are  reach¬ 
ing,  literally,  for  the  moon.  And,  after 
the  moon,  what  next?  The  excitement 
of  change  keeps  the  mind  and  body 
atingle. 

As  I  wielded  the  carving  knife  I  felt 
a  slight  tinge  of  disappointment  when 
I  realized  how  easily  I  could  find  some 
values  that  might  lead  me  to  thanks¬ 
giving.  I  had  felt  sure  that  this  was  one 
day  on  which  the  Pilgrims  and  Indians 
had  nothing  in  common  with  persecuted 
me.  Was  I  sincere  in  gathering  together 
what  seemed  to  be  good  things,  or  was 
I  yielding  to  the  annual  urge  to  con¬ 
form  to  a  custom  established  both  by 
Canada  and  the  United  States? 

I  thought  again:  life,  community,  a 
job  to  do,  progress — are  these  of  any 
worth?  On  second  thought  and  third 


thought  I  found  that  I  could  not  dis¬ 
miss  these  four  as  anything  less  than 
magnificent.  If  they  came  as  the  bounty 
of  the  Lord,  then  I  had  ample  reason 
to  give  myself  over  to  the  spirit  of 
thanksgiving.  Where  else,  I  inquired, 
could  these  possessions  come  than  from 
God  and  with  them  the  power  of  ap¬ 
preciation  of  what  they  mean? 

Indeed,  with  some  chagrin,  I  real¬ 
ized  that  the  four  gifts  I  had  assessed 
were  no  more  than  the  main  points  of 
an  outline  of  thanksgiving  under  which 
1  could  find  sub-points  in  great  num¬ 
ber.  I  thought  of  great  books,  of  mov¬ 
ing  poetry,  of  art  galleries  filled  with 
the  pictured  visions  of  men  and  wom¬ 
en,  of  the  pageant  of  nature  from  sea¬ 
son  to  season,  of  the  common  comforts 
of  the  daily  life. 

One  of  the  best  gifts,  however,  I 
found  was  the  resistance,  which  I  had 
that  Thanksgiving  Day,  to  a  mawkish 
sentimentality  which  could  thank  God 
for  the  pretty  little  gadgets  and  the 
filled  pantry.  I  thanked  him  more  that 
my  troubles  had  opened  my  eyes  to  the 
agonies  of  all  mankind,  and  I  thanked 
him — not  too  gladly — that  I  was  con¬ 
sidered  worthy  to  bear  the  common  lot 
and  not  be  allowed  to  walk,  as  in  the 
years  before,  as  a  snobbish,  favored 
child  who  thought  himself  immune  to 
ills  because  of  worthy  effort  and  integ¬ 
rity  and  unquestioned  virtue. 

Summed  up,  1  found  that  my  revised 
pattern  of  thanksgiving  was  a  swing 
away  from  “things”  that  could  be 
counted  to  intangibles  that  could 
scarcely  be  named  much  less  weighed 
and  numbered.  I  found  that  I  could  be 
angry  at  the  injustice  and  inhumanity 
of  man,  and  I  could  still  be  reverent 
while  wondering  why  God  allows  many 
evils  to  exist  among  us.  I  recognized 
that  there  are  no  Simon-pure  “good 
guys”  and  one  hundred  per  cent  “bad 
guys.”  I  knew  that  life  is  an  interweav¬ 
ing  of  good  and  ill  and  that  each  one 
of  us  must  expect  to  find  both  in  the 
pattern  of  his  life. 

“Light  meat,  or  dark  meat?”  I  in¬ 
quired  of  each  person  around  the  table, 
and  I  found  it  possible  to  be  thankful 
that  I  had  been  obliged,  or  privileged, 
to  eat  both  during  the  year  that  had 
passed. 

t 


PAGE  FOURTEEN 


NOVEMBER  23,  1967 


in  Ulmnriam 


Nellie  Gillespie  Womble 

Nellie  Gillespie  Womble,  78,  was 
bom  in  Black  Springs,  near  Womble, 
Arkansas  in  Montgomery  County.  She 
spent  the  last  40  years  of  her  life 
in  Fort  Smith.  She  was  a  life  long 
Methodist.  She  was  not  a  charter  mem¬ 
ber  of  St.  Paul,  but  she  was  very  close 
to  those  who  were.  She  joined  July 
18,  1932,  a  few  years  after  the  church 
was  organized.  For  many  years  she 
was  a  most  beloved  teacher  of  the  Lad¬ 
ies' Bible  Class.  She  was  faithful  to  a 
fine  degree  and  loyal  beyond  question. 

I  called  her  “Peter.”  To  me,  she 
was  like  Christ’s  boldest  disciple.  Quick 
to  answer  with  the  Scriptures,  she  had 
a  vast  storehouse  of  knowledge.  At  the 
age  of  15  she  felt  the  call  of  God  to 
be  a  missionary.  Her  mother  was  a 
widow  with  a  large  family.  Though  the 
way  was  never  opened  for  her  to  go 
to  foreign  fields,  she  was  truly  a  mis¬ 
sionary.  God  supplied  her  with  wis¬ 
dom  and  understanding  of  His  Word 
during  the  long  years  she  was  our  Bible 
Class  Teacher. 

Heaven’s  gates  opened  wide  when 
she  went  home  on  Monday  October 
30,  1967.  Truly  she  heard  “The  Ring¬ 
ing  of  the  Golden  Bells.”  There  will 
be  another  vacant  chair.  Another  friend 
and  prayer  partner  has  answered  the 
last  roll  call  of  the  Ladies  Bible  Class 
of  St.  Paul  Methodist  Church  in  Fort 
Smith. 

A  Classmate,  Oma  Caton 
4300  Grand 
Ft.  Smith,  Ark.  72901 
t 


The  Rev.  H.  R.  Nabors 

The  Rev.  H.  R.  Nabors,  aged  72, 
well  known  pastor  of  Westside  Meth¬ 
odist  Church,  Camden,  died  Nov.  5 
in  the  Ouachita  Hospital  after  suffer¬ 
ing  an  apparent  heart  attack  at  his 
home. 

Mr.  Nabors  had  made  his  home  in 
Chidester  for  the  past  40  years,  and 
had  served  as  a  minister  of  the  gospel 
for  the  past  52  years. 

He  had  served  as  pastor  of  various 
Methodist  churches  at  Buena  Vista, 
Lakeside,  and  Chidester  and  for  the 
past  several  years  had  pastored  West- 
side  Methodist  Church. 

Mr.  Nabors  was  well  known  and 
loved  by  many  friends  of  other  de¬ 
nominations.  He  was  well  known  as 
a  civic  worker,  and  was  a  Mason,  and 
a  Shriner. 

He  is  survived  by  his  wife,  Mrs. 
Rosa  Jerry  Nabors,  one  daughter,  Mrs. 
B.  D.  Bartee  of  Dallas,  Tex.,  one  sis¬ 
ter,  Mrs.  Esther  Stegall  of  El  Dorado 
and  two  grandchildren. 

Mrs.  John  Colquitt 

Francille  Rhea  (Mrs.  John)  Colquitt 
died  in  a  Texarkana  hospital  early  this 
fall  after  a  lingering  illness.  Francille’s 
faith  was  adamant  until  the  final  call 
came. 

Born  in  McNeil,  Arkansas,  Mrs. 
Colquitt  was  the  daughter  of  the  late 
John  Rhea  and  Mrs.  Daisy  Rhea  Ab¬ 
bott  of  Magnolia.  She  lived  most  of  her 
life  in  Columbia  County. 

Surviving  her  are  her  husband,  John 
Colquitt  and  a  daughter,  Ann,  her 
mother,  Mrs.  Daisy  Rhea  Abbott,  one 
sister,  Mrs.  William  M.  Campbell  of 
Forrest  City,  John  of  Dallas,  Col. 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 


LIFETIME  INVESTMENTS 
Through 

GIFT  ANNUITY  AGREEMENTS 
LIFE  INCOME  CONTRACTS 

A  gift  through  the  Methodist  Foundation  of  Arkansas  provides  a 
sound  investment  for  you  and  also  support  for  the  Methodist  Church. 

Benefits  include: 

.  guaranteed  income  for  life 
.  lowering  of  estate  taxes 
.  most  of  income  is  tax-free 
.  part  qualifies  as  a  gift  deduction 
.  per  petuation  of  Stewardship 

For  more  information  write 

THE  METHODIST  FOUNDATION 
OF  ARKANSAS 

METHODIST  HEADQUARTERS  BUILDING 
1723  Broadway 

Little  Rock,  Arkansas  72206 
Or  Phone  FR5-4689 


Frank  of  Baltimore,  Robert  of  Chero- 
lc€€. 

Francille  was  an  untiring  worker  in 
The  First  Methodist  Church,  with  an 
acute  mind  for  business,  her  life  was 
filled  with  business  activities  and  com¬ 
munity  welfare. 

Her  close-knit  Christian  Family  was 
nearby  when  she  died  and  they  had 
solace  in  the  gentle  acceptance  of  her 
pain  and  suffering  throughout  her  last 
days  at  home. 

A  beautiful  copy  of  Sallman’s  “Head 
of  Christ”  has  been  placed  in  the  foyer 
of  the  First  Methodist  Church  in  her 
memory.  Memorials  to  the  Organ 
Fund  by  family  and  friends  attest  to 
her  love  of  beautiful  music. 

— A  friend 


Mrs.  Clem  N.  Baker 

Funeral  services  were  held  Thurs¬ 
day,  November  16,  at  Lakeside  Meth¬ 
odist  Church,  Pine  Bluff,  for  Mrs. 
Clem  N.  Baker,  wife  of  Dr.  Baker, 
longtime  member  of  the  Little  Rock 
Annual  Conference.  Dr.  Arthur  Terry, 
Pine  Bluff  District  Superintendent,  and 
the  Rev.  Raymond  L.  Franks,  Lake¬ 
side  pastor,  officiated  at  the  service. 

Survivors  include,  in  addition  to  her 
husband,  a  brother,  Herbert  L.  Thom¬ 
as  of  Eden  Isle,  Ark.,  and  a  sister, 
Mrs.  Arthur  E.  Smith  of  Little  Rock, 
t 

Mrs.  Lois  Beasley  Savage 

Mrs.  Lois  Beasley  Savage,  91,  of 
Hermitage,  Ark.  died  November  15  in 
Warren.  She  was  a  member  of  the  Mar¬ 
tin’s  Chapel  Methodist  Church. 

Survivors  include  two  sons,  Carlton 
Savage  of  Engles,  Ark.,  and  tbe  Rev. 
W.  B.  Savage,  pastor  of  Capitol  View 
Methodist  Church,  Little  Rock;  a 
daughter  Miss  Athleen  Savage  of 
Hermitage;  and  23  grandchildren,  54 


ADVICE  FROM  YOUR 
POSTMASTER 

Shop  early  so  you  can  mail  early 
Mail  gifts  to  distant  states  by 
December  4 

And  to  nearby  areas  by  Decem¬ 
ber  13 

Use  Christmas  stamps 
Use  zip  codes 

great-grandchildren,  and  three  great- 
great-grandchildren. 

Funeral  services  were  held  Satur¬ 
day,  November  18,  at  the  Martins 
Chapel  Church. 


C.  J.  Beasley 

The  Funeral  service  for  C.  J.  Beas¬ 
ley,  long  time  faithful  member  of  the 
Hughes  First  Methodist  Church,  was 
held  September  29,  1967,  with  his  pas¬ 
tor,  Rev.  Raymond  A.  Dorman  offici¬ 
ating. 

Mr.  Beasley  was  born  May  7,  1888 
at  Heber  Springs,  Arkansas.  He 
moved  near  Hughes  in  1927  and  has 
been  engaged  in  farming  operations 
since. 

He  was  very  active  in  the  local 
church  where  he  served  on  the  Official 
Board  and  numerous  committees  for 
many  years.  He  was  also  active  in  all 
worthwhile  community  projects. 

He  leaves  his  wife,  Mrs.  Bessie  Beas¬ 
ley;  four  sons,  Louis  of  Richmond 
California,  Carl  of  Tokyo,  Japan,  and 
Vance  and  Harry  of  Hughes;  two 
daughters,  Mrs.  R.  O.  Dorris  of  Mem¬ 
phis  and  Mrs.  E.  L.  Smith,  Jr.  of 
Turrell  and  twelve  grandchildren. 

He  leaves  two  brothers,  Charles  of 
Memphis  and  Coral  of  Searcy  and  two 
sisters,  Mrs.  Jennie  Blankenship  of 
Denver,  Colorado  and  Mrs.  V.  E.  Stark 
of  Heber  Springs,  Arkansas. 

Interment  was  in  Forrest  Hills  Cem¬ 
etery  in  Forest  City. 

Mr.  Beasley  lived  the  kind  of  life 
which  makes  him  greatly  missed  by 
his  family,  church  and  community  but 
earth’s  loss  is  Heaven’s  gain. 

His  pastor 

Raymond  A.  Dorman 
t 


CHRISTIAN 
BIBLE  LANDS  TOUR 
$696 

(Go  now-pay  later). 

This  is  a  10-day  tour  to  Israel,  Athens  and  Corinth  by  Alatalia  Jet 
from  N.Y.  and  back;  at  group  tourist  rates  and  off-season  schedule. 
This  is  by  far  the  cheapest  and  best  way  to  go.  Our  group  leaves 
March  5th,  1968.  For  brochure  and  full  details  write  your  host  direc¬ 
tor  and  world  traveler: 

Sam  L.  Cunningham 

640  McNeal  StvMalvern,  Ark.  72104. 

Official  Lay  Speaker  and  Bible  Teacher 
The  Methodist  Church. 

We  have  other  dates  besides  March  5th. 

Travel  Arrangements  by  — 

Wholesale  Tours  International  N.  Y. 
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LEFT:  Jayce  and  Bar¬ 
bette  Tohline,  son  and 
daughter  of  the  Rev.  and 
Mrs.  Dan  Tohline  of  Ely- 
sian  Fields  Methodist 
Church,  New  Orleans, 
were  chosen  by  audition 
to  be  members  of  the  All- 
State  Chorus  of  Louisiana 
which  presented  its  ann¬ 
ual  musical  program  for 
the  Louisiana  State 
Teacher  s  Convention 
Wednesday,  Nov.  22. 


RIGHT:  David  Charles  Clayton,  long-time 

member  of  First  Methodist  Church,  Lake  Ar¬ 
thur,  was  one  of  27  McNeese  State  College 
students  named  to  the  1967-68  edition  of  “Who's 
Who  Among  Students  in  American  Universities 
and  Colleges,"  according  to  his  pastor,  the 
Rev.  Lawrence  Gilbert.  David  is  the  son  of 
Mrs.  Lavora  M.  Clayton. 


LEFT:  Workers  with 

children,  Gonzales  Meth¬ 
odist  Church,  in  training 
course  with  Instructor 
Miss  Betty  Dyess,  Miss¬ 
issippi  Director  of  Child¬ 
ren’s  Work.  Workers  from 
nearby  Faithful  Methodist 
Church  attended  also. 
The  Rev.  Tom  Crosby  is 
the  Gonzales  pastor. 


Claiborne  MYFers  await  departure  for  “Bicycle  Builtfor  Two“party.  This 
active  group  lays  claim  to  four  sub-district  officers;  they  recently  held  a 
Cake  Bake  Sale  and  netted  $28  designated  for  Texas  Hurricane  Relief; 
they  are  currently  working  on  a  manger  scene  for  use  on  the  church  lawn 
during  the  Christmas  season.  The  group  meets  Sunday  evenings  and  again 
mid-week.  Mr.  and  Mrs.  Richard  Ballard  (center  front  in  picture)  are  coun¬ 
selors.  The  Rev.  E.  W.  Sandel  is  pastor. 


RIGHT:  The  Rev.  Earl  Emmer¬ 
ich  (right),  associate  Area  Coun¬ 
cil  director,  preached  at  Holly 
Ridge  Church  and  served  as  its 
first  pastor.  He  returned  to  bring 
the  first  message  for  the  revival 
being  conducted  by  the  Rev.  A. 
A.  McKnight,  pastor  (left). 


LEFT:  Some  of  those  attending 
the  Lay  Witness  Mission  at  First 
Methodist  Church,  Bastrop,  Oct. 
20-22.  Mr.  Louis  Long  of  Ada, 
Okla.  was  the  coordinator.  Lay 
people--adults  and  youth--came 
from  six  states  to  participate. 
Six  prayer  groups  have  resulted 
from  the  Mission.  The  Rev.  Rob¬ 
ert  L.  Peyton  is  pastor. 


Two-hundred -and- ten 
youths--accompanied  by 
40  odults  working 
as  witches, 
ghosts,  cooks  and 
dispensers  of  food- 
attended  the  annual 
Haynesville  Halloween 
Hayride  sponsored  by 
the  Haynesville 
Methodist  Church. 

Three  large  trucks 
(service  donated, 
with  drivers  provided 
by  local  truckers) 
were  used  to 
transport 
the  group. 

The  Rev.  A.  G.  Taylor 
i  s  the 

Haynesvi  lie  pastor. 


This  "Wesley  Parish  Jail"  won  first  place  in  the  Independent  Division  at 
the  Campus  Carnival  at  Louisiana  Polytechnic  Institute  in  Ruston.  Carolyn 
Peyton  and  Gene  Finnell,  both  from  Shreveport,  were  co-chairmen  for  the 
Wesley  Foundation  entry.  The  Rev.  William  M.  Stokes,  Jr.,  is  Wesley 
Foundation  director. 
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B  Coordinating  Council  says 

CONCERN  will  be 
terminated  Feb.  1 

by  Arthur  West 

MIAMI  BEACH,  Fla.  (MI)  — 
Suspending  publication  of  Concern  is 
asked  in  a  resolution  adopted  here  by 
The  Methodist  Church’s  Coordinating 
Council  November  16-17. 

February  1,  1968,  was  set  as  the 
deadline  for  suspension  of  the  maga¬ 
zine  published  by  the  church’s  Gen¬ 
eral  Board  of  Christian  Social  Con¬ 
cerns,  Washington,  D.  C. 

Publication  of  Concern  was  chal¬ 
lenged  in  the  1960  General  Confer¬ 
ence  as  being  in  violation  of  Par.  753.3 
of  the  Methodist  Discipline,  which 
provides  for  the  publication  of  a  free 
local-church  program  journal  for  pas¬ 
tors  and  local  church  leaders  in  lieu 
of  most  general  agency  promotional 
periodicals. 

The  question  of  Concern’s  publica¬ 
tion  has  been  under  review  by  the  Co¬ 
ordinating  Council  for  several  years. 

The  1964  General  Conference  rec¬ 
ommended  that  “Concern  magazine  be 
discontinued  when  the  Publications 
Committee,  after  consultation  with  the 
publishers  and  editors  of  the  general 
church  periodicals,  determines  that  sat¬ 
isfactory  arrangement  has  been  effect- 

P lease  turn  to  page  4 

Louisiana  Council 
conference  on 
mentally  retarded 

BATON  ROUGE— The 
State  Council  of  Churches 
state  churches  to  experiment  with  new 
ways  to  provide  meaningful  religious 
experience  and  religious  education  for 
mentally  retarded  children  in  a  con¬ 
ference  to  be  held  at  St.  James  Epis¬ 
copal  Church  in  Baton  Rouge  on  De¬ 
cember  1,  10:00  A.M.-3:30  P.M. 

It  will  also  give  church  leaders 
greater  understanding  of  mental  re¬ 
tardation  and  help  pastors  develop 
more  skill  for  counselling  with  the 
families  of  mentally  retarded  persons. 

The  Rev.  Sam  J.  Allen,  executive 
director  of  the  council,  said  that  many 
churchmen  do  not  realize  that  retarded 
children  can  have  a  meaningful  and 
vital  relationship  with  God,  but  that 
this  is  possible  if  the  churches  will  de¬ 
velop  special  religious  programs  suited 

Please  turn  to  page  4 


Louisiana 
will  urge 


Report  on  Mrs.  Laskey 

The  many  friends  of  Mrs. 
Glenn  Laskey  will  be  happy  to 
know  that  she  told  us  on  Mon¬ 
day  morning  of  this  week  that 
she  is  making  wonderful  prog¬ 
ress  in  recovery  from  her  recent 
illness. 

Mrs.  Laskey,  president  of  the 
Woman’s  Division  of  the  Board 
of  Missions,  suffered  a  mild  heart 
attack  while  attending  a  meeting 
was  hospitalized  there  about  three 
weeks  before  returning  to  her 
home  in  Ruston. 

She  told  us  that  she  expected 
to  be  confined  to  her  home  on 
doctor’s  orders  for  about  six 
weeks  more,  but  that  she  is  feel¬ 
ing  fine  and  is  most  optimistic. 
She  also  asked  us  to  express  her 
gratitude  for  the  many  messages 
of  concern  she  has  received. 


Laymen's  Spiritual 
Life  Retreat  set 

The  annual  Spiritual  Life  Retreat 
at  Lake  Murray  Lodge  in  Ardmore, 
Oklahoma,  is  scheduled  for  the  week¬ 
end  of  January  19-21,  according  to 
an  announcement  by  Dr.  Virgil  Mor¬ 
ris,  Executive  Secretary  of  the  South 
Central  Jurisdiction.  With  an  an¬ 
nounced  purpose  of  spiritual  renewal, 
the  retreat  will  feature  an  outstanding 
program. 

Leaders  will  include  Dr.  James  E. 
Doty,  president  of  Baker  University, 
Baldwin  City,  Kansas  as  one  of  the 
inspirational  speakers.  Dr.  Doty  is  au¬ 
thor  of  several  books,  including  “The 
Pastor  as  Agape  Counselor.”  Dr. 
George  A.  Fallon,  Executive  Secretary 
of  Field  Services  for  the  General  Board 
of  Evangelism  of  the  Methodist  Church 
is  also  on  the  program. 

The  women’s  group  leader  is  Mrs. 
Milton  Randolph,  director  of  Family 
Worship  with  the  General  Board  of 
Evangelism,  in  Nashville.  Song  leader 
will  once  again  be  Dr.  J.  W.  Hestwood, 
pastor  of  the  First  Methodist  Church 
of  Oklahoma  City.  Mrs.  Hestwood, 
also  an  accomplished  musician,  will  be 
pianist. 

Dean  of  the  Spiritual  Life  Retreat 
for  Laymen  will  be  Dr.  M.  Buren  Ste¬ 
wart,  Chairman  of  the  Jurisdictional 
Board  of  Evangelism  and  pastor  of  the 
Grace  Methodist  Church  in  Alamo¬ 
gordo,  New  Mexico. 

Please  turn  to  page  4 


New  building  voted 
for  Methodist 
Children's  Home 

The  Board  of  Directors  of  the  Meth¬ 
odist  Children’s  Home,  meeting  in 
Ruston,  November  14,  approved  the 
construction  of  a  new  cottage  for  boys. 

This  cottage,  the  second  in  the  cur¬ 
rent  building  program,  will  replace  an 
old,  delapidated  cottage  more  than  45 
years  old.  The  first  new  cottage  was 
dedicated  on  October  15  of  this  year. 

Other  business  conducted  by  the 
Board  of  Directors  included  the  ap¬ 
proval  of  a  record  budget  for  the  1968- 
1969  fiscal  year.  This  budget  of  $  198,- 
777  recognizes  the  continuing  cost  of 
inflation  and  the  pressing  need  for 
more  and  better  trained  staff  to  meet 
the  problem’s  of  today’s  youth. 

As  the  Methodist  Children’s  Home 
accepts  no  financial  support  from  the 
government,  most  of  this  budget  will 
have  to  come  from  the  freewill  giving 
of  Methodists  and  others  dedicated  to 
meeting  the  tremendous  need  which 
exists  in  the  field  of  child  care, 
t 

There  is  nothing  like  a  Christian- 
motivated  group,  meeting  week  after 
week,  to  help  us  discover  who  we  are. 


SMU  offers  Guided  Reading 
Program  for  Professional 
Church  workers 

by  SHARON  SUMNER 

Some  500  professional  church  work¬ 
ers  and  laymen  from  across  the  Mid¬ 
west  and  Southwest  are  continuing 
their  theological  education  by  means 
of  a  growing,  guided  reading  program 
at  Southern  Methodist  University. 

Working  in  groups  or  as  individuals, 
they  are  studying  by  mail  a  variety  of 
theological,  Biblical,  and  practical  sub¬ 
jects  offered  under  the  Continuing  Ed¬ 
ucation  program  of  SMU’s  Perkins 
School  of  Theology. 

Little  more  than  a  year  old,  this 
Guided  Reading  program  consists  of 
faculty-prepared  reading  guides  —  in¬ 
cluding  a  general  introduction  to  the 
subject,  outlines  of  the  major  issues, 
a  schedule  of  readings,  and  questions 
about  and  a  summary  paragraph  on 
each  reading  selection — and  the  use  of 
hard-bound  volumes  from  the  Continu¬ 
ing  Education  Lending  Library. 

For  those  studying  in  groups  there 
is  also  a  day-long  seminar  on  their 
subject  with  a  member  of  the  Perkins 
faculty. 

Among  the  selections  are:  “Chris¬ 
tian  Ethics  and  the  New  Morality,” 
“Current  Thinking  About  God,”  “The 
Church’s  Mission  to  a  Changing 
World,”  “The  Vatican  Council  and 
Protestants,”  “The  Theology  of  Rudolf 
Bultmann,”  “A  Second  Look  at  the 
Historical  Jesus,”  “Pastoral  Care  in 
Death  or  Grief,”  and  “Preaching  from 
Contemporary  Literature.” 

Registration  for  each  guided  reading 
program  is  $2  per  person.  The  pro¬ 
gram’s  timetable  calls  for  participants 
to  complete  one  reading  selection  in 
their  chosen  field  every  two  weeks 
and  for  groups  studying  together  to 
meet  at  the  end  of  each  two-week  pe¬ 
riod  over  four  or  five  months, 
t 

How  sad  it  is  when  a  church  under 
mandate  of  a  great  commission  forgets 
what  its  marching  orders  are. 


Picturedi  at  the  recent  meeting  of  the  Board  of  Directors  of  Methodist 
Children  s  Home:  Seated  (I.  to  r.):  Dr.  Marvin  T.  Green,  Mrs.  Charles 
McGowan,  Mrs.  L.  B.  Kilpatrick,  and  the  Rev.  Harry  Ezell;  Standing:  Dr. 
Henry  A.  Rickey,  the  Rev.  Douglas  McGuire,  Lucius  McGeehee,  Floyd  B. 
James,  the  Rev.  George  Harkins  and  W.  A.  J.  Lewis. 


Qditomad  I 


A  REPORT  ON  THE  BOOK 

THE  BOOK  in  this  case  is  the  recent  report  by 
the  Cooperative  Commission  on  the  Study  of 
Alcoholism  published  by  Oxford  University 
Press,  New  York,  under  the  title  “ Alcohol  Prob¬ 
lems.”  It’s  cost  is  $4.75,  and  we  feel  it  should  be 
purchased  and  read  by  every  Methodist  who  has 
any  concern  about  this  field.  It  is  too  fantastic 
to  believe  from  the  book  report  of  another. 

The  main  thesis  of  the  volume  is  that  there 
should  be  developed  a  national  policy  on  drinking 
and  alcohol  problems  that  should  be  put  into  effect 
by  “rapid  government  action.”  The  policy  proposed 
would  be  characterized  by  the  following:  an  educa¬ 
tional  program  in  the  schools  which  would  have  as 
its  goal  “enlightenment  regarding  alcohol  use  in 
the  larger  society”;  the  education  of  young  people 
in  how  to  learn  to  drink  in  the  home  so  that  they 
might  “adapt  themselves  realistically  to  the  pre¬ 
dominantly  drinking  society”;  the  changing  of  legal 
and  social  attitudes  concerning  habitual  drunks  so 
that  they  would  no  longer  be  jailed  but  would 
be  admitted  to  general  hospitals  with  coverage  by 
Blue  Cross  and  other  hospitalization  plans;  and 
the  establishment  of  an  office  in  the  federal  govern¬ 
ment  to  implement  such  a  policy  “at  the  earliest 
possible  date.” 

A  large  portion  of  the  book  is  devoted  to  an 
analysis  of  the  present  situation  concerning  “prob¬ 
lem  drinkers,”  and  we  are  sure  that  some  of  this 
information  is  valuable.  Material  dealing  with 
the  treatment  of  the  problem  drinker  loses  much 
of  its  force  when  the  report  admits  that  there  are 
not  enough  psychologists,  psychiatrists  and  allied 
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counseling  persons  in  the  United  States  to  properly 
treat  the  problem  drinkers  just  in  the  state  of  Cal¬ 
ifornia.  We  must  discount  much  that  is  said  con¬ 
cerning  problem  drinkers  because  of  the  position 
that  a  large  proportion  of  the  drinking  population 
is  not  in  this  category  because  they  can  “drink 
without  harm  to  themselves  or  anyone  else.” 

The  disturbing  section  of  the  report  for  Chris¬ 
tians  is  that  which  proposes  a  program  to  alter 
drinking  habits  and  patterns.  It  insists  that  fam¬ 
ilies  and  the  public  schools  should  instruct  young 
people  in  the  proper  methods  of  drinking.  The 
book  insists  constantly  that  “emotionalism”  must 
be  kept  out  of  all  this  program — “emotionalism” 
seems  to  mean  all  those  who  believe  that  absti¬ 
nence  is  the  best  policy.  The  book  calls  for  a  pro¬ 
gram  of  alcohol  education  in  the  schools,  but  says 
there  is  a  problem  here  because  most  teachers  are 
“middle-class  single  women  who,  probably  more 
than  the  population  at  large,  tend  to  be  rather 
anti-alcoholic.” 

The  report  says  that  guidelines  should  be  es¬ 
tablished  for  drinking  but  holds  that  “abstainers 
and  anti-drinkers  cannot  develop  the  guidelines 
for  drinking;  such  guidelines  will  have  to  be  set  by 
the  drinkers  themselves.” 

Two  quotations  indicate  the  “emotionalism”  of 
the  report  itself  as  it  says:  “People  brought  up 
in  totally  abstinent  traditions  who  later  take  up 
drinking  apparently  are  more  likely  to  become 
problem  drinkers.  (No  evidence  is  offered  to  prove 
this.)  A  second  such  quote  is:  “Since  the  early 
days  of  the  century,  it  has  been  difficult,  if  not 
impossible,  partly  because  of  the  long-standing 
‘wet-day’  controversy,  to  have  unemotional  dis¬ 
cussions  about  various  means  of  regulating  the  sale 
of  alcoholic  beverages.” 

The  report  suggests  that  when  a  national  or¬ 
ganization  is  set  up  to  implement  its  suggestions  it 
would  “obtain  the  bulk  of  support  for  its  activities 
from  the  general  public  and  from  special  sources, 
'  such  as  foundations,  church  groups,  and  the  al¬ 
coholic  beverage  industry.” 

In  closing,  we  feel  we  must  quote  this  classic 
sentence  from  page  136:  “There  is,  of  course,  no 
certainty  that  implementation  of  such  policies 
would  lead  to  a  substantial  reduction  of  problem 
drinking;  yet  it  is  unlikely  that  they  would  have 
any  harmful  long-run  consequences.” 
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BACKGROUND  OF  THE  DECISION 
CONCERNING  CONCERN 

Because  many  people  have  short 
memories  and  are  prone  to  become 
more  emotional  than  logical  concern¬ 
ing  decisions  of  high  church  bodies 
in  which  they  have  direct  involvement, 
we  want  to  point  out  some  of  the 
background  concerning  the  recent  or¬ 
der  of  the  Coordinating  Council  that 
the  Board  of  Social  Concerns  stop  the 
publication  of  the  magazine  Concern. 

We  know  that  no  publication  of  the 
church  has  more  people  that  are  either 
emotionally  for  or  against  it  than 
Concern.  We  are  sure  there  will  be 
major  repercussions  of  the  decision  in 
the  1968  General  Conference. 

Apart  from  all  that,  it  should  be 
pointed  out  that  at  1956  General  Con¬ 
ference  in  Minneapolis,  at  the  time  The 
Methodist  Story  and  Together  came 
into  being  as  new  publications,  Gen¬ 
eral  Conference  ordered  all  boards  and 
agencies  of  the  church  to  discontinue 
their  separate  publications.  This  ac¬ 
tion  grew  out  of  a  survey  that  indi¬ 
cated  most  Methodists  felt  their  were 
too  many  general  periodicals. 

Several  boards,  notably  the  Board 
of  Missions  and  the  Board  of  Evan¬ 
gelism,  complied  immediately  with  the 
order  of  the  General  Conference.  How¬ 
ever,  the  boards  that  antedated  the 
present  Board  of  Christian  Social  Con¬ 
cerns,  not  only  did  not  comply,  but 
stepped  up  their  own  publications  and 
made  Concern  into  a  full-scale  peri¬ 
odical,  even  to  the  extent  of  seeking 
and  receiving  their  own  circulation. 

We  have  been  told  by  members  of 
the  Coordinating  Council  that  the  ques¬ 
tion  of  this  unauthorized  publication 
came  before  every  meeting  of  that  body 
between  1956  and  1967,  without  any 
settlement.  Now  the  body  which  was 
created  to  handle  questions  like  this 
has  spoken.  Regardless  of  one’s  opin¬ 
ions  as  to  the  content  of  Concern,  this 
order  should  be  obeyed  on  the  date 
indicated — Feb.  1,  1968. 
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Dr.  Van  Bogard  Dunn,  dean  of  the 
Methodist  Theological  School  in 
Ohio,  will  become  very  familiar 
to  Methodist  adults  during  the 
next  quarter.  He  is  the  author  of 
the  second  textbook  in  the  new 
curriculum  series.  The  book 
which  will  be  used  beginning  the 
first  of  December,  is  entitled 
"God  With  Us." 


Methodists  focus 


Dr.  Robert  L.  Browning,  center,  is  the  new  president  of  the  National  Meth¬ 
odist  Conference  on  Christian  Education.  He  is  professor  of  Christian 
education  at  the  Methodist  Theological  School  in  Ohio.  Other  officers, 
from  left,  are:  the  Rev.  Elmer  A.  Thompson,  assistant  program  secretary; 
the  Rev.  William  J.  Washington,  vice  president;  Dr.  Carl  L.  Stocking,  pro¬ 
gram  secretary;  and  Dr.  Walter  N.  Vernon,  recording  secretary  and  treas¬ 
urer.  All  except  Dr.  Browning  are  staff  members  of  the  Board  of  Educa¬ 
tion. 


on  Vietnam 


Dr.  Outler  indicts  Methodist 
appointive  system  at  Dallas 


WASHINGTON,  D.C.  (MI)  —  Ex¬ 
posure  to  the  full  spectrum  of  Con¬ 
gressmen’s  feelings  about  the  war  in 
Vietnam  climaxed  five  days  of  receiv¬ 
ing  information  and  viewpoints  for 
some  50  Methodist  churchmen. 

Participants  in  the  double-barreled 
National  Seminar  on  Vietnam  and 
United  Nations  Peacemaking,  in  New 
York  and  here  Nov.  13-17,  found  that 
congressional  sentiment  ranged  most  of 
the  way  from  “hawk”  to  “dove”  ex¬ 
treme  positions.  But  they  found  many 
lawmakers  who  are  engaged  in  “soul 
searching,”  who  have  changed  their 
views,  who  are  “bothered  by  the  situa¬ 
tion,”  who  are  encouraged  by  the 
churches’  concern. 

From  here  the  seminar  group  re¬ 
turned  to  their  27  states  to  work  at 
educating  their  fellow  Methodists  and 
others,  to  get  more  people  concerned 
about  the  war  and  to  try  to  influence 
decision-makers  in  the  direction  of  end¬ 
ing  the  fighting  and  U.S.  military  in¬ 
volvement.  The  participants  were  con¬ 
ference  and  district  leaders  related  to 
the  Methodist  Boards  of  Missions  and 
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DALLAS  (MI)  —  Dr.  Albert  C. 
Outler  declared  in  an  address  here 
that  disaffection  and  mutiny  are  swell¬ 
ing  to  epidemic  proportions  in  the 
ranks  of  the  Methodist  clergy,  and  he 
put  the  major  blame  on  the  “fourfold 
failure  of  the  appointive  system.” 

“There  is  a  crisis  in  vocational  iden¬ 
tity  and  professional  commitment  that 
has  already  shattered  the  esprit  de 
corps  of  our  once  proud  ‘itinerant  sys¬ 
tem,’  ”  he  said. 

Dr.  Outler,  a  professor  at  Perkins 
School  of  Theology,  Southern  Meth¬ 
odist  University,  Dallas,  spoke  at  the 
biennial  national  Methodist  Confer¬ 
ence  on  Christian  Education,  held  Nov. 
6-10  at  the  Statler  Hilton  Hotel. 

The  internationally  known  theolo¬ 
gian  and  ecumenist  told  the  1,300 
Christian  educators  that  the  appointive 
system  in  our  time  is  a  system: 

1 .  Which  degrades  professional  men 
to  the  actual  status  of  employees. 


2.  Which  operates  a  double  standard 
in  its  administration  of  absolute  power. 

3.  In  which  appointments  are  made 
on  grounds  other  than  those  of  Wes¬ 
ley’s  conception  of  spiritual  gifts,  pas¬ 
toral  graces  and  evangelistic  fruits. 

4.  In  which  there  is  an  increasing 
atrophy  of  initiative  and  responsibility 
at  the  local,  district  and  regional  level, 

Methodist  Bishop  James  K.  Ma¬ 
thews,  Boston,  was  on  the  program  as 
the  reactor  to  Dr.  Outler’s  speech.  He 
said  it  may  be  that  the  appointive 
power  of  Methodist  bishops,  who  as¬ 
sign  pastors  to  their  churches,  needs 
to  be  revised,  but  he  added  that  its 
values  ought  first  to  be  examined  care¬ 
fully. 

Bishop  Mathews  said  the  values  of 
the  appointive  system  are  at  least 
three  in  number:  “(1)  It  is  a  principal 
guarantee  of  the  freedom  of  the  pul¬ 
pit.  (2)  It  is  the  fairest  way  to  deal 
both  with  the  pastor  and  the  congre¬ 
gation  when  real  problems  of  compat¬ 
ibility  arise.  (3)  It  is  best  suited  for 
the  church  adequately  to  fulfill  its 
mission.  That  is  to  say,  the  abilities  of 
a  man  may  readily  be  matched  with 
the  needs  of  a  congregation.” 

Bishop  Mathews  added  that  he  does 
not  believe  low  morale  of  ministers 
today  is  “due  in  any  pronounced  way 
to  the  oppressiveness  of  bishops.” 
“Rather,”  he  said,  “morale  is  low 
among  ministers,  including  bishops,  be¬ 
cause  our  image  has  become  blurred. 
Now  a  new  image  is  emerging  of  pas¬ 
tor-teacher,  pastor-counsellor,  pastor- 
leader — who  leads  as  a  servant  of  man 
and  God.” 

Dr.  Outler  said  he  thinks  that  “noth¬ 
ing  short  of  basic  constitutional  change 
will  suffice  for  the  reform  and  renewal 
of  The  United  Methodist  Church  that 
most  of  us  profess  to  desire.” 

He  said  it  seems  to  him  that  the 
price  of  reform  in  contemporary  Meth¬ 
odism  “will  include  at  least  four  major 
items”: 
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Bishop  James  K.  Matthews,  president  of  the  Coordinating  Council,  is 
shown  as  he  presided  at  the  recent  joint  meeting  of  that  agency,  the  Coun¬ 
cil  of  Bishops,  the  Council  of  Secretaries,  the  World  Service  Council,  and 
the  Council  of  Administration  of  the  EUB  Church.  At  center  is  Bishop 
Reuben  H.  Mueller  of  the  EUB  Church,  and  Dr.  T.  Russell  Reitz,  secre¬ 
tary  of  the  Coordinating  Council. 


j  DAILY  BIBLE  BEADING 

j  Below  is  a  schedule  for  the 

Daily  Bible  Beading:,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Dec.  3 — Sunday 
Dec.  4  . 

. Isaiah  9:1-7 

Isaiah  11:1-10 

Dec.  5  . . 

Isaiah  25:1-12 

Dec.  6 

Dec.  7  . 

Isaiah  52:1-15 

Dec.  8  . 

Isaiah  59:1-21 

Dec.  9 

Dec.  10 — Sunday 

. Jer.  23:1-8 

. Jer.  33:12-26 

"  “Never  back  to  Rome” 

Bishop  underscores 
Methodist 
ecumenical  stance 

FREUDENSTADT,  Germany  (MI) 
— Methodists’  experiences  with  other 
religious  groups  in  Europe  have  ranged 
from  persecution  to  cooperation,  but 
most  now  find  a  considerable  growth 
of  ecumenical  spirit,  it  was  reported 
here  (Nov.  7). 

Interdenominational  and  inter-faith 
trends  in  eight  lands  were  outlined  be¬ 
fore  the  Second  European  Convocation 
on  Social  Questions,  meeting  here.  Re¬ 
lationships  within  a  “world  Methodist 
family”  also  were  considered. 

The  discussion  was  keynoted  by  Ger¬ 
many’s  Bishop  Friedrich  Wunderlich 
of  Frankfurt/Main,  who  declared  that 
“we  will  never  go  back  to  Rome  (the 
Roman  Catholic  Church),  to  Witten¬ 
berg  (the  Reformation)  or  to  London 
(the  beginning  of  Methodism),  but  all 
our  churches  should  go  onward.”  He 
stressed  the  background  of  the  denom¬ 
ination’s  interest  in  ecumenism  in 
founder  John  Wesley’s  “Sermon  on  the 
Catholic  (Ecumenical)  Spirit.” 

Recalling  that  his  father  and  grand¬ 
father  were  persecuted  by  both  police 
and  the  state  churches  in  Germany  for 
preaching  outside  the  established 
church,  Wunderlich  said  those  in  the 
free  churches  were  treated  as  “foreign 
weeds.”  Ecumenical  cooperation  was 
not  strong  in  Germany  until  after 
World  War  II  and  the  1948  formation 
of  the  World  Council  of  Churches,  he 
said,  but  this  development  became 
rapid,  through  the  efforts  of  Pastor 
Martin  Niemoeller  and  others. 

Bishop  Wunderlich  emphasized  the 
importance  in  Germany  of  understand¬ 
ing  Methodism  as  a  world  family.  He 
expressed  fear  that,  if  churches  in 
Europe  were  split  into  national  church¬ 
es,  “they  would  fail  to  reach  out  across 
the  barriers  of  race  and  nation.” 

From  the  German  Democratic  Re¬ 
public  (DDR-East  Germany),  Dr.  Jo¬ 
hannes  Thomas,  director  of  Bethanien 
Hospital  in  Plauen,  declared  that  “we 
can  frankly  proclaim  the  Gospel  of 
Christ  in  the  DDR,”  and  added,  “we 
rejoice  in  that  we  are  on  the  way  to¬ 
ward  one  another”  in  Christian  cooper¬ 
ation.  Thomas  paid  special  tribute  to 
the  “Bread  for  the  World”  program 
in  which  the  Christian  churches  had 
rallied  together  in  order  to  help  other 
nations  in  need. 

Holding  that  the  church  can’t  solve 
the  tasks  confronting  it  unless  it  is  an 
ecumenical  church,  Dr.  Herbert  Eck- 
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SENATOR  TOWER 
TO  SPEAK  AT  CENTENARY 

HOMECOMING  BANQUET 

Senator  John  G.  Tower  has  been 
named  the  principal  speaker  for  the 
annual  Centenary  College  Homecom¬ 
ing  banquet  on  Saturday,  March  30, 
according  to  Dr.  Jack  S.  Wilkes,  pres¬ 
ident. 

Tower  will  address  the  former  Cen¬ 
tenary  students  at  a  banquet  in  their 
honor  at  the  Convention  Center. 

The  Alumni  Association  has  been 
working  with  Dr.  Wilkes  for  some  time 
to  have  Senator  Tower  arrange  his 
schedule  to  be  their  principal  speaker 
for  this  event.  Congressman  Joe  D. 
Waggoner,  Jr.,  who  was  instrumental 
in  making  his  appearance  possible  will 
introduce  him. 

Ray  A.  Barlow,  president  of  the 
Centenary  Alumni  Association  said 
they  were  delighted  to  get  a  person 
of  Tower’s  stature  to  speak  at  their 
annual  meeting.  “His  address,  plus  the 
other  events  we  are  now  planning  for 
the  homecoming,  should  make  this  our 
most  successful  reunion  to  date,”  he 
said. 

Senator  Tower  is  no  stranger  to  the 
academic  world,  having  served  as  an 
assistant  professor  of  political  science 
at  Midwestern  University  in  Wichita 
Falls,  Texas,  for  9  years  before  enter¬ 
ing  politics.  The  son  of  a  Methodist 
minister,  he  attended  public  schools 
in  Houston,  Jacksonville,  Tyler  and 
Beaumont  —  cities  where  his  father 
filled  ministerial  assignments.  He  re¬ 
ceived  a  B.  A.  degree  in  government 
at  Southwestern  University  in  George¬ 
town  in  1948  and  a  Masters  degree 
in  political  science  from  S.  M.  U.  in 
Dallas  in  1951. 

The  Texas  soion  has  been  associated 
with  the  conservative  cause  in  Texas 
for  more  than  20  years.  Calling  him¬ 
self  a  “progressive  conservative,”  Tow¬ 
er  was  first  elected  to  the  United  States 
Senate  in  1961  to  fill  the  seat  vacated 
by  Lyndon  Johnson.  In  1966,  he  beat 
Democratic  candidate  William  Blakely 
getting  almost  57%  of  the  vote. 

He  has  always  been  a  strong  sup¬ 
porter  of  the  military  establishment 
and  toured  the  Southeast  Asian  battle- 
front  area  in  February  of  this  year.  He 
serves  on  the  Armed  Services  subcom¬ 
mittee  and  the  Joint  Committee  on 
Defense  Production. 

In  the  Senate,  he  also  serves  as  a 
member  of  Banking  and  Currency 
Committee  and  the  subcommittees  on 
Housing  and  Urban  Affairs,  Interna¬ 
tional  Finance  and  Small  Business. 
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Bishop  Aubrey  G.  Walton,  center, 
dedicated  a  memorial  at  the  recent 
Homecoming  at  Claiborne  Methodist 
Church,  West  Monroe.  Ome  Gene 
Fleming,  right,  presented  the  me¬ 
morial  ro  Richard  Ballard,  left,  for 
dedication. 


Members  of  a  Sunday  School  class  for  mentally  retarded  children  receive 
specialized  instruction  in  religious  education  from  their  assistant  teacher, 
Mrs.  Larry  Gehring  at  Trinity  Episcopal  Church,  Baton  Rouge.  The  Lou¬ 
isiana  Council  of  Churches  is  sponsoring  a  state  conference  at  St.  James 
Episcopal  Church,  Baton  Rouge,  on  December  1  to  help  churches  develop 
special  skills  in  providing  religious  education  for  mentally  retarded  per¬ 
sons.  (Louisiana  Council  of  Churches  photo) 


Hammond  youth  to 
speak  to  laymen 

A  17-year-old  Hammond  High 
School  senior  will  be  the  principal 
speaker  at  the  winter  meeting  of  the 
conference  Board  of  Lay  Activities  at 
Alexandria,  December  2-3,  according 
to  Tom  Matheny,  conference  lay 
leader. 

She  is  Jill  Lynn  Faller,  local  MYF 
president,  and  outreach  chairman  on 
the  conference  MYF  Council.  She  is 
president  of  the  Hammond  Beta  Club, 
a  member  of  the  National  Honor  So¬ 
ciety  and  has  a  4.0  academic  average. 

In  the  Methodist  Youth  Fellowship 
she  has  served  as  sub-district  repre¬ 
sentative  to  the  Conference  Council 
and  as  representative  of  the  MYF  on 
the  conference  Board  of  Missions. 

She  recently  participated  in  the  fol¬ 
lowing:  conference  WSCS  mission  tour, 
conference  MYF  assembly,  conference 
MYF  officers  workshop,  regional  MYF 
workshop,  Hammond-Dallas  mission 
tour,  and  the  “beyond  the  local  church” 
MYF  officers  workshop. 

The  Board  of  Lay  Activities  meet¬ 
ing  will  begin  at  3:00  p.m.,  Dec.  2, 
following  committee  meetings.  The  din¬ 
ner  at  which  Miss  Faller  will  speak 
will  be  at  6:30  p.m.  that  day.  Hubert 
M.  Blanchard  will  lead  the  worship 
service  at  11:00  a.m.  Sunday,  and  the 
meeting  will  adjourn  following  the 
Sunday  luncheon  session. 
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Laymen 

single,  or  $10.00  husband  and  wife. 
Send  money  with  name  and  address, 
church  and  conference  to: 

Dr.  Virgil  Morris 

201-3  Bixler  Building 

2400  N.W.  23rd  Street 

Oklahoma  City,  Oklahoma  73107 
Room  &  Board  Payable  on  arrival. 
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Concern 

ed  for  the  coverage  of  the  essential 
message  of  the  Board  of  Christian  So¬ 
cial  Concerns  now  carried  in  Concern 
magazine.” 

The  board  has  contended  that  Con¬ 
cern  is  not  a  promotional  organ  as 
once  interpreted  but  is  a  magazine  of 
“secular  mission”  and  has  insisted  that 
page  space  allotted  in  general  period¬ 
icals  is  “too  limited  to  give  full  spec¬ 
trum  to  the  social  voice  of  the  church.” 

Leaders  of  general  publications  of 
the  church — Together,  The  Methodist 
Story,  and  Christian  Advocate — main¬ 
tain  that  they  cannot  allot  additional 
space  for  items  of  social  concern  and 
that  “the  essential  message  of  the 
Board  of  Christian  Social  Concerns” 
is  being  printed  in  these  publications. 

Feeling  that  no  arrangement  can  be 
made  which  will  be  “satisfactory”  to 
both  sides  and  that  further  discussion 
on  the  matter  can  bring  no  change  of 
position  on  the  part  of  those  involved, 
the  Coordinating  Council  voted  to  re¬ 
quest  the  Board  of  Christian  Social 
Concerns  to  suspend  publication  of 
Concern  as  of  February  1. 

In  an  effort  to  explain  its  position 
more  fully,  the  Council  declared  its 
belief  in  “the  paramount  importance 
of  social  issues  both  in  the  historical 
position  of  Methodism  and  in  the  light 
of  the  fast-moving  events  of  our  time.” 

“The  need  for  journalistic  treatment 
of  the  social  issues  of  our  day  is  ob¬ 
vious,”  the  resolution  said.  “However, 
presentation  of  these  issues  to  the 
Methodist  constituency  should  be  co¬ 
ordinated  with  the  general  publications 
policy  of  the  church.  Proliferation  of 
similar  materials  by  various  church 
agencies  should  be  discouraged.” 

With  this  in  mind,  the  Council  re¬ 
quested  the  general  publications  of  the 
church  —  Together,  The  Methodist 
Story  and  Christian  Advocate  —  “to 
continue,  and  whenever  possible,  to 


Centenary  names 
1968  Willson 
lecturer 

The  Rev.  James  D.  Glasse,  as¬ 
sociate  dean  of  the  Divinity  School  at 
Vanderbilt  University  in  Nashville, 
Tennessee,  will  speak  at  Centenary 
College,  March  5,  6,  and  7  as  a  part 
of  the  annual  Willson  Lecture  Series. 

Dr.  Glasse  is  an  ordained  Presby¬ 
terian  minister  and  has  served  as  pas¬ 
tor  of  several  churches  in  North  Caro¬ 
lina,  Connecticut  and  Tennessee.  A 
professor  of  practical  theology,  he  has 
held  positions  at  Warren  Wilson  Col¬ 
lege  in  North  Carolina,  Tusculum  Col¬ 
lege  in  Tennessee,  Yale  University 
Divinity  School  and  Vanderbilt. 

The  Willson  Lectures  are  presented 
annually  through  an  endowment  from 
Dr.  and  Mrs.  J.  M.  Willson  of  Floy- 
dada,  Texas.  This  outstanding  West 
Texas  church  family  sponsors  speakers 
in  the  fields  of  religion  and  education 
in  some  twenty  colleges,  universities 
and  civic  institutions  each  year, 
t 
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State  Council 

to  the  needs  of  retarded  persons. 

“The  State  Council  of  Churches  will 
help  the  churches  develop  these  spe¬ 
cialized  skills,”  said  Allen. 

Speakers  on  the  program  will  be: 
Ray  Nelson,  Louisiana  Department  of 
Hospitals,  Division  of  Mental  Retar¬ 
dation,  Baton  Rouge;  Chaplain  How¬ 
ard  Parshall,  Pinecrest  State  School  for 
Mentally  Retarded,  Pineville,  Loui¬ 
siana;  Mrs.  E.  L.  Sproles,  Jr.,  Direc¬ 
tor  of  Religious  Education  for  Re¬ 
tarded  Children  of  Trinity  Episcopal 
Church,  Baton  Rouge;  Chaplain  James 
Adams,  Episcopal  Chaplain  to  institu¬ 
tions  in  the  Alexandria  area,  Alex¬ 
andria. 

The  conference  will  be  open  to  min¬ 
isters,  church  school  teachers  and  other 
church  leaders  from  all  denominations 
in  the  state. 


expand  their  coverage  of  the  social  is¬ 
sues  of  our  day  in  such  a  way  that 
the  leadership  and  general  constituency 
of  Methodism  will  have  before  them 
materials  which  will  contribute  to  a 
greater  understanding  of  and  involve¬ 
ment  in  a  Christian  resolution  of  these 
issues.” 

It  was  announced  that  the  Board  of 
Publications  will  discontinue  the  Cen¬ 
tral  Christian  Advocate,  which  has 
been  serving  the  church’s  Central  Jur¬ 
isdiction,  as  of  Jan.  1,  1968,  and  that 
Together  will  be  sent  to  all  Central 
Advocate  subscribers  beginning  with 
the  February  issue. 

In  another  action,  the  Coordinating 
Council  requested  the  editorial  direc¬ 
tor  of  general  church  periodicals,  Dr. 
Ewing  T.  Wayland  of  Park  Ridge,  Ill., 
to  convene  the  editors  of  general  pe¬ 
riodicals  to  “construct  guidelines  of 
publications  policy  which  would  pre¬ 
vent  overlapping”  and  that  their  find¬ 
ings  be  reported  at  the  council’s  next 
meeting. 

This  action  was  prompted  by  a 
motion  from  the  council’s  Committee 
on  Publications  Policy,  which  noted 
that  it  had  “observed  that  there  is 
duplication  of  hews  coverage  and  edi¬ 
torial  content  in  the  general  publica¬ 
tions.” 
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JUDGE  J.  NILAS  YOUNG  of  Eunice 
was  guest  speaker  in  Opelousas,  Nov. 
28,  when  the  Men’s  Club  of  Louisiana 
Memorial  Methodist  Church  held  lad¬ 
ies’  night.  The  Rev.  Fred  O.  Shirley  is 
pastor. 

CHAPLAIN  JOE  PICKETT  of  the 
U.S.  Veterans’  Hospital,  spoke  to 
Methodist  Men  of  First  Church,  New 
Orleans,  on  Nov.  17.  He  told  of  his 
experiences  as  a  chaplain  and  des¬ 
cribed  the  needs  for  religious  literature 
among  servicemen  in  Vietnam.  The 
Rev.  Clyde  S.  Clark  is  pastor  at  First 
Church. 

SPECIAL  GUESTS  in  Trinity  Church, 
Ruston,  on  Nov.  19  were  members  of 
the  Ruston  Chamber  of  Commerce 
Board  of  Directors  and  their  families. 
The  Rev.  Douglas  L.  McGuire  is  pas¬ 
tor. 

AN  ORGAN  CONCERT  was  given  in 
Reily  Memorial  University  Church, 
Baton  Rouge,  Nov.  15,  by  William 
Whitehead,  one  of  the  foremost  or¬ 
ganists  in  the  country.  He  is  an  As¬ 
sociate  of  the  American  Guild  of  Or¬ 
ganists,  and  is  on  the  faculty  of 
Westminister  Choir  College  in  Prince¬ 
ton,  N.  J.  His  early  training  was  re¬ 
ceived  in  Texas,  and  he  attended 
Baylor  University  and  the  University 
of  Oklahoma  before  studying  at  the 
Curtis  Institute  of  Music  in  Philadel¬ 
phia. 

JEFFERSON  CHURCH,  Baton 
Rouge,  has  completed  an  addition  to 
the  parking  lot.  Additional  space  was 
made  necessary  by  the  rapid  growth 
of  the  congregation.  The  new  area  was 
used  for  the  first  time  on  Sunday, 
Nov.  19.  The  Rev.  Robert  H.  Wind¬ 
sor  is  pastor. 

FOUR  CHURCHES  of  the  New  Or¬ 
leans  uptown  area  are  combining 
forces  to  set  up  a  cooperative  effort 
for  senior  citizens.  They  are  Napoleon 
Avenue  Methodist,  First  Evangelical, 
U.C.C.,  Church  of  the  Annunciation, 
and  First  Presbyterian.  Howard  C. 
Goetz,  chairman  of  the  Department  of 
the  Aging,  for  the  Greater  New  Or¬ 
leans  Federation  of  Churches,  is  re¬ 
source  leader  in  their  planning. 

A  FINANCIAL  GOAL  of  $190,000 
has  been  set  by  Methodists  of  Uni¬ 
versity  Church,  Lake  Charles,  where 
the  Rev.  Merlin  W.  Merrill  serves  as 
pastor.  The  budget  has  been  set  at 
$130,000,  part  of  which  includes  debt 
retirement.  The  additional  $60,000  is 
sought  in  three-year  pledges  to  provide 
an  all-purpose  building  for  church 
school. 

RAYVILLE  METHODIST  MEN  en¬ 
joyed  a  squirrel  mulligan  on  Nov.  15. 
Men  from  Delhi  Methodist  Church 
were  guests.  The  Rev.  John  Koelemay, 
promotional  director  of  the  new  Meth¬ 
odist  Hospital,  New  Orleans,  was 
guest  speaker  at  Rayville,  Sunday 
morning,  Nov.  26.  The  Rev.  A.  A. 
McKnight  is  the  Rayville  pastor. 
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A  COUNSELING  PROGRAM  for  al¬ 
coholics  and  members  of  their  families 
is  being  held  in  Southside  Methodist 
Church,  Monroe,  on  every  other  Thurs¬ 
day,  from  2:30  to  4:30  p.m.  This  is 
being  conducted  by  William  Tarver, 
who  also  spoke  from  the  Southside 
pulpit  to  older  youth  and  adult  classes 
at  9:30  a.m.  Nov.  19,  concerning  the 
effects  of  alcohol.  The  Rev.  Lea  Joy¬ 
ner  is  the  pastor. 

THE  LAKE  CHARLES  District  MYF 
met  in  Simpson  Methodist  Church 
Monday,  Nov.  20.  The  Rev.  Henry 
Blount,  pastor  of  Welsh  First  Church, 
spoke  on  “Risking  Our  Faith”.  The 
MYFund  and  the  new  youth  literature 
were  discussed.  Host  pastor  was  the 
Rev.  Roy  E.  Mouser. 

PONCHATOULA  Methodists  will  be 
privileged  to  hear  in  their  own  sanctu¬ 
ary  the  choir  from  Broadmoor  Meth¬ 
odist  Church,  Baton  Rouge,  Dec.  3. 
The  guest  singers  will  present  Handel’s 
“Messiah”  at  the  evening  hour.  The 
Rev.  Jack  Winegeart  is  the  Poncha- 
toula  pastor. 

THE  ANNUAL  YOUTH  Activities 
Week  in  Trinity  Church,  Alexandria, 
was  held  at  the  customary  time, 
Thanksgiving  week.  The  subject  was 
“Youth  in  Changing  Times”.  Cathy 
Mier  directed  recreation.  Evening 
meals  were  prepared  by  the  Wesley 
Bible  Class.  On  Monday  evening  the 
group  attended  the  district  youth  rally 
in  First  Church,  Pineville.  The  Trinity 
pastor  is  the  Rev.  Byrl  Moreland. 

JOSE  CARLOS  DIAZ,  missionary  to 
Bolivia,  made  a  short  visit  in  Rayne 
Memorial  Church,  New  Orleans,  early 
in  November.  Members  of  Rayne 
Church  have  supported  his  work  in 
Montero  as  an  Advance  Special  for 
several  years.  Dr.  B.  A.  Galloway  is 
pastor  of  Rayne. 

PAUL  NEAL,  PRINCIPAL  of  Woss- 
man  High  School,  was  guest  speaker 
for  Methodist  Men  of  Southside 
Church,  Monroe,  on  Nov.  16.  Gene 
Boozer  is  program  chairman  for  the 
club  and  Charles  Pepper  is  president. 
The  Rev.  Lea  Joyner  is  pastor. 

W.  L.  SANDIFER  was  the  speaker  at 
the  breakfast  meeting  of  Methodist 
Men  in  Horseshoe  Drive  Church,  Alex¬ 
andria,  on  Sunday  morning,  Nov.  19. 
The  Rev.  Louis  L.  Coppege  is  pastor. 


25TH  ANNIVERSARY  NOTED 

The  Rev.  and  Mrs.  S.  P.  Emanuel 
of  Elton  were  honored  Sunday,  Nov. 
12,  at  a  reception  in  observance  of 
their  25th  wedding  anniversary  and  to 
commemorate  his  25  years  in  the 
Methodist  ministry.  The  social  was  held 
in  the  Elton  parsonage.  Several  min¬ 
isters  and  their  wives  from  neighbor¬ 
ing  towns  were  among  the  100  guests 
registering.  Guests  also  came  from 
Tangipahoa,  Kentwood,  Basile,  De- 
Ridder,  Lake  Charles,  Oberlin  and 
Eunice.  Mr.  Emanuel  is  pastor  of  the 
Elton  and  Basile  Churches. 


The  Rev.  and  Mrs.  S.  P.  Emanual,  at 
right,  are  pictured  in  Elton  with  Dr. 
and  Mrs.  Leonard  Cook,  district  super¬ 
intendent  and  wife  from  Lake  Charles. 
The  occasion  was  in  observance  of 
the  Emanuals’  25th  wedding  anniver- 
ary. 


THE  REV.  JACK  MIDYETT,  super¬ 
intendent  of  the  Methodist  Home  Hos¬ 
pital  in  New  Orleans,  was  a  guest  of 
the  Methodist  congregation  in  Le- 
compte.  He  presented  the  work  of  the 
home  at  the  morning  worship  service. 
Mrs.  D.  M.  Carlton  is  the  Hospital 
and  Homes  steward  for  Lecompte.  The 
Rev.  Robert  Galatas  is  the  pastor. 

GOLD  OFFERING  PLATES  were  re¬ 
cently  given  to  the  Claiborne  Church 
in  loving  memory  of  C.  A.  Peterson, 
a  member  of  the  Official  Board,  who 
passed  away  recently.  The  gift  was 
made  by  church  members.  The  Rev. 
D.  W.  Sandel  is  the  pastor. 

THE  WHITEHALL  CHURCH,  Rus¬ 
ton  District,  had  the  Rev.  Lloyd  E. 
Williams  of  Springhill  Methodist 
Church  as  guest  preacher  for  the  re¬ 
vival,  Nov.  5-9.  The  Rev.  Joe  H.  Rob¬ 
inson  is  pastor  at  Whitehall  and  Shon- 
galoo. 


DR.  H.  L.  JOHNS  Day  was  noted  by 
members  of  First  Church,  Monroe,  last 
Sunday.  This  was  in  appreciation  for 
Dr.  Johns,  retired  minister,  giving  his 
services  as  interim-pastor.  The  day 
was  also  the  last  day  for  the  congre¬ 
gation  to  worship  in  that  location,  after 
almost  70  years  there.  Saturday,  Dec. 
2  has  been  set  as  “moving  day”  to  the 
just  completed  church.  Dr.  Carl  Lueg, 
Sr.,  recently  appointed  to  the  First 
Church  pulpit,  is  expected  to  bring  his 
first  sermon  in  the  new  chinch,  Dec.  3. 

THREE  CLERGYMEN  were  guests  in 
the  pulpit  of  First  Methodist,  Ham¬ 
mond,  Sunday  evening,  Nov.  19.  Tell¬ 
ing  what  their  denominations  are  doing 
about  the  ecumenical  movement  were: 
Father  Ed  Conley,  pastor  of  the  Holy 
Ghost  Catholic  Church;  the  Rev.  Steve 
Martin,  pastor.  First  Presbyterian; 
Father  Rob  Johnson,  pastor  of  the 
Episcopal  Church  in  Ponchatoula. 
Methodist  ministers  of  Hammond  are 
the  Rev.  Alfred  M.  Brown,  and  the 
Rev.  Jack  Singleton,  associate. 

THE  REV.  BYRL  MORELAND, 
pastor  of  Trinity  Church,  Alexandria, 
was  the  speaker  at  the  Alexandria  Dis¬ 
trict  Methodist  Youth  Rally,  Nov.  20. 
His  subject  was  “Are  You  Willing  to 
Risk?”  Betty  Ann  Laningham  is  dis¬ 
trict  president.  The  rally  was  held  in 
First  Church,  Pineville,  where  the  Rev. 
Wilson  L.  Watson  serves  as  minister. 


THANKSGIVING  SERVICES 

THE  THANKSGIVING  PROGRAM 
of  the  D.M.A.  Club  of  First  Church, 
Lake  Charles,  featured  Lamar  Robert¬ 
son  singing,  accompanied  by  Don  Al¬ 
lured. 

VIDALIA  COMMUNITY  services 
were  held  at  the  Presbyterian  Church. 
The  Rev.  Odell  Simmons,  Methodist 
minister,  brought  the  message,  Nov. 
22. 

LISBON  METHODISTS  and  Rocky 
Springs  Baptists  held  a  united  service, 
Nov.  22.  The  Rev.  Bentley  Masingill 
was  the  preacher. 

THE  REV.  JEROME  CAIN  delivered 
the  Thanksgiving  sermon  at  the  union 
service  in  the  Houma  Presbyterian 
Church. 

THE  RUSTON  MINISTERIAL  Alli¬ 
ance  sponsored  the  union  service  in 
the  Episcopal  Church  of  the  Re¬ 
deemer.  The  Rev.  Donnard  Paulus,  of 
St.  Thomas  Roman  Catholic  Church, 
preached  the  sermon.  Special  music 
was  by  the  choirs  of  Grace  and  Trinity 
Methodist  Churches. 

THE  REV.  JOE  FOGLE,  associate 
minister  at  First  Church,  New  Orleans, 
gave  the  Thanksgiving  message  at  the 
family  service  in  that  church,  Wednes¬ 
day  evening,  Nov.  22. 

HARMONY  CHAPEL  ladies  were  in 
charge  of  the  service  when  their  church 
joined  with  members  of  the  Baptist 
chinch  for  Thanksgiving  program  on 
Sunday,  Nov.  19. 

THE  BROADMOOR  COMMUNITY 
of  Shreveport  held  the  Thanksgiving 
service  in  St.  Joseph’s  Catholic  Church. 


PAGE  FIVE 


7 i* 

Sunday  ScAaal 

By:  Alfred  A.  Knox 

LESSON  FOR  DECEMBER  10:  Can  There  Be  Peace  on  Earth? 


BACKGROUND  SCRIPTURE:  Micah  4. 

MEMORY  SELECTION:  He  shall  judge  between 
many  people,  and  shall  decide  for  strong  na¬ 
tions  afar  off;  and  they  shall  beat  their  swords 
into  plowshares,  and  their  spears  into  pruning 
hooks;  nation  shall  not  lift  up  sword  against 
nation,  neither  shall  they  learn  war  any  more. 
(Micah  4:3). 

AIM  OF  THE  LESSON:  To  gain  a  better  under¬ 
standing  of  the  conditions  which  must  be  brought 
to  pass  by  man  and  God  working  together  be¬ 
fore  there  can  be  attained  the  dream  of  peace 
on  the  earth;  to  gain  an  understanding  of  what 
the  prophet  Micah  has  to  say  on  the  subject 
and  to  inquire  as  to  the  relationship  between 
this  and  our  quest  for  peace  in  our  own  day. 
*  *  * 


Last  week  we  suggested  that  Micah  should  be 
called  a  major  prophet  instead  of  a  minor  prophet 
because  of  his  great  insights  and  some  of  the  out¬ 
standing  passages.  Last  week  our  lesson  was  built 
around  the  great  passage:  “What  doth  the  Lord 
require  of  you  but  to  do  justice,  and  to  love  kind¬ 
ness,  and  to  walk  humbly  with  your  God.”  (6:8) 
Today  our  central  theme  is  a  verse  of  equal  stature 
concerning  the  dream  of  peace:  “And  they  shall  beat 
their  swords  into  plowshares  ,and  their  spears  into 
pruning  hooks;  nation  shall  not  lift  up  sword  against 
nation,  neither  shall  they  learn  war  anymore.”  (4:3) 

Just  as  the  Book  of  Isaiah  contains  passages 
written  before  and  after  the  Exile,  we  find  evidence 
of  the  same  difference  in  dates  in  the  writing  of 
Micah.  This  means  that  more  than  one  prophet 
spoke  for  God,  but,  as  in  Isaiah,  this  should  make 
no  difference  at  all  in  our  help  from  the  book  and 
our  complete  faith  that  God  was  speaking  through 
the  authors.  Dr.  Harrell  F.  Beck  (International  Les¬ 
son  Annual)  says:  “Micah  4  and  5  is  a  small  collec¬ 
tion  of  oracles  affirming  the  prophetic  hope  for  a 
Messiah  and  a  messianic  age.”  He  also  says,  “This 
‘booklet  of  comfort,’  as  a  teacher  of  mine  once  called 
it,  begins  with  a  poem  on  universal  peace  (4:1-4) 
which  is  also  found  in  Isaiah  2:2-4.” 

There  is  no  doubt  that  the  words  of  our  scripture 
material  today  have  had  a  long  and  lasting  influence. 
When  Jesus  came,  early  Christians  saw  him  as  the 
herald  and  fulfillment  of  the  kingdom  of  peace  under 
the  rule  of  God.  We  continue  to  sing  his  praises  as 
the  “prince  of  peace,”  and  as  Christmas  approaches 
we  turn  naturally  to  the  portions  of  the  Old  Testa¬ 
ment  that  speak  of  peace. 

*  *  * 

THE  AGELESS  QUEST  FOR  PEACE 

Although  some  Christians  may  differ  about  the 
“things  that  make  for  our  peace,”  we  can  honestly 
say  that  we  have  never  seen  a  Christian  who  did 
not  long  for  peace.  Clearly  the  prophet  had  deep 
enough  insights  to  understand  that  “peace”  is  not 
defined  as  “the  absence  of  war.”  There  is  much 
more  to  it  than  that.  It  is  a  dream  that  has  survived 
since  the  time  of  Micah,  but  many  who  have  dreamed 
that  dream  have  had  little  idea  of  the  costs  they 
would  have  to  pay  in  surrendered  prejudices  and 
the  sharing  of  material  things  so  essential  to  the  im¬ 
plementation  of  that  dream. 


Clearly  the  ideas  delineated  by  Micah  and  Isaiah 
go  far  beyond  the  mere  cessation  of  war  and  the  ill 
feeling  that  it  engenders,  though  it  certainly  includes 
that.  One  has  defined  “peace”  as:  “that  wholeness 
which  results  from  moral  purity,  prosperity,  and 
obedience  to  the  will  of  God;  it  includes  a  sense  of 
prospering  and  the  absence  of  fear  and  mistrust.  It 
is  the  realization  of  a  close,  meaningful  relationship 
between  God  and  man.” 

Dr.  Charles  M.  Laymon,  in  International  Lesson 
Annual,  reveals  some  interesting  statistics  concern¬ 
ing  the  history  of  war  and  peace.  He  says:  “It  has 
been  estimated  that  there  were  only  227  years  of 
peace  while  there  were  3,130  years  of  war  from 
1496  B.C.  to  1861  A.D.  In  the  last  three  centuries 
there  have  been  more  than  286  wars  in  Europe. 
Peace  treaties,  which  have  been  in  excess  of  8,000 
since  1500  B.C.,  have  lasted  on  the  average  of  only 
two  years  each.” 

At  no  time  in  all  of  history  has  there  been  more 
concern  for  a  path  to  peace  than  right  now,  as  men 
and  women  of  every  faith  express  their  deep  feelings 
concerning  the  war  now  being  fought  in  Vietnam. 
This  is  why  the  question  which  is  the  subject  of 
today’s  lesson  is  most  timely  during  the  Advent  sea¬ 
son  this  year. 

*  *  * 

“SWORDS  INTO  PLOWSHARES  —  SPEARS 
INTO  PRUNING  HOOKS” 

The  verse  in  our  lesson  which  speaks  of  beating 
“swords  into  plowshares  and  spears  into  pruning 
hooks”  is  especially  significant  because  it  represents 
the  first  suggestion  in  the  Bible  of  disarmament  as  a 
path  to  peace.  Dr.  Rolland  E.  Wolfe  (Interpreter’s 
Bible)  says,  “The  second  couplet  is  the  first  brilliant 
call  for  disarmament  in  the  history  of  the  world’s 
thought,  it  remains  the  classic  of  all  time,  for  noth¬ 
ing  has  been  uttered  since  to  surpass  it  in  effective¬ 
ness.  This  gives  a  vision  of  the  parasitical  and  non¬ 
productive  implements  of  war  giving  way  to  the 
tools  of  well-being  and  construction.”  Dr.  Harold 
Bosley,  also  writing  on  Micah  in  Interpreter’s  Bible, 
says,  “A  world  at  peace  will  use  its  precious  metals 
for  implements  of  agriculture  rather  than  for  wea¬ 
pons.  War  and  the  preparation  for  it  will  no  longer 
obsess  the  mind  and  engage  the  energies  of  men. 

We  are  told  that  one  of  the  most  vicious  aspects 
of  a  war  economy  such  as  we  are  living  in  now  and 
have  been  living  in  almost  continuously  since  the 
outbreak  of  World  War  II  is  that  so  many  of  us  are 
afraid  of  what  would  happen  to  our  economic  situ¬ 
ation  if,  on  a  large  scale,  we  suddenly  were  called 
on  to  convert  all  our  factories  and  industries  now 
engaged  in  the  manufacture  of  the  tools  of  war  into 
the  making  of  tools  of  peace  only. 

In  one  of  the  Greek  comedies  of  Aristophanes 
an  aged  farmer  dodders  on  to  the  stage.  The  old 
man  is  weeping.  Both  his  plowing  oxen  have  been 
killed  in  a  recent  invasion,  and  he  and  his  family 
are  pitifully  hungry.  When  he  is  asked  what  he 
wants,  instead  of  asking  for  food  or  drink,  he  says 
that  what  he  would  like  more  than  anything  else 
would  be  a  “drop  of  peace”  poured  into  his  eyes. 
Truly  this  is  what  many  seek  in  our  time,  especially 
those  who  have  loved  ones  in  Vietnam. 

*  *  * 

MICAH  SPEAKS  ALSO  OF  INNER  PEACE 

Just  as  we  have  great  respect  for  this  passage 
which  we  study  today  because  of  the  dream  of  a 
day  when  nations  shall  not  be  at  war,  we  also  see 
therein  some  of  the  earliest  references  to  man’s  need 


for  inner  peace.  The  four-line  poem  which  is  our 
memory  selection  closes  with  a  picture  of  personal 
peace  and  security  which  this  new  era  promises  to 
the  individual.  Each  person  will  be  able  to  dwell  in 
his  humble  home  with  freedom  from  fear  and  mole¬ 
station.  The  phraseology  is  that  of  an  era  of  peace 
that  was  described  during  the  reign  of  Solomon  (I 
Kings  4:25).  Dr.  Wolfe  says,  “The  poem  about  the 
conversion  of  the  nations  to  the  ways  of  godliness 
is  one  of  the  most  challenging  in  the  Bible.”  The 
words  to  which  we  refer  are:  “They  shall  sit  every 
man  under  his  vine  and  under  his  fig  tree,  and  none 
shall  make  them  afraid,  for  the  mouth  of  the  Lord 
of  hosts  has  spoken.”  (4:4) 

How  much  we  all  long  for  that  combination  of 
circumstances  that  will  give  us  real  inner  peace  and 
security!  The  literature  of  all  the  world  is  filled 
with  the  expression  of  such  longings.  The  symbols 
of  security  and  peace  for  Israel  were  the  vine,  the 
fig  tree,  and  the  cistern.  It  is  frequently  objected  that 
this  condition  would  not  satisfy  man’s  restless  and 
activistic  nature.  Apparently  the  author  was  aware 
that  most  people  do  cast  their  dreams  of  peace  in 
terms  of  the  ability  to  pursue  the  ordinary  rounds 
of  life  without  interruption  and  without  anxiety. 
Most  of  those  who  have'  visited  Vietnam  tell  us  that 
this  is  the  sole  goal  of  the  average  citizen  of  that 
country.  He  has  lived  in  the  midst  of  warefare  for 
such  a  long  time  that  he  can  only  dream  of  sitting 
“under  his  own  vine  and  fig  tree.” 

)£  jj. 

“EACH  IN  THE  NAME  OF  HIS  OWN  GOD” 

Dr.  Bosley  says  that  4:5  is  easily  “the  most  ex¬ 
traordinary  verse”  in  this  section  of  Micah.  It  says: 
“For  all  the  peoples  walk  each  in  the  name  of  his 
god.”  This  seems  to  be  a  more  tolerant  spirit  than 
one  would  expect  from  a  Jewish  prophet.  It  stands, 
it  seems  in  direct  contrast  to  the  traditional  Hebrew 
Shema:  “Hear,  O  Israel,  the  Lord  thy  God  is  one 
God.” 

One  must  raise  a  serious  question  as  to  whether 
there  could  be  such  a  recognition  by  Israel  of  the 
gods  of  other  nations.  Actually,  the  Hebrews  ar¬ 
rived  at  their  position  of  strict  monotheism  after 
their  years  of  exile,  and  when  it  seemed  apparent 
that  only  a  strict  allegiance  to  Jehovah  as  the  one 
God  would  maintain  the  unity  so  essential  to  their 
survival. 

We  know  that  one  of  the  forces  that  is  contri¬ 
buting  to  the  erosion  of  religion  today  is  an  ex¬ 
treme  tolerance  that  says,  “What  you  think  is  right, 
is  right  for  you;  and  what  I  think  is  right,  is  right 
for  me.”  The  contemporary  world  is  asking  what 
is  wrong  with  that,  and  we  need  to  have  some  ready 
answers.  The  scientist  cannot  take  that  position  con¬ 
cerning  truth  and  neither  can  the  Christian. 

*  *  * 

RECOGNIZING  GOD’S  SOVEREIGNTY 

Micah’s  message  concerned  the  recognition  by 
nations  of  the  sovereignty  of  God  —  a  movement 
which  would  result  in  universal  peace.  In  his  case, 
the  rally  point  was  to  be  the  city  of  Jerusalem.  It 
was  altogether  appropriate  for  him  to  think  like 
this,  because  to  the  Hebrew  during  and  after  the 
Exile  Jerusalem  was  seen  as  the  center  of  the  uni¬ 
verse.  David  had  made  Jerusalem  the  capital  of 
the  world,  and  the  temple  had  been  erected  there. 
This  city  set  upon  a  hill  had  become  the  center  of 
all  Jewish  thought.  Its  very  existence  had  sometimes 
been  regarded  as  evidence  of  God’s  presence  and 
its  security  as  a  sign  of  his  power. 

In  our  day  we  have  come  to  think  of  certain 
other  cities  as  centers  of  the  movement  for  peace. 
During  the  period  between  World  War  I  and  World 
War  II,  Geneva  and  The  Hague  became  synonymous 
with  the  crusade  for  world  order.  Since  that  time, 
we  have  looked  to  New  York  and  the  United  Na¬ 
tions.  Meetings  of  the  representatives  of  the  nations 
working  in  conferences  to  settle  international  dif¬ 
ferences  are  contemporary  procedure.  We  still  try 
to  find  a  few  hours  each  time  we  are  in  New  York 
to  go  to  the  General  Assembly  and  listen  to  the  dis¬ 
cussions  that  are  taking  place  there.  We  must  come 
to  recognize  that  no  one  nation  can  run  the  world 
single-handedly,  particularly  in  view  of  the  modern 
potential  for  destruction. 

Micah’s  vision  of  the  future  must  become  a  pat¬ 
tern  for  today. 
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One  of  the  first  winning  tickets  recently  plucked 
from  the  New  York  State  Lottery  fishbowl  in  Albany 
was  made  out  to  “Bishop  Sheen,  World  Poor,  Ro¬ 
chester.”  Roman  Catholic  Bishop  Fulton  J.  Sheen 
of  Rochester  didn’t  buy  the  $1  ticket,  but  he  could 
be  the  winner  of  as  little  as  $150  or  as  much  as 
$100,000.  For  many  years,  until  his  appointment  as 
a  diocesan  bishop,  the  “world  poor”  was  his  main 
concern  as  director  of  the  U.S.  Office  of  the  Propa¬ 
gation  of  the  Faith. 

Apparently  some  admirer  of  Bishop  Sheen 
bought  the  ticket  in  his  name.  Diocesan  Chan¬ 
cellor  James  M.  Moynihan  said  that  to  the  best 
of  his  knowledge,  no  church  official  purchased 
the  ticket.  Told  that  there  was  a  possibility  that 
the  ticket  could  win  as  much  as  $100,000,  Fa¬ 
ther  Moynihan  said,  “I  hope  so— we  sure  need 
it.” 

Two  professors  of  Drew  University’s  School  of  The¬ 
ology  in  Madison,  N.  J.  have  resigned  in  protest 
of  failure  on  the  part  of  the  university  administra¬ 
tion  and  trustees  to  correct  what  one  of  them  called 
a  situation  “bringing  disgrace  upon  the  name  of 
Methodism.”  Resigning  effective  Jan.  31,  1968  were: 
Dr.  Franz  Hilderbrandt,  professor  of  Christian  tho 
ology,  and  Dr.  Karlfried  Froelich,  associate  profes¬ 
sor  of  church  history. 

Their  protest  was  in  relation  to  the  dismissal 
last  January  of  Dean  Charles  Wesley  Ransom,, 
and  the  continuation  since  that  time  of  Prof. 
Frederick  Shippey  as  dean.  The  dismissal  of 
Dean  Ransom  followed  administrative  misun¬ 
derstandings  between  him  and  President  Rob¬ 
ert  F.  Oxnam. 

Some  50,000  Christian  pilgrims,  reportedly  the  larg¬ 
est  number  in  history,  are  expected  in  Bethlehem 
for  the  celebration  of  Christmas.  For  the  first  time 
since  the  establishment  of  Israel,  a  large  number  of 
Christian  Arabs  who  are  Israeli  citizens  will  attend 
the  ceremonies.  While  Bethlehem  was  under  Jor¬ 
danian  rule,  only  a  limited  quota  of  these  Arab 
Christians  was  permitted  to  enter. 

Israeli  Christians  of  Jewish  origin  will  be  able 
to  attend  the  Christmas  celebration  in  Bethle¬ 
hem  for  the  first  time,  but  non-Christian  citi¬ 
zens  will  not  be  given  the  special  admission 
passes  which  will  be  needed  for  enty  into 
Bethlehem  on  Christmas  eve. 

A  retired  Lutheran  educator  recently  asserted  in 
Chicago  that  while  there  is  no  real  conflict  between 
science  and  the  Christian  faith  that  “there  may  be 
controversies  between  scientists  of  little  faith  and 
Christians  of  little  knowledge.”  Addressing  a  Luth¬ 
eran  Mission  Conference,  Dr.  Conrad  Bergendoff 
of  Rock  Island,  Ill.,  president-emeritus  of  Augus- 
tana  College  there,  said  Christians  have  failed  to 
reach  the  “heights  and  depths”  of  the  Scriptural 
truth  about  the  being  of  God  and  the  nature  of 
man. 


In  New  York,  Dr.  Frederick  M.  Morris,  rector 
of  St.  Thomas  Episcopal  Church,  announced 
that  an  invitation  to  resigned  Episcopal  Bishop 
James  A.  Pike  to  be  the  speaker  for  Holy  Week 
had  been  withdrawn  following  the  publicity 
concerning  the  bishop’s  relationship  to  spiri¬ 
tualism. 

Bishop  Hanns  Lilje  of  Hannover,  Germany,  told  a 
Lutheran  Reformation  rally  in  Chicago  that  criticism 
of  the  church  as  being  outdated  is  largely  un¬ 
founded.  At  the  same  time  he  called  for  a  re¬ 
newed  sense  of  responsibility  among  Christians  of 
the  Western  world. 


NEW  YORK  —  Three  volumes  containing  expres¬ 
sions  of  appreciation  from  armed  forces  chaplains 
were  presented  to  the  American  Bible  Society.  The 
messages  hailed  its  distribution  of  Scriptures  to 
servicemen.  Making  the  presentation  is  Dr.  A.  Ray 
Applequist  (left)  a  retired  chaplain  and  now  editor 
of  “The  Chaplain,”  published  by  the  General  Com¬ 
mission  on  Chaplains  and  Armed  Forces  Personnel. 
Accepting  for  the  ABS  is  Dr.  James  Z.  Nettinga, 
executive  secretary  for  national  distribution.  (RNS 
Photo) 


The  crew  of  the  Quaker  ketch  Phoenix, 
warned  not  to  try  at  this  time  to  deliver  medical 
and  surgical  supplies  to  North  Vietnam,  sailed 
from  Hong  Kong  on  Nov.  10  for  Danang, 
South  Vietnam,  with  $6,250  worth  of  medical 
equipment.  The  supplies  will  be  turned  over  to 
the  Unified  Buddhist  Church  and  the  Red  Cross 
of  South  Vietnam. 


Navajo  Indians  in  Arizona  have  donated  $25,- 
000  toward  construction  of  a  new  hospital  op¬ 
erated  by  the  Christian  Reformed  Church.  The 
Navajo’s  governing  Tribal  Council  voted  35-4  at 
its  recent  session  to  make  the  donation. 

Protestant  and  Roman  Catholic  theology  were  de¬ 
scribed  as  “in  a  shambles”  and  as  reaching  “a  ma¬ 
jor  level  of  befuddlement,”  by  Dr.  Albert  Outler 
of  Perkins  School  of  Theology,  as  he  spoke  recently 
at  the  third  annual  Faith  and  Order  Conference 
jointly  sponsored  by  the  Texas  Council  of  Churches 
and  the  Texas  Catholic  Conference.  In  declaring  this 
position,  Dr.  Outler  said  that  the  general  position 
which  provided  Protestant  theological  security  from 
the  end  of  World  War  I  until  sometime  between 
1955  and  1960  has  been  replaced  “by  the  cacophony 
of  voices  with  nothing  that  one  can  point  to,  except 
one’s  own  theology,  as  sound,  stable,  healthy  and 
hopeful  for  the  future.” 


In  Madrid,  Spain,  a  court  recently  fined  a 
Basque  priest  for  a  sermon  supporting  separa¬ 
tist  demonstrations  and  refused  an  appeal  by 
another  Basque  priest  who  was  fined  in  Septem¬ 
ber.  Father  Florentino  Arrizabalaga,  assistant 
at  St.  Euphemia  Parish  in  Bermeo,  near  Balbao, 
was  fined  the  equivalent  of  $422  for  a  sermon 
supporting  Basque  separatists  whose  demon¬ 
stration  was  broken  up  by  police  in  October. 


Dr.  Eugene  Carson  Blake,  general  secretary  of  the 
World  Council  of  Churches,  has  announced  that  the 
WCC’s  Fourth  Assembly  next  year  will  give  close 
attention  to  four  “major  gaps”  in  the  world  today 
which  must  be  confronted  by  the  Christian  church. 
Speaking  before  a  Midwest  Ecumenical  Symposium 
in  Dubuque,  Iowa,  he  said  the  four  gaps  are:  those 
between  young  and  old  people,  between  the  old  and 
the  new,  between  the  rich  and  the  poor,  and  be¬ 
tween  men  and  women.  Theme  of  the  symposium 
was  the  same  as  that  of  the  WCC  assembly  to  be 
held  in  Upsala,  Sweden  —  “Behold,  1  Make  Al\ 
Things  New.” 

In  London,  a  leading  British  evangelical,  Dr. 
Marty n  Lloyd- Jones  charged  that  the  Roman 
Catholic  Church  has  changed  for  the  worse 
since  Martin  Luther  and  that  ecumenism  is  trav¬ 
eling  in  the  direction  of  Rome.  In  his  speech 
before  the  British  Evangelical  Council  in  crowd¬ 
ed  Westminster  Chapel,  of  which  he  is  minis¬ 
ter,  Dr.  Lloyd- Jones  said:  “No  church  has  a 
clearer  or  more  consistent  record  of  assertion 
of  the  authority  of  Scripture  than  the  Roman 
Catholic.  Yet  no  church  has  more  blatantly  or 
successfully  thwarted  the  Bible  in  the  free  exer¬ 
cise  of  its  authority.” 

A  VISTA  volunteer  preached  her  own  unscheduled 
sermon  in  Nashville,  Tenn.,  pleading  the  case  for 
the  local  poor  following  a  message  by  the  Episcopal 
Bishop  of  Tennessee  urging  members  of  Christ 
Church  to  “feed  the  sheep”  in  India,  Liberia  and 
Puerto  Rico.  After  Bishop  John  Van  Der  Horst  had 
finished  his  sermon,  Miss  Priscilla  Cleveland  stepped 
before  the  congregation.  After  complimenting  the 
bishop’s  sermon  asking  for  pledges  to  feed  the  hun¬ 
gry  overseas,  she  said:  “But  we  don’t  have  to  go 
that  far.  There  are  sections  of  our  own  city  which 
I  doubt  most  of  you  have  ever  seen — sections  like 
the  one  where  I  have  been  living.” 


In  London,  the  64-year-old  director  of  Chris¬ 
tian  Aid  became  the  first  woman  to  deliver  a 
sermon  from  the  pulpit  of  famed  centuries-old 
St.  Paul’s  Cathedral  in  the  heart  of  London. 
Miss  Jacet  Lacey,  who  spoke  to  the  Angelican 
congregation  on  world  poverty,  was  one  of  a 
series  of  speakers  to  mark  the  21st  anniversary 
of  the  interdenominational  Christian  Action 
organization. 


Church  leaders  in  Nashville,  Tenn.  have  warned 
that  riots  in  the  Negro  community  of  the  city  are 
inevitable  if  the  state  proceeds  with  plans  to  build 
an  inter-state  highway  through  a  predominantly 
Negro  part  of  the  city.  The  Rev.  Baxton  Bryant;, 
head  of  the  Tennessee  Council  on  Human  Rela¬ 
tions,  referred  to  a  controversy  over  the  location: 
of  a  segment  of  Interstate  40,  linking  Memphis  and 
Knoxville. 


Virginia’s  Baptists  have  followed  the  lead  ot 
their  colleagues  in  the  Kentucky  Baptist  Con¬ 
vention  in  allowing  schools  under  their  juris¬ 
diction  to  decide  for  themselves  whether  they 
will  accept  federal  funds.  This  is  a  significant 
step  in  that  Baptists  in  most  of  the  country 
have  strenuously  resisted  any  government  as¬ 
sistance  in  education  or  any  other  phase  of 
their  activities. 
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Lesson  Plan 

FOUNDATION  STUDIES  IN  CHRISTIAN  FAITH 

Unit  2:  GOD  WITH  US.  Lesson  1:  What  Has  Gone  Wrong?  Date:  December  3,  1967. 
Lesson  Aim:  To  help  group  members  develop  reasons  for  man’s  failure  to 
accomplish  the  purposes  which  God  intended  for  him. 

Time  Leader  Activity 

Room  Readiness:  Newspaper  headlines  revealing  sin,  misery  and 
crime  posted  on  tack  board.  R/P  4,  "Three  Sources  of  Exodus 
7:14-24,"  also  posted  on  tack  board. 


3  L  -  2  Introduction:  Call  attention  to  newspaper  headlines  which  reveal 

that  something  has  gone  wrong  in  our  lives .  Remind  group  members 
that  the  Bible  has  much  in  common  with  the  front  pages  of  our  news  - 
papers  (  S/B  15-16.) 

10  L  -  1  Explanation :  The  first  six  books  of  the  Bible  were  composed  from 
four  basic  source  documents  (J,  E,  P  and  D).  Explain  briefly  these 
documents  and  the  time  periods  to  which  they  belong  (S/B  18-20 
andS/R  3). 

8  L  -  3  Discussion:  (1)  How  does  the  story  of  Adam  and  Eve,  as  related  in 
Gen.  2:4b  -  3:24,  reveal  what  has  gone  wrong  with  man  (  S/B  23-25)7 
(2)  In  what  ways  is  the  Bible  like  the  daily  newspaper?  (3)  How 
does  the  Bible  story  of  Creation  compare  with  Rail’s  Account  in 
S/R  77 

4  L  -  2  Dialogue:  Have  two  members  read  Conversation  Two  from  "Six 

Conversations,  "  (R/P  3) 

7  L  -  1  Questions  and  Discussion: 

(1)  Why  was  each  person  so  sure  that  his  view  was  the  right  one? 

(2)  On  what  grounds  did  each  person  voice  his  opinion? 

(3)  How  can  we  judge  between  the  viewpoints  expressed  in  this 
conversation? 

5  L  -  3  Discourse  and  Summary:  There  are  some  elements  of  good  news  in 

the  story  of  Adam  and  Eve .  God  did  not  leave  them  to  perish  because 
of  their  disobedience.  Man  was  still  the  object  of  God's  loving  care. 
Human  life  may  be  hard  but  it  is  sustained  by  the  gracious  providence 
of  God .  The  good  news  is  that  God  has  not  accepted  the  bad  news  as 
the  last  word  about  our  human  history  (S/B  26-27). 

2  Forecast:  Next  Sunday,  Lesson  2,  "A  Stiff-Necked  People,  "  the  story 

of  the  Exodus . 

1  Benediction:  Last  two  paragraphs  of  S/R  7 . 


Outline  prepared  by 
Col .  Claude  E  .  Haswell 


WALKER,  SEREX  TO  LEAD 
YOUNG  ADULTS  AT 
RAYNE  MEMORIAL 

The  Young  Adult  Fellowship  of 
Rayne  Memorial  Methodist  Church  in 
New  Orleans  recently  elected  the  fol¬ 
lowing  new  officers  to  lead  the  group. 
They  are  ALLEN  WALKER,  Presi¬ 
dent;  DONALD  M.  SEREX,  Vice- 
President  -  Program  Chairman;  LOUIS 


SMITH,  Secretary;  JIM  MILLS,  Trea¬ 
surer;  MARTHA  SWANSON,  Social 
Chairman. 

The  group  is  an  inter-denominational 
fellowship  of  Young  Adults  which 
meets  each  Sunday  evening  at  7:00 
P.M.  in  the  church  library  of  Rayne 
Memorial  Church,  3900  St.  Charles 
Avenue,  for  discussion  by  outstanding 
speakers. 

t 


1  from  Earl  B.  Emmerich 

How  to  observe 
Advent  in  the 
Church  School 

Sometimes  we  need  to  ask  ourselves 
some  simple  questions  concerning  the 
observance  of  Advent  in  our  Church 
School  classes.  Do  we  see  this  season 
primarily  as  a  time  for  parties,  gift 
giving  and  receiving,  and  even  Santa 
Claus?  We  may  not  have  any  quarrel 
with  any  of  these  observances,  but  if 
we  fail  to  give  the  essential  theological 
significance  to  Advent,  we  fail  in  one 
of  the  most  important  tasks  as  teachers 
interested  in  Christian  Education. 

What  is  Advent?  This  is  a  question 
that  should  be  asked  of  ministers  in 
order  that  teachers  may  have  a  clearer 
understanding  of  Christ’s  coming.  We 
may  list  some  of  the  areas  that  have 
traditionally  been  associated  with  Ad¬ 
vent,  such  as  a  time  for  studying,  the 
preparation  for  Christ’s  coming  in  the 
Old  Testament.  Also,  Christ’s  coming 
has  been  associated  with  the  judge¬ 
ment,  “He  is  like  a  refiner’s  fire.”  It 
has  been  a  time  for  looking  at  the 
teachings  of  the  second  coming  of 
Christ.  It  has  been  thought  of  in  terms 
of  Christ’s  continually  coming  as  the 
“Word  in  Flesh”  made  incarnate  in 
our  lives.  The  season  of  Advent  is  a 
time  for  mankind  to  “Behold  his  God” 
who  became  Man  and  dwelt  among 
us.  With  a  proper  understanding  of 
Advent,  the  Christmastide  can  and 
should  be  more  meaningful  to  all 
Christians. 

Pastors  with  theological  background 
are  usually  well  equipped  to  assist 
teachers  in  their  understanding  of  Ad¬ 
vent.  Too  often  we  are  foolish  enough 
to  feel  we  know  all  there  is  to  the 
story  of  Advent.  We  are  acquainted 
with  the  customs  of  our  day.  We  sub¬ 
stitute  little  sentimental  stories  for  the 
essential  message  of  the  Gospel  of 
God’s  coming  to  earth. 

Merely  protesting  commercialization 
of  Christmas  is  a  negative  reaction. 
Why  not  have  a  worker’s  conference 
that  seeks  to  deepen  the  whole  Church 
School  with  a  new  understanding  of 
Advent.  If  your  pastor  cannot  do  this, 
he  will  be  able  to  secure  help  from 
others. 

t 


Bob  Cutrer,  Church  School  super¬ 
intendent  of  Hodge  Methodist 
Church,  is  shown  presenting  a 
Bible  to  Joey  Bryan,  who  recent¬ 
ly  completed  a  five-year  period 
of  perfect  attendance.  The  Rev. 
Dell  Durand,  pastor,  left,  holds 
the  attendance  pin  for  presenta¬ 
tion  to  Joey. 


A  NECESSARY  BOOK  FOR 
PASTORS  AND  CHRISTIAN 
EDUCATORS 

Possibly  no  book  is  on  a  higher 
priority  listing  as  a  must  for  those 
teaching  in  training  schools  and  guid¬ 
ing  the  educational  program  of  the 
Church  than,  “Leading  A  Group”  by 
Dorothy  LeCroix  Hill.  This  book  was 
newly  prepared  this  past  year.  It  is 
called  a  Guide  for  Preparation  in 
Teaching.  Every  Pastor,  Christian  Ed¬ 
ucator,  Director,  Educational  Assistant, 
Church  School  Superintendent  and 
those  directing  the  work  at  the  local 
level  should  read  this  book.  Its  96 
pages  are  designed  for  developing  the 
leadership  potential  in  the  Church.  It 
helps  to  make  clear  the  difference  be¬ 
tween  leaders  who  are  agents  of  change 
and  those  who  are  transmitters.  It  gives 
direction  for  work  with  groups  in  es¬ 
tablishing  goals.  You  may  secure  a 
copy  of  this  book  for  40c  from  the 
Service  Department,  P.  O.  Box  871, 
Nashville,  Tenn.  37202. 

f 


Scenes  at  the  first  anniversary  meeting  of 
the  New  Orleans  Interracial  Dialogue 
Group  at  Brooks  Methodist  Church,  Nov. 
16:  Left:  Mrs.  Warren  Orr,  St.  Luke's 


Methodist  Church,  and  the  Rev.  Ellis 
Slater,  Phillips  Memorial  Church;  Center: 
the  Rev.  J.  P.  Woodland,  St.  Luke’s;  Tom 
Bastine,  First  Church,  and  Mr.  Slater; 


Right:  The  MYF  of  Brooks  Church  served 
as  hosts  at  the  session. 
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Comment 

Recording  Secretary 

The  Twenty-seventh  Annual  Report  has  been  sent  to  all  conference 
and  district  officers,  and  the  local  presidents  of  every  Society  and  Guild. 
If  any  other  individual  would  like  a  copy,  there  are  a  few  available  for 
$1.00  each,  and  six  with  a  plastic  spine  for  $1.35  each,  which  may  be 
ordered  from  Mrs.  T.  E.  Hampton,  3102  Second  Ave.,  Lake  Charles, 
La.,  70601.  This  Report  represents  a  very  large  investment  of  time,  work, 
and  money.  It  is  intended  to  serve  as  a  reference  and  sourcebook  for  the 
officers  at  the  local,  district,  and  conference  levels,  and  any  other  member 
who  has  responsibilities.  Each  recipient  of  a  copy,  therefore,  has  a  respon¬ 
sibility  to  make  full  use  of  it,  to  circulate  it,  and  to  share  it  with  others 
who  might  make  use  of  it.  The  Annual  Report  Committee  would  welcome 
suggestions  for  making  the  next  Annual  Report  more  helpful  and  useable. 

It  is  suggested  that  women  who  did  not  attend  the  annual  meeting 
could  be  informed  about  the  business  that  transpired  and  the  spiritual 
blessings  received  there,  by  reading  the  Journal  section.  All  the  action 
taken  by  the  Conference  Executive  Committee  is  also  printed  in  the 
Report.  The  President’s  message  is  one  that  can  be  read  again  and  again 
— giving  new  food  for  thought  with  each  reading.  The  reports  of  the 
conference  officers  and  the  projects  in  this  conference  related  to  the 
Board  of  Missions  are  very  informative  and  give  an  insight  into  the  vast 
scope  of  the  work  of  the  Woman’s  Society  and  Guild.  The  complete  list 
of  missionaries,  deaconesses,  U.S.  2’s,  and  contract  works  from  Louisi¬ 
ana,  or  who  have  been  assigned  to  us,  serve  to  remind  every  Methodist 
Woman  of  her  responsibility  to  be  concerned  for,  pray  for,  and  keep  in 
touch  with  these  dedicated  people. 

This  Report  is  dedicated  to  you.  The  Local  Woman,  for  YOU  ARE 
THE  WOMAN’S  SOCIETY  OF  CHRISTIAN  SERVICE. 

Mrs.  T.  E.  Hampton, 

Recording  Secretary 
3102  Second  Ave., 

Lake  Charles,  La.  70601 


DIRECTORY  OF  MISSIONARIES 
Revised,  November,  1967 

The  following  is  a  list  of  World  Division  missionaries  assigned  to  the  Louisiana 
Conference.  Please  note  that  many  have  new  addresses.  Clip  and  save.  Remem¬ 
ber  them  at  Christmas  and  on  their  birthdays. 


MISS  ELMA  ASHBY  (R.  N.) 

Nyadiri  Mission,  P.  B.  636  E., 
Salisbury,  Rhodesia  (See  footnote*) 
MR.  AND  MRS.  PATTERSON  BENNER 
No.  1,  116,  6  Chome 
Aoyama  Minami-cho 
Minato-ku,  Tokyo,  Japan 
MISS  DORETHA  BROWN 


BIRTH  DATE 
RHODESIA  —  Fb.  25 


JAPAN  —  Feb.  25  (Mr.) 

June  30  (Mrs.) 


LIBERIA  —  Oct.  18 


c/o  College  of  West  Africa 
Ganta  Mission,  Box  1010 
Monrovia,  Liberia 

MISS  MARGARET  WADE  CAMPBELL  MEXICO  —  Oct.  1 

Mariano  Escobedo  291 
Colonia  Anahuac 
Mexico  17,  D.  F.,  Mexico 

DR.  VELA  CLEVELAND  INDIA  —  April  12 

c/o  Ellen  T.  Cowen  Memorial  Hospital 
Kolar,  Mysore  State,  India 

MR.  AND  MRS.  JOHN  HOLMES  (INDIA)  —  Feb.  10  (Mr.) 

(Leave  of  Absence)  April  6  (Mrs.) 

9403  Fulton  Drive 
Whitmore  Lake,  Michigan  48189 

THE  REV.  AND  MRS.  MELVIN  RAY  HOLT,  PHILIPPINES— July  2  (Mr.) 
Aduas,  Cabanatuan  City  Dec.  21  (Mrs.) 

Nueva  Ecija,  Philippines 

THE  REV.  AND  MRS.  DAVID  LOWRY  (CHILE)  —  March  5  (Mr.) 
(Furlough)  May  30  (Mrs.) 

1218  Dumont  Drive 
Richardson,  Texas  75080 

MR.  AND  MRS.  LARRY  G.  PLEIMANN  (CONGO)  —  Sept.  29  (Mr.) 
(Leave  of  Absence)  Feb.  8  (Mrs.) 

Box  22611,  University  Station 
Baton  Rouge,  Louiana  70803 

MR.  AND  MRS.  DONALD  SMALL  (MALAYSIA)  —  June  29  (Mr.) 
(Leave  of  Absence,  Dec.  ’67)  Oct  2  (Mrs.) 

108  Hawk  Hall 


Southern  Methodist  University 
Dallas,  Texas  75222 

*Miss  Ashby  will  be  on  furlough,  leaving  Rhodesia  about  the  middle  of 
February.  She  plans  a  trip  to  the  Far  East  and  will  arrive  in  San  Fran¬ 
cisco  about  April  10. 


'Paye 


Members  of  the  John  Wesley  Church  Woman's  Society  in  New  Orleans  are  pic¬ 
tured  at  the  annual  outing  to  a  downtown  restaurant.  The  ladies  report  that  they 
are  proud  of  their  new  sanctuary  which  Louisiana  Methodists  helped  to  rebuild 
after  the  1965  Hurricane  Betsy. 


ECUMENICAL  COFFEE 

Ladies  from  various  churches  in  the 
city  of  Many  gathered  at  the  Many 
First  Methodist  Church  recently  for  a 
“coffee”.  This  fellowship  was  planned 
as  an  outgrowth  of  the  recent  study 
held  by  the  Many  Woman’s  Society 
members  of  the  topic  “That  the  World 
May  Believe.” 

Churches  represented  were  the  First 
Baptist,  Calvary  Baptist,  Nazarene, 
and  Roman  Catholic.  A  discussion  of 
Ecumenicity  was  held. 

The  Rev.  James  C.  Skinner  is  pas¬ 
tor  of  Many  Methodists. 

t 


CHURCH  WOMEN  UNITED  of 
Greater  New  Orleans  have  issued  the 
annual  call  for  one-pound  boxes  of 
homemade  candy  to  be  sent  to  patients 
at  Carville.  Boxes  should  be  turned 
in  to  local  churches  by  December  10. 


A  BAZAAR  will  be  held  Saturday, 
Dec.  2,  in  the  Heart  O’Bossier  Shop¬ 
ping  Center.  It  is  sponsored  by  the 
First  Methodist  Church,  Bossier  City. 
Proceeds  will  go  into  the  building  fund 
for  a  new  church.  W.  T.  Waller  is  in 
charge  of  arrangements  for  the  church¬ 
wide  bazaar. 


THE  REV.  AND  MRS.  JAMES  W.  SPITZKEIT 
P.  O.  Box  16,  Taejon,  Korea 
Methodist  Mission 

THE  REV.  AND  MRS.  CARLOS  A.  WELCH 
Leonard  Theological  College 
Jabalpur,  M.  P.  India 
MR.  AND  MRS.  CARL  WILLIAMS 
Casilla  1409 


KOREA  —  Dec.  9  (Mr.) 

May  30  (Mrs.) 

INDIA  —  Aug.  24  (Mr.) 

June  17  (Mrs.) 

BOLIVIA  —  June  6  (Mr.) 

Nov.  25  (Mrs.) 


La  Paz,  Bolivia 

MISS  CAROL  WOOD  (Special  Term  Worker)  KOREA  —  May  20 

Methodist  Mission 
Int’l  P.  O.  Box  1182 
Seoul,  Korea 

THE  REV.  AND  MRS.  BEN  YOUNGBLOOD  HAWAII  —  June  30  (Mrs.) 
1000  Beretania  Street 
Honolulu,  Hawaii  96814 


The  following  couples  are  assigned  to  other  conferences,  but  are  of  special 
interest  to  the  Louisiana  Conference,  as  Louisiana  is  the  home  conference, 
home  state,  or  birth  place  of  the  missionary  whose  name  is  in  bold  face. 


THE  REV.  AND  MRS.  DONALD  E.  BARNES  (CHILE)  —  June  18  (Mr.) 
7700  Spring  Valley  Road  March  1  (Mrs.) 

Dallas,  Texas  75240 
(Leave  of  Absence) 

MR.  AND  MRS.  LLOYD  DEWEY  RHODESIA  —  Aug.  5  (Mr.) 

Mutambara  Methodist  Center 
P.  O.  Mutambara 

MR.  AND  MRS.  HALL  DUNCAN  (SOUTH  AFRICA)  —  Jan.  27  (Mr.) 
102  Dickerson  Court 
Chapel  Hill,  N.  C.  27514 
(Leave  of  Absence) 

DR.  AND  MRS.  JAMES  R.  McCLENDON  (INDIA)  —  Jan.  5  (Mr.) 
c/o  Veteran’s  Hospital  July  21  (Mrs.) 

Kerrville,  Texas  78028 
(Leave  of  Absence) 

THE  REV.  AND  MRS.  H.  A.  TOWNSLEY  INDIA  —  July  31  (Mr.) 
4  Battery  Lane  Aug.  5  (Mrs.) 

Delhi  6,  India 

Please  correct  or  discard  your  old  Directory  of  World  Division  Mission¬ 
aries. 

Mrs.  Garland  Dean,  Conference  Secy.,  Missionary  Education  &  Service. 
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•  On  a  Wide  Circuit 


Some  thoughts 
on  birth-control 

by  W.  W.  Reid 

“The  stork  is  outrunning  the  plow,” 
is  the  rather  poetic  phrase  by  which  a 
church  conference  on  the  world’s 
future  food  supply  recently  summed 
up  the  situation.  But  the  handwriting 
now  appearing  on  the  wall  is  far  from 
being  poetry.  And  the  current  geo¬ 
metric  increase  in  the  world’s  popula¬ 
tion — an  increase  that  cannot  possi¬ 
bly  be  matched  by  increase  in  food 
production — gives  authorities  fear  that 
the  continuance  of  the  human  race 
upon  Earth  may  be  seriously  threat¬ 
ened. 

It  is  possible,  scientist  and  econo¬ 
mists  contend,  for  a  great  increase  in 
the  amount  of  food  now  grown  — 
thanks  to  improved  seeds,  better  breed¬ 
ing  of  livestock,  new  agricultural  equip¬ 
ment  and  technique,  and  enlarged  use 
of  fertilizers  and  pesticides.  But  even 
these  interactions  cannot,  they  say, 
meet  the  needs  of  the  new  billions  of 
people  that  medical  science  will  help 
bring  to  life  and  keep  alive  for  most 
of  a  century  in  company  years.  One 
conservative  estimate  is  that  the  food 
gap  confronting  developing  nations 
alone  within  the  next  eight  years  will 
reach  42,000,000  tons  per  year,  and 
within  two  decades  will  increase  to 
88,000,000  tons  per  year,  if  the  trends 
in  the  world’s  population,  its  food  pro¬ 
duction,  and  its  consumption  continue 
at  the  present  level.  Indeed,  it  is  not 
unrealistic  to  look  a  century  or  two 
ahead  and  see  the  human  race  dying 
from  starvation  if  these  trends  contin¬ 
ue.  The  stork  could  be  the  death  of  us! 

Since  an  endless  supply  of  food 
seems  improbable  for  an  unlimited  hu¬ 
man  race,  we  are  faced  with  only  two 
alternatives  to  extinction  from  this 
planet.  Either  we  will  have  to  limit  the 
population  of  Earth  before  it  is  born, 
or  we  will  face  wars  (or  other  forms  of 
extermination)  when  the  bom  become 
victims  of  a  struggle  for  survival.  This 
latter  would  be  the  sorriest — and  the 
last — page  in  human  history.  From  any 
consideration  of  the  situation,  some 
form  of  control  before  birth  (before 
life)  would  seem  the  most  reasonable 
and  logical  answer. 

I  know  that  a  segment  of  the  Chris¬ 
tian  church  has  serious  religious  and 
conscientious  objection  to  the  granting 
of  permission  for  its  members  to  re¬ 
ceive  birth-control  information,  and 
that  there  are  “doctrinal  injunctions 
against  the  use  of  chemical  or  mechan¬ 
ical  contraceptives.”  But,  when  faced 
with  the  alternatives  to  pre-natal  con¬ 
trol  of  population,  I  can  find  little  in 
the  realms  of  logic  or  of  Scripture  upon 
which  to  continue  such  serious  oppo¬ 
sition  to  planning  for  the  future  well¬ 
being  of  mankind.  And  now,  before 
new  unneeded — and  perhaps  unwanted 
—  billions  come  onto  Earth  —  is  the 
time  to  say  “No!”  or  “We  have 
enough!”  Today — not  ten  years  from 
now — is  the  time:  birth-control  cannot 
be  made  retroactive  if  we  “someday” 
decide  we  cannot  feed  all  we  have! 

And  I  can  see  little  logic  in  a  Church 
that  exercises  a  form  of  birth-control 
by  demanding  that  its  priests  be  celi¬ 
bate,  while  encouraging  its  members  to 
raise  large  families  and  denying  their 


the 


British 


_ scene 

by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 


For  a  long  time  that  game  which 
must  seem  very  strange  to  Americans, 
Association  football  has  been  the  pride 
of  this  country.  Unlike  American  foot¬ 
ball,  it  is  played  with  only  eleven  men 
on  a  side,  there  is  no  handling  of  the 
ball,  and  until  very  recently  no  sub¬ 
stitutes  in  the  case  of  injury  were  al¬ 
lowed. 

It  has,  in  fact,  invaded  America 
during  the  current  season,  and  per¬ 
haps  the  World  Cup  series  which  was 
won  by  the  England  team  has  been 
partly  responsible  for  its  increasing 
popularity  in  the  States.  That,  how¬ 
ever,  is  not  my  reason  for  talking  about 
it  this  week. 

When  I  said  that  the  game  was  the 
pride  of  this  country,  I  meant  that  it 


laity  the  right  to  determine  family  size. 
One  could  make  a  case  that  by  thus 
controlling  and  denying  families  to  its 
priests  and  nuns  —  usually  men  and 
women  of  the  highest  moral,  spiritual, 
and  ethical  dedication  —  the  Church 
has  to  some  degree  not  permitted  its 
best  minds  and  spirits  to  make  their 
contribution  to  oncoming  generations: 
and  mankind  is  the  poorer  for  it.  Let 
us  hope  that  it  will  not  now  force  its 
members  to  add  to  the  world’s  hunger' 
and  suffering  by  bringing  too  much 
new  life  into  some  dreaded  struggle. 
There  are  those  who  point  out  the 
“waste”  of  human  life  and  personality 
through  any  form  of  birth-control  — 
pointing  out  specifically  that  often  it 
has  been  the  twentieth  or  the  twenty- 
first  child  in  a  family  who  has  been 


originated  here,  and  for  long  years  the 
supremacy  of  British  sides  was  the 
admiration  of  many  people.  I  say 
“British”  sides,  because  Wales  and 
Scotland,  as  well  as  Northern  Ireland 
have  all  produced  their  stars  in  this 
respect. 

But  during  the  past  couple  of  foot¬ 
ball  seasons  or  so,  a  disturbing  ele¬ 
ment  has  crept  into  the  game.  There 
has  been  an  outburst  of  violence  both 
on  and  off  the  field.  Players  are  suf¬ 
fering  long  suspension  periods,  and 
clubs  are  being  fined.  Attacks  have 
taken  place  on  referees,  and  the  threat 
of  crowds  getting  completely  out  of 
hand  has  been  accompanied  by  hoo¬ 
liganism  and  damage  after  games  have 
been  played. 


the  “great,”  the  one  making  the  best 
contribution  to  society.  For  example, 
there  is  John  Wesley:  “how  much 
poorer  we  would  all  have  been  without 
this  twenty-first  child!”  (It  may  well 
be  that  the  “great”  comes  from  more 
mature  parents  rather  than  because  in 
a  late  place  in  the  family  line.)  Against 
this  argument,  of  waste,  we  must  con¬ 
sider  the  “waste”  among  vegetable  life, 
among  fishes,  among  many  other  forms 
of  animal  life  —  all  God’s  creation  — 
the  few  who  mature  from  the  many 
spawned.  The  philosopher  has  it,  “God 
produces  many  embryonic  individuals 
so  a  species  may  continue  to  live.”  Yes, 
and  only  those  who  can  come  into  the 
best  environment  can  make  any  lasting 
contribution  to  the  species.  It  is  no  dif¬ 
ferent  with  man. 


*4  4,  TVUkcm, 

by  Charles  A.  Stuck/Lay  Evangelist 


One  University  is  investigating  the 
psychological  factors  in  the  situation. 
A  T.V.  Company  has  been  prevented 
from  filming  an  arranged  scene  of  vio¬ 
lence  in  the  ground  of  one  of  our  lead¬ 
ing  clubs,  in  case  the  fictional  scene 
sparked  off  real  violence;  and  the  Ref¬ 
erees  Association  has  even  threatened 
to  withdraw  its  members  —  a  move 
which  would  paralyse  the  game  alto¬ 
gether. 

This  is  a  serious  situation  for  what 
is,  after  all,  intended  to  be  a  sport. 
Great  concern  is  being  expressed  by 
pundits  and  players  alike. 

What  is  the  cause?  Some  people 
think  that  the  vast  amounts  of  money 
which  are  now  involved  in  professional 
football  are  responsible  for  putting  un¬ 
due  pressure  on  players.  Some  people 
try  to  write  the  whole  thing  off  as 
the  irresponsible  behavior  of  the  few 
(though  the  problem  is  too  widespread 
for  this  to  be  the  case).  Others  see  the 
influence  of  South  American  and  Con¬ 
tinental  tactics  as  the  key  to  the  situa¬ 
tion. 

Certainly  there  is  a  real  threat  to 
the  great  national  game  of  Britain,  and 
it  is  a  part  of  the  British  Scene  which 
is  not  at  all  pleasant. 

*  *  * 

DEVALUATION? 

The  great  crisis  in  financial  affairs 
which  has  been  emphasised  during  the 
week  that  I  am  writing  this  particular 
note  is  making  big,  black  headlines. 
Is  this  simply  the  fault  of  a  Press  and 
Television  Service  which  is  putting  na¬ 
tional  problems  forward  into  the  minds 
of  the  public  at  too  quick  a  pace?  Or 
is  it  a  real  crisis?  Certainly  there  is  a 
real  crisis,  though  it  is  intensified  by 
the  hour-by-hour  and  blow-by-blow 
reports  which  flow  out  of  the  tele¬ 
vision  screen  and  Fleet  Street  at  a  tre¬ 
mendous  rate. 

At  the  bottom  of  the  problem  is 
the  plain  hard  fact  that  productivity 
does  not  match  the  nation’s  desire  for 
a  high  standard  of  living.  We  are  liv¬ 
ing  with  a  huge  Hire  Purchase  debt, 
estimated  at  a  thousand  million  pounds, 
and  the  plain  fact  that  we  cannot  go 
on  living  in  the  future  in  this  way. 

I  remember  forecasting  a  long,  hard 
winter  last  year  in  the  British  economy. 
It  will  have  to  be  a  harder  one  this 
year  if  we  are  going  to  get  the  economy 
on  to  anything  like  a  realistic  basis. 
It  is  certainly  not  enough  to  court 
the  Common  Market  in  Europe.  A  lot 

Please  turn  to  page  15 


HOW  YOUNG  IS  “TOO  YOUNG”? 

While  holding  a  revival  meeting  in 
a  Kansas  town  a  12-year-old  girl  told 
me  that  she  wanted  to  give  her  heart 
to  Christ.  But  the  mother  objected. 
The  daughter  was  “too  young”,  ac¬ 
cording  to  the  mother,  “To  know  what 
she  is  doing”.  And  in  spite  of  my 
pleas,  the  child  was  not  permitted  to 
make  that  important  step. 

Two  years  later  I  held  a  meeting  in 
the  same  church.  During  the  week  the 
same  mother  came  to  me  with  tears 
in  her  eyes.  “Please  pray  for  my  daugh¬ 
ter,  Brother  Stuck”,  she  begged.  “She 
is  lost  to  God”. 

This  tragedy  emphasizes  the  mistake 
that  many  parents  make.  And  it  is 
truly  a  tragedy.  When  a  boy  or  girl 
drifts  into  the  baffling  years  of  ado¬ 
lescence,  it  becomes  more  and  more 
difficult  to  interest  him  or  her  in 


Christ  and  the  church.  After  the  ado¬ 
lescent  graduates  into  the  late  teens 
without  a  Christian  commitment  it  is 
almost  impossible  to  persuade  him  to 
make  the  decision  for  Christ. 

Just  when  is  a  child  too  young  to 
know  God’s  love  and  Christ’s  compan¬ 
ionship?  Long  before  he  can  talk  he 
has  learned  the  meaning  of  the  par¬ 
ents’  love.  After  all,  is  one  ever  old 
or  wise  enough  to  understand  even  a 
fragment  of  the  mysteries  of  God  and 
Christ,  of  sin  and  salvation? 

I  accepted  Christ  at  the  tender  age 
of  nine.  Of  course  I  did  not  under¬ 
stand  all  of  the  meanings  of  that  step. 

I  still  don’t,  and  never  shall,  in  this 
life.  But  God  has  been  wonderfully 
kind  and  patient  to  show  me  the  way 
for  well  over  half  a  century. 

Certainly  children  should  be  able  to 
read  before  they  take  training  to  join 
the  church.  But  that  is  the  second  step. 


The  first  step  is  to  give  their  hearts  to 
Christ  and  to  begin  learning  from  par¬ 
ents  and  Sunday  School  teachers  and 
pastors  about  God  and  His  love.  The 
church  makes  a  mistake  if  it  attempts 
to  mix  Christian  profession  and  church 
membership  into  a  sort  of  “package 
deal”  in  which  the  person  cannot  tell 
the  difference.  The  two  steps  should 
be  separated.  Then  both  of  them  will 
mean  more  to  the  young  Christian. 
And  later  on  there  will  be  fewer  spir¬ 
itual  drop-outs. 

Jesus  said,  “Let  the  little  children 
come  to  me  .  .  .”  He  didn’t  place  any 
minimum  age  limit.  We  would  do  well 
to  follow  His  words  and  example.  Aft¬ 
er  all,  the  devil  reaches  for  them  at 
very  tender  ages.  At  least  we  should 
be  as  anxious  to  introduce  them  to 
Christ  as  the  devil  is  to  introduce  them 
to  his  evil  designs. 
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Roger  Hazelton,  A  THEOLOGI¬ 
CAL  APPROACH  TO  ART,  $3.50, 
Abingdon,  158  pp. 

Dr.  Hazelton,  professor  of  Christian 
theology  at  Andover  Newton  Theolo¬ 
gical  School,  is  one  of  the  leading 
theologians  who  undertakes  to  put 
some  foundations  under  and  reveal 
some  significance  in  art. 

He  develops  his  theological  analysis 
of  art  from  these  four  viewpoints:  art 
as  disclosure,  art  as  embodiment,  art 
as  vocation,  and  art  as  celebration. 

Indicating  his  feeling  that  there  is 
need  for  closer  rapport  between  faith 
and  art,  he  says:  “The  long-continued 
estrangement,  stretching  back  through 
most  of  the  modem  period,  has  atro¬ 
phied  the  Christian  imagination,  and 
has  tended  to  trivialize,  or  at  any  rate 
sterilize,  much  of  the  work  in  litera¬ 
ture  and  the  plastic  arts  especially.” 

One  of  the  great  affirmations  of  the 
book  is  this:  “The  mystery  which 
dwells  in  the  heart  of  Christian  faith 
is  too  vast  and  inexhaustible,  too  aus¬ 
picious  for  the  human  journey  to  be 
hobbled  and  crippled  any  longer  in 
dead  forms.  The  grandeur  of  God,  as 
Gerard  Manley  Hopkins  declared,  is 
forever  breaking  out  of  bounds  and 
paying  us  unexpected  visits.  To  tell  the 
old,  old  story  cannot  be  enough.  More 
urgent,  in  our  time  of  dearth,  is  the 
office  of  singing  a  new  song  unto  the 
Lord.  And  for  this  purpose  men  of 
great  or  little  faith  will  discover  in 
the  arts  of  contemporary  life  an  indis- 
pensible  incentive  and  resource  —  a 
garment  of  praise  in  exchange  for  the 
spirit  of  heaviness. 

t 


Dorothy  Clarke  Wilson,  HANDI¬ 
CAP  RACE,  $5.95,  McGraw-Hill, 
278  pp. 

Mrs.  Wilson,  who  has  distinguished 
herself  over  a  number  of  years  with 
her  religious  plays  and  novels,  has 
written  an  excellent  biography  of 
Roger  and  LaVerna  Arnett,  who  rose 
above  crippling  and  disabling  accident 
and  disease  to  build  a  life  for  them¬ 
selves  and  to  become  deeply  involved 
in  a  crusade  to  convince  other  dis¬ 
abled  persons  that  they,  too,  could 
have  an  abundant  life. 

Roger  was  an  outstanding  track 
star  at  a  Michigan  college  when  he 
was  injured  on  the  way  to  a  track 
meet  and  found  that  the  lower  portion 
of  his  body  was  paralyzed.  In  the 
thirties  people  knew  little  about  para¬ 
plegia,  and  he  began  an  endless  battle 
with  infection  and  other  effects  of  his 
condition. 

Despite  his  limitations,  he  married 
LaVerna,  who  had  been  handicapped 
by  polio.  Together  they  built  a  dedi¬ 
cated  life  in  which  they  found  room 
for  the  adoption  of  three  children. 

Roger  became  an  outstanding  breed¬ 
er  and  grower  of  gladioli  and  devel¬ 
oped  several  prize-winning  varieties. 
Not  content  with  these  accomplish¬ 
ments,  he  enlisted  in  a  crusade  to  bring 
hope  and  assistance  to  the  physically 
handicapped.  He  became  a  minister 
in  order  to  serve  them  better,  and  for 
many  years  has  carried  on  a  unique 
visitation  program  in  hospitals  and 
nursing  homes. 
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by  Gene  Herrington 


If  you  don’t 
I  ike  the  budget, 
why  didn’t  you 
submit 
your  ideas 
to  the  finance 
committee 
— in  writing. 


Major  Will  Pratt  of  the  British  Sal¬ 
vation  Army,  commenting  on  three 
recent  performances  of  Salvation  Army 
musicians  in  a  London  Playboy  Club: 
“The  point  about. the  Salvation  Army 
and  the  Playboy  Club  getting  together 
is  that  the  two  are  so  far  removed  that 
we  hope  to  shock  people  enough  so 
that  they  will  put  their  hands  in  their 
pockets  and  give  generously.” 

U  99 


Gov.  Nelson  A.  Rockefeller  of  New 
York:  “I  am  not  a  candidate,  I  do 
not  want  to  be  a  candidate,  I  do  not 
intend  to  be  a  candidate,  I  do  not 
want  to  be  president.” 

((  99 

Charles  Reilly,  executive  director  of 
the  National  Catholic  Council  Office 
for  Radio  and  Television,  saying  that 
he  did  not  condemn  the  showing  of 
adult  movies  on  television:  “This  de¬ 
velopment  affords  the  viewing  audi¬ 
ence  an  uncommon  opportunity  to 
make  known  its  likes  and  dislikes  in 
this  regard  as  well  as  in  others.” 

«(  9) 

Father  Quentin  Lauer,  S.J.,  com¬ 
menting  at  a  recent  Christian-Marxist 
dialogue  in  New  York:  “Who  differs 
more,  yet  who  agrees  better  than 
Christians  and  Marxists.  The  agree¬ 
ment  is  on  the  bettering  of  man  while 
the  disagreement  is  on  the  means  to 
accomplish  such  a  goal.” 

ft  99 

Mrs.  Clifton  Daniel,  daughter  of 
former  President  Harry  Truman,;  as 
she  received  for  him' a  citation  from 
the  National  Conference  of  Christians 
and  Jews:  “The  ecumenical  spirit  is 
very  fashionable  these  days.  It  was  not 
so  fashionable  four  decades  ago  when 
this  organization  was  first  conceived.” 

ft  99 


Dr.  Kenneth  Greet,  executive  sec¬ 
retary  of  the  Christian  Citizenship  de¬ 
partment  of  the  British  Methodist 
Church,  at  the  second  Methodist  Eu¬ 
ropean  Convocation  on  Social  Ques¬ 
tions:  “Change  is  evidence  of  God  at 
work  in  the  world.  The  Church  has 
a  vested  interest  in  change,  because  of 
its  belief  in  the  personal  experience  of 
changed  lives.” 

tf  99- 

The  Rev.  Stanley  P.  Gasek,  Ameri¬ 
can  Episcopal  priest  who  is  spending 
a  sabbatical  year  in  Rome  in  an  effort 
to  relate  non-Catholic  urban  America 
to  the  atmosphere  of  the.  Vatican; 
“Until  now,  everyone  representing  the 
Anglican  communion  at  the  Vatican 
has  spoken  with  a  British  ,  accent,  and 
Rome  seems  totally  unaware  of  the 
Episcopal  Church  in  America.” 

it  99 

Bishop  Thomas  A.  Fraser,  Episco¬ 
pal  Bishop  of  North  Carolina,  taking 
issue  with  a  resolution  of  the  North 
Carolina  Council  of  Churches  calling 
for  an  end  to  bombing  in  North  Viet¬ 
nam:  “A  statement  by  a  small  group 
of  local  church  people  on  an  interna¬ 
tional  problem,  the  scope  of  which  is 
confounding  and  confusing  for  the  best 
minds  in  our  country,  is  at  best  naive.” 
f 


'PtefrUf  ‘Pomoxcuko, 

by  Barbara  L.  Mulkey 

Among  the  favorite  quotations  of  both  the  late  President  John 
F.  Kennedy,  and  Dr.  Thomas  Dooley  before  his  death,  were  these 
lines  written  by  Robert  Frost  .  .  .  “The  woods  are  lovely,  dark  and 
deep,  but  I  have  promises  to  keep,  and  miles  to  go  before  I  sleep, 
and  miles  to  go  before  I  sleep.” 

WE  OF  THE  FAITH 

We  of  the  faith 

have  watched  from  our  mountain  top 
the  seething  discontent  of  an  angry  world, 
minds  distorted  by  hate, 

our  God  shamed  by  distrust  and  indifference, 
and  youth,  fanatic  and  the  defense  of  Power, 
their  supreme  god. 

We  of  the  faith 

must  come  down  from  our  mountain  top, 

join  the  frenzied  mass  of  humankind, 

mix  with  its  potion 

the  leaven  of  our  hope  and  love, 

calm  the  swirling  maelstrom 

and  dilute  its  poison. 

by  Nell  Sheets 

SERVANT 

Christ  took  a  towel 
Of  coarse  gray  linen, 

Then  knelt  and  washed 
The  dusty,  road-weary  feet 
Of  His  disciples. 

In  love  He  lost  identity; 

Becoming  one  with  those  He  served, 

He  made  His  life  complete. 

— by  Jewell  Kirby  Fitzhugh 
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"Man  of  the  Year" 
named  at  Munholland 

The  Men’s  Bible  Class  of  Munhol¬ 
land  Memorial  Methodist  Church, 
Metairie,  announced  at  its  meeting  on 
November  12  that  Jett  C.  Arthur,  Jr. 
had  been  named  “Man  of  the  Year.” 

Mrs.  Arthur  received  a  beautiful 
bouquet  of  red  roses  presented  by  Mal¬ 
colm  Fyfe,  class  president.  Fred  H. 
Carney  made  the  presentation  to  Mr. 
Arthur,  in  which  he  said: 

“Jett  C.  Arthur,  Jr.  was  born  in 
Hemphill,  Tex.,  completed  elementary 
and  high  school  there,  and  received 
his  bachelor  of  arts  degree  from 
Stephen  F.  Austin  State  College.  He 
later  earned  the  master  of  arts  degree 
from  the  University  of  Texas. 

“From  teaching  high  school  in  Tex¬ 
as,  he  came  to  New  Orleans  in  1941 
as  a  research  chemist  with  the  South¬ 
ern  Regional  Research  Laboratory. 

“He  was  commissioned  an  ensign 
in  the  United  States  Navy  in  May, 
1943,  and  after  training  at  Princeton 
University  and  MIT,  he  received  an 
assignment  as  staff  radar  officer  for 
an  LST  flotilla  in  the  Pacific.  He  par¬ 
ticipated  in  the  landings  at  Lingayen 
Gulf  and  Okinawa. 

“Active  in  the  Naval  Reserve,  Jett 
is  now  Lt.  Commander.  He  was  among 
the  first  scientists  selected  for  train¬ 
ing  in  the  Oak  Ridge  radiation  re¬ 
search  program,  and  now  directs  that 
division  of  Southern  Regional  Research 
Laboratory. 

“He  has  written  over  125  technical 
articles  that  have  been  published  in 
the  Encyclopedia  Americana,  the  En- 
cyclopedio  of  Polymer  Science  and 
Technology,  and  in  college  texts.  He  is 
a  section  editor  for  The  Journal  of 
Chemical  Abstracts. 

“He  was  a  featured  speaker  in  1962 
at  the  International  Atomic  Energy 
Agency  meeting  in  Vienna,  Austria. 
In  1964  he  spoke  to  the  Canadian 
Science  Seminar,  and  in  1965  at  an 
international  conference  on  Radiation 
at  Cardiff,  Wales.  In  1966  he  ad¬ 
dressed  the  International  Symposium 
on  Macromolecular  Chemistry  in 
Tokyo,  Japan,  where  he  served  as 
chairman  of  the  meeting.  In  1967  he 
spoke  to  the  North  Atlantic  Treaty  Or¬ 
ganization’s  Conference  on  Radiation 
at  Port  Merion,  Wales.” 

“A  PTA  president  for  two  years, 
Mr.  Arthur  was  given  an  honorary  life 
membership  in  the  Louisiana  PTA.  He 
received  in  1957  the  “Citizenship 
Award”  for  Boy  Scout  leadership  pre¬ 
sented  by  the  Mayor  and  City  Council 
of  New  Orleans. 

“At  Munholland  Memorial  Church, 
Jett  has  held  many  positions  from 
teacher  to  Church  School  superintend¬ 
ent.  He  is  presently  chairman  of  the 
commission  on  Christian  social  con¬ 
cerns  and  a  member  of  the  Official 
Board  and  serves  on  the  committees 
on  Christian  vocations,  good  literature, 
and  the  policy  committee,” 
t 


TV  and  radio  listeners  who  fail  to 
protest  banality  and  vulgarity  and  to 
praise  the  good  programs  can  expect  to 
receive  more  of  the  former. 


These  six  high  school  students  from  Guatamala,  who  were  visiting  in  Bas¬ 
trop  on  an  exchange  program  sponsored  by  the  Bastrop  Jaycees,  were 
guests  at  Memorial  Methodist  Church,  Bastrop,  for  the  November  Family 
Night.  Standing  with  the  group,  left,  are  Barry  Naff,  president  of  the  Me¬ 
morial  MYF,  and  the  Rev.  Abe  M.  Conerly,  pastor. 

- -Methodist  Personality - 


Randy 

The  November  16  issue  of  the 
Sabine  Index,  Many,  La.,  carried  an 
article  which  featured  James  Randal 
(Randy)  Martin,  an  outstanding  sen¬ 
ior  in  Many  High  School  and  a  leader 
in  the  MYF  of  Many  Methodist 
Church.  We  are  happy  to  print  ex¬ 
cerpts  from  that  article: 

“James  Randal  (Randy)  Martin,  son 
of  Mr.  and  Mrs.  James  Estess  Martin, 
Many,  could  be  called  an  All  Amer¬ 
ican  boy.  He  is  a  17 -year-old  senior 
at  Many  High  School.  He  plays  tackle 
for  the  Many  Tigers,  playing  on  both 
defense  and  offense. 

“Randy  also  takes  an  active  part 
m  FFA  in  which  he  has  served  as 
president  of  his  local  chapter  for  two 
years,  and  is  presently  state  vice-presi¬ 
dent  for  the  Future  Farmers  of  Amer¬ 
ica.  In  May  of  last  year  he  earned 
the  state  farmer’s  degree. 

“Randy  takes  an  active  part  in  the 
Many  Methodist  Church  and  the  MYF. 
He  is  treasurer  of  the  local  MYF  and 
is  also  secretary-treasurer  of  the  MYF 
sub-district. 

“He  has  been  one  of  the  most  val¬ 
uable  players  on  the  Many  Tigers  Foot¬ 
ball  Team  during  the  1967  football 
season.  His  schedule  may  appear  full, 
but  he  still  finds  time  to  take  an  active 
part  in  the  Sabine  Parish  4-H  Club. 

“He  says  that  he  enjoys  all  his  proj- 


Martin 

ects  but  the  one  which  brought  him  the 
most  pleasure  and  satisfaction  is  the 
dairying  project,  which  he  began  eight 
years  ago  with  one  registered  Hol¬ 
stein  heifer.  With  careful  selection,  he 
now  own  s  40  head  of  Holstein  dairy 
stock. 

“During  his  eight  years  of  4-H,  his 
dairy  project  has  earned  $23,000  which 
has  been  put  bac];  into  the  family  dairy 
operation  and  from  which  a  portion 
has  been  set  aside  for  his  college  edu¬ 
cation. 

“Hard  work  has  paid  off  in  money 
value,  but  also  in  helping  him  achieve 
an  eight-year-old  dream,  He  has  won 
an  expense  paid  trip  to  Chicago  to 
the  National  Dairy  Fact  Finding  Con¬ 
ference.  He  was  one  of  three  young 
men  who  flew  to  Chicago  for  this 
meeting  accompanied  by  Dr.  Bobby 
Kilpatrick,  dairy  specialist,  LSU  Co¬ 
operative  Extension  Service. 

“He  plans  to  enter  Northwestern 
State  College  upon  graduation  in  May, 
and  will  pursue  a  career  in  agricul- 


A  church  that  helps  to  dispel  the 
loneliness  in  a  human  heart  may  well 
have  saved  a  soul  from  death. 


INGLESIDE  GUILD 

Members  of  the  Wesleyan  Service 
Guild  of  Ingleside  Church  met  at  the 
home  of  Mrs.  W.  J.  Gussman  for 
the  November  meeting. 

The  program  chairman,  Mrs.  Mary 
Faulkner,  spoke  to  the  group  on 
“Thankfulness”.  Mrs.  Agnes  Eubanks 
gave  the  invocation. 

Mrs.  Verl  P.  Dykes,  president,  con¬ 
ducted  the  business  session,  and  Mrs. 
J.  P.  Bright  was  named  to  represent 
the  group  at  the  monthly  official  board 
meeting  of  the  church. 

It  was  announced  that  the  annual 
Christmas  party  of  the  group  will  be 
held  at  the  home  of  Mrs.  John  L.  Bag- 
ley  on  West  Belfair  Drive  December 
14  at  7:30  o’clock  in  the  evening. 
Secret  pals  will  be  revealed  at  this 
meeting. 

The  Christian  social  relations  chair¬ 
man,  Mrs.  R.  B.  Culpepper,  announced 
that  the  Baton  Rouge  District  Wes¬ 
leyan  Service  Guilds  will  have  a  “Cit¬ 
izenship  Brunch”  at  First  Methodist 
Church,  Baton  Rouge,  Jan.  21. 
t 

SLIDELL  LADIES  packed  cakes, 
candy  and  cookies  for  shipment  to' 
their  church  family  servicemen  over¬ 
seas. 

HORSESHOE  DRIVE  Methodists 
were  hosts  to  the  Alexandria-Pineville 
Church  Women  United  at  the  recent 
World  Community  Day.  Mrs.  A.  C. 
Avey  is  president  of  Church  Women. 
Mrs.  E.  W.  Hines  was  chairman  of 
the  day’s  observance. 

DR.  MITSUA  YOSHIMEKI,  a  visit¬ 
ing  professor  at  LSU  presented  the 
program  on  “A  Changing  Japan”  at 
the  November  meeting  of  the  Woman’s 
Society  of  First  Church,  Baton  Rouge. 

A  SILVER  TEA  was  held  in  South- 
side  Church,  Monroe,  to  benefit  the 
Methodist  Home  Hospital  of  New  Or¬ 
leans.  The  event  was  sponsored  by  the 
Hospital  and  Homes  Committee,  Mrs. 
Callie  Crow,  chairman. 

RODERICK  MILLER  spoke  on  “The 
Communist  Menace  —  the  Church’s 
Responsibility”  at  the  Nov.  13  meet¬ 
ing  of  Methodist  Men  of  Asbury 
Church,  Lafayette.  The  Rev.  George 
W.  Ross  is  pastor. 

JO  ANNE  LANE  led  the  study  on 
Japan  for  the  Wesleyan  Service  Guild 
of  David  Haas  Memorial  Church  irt 
Bunkie. 

t 


Now  that  '  The  Old  Rugged  Cross” 
has  been  included  in  the  new  Meth¬ 
odist  Hymnal,  we  trust  this  will  signal 
the  kind  of  rugged  cross-bearing  re¬ 
quired  of  Methodists  for  these  days. 


Greatly  enhancing  the  spirit  of 
Thanksgiving,  this  altar  piece 
was  presented  to  the  Methodist 
Children’s  Home  by  the  Rev. 
George  H.  Sherman,  Jr.,  pastor 
of  the  01 1  a  and  Tullos  Methodist 
churches. 
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Appreciation  for 
Dr.  Carl  Lueg 

Dear  Dr.  Lueg: 

The  Official  Board  and  members  of 
Trinity  Methodist  Church  would  like 
to  take  this  opportunity  to  extend  to 
you  their  most  humble  thanks  for  the 
innumerable  services  that  you  have  so 
unselfishly  rendered  for  us  as  our  Dis¬ 
trict  Superintendent. 

We  will  be  ever  grateful  to  you  for 
the  many  hours  and  days  of  your 
crowded  schedule  to  help  our  Church 
after  Hurricane  “Betsy.”  We  could  not 
possibly  have  repaired  and  restored  the 
Church  properties  to  it’s  present  con¬ 
dition  without  the  aid  given  by  you 
and  our  fellow  Methodists  through  the 
National  Board  of  Missions. 

We  accept  with  regret  the  loss  of  a 
devoted  Superintendent  and  pray  that 
health  and  happiness  be  with  you  and 
your  family  in  the  position  you  are 
about  to  assume. 

We  shall  remember  fondly  the  fel¬ 
lowship  with  you  and  your  family, 
and  sincerely  hope  that  you  will  feel 
welcome  to  come  visit  us  anytime  in 
the  future. 

May  God  be  with  you. 

Sincerely, 

Mrs.  Jess  F.  Speer 
Chairman  of  the  Official  Board 
Trinity  Methodist  Church 
Buras,  La. 

t 

VIVIAN  SENIOR  HIGH  MYFers 
enjoyed  a  World  Fellowship  progres¬ 
sive  dinner  party  on  Nov.  18.  The 
homes  visited  with  the  motif  of  food 
and  drink  native  to  various  countries 
were:  Mr.  and  Mrs.  Glen  Bryant,  South 
America;  Mr.  and  Mrs.  W.  B.  Rowe, 
Italy;  Mr.  and  Mrs.  Dick  McMillan, 
Mexico;  Mr.  and  Mrs.  Bill  Holbrook, 
Germany;  Mr.  and  Mrs.  Owen  Claw¬ 
son,  United  States.  The  Rev.  Stone 
Caraway  is  the  pastor. 

A.  L.  CROWSON,  principal  of  the 
Vivian  Junior  High  School,  was  the 
guest  speaker  at  the  Nov.  17  meeting 
of  Vivian  Church  Methodist  Men. 
Hardy  Fox  is  president  of  the  group. 
The  Rev.  Stone  Caraway  is  pastor. 


This  is  the  cover  of  the  study 
book  for  the  second  quarter  in  the 
new  adult  curriculum  which  Meth¬ 
odist  adults  classes  will  begin 
using  next  Sunday. 


Elysian  Fields 

social  concerns  project 

On  Sunday  night,  November  19,  the 
Commission  on  Social  Christian  Con¬ 
cerns  of  Elysian  Fields  Church  in  New 
Orleans  sponsored  the  first  in  a  planned 
series  of  churchwide  sessions  on  social 
problems  of  interest  to  the  member¬ 
ship. 

Topic  of  the  first  meeting  was 
“What  Has  To  Be  Done  on  Sudden 
Death”.  Ralph  N.  Jackson,  a  promi¬ 
nent  New  Orleans  attorney  and  a 
member  of  the  Official  Board  of  the 
church  discussed  the  matter  from  a 
legal  angle  and  gave  those  present  a 
series  of  steps  necessary  to  handle  such 
a  situation.  He  also  covered  matters 
that  can  be  done  now  to  prevent  mis¬ 
understanding  during  times  of  dislev- 
eled  thinking. 

Following  Mr.  Jackson,  the  pastor, 
the  Rev.  Dan  Tohline,  talked  on  what 
a  pastor  can  do  in  this  same  situation 
and  told  briefly  of  some  funeral  mat¬ 
ters  as  handled  here  in  New  Orleans. 
During  the  course  of  his  talk,  it  was 
pointed  out  that  some  difficulties  that 
arose  recently  on  the  sudden  death  of 
one  of  our  members  could  have  been 
avoided  had  his  family  known  some  of 
the  points  covered  in  this  session.  The 
question  and  answer  session  that  took 
place  following  both  talks  was  solid 
evidence  that  such  a  subject  is  of  in¬ 
terest  to  everyone  and  needs  explana¬ 
tion  from  a  professional  and  pastoral 
angle. 

The  program  was  planned  by  the 
pastor  and  Mrs.  Ralph  N.  Jackson, 
chairman  of  the  commission.  Along 
with  her  commission  members,  a  cov¬ 
ered  dish  supper  was  held  preceding 
the  open  forum.  Both  were  well  at¬ 
tended. 

As  further  service  to  this  church, 
the  commission  is  planning  other  Sun¬ 
day  evening  programs  on  community 
problems.  The  next  program  is  sched¬ 
uled  for  February  when  Mrs.  Jackson 
will  present  a  police  official  and  an 


LAKE  CHARLES 

CITYWIDE  THANKSGIVING 

The  annual  citywide  Thanksgiving 
Day  Service  in  Lake  Charles  was  held 
at  First  Presbyterian  Church  spon¬ 
sored  by  the  Central  Calcasieu  Min¬ 
isterial  Alliance,  at  10  a.m.  on  Thanks¬ 
giving  Day.  Host  pastor  was  Rev. 
George  Klett,  Assistant  Pastor  at  First 
Presbyterian  Church.  Rev.  Charles  S. 
Mcllveen,  Pastor,  Trinity  Baptist 
Church  voiced  the  Thanksgiving  Day 
prayer,  and  Rev.  Kenneth  A.  Bien- 
venieu,  Assistant  Pastor,  Immaculate 
Conception  Church,  delivered  a  ser¬ 
mon  entitled  “American  Democracy  is 
not  a  failure — It  has  never  been  tried.” 
The  theme  of  the  service  this  year  was 
“Brotherhood.”  Music  was  provided  by 
a  choir  consisting  of  singers  from  the 
community,  under  the  direction  of  Mr. 
Phillip  Caddy,  Director  of  Music  at 
First  Presbyterian  Church.  The  choir 
presented  two  numbers:  “Sing  To  The 
Lord  of  Harvest”  by  Willan,  and  “We 
Give  Thanks”  by  Bush. 

t 

GOODWILL  INDUSTRIES  was  re¬ 
presented  by  the  Rev.  Louis  Ovenshire 
when  he  occupied  the  pulpit  of  St. 
Paul  Methodist  Church  in  New  Or¬ 
leans,  Nov.  12.  The  evening  service 
was  conducted  by  A.  E.  Turner,  chair¬ 
man  of  the  Official  Board,  The  pastor, 
the  Rev.  Charles  S.  Walker,  and  wife 
were  on  vacation  in  New  Mexico, 
t 

THE  REV.  ROBERT  PEYTON,  pas¬ 
tor  of  First  Methodist,  Bastrop,  was 
guest  speaker  for  the  Mangham  Meth¬ 
odist  Men’s  Club  recently.  Mr.  Pey¬ 
ton  played  his  guitar  and  led  the  group 
in  singing  before  he  spoke  to  the  club 
on  “Higher  Goals  of  Life.”  Bob  Bell 
is  the  program  chairman  and  Buddy 
Jones  is  president.  The  Rev.  Hugh 
G.  Dunn,  Jr.  is  pastor. 


assistant  district  attorney  to  discuss 
the  matter  of  what  a  citizen  can  do 
to  help  the  local  police  on  neighbor¬ 
hood  security. 


A  Community  Thanksgiving  service  was  held  at  First  Methodist  Church, 
Homer .  The  Rev.  J.  R.  Bradshaw,  left,  of  the  First  Presbyterian  Church’, 
brought  the  message.  The  others  in  the  picture  are  laymen  who  took  part 
in  the  service  (I.  to  r.):  Fred  Jackson,  elder  of  First  Presbyterian-  Gay- 
nor  Dawson  board  chairman  of  First  Methodist;  and  James  White,  chairman 
of  the  Board  of  Deacons,  First  Baptist. 


■  Stationed  in  Turkey 

A  letter  from 
Chaplain  Blount 


Dear  Rev.  Knox, 

I  have  just  finished  the  Editorial  in 
the  14  September  issue  of  THE  LOU¬ 
ISIANA  METHODIST  and  must  re¬ 
spond  to  the  warm  compliment  which 
was  paid  our  military  chaplains  in  your 
article,  “The  Many  Faces  of  Vietnam.” 
In  a  day  when  so  much  opposition  is 
noised  abroad,  it  is  refreshing  to  hear 
the  good  clear  sound  of  the  trumpet 
of  one  who  has  a  kind  thought  in  sup¬ 
port  of  the  minister  of  Christ  in  a 
difficult  and  dangerous  situation. 

Having  pastored  civilian  churches 
for  12  years  prior  to  active  duty  as 
an  Army  Chaplain,  I  regret  that  our 
churches  are  so  uninformed  of  the 
work  which  our  military  chaplains  are 
accomplishing.  The  demands  made  of 
them  and  their  families  is  unimagin¬ 
able  to  the  complacent  layman  and 
minister;  and  unfortunately,  I  contrib¬ 
uted  very  little  to  a  more  knowledge¬ 
able  understanding  myself.  Having  now 
worked  as  Methodist  Army  Chaplain 
for  more  than  five  years,  I  have 
learned  more  to  appreciate  the  sacri¬ 
fice  made  by  the  chaplain  and  the  de¬ 
mands  upon  his  family.  Our  Methodist 
Chaplains  now  are  in  more  isolated 
situations  around  the  world  than  any 
other  denominational  branch.  Our 
Methodist  Chaplains  serving  in  Viet¬ 
nam  compose  the  largest  segment  of 
Christian  ministers  in  that  combat  area. 
We  should  be  extremely  proud  of  our 
men,  the  work  which  they  do,  and  of 
their  families  for  the  anxious  time 
which  they  spend  alone. 

Having  completed  one  tour  to  the 
Far  East  and  now  serving  in  the  land 
of  the  first  missionary  Christian  Wit¬ 
ness  (Turkey),  I  have  continued  to 
appreciate  the  contact  with  my  home 
conference  through  our  paper,  THE 
LOUISIANA  METHODIST.  I  re¬ 
spond  to  your  Editorial  at  this  late 
date  because  of  the  long  delay  in  the 
paper  reaching  me.  It  has  been  a 
source  of  comfort  and  information 
through  the  years  and  in  many  foreign 
and  difficult  places.  Continue  the  good 
work  that  Methodists  all  over  the 
world  may  profit  by  it. 

Sincerely, 

FOREST  N.  BLOUNT 

Chaplain(CPT),  USA 

Protestant  Chaplain 

t 
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Outler 

1.  Decisive  abrogation  of  the  “abso¬ 
lute  appointive  power  of  the  Methodist 
episcopacy,”  by  a  formal  and  substan¬ 
tial  recognition  of  the  rights  of  the 
preachers,  on  the  one  hand,  and  of  the 
congregations,  on  the  other. 

2.  Radical  decentralization  of  all  the 
{general)  boards  and  agencies,  the  vig¬ 
orous  reversal  of  the  current  trends 
toward  programs  from  above,  and  en¬ 
couragement  of  “impulses  and  pro¬ 
grams  that  arise  at  the  local  levels.” 

3.  Renewal  of  the  principle  of  “gov¬ 
ernance  by  conference”  —  local,  dis¬ 
trict,  annual,  and  regional. 

4.  A  resolute  decision  to  risk  the 
changes  in  policy,  and  outward  ap¬ 
pearance,  that  are  “certain  to  come 
with  any  really  serious  achievement  in 
Christian  unity  over  and  beyond  sim¬ 
ple  mergers  between  Christians  within 
the  same  pan-denominational  family.” 

He  added  that  The  United  Method¬ 
ist  Church  “represents  a  low  water¬ 
mark  in  union  without  reform;  it  is 
the  last  time  we  will  have  that  sort  of 
‘cheap  ecumenism’  again.  By  contrast, 
the  Consultation  on  Church  Union 
means  real  change  and  we  ought  to 
face  real  change.” 

(EXCERPTS  from  an  address,  "What 

Price,  Methodist  Reform?",  given  by 

Dr.  Albert  C.  Outler  Nov.  10  at  the 

national  Methodist  Conference  on 

Christian  Education  in  Dallas.) 


Only  the  Orthodox  churches,  in  the 
whole  of  Christendom,  have  been  less 
inclined  toward  basic  reform  in  the 
area  of  constitution  and  polity  than 
the  Methodists  in  the  last  150  years. 

Meanwhile,  there  is  (in  the  ranks  of 
Methodist  clergy  and  the  Annual  Con¬ 
ferences)  visible  disaffection  and  muti¬ 
ny  swelling  to  epidemic  proportions,  a 
crisis  in  vocational  identity  and  pro¬ 
fessional  commitment  that  has  already 
shattered  the  esprit  de  corps  of  our 
once  proud  “itinerant  system.” 

I  would  have  to  say  that  the  crisis 
of  morale  in  the  ministry  is  far  worse 
today  than  I’ve  ever  known  it  and  al¬ 
most  certain  to  go  on  spreading  and 
deepening,  before  the  tide  turns  —  if 
and  when  it  does. 

Part  of  this  demoralization  is  a  func¬ 
tion  of  the  general  disorder  of  our 
times  .  .  .  Part  of  it  has  to  do  with 
the  tragic  and  general  deformation  of 
the  ministerial  office  in  modem  Prot¬ 
estantism. 

But  there  is  a  special  malaise  within 
The  Methodist  Church  at  the  present 
time  that  is  a  function  of  our  peculiar 
and  cherished  constitution  and  polity 
— a  polity  which  used  to  work  so  well 
but  that  now  is  no  longer  working  as 
it  was  advertised. 

There  is  a  self-stultifying  sullenness 
among  the  clergy,  generated  by  the 
feeling  that  being  “pastor  in  charge” 
no  longer  means  being  “in  charge”  but 
rather  being  a  high-class  moiler  —  a 
flunkey  of  the  hierarchy  on  the  one 
hand,  and  the  Official  Board  on  the 
other — a  sort  of  residential  chaplain. 

The  pastor  and  the  director  of  reli¬ 
gious  education  are  not  normally  en¬ 
couraged  or  even  allowed  to  act  as 
professionals  in  any  sense  in  which 
that  term  has  meant,  say,  to  doctors 
in  general  practice  or  to  lawyers  and 


professors:  personal  initiative,  voca¬ 
tional  integrity,  technical  creativity, 
professional  responsibility.  They  are 
all  too  often  company-men,  fancy 
white-collar  workers  enmeshed  in  a 
government  by  acquiescence,  hired  to 
implement  policy  that  comes  down 
from  above — like  all  other  good  and 
perfect  gifts.  It  is  a  working  common¬ 
place  that  if  you  want  to  get  anything 
done  in  The  Methodist  Church  you 
have  to  get  it  into  the  penstock  which 
transmits  the  pressures  from  above — 
the  Council  of  Bishops,  the  Boards 
and  Agencies,  the  District  Superinten¬ 
dents.  If  they  sponsor  an  idea,  it  will 
be  pushed,  like  hydraulic  pressure,  un¬ 
til  at  last  the  reluctant  pastor  of  Creek- 
forks  Circuit  or  Joe  Blow  in  the  inner 
city  has  finally  confronted  his  uncom¬ 
prehending  people  with  it,  and  its  price 
tag!  Otherwise,  forget  it. 

I  do  believe  that  the  vital  nerve  of 


imagine. 

The  first  is  a  decisive  abrogation  of 
the  absolute  appointive  power  of  the 
Methodist  episcopacy,  by  a  formal  and 
substantial  recognition  of  the  rights  of 
the  preachers,  on  the  one  hand,  and 
of  the  congregations,  on  the  other. 
There  should  be  some  due  process  al¬ 
lowed  whereby  all  three  parties  to  any 
appointment  (the  congregation,  the 
preacher  and  the  general  church,  rep¬ 
resented  by  the  bishop)  have  coordi¬ 
nate  constitutional  rights  of  determi¬ 
nation  and  appeal  before  and  after  the 
fact. 

There  might  very  well  be  in  every 
Annual  Conference  an  elected  Council 
of  Review  to  which  questions  of  ap¬ 
pointment  could  be  referred,  before, 
during  and  after  the  Annual  Confer¬ 
ence.  Indeed,  the  matter  of  appoint¬ 
ments  might  very  well  be  disengaged 
from  the  meeting  of  Annual  Confer¬ 


from  page  three 

Bishop  Wunderlich 

stein  of  Berlin  expressed  hope  that 
the  Methodist  and  Evangelical  Breth¬ 
ren  Churches  “can  unite  in  so  brother¬ 
ly  a  manner  as  to  set  an  example  for 
other  churches.”  A  minister  of  the  lat¬ 
ter  church,  he  has  been  appointed  as 
superintendent  for  both  Methodist  and 
EUB  churches  of  West  Berlin. 

The  Rev.  Per  Sigvathsen  of  Bergen, 
Norway,  said  that  most  ecumenism  in 
that  country  is  now  at  a  high  level 
but  that  there  is  hope  for  more  prac¬ 
tical  action.  He  said  that  Methodists 
and  other  free  churches  are  still  handi¬ 
capped  by  being  considered  dissenters. 

Protestants  in  Hungary  are  “not  very 
excited  about  talks  with  the  Roman 
Catholics  because  our  experience  with 
them  has  been  different,”  one  of  perse¬ 
cution,  according  to  the  Rev.  Adam 
Hecker,  superintendent  of  Methodist 
work  there.  However,  Methodist,  Luth¬ 
eran  and  Reformed  churches  in  the 
nation’s  Protestant  minority  have 
formed  an  ecumenical  council  for  co¬ 
operation  in  some  affairs. 

In  the  ecumenical  movement  in 
Czechoslovakia,  said  the  Rev.  Villem 
Schneeberger,  pastor  near  Prague,  six 
denominations  have  a  theological  sem¬ 
inary  together  and  operate  jointly  a 
publishing  house  and  a  weekly  pub¬ 
lication.  “Differences  among  Prot¬ 
estants  almost  disappears”  when  it 
comes  to  the  consideration  of  their 
responsibilities  as  churchmen  through 
the  Christian  Peace  Conference,  he  de¬ 
clared. 

“The  ecumenical  spirit  dwells  in  the 
minds  and  hearts  of  men  and  proceeds 
from  there  to  shape  the  institution,” 
said  Bishop  Franz  Schafer  of  Zurich, 
Switzerland.  He  held  that  “only  people 
with  the  ecumenical  spirit”  could  hold 
together  the  varied  parts  of  the  Geneva 
Area  he  supervises — Austria,  Belgium, 
Bulgaria,  Czechoslovakia,  Hungary, 
North  Africa,  Poland,  Switzerland  and 
Yugoslavia. 

An  opinion  that  “the  overseas 
churches  are  most  likely  to  lead  us 
in  the  ecumenical  movement”  came 
from  the  Rev.  Cyril  J.  Davey,  a  general 
secretary  of  the  British  Methodist  Mis¬ 
sionary  Society.  He  said  the  British 
church  is  encouraging  autonomy  for 
overseas  conferences,  particularly  in 
areas  of  developing  nationalism. 

The  Vatican  Council  has  made  a 
difference  for  Methodists  in  Portugal, 
according  to  the  Rev.  Alberto  P.  M. 
da  Silva  of  Porto.  He  said  some  Cath¬ 
olics  formerly  tried  to  take  the  Bible 
away  from  people  but  that  now  there 
are  priests  “who  appreciate  the  good 
work  of  Protestants,”  and  a  possibility 
of  inter-faith  dialogue.  Officially,  he 
noted,  Methodists  are  treated  in  Portu¬ 
gal  “as  if  they  didn’t  exist  at  all.” 

Added  to  the  European  picture  was 
a  note  from  Pakistan,  Bishop  Hobart 
Amstutz,  a  visitor  to  the  convocation, 
said  in  that  Moslem  land  the  most  in¬ 
teresting  ecumenical  experiences  have 
been  with  Roman  Catholics,  with 
whom  some  union  schools  are  planned. 
He  said  the  nation’s  Protestants  are 
moving  toward  a  united  church  in 
1970. 

The  question  of  value  of  the  “world 
Methodist  family”  met  varying  response 
in  a  free-ranging  discussion.  The  Rev. 
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our  current  problem  of  morale  in 
Methodism — and  the  central  cause  in 
any  program  of  reform — is  the  four¬ 
fold  failure  of  the  appointive  system 
in  our  time: 

1 .  Which  degrades  professional  men 
to  the  actual  status  of  employees. 

2.  Which  operates  a  double  stand¬ 
ard  in  its  administration  of  absolute 
power. 

3.  In  which  appointments  are  made 
on  grounds  other  than  those  of  Wes¬ 
ley’s  conception  of  spiritual  gifts,  pas¬ 
toral  graces  and  evangelistic  fruits. 

4.  In  which  there  is  an  increasing 
atrophy  of  initiative  and  responsibility 
at  the  local,  district  and  regional  lev¬ 
el.  Consensus  in  modem  Methodism 
means  acceptance  of  policies  and  no¬ 
tions  originated  elsewhere  than  within 
the  body  of  the  faithful. 

(One  of  the  purposes  and  goals) 
of  historic  Methodist  polity  was  gov¬ 
ernment  by  conferences  —  beginning 
with  local  quarterly  conferences  but 
focusing  mainly  in  the  Annual  Confer¬ 
ence  and  guided  by  a  quadrennial,  del¬ 
egated  legislature.  Here  again  the  point 
was  local  initiative,  responsibility,  ca¬ 
maraderie —  so  that  programs  would 
emerge,  or  at  least,  be  shaped  at  the 
local  or  regional  level  by  consensus, 
and  not  solely  by  acquiescence  to  pro¬ 
posals  sent  down  from  somewhere  “up 
there.”  But  now  this  polity  of  govern¬ 
ance  by  conference  is  sadly  stultified. 
We  still  have  conferences  but  they  are 
no  longer  significant  consultative  or 
governing  bodies.  The  quarterly  and 
district  conferences  are  now  gone;  the 
Annual  and  General  conferences  are 
managed  legislatures.  Jurisdictional 
conferences  are  comparatively  ineffec¬ 
tual  (save  for  the  quadrennial  flurry 
of  electing  bishops!).  Here,  too,  sub¬ 
sidiarity  has  given  place  to  centraliza¬ 
tion  and  curial  control.  The  confer¬ 
ences  have  no  more  now  than  a  curial 
function:  to  receive  and  approve  what 
is  prepared  for  us  elsewhere. 

I  have  come  to  believe  that  nothing 
short  of  basic  constitutional  change 
will  suffice  for  the  reform  and  renewal 
of  The  United  Methodist  Church  that 
most  of  us  profess  to  desire.  This,  in 
my  judgment,  is  the  price  of  reforma¬ 
tion  in  Methodism.  It  may  be  a  higher 
price  than  we  want  to  pay,  or  actually 
are  free,  psychologically,  to  risk. 

It  does  seem  to  me  that  the  price 
of  reform  in  contemporary  Methodism 
will  include  at  least  four  major  items 
— though  how  they  could  be  achieved 
directly  is  more  than  I  can  now  readily 


ence  altogether.  This  would  allow  for 
a  new  level  of  participation  and  re¬ 
sponsibility  among  the  members  of  an 
Annual  Conference  (clerical  and  lay) 
and  would  free  bishops  and  district 
superintendents  for  more  of  their  more 
urgent  ministerial  functions — as  pastors 
and  shepherds  in  and  for  the  People 
of  God.  And  this  prompts  a  correla¬ 
tive  thesis:  that  the  area  and  number 
of  persons  served  by  a  single  bishop 
should  be  drastically  reduced — to  the 
point  where  he  really  could  be  the 
chief  pastor  and  shepherd  of  the  peo¬ 
ple  is  now  insured  by  the  quite  im¬ 
possible  demands  of  an  office  that  com¬ 
bines  too  many  incompatible  tasks  all 
at  once. 

The  second  main  item  in  any  basic 
reform  for  contemporary  Methodism 
is  the  radical  decentralization  of  all  the 
boards  and  agencies,  the  vigorous  re¬ 
versal  of  the  current  trends  toward  pro¬ 
grams  from  above,  and  the  active  en¬ 
couragement  of  a  curial  philosophy  of 
implementing  the  impulses  and  pro¬ 
grams  that  arise  at  the  local  levels  — 
without  universalizing  them. 

The  third  main  item  in  the  price  of 
reform  in  Methodism  would  be  the  re¬ 
newal  of  the  principle  of  governance 
by  conference — local,  district,  annual, 
regional.  At  present,  I  have  no  great 
hopes  for  the  prospects  of  the  General 
Conference:  it  is  so  big  and  diverse 
that  maybe  it  has  to  be  a  managed 
assembly — fed  its  agenda  by  the  boards 
and  the  bishops.  But  this  much  could 
be  done  and  it  would  be  a  giant  step 
forward:  the  selection  of  nominees  for 
various  commissions,  boards,  agencies 
bid  other  appointments  and  their  elec¬ 
tion  could  surely  be  taken  out  of  the 
hands  of  the  oligarchy  within  the 
oligarchy  that  now  controls  most  of 
the  non-pastoral  appointments  in  Meth¬ 
odism. 

The  fourth  and  final  item  in  my  re¬ 
form  bill  for  Methodism  would  be  a 
resolute  decision  here  and  now  to  risk 
the  changes  in  polity,  and  outward  ap¬ 
pearance,  that  are  certain  to  come  with 
any  really  serious  achievement  in 
Christian  unity  over  and  beyond  sim¬ 
ple  mergers  between  Christians  within 
the  same  pan-denominational  family. 
The  United  Methodist  Church  repre¬ 
sents  a  low  watermark  in  union  with¬ 
out  reform;  it  is  the  last  time  we  will 
have  that  sort  of  “cheap  ecumenism” 
again.  By  contrast,  the  Consultation  on 
Church  Union,  if  we  stay  in  it,  means 
real  change  and  we  ought  to  face  real 
change. 
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from  page  ten 
British  Scene 

of  industrial  deeds  will  have  to  accom¬ 
pany  the  words  if  we  are  to  be  on  top 
of  the  situation.  Talk  of  devaluation 
seems  to  be  definitive.  But  the  kind  of 
international  loan  which  is  needed  must 
be  seen  to  be  a  temporary  help  until 
we  can  once  again  get  the  books 
straight  at  home. 

t 

from  page  fourteen 

Bishop  Wunderlich 

Arthur  Hoyles  of  Buckingham,  Eng¬ 
land,  saw  both  benefits  of  “fellowship 
across  frontiers”  and  “enriching  the 
whole”  and  the  danger  of  “isolation 
from  other  communions.” 

John  Seager,  Dublin,  Ireland,  lay¬ 
man,  felt  that  too  much  emphasis  on 
the  Methodist  family  might  weaken  the 
church’s  adaptation  to  the  world  situa¬ 
tion.  He  suggested  that  much  of  the 
church’s  talent  is  being  lost  through 
failure  to  find  and  use  it. 

The  Rev.  Villem  Schneeberger,  pas¬ 
tor  near  Prague,  Czechoslovakia,  said 
that  Eastern  Europe,  without  a  heritage 
of  homes  and  orphanages,  had  learned 
from  the  social  experiences  of  Meth¬ 
odists  in  the  U.S.  and  Great  Britain. 

That  Methodism  as  a  denomination 
is  disappearing  in  many  countries  was 
reported  by  Dr.  J.  Harry  Haines,  New 
York,  general  secretary  for  the  Meth¬ 
odist  Committee  for  Overseas  Relief, 
but  “if  we  lose  our  signboards  and 
pur  statistics,  we  may  find  we  have 
gained  something  greater.” 

t 

from  page  three 

Focus  on  Vietnam 

Christian  Social  Concerns,  sponsors  of 
the  seminar  as  part  of  a  six-months 
emphasis  on  Vietnam. 

Sharpest  opponent  of  the  present  sit¬ 
uation  was  Senator  Ernest  Gruening 
of  Alaska,  long-time  foe  of  U.S.  mili¬ 
tary  involvement  in  Southeast  Asia. 
Declaring  that  there  is  “no  justifica¬ 
tion  for  our  being  there,”  he  said  the 
best  thing  for  those  concerned  is  to 
“continue  the  protests  and  try  to  get 
the  facts  to  the  American  people.” 

Gruening  asserted  that  the  U.S.  role 
is  “unconstitutional,  illegal,  monstrous 
and  thoroughly  immoral”  and  that  the 
nation  “became  the  aggressors”  by  vio¬ 
lating  treaties  and  United  Nations  pro¬ 
cedures. 

Present  American  policy,  he  said,  “is 
defeating  the  very  things  we  allege 
we  want”  and  is  “the  most  tragic  mis¬ 
take  of  our  history,”  and  “we  are  aid¬ 
ing  Communism”  by  attempting  a  mil¬ 
itary  solution.  “We  were  beginning  to 
rectify  some  of  our  past  mistakes”  by 
action  against  such  problems  as  race 
and  poverty,  said  the  senator,  but  “the 
war  has  set  us  back  incalculably.” 


Speaker  after  speaker  in  New  York 
deplored  the  United  Nations’  inability 
to  end  the  war  in  Vietnam. 

The  keynote  speaker,  Dr.  Noel 
Brown  of  Jamaica,  political  affairs  of¬ 
ficer  for  the  United  Nations,  said  the 
U.N.  was  prevented  from  an  effective 
peacemaking  role  because  the  great 
states  were  unwilling  to  invest  power 
in  the  organization. 

Alluding  to  U  Thant’s  past  formulas 
for  negotiations  to  end  the  Vietnam 
war,  which  the  United  States  has  dis¬ 
regarded,  Dr.  Noel  asked,  “If  the  great 
powers  are  reluctant  to  heed  the  sec¬ 
retary-general,  whom  they  elected,  why 
should  non-members  be  willing  to  fol¬ 
low  his  urgings?”  North  and  South 
Vietnam  and  China  are  not  members 
of  the  United  Nations. 

Ronald  Steel,  author  of  Pax  Amer¬ 
icana  and  The  End  of  Alliance,  agreed 
that  the  United  States’  enthusiasm  for 
using  the  United  Nations  had  been 
“modified”  by  its  increasing  inability 
to  marshal  a  majority  vote  in  the  Gen¬ 
eral  Assembly. 

The  former  Foreign  Service  officer 
said  one  of  the  few  positive  aspects 
of  the  Vietnamese  war  is,  “It  has 
forced  the  United  States  to  face  up  to 
'the  problem  of  American  power  and 
its  limitations.” 

David  Lenefsky,  a  director  of  policy 
studies  for  the  United  Nations  Asso¬ 
ciation  for  the  U.S. A.,  took  issue  with 
those  who  hold  that  the  United  Stales 
has  no  national  interest  in  Southeast 
Asia.  He  termed  such  a  view  “dis¬ 
astrous.”  “We’re  a  world  power,”  he 
said,  “and  we  have  just  as  much  an 
interest  in  Southeast  Asia  as  Russia 
and  China  do.” 

Mr.  Lanefsky  proposed,  to  end  the 
Vietnam  conflict,  that  after  a  10-day 
cessation  of  bombing,  the  United  States 
would  submit  a  procedural  draft  reso¬ 
lution  to  the  General  Assembly  calling 
for  all  the  parties  involved  to  come 
to  the  conference  table.  Such  a  reso¬ 
lution,  he  argued,  would  put  multi¬ 
lateral  pressure  on  Russia  to  persuade 
her  “client,”  North  Vietnam,  to  negoti¬ 
ate. 

Dr.  James  O.  C.  Jonah  of  Sierre 
Leone,  a  political  affairs  officer  of  the 
U.N.,  said  many  members  did  not  want 
a  United  Nations  role  in  solving  the 
Vietnam  question.  They  feel  such  a 
role  would  legalize  the  United  States 
involvement  in  Vietnam,  he  explained. 

Dr.  Jonah  called  for  a  decentraliza¬ 
tion  of  the  peacemaking  function  of  the 
United  Nations.  Regional  organizations 
designed  for  peacemaking  could  set¬ 
tle  regional  disputes  without  involving 
the  great  powers,  he  said,  but  an  ef¬ 
fective  Asian  organization,  inclusive  of 
Communist,  non-aligned  anti-Commu- 
nist  states,  does  not  exist. 

The  Southeast  Asia  Treaty  Organ¬ 
ization,  whose  provisions  the  United 
States  has  cited  in  defense  of  her  role 
in  Vietnam,  is  “not  in  the  spirit  of 
the  United  Nations  charter,”  as  a  mil¬ 
itary  alliance,  he  held. 

In  Washington,  the  group  heard  Dr. 
E.  Raymond  Wilson  of  the  Friends 
Committee  on  National  Legislation 
urge  them  to  give  a  member  of  Con¬ 
gress  “the  benefit  of  the  doubt,  that 
he’s  reasonable  and  wants  to  do  the 
best  for  the  country.”  This  was  reiter¬ 
ated  later  by  seminar  leaders  in  stress¬ 
ing  that  government  leaders  should  be 
credited  with  “acting  with  good  inten¬ 
tions,”  regardless  of  their  agreement  or 
disagreement  with  a  position. 


Expert:  New  Directions  Needed 
In  Christian  Education  Overseas 

Doing  a  variation  on  a  theme  by  the 
Methodist  Board  of  Education,  a  mis¬ 
sion  strategist  and  executive  says  what 
the  church  needs  in  its  world  mission 
is  “A  New  Day  in  Christian  Education 
Overseas.” 

To  get  past  the  “Sunday  school  quar¬ 
terly  approach”  on  which  the  church 
seems  to  be  hung  up  in  many  parts  of 
the  world,  Dr.  Grant  S.  Shockley,  New 
York,  recommends:  “radical  indigeni- 
zation”  of  Christian  education  curricu¬ 
lum;  developing  national  leadership; 
an  ecumenical  emphasis  in  Christian 
education  planning,  and  starting  inter¬ 
national,  interboard  teams  to  work  on 
problems  in  various  countries. 

Dr.  Shockley  presented  his  ideas  off 
new  directions  in  Christian  education 
around  the  world  to  the  Interboard 
Committee  on  Christian  Education' 
(ICCE)  at  its  annual  meeting  October 
18-20  in  New  York.  ICCE  is  a  joint 
agency  of  the  Methodist  Boards  of  Ed¬ 
ucation  and  Missions.  It  is  responsible 
for  encouraging  and  guiding  Methodist 
work  in  Christian  education  iff  48 
countries.  Dr.  Shockley  is  executive 
secretary  of  ICCE  and  also  functional 
secretary  for  Christian  education  of  the 
World  Division  of  the  Board  of  Mis¬ 
sions. 

Ten  recommendations  made  by  Dr. 
Shockley  included: 

Archibald  Alexander,  assistant  direc¬ 
tor  of  the  U.S.  Arms  Control  and  Dis¬ 
armament  Agency,  asserted  that  the 
“deadly  perils”  requiring  world  dis¬ 
armament  include  the  potential  spread 
of  nuclear  arms,  the  development  of 
new  weaponry,  war  by  accident  or  mis¬ 
calculation,  chemical  and  biological 
warfare,  added  spread  of  conventional 
armaments,  an  increasing  gap  between 
the  economic  levels  of  developed  and 
undeveloped  countries,  the  problems  of 
“divided  nations”  such  as  Germany, 
and  “arrogance  or  narrowmindedness.” 

An  exchange  of  viewpoints  was  pro¬ 
vided  between  Yuli  Vorontzov,  coun¬ 
selor  with  the  Russian  embassy  here, 
who  led  the  Soviet  negotiating  team 
on  the  nuclear  test  ban  treaty,  and 
Morton  Halperin,  deputy  assistant  sec¬ 
retary  of  policy  planning  and  arms 
control  in  the  U.S.  Department  of  De¬ 
fense. 

Vorontzov  said  the  Russian  people 
viewing  recent  Communist  anniversary 
parades  were  proud  they  had  the  mis¬ 
siles  but  “sad  that  all  this  expensive 
hardware  was  needed,”  because  “we 
are  interested  in  disarmament”  and  in 
favor  of  stopping  all  forms  of  nuclear 
tests. 

Halperin  noted  that  the  two  great 
powers  no  longer  doubt  the  sincerity 
of  each  other’s  desire  for  ending  the 
arms  race.  He  said  the  first  step  should 
be  to  stop  the  production  of  weapons, 
"while  the  Russian  view  is  to  reduce 
the  stock  of  weapons. 

This  meeting,  the  first  of  these  two 
men,  was  symbolic  of  what  the  church 
can  do  in  providing  a  “framework  for 
the  exchange  of  viewpoints,”  according 
to  the  Rev.  Rodney  Shaw,  Washington, 
projects  director  for  the  Division  of 
Peace  and  World  Order. 

The  program  was  in  charge  of  Shaw 
and  the  Rev.  Richard  K.  Heacock, 
New  York,  seminar  associate  with  the 
two  boards’  joint  Methodist  Office  for 
the  United  Nations. 
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“I.  Radical  indigenization.  In  cur¬ 
riculum  development,  we  must  go 
beyond  the  translation  of  material  into 
local  language,  the  writing  of  material 
by  nationals  and  publication  by  local 
printers. 

“2.  National  Leadership.  We  must 
discover,  enlist  and  train  nations  for 
key  Christian  education  positions.  A 
goal  should  be  the  placing  of  a  national 
as  Christian  education  secretary  in  ev¬ 
ery  annual  conference  overseas,  and 
each  should  have  a  trained  staff  of  na¬ 
tionals  as  volunteer  workers.  Such  a 
plan  implies  a  step-up  in  scholarships 
and  fellowships  for  study  in  Christian 
education,  and  in  in-service  training. 

“3.  Ecumenical  emphasis.  Especially 
this  means  more  coordination  of  our 
work  with  and  through  the  World 
Council  of  Christian  Education.  On  the 
ecumenical  front,  and  looking  toward 
Methodist-Evangelical  United  Brethren 
union  in  1968,  there  was  a  joint  lead¬ 
ership  development  seminar  in  June 
for  African  Christian  education  work¬ 
ers  in  Liberia.  Eighteen  Methodists 
from  Liberia  and  14  EUBs  from  Sierre 
Leone  attended.” 

“4.  Leadership  teams.  A  new  flexi¬ 
ble  approach  to  solving  problems  in. 
Christian  education  overseas  is  repre¬ 
sented  in  the  proposal  for  interboard, 
international  teams.  Experts  could  be 
drawn  from  the  many  specialties  in 
Christian  education,  some  from  Amer¬ 
ica  and  some  from  other  countries,  and 
assigned  to  a  country  to  work  on  a 
particular  problem. 


CENTURIES-OLD  BEQUEST 
GIVES  BREAD  TO 
THE  POOR  OF  DUBLIN 

DUBLIN  (RNS)  —  Every  Saturday 
morning,  a  bread  van  drives  up  to  the 
Anglican  Church  of  St.  Ann  in  Dublin’s 
fashionable  down-town  section. 

Five  loaves  of  bread  are  taken  from 
the  truck  and  placed  on  a  shelf.  By 
Sunday  evening  or  Monday  morning, 
they  have  disappeared.  Nobody  at  the 
church  knows  who  takes  them,  but  an 
inscription  under  the  shelf  explains  why 
the  loaves  are  there. 

More  than  two  centuries  ago,  an 
Irish  nobleman,  Theophilus  Lord  New¬ 
ton  of  Newtonbutler,  County  Fer¬ 
managh,  left  the  church  the  sum  of 
13  pounds  per  year  to  be  used  for¬ 
ever  to  buy  bread  for  the  poor  of  the 
parish.  Five  shillings  of  the  sum  are 
used  each  week. 
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They  are  relaxing  here,  but — they  have  been  working!  The  MYF  members 
from  the  Many  Methodist  Church  held  a  "Hobo  Day”  to  raise  money  for  a 
pulpit  Bible.  Mrs.  W.  N.  Creed  and  Mr.  Fred  Morris  are  sponsors.  The 
Rev.  J.  C.  Sk  inner  is  pastor. 


Examining  Bolivian  native  handicrafts  at  an  “Evening  in  Bolivia”  at  First 
Methodist  Church,  Leesville,  left  to  right:  Miss  Rebecca  Walker,  Mr.  Dick 
Steere,  Mrs.  James  Christie  and  Mrs.  Robert  Schaefer,  chairman  of  the 
Commission  on  Missions.  Under  the  leadership  of  Tour  Guides,  Mr.  and 
Mrs.  Steere  and  Miss  Walker,  the  work  of  missionaries,  Carl  and  Julia 
Williams  now  stationed  at  Caranavi,  was  described.  The  Rev.  James 
Christie  is  the  Leesville  pastor. 


Sixty  youths  attended  an  all-day 
youth  clinic  at  First  Methodist 
Church,  Homer,  under  the  leader¬ 
ship  of  Dr.  W.  L.  Burgeron,  head 
of  the  Psychology  Department  of 
Louisiana  Tech.  Shown  convers¬ 
ing  with  Dr.  Burgeron  are  MYF 
President  Freddie  Wideman,  Vice- 
President  Helen  Kendrick  and 
Counselor  Mrs.  Jack  Kelly. 


The  Rev.  W.  B.  Shaw,  left,  of 
Gueydon,  evangelist  at  Nov.  12- 
17  revival  in  Wynn  Memorial  Meth¬ 
odist  Church,  Shreveport,  is  shown 
with  the  Rev.  Robert  E.  Carter, 
pastor. 


Officers  serving  the  Senior  League  at  the  Newellton  Union  Church,  left 
to  right:  Lauchlan  Chapman,  music  chairman;  Donna  Randall,  secretary; 
Lisa  Chapman,  treasurer;  Donna  Kay  Curry,  president;  Phil  Preis,  vice- 
president.  The  Union  Church,  comprised  of  Presbyterians  and  Methodists 
is  pastored  by  the  Rev.  Richard  R.  Meek  of  the  Louisiana  Conference. 
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Omer  Strong,  Jr.,  of  the  01 1  a  Meth¬ 
odist  Church  MYF  loads  toys  to 
be  taken  to  the  Sam  Steele  Sub¬ 
district  collection  point — Winn- 
field  Methodist  Church,  in  the 
Alexandria  District.  The  gifts 
were  mailed  in  time  to  reach  their 
destination — an  orphanage  in 
Vietnam  —  before  Christmas.  Mrs. 
L.  W.  Ferguson  is  lay  counselor 
and  the  Rev.  George  Sherman  is 
ministerial  counselor.  Rayburn 
Smith  of  Atlanta  is  the  president. 


Miss  Cindy  Carman,  secretary  of  McNeese  State  College  Wesley  Founda¬ 
tion,  presents  a  gift  to  the  Rev.  Henry  Blount,  pastor  of  First  Methodist 
Church  of  Welsh.  Mr.  Blount,  taught  a  3-week  course  at  the  Foundation 
on  the  theology  of  Dietrich  Bonhoeffer.  Students  used  the  text  “Letters 
and  Papers  from  Prison.”  This  was  one  of  the  studies  that  is  offered 
each  semester  at  the  Foundation.  The  Rev.  Joseph  R.  Thomas  is  cam¬ 
pus  minister. 


Laymen  of  First  Methodist  Church,  Houma,  ready  to  board  their  bus  for 
trip  to  Lafayette  District  Lay  Retreat  held  at  St.  Martinville.  The  Rev. 
A.  Jerome  Cain  is  the  Houma  pastor. 
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I  Denver  is  1968  site 

Annual  meeting  of  Methodist 
Board  of  Missions  is  announced 


Dedication  scheduled 
for  Pioneer  Church 

The  Rev.  W.  D.  Boddie,  new  dis¬ 
trict  superintendent  of  the  Monroe  Dis¬ 
trict,  will  be  the  featured  speaker  for 
the  Service  of  Dedication  to  be  held 
Sunday,  December  17,  3:00  p.m.,  at 
First  Methodist  Church,  Pioneer. 

The  service  will  be  for  a  number 
of  special  items  which  have  been  given 
by  several  individuals  and  the  Official 
Board  of  the  church  “to  the  various 
departments  of  the  church  in  order  to' 
more  effectively  serve  the  Lord,”  ac¬ 
cording  to  the  announcement  which  has 
gone  out  for  the  service. 

The  pastor  is  Dr.  William  Krueger, 
t 

Jurisdictional  meets 
are  scheduled 
for  January 

Two  outstanding  events  sponsored 
by  the  South  Central  Jurisdiction 
Board  of  Evangelism  and  the  General 
Board  of  Evangelism  have  been  an¬ 
nounced  for  the  month  of  January. 
They  are  the  Mission  to  Methodist 
Ministers  to  be  held  Jan.  16  through 
19,  and  the  Spiritual  Retreat  for  Meth¬ 
odist  Laymen  to  be  held  Jan.  19 
through  21.  Both  events  will  be  held  at 
Lake  Murray  State  Park,  Ardmore, 
Okla.,  according  to  Dr.  Virgil  D.  Mor¬ 
ris,  jurisdictional  executive  secretary. 

Leaders  for  the  two  missions  include 
Dr.  James  E.  Doty,  president  of 
Baker  University,  Baldwin  City,  Kan¬ 
sas,  and  Dr.  George  Fallon  of  the 
staff  of  the  General  Board  of  Evan¬ 
gelism,  inspirational  speakers;  Mrs. 
Milton  Randolph,  director  of  family 
worship  of  the  Board  of  Evangelism, 
leader  of  the  women’s  group;  Dr.  J. 
W.  Hestwood,  pastor  of  First  Meth¬ 
odist  Church,  Oklahoma  City,  song 
leader;  and  Dr.  M.  Buren  Stewart  of 
Alamogordo,  N.M.,  dean. 

The  minister’s  meeting  will  begin 
with  registration  at  5:00  p.m.  on  Tues¬ 
day,  January  16,  and  will  conclude 
with  the  Communion  Service  at  9:30 
a.m.,  Friday,  the  19th.  The  laymen’s 
retreat  will  begin  with  registration  at 
5:00  p.m.  on  Friday,  and  close  follow¬ 
ing  the  dinner  hour  on  Sunday,  the 
21st. 

Registration  will  be  $7.50,  single 
($10.00  for  husband  and  wife)  for 

Please  turn  to  page  4 


NEW  YORK  (MI)— The  missionary 
interest  of  the  Evangelical  United 
Brethren  and  Methodist  Churches,  in 
the  United  States  and  52  other  coun¬ 
tries,  will  focus  on  Denver,  Colo.,  Jan¬ 
uary  7-15.  The  Boards  of  Missions  of 
the  two  denominations  will  gather  for 
joint  and  simultaneous  sessions  of  their 
1968  annual  meetings,  to  be  held  at 
the  Denver  Hilton  Hotel. 

The  EUB  Board  conducts  mission 
and  church  extension  work  of  the  750,- 
000-member  denomination  in  the  U.S. 
and  13  other  countries.  Its  annual  bud¬ 
get  is  about  $3,500,000.  The  Board 
has  about  135  missionaries  overseas 
and  about  175  home  missionaries  and 
other  mission  workers  in  the  U.S. 

The  Methodist  Board,  an  interna¬ 
tional  agency  of  the  10,250,000-mem¬ 
ber  Methodist  Church,  has  an  annual 
budget  of  about  $40,000,000.  It  main¬ 
tains  a  corps  of  1,450  missionaries 
overseas  and  about  2,000  missionaries, 
deaconesses  and  other  mission  workers 
in  the  U.S.  It  is  responsible  for  mission 
and  church  extension  work  in  the  U.S. 
and  48  other  countries. 

In  addition  to  simultaneous  busi¬ 
ness  sessions  of  the  two  Boards,  there 
will  be  public  and  special  events:  a 
major  public  meeting  Friday  night, 
January  12,  sponsored  by  both  Boards; 
a  public  commissioning  service  for  new 
Methodist  missionaries  and  deaconesses 
Sunday  evening,  January  14;  and  two 
special  Methodist  meetings  January  14, 
one  for  youth  and  one  for  local  church 


missions  leaders. 

Among  the  highlights  of  the  busi¬ 
ness  sessions  will  be  reports  on  the 
church  in  trouble  spots  such  as  Rho¬ 
desia,  Nigeria  and  Hong  Kong;  resolu¬ 
tions  on  issues;  planning  for  missionary 
strategy  in  the  U.S.  and  around  the 
world,  and  appropriation  of  funds  for 
mission  work. 

Bishop  Harold  R.  Heininger,  Min¬ 
neapolis,  Minn.,  will  preside  at  the 
EUB  Board  meetings  as  its  president. 
Bishop  Roy  H.  Short,  Louisville,  Ky., 
president  of  the  Methodist  Board,  will 
preside  at  its  sessions. 

The  theme  for  the  meetings  will  be 
“The  Church  for  Others.”  The  public 
and  special  events  will  be  focused 
around  it. 

Much  business  in  specific  areas  of 
the  Methodist  Board’s  work  will  be 
handled  through  five  major  units,  three 
of  which  will  meet  prior  to  the  Board 
meeting  and  two  of  which  meet  con¬ 
currently  with  the  Board,  January  12- 
1 5 .  The  units  are: 

1.  The  Woman’s  Division  will  meet 
January  7-10.  It  will  deal  with  matters 
related  to  the  work  of  the  national 
Methodist  women’s  organization,  the 
Woman’s  Society  of  Christian  Service, 
-and  its  auxiliary  for  employed  women, 
the  Wesleyan  Service  Guild.  The  two 
organizations  have  a  combined  mem¬ 
bership  of  about  1,650,000. 

On  one  day,  January  9,  the  counter¬ 
part  unit  in  the  EUB  Board,  the  Wom¬ 
en’s  Division,  will  meet  with  the  Worn- 


Gov.  McKeithen 
speaker  for 
ecumenical  luncheon 

The  Hon.  John  J.  McKeithen,  gov¬ 
ernor  of  Louisiana,  was  the  featured 
speaker  for  the  Ecumenical  Luncheon 
held  on  Dec.  3,  at  the  Greek  Ortho¬ 
dox  Cathedral  of  the  Holy  Trinity  in 
New  Orleans.  This  opportunity  for  in¬ 
terfaith  fellowship  was  made  possible 
through  the  courtesy  of  that  congrega¬ 
tion. 

Special  greetings  were  brought  by 
the  Right  Rev.  Bishop  Iakovos,  the 
new  bishop  of  the  Eighth  Diocese  of 
North  and  South  America  of  the  Greek 
Orthodox  Church. 

Others  participating  in  the  program 
included:  Rabbi  Leo  Bergman  of  Tou- 
ro  Synagogue;  Dr.  A.  W.  Townsend, 
Jr.,  pastor  of  Munholland  Methodist 
Church  and  president  of  the  Greater 
New  Orleans  Federation  of  Churches; 
and  the  most  Rev.  L.  Abel  Caillouet. 

The  Rev.  George  H.  W’ilson,  execu¬ 
tive  secretary  of  the  Greater  New  Or¬ 
leans  Federation  of  Churches  was  the 
master  of  ceremonies. 

Leaders  of  civic  and  community  life, 
as  well  as  leaders  of  all  denominations, 
availed  themselves  of  this  opportunity 
for  ecumenical  fellowship. 
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an’s  Division. 

The  president  of  the  Women’s  Di¬ 
vision  is  Mrs.  Glenn  E.  Laskey,  Rus- 
ton,  La.  Miss  Dorothy  McConnell,  New 
York,  is  associate  general  secretary. 

2.  The  Joint  Committee  on  Mission¬ 
ary  Personnel,  which  approves  persons 

Please  turn  to  page  4 


This  picture  of  laymen  and  guests  attending  the  Board 
of  Lay  activities  meeting  at  Holiday  Inn,  Alexandria 
comes  to  us  as  we  go  to  press.  Additional  information 
and  pictures  relating  to  this  significant  annual  meeting 
will  appear  in  the  next  issue  of  Louisiana  Methodist. 


At  the  Alexandria  District  Con¬ 
ference  at  Horseshoe  Drive 
Church,  Monday,  Dec.  4  (L.  to 
R.):  the  Rev.  John  F.  Kilpat¬ 
rick,  district  superintendent; 
Bishop  Aubrey  G.  Walton,  con¬ 
ference  preacher;  and  the  Rev. 
Louis  M.  Coppage,  host  pastor. 


On  Sunday  evening,  Dec.  3,  at  Boyce  Methodist 
Church,  Bishop  Walton  ordained  the  pastor,  the 
Rev.  Robert  Dale  Meyers,  Jr.,  an  elder.  At 
left  is  Dr.  Ben  R.  Oliphint  and  the  Rev.  John 
F.  Kilpatrick,  who  assisted  in  the  ordination. 
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AMERICAN  BIBLE  SOCIETY— 

WHERE  THE  ACTION  IS 

IF  YOU  were  to  ask  a  New  Yorker  to  tell  you 
“where  the  action  is,”  the  answer  you  received 
would  depend  largely  on  his  own  accent  in  life. 
The  financier  would  tell  us  that  Wall  Street  is 
the  focal  point  of  the  city;  the  “hippie”  would 
send  you  scurrying  to  Greenwich  Village  and  the 
East  Village;  the  person  intensely  concerned  with 
world  affairs  would  say  that  the  area  around  the 
UN  building  is  the  most  vital  piece  of  geography  in 
Manhattan;  and  the  lover  of  drama  would  send 
you  to  Broadway — a  substantial  number  of  docks 
north  of  the  former  focal  point  at  42nd  Street. 

However,  the  “action”  in  our  opinion  is  shifting 
farther  and  farther  north  toward  the  new  Lincoln 
Center  for  the  Performing  Arts.  Near  that  center 
and  every  bit  as  striking  in  its  architectural  mes¬ 
sage  to  the  city  and  the  world  is  the  new  head¬ 
quarters  building  of  the  American  Bible  Society. 
Long  an  active  participant  wherever  “the  action 
is,”  it  is  quite  significant  that  the  interdenomina¬ 
tional  agency  to  which  we  call  your  attention  today 
is  so  involved  in  a  relevant  manner  at  this  strategic 
center.  It  was  entirely  appropriate  that  this  agency 
produced,  at  about  the  same  time  as  the  opening 
og  its  new  headquarters,  a  new  best  seller  in  its 
version  of  Scripture  printed  in  a  fresh  journalistic 
style.  Thus,  they  gave  evidence  that  they,  too,  have 
subscribed  to  Marshall  McLuhan’s  communications 
theory  that  “the  medium  is  the  message.”  (See 
Editor’s  Comer  in  third  column  of  this  page.) 

The  practice  of  celebrating  the  second  Sunday 
in  Advent  as  Universal  Bible  Sunday  began  as  a 
part  of  the  program  for  the  celebration  of  the  one 


INDIVIDUAL  ATTENTION 


'  DON'T  LET  THE  WORLD 
AROUND  YOU  5GUEEZE 
YOU  INTO  ITS  MOULD, 
BUT  LET  GOD  RE-MOULD 
Y0URMIND5  FROM 
WITHIN,  60  THAT  YOU 
MAY  PROVE  IN  PRAC¬ 
TICE  THAT  THE  PLAN 
OF  GOD  FOR  YOU  15 
GOOD,  MEET5  ALL  HI5 
DEMAND5  AND  MOVE5 
T0WARD5  THE  GOAL 
OF  TRUE  MATURITY  * 
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hundredth  anniversary  of  the  American  Bible  So¬ 
ciety  in  1915-16.  The  annual  celebration  has  been 
continued  since  that  time  and  is  associated  with 
Universal  Bible  Week  and  the  Worldwide  Bible 
Reading  program  from  Thanksgiving  to  Christmas. 
Thus,  it  has  become  a  liturgical  tradition,  which 
can  be  traced  back  for  some  time,  that  on  the 
second  Sunday  in  Advent  (next  Sunday)  the 
thoughts  and  prayers  of  Christian  believers  should 
have  special  reference  to  the  Bible. 

In  the  first  Book  of  Common  Prayer  in  1549, 
Archbishop  Thomas  Craurqer  provided  the  Collect 
which  has  remained  through  all  revisions  as  the 
Collect  for  the  Second  Sunday  in  Advent:  “Blessed 
Lord,  who  has  caused  all  holy  Scriptures  to  be  writ¬ 
ten  for  our  learning,  grant  that  we  may  in  such 
wise  hear  them,  read,  mark,  learn,  and  inwardly 
digest  them,  that  by  patience  and  comfort  of  thy 
Holy  Word,  we  may  embrace  and  ever  hold  fast, 
the  blessed  hope  of  everlasting  life,  which  thou  hast 
given  us  in  our  Saviour  Jesus  Christ,  AMEN.” 

The  epistle  for  the  day  begins  with  Romans 
15:4,  which,  in  the  King  James  Version,  reads: 
“Whatsoever  things  were  written  aforetime  were 
written  for  our  learning,  that  we  through  patience 
and  comfort  of  the  Scriptures  may  have  hope.” 

In  an  age  when  some  religious  innovators  give 
the  impression  that  they  would  not  greatly  grieve 
to  see  the  Bible  taken  from  the  center  of  the  life 
of  faith,  the  American  Bible  Society,  through  a 
number  of  totally  relevant  involvements,  gives  a 
continuing  witness  “where  the  action  is”  that  it 
will  not  surrender  its  prime  emphasis  on  placing 
the  words  of  Scripture  in  the  largest  possible  num¬ 
ber  of  hands.  When  they  refer  to  the  Scriptures 
as  the  Word  of  God,  they  mean  at  least  three 
things — and  we  would  like  to  stand  with  them  in 
those  emphases: 

First,  the  Scriptures  contain  the  record  of  what 
God  said  to  Noah,  Abraham,  Moses,  and  through 
Moses  to  the  people,  and  to  the  prophets  and 
through  the  prophets  to  the  people. 

Second,  the  Scriptures  contain  the  record  of  what 
God  did  in  history,  as  he  dealt  in  judgment,  mercy, 
and  steadfast  love  with  a  wayward  and  recalcitrant 
people. 

And  finally,  the  Scriptures  contain  the  record 
of  the  earthly  life  of  Jesus  Christ,  who  is  in  tile 
supreme  sense  the  Word  of  God. 
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THE  MEDIUM  IS  THE  MESSAGE 

In  the  field  of  communications  and 
mass  media  there  is  a  name  that  is 
being  quoted  as  widely  as  theologians 
and  seminarians  quote  Bonhoeffer  or 
Cox.  It  is  Marshall  McLuhan,  a  pro¬ 
fessor  at  Fordham  University.  Al¬ 
though  he  had  written  several  other 
volumes  on  the  theory  of  mass  com¬ 
munications,  he  set  the  Madison 
Avenue  crowd  agog  with  the  one  he 
called  The  Medium  is  the  Message. 

Since  its  publication  no  self-respect¬ 
ing  expert  in  mass  communications 
would  be  caught  dead  making  a  speech 
without  quoting  McLuhan  or  without 
running  in  somewhere  the  expression 
— as  though  it  were  his  own — “the 
medium  is  the  message.” 

Now  we  have  head  the  book,  and 
one  or  two  others  by  the  Fordham 
theorist  and  we  must  admit  that  they 
have  left  us  as  cold  and  uninformed 
as  if  we  had  never  dedicated  our  life 
to  the  field  of  communication.  We 
have  tried  every  way  we  could  imagine 
to  find  some  magic  key  to  his  magic 
phrase — and  then,  like  a  flash,  it  came 
to  us  during  a  presentation  at  a  district 
conference  a  few  days  ago.  It  seems 
that  it  must  mean  the  English  equiva¬ 
lent  of  “it  isn’t  what  you  say,  but 
how  you  say  it”  that  communicates 
the  real  spirit  of  your  message. 

This  is  not  to  say  that  we  have  come 
to  believe  that  the  content  of  The  Meth¬ 
odist  is  no  longer  important.  It  is  to 
say  that  regardless  of  what  the  content 
is,  if  it  isn’t  arranged  and  published 
in  an  attractive  style,  people  will  nev¬ 
er  read  it.  Or,  the  plot  of  a  play  can 
be  altogether  sound,  but  if  the  stag¬ 
ing  and  the  acting  are  defective  the 
message  of  the  plot  will  not  get 
through. 

This  may  not  really  be  what  Mc¬ 
Luhan  meant — but  it  is  what  Knox 
has  been  saying  about  'what  McLuhan 
meant. 

THOUGHT  FORTHE  WEEK:  What 
did  you  think  about  the  All-American 
football  team  that  named  to  its  sec¬ 
ond  squad  a  player  who  was  dropped 
from  his  team  in  the  middle  of  the 
season? 
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WASHINGTON,  D.C.  Catholic  University  of  America,  Wesley  (Metho¬ 
dist)  Theological  Seminary,  and  Virginia  Episcopal  Seminary  of  Alexan¬ 
dria  will  exchange  faculty  members  for  theological  graduate  courses  next 
February.  Shown  at  the  announcement  of  the  ecumenical  agreement  are, 
from  left,  Dean  T.  Hundall  Harvey  of  the  Episcopal  seminary;  Father  Wal¬ 
ter  J.  Schmitz,  dean  of  Catholic  University’s  School  of  Theology;  Dr. 
Douglas  Chandler  of  Wesley,  who  will  be  an  exchange  teacher;  Dr.  John 
J.  Knight,  president  of  Wesley  Seminary;  and  Dr.  C.  F.  Allison  of  Virginia 
Episcopal  Seminary,  and  Father  Charles  Curran  of  Catholic  University, 
participating  teachers. 


Major  agencies  hold  important 
meetings  in  Miami  Beach 


Christian  educators 
form  fellowship 
for  new  church 

NASHVILLE,  Tenn.  (MI)— The 
United  Methodist  Church  has  a  new 
organization  even  before  the  new 
church  comes  into  being.  It  is  the 
Christian  Educators  Fellowship,  an 
association  of  local-church  directors  of 
Christian  education  and  others. 

The  directors  of  Christian  education 
have  been  meeting  biennially  as  a  sec¬ 
tion  of  the  national  Methodist  Con¬ 
ference  on  Christian  Education.  How¬ 
ever,  the  recent  Dallas  MCCE  meeting 
was  their  last  in  this  relationship. 

They  and  other  members  of  the  new 
Christian  Educators  Fellowship  of  The 
United  Methodist  Church  will  have 
their  own  first  biennial  meeting  Oct. 
28-31,  1968,  in  New  Orleans. 

“The  future  relationship  of  the 
Christian  Educators  Fellowship  to  the 
Methodist  Conference  on  Christian 
Education  is  an  open  question  at  this 
juncture,”  said  the  Rev.  R.  Harold 
Hipps,  Nashville,  Methodist  Board  of 
Education  staff  member  and  executive 
staff  officer  for  the  Fellowship. 

Mr.  Hipps  explained  that  the  direc¬ 
tors’  section  had  grown  to  more  than 
half  of  the  membership  of  the  Meth¬ 
odist  Conference  on  Christian  Educa¬ 
tion,  which,  he  said,  has  been  focused 
largely  on  Christian  education  beyond 
the  local  church.  This  presented  a  di¬ 
lemma  for  planners,  he  said,  and  it 
also  meant  that  the  DCE’s,  many  of 
whom  are  district  or  conference  direc¬ 
tors  of  children’s,  youth,  or  adult  work, 
had  little  opportunity  to  meet  with 
other  such  officers  since  those  age- 
group  sections  were  meeting  at  the 
same  time  as  their  directors’  section. 

More  than  300  members  have 
joined  the  Christian  Educators  Fellow¬ 
ship  already,  and  it  is  expected  that 
many  more  will  become  members  by 
the  time  of  the  first  national  meeting 
next  October.  There  are  members  from 
both  The  Methodist  Church  and  the 
Evangelical  United  Brethren  Church, 
which  will  unite  next  April  to  form 
The  United  Methodist  Church. 

No  General  Conference  action  is 
needed  for  approval  of  the  organiza¬ 
tion,  said  Mr.  Hipps,  since  it  is  a  vol¬ 
untary  association  of  Christian  educa¬ 
tors  for  fellowship  and  professional 
improvement. 

Eligible  for  membership  are  direc¬ 
tors  of  Christian  education,  ministers 
of  education,  associates  in  Christian 
education,  educational  assistants,  and 
others. 

The  Fellowship  will  elect  officers  at 
its  first  national  meeting. 

Chairman  of  the  board  of  directors 
which  has  worked  to  bring  the  organ¬ 
ization  into  being  is  the  Rev.  John  N. 
Flynn,  minister  of  education  at  St. 
James  Methodist  Church,  Atlanta,  Ga, 
The  decision  to  form  such  a  group 
was  made  about  two  years  ago  after 
an  overwhelmingly  affirmative  mail 
vote  by  local-church  Christian  educa¬ 
tors. 
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We  on  this  continent  should  never 
forget  that  men  first  crossed  the  At¬ 
lantic  not  to  find  soil  for  their  ploughs 
but  to  secure  liberty  for  their  souls. — 
McCracken 


fl  A  digest  of  news  releases 


(EDITOR’S  NOTE:  During  the 
week  of  November  12-19,  a  number  of 
policy-making  and  planning  bodies  of 
The  Methodist  Church  and  the  EUB 
Church  held  meetings  in  Miami  Beach, 
Fla.  Significant  decisions  related  to  the 
coming  General  Conference  and  the 
approaching  merger  with  the  EUB 
Church  were  made  in  many  of  these 
meetings.  We  regret  that  it  is  neces¬ 
sary  to  condense  the  news  stories 
which  came  from  Miami  Beach,  but 
space  limitations  make  it  imperative. 
AAK) 

COUNCIL  OF  BISHOPS 

A  strong  plea  for  support  on  the  part 
of  the  federal  government  and  church¬ 
es  for  anti-poverty  programs  was  made 
at  the  meeting  of  the  Council  of  Bish¬ 
ops.  The  actions  included  a  telegram 
to  congressional  leaders  seeking  sup¬ 
port  for  the  Office  of  Economic  Op¬ 
portunity  and  a  statement  concerning 
“the  urban  crisis  ministry.”  The  crea¬ 
tion  of  a  special  Methodist  relief  fund 
was  also  asked. 

The  statement  said  in  part:  “We 
call  upon  our  fellow  churchmen  to 
move  in  every  appropriate  way,  how¬ 
ever  costly  in  time  and  effort,  to  bridge 
the  chasms  that  now  separate  the  poof 
from  the  well-to-do,  the  black  from 
the  white,  the  employed  from  the  un¬ 
employed,  the  powerless  from  the  pow¬ 
erful,  and  the  privileged  from  the  un¬ 
derprivileged.*' 

In  a  joint  statement,  the  bishops 
of  The  Methodist  Church  and  the  EUB 
Church  called  on  the  United  States  to 
“implement  verbal  offers  of  negotia¬ 
tion,”  in  the  Vietnam  war  “with  con¬ 
crete  action.” 

In  their  statement,  the  bishops  com¬ 
mended  President  Johnson  for  “con¬ 
tinuing  to  call  for  negotiation  in  the 
Vietnam  war  and  for  his  repeatedly  ex¬ 
pressed  offers  to  go  anywhere,  any¬ 
time,  to  make  such  talks  possible,”  and 
they  suggested  a  two-phase  action  to 


help  bring  an  end  to  the  fighting.  “We 
propose,”  said  the  bishops,  “that  the 
United  States  and  the  South  Viet¬ 
namese  governments  declare  that,  on 
a  specified  date,  they  will:  (1)  Initiate 
a  cease  fire,  with  the  maintenance  of 
positions  for  the  safeguarding  of  life 
and  order,  and  (2)  Send  to  a  neutral 
place  a  top-level  team  of  negotiators 
to  meet,  under  the  auspices  of  the 
United  Nations  or  the  Geneva  Con¬ 
ference,  with  all  parties  to  the  dispute, 
including  the  National  Liberation 
Front.” 

COUNCIL  OF  SECRETARIES 

The  Council  of  Secretaries  of  The 
Methodist  Church  and  the  Council  of 
Executives  of  the  EUB  Church  met  in 
a  two-day  session  at  the  Monte  Carlo 
Hotel  to  consider  items  related  to  the 
approaching  Uniting  Conference  and 
to  continue  with  the  details  of  imple¬ 
menting  the  mergers  of  the  staffs  of 
boards  and  agencies. 

A  major  part  of  one  session  was 
devoted  to  a  discussion  of  the  outline 
for  the  evening  program  to  be  pre¬ 
sented  at  the  Dallas  Conference  under 
the  auspices  of  the  Council. 

The  Council  heard  a  presentation  of 
“Operation  Equality,”  by  the  Rev. 
Grover  Bagby  of  the  Board  of  Chris¬ 
tian  Social  Concerns.  In  endorsing  this 
program,  the  board  executives  agreed 
to  bring  the  project  before  their  indi¬ 
vidual  agencies  for  their  consideration. 

The  executives  met  on  November  16 
with  the  Council  of  Bishops,  the  Co¬ 
ordinating  Council,  the  Council  on 
World  Service  and  Finance,  and  the 
executive  committee  of  the  Program 
Council  of  the  EUB  Church,  to  hear 
the  presentation  of  an  outline  for  a 
proposed  Quadrennial  Program  for  the 
United  Methodist  Church  for  1968- 
1972. 

COORDINATING  COUNCIL 

The  Coordinating  Council’s  special 
committee  on  Quadrennial  Program 


DAILY  BIBLE  READING 

Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Dec.  la— Sunday  Jer.  33:12-26 

Dec.  11  .  Dan.  2:1-30 

Dec.  12  Dan.  2:31-49 

Dec.  13  . Nahum  1:1-15 

Dec.  14  .  Zech.  9:9-17 

Dec.  15  .  Zech.  11:1-17 

Dec.  16  .  Zech.  12:1-14 

Dec.  17— Sunday  .  Zech.  13:1-9 


Disciples  communications 
leader  resigns 

INDIANAPOLIS  (RNS)— The  Rev. 
James  C.  Suggs,  director  of  the  Office 
of  Interpretation  of  the  International 
Convention  of  Christian  Churches 
(Disciples  of  Christ)  for  the  past  sev¬ 
en  years,  has  resigned  effective  Dec. 
31. 

Explaining  his  resignation,  Mr.  Suggs 
said  “while  the  Disciples  eventually 
will  achieve  the  unification  of  paral¬ 
lel  and  overlapping  communications 
offices  for  which  I  have  been  pressing 
for  almost  five  years,  it  seems  clear 
that  it  will  not  take  place  as  soon 
as  I  feel  it  should  and  could.” 

Mr.  Suggs  has  advocated  pulling  all 
existing  communications  departments 
of  the  Church’s  agencies  together  into 
a  multi-media  unit  serving  the  entire 
denomination. 

Dr.  A.  Dale  Fiers,  executive  secre¬ 
tary  of  the  International  Convention 
accepted  the  resignation  with  “deep 
regret  as  well  as  agony  of  spirit.” 

presented  their  draft  of  such  a  pro¬ 
posal  to  the  joint  meeting  referred  to 
above.  About  200  persons,  including 
the  top  executive  leadership  in  both 
the  Methodist  and  EUB  churches  were 
present. 

The  proposed  program  will  be  re¬ 
fined  and  presented  at  the  Uniting 
Conference  in  Dallas  in  April  and  May. 
It  will  be  published  prior  to  the  con¬ 
ference  in  order  that  the  constituencies 
of  both  churches  and  their  delegates 
may  have  time  to  consider  it. 

Bishop  James  K.  Mathews  of  the 
Boston  Area  presided  at  the  two-day 
meeting  of  the  Coordinating  Council. 

COUNCIL  ON  WORLD  SERVICE 
AND  FINANCE 

The  first  major  steps  in  the  build¬ 
ing  of  a  budget  for  the  new  United 
Methodist  Church  were  taken  during 
the  November  16-17  meeting  of  the 
Council  on  World  Service  and  Finance. 

Most  of  the  Miami  Beach  session 
was  devoted  to  the  presentations  by  the 
general  secretaries  and  other  represent¬ 
atives  of  the  general  boards  and  agen¬ 
cies  of  their  needs  for  the  new  quad- 
rennium.  All  of  this  askings  will  be 
reviewed  in  detail  by  the  Council  at 
a  session  January  4-5,  1968  in  Chi¬ 
cago.  It  will  be  from  -that  session  that 
final  recommendations  will  go  to  the 
United  Conference. 

The  total  amount  of  the  requests  of 
the  various  boards  and  agencies  was 
not  announced.  At  present,  Methodist 
World  Service  has  a  goal  of  $18,000,- 
000  annual  and  the  Christian  Service 
Fund  of  the  Evangelical  United 
Brethren  Church  has  an  annual  ap¬ 
portionment  of  $2,427,567. 
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Pastor  employs 
unique  sermon  plan 

Dr.  Robert  E.  L.  Bearden,  minister 
of  First  Methodist  Church,  Little  Rock, 
Ark.  chose  a  unique  way  to  prepare 
his  sermon  for  last  Sunday  morning.- 
Several  weeks  ago,  he  began  asking 
for  help  from  his  congregation  and 
radio  audience  in  gathering  material 
and  ideas.  He  announced  the  topic, 
“The  Generation  Gap,”  and  the  scrip- 
tual  text,  Ecclesiastes  12:1.  “The  mes¬ 
sage  will  deal  with  the  misunderstand¬ 
ing  between  youth  and  adults,  the  wid¬ 
ening  gap  between  parent  and  child 
that  is  so  current  today,”  Mr.  Bearden' 
said. 

He  requested  ideas,  clippings  from 
newspapers,  magazine  articles,  refer¬ 
ences  to  books,  poems,  or  any  other 
information  the  congregation  could 
supply.  A  number  of  responses  have 
been  made  by  youth  and  adults. 

The  sermon  was  inspired  by  the 
statue  in  the  Library  Plaza,  which 
stands  next  to  the  church,  portraying 
Daedalus  and  Icrus,  the  father  and 
son  of  Greek  Mythology,  who  built 
wings  of  wax  and  feathers  and  learned 
to  fly.  The  adventurous  son  was 
warned  by  the  father  that  if  he  sailed 
too  high,  the  wax  of  the  wings  would 
melt  in  the  sunlight.  In  the  statue  the 
father  is  seeking  to  hold  the  son  back, 
but  is  not  successful.  Icarus  flies  into 
the  sunlight,  falls,  and  is  killed. 

This  was  the  second  in  a  series  of 
sermons  the  pastor  has  prepared  from 
material  supplied  by  his  listeners. 
Others  on  current  subjects  will  follow. 
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Board  of  Missions 

accepted  for  Methodist  missionary  and 
deaconess  service,  will  meet  January 
10-11.  Bishop  Charles  F.  Golden, 
Nashville,  Tenn.,  is  chairman,  and  Dr. 
John  W.  Johannaber,  New  York,  is 
executive  secretary. 

3.  Also  meeting  in  advance  of  the 
Board,  January  11-12,  will  be  the  Joint 
Commission  on  Education  and  Cultiva¬ 
tion,  the  Board’s  interpretive  arm. 
Bishop  Kenneth  W.  Copeland,  Lincoln, 
Nebr.,  is  president,  and  Dr.  Gerald  L. 
Clapsaddle,  New  York,  is  associate 
general  secretary. 

4.  The  National  Division,  arm  of  the 
Board  for  mission  work  in  the  U.S., 
will  meet  concurrently  with  the  Board. 
It  has  responsibility  for  many  types 
of  work  including  church  extension, 
a  fund-raising  service  for  churches,  city 
work,  anti-poverty  programs,  town- 
and-country  work,  and  a  variety  of  mis¬ 
sion  institutions.  Bishop  W.  Ralph 
Ward,  Syracuse,  N.Y.,  is  president  and 
Dr.  J.  Edward  Carothers,  New  York, 
is  associate  general  secretary. 

5.  The  unit  for  overseas  mission 
work,  the  World  Divison,  also  will  meet 
concurrently  with  the  Board.  It  works 
with  Methodist  and  Methodist-related 
churches  in  48  countries.  Encompassed 
in  its  scope  are  evangelistic,  social, 
educational,  medical,  agricultural,  in¬ 
dustrial,  literacy,  mass  communications 
and  other  types  of  work.  The  presi¬ 
dent  is  Bishop  Lloyd  C.  Wicke,  New 
York,  and  Dr.  Tracey  K.  Jones,  Jr,, 
New  York,  is  associate  general  secre¬ 
tary. 

The  EUB  Board  of  Missions  and  its 


Montgomery  Church 
celebrates  building 


improvements 


The  Montgomery  Methodist  Church 
celebrated  the  completion  of  an  ex¬ 
tensive  church  plant  renovation  with 
special  services  on  Sunday,  October  15. 

The  Rev.  John  Kilpatrick,  district 
superintendent  of  the  Alexandria  dis¬ 
trict,  assisted  the  pastor,  the  Rev.  Hen¬ 
ry  Pickett,  in  the  worship  service. 

Immediately  following,  the  ladies  of 
the  church  provided  a  meal  served  in 
the  recently  dedicated  Melvin  Hall 
Youth  Center.  After  this,  the  entire 
plant  was  open  for  inspection  by  the 
many  friends,  guests  and  members  who 
were  present  to  observe  the  numerous 
improvements  and  additions. 

The  Church  parsonage  received'  a 
complete  remodeling  on  the  interior, 
consisting  of  complete  new  floors,  wall 
paneling  and  ceilings.  In  addition,  a 
central  air-conditioning  and  heating 
unit  and  a  considerable  amount  of  new 
furniture  were  added. 

In  the  church  sanctuary,  renova¬ 
tion  included  replacing  the  foundation, 
the  installation  of  a  new  ceiling  with 
recessed  fluorescent  lights,  paneling  of 
the  yvalls,  and  a  complete  new  carpet 
fofthe  floor.  Memorial  stained  glass 
windows  were  installed  in  the  sanctuary 
and  stained  glass  was  placed  in  the 
large  entrance  archway.  A  new  broken 
tile  covers  the  narthex  floor,  further 
enhancing  the  appearance  of  the  new 
walls  and  ceilings.  The  Sunday  school 
area  was  completely  repainted  and  new 
covering  installed  on  the  floors. 

Everyone  is  proud  of  the  new  look 
of  the  Montgomery  Methodist  Church 
plant. 

t 


Council  on  Aging 
meets  in  New  Orleans 

The  National  Council  on  Aging  held 
a  southern  regional  conference  in  New 
Orleans  at  the  Fontainebleu  Motel  on 
Dec.  5,  6  and  7. 

Actively  participating  in  the  meet¬ 
ing  was  Howard  Goetz,  chairman  of 
senior  citizens’  work  of  the  New  Or¬ 
leans  Federation  of  Churches.  Others 
in  the  New  Orleans  area  with  an  interest 
in  the  church’s  program  for  the  aging 
attended  the  significant  meeting, 
t 

Many  things  in  the  Bible  I  cannot 
understand;  many  things  in  the  Bible 
I  only  think  I  understand;  but  there 
are  many  things  in  the  Bible  I  can¬ 
not  misunderstand. — Anonymous 


The  Rev.  John  F.  Kilpatrick,  front  center,  Alexandria  District  Superinten¬ 
dent,  is  pictured  with  officers  of  Montgomery  Methodist  Church  at  the  re¬ 
cent  opening  of  their  renovated  building.  Others  are  (front,  I.  to  r.):  Mrs. 
Hershall  Hughes,  parsonage  committee  chairman;  and  Murrell  Gunn,  church 
lay  leader;  Back:  Hershall  Hughes,  trustee;  Truitt  Weldon,  Church  school 
superintendent;  Melvin  Hall,  chairman  of  the  building  committee. 


Husband  of 
Woman's  Division 
vice  president  dies 

Funeral  services  were  held  Saturday, 
Dec.  2,  for  J.  Russell  Henderson,  64, 
who  died  suddenly  of  a  heart  attack 
on  Nov.  30.  He  was  the  husband  of 
the  vice-president  of  the  Woman’s  Di¬ 
vision  of  Christian  Service  of  the  Meth¬ 
odist  Board  of  Missions.  Mrs.  Hen¬ 
derson  was  on  a  tour  of  Methodist 
mission  work  in  South  America  at  the 
time  of  her  husband’s  death. 

Dr.  James  B.  Argue,  pastor  of  Pu¬ 
laski  Heights  Methodist  Church,  Lit¬ 
tle  Rock,  conducted  the  service.  The 
Woman’s  Division  was  represented  of¬ 
ficially  at  the  funeral  by  Mrs.  Harold 
Baker,  Toledo,  O.,  also  an  officer  of 
the  Division. 

Mr.  Henderson,  engineer  in  charge 
of  the  Planning  and  Research  Division 
of  the  State  Highway  Department,  had 
been  an  employee  of  the  department 
since  1927.  He  had  served  in  many 
engineering  and  administrative  posi¬ 
tions  with  that  agency. 

In  recent  years  he  had  been  inter¬ 
ested  in  highway  research  and  at  the 
time  of  his  death  he  was  a  member 
of  the  Highway  Research  Board’s  com¬ 
mittee  on  highway  costs  and  budget¬ 
ing  and  the  National  Continuing  High¬ 
way  Research  Program’s  Advisory 
Panel  on  Administration  and  Finance. 

For  many  years  he  had  served  on 
various  committees  of  the  American 
Association  of  State  Highway  Officials, 
the  Southeastern  Association  of  State 
Highway  officials  and  many  other  pro¬ 
fessional  groups. 

Mr.  Henderson  was  a  native  of  Mur¬ 
freesboro,  Ark.  He  attended  public 
school  there,  and  also  attended  State 
College  of  Arkansas  and  Little  Rock 


major  units  will  meet  January  7-13. 
The  Board  as  a  whole  will  meet  in 
annual  session  January  13. 


University.  In  1930  he  married  the 
former  Ernestine  Elizabeth  Allmon  of 
Pottsville,  Ark. 

His  early  training  was  in  the  field 
of  education,  and  he  served  four  years 
as  principal  of  Benton  Senior  High 
School. 

During  World  War  II  he  was  in 
charge  of  defense  access  road  construc¬ 
tion  with  the  Army  Engineers  in  Wash¬ 
ington. 

He  was  a  member  of  the  Official 
Board  of  Pulaski  Heights  Methodist 
Church,  superintendent  of  the  Junior 
High  department,  and  a  member  of 
the  commission  on  membership  and 
evangelism  and  the  Fisherman’s  Class. 

In  addition  to  his  wife,  he  is  sur¬ 
vived  by  a  son,  John  W.  Henderson  of 
Dallas,  and  his  father,  J.  T.  Henderson 
of  Murfreesboro. 

t 
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Evangelism 

each  event.  Room  and  board  for  the 
ministers’  mission  will  be  $28.95,  and 
for  the  laymen’s  retreat  it  will  be 
$20.58. 

t 


Richard  Rafe  Stegall, 
third  from  left,  was  rec¬ 
ommended  for  a  license 
to  preach  at  a  Nov.  19 
called  Quarterly  Confer¬ 
ence  in  the  Barksdale 
Methodist  Church,  Bossier 
City,  where  his  father— 
the  Rev.  William  G.  Ste¬ 
gall,  a  ten-year  veteran 
of  military  service,  is 
pictured  here  with  his 
wife  Elizabeth,  his  moth¬ 
er,  and  the  Rev.  George 
Pearce,  Jr.,  Shreveport 
District  superintendent, 
who  presided  over  the 
conference. 
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THE  MONROE  SUB-DISTRICT 
MYF  met  at  the  Claiborne  Church  on 
Sunday  evening,  Nov.  19,  for  a  cov¬ 
ered  dish  supper.  The  Rev.  E.  W. 
Sandel,  host  pastor,  was  the  speaker. 
The  meeting  was  presided  over  by  Miss 
Anne  Shiel,  vice  president  of  the  sub¬ 
district. 

THE  SENIOR  HIGH  Sunday  school 
group  from  Claiborne  Church  recently 
enjoyed  a  hayride  and  hamburger  cook- 
out  at  Fleming  Camp  near  Lake  Dar- 
bonne.  The  Rev.  and  Mrs.  E.  W. 
Sandel  accompanied  the  group. 

BASKETS  OF  FRUIT  were  taken  to 
25  shut-ins  of  the  Vivian  community 
by  members  of  the  Elsie  Pullen  Class 
of  the  Vivian  Methodist  Church.  This 
is  an  annual  project  of  this  class,  of 
which  Mrs.  W.  H.  McCarley  is  pres¬ 
ident.  The  Vivian  pastor  is  the  Rev. 
Stone  W.  Caraway. 

THE  PINEVILLE  FIRST  Church 
Methodist  Men’s  Club  has  accqpted  a 
project  of  having  a  men’s  choir  sing 
each  Sunday  night.  Rehearsals  are  held 
preceding  the  evening  services.  Fred 
Tannehill  is  the  director.  The  Rev.  Wil¬ 
son  L.  Watson  is  pastor. 


The  Rev.  John  F.  Kilpatrick,  Alexan¬ 
dria  district  superintendent,  enter¬ 
tained  members  of  the  DMA  (Don’t 
Mention  Age)  Clubs  of  Trinity  Church, 
Alexandria,  and  Frist  Church,  Pine- 
ville,  at  their  joint  Thanksgiving  meet¬ 
ing  in  Pineville. 


BAYOU  CHICOT  CHURCH  ob¬ 
served  Thanksgiving  with  worship  ser¬ 
vice  and  supper.  The  Rev.  Robert  Ga- 
latas,  pastor  at  Lecompte  and  Bayou 
Chicot,  brought  the  message.  The  Rev. 
John  Kilpatrick,  Alexandria  district 
superintendent,  entertained  with  his  ac¬ 
cordion.  The  Rev.  Robert  Carter  of 
the  Eunice  Methodist  Church  offered 
the  blessing.  The  church  was  tastefully 
decorated  for  the  harvest  season. 

THE  WISNER  UNION  Thanksgiving 
service  was  held  in  the  First  Baptist 
Church.  The  speaker  was  the  Rev. 
John  R.  Johns,  Methodist  pastor. 

PELICAN  MYFers  held  Thanksgiving 
services  Thursday  morning  with  the 
theme:  “The  Bible  in  Worship.”  The 
entire  service  was  one  of  scripture 
reading.  The  young  people  ended  their 
holiday  with  a  hayride  in  the  country. 
Their  pastor  is  the  Rev.  Terry  C. 
Willis. 


THE  LAKE  CHARLES  First  Church 
Nov.  26  Sunday  Evening  Fellowship 
presented  a  group  of  trainees  from 
L.C.I.S.  in  DeQuincy.  Two  of  the  train¬ 
ees  spoke  of  their  experiences  in  find¬ 
ing  Christ.  A  quartet  provided  gospel 
singing.  The  group  was  led  by  the  Rev. 
Robert  Brinkley,  Protestant  chaplain 
at  the  institution. 

A  REPORT  ON  COCU  (Consultation 
on  Christian  Unity)  was  given  in  First 
Church  Hammond,  Nov.  26,  at  the 
conclusion  of  the  study  of  Outler’s 
“That  the  World  May  Believe.”  It  was 
discussed  by  the  Rev.  Russell  Pregeant 
and  the  Rev.  Paul  Wilson. 

NOEL  MEMORIAL  CHURCH  in 
Shreveport  held  a  reception  Sunday, 
Nov.  26,  honoring  the  pastor  and  wife, 
Dr.  and  Mrs.  Sam  Nader.  The  occasion 
was  the  observance  of  Dr.  Nader’s  25th 
year  in  the  Methodist  ministry. 

MIKE  KIMBALL,  formeryouth  lead¬ 
er  in  Vinton  Methodist  Church,  is  now 
with  General  Dy¬ 
namics,  Fort  Worth 
Division,  and  living 
in  Hurst,  Texas. 
Kimball,  who  had 
been  on  a  teaching 
fellowship  while  do¬ 
ing  graduate  study 
In  electrical  engi¬ 
neering  at  Louisi¬ 
ana  Tech,  Ruston, 
is  working  in  advanced  projects  in  the 
Flight  Dynamics  Group  as  an  aerosys- 
tems  engineer.  During  high  school  he 
served  as  president  of  the  Vinton  MYF 
and  of  the  Lake  Charles  MYF  Sub¬ 
district. 

DR.  JACK  WILKES,  president  of  Cen¬ 
tenary  College,  Shreveport,  will  be 
guest  speaker  at  the  organizational 

meeting  for  a  Methodist  Men’s  Club 

in  Summer  Grove  Church,  Shreveport, 
on  Wednesday,  Dec.  13,  at  6:30  p.m. 
The  Summer  Grove  pastor  is  the  Rev. 
James  L.  Adams. 

MEMBERS  OF  DOWNSVILLE 
Church  were  joined  by  some  from  the 
Bethel  and  Mt.  Nebo  Churches  in 
planning  and  presenting  a  Christmas 
program  at  the  Nursing  Home  in  Farm- 
erville  on  Dec.  3.  The  Downsville  pas¬ 
tor  is  the  Rev.  Joe  McClain. 

JOHN  PEKOUL  talked  about  the 
work  of  the  Urban  League  at  the  Nov. 
19  meeting  of  the  Single  Adult  Fel¬ 
lowship  in  Rayne  Memorial  Church, 
New  Orleans.  Dr.  B.  A.  Galloway  is 
pastor. 


The  Hodge  MYF  officers  are,  from 
left,  Andrea  Deen,  secretary-treasurer; 
Ginger  Hathaway,  president;  and  Jan 
Collins,  vice-president. 

LEADERS  FOR  HOUMA  First 
Church  Senior  High  MYF  four-week 
study  of  “Courtship  and  Marriage” 
were:  The  Rev.  Jerome  Cain,  pastor, 
Mrs.  John  Woodard,  Mr.  and  Mrs. 
Jerry  Burson,  Mr.  and  Mrs.  I.  J.  Mar¬ 
cel,  Mr.  and  Mrs.  Mike  McKee,  and 
Dr.  Thomas  H.  Givens. 

THE  REV.  DON  ALVERSON,  pastor 
of  Napoleon  Avenue  Church,  New  Or¬ 
leans,  is  the  speaker  at  noon  services 
this  week  at  The  Church  House,  for 
the  Greater  New  Orleans  Federation  of 
Churches. 

MISS  MAUDE  PHILLIPS,  a  new 
member  of  Southside  Church  in  Mon¬ 
roe,  has  set  a  classic  example  for  any 
church  member  by  visiting  50  persons 
per  month  for  the  last  two  months 
in  the  name  of  the  church.  She  has 
walked  or  ridden  the  bus  and  taken 
church  literature  and,  occasionally, 
cake  or  cookies.  She  was  assisted  at 
timesby  Miss  Ida  Rose  Strohm.  The 
Rev.  Lea  Joyner  is  the  Southside  pas¬ 
tor. 

THE  GOLDEN  MATURITY  Circle 
of  Southside  Church,  Monroe,  met  on 
Nov.  30  for  covered  dish  lunch  and 
program.  Mrs.  Myrt  Dana  spoke  to  the 
group.  Mrs.  R.  C.  Kester  is  their  pres¬ 
ident. 

ROGER  BULLOCK  waslayspeaker  in 
the  Summer  Grove  Church  of  Shreve¬ 
port  when  Layman’s  Day  was  observed 
on  Nov.  26.  The  Rev.  James  L.  Adams 
is  the  pastor. 

THE  FALL  FAMILY  Fellowship  pro¬ 
gram  in  First  Church,  Baton  Rouge, 
Nov.  29,  featured  for  adults  a  talk 
on  “Problems  Confronting  Law  En¬ 
forcement,”  by  “Skipper”  Martin,  co¬ 
ordinator  of  Law  Enforcement  and 
Firemen  Training  at  LSU.  Dr.  Dana 
Dawson  is  pastor  at  First  Church. 


After  the  chicken-spaghetti  supper  given  by  the  youth  division  of  First  Church, 
Pineville,  some  of  the  young  people  relax  at  left.  At  right,  Jane  Ingram  counts 
tickets.  The  MYF  is  working  to  raise  funds  that  all  might  goto  the  Lake  Sharon 
Retreat  Area  near  Dallas  next  summer. 


MINDEN  FIRST  CHURCH  present¬ 
ed  all  five  choirs  in  a  program  of 
Christmas  music  the  evening  of  Dec. 
3.  Kinder  Choir  was  directed  by  Mrs. 
M.  S.  O’Dell  and  Mrs.  Luther  Moore; 
Cherub  Choir  by  Mrs.  Mickey  Love, 
Mrs.  Horace  Upton,  and  Miss  Nancy 
Greer;  Carol  Choir,  Misses  Sharon  and 
Karen  O'Dell;  Youth  Choir  by  Mrs. 
James  Rhea  Love;  Chancel  Choir  by 
Mr.  Earle  Cooke.  The  Chancel  will 
also  present  a  cantata  on  Dec.  17. 
Mrs.  M.  S.  O’Dell  is  organist.  The  Rev. 
Edward  R.  Thomas  is  pastor. 

BROADMOOR  CHURCH,  SHREVE¬ 
PORT,  featured  the  “Hanging  of  the 
Greens”  last  Sunday  evening.  Follow¬ 
ing  the  decorating  of  classrooms,  the 
sanctuary  program  included:  Junior 
and  Primary  Choirs  singing  Kevins 
Carol,  Ring  Out  the  Joyful  News 
Again,  The  Three  Wise  Men,  What 
Strangers  are  These,  and  Rejoice  O 
Earth;  the  Cherub  Choir  sang  Christ¬ 
mas  is  Such  a  Happy  Time  and  God 
Sent  His  Son.  Directors  were  Mrs., 
Daisy  Duncan  and  Martha  Keck;  ac¬ 
companists  were  Kaye  Steinwinder  and 
Richard  McKenzie.  The  story  of  The 
Other  Wise  Man  was  told  by  Carl 
Fogleman.  The  Rev.  Robert  Crichlow 
is  pastor. 

THE  BROADMOOR  CHOIR  of  Bat¬ 
on  Rouge  presented  Handel’s  Messiah 
in  the  Ponchatoula  First  Methodist 
Church  last  Sunday  evening,  Dec.  3. 
Gunvard  Hansen  is  the  director  and 
Rowena  Dickey  is  organist  for  the 
group. 

THE  CHRISTIAN  GLEANERS  Class 
of  the  Vivian  Church  had  a  surprise 
birthday  supper  in  honor  of  their 
teacher,  Miss  Jane  Pardue,  on  Nov. 
20.  Bill  Holbrook,  class  president,  pre¬ 
sented  Miss  Pardue  with  a  gift  from 
the  class.  The  Rev.  Stone  Caraway  is 
pastor. 

THE  REV.  AND  MRS.  R.  H.  Heame, 
retired  and  living  in  West  Monroe,  at¬ 
tended  the  dedication  service  for  sanc¬ 
tuary  accessories  in  the  Claiborne 
Church.  Mr.  Heame  is  a  former  pastor 
of  Claiborne.  The  couple  gave  two 
hymnals  honoring  their  daughters  Mrs. 
C.  E.  Crawford  and  Mrs.  C.  A.  Jordan. 

GRACE  CHURCH,  RUSTON,  had  as 
guest  speakers  on  Nov.  26,  Dr.  Henry 
A.  Rickey,  district  superintendent,  at 
the  morning  service,  and  the  Rev.  Otis 
Spinks,  associate  minister  of  Trinity 
Church,  in  the  evening.  Laymen  pre¬ 
siding  were  Lucius  D.  McGehee  and 
Dr.  Hal  Barker.  The  pastor  is  the  Rev. 
George  Harkins. 

A  PULPIT  EXCHANGE  is  being 
made  in  four  churches  of  the  Monroe 
District  (in  addition  to  the  Richland 
Parish  exchange  already  well  under¬ 
way).  Scheduled  are  Nov.  26:  Winns- 
boro — the  Rev.  Bobby  Burgess;  Wis- 
ner — the  Rev.  D.  T.  Williams;  Crow- 
ville — the  Rev.  L  W.  Taylor;  Sicily 
Island,  the  Rev.  John  R.  Johns.  Dec. 
3:  Winnsboro  —  the  Rev.  John  R. 
Johns;  Wisner — Tthe  Rev.  L.  W.  Tay¬ 
lor;  Crowville — the  Rev.  D.  T.  Wil¬ 
liams;  Sicily  Island — the  Rev.  Bobby 
Burgess.  Dec.  10:  Winnsboro  —  the 
Rev.  L.  W.  Taylor;  Wisner — the  Rev. 
Bobby  Burgess;  Crowville;  the  Rev. 
John  R.  Johns;  Sicily  Island — the  Rev. 
D.  T.  Williams. 
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By:  Alfred  A.  Knox 

LESSON  FOR  DECEMBER  17:  Keeping  Life’s  Covenants 


BACKGROUND  SCRIPTURE:  Malachi  1  and  2 

MEMORY  SELECTION:  Have  we  not  all  one  fa¬ 
ther?  Has  not  one  God  created  us?  Why  then 
are  we  faithless  to  one  another? 

AIM  OF  THE  LESSON:  To  find  in  the  teachings 
of  the  prophet  Malachi  fundamental  truths  that 
will  enable  us  to  be  more  steadfast  in  our  various 
covenant  relationships. 

*  *  * 

Although  very  little  is  known  about  the  writer 
of  this  last  of  the  twelve  books  called  the  “minor 
prophets,”  there  is  a  great  deal  to  be  learned  from 
his  book,  and  we  hope  that  we  may  be  able  to  ab¬ 
sorb  some  of  this  in  the  three  lessons  based  on  Mal¬ 
achi.  The  name  “Malachi”  means  “the  messenger 
of  the  Lord,”  and  so  we  cannot  be  sure  whether  in 
this  instance  we  are  dealing  with  a  man  with  that 
name  or  whether  the  name  was  assigned  to  a  collec¬ 
tion  of  messages  by  some  later  editor. 

Dr.  Clovis  Chappell  in  his  book,  And  the  Prophp 
ets,  says:  “The  author  did  not  see  fit  to  tell  us  his 
name.  He  describes  himself,  however,  in  a  clear  and 
graphic  way.  He  is  the  messenger.  He  is  God’s 
spokesman.  He  was  evidently  a  man  of  deep  moral 
earnestness  and  of  keen  insight.  He  was  called  to 
speak  to  a  very  difficult  congregation  that  was  not 
athrill  with  expectancy.  Instead,  it  was  bored,  fed 
up,  saying  of  life  in  general  and  of  religion  in  par¬ 
ticular:  ‘What  a  weariness  it  all  is.’  (1:13)” 

Dr.  Robert  C.  Dentan  (Interpreter’s  Bible)  has 
this  introductory  statement  to  the  section  on  Mala¬ 
chi:  “The  book  of  Malachi  is  one  of  three  collections 
of  anonymous  oracles  which  originally  made  up  the 
concluding  appendix  to  The  Twelve.  The  prophets 
in  this  third  section  possess  a  unity  which  sets  them 
apart  from  the  preceding  oracles,  now  attached  to 
the  Book  of  Zechariah.” 

“The  place  which  this  book  occupies  in  the  can¬ 
on  of  the  Old  Testament,”  says  Dr.  Willard  L. 
Sperry  (Interpreter’s  Bible),  “has  been  convention¬ 
ally  accepted  as  marking  the  end  of  prophecy  in 
Judaism.  Prophecy  can  never  be  confined  to  a  given 
time.  The  prophet  is  a  man  who  is  immediately  in¬ 
spired  by  the  spirit  of  God.  The  authentic  prophetic 
experience  cannot  be  manipulated  or  self-induced  by 
any  known  regimen.”  He  continues,  “Malachi  there¬ 
fore  may  be  said  to  stand  looking  across  the  un- 
prophetic  years  which  lie  between  the  two  testa¬ 
ments,  to  the  rebirth  of  the  spirit  of  prophecy  in  the 
ministry  of  Jesus  and  in  the  gifts  of  the  Spirit  to 
the  early  church.” 

*  *  * 

THE  BACKGROUND  OF  MALACHI 

Though  we  know  practically  nothing  about  the 
writer  of  Malachi,  the  material  in  the  book  gives  us 
a  number  of  clues  to  the  conditions  of  the  times  in 
which  it  was  written.  This  material  suggests  that  the 
date  of  writing  was  during  the  period  when  Persia 
had  control  over  Palestine.  This  would  date  the 
book  at  about  460  B.C. 

In  538  B.C.  Cyrus  or  Persia  had  freed  the  Jewish 
exiles  to  return  to  Jerusalem.  However,  many  of 
them  had  become  a  part  of  the  country  in  every  way 
and  did  not  desire  to  avail  themselves  of  this  oppor¬ 
tunity.  Seventy-five  years  later  the  Jewish  community 
in  Jerusalem  was  in  a  sad  state.  The  plans  and  prom¬ 
ises  related  to  the  rebuilding  of  the  temple  and  the 
return  of  prosperity  to  Jerusalem  had  not  material¬ 
ized.  Disillusionment  and  indifference  were  so  wide¬ 
spread  by  the  time  of  the  writing  of  Malachi  that 


the  people  were  beginning  to  lose  their  faith,  and  tc 
question  seriously  whether  God  still  cared  for  his 
people.  Malachi  1:2  contains  the  question  that  was 
being  asked  by  many:  “  ‘I  have  loved  you,’  says  the 
Lord.  But  you  say,  ‘How  hast  thou  loved  us?’  ” 

The  author  describes  conditions  in  the  land  that 
were  most  deplorable.  Priests  found  their  duties  tire¬ 
some  and  they  performed  them  carelessly.  God 
speaks  through  the  prophets  to  the  professional 
churchmen:  “My  name  is  great  among  the  nations, 
but  you  profane  it  when  you  say  that  the  Lord’s 
table  is  polluted  .  .  .  What  a  weariness  this  is,  you 
say,  and  you  sniff  at  me.”  (1:12,13) 

Malachi  deplored  all  these  relationships,  since 
they  served  as  evidence  that  the  covenant  relation¬ 
ship  between  Israel  and  its  God  had  been  broken 
by  the  people. 

*  *  * 

GOD’S  COVENANT  WITH  ISRAEL 

Nothing  is  more  significant  in  the  whole  history 
of  the  Old  Testament  than  the  fact  that  God  estab¬ 
lished  a  covenant  with  the  people  of  Israel  when  he 
furnished  the  leadership  which  brought  them  out  of 
bondage  and  then  delivered  to  them  the  law.  In  fact, 
the  covenant  relationship  really  goes  back  to  the  time 
of  Abraham,  when  God  said  he  would  be  their  God 
if  they  would  in  turn  be  his  people. 

The  covenant  was  not  just  simply  a  contract,  as 
we  think  of  a  contract.  It  was  a  whole  way  of  life. 
It  gave  meaning  to  the  Israelite’s  entire  being.  This 
was  a  mutual  relationship  that  went  beyond  the 
bond  which  the  Creator  had  with  all  his  creatures: 

The  type  of  relationship  represented  in  this  cov¬ 
enant  is  delineated  by  Dr.  Charles  M.  Laymon  in 
International  Lesson  Annual  as  he  says:  “The  father 
in  a  home  must  have  more  than  a  blood  relationship 
to  his  children  if  there  is  to  be  a  genuine,  spiritually 
sustaining  Christian  family.  There  must  be  mutual 
love  and  concern,  mutual  honor  and  respect  between 
the  father  and  children;  in  other  words  there  must 
be  a  covenant  relationship  such  as  God  established 
with  his  children — the  tribes  of  Israel.” 

*  *  * 

“HOW  HAST  THOU  LOVED  US?” 

From  the  beginning,  Malachi  is  characterized  by 
a  dialectical  style  of  teaching.  A  sort  of  dialogue  is 
taking  place  right  in  the  first  chapter.  God  says,  “I 
have  loved  you,”  and  the  echo  comes  back,  “How 
hast  thou  loved  us?”  The  implication  is  that  the 
person  in  dialogue  with  God  fails  to  see  the  bless¬ 
ing  which  God  has  poured  out  upon  Israel.  There 
is  an  argumentative  style  here  that  is  part  critical 
and  part  hostile. 

From  God’s  point  of  view,  He  had  chosen  Israel 
to  be  His  people  because  He  loved  them.  But  the 
people  of  Malachi’s  day  were  skeptical  about  this 
love.  The  exile  of  such  long  duration,  and  the  de¬ 
plorable  situation  in  Jerusalem  at  the  time  gave  them 
very  little  visible  evidence  of  God’s  love. 

Someone  has  said  that  “man’s  inhumanity  to 
man  is  always  prefaced  by  man’s  ingratitude  to 
God.”  Of  course,  this  often  becomes  a  very  real 
problem  when  persons  who  have  faced  what  seems 
to  be  more  than  their  share  of  hardships  and  diffi¬ 
culties  are  called  in  the  midst  of  their  pain  and  loss 
to  stand  and  testify  that  God  loves  them.  Many  have 
stood  up  well  when  this  test  has  come,  and  Malachi 
uses  this  question  “How  hast  thou  loved  us?”  to 
introduce  a  collection  of  wisdom  that  will  affirm  in 
the  end  that  God  surely  has  loved  this  people  and 
that  they  have  every  reason  in  the  world  to  honor 
their  covenant  with  Him. 


THE  FATHERHOOD  OF  GOD 

In  verse  6  of  Malachi  1  we  read  words  that 
purport  to  come  from  God:  “A  son  honors  his  fa¬ 
ther,  and  a  servant  his  master.  If  then  I  am  a  father, 
where  is  my  honor?”  Here  at  least  450  years  before 
the  birth  of  Christ  we  have  the  introduction  of  the 
concept  that  God  is  father.  This  is  one  of  the  major 
premises  of  our  religion.  Dr.  Sperry  says:  “We  need 
to  remember  that  the  word  is  not  an  exhaustive  def¬ 
inition;  it  is  at  best  a  suggestive  metaphor.  It  is  in¬ 
tended  to  intimate  that  which  can  never  be  defined. 
Calvin  was  right  when  he  said  that  the  essence  of 
God  is  incomprehensible.  Nevertheless  we  stand  by 
Phillips  Brook’s  simple  statement:  “In  all  its  human 
uses,  the  idea  of  fatherhood  comes  nearer  to  being 
a  religious  idea  than  that  of  any  other  human  re¬ 
lationship.” 

Yet,  when  we  have  conceived  of  human  father¬ 
hood  at  its  very  best,  it  still  falls  far  short  of  a  com¬ 
plete  revelation  of  the  true  nature  of  God.  In  our 
time,  the  father  may  be  thought  of  as  the  provider 
for  his  children,  and  sometimes,  their  pardoner.  In 
too  many  homes  there  is  little  feeling  of  filial  re¬ 
spect,  of  deference  and  devotion  to  him.  For  some 
he  is  there  to  be  freely  used,  rather  than  to  be  hon¬ 
ored.  Such  concepts  can  only  lead  to  a  perversion 
of  the  basic  biblical  idea  of  fatherhood  and  sonship. 
Whether  we  view  the  concept  from  the  perspective 
of  the  Old  Testament  or  the  New,  the  greater  moral 
stress  should  be  laid  upon  man’s  filial  duty  toward 
God  than  upon  God’s  paternal  responsibility  to¬ 
ward  man.  But  it  is  so  hard  for  man  in  any  age  to 
keep  this  in  mind. 

*  *  * 

THE  HARMFUL  EFFECTS  OF  A 
BORED  CLERGY 

Verse  13  speaks  to  us  in  the  words  of  a  bored 
and  ineffective  priesthood  going  mechanically  about 
religious  tasks.  “What  a  weariness  this  is,  you  say, 
and  you  sniff  at  me,  says  the  Lord  of  hosts.  You 
bring  what  has  been  taken  by  violence  or  is  lame 
or  sick,  and  this  you  bring  as  your  offering.  Shall  1 
accept  that  from  your  hands,  says  the  Lord.”  Though 
the  prcphet  spoke  of  an  ineffective  clergy,  one  does 
not  have  to  fall  in  that  group  to  know  the  boredom 
and  weariness  of  an  ineffective  religion.  Many  whc 
have  turned  their  backs  on  the  church  today  have 
done  so,  not  out  of  disagreement  with  its  major  pre¬ 
cepts,  but  because  the  churches  they  have  observed 
have  never  presented  them  with  a  challenge  that  ex¬ 
cited  or  thrilled  them.  The  prophet  Ezekiel  spoke 
in  one  place  of  a  “valley  of  dry  bones,”  as  he  tried 
to  picture  religion.  The  Christian  mystics  were  con¬ 
cerned  about  the  problems  of  spiritual  and  moral 
dryness. 

Thomas  a  Kempis,  one  of  the  greatest  of  the 
mystics  wrote:  “I  have  never  found  any  so  religious 
and  devout,  that  he  had  not  sometimes  a  withdraw¬ 
ing  grace,  or  felt  not  some  decrease  of  zeal.  When 
I  call  to  mind  some  devout  persons,  who  approach 
Thy  Sacrament,  O  Lord,  with  the  greatest  devotion 
and  affection,  I  am  oftentimes  confounded  and 
blush  within  myself,  that  I  am  come  with  such  luke¬ 
warmness,  yea  coldness,  to  thy  altar  and  the  table 
of  sacred  Communion.  I  grieve  to  think  that  I  re¬ 
main  so  dry,  without  affection  of  heart.” 

The  main  difference  between  Thomas  a  Kempis 
and  the  priests  whom  Malachi  criticized  is  that  the 
latter  so  unashamedly  made  their  peace  with  their 
boredom  and  ineffectiveness.  The  religious  person 
must  expect  seasons  of  weariness  in  his  faith,  but  he 
must  never  accept  it  as  the  desired  state. 

*  *  * 

OUR  COVENANTS  AND  RELATIONS 
TO  OTHERS 

The  lives  of  all  men  are  so  interrelated  that  we 
cannot  deal  lightly  with  the  covenants  we  have  made. 
If  we  alienate  ourselves  from  the  covenant  we  have 
with  God,  it  is  extremely  hard  to  remain  in  a  sound 
covenant  relationship  with  our  fellowmen.  It  is  also 
true  that  if  we  live  in  anger,  jealousy,  and  deceitful¬ 
ness  toward  others,  we  discover  that  our  covenant 
relationship  with  God  has  been  broken  along  the 
way. 

No  verse  in  scripture  underlines  this  reality  as 
does  our  memory  selection  for  today:  “Have  we  not 
all  one  father?  Has  not  one  God  created  us?  Why 
then  are  we  faithless  to  one  another,  profaning  the 
covenant  of  our  fathers?”  (2:10) 
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The  head  of  the  Reformed  Church  in  America 
told  the  laymen  of  his  denomination  that  the  Chris¬ 
tian  church  holds  the  key  to  the  future  and  should 
be  regarded  as  “a  launching  pad — not  as  a  bomb 
shelter.”  Dr.  Harold  Schute  of  Scotia,  N.Y.,  presi¬ 
dent  of  the  Reformed  General  Synod,  said  he  saw 
the  Christian  church  as  a  stepping-off  place  for 
things  to  be  done  in  the  future,  rather  than  a  refuge 
from  fears  and  prejudices  of  the  past. 

“Christ  becomes  the  key  to  the  present  and 
future,  because  he  unlocks  some  of  the  tensions 
and  problems  of  everyday  living  when  he  makes 
himself  known,”  Dr.  Schut  added. 

A  warning  that  “the  ecumenical  urge  to  merge” 
might  tempt  some  Baptists  into  “compromising  con¬ 
formity”  was  issued  by  the  annual  session  of  the 
State  Convention  of  Baptists  of  Ohio,  meeting  in 
Akron.  Although  the  resolution  passed  by  the  group 
did  not  specifically  call  on  Baptists  to  avoid  the 
ecumenical  movement,  it  resolved  that  “the  messen¬ 
gers  to  this  convention  declare  themselves  as  com¬ 
mitted  unequivocally  to  the  practice  of  New  Testa¬ 
ment  principles  traditionally  and  historically  ad¬ 
hered  to  by  the  God-blessed  people  called  Baptists.” 

The  convention,  affiliated  with  the  Southern 
Baptist  Convention,  also  called  on  its  member 
congregations  to  be  totally  involved  in  the 
Crusade  of  the  Americas,  an  intercontinental 
evangelistic  campaign  set  for  1969  and  involv¬ 
ing  38  national  Baptist  groups  in  28  countries. 

A  Franciscan  priest-sociologist  said  that  the  life 
style  of  the  Protestant  monastic  community  of  Taize 
in  Chicago  holds  “no  real  answers  for  Christian 
mission.”  Father  Sigmund  Dragastin,  writing  in  the 
December-January  issue  of  The  Critic,  national 
Catholic  bi-monthly,  also  said  that  the  celebrated 
community  does  not  offer  “a  model  on  which  Cath¬ 
olic  religious  communities  are  to  reform  themselves.” 

Father  Dragastin,  affiliated  with  the  National 
Opinion  Research  Center  at  the  University  of 
Chicago,  lived  “around  the  corner”  from  the 
Taize  brothers’  Chicago  community  during  the 
past  year. 

Bishop  James  A.  Pike  told  a  theological  “teach-in” 
in  Hamilton,  Ont.  that  if  there  is  a  God  like  the 
one  portrayed  by  fundamentalists,  “He  ought  to  be 
dead.”  The  resigned  Episcopal  Bishop  of  California 
made  the  comment  in  response  to  criticism  of  his 
views  by  the  Rev.  John  W.  Montgomery,  a  funda¬ 
mentalist  pastor. 

After  reading  the  news  release  of  this  exchange, 
we  are  not  quite  sure  whether  Bishop  Pike  was 
really  wishing  that  Mr.  Montgomery  or  his  God 
“ought  to  be  dead.” 

Legislation  to  provide  for  the  sharing  of  Anglican 
churches  with  other  denominations  will  be  prepared 
by  a  special  committee  to  be  set  up  by  the  Church 
Assembly  and  may  be  in  effect  within  two  years. 
This  was  one  of  the  major  outcomes  of  the  As¬ 
sembly's  Fall  meeting  of  Bishops,  Clergy  and  Laity. 

The  first  Asia-South  Pacific  Regional  Confer¬ 
ence  of  Bible  Societies,  meeting  in  Bangkok, 
has  pledged  to  devote  its  efforts  to  furnishing 
the  Scripture  to  young  people  and  other  “new 
readers.”  It  said  that  young  people  compose 
more  than  one-half  of  the  population  of  Asia 
and  need  to  have  the  Bible  in  the  midst  of 
many  voices  seeking  their  allegiance. 


A  call  for  “seriously  religious  dialogue”  be¬ 
tween  Christians  and  Jews  was  sounded  hi  New 
York  by  a  United  Presbyterian  theologian  and 
editor  at  the  annual  dinner  erf  the  Jewish  Re- 
constructionist  Foundation.  Dr.  Elwyn  Smith, 
professor  of  religion  at  Philadelphia’s  Temple 
University,  said  that  “the  sharp  collision  be¬ 
tween  American  Christianity  and  the  American 
Jewish  community”  at  the  time  of  the  June 
Middle  East  crisis  should  not  be  seen  as  a 
failure  of  dialogue,  but  as  a  consequence  of 
the  inadequacy  of  secular  dialogue. 


NEW  YORK  —  Excerpts  from  eight  letters,  pre¬ 
viously  unpublished  by  German  theologian  Dietrich 
Bonhoeffer  were  included  in  an  article  written  by 
Mrs.  Maria  von  Wedemyer-Weller,  fiancee  of  the 
Lutheran  pastor  when  he  was  killed  by  the  Nazis  in 
1945.  The  article  appeared  in  the  student-edited 
Union  Seminary  Quarterly  Review  at  New  York’s 
Union  Theological  Seminary.  Bonhoeffer  was  execu¬ 
ted  after  a  two  year  imprisonment  for  his  opposition 
to  the  regime  of  Hitler.  The  excerpts  represent  a 
collection  of  38  letters  which  Mrs.  Wedemyer-Weller 
has  entrusted  to  the  Houghton  Library  at  Harvard 
University.  The  passages  exhibit  a  "new  level  of 
personal  intimacy”  about  Bonhoeffer  according  to 
Dr.  Paul  Lehmann  of  Union.  Bonhoeffer’s  works 
have  exerted  extensive  influence  on  contemporary 
theology.  A  collection  of  his  prison  letters  was 
first  published  in  1953.  Especially  important  in  his 
thought  is  the  necessity  for  theology  to  be  convers¬ 
ant  with  the  “secular”  world.  (RNS  Photo) 


The  president  of  the  Union  of  American  Hebrew 
Congregations  said  in  a  recent  interview  in  Mon¬ 
treal  during  the  union’s  49th  biennial  assembly 
that  the  “rigidities”  dividing  the  three  main  bodies 
of  Judaism — Orthodox,  Conservative  and  Reform — 
have  “softened”  considerably.  Rabbi  Maurice  N. 
Isendrath  of  New  York  said  that  “contemporary 
living”  and  various  “crises”  have  worked  against 
the  religious  sectionalism  characteristic  of  Jewish 
life  in  North  America. 


The  Bible  was  termed  “an  intolerable  master” 
and  some  acts  of  school  worship  “Meaningless” 
by  some  members  of  the  British  House  of  Lords 
as  they  recently  debated  religious  education  in 
Britain’s  schools.  Humanists  vied  with  prom¬ 
inent  churchmen  in  the  debate.  One  peer  re¬ 
called  that  nearly  2,000  years  ago  Christ  said, 
“Suffer  the  little  children  to  come  unto  me,” 
and  then  added  that  the  Lords  now  question 
the  manner  of  their  coming. 

John  Cardinal  Krol,  Archbishop  of  Philadelphia, 
was  named  by  the  National  Conference  of  Chris¬ 
tians  and  Jews  in  New  York  to  receive  its  1968  Hu¬ 
man  Relations  Award.  The  Roman  Catholic  pre¬ 
late  is  being  cited  for  “his  leadership  in  the  ecu¬ 
menical  movement  both  nationally  and  interna¬ 
tionally,  his  efforts  in  carrying  out  the  directives  of 
Vatican  II,  his  work  in  bettering  race  relations  in 
America,  and  his  example  of  one  who  believes  in 
the  Fatherhood  of  God  and  the  Brotherhood  of  man. 

What  role  laymen  should  play  in  the  Roman 
Catholic  Church  will  be  the  major  topic  of 
bishops  at  a  meeting  of  the  Italian  Episcopal 
Conference  in  Rome,  Feb.  19-24.  According 
to  informed  sources,  the  meeting  may  produce 
some  friction  among  Italian  bishops,  with  con¬ 
servatives  tending  to  oppose  innovations  while 
progressives  push  for  reforms. 

The  Education  Commission  of  the  Southern  Bap¬ 
tist  Convention  has  reported  that  there  are  67,730 
full-time  students  this  Fall  in  54  Southern  Baptist 
colleges,  universities,  Bible  schools  and  academies. 
This  is  a  decrease  of  22  students  in  enrollment. 
The  biggest  decrease  was  reported  at  Ouachita  Bap¬ 
tist  University,  Arkadelphia,  Ark.,  where  the  de¬ 
crease  is  164  students  from  last  year’s  figures.  Bay¬ 
lor  University,  the  largest  Southern  Baptist  insti¬ 
tution,  has  7,647  regular  students,  an  increase  of  212. 

For  the  first  time,  A  Roman  Catholic  nun  has 
been  accepted  as  a  member  of  the  predominant¬ 
ly  Protestant  Religious  Public  Relations  Coun¬ 
cil,  organization  of  publicists  for  denominational 
and  interchurch  agencies.  She  is  Sister  Marian 
Hahn,  public  relations  director  for  the  Congre¬ 
gation  of  our  Lady  of  the  Retreat  at  Mt.  Kisco, 
N.Y. 

Dr.  Arne  B.  Sovik,  former  director  of  the  De¬ 
partment  of  World  Mission  of  the  Lutheran  World 
Federation,  will  succeed  Dr.  Earl  S.  Erb  as  execu¬ 
tive  secretary  of  the  Board  of  World  Missions  of 
the  Lutheran  Church  in  America  on  Jan.  1.  Dr. 
Erb  has  headed  the  foreign  mission  work  of  a  major 
Lutheran  body  for  15  years.  Before  the  1962  merger 
of  three  Lutheran  denominations  to  form  the  LCA, 
he  was  executive  secretary  of  the  foreign  mission 
board  of  the  United  Lutheran  Church. 

The  Rev.  J.  Whitcomb  Brougher,  Sr.,  last  sur¬ 
viving  member  of  a  15-man  group  which  found¬ 
ed  the  American  Baptist  Convention  in  1907, 
died  recently  in  Portland,  Ore.  at  the  age  of 
97.  His  73-year  career  in  the  ABC  included 
pastorates  in  some  of  the  denominations  largest 
churches — pastorates  which  won  for  him  the 
nickname  of  “Will  Rogers  of  the  pulpit.” 

Two  outstanding  Roman  Catholic  leaders  of  the 
Christian-Jewish  dialogue  have  rejected  the  proposal 
that  Jerusalem  should  be  internationalized.  Msgr. 
John  M.  Ocsterreicher,  director,  and  Father  Ed¬ 
ward  H.  Flannery,  assistant  director,  of  the  In¬ 
stitute  of  Judaeo-Christian  Studies  at  Seton  Hall 
University,  South  Orange,  N.J.,  called  for  a  unified 
Holy  City  under  the  control  of  Israel. 

Three  seminaries  in  Washington,  D.C. — Roman 
Catholic,  Methodist  and  Episcopal — will  ex¬ 
change  faculty  members  for  graduate  theological 
courses  beginning  in  February.  Schools  par¬ 
ticipating  are  Catholic  University  of  America, 
Wesley  (Methodist)  Theological  Seminary,  both 
in  Washington,  and  Virginia  Episcopal  Semi¬ 
nary  in  nearby  Alexandria. 
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LONDON  —  Ecumenical  Patriarch  Athenagoras,  spiritual  leader  of  East¬ 
ern  Orthodoxy,  and  Anglican  Archibishop  Michael  Ramsey  of  Canterbury, 
hold  a  press  conference  in  London.  It  took  place  during  the  visit  of  Pa¬ 
triarch  Athenagoras  to  the  Church  of  England  in  behalf  of  Christian  unitv 
(RNS  Photo) 


METHODIST  NEWS  IN  BRIEF 

One  Methodist  Crusade  Scholar  has 
succeeded  another  as  head  of  a  major 
ecumenical  institution  in  the  Philip¬ 
pines.  Dr.  Jacob  S.  Quiambao  was 
inaugurated  October  25  as  the  ninth 
president  of  Union  Theological  Semi¬ 
nary  in  Manila.  He  succeeds  Bishop 
Benjamin  I.  Guansing  who  was  elected 
to  the  episcopacy  in  February, 
t 

The  African  Methodist  Episcopal 
Church  has  sent  30,000  pounds  of  food 
to  the  Delta  Ministry  in  Mississippi  for 
distribution  to  hungry  Negroes.  Bish¬ 
op  H.  Thomas  Primm,  Nashville, 
Tenn.,  also  gave  the  ministry  $5,000 
contributed  by  members  of  his  dis¬ 
trict  to  help  in  buying  food  stamps  for 
families  without  incomes. 

t 

More  than  100  Methodist  women 
leaders  are  meeting  in  New  York  Dec. 
6-9  to  plan  for  the  involvement  of 
Methodist  women  through  America  in 
four  issues  in  1968. 

t 

Dr.  Robert  L.  Browning,  Delaware, 
Ohio,  is  the  new  president  of  the  na¬ 
tional  Methodist  Conference  on  Chris¬ 
tian  Education.  The  Rev.  William  J. 
Washington,  Nashville,  Tenn.,  is  vice- 
president.  Officers  re-elected  include 
Dr.  Walter  N.  Vernon  and  Dr.  Carl  L. 
Stocking,  both  of  Nashville,  recording 
secretary-treasurer  and  program  secre¬ 
tary,  respectively. 


CHRISTIAN  UNITY  DISCUSSIONS 
TO  CENTER  ON  FEDERAL  AID 
TO  CHURCH-RELATED  SCHOOLS 

NEW  YORK  (MI)— Church-related 
elementary  and  secondary  schools  and 
government  aid  will  be  the  major  topic 
for  discussion  when  representatives  of 
the  Roman  Catholic  and  Methodist 
Churches  hold  the  fourth  in  a  series 
of  conversations  here  Dec.  17-19.  The 
sessions  will  be  at  Fordham  University. 

The  conversations  are  part  of  a  ser¬ 
ies  involving  the  Catholic  church  and 
various  other  churches,  and  grow  out 
of  statements  on  Christian  unity  of  the 
Second  Vatican  Council. 

Papers  at  the  sessions  here  will  be 
presented  by  Msgr.  James  Donohoe, 
Washington,  D.  C.,  Director  of  the  De¬ 
partment  of  Education  for  the  United 
States  Catholic  Conference,  and  the 
Rev.  Dean  Kelley,  Director  of  Relig¬ 
ious  and  Civil  Liberties  for  the  Na¬ 
tional  Council  of  Churches. 

The  two  teams,  numbering  about  30 
persons,  are  headed  by  Methodist  Bish¬ 
op  F.  Gerald  Ensley  of  Columbus, 
Ohio,  and  the  Most  Rev.  Joseph  B. 
Brunini,  Jackson,  Miss.,  apostolic  ad¬ 
ministrator  of  the  Diocese  of  Natchez- 
Jackson. 

t 

There  will  be  no  true  freedom  with¬ 
out  virtue,  no  true  science  without  re¬ 
ligion,  no  true  industry  without  thd 
fear  of  God  and  love  to  your  fellow- 
citizens. —  Kingsley 

t 

Those  who  deny  freedom  to  others 
deserve  it  not  for  themselves,  and,  un¬ 
der  a  just  God,  cannot  long  retain  it. 
— Lincoln 


LONDON  —  Miss  Janet  Lacey, 
director  of  Christian  Aid,  an 
agency  of  the  British  Council  of 
Churches,  is  the  first  woman  to 
give  a  sermon  from  the  pulpit  of 
famed  St.  Paul’s  Anglican  Cathe¬ 
dral  in  London.  She  wore  a  blue 
shantung  suit  and  a  grey  and 
white  hat.  Theme  of  her  sermon 
was  world  famine  and  the  Chris- 
tion  responsibility  to  work  for 
its  elimination.  (RNS  Photo) 


Mrs.  Robert  Crichlow  (center)  of  Shreveport  was  guest  speaker  for  the  study  on 
Japan  at  a  joint  supper  meeting  of  the  Woman’s  Society  and  Guild  of  the  Homer 
and  Haynesville  Churches.  Others  on  the  program  included,  from  left:  Mrs. 
Wideman  Watson,  Mrs.  Don  Moore,  Mrs.  George  Tigner,  Jr.,  and  Mrs.  J.  J.  Cara¬ 
way. 


Providing  special  music  for  the  study  on  Japan  at  Homer  was  the  Elementary 
Girls'  Ensemble.  From  left  are:  Barbara  Chism,  Ann  Caraway,  Hilda  High¬ 
tower,  Sondra  Speer,  and  Joan  Peterson. 


Baton  Rouge  district  parsonettes  are  pictured  in  the  den  of  the  district  parson¬ 
age  where  objects  for  Christmas  are  displayed,  made  by  Mrs.  Bentley  Sloane, 
hostess,  who  gave  instruction  and  demonstration  for  their  making. 


Pictured  crt  the  parsonage  door  are,  from  left:  Mrs.  Al  Brown,  Mrs.  Jack  Wine- 
geart,  Mrs.  Sloane  (hostess),  Mrs.  Dana  Dawson,  and  Mrs.  Earl  Hotalen.  AT 
RIGHT:  Mrs.  Ben  Andrews,  widow  of  a  former  district  superintendent,  now  liv¬ 
ing  in  Gonzales,  is  standing  amid  the  decorations  made  by  Mrs.  Sloane. 
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World  Understanding  Workshop 


Slidell. 


The  Wesleyan  Fellowship  Class  of 

THE  WESLEYAN  FELLOWSHIP 
Class  of  the  Slidell  Church  sponsors  a 
“March  to  the  Manger”  each  Christ¬ 
mas  season,  giving  each  family  in  the 
church  an  opportunity  to  give  a  gift  to 
the  Christ  child.  The  love  offering  is 
brought  to  the  manger  as  angels,  shep¬ 
herds  and  wise  men  surround  it  and 


Mary  and  Joseph  after  the  children 
have  presented  the  pageant  depicting 
Jesus’  birth.  The  love  offering  is  placed 
in  the  building  fund.  Mrs.  Elizabeth 
Levy  is  director  of  the  pageant.  The 
Rev.  Kirby  Vining  is  the  Slidell  pas¬ 
tor.  Members  of  the  Wesleyan  Fel¬ 
lowship  Class  arepicturedbelow. 


A  Workshop  on  World  Understand¬ 
ing  with  focus  on  Africa  was  held  in 
Shreveport  First  Methodist  Church 
Nov.  30.  Attending  were  representa¬ 
tives  of  Woman’s  Societies  in  Shreve¬ 
port  and  Bossier  City,  Church  Women 
United,  the  Ruston  District,  the  Alex¬ 
andria  District  and  the  Monroe  District. 

Mrs.  Earle  Button  of  Dallas,  who 
is  secretary  of  Christian  Social  Rela¬ 
tions  of  the  South  Central  Jurisdic¬ 
tion  and  who  was  a  participant  in  the 
Workshop  on  World  Understanding 
held  in  Kitwe,  Africa  in  1966,  was 
a  resource  person  for  the  workshop. 
Other  program  personnel  included  Mrs. 


Ruby  Cochran,  a  many  times  world 
traveler;  Mrs.  Wiley  B.  Gardner,  con¬ 
ference  secretary  of  Christian  Social 
Relations;  Mrs.  T.  E.  Kirkpatrick, 
president  of  Shreveport  District;  Mrs. 
R.  E.  Carter,  chairman  of  the  work¬ 
shop;  Mrs.  Lee  Tidwell,  former  dis¬ 
trict,  conference  and  jurisdiction  offic¬ 
er;  and  Mrs.  E.  E.  Ragan. 

The  Shreveport  Workshop  was  a 
“spin-off”  of  a  similar  program  held 
in  Baton  Rouge  earlier  in  the  year. 
The  purpose  of  these  meetings  is  to 
bring  about  a  better  understanding  of 
the  people  problems,  and  opportunities 
of  African  today. 

t 


The  Deaconess  Movement 


in  the  United  Methodist  Church 


A  strategic  role  for  deaconesses  as 
professional  women  workers  in  the  mis¬ 
sion  of  the  new  United  Methodist 
Church  was  outlined  by  the  head  of 
the  deaconess  movement  at  the  annual 
meeting  of  the  national  Methodist 
Commission  on  Deaconess  Work,  Nov. 
1-2,  held  in  New  York. 

“As  deaconesses,  women  have  an 
opportunity  to  be  daring  adventurers  on 
the  pioneering  edges  of  mission  oppor¬ 
tunities,”  Miss  Betsy  K.  Ewing,  New 
York,  executive  secretary  of  the  Com¬ 
mission,  said  in  her  annual  report. 

Miss  Ewing  called  for  more  deacon¬ 
esses,  and  was  supported  by  the  Rev. 
Dr.  J.  Edward  Carothers,  New  York, 
associate  general  secretary  of  the  Meth¬ 
odist  Board  of '  Missions  with  respon¬ 
sibility  for  its  National  Division. 

Miss  Ewing’s  declaration  that  a  new 
interpretation  is  needed  of  the  role  of 
the  deaconess  found  a  response  in  leg¬ 
islation  proposed  by  the  Commission 
for  inclusion  in  the  Discipline  of  the 
United  Methodist  Church. 

The  proposed  legislation,  as  adopted 
by  the  Commission  for  submission  to 
the  Uniting  Conference,  gives  this  def¬ 
inition  of  the  deaconess:  “A  deaconess 
is  a  professionally  competent  lay  wom¬ 
en  who  in  response  to  God’s  claim  on 
her  life,  and  who  having  met  the  re¬ 
quirements,  has  been  consecrated,  com¬ 
missioned  and  licensed  for  a  ministry 
of  special  need  and/or  in  response  to 
persons  who  are  separated  from  re¬ 
sponsible  participation  in  society.” 
That  is  in  contrast  to  the  definition 
in  the  present  Methodist  Discipline 
which  says  simply:  “A  deaconess  is 
a  woman  who  has  been  led  by  the 
Holy  Spirit  to  devote  herself  to  Christ- 
like  service  under  the  direction  of  the 
Church  and  who,  having  met  the  re¬ 
quirements,  has  been  duly  licensed, 
consecrated  and  commissioned.” 

Calling  for  more  deaconesses,  Miss 
Ewing  said  that  there  are  now  only  319 
active  deaconesses,  and  that  89  will  re¬ 
tire  within  the  next  five  years.  There 


are  314  retired  deaconesses,  she  said. 
Of  the  active  deaconesses,  she  said, 
61  are  in  community  centers  or  inner- 
city  work,  61  are  in  local  church  work, 
36  are  in  education,  37  in  town  and 
country  work,  29  in  medical  and  so¬ 
cial  welfare,  23  in  children’s  homes  and 
residences,  4  in  pastoral  work,  24  with 
Methodist  boards  and  agencies,  and  44 
in  other  categories. 

t 

MER  ROUGE  REPORT 

The  Mer  Rouge  Woman’s  Society  of 
Christian  Service  keeps  several  action 
projects  going.  Presently  the  ladies  are 
concerned  with  servicemen,  the  elder¬ 
ly,  and  unfortunate  girls. 

Through  the  American  Bible  So¬ 
ciety  the  women  sent  100  copies  of 
“Good  News  for  Modern  Man,”  the 
new  version  of  the  New  Testament, 
to  servicemen  in  Vietnam. 

Each  month  a  birthday  party  is  giv¬ 
en  at  “Oak  Woods,”  the  home  in  the 
community  for  retired  citizens.  At  that 
time  they  furnish  entertainment  and 
refreshments  for  all  and  gifts  for  those 
having  birthdays  that  month. 

For  the  girls  in  the  Methodist  Home 
Hospital  at  New  Orleans — well,  here’s 
how  Mrs.  Shelby  White  tells  it: 

“I  saw  Bro  Jack  Midyett  at  con¬ 
ference  and  asked  what  we  might  do 
to  help  in  the  home  he  manages.  He 
replied  that  they  can  always  use  baby 
things  and  money.  ‘But  we  want  to  do 
something  for  the  girls  themselves,  to 
help  them  go  back  into  their  commu¬ 
nities  to  make  new  lives  for  them¬ 
selves.’  He  smiled  and  said,  ‘I  know 
the  very  thing.  We  have  three  sewing 
machines  now  and  material  for  dresses 
would  be  most  welcome.’  When  I  made 
the  appeal  in  Mer  Rouge  folks  re¬ 
sponded  and  we  soon  sent  a  box  of 
materials  with  patterns,  thread,  zippers, 
etc.,  valued  by  two  merchants  at  $135, 
at  least.” 

Mrs.  R.  C.  Windsor,  Sr.  is  presi¬ 
dent  of  the  group. 


Claiborne  ladies  organize 

A  formative  meeting  of  all  the  lad¬ 
ies  of  Claiborne  Methodist  Church, 
West  Monroe,  was  held  recently  at 
the  home  of  Mrs.  Marie  Wilbanks.  The 
24  ladies  who  attended  made  plans 
for  the  group  to  meet  at  least  quar¬ 
terly. 

The  purpose  of  this  group,  which  en¬ 
compasses  members  of  the  Wesleyan 
Guild,  the  Woman’s  Society  of  Chris¬ 
tian  Service,  and  all  age  groups,  is  to 
promote  more  fellowship  among  the 
members,  to  secure  new  members,  to 
render  service  to  shut-ins,  and  to  aid 
each  other  during  times  of  need  and 
distress. 

Mrs.  Courtland  Landreaux,  librarian 
from  the  Stubbs  Street  Branch  of  the 
Monroe  Library  and  a  member  of  Clai¬ 
borne  Church,  spoke  to  the  group. 


News  in  brief 

NEWLYWEDS  WERE  HONORED 
when  the  Woman’s  Society  of  Reily 
Memorial  University  Church,  Baton 
Rouge,  gave  a  reception  for  the  min¬ 
ister’s  son  and  wife,  Dec.  3.  Jonathan 
Cooke,  son  of  the  Rev.  and  Mrs.  Jack 
Cooke,  was  married  on  Nov.  25  to 
Miss  Linda  Williams  of  New  Iberia. 


THE  ST.  JAMES  WOMAN’S  Society 
of  Marrero  held  a  four-session  study 
on  “Changing  Theological  Concepts*’ 
recently.  The  study  was  conducted  to 
prepare  the  church  for  a  spiritual  re¬ 
vival  which  was  held  in  November  with 
the  Rev.  Rupert  Coles  as  guest  min¬ 
ister.  Mrs.  Garland  Cason  led  the  group 
study.  The  Rev.  Harold  Bordages  is  the 
St.  James  pastor. 


Leaders  pictured  at  the  World  Understanding  Workshop  held  at  First  Church 
Shreveport,  Nov  30,  are,  from  left:  Mrs.  T.  E.  Kirkpatrick,  Mrs.  Earle  Button' 
Mrs.  Ruby  Cochran,  Mrs.  Wiley  B.  Gardner  and  Mrs.  R  E  Carter 


BELOW:  Mrs.  Button,  in  costume,  leads  a  session. 
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•  On  a  Wide  Circuit 


The  Church  looks 
at  America' s  needs 

by  W.  W.  Reid 

I  have  before  me  the  “vest  pocket 
edition”  of  A  Centenary  Survey  of 
Methodist  Episcopal  Missions — a  sum¬ 
mary  of  the  “case”  made  to  Meth¬ 
odist  people  for  the  “Centenary  Move¬ 
ment”  that  stirred  the  churches  in 
1919.  This  celebration  came  when  en¬ 
thusiasm  ran  high  for  world  peace, 
and  the  Christianization  of  the  world. 

The  situations  in  America  that 
seemed  paramount  to  the  Church  half 
a  century  ago  included:  twelve  west¬ 
ern  states  which  comprised  “the  fron¬ 
tier”  where  churches  and  schools  were 
to  be  provided  for  new  settlers:  irri¬ 
gation  farmers,  miners,  stockraisers; 
“the  Mormon  menace”  —  with  their 
450,000  tithing  members,  1,400  self- 
supporting  missionaries,  and  “con¬ 
cealed  polygamy”;  the  American  In¬ 
dian — who  “fought  for  self-determina¬ 
tion  for  other  races — a  principle  de¬ 
nied  him”;  the  Latin-Amerkans  of  the 
Southwest — alien  agricultural  laborers, 
“contentedly  illiterate,  wretchedly  poor, 
badly  lodged  in  cities,  meeting  racial 
prejudice  and  contempt”;  Alaska — “in- 
exhaustively  rich,  with  a  transient  pop¬ 
ulation”;  Hawaii — “experiment  station 
in  mingling  nationalities”;  Puerto  Rico 
—  “promising  land,  still  hung  about 
with  chains  of  ignorance,  superstitu- 
tion,  tyranny  and  greed”;  the  Amer¬ 
ican  Negro — “4,000,000  slaves  (1865) 
to  12,000,000  freeman  (1919)”— the 
Negro’s  great  achievements  in  employ¬ 
ment,  professions — “the  most  religious 
of  Americans” — “Methodism  has  348,- 
000  Negro  church  members” — “1866 
to  1919  Methodism  has  invested  over 
$10,000,000  in  Christian  education 
among  Negroes.” 

There  were  three  other  “classifica¬ 
tions  of  need”  that  overlapped  with 
all  and  called  for  special  emphasis. 
One  was  the  need  of  “rural  America,” 
the  village  and  farming  communities 
and  areas  where  food  and  raw  mate¬ 
rials  were  produced  and  where  more 
than  half  the  nation’s  people  lived;  sec¬ 
ond,  the  growing  and  changing  cities 
into  which  the  newcomers  from  Europe 
were  pouring,  seeking  jobs  and  homes, 
sometimes  driving  out  the  “older  Amer¬ 
icans.”  And  over-arching  the  entire 
picture  was  the  call  for  “church  ex¬ 
tension” — the  building  of  new  edifices 
for  new  and  growing  congregations, 
many  of  them  serving  immigrants  in 
non-English  tongues. 

The  Century  Survey  pointed  to  “87 
percent  of  all  Methodist  churches  in 
communities  of  less  than  2500  inhabi¬ 
tants”  .  .  .  “the  transient  tenant  is 
generally  poor,  and  takes  no  part  in 
church  work”  .  .  .  “foreigners  are 
taking  the  place  of  native  American 
farmers  in  New  England  and  the  West” 
.  .  .  “rural  industrial  communities  in¬ 
clude  coal,  coke,  iron  and  other  min¬ 
ing  camps,  fishing  villages,  small  mill 
and  factory  towns,  lumber  camps”  and 
the  mountaineers  in  the  Southern  High¬ 
lands. 

The  Survey  showed  also  something 
of  a  beginning  of  the  problems  of  peo¬ 
ple  in  the  cities:  the  “downtown  prob¬ 
lems”  and  the  city  industrial  commu¬ 
nities  are  considered;  but  more  thought 
seems  given  to  the  foreign-language 
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scene 


by  the  Rev.  Leslie  J.  M.  Timmins 
EDITORIAL  BOARD 
The  Methodist  Recorder 


“Barbara  Castle’s  breathyliser  tests 
have  done  more  for  the  cause  of  tem¬ 
perance  than  a  thousand  sermons”  said 
a  leading  churchman  to  me  the  other 
day.  For  those  of  you  who  may  know 
a  little  of  what  has  been  happening 
in  Britain  in  these  recent  days,  there 
is  no  need  to  explain  that  remark. 
But  there  may  be  some  of  you  who  do 
not  know  that  Barbara  Castle  is  the 
Minister  of  Transport  in  Britain,  and 
she  has  recently  empowered  our  won¬ 
derful  British  policemen  to  test  the 
breath  of  motor  car  drivers  who  are 
suspected  of  having  drunk  too  much 
alcohol  with  a  gadget  which  registers 
the  alcohol  content  of  the  breath.  If 
there  is  doubt,  the  driver  must  then 
take  a  blood  or  urine  test  to  confirm 


groups  that  crowd  the  “native  Ameri¬ 
cans  to  the  city  perimeter — or  out  of 
work.  There  are  sections  on  immi¬ 
grants  from  Italy,  on  Slavs  from  twelve 
eastern  European  countries,  on  Lith¬ 
uanians,  Hungarians,  Russian  Jews, 
and  on  Finns,  Syrians,  French-Cana- 
dians,  Greeks  and  Americans — and  on 
plans  to  furnish  Methodist  churches 
for  them  all.  “Centenary  plans”  called 
for  2,506  new  churches  and  the  re¬ 
modelling  of  1,035. 

Some  of  these  objectives  have  been 
reached,  and  the  need  for  some  others 
has  been  greatly  increased  through  fif¬ 
ty  years.  But  principally  one  notes 
changing  emphasis  and  changing  needs 
as  the  church  faces  a  rapidly-changing 
America.  And,  mostly  ,  the  church 
shows  increasing  concern  for  both  the 
physical  and  spiritual  welfare  of  men 
and  women.  Looking  at  1967  reports 
of  home  mission  agencies,  we  find  some 
altogether  new  and  some  altered  termi- 


the  condition  he  (or  she)  is  in. 

The  result  has  been  that  there  have 
been  the  foreseeable  agonised  reactions 
from  the  owners  of  British  public 
houses  (saloons  to  you).  With  crocodile 
tears  streaming  down  their  faces  they 
have  pointed  out  that  there  is  here  a 
threat  to  their  livelihood;  they  have  ac¬ 
cused  the  police  of  lying  in  wait  out¬ 
side  their  hostelries  to  catch  the  unwary 
drinker.  There  have  been  people  who 
have  pontificated  about  the  interfer¬ 
ence  all  this  means  in  the  rights  of  the 
individual  (but  little  mention  of  the 
“right”  of  a  drunken  driver  to  kill  and 
maim). 

But  all,  in  all,  this  seems  to  be  an 
effective  way  of  reducing  the  risk  on 
the  roads,  and  anything  which  will  do 

nology:  “civil  rights,”  “black  power,” 
and  “open-door  membership”  (rather 
than  boasting  of  what  “we  helped  the 
Negro  achieve”);  “our  mission  in  non¬ 
profit  housing”;  “the  population  ex¬ 
plosion”;  “services  on  an  ecumenical 
basis”;  “vertical  cities”;  “secular  cit¬ 
ies”;  “urban  renewal”;  “join  the  war 
on  poverty”;  “food  for  peace”;  “the 
United  Nations”;  “the  Delta  Ministry”; 
“the  age  of  technology”;  “building  an 
enduring  peace”;  “Vietnam”;  “polluted 
air  and  water”;  “conservation  of  nat¬ 
ural  resources”;  “equity  of  opportu¬ 
nity”;  “maximum  individual  fulfill¬ 
ment”;  “flight  to  the  suburbs”;  “a  self- 
renewing  society”;  “this  cybernetic 
age.” 

Every  one  of  these  topics  is  related 
to  the  church’s  concern  for  man’s  wel¬ 
fare — today  and  tomorrow.  Every  one 
of  us  will  be  vitally  affected  by  the 
outcome  of  the  church’s  search  for 
man’s  well-being. 


sdeupKOMt  TVUkcm 

by  Charles  A.  Stuck/Lay  Evangelist 


GOD’S  CHRISTMAS  GIFT 
TO  US 

The  beautiful  and  much-loved 
Christmas  carol,  “Silent  Night,”  men¬ 
tions  the  phrase,  “Dawn  of  redeeming 
Grace.”  But  in  the  same  manner  that 
we  sing  so  many  grand  Christian 
hymns,  we  chant  these  holy  words 
absent-mindedly,  seldom  meditating  on 
the  great  depth  of  their  meaning. 

“Grace”  is  the  most  meaningful  word 
in  the  Christian’s  vocabulary.  Reduced 
to  its  simplest  definition,  it  is  the  love 
that  God  lavishes  upon  every  human 
being,  good  or  bad.  It  is  totally  unde¬ 
served  by  anyone,  but  God  continues 
to  shower  it  upon  us.  God’s  grace  is 
as  old  as  God  Himself.  But  man  did 
not  begin  to  understand  its  full  mean¬ 
ing  until  Jesus  came  to  the  earth. 


God’s  grace  made  Jesus  “The  Way, 
the  Truth,  and  the  Life.”  In  fact, 
Christianity  was  called  “The  Way”  in 
the  first  centuries  of  its  life  by  many 
who  did  not  even  follow_it._ 

God’s  grace  sent  Jesus  to  the  un¬ 
speakable  cruelty  of  the  cross  as  pay¬ 
ment  for  our  sins.  Grace  brought  Jesus 
back  from  a  criminal’s  grave  to  live 
forever. 

God’s  grace  placed  His  Holy  Son 
at  His  right  hand  to  plead  for  me  be¬ 
fore  Him.  Grace  is  God  loving  me  be¬ 
fore  I  asked  Him  to. 

“Redeeming  Grace”  dawned  upon 
mankind  when  a  tiny  babe  was  bom 
in  Bethlehem  in  a  rude  cave  that  was 
used  as  a  stable  for  donkeys  and  cam¬ 
els.  It  has  reached  out  for  every  human 
heart  since  then.  It  will  continue  to 


that  is  worth  the  most  serious  possible 
consideration. 

All  this  leads  me  to  reflect  that  at 
this  time  of  the  year  British  Methodists 
remember  Christian  Citizenship  Sun¬ 
day.  This  Department  of  the  Method¬ 
ist  Church  in  Britain  has  always  been 
responsible  for  the  projection  of  its 
temperance  policy,  and  there  is  no 
doubt  that  re-thinking  about  drink  and 
driving  is  due,  in  no  small  part,  to  the 
intelligent  representations  which  have 
been  made  by  the  Department  and 
other  church  organisations  like  it. 

But  the  work  of  our  Citizenship  De¬ 
partment  goes  much  further  than  this. 

ETHICAL  JUDGEMENTS 

Part  of  the  work  of  the  Department 
is  to  keep  in  touch  with  the  Govern¬ 
ment  Commission  on  the  law  in  all  its 
aspects  and  try  to  project  the  Christian 
ethic  into  the  situation.  It  taks  an  im¬ 
portant  part  in  the  representation  of 
Christian  opinion,  along  with  other 
churches  in  Government  circles.  This 
is  an  assignment  which  demands  a 
very  great  deal  from  those  who  are 
concerned.  They  need  analytical  minds, 
well-instructed  attitudes,  and  a  quick 
appreciation  of  the  issues  involved. 

It  is  always  the  purpose  of  the 
church  in  such  a  situation  to  hold 
up  the  ideal  for  a  Government  to  fol¬ 
low,  and  then  to  secure  something  as 
near  to  the  ideal  as  it  is  possible  to  get. 
The  function  of  the  Christian  opinion, 
when  it  is  well  formulated  here,  can 
be  decisive  in  planning  legislation. 

One  example  of  the  delicacy  of  the 
negotiation  is  that  if,  in  their  discus¬ 
sions  with  the  government  on  the  forth¬ 
coming  gambling  law  revision,  the 
churches  had  pressed  for  an  un¬ 
equivocal  ban  on  gambling,  little  or 
no  notice  would  have  been  taken  of 
what  they  were  saying.  In  fact  what 
was  urged  from  the  Christian  side  was 
much  stricter  control,  and  the  limiting 
in  a  realistic  way  of  the  kind  of  private 
profit  which  can  be  made  by  exploiting 
the  punter. 

The  result  has  been  the  proposals 
which  will  “clean  up”  what  was  look¬ 
ing  like  a  very  dangerous  spot  on  the 
face  of  British  society,  and  a  far  more 
realistic  approach  to  the  evil  involved 
in  this  monster  so-called  “industry.” 

In  these  days,  in  answer  to  the  ques¬ 
tion  “What  is  the  Church  doing  about 
it?”  there  is  strong  evidence  that  by 
working  in  this  way  in  close  consulta¬ 
tion  with  those  people  who  are  re¬ 
sponsible  for  legislation,  the  church  is 
doing  far  more  than  is  often  recognized. 

Please  turn  to  page  15 


plead  for  human  hearts  until  the  end 
of  time.  It  is  the  grandest  and  the  hol¬ 
iest  quality  of  God. 

In  these  joyous  days  before  Christ¬ 
mas  let  us  receive  it  anew  into  our 
lives.  And  if  we  do,  we  shall  not  com¬ 
plain  so  much  about  choosing  gifts 
for  casual  friends  or  for  unlovely  kin¬ 
folk. 

Pondering  at  Christmastime  the  true 
jfneaning  of  “Redeeming  Grace,”  we 
shall  come  into  this  beautiful  season 
with  a  little  more  love,  understanding, 
forgiveness,  and  kindly  thoughts  than 
we  have  had  in  past  months  and  years. 

And,  after  all,  isn’t  that  what  Christ¬ 
mas  is  for? 
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by  Alfred  A.  Knox 


James  N.  Lapsley,  editor,  THE 
CONCEPT  OF  WILLING,  $5.50,  Ab¬ 
ingdon,  222  pp. 

This  volume  brings  together  the  pa¬ 
pers  presented  by  a  group  of  distin¬ 
guished  scholars  at  the  Edward  F.  Gal- 
lahue  Conference  on  Will  and  Willing 
held  in  1963  at  Princeton  Theological 
Seminary.  Its  announced  purpose  is 
“to  investigate  how  development  in  the¬ 
ology  and  in  the  psychological  sciences 
in  the  past  few  decades  has  influenced 
the  concept  of  will.  The  editor,  asso¬ 
ciate  professor  of  pastoral  theology  at 
the  seminary  where  the  conference  was 
held,  has  carefully  studied,  organized, 
and  reworked  the  papers  to  make  a 
significant  contribution  in  this  area  of 
concern. 

For  the  man  on  the  street  the  reality 
of  will  and  willing  may  never  have 
posed  a  serious  problem,  but  in  more 
academic  circles  the  concept  has  been 
subject  to  debate.  Under  the  influence 
of  behaviorism  in  psychology  and  the 
emphasis  on  unconscious  motivation  in¬ 
psychoanalysis,  plus  the  strong  influ¬ 
ence  of  existentialist  theology  this  prob¬ 
lem  is  again  in  focus  in  the  thinking 
of  many.  This  book  will  provide  you 
with  an  excellent  tour  through  this 
“country,”  with  the  following  as  your 
guides:  Seward  Hiltner,  Paul  W.  Pruy- 
ser,  John  Macquarrie,  Hugh  T.  Kerr, 
Walter  B.  Studdiford,  and  the  editor 
of  the  volume. 

In  one  of  the  early  pages  of  the 
book,  this  warning  appears:  “In  the 
following  pages  an  attempt  will  be 
made  to  sum  up  some  of  the  salient 
features  of  the  discussion  on  the  con¬ 
cept  of  willing  produced  in  Western 
thought.  These  will  be  presented  in 
roughly  historical  progression,  dealing 
lightly  with  the  old  positions  and  more 


richly  with  current  formulations.”  We 
pass  it  on  to  you  for  what  it  is  worth, 
as  you  decide  whether  this  is  a  book 
you  need. 


David  Horowitz,  editor,  CONTAIN¬ 
MENT  AND  REVOLUTION,  $5.95, 
Beacon  Press,  252  pp. 

This  book  has  the  sub-title,  “First 
Volume  in  Studies  of  Imperialism  and 
the  Cold  War,”  and  the  preface  is  by 
Bertrand  Russell*  so  it  would  seem 
expected  that  this  history  of  the  in¬ 
volvement  of  the  United  States  in  the 
affairs  of  other  nations  since  the  gen¬ 
esis  of  the  Cold  War  might  be  expected 
to  be  strongly  slanted  toward  “the 
left.” 

The  book’s  own  analysis  of  its  pur¬ 
pose  indicated  that  there  is  no  apology 
for  this  position.  It  says,  in  part: 
“Those  who  have  awaited  scholarly 
documentation  of  the  New  Left’s  skep¬ 
ticism  about  official  proclamations  of 
America’s  motives  in  the  Cold  Waf 
will  recognize  that  this  is  a  timely, 
important  book.  For  here  —  working 
independently — an  impressive  group  of 
committed  researchers  have  reassessed 
ihe  historical  record  and  found  that 
the  net  impact  of  American  foreign 
policy  over  the  last  half  century  has 
differed  dramatically  from  its  loudly 
announced  goals.” 

The  titles  of  the  essays  arc:  “Myths 
of  the  Cold  War,”  “American  Inter¬ 
vention  in  Russia,  1917-20,”  “The 
World  War  and  the  Cold  War,”  “A 
Conservative  Critique  of  Containment,” 
“Counter-Insurgency;  Myth  and  Real¬ 
ity  in  Greece,”  “The  Origins  of  China’s 
Foreign  Policy,”  and  “Revolution  and 
Intervention  in  Vietnam.” 
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and  unquote 


Evangelist  Billy  Graham,  speaking 
in  Tokyo,  during  a  recent  crusade 
there:  “I  believe  there  is  a  great  deal 
to  learn  from  other  religions  in  the 
Far  East,  especially  Buddhism.” 

Dr.  Marcus  Crahan,  Los  Angeles 
physician  speaking  to  the  California 
State  Bar  Convention:  “The  pill  makes 
it  possible  for  sexual  woman  to  act 
like  sexual  man.  Watch  for  traditions 
to  fall.” 

(t  »» 

Dr.  Roger  J.  Williams,  leading  nu¬ 
tritionist  and  biochemist  at  the  Uni¬ 
versity  of  Texas:  “Why  do  people 
drink?  We  all  know  alcohol  is  a  poison, 
yet  millions  persist  in  destroying  their 
bodies  by  the  consumption  of  strong 
drink.  Alcoholism  is  essentially  a  di¬ 
sease  of  one’s  appetite.” 


Dr.  Merrill  Tenney  in  “The  Chris¬ 
tian  Reader”:  “God  is  living  for  those 
who  trust  Him  and  obey  Him.  Only 
those  who  are  dead  to  Him  think  that 
He  is  dead  to  them.  When  they  pro¬ 
nounce  that  God  is  meaningless,  they 
are  advertising  their  own  spiritual 
bankruptcy.” 

4< 

Dr.  John  Grigg,  British  scientist 
writing  in  The  Manchester  Guardian 
Weekly:  “If  nuclear  defense  ever  gets 
the  better  of  nuclear  attack,  and  a 
total  nuclear  stalemate  is  thus  achieved, 
the  danger  of  conventional  world  war 
will  be  much  greater  than  it  is  now. 
People  may  then  look  back  to  the 
golden  age  of  nuclear  deterrence,  and 
see  at  last  what  so  many  now  fail  to 
realize — that  the  older,  smaller  weap¬ 
ons  are  the  worst.  Disarmament  has 
to  proceed  from  hand  grenades  up¬ 
wards,  not  from  H-bombs  downwards.” 

Dr.  Norman  Vincent  Peale  in  his 
column  “Start  Succeeding”  in  the  pe¬ 
riodical  Salesman’s  Opportunity:  “If 
you  have  repeated  failures,  the  cure 
is  to  get  understanding,  and  then 
help  in  eliminating  the  error  that  con¬ 
trols  you.  Then  you  will  stop  failing 
and  start  succeeding.” 


‘Pttfruf  PcLK&lOMta, 

by  Barbara  L.  Mulkey 

Socrates  once  said,  “One  thing  only  I  know,  and  that  is  that 
I  know  nothing.”  The  following  poems  were  written  by  a  mother 
and  her  teen-aged  son.  The  mother’s  prayer-poem  was  written  sev¬ 
eral  years  before,  and  had  never  been  read  by  the  son  when  he 
wrote  his  observations.  But  then  poetry  has  been  called  “the  short¬ 
est  emotional  distance  between  two  hearts.” 

A  MOTHER’S  PRAYER 

My  Lord,  my  Master  and  my  friend, 

Oh  may  I  help  this  child  to  comprehend 

The  veil  that  makes  me  beautiful  and  good 

Will  slip  from  eyes  that  search  and  find  manhood. 

Will  he  see  me,  and  so  understand  this  life? 

Know  then  that  age  will  bring  him  joy  and  strife? 

My  weakness  will  be  written  on  my  face, 

Some  good  he’ll  see,  God  give  me  grace! 

How  can  I  give  him  strength  if  I  have  none? 

To  face  a  world  that  calls  him  not  “my  Son.” 

Must  I  stand  idly  by  and  see  my  boy — 

Not  know  his  pain,  nor  hurt,  nor  share  his  joy? 

Perhaps  he’ll  think  I  do  not  understand. 

Oh  God,  I  pray  he’ll  see  my  outstretched  hand, 

And  then  come  to  know  a  triumphant  three, 

A  mother,  son  and  Thee. 

— by  Joyce  F.  Edwards 

t 

YOU  KNOW— DON’T  YOU 

You  know;  but  you  don’t. 

They  know;  but  then  they  don’t  know. 

We  all  know  so  much,  but  we  really  don’t 
know  anything  at  all. 

It’s  funny,  but  we  all  think  we  know  so  much, 

But  I  ask,  what  do  you  know? 

When  you  think  about  it,  not  much. 

God  knows,  but  He  reveals  only  what  He  wants. 

And  only  to  those  He  wants. 

It’s  strange,  but  the  ones  He  reveals  things  to 
don’t  claim  to  know  everything. 

They  bide  their  time  and  consider, 

and  speak  that  which  God  has  so  commanded. 

For  a  people  who  know  so  much,  do  we  listen? 

Sure  we  listen, 

Oh  but  is  there  room  among  the  vast  amount  of 
knowledge  we  have  for  the  small  bits  of  wisdom 
God  has  seen  fit  to  grant  us? 

Is  there  room  in  your  heart? 

Or  has  your  mind,  with  all  its  vast  knowledge 
cluttered  that  also? 

— by  J.  Dwight  Edwards 


ARK-eology 

by  Gene  Herrington 


“ME  tithe? 

Man, 

you  must  think 
I  look  silly.” 
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A  history  of  New  Hope  Church 

by  the  Rev.  Ellis  “Sonny”  Bankston 


The  View  from  My  Window 

by  Mrs.  Robert  M.  Brown 


The  history  of  the  Methodist  Church 
in  Louisiana  is  a  fascinating  story,  not 
simply  because  of  records  and  events 
that  occurred,  but  because  of  the  in¬ 
terpretation  of  history  that  unfolds  be¬ 
fore  your  eyes  today  in  the  spirit, 
knowledge,  purpose  and  wills  of  our 
religious  forefathers. 

Methodism  began  in  Louisiana  in 
1799  and  the  early  1800’s.  Lorenzo 
Dow,  a  native  of  Connecticut,  was 
the  first  Methodist  preacher  in  Lou¬ 
isiana.  He  was  a  roving  evangelist  who 
served  from  Maine  to  the  Gulf.  He 
died  on  Feb.  2,  1834  and  was  buried 
beneath  a  spreading  live  oak  tree  which 
still  stands  at  Grangerville  in  St.  Hel¬ 
ena  Parish.  Many  of  Mr.  Dow’s  ser¬ 
vices  were  held  in  West  Florida  and 
in  St.  Helena  Parish.  He  established 
a  home  in  St.  Helena,  not  far  from 
the  present  town  of  Greensburg,  in 
1814.  Working  along  with  him  was  a 
young  preacher  named  William  Ven¬ 
able. 

The  first  Methodist  connection  was 
in  West  Florida,  later  known  as  the 
Florida  parishes  which  became  a  part 
of  Louisiana.  On  Sept.  23,  1810,  a 
convention  was  held  in  St.  Francis- 
ville  which  adopted  a  declaration  sim¬ 
ilar  to  that  of  the  United  States  ask¬ 
ing  for  an  annexation  to  extend  au¬ 
thority  over  a  larger  portion  of  the 
new  land  called  West  Florida  or  new 
Feliciana. 

The  first  Methodist  to  preach  in  the 
new  territory  was  Learner  Blackman, 
a  presiding  elder.  This  was  in  the  year 
1805.  He  performed  his  labors  along 
the  waters  of  the  Amite  River,  Beaver 
Creek,  Comite  River,  and  Thompson 
Creek  near  Jackson  and  St.  Francis- 
ville.  According  to  early  records,  Mr. 
Blackman  preached  near  Pickneyville 
close  to  where  the  New  Hope  Method¬ 
ist  Church  stands  today.  It  was  here 
in  the  year  1808  (while  Thomas  Jef¬ 
ferson  was  president  of  the  United 
States)  that  the  first  Quarterly  Con¬ 
ference  was  held.  At  this  time  this  was 
a  part  of  the  Mississippi  Conference  for 
West  Florida  was  not  at  that  time  a 
part  of  Louisiana. 

Church  history  indicates  that  the 
New  Hope  Methodist  Church  could 
have  been  a  part  of  the  first  Method¬ 
ist  circuit  in  Louisiana.  From  all  ac¬ 
counts,  the  church  opened  its  doors  to 
slaves  as  early  as  1819.  Slaves  built 
the  original  New  Hope  Church.  This 
building  was  made  entirely  of  logs  and 
stood  several  hundred  feet  from  where 
the  present  church  stands. 

From  1810  to  1814  Methodism  be¬ 
gan  to  spread  in  the  Florida  parishes. 
This  was  two  years  after  Louisiana  was 
admitted  to  the  union.  There  was  glori¬ 
ous  news  that  Methodism  was  spread¬ 
ing  over  larger  territories.  St.  Helena 
and  Greensburg  (later  called  the  Amite 
Circuit)  were  being  told  of  the  saving 
power  and  grace  of  God.  Statistics 
of  Methodism  in  the  Florida  parishes 
show  that  in  the  year  1811  Amite 
Circuit  reported  151  white  members 
and  19  colored  members. 

In  1814,  William  Venable  from  Liv¬ 
erpool,  England,  established  a  home  in 
St.  Helena  Parish.  He  had  twin  daugh¬ 


ters — Elizabeth  married  a  young  man 
from  West  Feliciana  named  David 
Pipes  who  was  studying  for  the  min¬ 
istry.  Nancy  married  the  Rev.  John 
Haney  of  Mississippi  —  He  was  the 
grandfather  of  Mrs.  Bertie  Holland  and 
Mrs.  Ola  Schillings  of  Greensburg,  La. 

In  the  year  1824*  the  Rev.  Venable 
held  membership  in  the  Kendrick’s 
Methodist  Church  located  in  St.  Hel¬ 
ena  Parish  some  miles  from  Greeus- 
burg. 

The  year  1825  brought  more  glori¬ 
ous  news  to  many  when  Centenary 
College,  now  located  at  Shreveport, 
was  established  at  Jackson.  Before  the 
Civil  War,  Centenary  had  become  one 
of  the  leading  institutions  of  the  South. 
The  war  interrupted  its  services  from 
1861  to  1866  and  it  finally  had  to 
close  its  doors  with  the  inscription 
posted:  “Students  have  all  gone  to  war. 
College  is  suspended  and  God  help  the 
right!”  Nearly  every  member  of  the 
senior  class  and  many  members  of  the 
entire  student  body  gave  their  lives  in 
this  struggle. 

In  the  years  from  1827  to  1842,  the 
old  Mississippi  District  was  known  as 
either  Washington  or  Natchez,  Amite 
or  the  New  Orleans  missions  with  the 
Rev.  Barnabas  Pipkin  in  charge.  Also 
in  the  year  1827,  the  Natchitoches 
Charge  was  established  with  the  Rev. 
William  Stephen  as  minister.  Pearl  Riv¬ 
er  was  included  in  this  charge  until 
1842. 

The  Florida  parishes  also  formed  a 
district  in  1838  with  Mr.  Pipkin  in 
charge.  This  circuit  was  formed  in  the 
St.  Helena  Parish  to  accommodate  the 
minister,  the  illness  of  whose  wife  pre¬ 
vented  his  traveling.  For  nine  years, 
Pipkin  served  as  presiding  elder  of 
the  same  territory  which  was  called 
the  Greensburg  District  in  1838,  the 
Baton  Rouge  District  from  1839  to 
1841  and  the  Covington  District  in 
1842. 

It  was  in  St.  Helena  Parish,  just  a 
few  miles  west  of  Greensburg,  that  Mr. 
Pipkin  erected  the  Pipkin  Chapel  Meth¬ 
odist  Church  which  was  in  use  until 
the  late  1950’s  and  still  bears  his  name 
today.  He  served  God  in  great  devotion 
until  his  death  May  11,  1878.  Through 
the  labors  of  such  dedicated  men  Meth¬ 
odism  made  progress  in  Louisiana  and 
in  the  history  of  our  state. 

By  the  year  1846  the  work  of  Lou¬ 
isiana  Methodism  had  grown  into  five 
districts:  Greensburg,  Baton  Rouge, 
Natchitoches,  Minden  and  Red  River. 
With  the  continued  work  in  these  dis¬ 
tricts,  Methodism  spread  in  all  areas 
of  the  state  and  unto  “the  uttermost 
parts  of  the  earth.”  We  are  all  indebted 
to  the  circuit  riders  of  yesterday  whose 
dedication  and  devotion  enabled  such' 
a  faithful  witness  to  be  made  in  Lou¬ 
isiana. 
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Freedom  of  religion,  freedom  of  the 
press,  and  freedom  of  person  under 
the  protection  of  the  habeas  corpus, 
these  are  principles  that  have  guided 
pur  steps  through  an  age  of  revolution 
and  reformation. — Jefferson. 


Being  “full  of  years,”  I  often  feel 
lonely  and  in  need  of  something  to  fill 
my  time  and  mind  (more  time  than 
mind,  I  fear). 

My  daughter,  Ruth  Matthews,  trying 
to  help  me,  gave  me  a  birdfeeder. 
It  was  nice,  but  sparrows  .dropped  so 
much  feed  that  the  lordfy,  beautiful 
male  cardinal  (I  call  him  “prince 
Charming”)  stayed  on  the  ground  eat¬ 
ing  what  fell. 

Naturally,  cats  soon  got  busy  after 
the  birds.  So  I  saw  I  needed  something 
that  cats  could  not  reach. 

My  old-fashioned  air-conditioner 
just  outside  my  window  as  much  as 
inside — a  solution  to  my  problem.  I 
began  putting  sunflower  seed  (birds 
love  it)  on  the  outside.  At  first  the 
birds  seemed  bewildered,  but  soon  they 
located  their  “cafeteria.” 

I  don’t  have  to  go  outside  (nice 
for  cold  weather).  My  window  being 
double,  I  open  the  one  by  my  bedside 
and  empty  the  cup  of  seed  on  the  air 
conditioner. 

Now  all  I  have  to  do  is  lie  back 
on  my  pillow  and  enjoy  the  circus, 
usually  composed  of  sparrows,  cardi¬ 
nals,  chickadees  and  blue  jays.  The 
blue  jays  are  not  gifted  singers,  only 
squawkers,  but  make  up  for  it  by  beau¬ 
ty.  Being  rather  (to  be  truthful,  very 
deaf)  I  cannot  hear  the  birds  singing 
without  my  hearing  aid  which  I  get 
tired  of  wearing. 

Sparrows,  being  most  plentiful,  re¬ 
mind  me  of  the  Bible  which  says  in 
Psalms  102:7,  "David  watched  as  a 


Citizens  for  Educational  Freedom, 
an  organization  composed  primarily  of 
Roman  Catholics  in  Louisiana,  has  or¬ 
ganized  to  persuade  the  state  legisla¬ 
ture  to  give  direct  financial  support  to 
parochial  schools  because  increased 
costs  have  placed  their  future  in  jeop¬ 
ardy. 

The  government  has  been  making 
grants  to  private  schools  for  limited 
specific  programs  for  years.  Methodist 
colleges  have  received  many.  However, 
CEF’s  goal  differs  qualitatively.  It  ap¬ 
parently  wants  direct  financial  support 
for  the  entire  parochial  system  much 
like  that  now  given  to  the  parishes  by 
the  state  for  public  education.  The 
state  would  underwrite  a  church-spon¬ 
sored  and  controlled  enterprise. 

On  the  surface,  the  proposal  appears 
to  be  a  clear  violation  of  the  Consti¬ 
tutional  tenet  against  an  established 
(state-supported)  religion.  It  also  raises 
the  issue  of  the  purpose  of  parochial 
education.  The  church  usually  enters 
the  field  of  education  for  one  or  two 
reasons:  to  provide  education  where 
none  is  available;  or  to  provide  spe¬ 
cialized  training  the  state  cannot  offer. 
Neither  of  these  arguments  can  be 
used  to  support  parochial  education  in 
Louisiana  at  this  time  except  in  iso¬ 
lated  instances. 

Parochial  schools  are  not  essential 
for  religious  instruction,  which  can  be 
given  either  on  Saturday  or  during  a 


sparrow  on  the  housetop.”  What  he 
watched  I  don’t  know.  Could  it  have 
been  Bathsheba? 

Sparrows,  swallows  and  a  speckled 
bird  in  Jeremiah  are  the  only  birds 
mentioned  in  the  Bible.  Sparrows  are 
spoken  of  by  Jesus,  “Are  not  two  spar¬ 
rows  sold  for  a  farthing?”  In  Leviticus 
14:4  it  says  that  sparrows  are  clean 
according  to  the  Mosaic  law.  That 
means  the  Hebrews  might  eat  them, 
but  if  they  were  as  small  as  our  spar¬ 
rows,  the  Hebrews  didn’t  get  fat  off 
them. 

Swallows  build  nests  in  chimneys  or 
elsewhere.  They  are  home-bodies  and 
have  a  mournful  song,  and  are  also 
swift  in  flight. 

Sparrows  were  said  to  be  cared  for 
by  God,  “and  not  one  falls  to  the 
ground  without  your  Father’s  know- 

•  _  y> 

ing. 

One  morning  a  beautiful  little  bird 
ate  breakfast  on  my  air  conditioner. 
He  had  bright  colors:  I  looked  in  my 
bird-book  and  found  that  it  was  a  tit¬ 
mouse.  (Why  the  word  “mouse”  I  do 
not  know.) 

The  aristocratic  robins  and  mocking¬ 
birds  don’t  come  to  my  window.  They 
stay  in  the  pine  trees  in  the  front  yard. 
I  guess,  like  some  people,  the  prima 
donnas  don’t  mix  with  ordinary  birds. 

So  I  often  think  ordinary  folk  are 
like  sparrows  as  “I  sing  because  I’m 
happy,  I  sing  because  I’m  free.  .  .  .  For 
his  eye  is  on  the  sparrow  and  I  know 
he  watches  me.” 


school  hour  when  children  are  released 
specifically  for  religious  instruction. 
The  most  important  argument  of  CEF 
is  that  public  schools  will  be  over¬ 
whelmed  with  additional  pupils  if  pa¬ 
rochial  schools  close.  While  the  short 
range  effect  of  large  scale  increases 
would  be  damaging,  the  long  range 
effect  probably  would  be  to  create  a 
much  broader  base  of  community  sup¬ 
port  for  public  education.  Several 
South  Louisiana  parishes  which  had 
relatively  weak  public  schools  have 
seen  a  completely  new  community  at¬ 
titude  toward  public  education  develop 
when  large  groups  of  new  people  have 
moved  in  whose  children  attend  public 
schools. 

If  parochial  education  is  in  financial 
straits  it  is  regrettable  to  both  Catholic 
and  Protestants.  Methodists,  who  have 
a  heavy  investment  in  private  colleges 
and  universities,  feel  the  same  econom¬ 
ic  pressures.  Like  the  old  grant-in-aid 
system,  it  would  use  state  money  for 
schools  which  the  state  could  not  su¬ 
pervise  as  it  must  to  be  responsible 
with  taxpayer’s  money.  On  the  other 
hand,  if  the  state  did  establish  essen¬ 
tial  controls  it  could  compromise  the 
essential  character  of  private  church 
sponsored  schools. 

I  believe  demonstrated  financial  need 
is  not  a  valid  argument  for  state  sup¬ 
port  to  parochial  schools.  What  do  you 
think? 


t 

I  Guest  editorial  by  the  Rev.  Roy  L.  Branton 

Citizens  for  Educational  Freedom 
—an  editorial  statement 
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Dedicated  to  Driver  Safety 

(EDITOR’S  NOTE:  We  are  indebted  to  Dudley  V.  Snow,  lay  leader  of 
the  Shreveport  District  for  the  following  poem  which  he  suggested  that  we 
print  in  the  interest  of  driver  safety.  AAK) 

If  everyone  who  drives  a  car 
Could  lie  a  month  in  bed, 

With  broken  bones  and  stitched-up 
wounds 

Or  fractures  of  the  head. 

And  then  endure  the  agonies 
That  many  people  do, 

They’d  never  need  preach  safety 
Anymore  to  me  or  you. 

If  everyone  could  stand  beside 
The  bed  of  some  close  friend 
And  hear  the  doctor  say 
“No  Hope” 

Before  that  fatal  end, 

And  see  him  there  unconscious 
Never  knowing  what  took  place-, 

The  laws  and  rules  of  traffic 
I  am  sure  we’d  soon  embrace. 

If  everyone  could  meet 
The  wife  and  children  left  behind 
And  step  into  the  darkened  home 
Where  once  the  sunlight  shined, 

And  look  upon  the  “vacant  chair”, 

Where  Daddy  used  to  sit, 

I  am  sure  each  reckless  driver 
Would  be  forced  to  think  a  bit. 

If  everyone  who  takes  the  wheel 
Would  say  a  little  prayer, 

And  keep  in  mind  those  in  the  car 
Depending  on  his  care, 

And  make  a  vow  and  pledge  himself 
To  never  take  a  chance. 

The  Great  Crusade  for  Safety 
Would  suddenly  advance. 

Anonymous 


NEW  YORK  —  American  Bible  Society  officials  examine  an  Apollo  rocket 
model.  Describing  the  various  stages  of  the  rocket  is  Edward  B.  Linda- 
man  (center),  manager,  interdi visional  projects,  Apollo  Space  Division, 
North  American-Rockwell,  Downey,  Calif.  The  ABS  leaders  are  Charles 
W.  Baas,  society  treasurer  (left),  and  Roy  I.  Madsen,  acting  church  rela¬ 
tions  secretary.  Mr.  Lindaman,  in  addressing  the  ABS  Advisory  Council 
dinner  meeting  in  New  York,  cited  scientific  predictions  of  developments 
to  come.  Among  them,  he  said,  will  be  radar  for  the  blind,  servo-mechan¬ 
ical  limbs,  automatic  language  translations,  and  useful  exploration  of  the 
ocean  bottoms.  (RNS  Photo) 
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The  Bible  rose  10  the  place  it  now 
occupies  because  it  deserved  to  rise 
to  that  place,  and  not  because  God 
sent  anybody  with  a  box  of  tricks  to 
prove  its  divine  authority. — Barton 


CHURCH  OR  YULETIDE 
“HOLLY  TOUR” 

BALTIMORE  (MI)  —  Historic 
Mount  Vernon  Place  Methodist 
Church  will  participate  in  “The  Holly 
Tour”  sponsored  by  the  First  Presby¬ 
terian  Church  of  Baltimore  with  the 
Basilica  of  the  Assumption,  Christ 
Episcopal,  Emmanuel  Episcopal,  First 
Presbyterian,  Franklin  St.  Presbyterian, 
Grace  &  St.  Peter  Episcopal,  Greek 
Orthodox  Church  of  the  Annuncia¬ 
tion,  Mt.  Calvary  Episcopal.  St.  Ig¬ 
natius  Roman  Catholic,  St.  Paul’s  Epis¬ 
copal,  Zion  Lutheran,  First  Unitarian, 
the  Lloyd  Street  Synagogue,  and  the 
Maryland  Council  of  Churches  on  De¬ 
cember  3. 

Exhibits  will  consist  of  precious 
altar  articles,  religious  treasures  from 
historical  archives  and  vestments  used 
in  the  past.  The  tour  is  scheduled 
from  1:00  until  7:00  p.m.  and  will 
commence  with  a  simultaneous  ringing 
of  bells  from  all  participating  churches. 
Thirteen  carolling  groups  from  local 
churches  and  high  schools  will  sing 
along  the  route  of  the  tour,  Miss  Edith 
Ho  will  conduct  a  musical  recital  on 
the  Baroque  Organ  at  the  Mt.  Cal¬ 
vary  Church  and  refreshments  will  be 
served  between  3:00  and  7:00  p.m.  at 
the  Allison  House  of  the  First  Pres¬ 
byterian  Church  and  the  Asbury  House 
of  Mt.  Vernon  Place  Methodist 
Church. 

t 

To  the  Bible  men  will  return,  and 
why?  Because  they  cannot  do  without 
it. — Matthew  Arnold 


Unit  2:  GOD  WITH  PS.  Lesson  2:  A  Sc  Iff -Becked  People.  Date:  December  10.  1967 
Laaaon  Ala:  To  help  group  meafcers  to  a  decision  aa  to  whom  and  what  to  treat. 
Leaders:  Leader  1.  Leader  2.  Laadar  3. 


Tlae  Laadar  Activity 

Room  Readlneaai  Chalra  arranged  In  three  huddle  group* ,  one 
leader  seated  with  each  group.  R/P  5,  "A  Timeline  of  the 
Biblical  Story,"  poated  on  tack  board.  Sufficient  Bible*  and 
laaaon  booklata  on  hand. 


4  L  -  2  Introduction:  Whom  or  what  do  we  truatT  Many  huaan  and  bualneaa 
relat lonahipa  are  built  on  truat  and  confidence.  The  problem  of 
truat  la  one  of  the  central  themee  of  the  Bible  (S/B  29-30) 


6  L  -  1  Guided  Study:  Develop  the  coaaaon  wltneae  of  Exodus  19  through 
Nmrf>*rs  10.  Explore  the  meaning  and  purpoaa  of  the  covenant  - 
the  Hebrew  undaratandlng  of  the  law  or  Torah  -  the  aource  of 
Iarael 1 a  faith  •  the  aource  of  our  faith  (S/B  31-34,  S/R'a 
11  and  12). 


7  L  •  3  narrative:  Relate  briefly  and  lm  Che  leader'a  own  worda  the  eventa 
related  In  Exodua  32.  Read  literally  veraea  7,  8  and  9  and  explain 
their  algnlflcance  (S/B  34-36). 


20  One  Group  Dlacuaalon:  Aak  group  aaafcera  to  mention  way*  In  which 
leader  peraona  worahlp  ldoia  today.  Then  dlacuaa  In  greater  detail: 
with 

each  Group  1  -  How  might  the  church  become  an  Idol  (S/B  36,  S/R  14)? 
group 

Group  2  -  How  might  the  Bible  become  an  Idol  (S/B  36-37,  S/R  13)? 
Group  3  -  How  might  the  nation  become  an  Idol?  (S/B  37,  S/R  3)? 
Requeat  sunary  reports.  If  time  permits.. 


3  L  -  2  Conclusion:  How  people  corrupt  and  bring  Judgement  upon 
themselves  (S/B  38-39). 

Forecast:  Hext  Sunday,  Lesson  3,  "Tou  Only  Hava  I  Known," 
based  on  the  Book  of  Amos. 


2  L  -  1  Prayer:  In  unison,  "The  Prayer  of  Confession,"  p  724, 
The  Methodist  Hynnal. 


Outline  prepared  by 
Col.  Claude  E.  Ha swell 
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Dallas  church  in 


by  Joyce  Black 


Congregations  are  often  in  the  spot¬ 
light,  but  seldom  as  literally  as  Dallas 
Casa  View  Methodist.  From  now 
through  next  month  it’s  activities  will 
be  recorded  on  some  40,000  feet  of 
film. 

The  Television,  Radio  and  Film 
Commission  (TRAFCO),  which  makes 
the  official  films  and  filmstrips  for 
the  Methodist  Church,  is  producing  a 
fifty-minute  documentary  on  the  Casa 
View  Church  and  the  Methodist 
Church  in  Berlin,  N.  H.,  which  typifies 
the  activities  of  metropolitan  and  small 
town  churches  throughout  the  country. 

“This  is  not  a  success  story  film. 
It  in  no  way  holds  up  churches  ‘that 
have  arrived.’  The  producers  want  to 
show  our  failures  as  well  as  successes,” 
Casa  View  minister  the  Rev.  Wilfred 
Bailey  explained. 

The  key  word  is  spontaneity.  There 
are  no  re-plays  or  set-up  situations  in 
the  film.  At  Casa  View  the  only  thing 
arranged  for  the  cameras  are  non¬ 
conflicting  meetings  and  activities.  The 
action  is  all  live,  and  non-rehearsed. 

The  film  has  neither  script  nor  nar¬ 
ration.  The  intent  is  to  show  what  is 
happening  in  Methodist  churches  every- 
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There’s  at  least  one  hotel  reserva¬ 
tion  in  Dallas  already  for  the  Uniting 
Conference  of  the  Methodist  and  Evan¬ 
gelical  United  Brethren  Churches  next 
April.  There  are  probably  more,  of 
course,  but  there’s  at  least  one. 

It’s  for  a  distinguished  gentleman 
who  has  been  going  to  Methodist  Gen¬ 
eral  Conferences  for  79  years,  Bishop 
Herbert  Welch. 

Methodism’s  senior  bishop  —  in¬ 
deed,  the  senior  bishop  in  any  church 
— celebrated  his  105th  birthday  Nov. 
7  at  his  home  in  New  York,  and  said 
he  is  looking  forward  to  going  to  the 
1968  General  (Uniting)  Conference. 

Bishop  Welch  went  to  General  Con¬ 
ference  for  the  first  time  in  1888,  as 
an  observer.  He  attended  his  first  and 
only  General  Conference  as  a  delegate 
in  1916.  Elected  to  the  episcopacy  at 
that  Conference,  he  has  been  going  to 
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where — and  to  get  a  glimpse  into  the 
future  even  beyond  the  coming  4-year 
period. 

The  film  will  be  released  with  other 
materials  following  the  Uniting  Con¬ 
ference  in  Dallas  this  spring.  The  re¬ 
sult  will  be  the  joining  of  the  Evan¬ 
gelical  United  Brethren  Church  and 
the  Methodist  Church  to  form  the 
United  Methodist  Church.  Mr.  Bailey 
said  the  documentary  will  be  more 
than  the  traditional  family  pleasantly 
going  to  church  on  Sunday  mornings. 

“The  format  of  the  film  will  be 
through  the  lives  of  several  members, 
yet  to  be  chosen.  It  will  show  them 
at  home,  at  work,  in  their  neighbor¬ 
hood  and  church  meetings  and  volun¬ 
teer  work.  They  will  be  people  that 
others  can  identify  with,”  Mr.  Bailey 
said. 

The  Casa  View  church  and  Mr. 
Bailey  were  hesitant  to  take  part  in 
the  filming,  partly  in  order  to  avoid 
being  held  up  as  an  example.  Mr. 
Bailey  said  they  became  interested  in 
the  film  because  of  the  service  it  would 
give  —  to  show  the  activities  of  a 
church.  It  will  be  used  in  seminaries 
and  churches,  and  as  a  recruiting  meas¬ 


ure  for  the  ministry,  and  on  educa¬ 
tional  television  as  an  evangelistic  tool. 

The  documentary  includes  the  un¬ 
flattering  as  well  as  the  flattering  view 
of  the  church.  Examples  of  entire  fam¬ 
ilies  who  are  interested  in  the  church, 
disinterested  husbands  and  interested 
wives  will  all  be  featured.  Critics  of 
Casa  View  Methodist  Church  will  be 
interviewed  as  well  as  former  mem¬ 
bers. 

Dr.  Wayne  Lindecker  of  the  Meth¬ 
odist  Board  of  Education  headed  the 
committee  formed  to  study  the  idea 
of  such  a  documentary  film.  Dr.  Dale 
White  of  the  Board  of  Christian  So¬ 
cial  Concerns  is  directly  responsible 
for  the  movie.  The  Methodist  Church 
hired  Mr.  Jim  Clayton,  formerly  the 
director  of  films  for  the  National  Coun¬ 
cil  of  Churches  and  of  TRAFCO,  to 
direct  the  film.  Mr.  Jim  Campbell  of 
TRAFCO  is  the  sound  engineer  and 
producer.  There  is  a  crew  of  four  work¬ 
ing  on  the  production.  Mr.  Clayton 
made  the  final  selection  of  the  two 
churches  after  the  field  was  narrowed 
to  12,  then  6  churches. 

Casa  View  Methodist  will  continue 
its  activities  as  though  the  cameras 
and  lights  were  not  there,  and  which 
are  similar  to  those  used  in  churches 
everywhere.  The  church  is  organizing 
a  human  relations  commission  program 
and  working  with  the  Human  Relations 
Commission  now  in  Dallas.  An  inquir¬ 
ers  class  was  organized  to  discuss  the 
meaning  of  the  church  in  relation  to 


the  Bible,  and  the  beliefs  of  the  church 
in  ethics.  The  three  emphasis  areas 
are  worship,  education  and  mission. 

Casa  View  members  work  on  voter 
registration  every  weekend  and  plan  a 
fair  housing  survey.  (Representatives 
from  the  John  Birch  Society  and  SNCC 
(Student  Non-Violent  Coordinating 
Committee)  have  been  Sunday  morning 
guests.  Members  are  urged  to  partici¬ 
pate  in  politics,  but  not  in  a  particular 
party.  Both  Democrats  and  Repub¬ 
lics  are  well-represented  in  Casa  View 
Methodist. 

The  stands  of  the  church  are  not  al¬ 
ways  popular.  “Social  reform  isn’t  al¬ 
ways  pleasing  to  the  establishment,” 
Mr.  Bailey  said.  The  members  are 
urged  to  bring  “justice  and  human  val¬ 
ues  to  politics.” 

The  documentary  is  the  third  time 
recognition  has  come  to  Casa  View 
Methodist  Church.  It  was  featured  in 
the  Nov.  24,  1965,  issue  of  the  Chris¬ 
tian  Century,  a  Protestant  weekly,  and 
in  the  May,  1967,  issue  of  Together, 
Methodist  family  magazine. 

Mr.  Bailey  has  been  with  the  church 
since  it  was  built  in  October,  1953. 
“The  spirit  of  our  church  has  not 
changed  in  that  time.  We  have  always 
tried  to  be  sensitive  to  what  is  going 
on  in  the  church  and  the  world.  We 
push  heavy  on  theology,  but  try  not 
to  get  away  from  reality.  The  devotion 
of  the  laity  has  been  a  big  part  of  our 
development,”  Mr.  Bailey  explained. 


Bishop  Welch 

General  Conferences  ever  since.  He 
has  addressed  many  of  them,  includ¬ 
ing  the  1964  General  Conference  when 
he  was  101. 

A  popular  song  has  a  line  about 
“surviving  to  105,”  and  Bishop  Welch 
has  done  that.  But  he  is  doing  much 
more  than  surviving. 

For  instance,  he  is  still  faithful  in 
his  church  attendance.  He  and  his 
daughter,  Miss  Eleanor  Welch,  an  ex¬ 
ecutive  of  the  Methodist  Board  of  Mis¬ 
sions  until  her  retirement  in  1965,  are 
regularly  in  their  pew  at  Christ  Church 
Methodist  on  New  York’s  Park  Ave¬ 
nue  to  worship  and  to  hear  the  sermon 
by  Dr.  Harold  Bosley  (or  whoever  may 
be  preaching). 

Then,  of  course.  Bishop  Welch  still 
travels  —  something  he’s  been  doing 
since  1874  when  his  family  took  him 
on  a  trip  to  Canada.  Within  the  last 
year,  he  has  been  to  Expo  ’67  in  Mon¬ 


treal  and  to  San  Francisco,  where  last 
August  he  participated  in  a  service  of 
dedication  for  twin  great-great-grand¬ 
daughters,  age  1  Vz  .  “We  enjoyed  Expo 
— but  then  we’ve  always  liked  Mon¬ 
treal,”  the  bishop  observed. 

Bishop  Welch  is  still  interested  in 
writing.  He  keeps  up  an  active  personal 
correspondence  and  has  gathered  ma¬ 
terial  for  a  new  book,  “which  I  haven’t 
started  writing  yet.”  The  last  of  several 
books  from  his  pen  was  As  I  Recall 
My  Past  Century,  published  in  1962 
by  Abingdon  Press. 

A  significant  part  of  the  distin¬ 
guished  Methodist  leader’s  life  has  been 
bound  up  in  three  universities,  on 
whose  boards  of  trustees  he  still  serves. 
All  three,  Wesleyan  University,  Mid¬ 
dletown,  Conn.;  Ohio  Wesleyan  Uni¬ 
versity,  Delaware,  Ohio,  and  Drew 
University,  Madison,  N.J.,  have  award¬ 
ed  honorary  doctorates  to  Bishop 
Welch,  as  has  the  Polytechnic  Institute 
of  Brooklyn  N.Y.,  of  which  he  is  the 
oldest  living  graduate.  Of  the  latter, 
he  said:  “It  may  seem  a  bit  strange, 
perhaps,  that  a  school  with  an  engi¬ 
neering  emphasis  should  have  a  clergy¬ 
man  as  its  senior  alumnus.”  Bishop 
Welch  attends  trustees’  meetings  of  the 
three  institutions  when  they  are  held 
in  New  York. 

As  for  public  speaking,  there  have 
been  two  occasions  in  the  last  two 
years.  One  was  in  April,  1966,  when 
he  addressed  the  Methodist  Council  of 
Bishops  in  Louisville,  Ky.,  on  the  oc¬ 
casion  of  his  being  honored  for  50 
years  in  the  episcopacy — longer  than 
any  other  bishop  has  served.  The  other 
occasion  was  at  Christ  Methodist 
Church  in  New  Rochelle,  N.Y.,  Nov. 
20,  1966.  The  church  was  dedicating 


stained  glass  windows  in  commemora¬ 
tion  of  the  well-known  “Korean 
Creed,”  which  is  one  of  four  Affirma¬ 
tions  of  Faith  in  the  Methodist  Hymnal 
and  Book  of  Worship.  The  Korean 
Creed  is  actually  the  articles  of  faith 
of  the  Korean  Methodist  Church, 
adopted  when  the  church  became  au¬ 
tonomous  in  1930.  The  Creed  was 
written  principally  by  Bishop  Welch, 
who  was  on  episcopal  assignment  in 
Korea  (he  also  served  as  bishop  in 
China,  Japan  and  India,  and  in  Pitts¬ 
burgh  and  Boston  in  the  U.S.). 

Bishop  Welch  reads  extensively;  his 
regular  literary  fare  includes  the  New 
York  Times,  U.S.  News  &  World  Re¬ 
port  and  several  church  publications  in¬ 
cluding  Together,  Christian  Advocate 
and  World  Outlook.  His  active  life 
also  includes  a  daily  walk  in  the  neigh¬ 
borhood  near  the  Welch  apartment  on 
West  110th  Street  in  Manhattan.  His 
concern  with  contemporary  affairs  is 
evident  in  many  ways,  including  his 
vote  (by  absentee  ballot)  in  the  No¬ 
vember  7  New  York  state  election. 

As  for  that  105th  birthday.  There 
was  no  public  observance;  just  a  quiet 
dinner  and  good  conversation  with 
family,  Miss  Welch  and  his  other 
daughter,  Mrs.  Dorothy  Welch  Blanks, 
Carmel,  Calif.,  and  a  few  friends.  There 
were  many  telegrams,  including  one 
from  a  leading  Japanese  businessman 
who  once  lived  in  the  Welch  home  in 
Japan. 

As  said  before,  there  was  no  public 
observance,  just  a  quiet  celebration, 
uninterrupted  —  except  for  interviews 
with  the  Associated  Press,  Religious 
News  Service,  the  National  Broadcast¬ 
ing  Company  and  a  couple  of  news¬ 
papers. 
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NATIONALLY-AVAILABLE  RADIO  PROGRAMS 
FOR  THE  HOIDAYS 
Check  local  stations  for  local  times 
Monday-Friday,  Dec.  11-25 

VOICES  OF  CHRISTMAS  (NBC),  10:05-10:30  p.m.  EST 
Special  Christmas  music. 

Saturday,  Dec.  23 

AIR  FORCE  BAND  (NBC),  time  to  be  announced 
Special  Christmas  music. 

Sunday,  Dec.  24  CHRISTMAS  EVE  DAY 
ART  OF  LIVING  (NBC),  9:15  a.m.  EST 

Dr.  Norman  Vincent  Peale,  “Christmas  is  Love” 

NATIONAL  RADIO  PULPIT  (NBC),  10:05  EST 
Dr.  David  H.  C.  Read,  “The  Sign  of  the  Cradle” 

PILGRIMAGE  (ABC),  10:00  p.m.  EST  (9:30  a.m.  on  WABC,  N.Y.) 
Elizabeth  Pharris  of  Portland,  Oregon  presenting  unusual 
Christmas  music  and  instruments. 

PROTESTANT  HOUR  (Syndicated  on  some  500  stations) 

Dr.  Bennett  Sims,  “God  is  Not  Dead — He’s  Looking  for  a 
Parking  Place” 

Sunday,  Dec.  31  NEW  YEAR’S  EVE  DAY 
ART  OF  LIVING  (NBC),  9:15  EST 

Dr.  Norman  Vincent  Peale,  “Eight  Thoughts  for  ’68” 
NATIONAL  RADIO  PULPIT  (NBC),  10:05  a.m.  EST 
Dr.  David  H.  C.  Reed,  “The  Drifting  Democracies” 
PILGRIMAGE  (ABC)  10:00  p.m.  EST  (9:30  a.m.  on  WABC,  N.Y.) 
Elizabeth  Pharris  of  Portland,  Oregon  with  more  special  music 
and  unusual  instruments. 

PROTESTANT  HOUR  (Syndicated  on  some  500  stations) 

Dr.  Bennett  Sims  with  Archibald  Rogers,  architect  and  urban 
planner,  discussing  “The  City  of  God” 

Saturday,  Dec.  23 

SILENT  NIGHT  (ABC-TV),  9:30-10:30  p.m.  EST 
Sunday,  Dec.  24  CHRISTMAS  EVE  DAY 

AND  ON  EARTH  PEACE  (CBS-TV),  10:00-11:00  a.m.  EST 
Program  of  Eastern  European  music  by  U.N.  personnel. 
Margaret  Truman,  host. 

CHRISTMAS  IN  THE  MARKETPLACE  (ABC  TV),  1:00-2:00  p.m. 

EST  .  .  .  TV  adaptation  of  the  Henri  Gheon  play 
HANUKKAH  SPECIAL  (NBC-TV),  1:30-2:00  p.m.  EST 
CHRIST  IS  BORN  (ABC-TV),  7:00-8:00  p.m.  EST 
CHRISTMAS  GOSPEL  MUSIC  with  MARIAN  WILLIAMS 
(CBS-TV)  11:15-11:30  p.m.  EST  .  .  .  From  Greater  Zion 
Church  of  God  in  Christ,  Philadelphia. 

THE  SHEPHARDES  PLAYE  (ABC-TV),  11:30  p.m— 1:30  a.m. 
EST  .  .  .  Premier  performance  of  John  LaMontaine’s 
Christmas  Opera. 

CATHOLIC  SERVICE  (CBS-TV),  11:30  p.m.-midnight 
From  place  to  be  announced. 

CATHOLIC  SERVICE  (NBC-TV),  midnight  to  conclusion  of 
service  from  St.  Patrick’s  Cathedral,  New  York  City. 
INTERDENOMINATIONAL  SERVICE  (CBS-TV),  Midnight  to 
1:00  a.m.  EST  from  place  to  be  announced. 

Monday,  Dec.  25  CHRISTMAS  DAY 

ECUMENICAL  SERVICE  OF  THE  WORD  (NBC-TV), 

10:00-11:00  a.m.  EST  from  the  Washington  National  Cathedral, 
Washington,  D.C. 

Sunday,  Dec.  31 

RELIGIOUS  NEWS  ROUND  UP  (CBS-TV),  10:00-11:00  a.m.  EST 
ZARETHAN  (NBC-TV),  1:30-2:00  p.m.  EST,  Archaeological 
findings  in  Jordan,  at  Tel  es  Sa’ideyeh.  So.  Bapt. 

Syndicated  Programs: 

From  Lutheran  Church  in  America — CHRISTMAS  LOST  AND  FOUND, 
HAPPY  NEW  YEAR,  “Davey  &  Goliath”  Children’s  TV  Specials 
From  United  Church  of  Christ — THE  BEGINNING 
From  TRAV,  Presbyterian  Church  U.S. — WHAT  IS  CHRISTMAS 
From  TRAFCO,  Methodist  Church— THE  COMING  OF  THE 
STRANGER  


Dr.  Albert  C.  Outler,  noted  pro¬ 
fessor  at  Southern  Methodist  Univer¬ 
sity’s  Perkins  School  of  Theology  and 
ecumenical  leader,  is  one  of  the  first 
non-Episcopal  churchmen  to  receive 
an  honorary  degree  from  General  The¬ 
ological  Seminary,  New  York,  the  old¬ 
est  Episcopal  seminary  in  the  nation, 
t 


CHIMES  FOR  SALE 

21-note  Maas  Cathedral  Chimes 
Complete,  in  working  order 
$150 

First  Methodist  Church 
202  North  Fifth  Street 
Leesville,  La.  71446 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR.  and  MRS.  D.  M.  STEEL,  Owners 


from  page  ten 
British  Scene 

Being  a  Christian  citizen  can  mean  a 
broader-based  witness  than  ever  before 
— and  just  occasionally  it  is  as  well 
to  remember  that  the  people  we  might 
call  the  “civil  servants”  of  the  church 
make  effective  many  a  stand  which  is 
needed. 

t 

God  is  not  willing  to  do  everything, 
and  thus  take  away  our  free  will  and 
that  share  of  glory  which  belongs  to 
us. — Machiavelli 
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There  could  be  a  difference! 
Daily  devotions  can  help  make 
Him  your  Lord.  You  and  your 
family  will  find  daily  devotions 
meaningful  and  stimulating. 

The  Upper  Room  provides  this 
with  a  brief  Bible  reading, 
meditation,  prayer  and 
thought-for-the-day  for  each 
day  of  the  year. 

Why  not  start  daily  devotions 
in  your  home  today?  Let  The 
Upper  Room  help  you.  You 
will  find  in  it  a 
simple  yet 
satisfying  way 
to  family  as 
well  as  personal 
worship. 

Begin  the  year  of 
our  Lord  1968  . . . 
with  Him  as  your 
Lord. 

Write  today  for  a  FREE  sample 
copy.  Ten  or  more  copies  of  one 
issue  to  one  address,  10<t  each. 
Yearly  subscription,  $1.00. 
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W  or  Id's  Most  Widely  Used  Daily  Devotional  Guide 

38  Languages — 45  Editions 
1908  Grand  Ave.,  Nashville,  Tenn.  37203 


ADVICE  FROM  YOUR 
POSTMASTER 

Shop  early  so  you  can  mail  early 
Mail  gifts  to  distant  states  by 
December  4 

And  to  nearby  areas  by  Decem¬ 
ber  13 

Use  Christmas  stamps 
Use  zip  codes 

Freedom,  as  we  understand  it  in 
America,  is  not  an  economic  discovery. 
It  is  not  .  .  .  even  a  political  dis¬ 
covery.  Freedom,  in  the  last  analysis, 
is  a  religious  discovery. — Grede 
t 


•CHURCH 

FURNITURE 
•UPHOLSTERED  PEWS 
•PEW  CUSHIONS 

LEIRD-BUILT  CHURCH  FURNITURE  OFFERS 
YOUR  CHURCH  THE  RICH  BEAUTY  OF  THE 
FINEST  NATURAL  WOODS,  UNMATCHED 
CREATIVE  CRAFTSMANSHIP  AND  PERFEC¬ 
TION  IN  DESIGN. 


INOUIRfES  WELCOME 


pird 

1 1  MANUFACTURING 

COMPANY 
'2816  WEST  16th  -  LITTLE  ROCK,  ARK. 
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KLM  offers  a  new  15-day 
Bible  Lands/ Europe  Tour 
—3  countries, 

$898*  complete. 

KLM’s  tour  includes  all  the  inspiring 
cities  and  shrines  of  Israel,  plus  the  best  of 
Greece  and  Italy— in  first-class  comfort 
KLM’s  price  covers  round-trip  jet 
economy  excursion  fare  from  New  York 
deluxe  and  first-class  hotels  (private 
baths),  meals,  tips,  transfers,  sightseeing, 
Escorted  departures  every  Monday 
(Mon.  and  Thurs.  starting  Jan.  1,  1968) 
Clip  coupon.  Then  see  your  travel  agent 
*Based  on  14/21  day,  15  person  GIT  fare. 

Please  send  free  brochure  with  details 
of  KLM’s  15-day  Bible  Lands/Europe 
Tour  for  $898  complete.  I  am  inter¬ 
ested  in  leaving  on  or  about _ . 

Name _ _ _ 

Address _ 

City _ State _ Zip _ 


(My  travel  agent  is) 

KLM 

Royal  Dutch  Airlines  LTLT  .... 

Dept.  C, 609  Fifth  Ave.  |KLM| 

New  York,  N.Y.  10017 
JU 

I - ROYAL  DUTCH  AIRLINES-. 
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Officers  of  the  Sabine  Moral  and  Civic  Alliance  at  Meeting  in  Many  First 
Methodist  Church:  left  to  right,  Dr.  R.  P.  Butler,  the  Rev.  J.  C.  Skinner, 
president  of  the  Alliance;  Dr.  Rolan  Stoker,  the  Rev.  B.  J.  Tidwell,  Dr. 
Cecil  Knippers  and  the  Rev.  Perry  Lassiter.  This  group  is  investigating 
possibilities  for  furthering  a  lakeside  ministry  in  the  rapidly  developing 
Toledo  Lake  area. 


The  Rev.  John  Koelemay,  as  promotion  director  of  Methodist  Hospital, 
New  Orleans,  explains  hospital  plans  and  location  to  members  of  Holly 
Ridge  Methodist  Church,  as  the  Rev.  A.  A.  McKnight,  pastor  looks  on. 


Church  members  Mrs.  W.  E.  Lafitte  and  Fred  Morris,  Many  Methodist  Church, 
are  shown  with  groceries  and  clothing  collected  by  the  MYF  for  delivery 
to  a  needy  family  at  Thanksgiving  time.  The  Rev.  J.  C.  Skinner  is  pastor. 


Miss  Patricia  Catlett 
(right)  was  honored  at 
the  November  meeting  of 
the  Board  of  Directors  of 
the  Wesley  Foundation  at 
Southeastern  Louisiana 
College.  Pictured  with 
her,  left  to  right,  the  Rev. 
Carey  Martin,  pastor  of 
Kentwood  Methodist 
Church,  presenting  a 
silver  tray  and  a  pen  in 
appreciation  for  sixteen 
years  of  outstanding 
support  of  the  Founda¬ 
tion  and  as  an  active 
member  of  the  board,  and 
Dr.  Spencer  Murphy,  chair¬ 
man  of  the  Board  and 
member  of  the  faculty  at 
Southeastern. 


The  Rev.  John  Koelemay,  promo¬ 
tion  director  for  Methodist  Hos¬ 
pital,  New  Orleans,  preached  at 
the  morning  worship  service  in 
Rayville,  Sunday,  Nov.  26.  The 
Rev.  A.  A.  McKnight  is  pastor. 


The  Rev.  Edward  Haug  (left) 
made  his  last  official  visit  as 
superintendent  of  the  Monroe  Dis¬ 
trict  before  leaving  the  district 
to  become  pastor  of  First  Metho¬ 
dist  Church,  Lafayette,  when  he 
conducted  a  Quarterly  Confer¬ 
ence  at  the  Vidal  ia  Methodist 
Church.  He  is  shown  here  with 
the  Rev.  Odell  Simmons,  pastor. 


Seventy-five  members  and  friends  of  the  Spanish  congregation  of  First 
Methodist  Church,  New  Orleans,  are  shown  at  a  Thanksgiving  Dinner  held 
on  Nov.  21,  in  Fellowship  Hall.  The  Rev.  Robert  Eaker  serves  the  Span¬ 
ish  congregation  and  the  Rev.  Clyde  S.  Clark  is  pastor  of  First  Church. 
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■  Makes  $2,400  available  to  each  recipient 

Board  of  Lay  Activities  increases 
Daughenbaugh  scholarship  fund 


Dr.  Sam  Nader 
celebrates  25th 
year  in  ministry 

by  Cecil  Bland 

Dr.  Sam  Nader,  pastor  of  Noel  Me¬ 
morial  Methodist  Church,  Shreveport, 
shook  the  hands  of  approximately  500 
guests  who  attended  the  reception  giv¬ 
en  in  his  honor  recently,  in  the  church 
parlor.  The  occasion  was  the  25  th  anni¬ 
versary  of  Dr.  Nader’s  entering  the 
ministry. 

An  exact  record  of  the  attendance 
was  hard  to  get  because  of  conflicting 
reports.  The  hostesses  estimated  that 
500  persons  had  come  by  to  wish  the 
pastor  well,  but  the  kitchen  crew  said, 
“There  must  have  been  1,000.” 

The  son  of  a  priest  in  the  Greek 
Orthodox  Church,  Rev.  Anthony 
Nader,  Dr.  Nader  had  not  considered 
following  in  his  father’s  footsteps.  But 
at  the  age  of  14,  when  he  joined  the 
Methodist  Church,  he  made  his  de¬ 
cision  to  become  a  minister.  Only  one 
year  later,  he  received  his  license  to. 
preach  while  preparing  himself  for  his 
chosen  life  work. 

Brought  to  America  from  his  na¬ 
tive  Beirut,  Lebanon,  when  he  was  only 
seven  months  old,  Dr.  Nader  was  edu¬ 
cated  in  the  Shreveport  public  schools, 
was  graduated  from  Byrd  High  School 
and  attended  Centenary  College,  South¬ 
ern  Methodist  University  and  Colum¬ 
bia  University.  An  honorary  doctor’s 
degree  was  awarded  him  by  Centenary 
College  on  May  30,  1965. 


The  Louisiana  Conference  Board  of 
Lay  Activities  in  last  week’s  session 
at  Alexandria,  raised  the  Howard 
Daughenbaugh  Memorial  Centenary 
Scholarship  for  young  women  from 
$500  to  $600  a  year  retroactive  to  the 
beginning  of  the  1967-68  school  term. 
This  means  $100  more  per  year  for 
the  two  young  ladies  presently  attend¬ 
ing  Centenary  College  on  the  scholar¬ 
ship,  adding  up  to  a  total  of  $2,400 


Lay  Institute  for 
Evangelism  planned 

A  new  program  designed  to  train 
lay  men  and  women  in  evangelism 
has  been  announced  by  the  Methodist 
General  Board  of  Evangelism  head¬ 
quartered  in  Nashville,  Tennessee.  It  is 
the  Lay  Institute  for  Evangelism  and  is 
being  called  LIFE  for  short. 

The  first  “class”  of  the  Lay  In¬ 
stitute  for  Evangelism  will  be  Decem¬ 
ber  27-29  at  the  Board’s  headquarters. 

Attendance  at  the  first  meeting  will 
be  limited  to  120  selected  lay  men 
and  women  from  across  the  nation. 

In  the  first  meeting,  staff  members 
of  the  Board  of  Evangelism  will  give 
instruction  in  different  aspects  of  “wit¬ 
nessing.” 

The  Lay  Institute  for  Evangelism  is 
being  coordinated  by  Ernie  Logan,  a 


for  a  four-year  course  in  Christian 
Education. 

Over  50  laymen,  many  with  their 
wives,  attended  the  annual  winter  meet¬ 
ing  of  the  Board,  held  at  the  Holiday 
Inn  in  Alexandria,  Dec.  2-3.  The  meet¬ 
ing  was  chaired  by  Conference  Lay 
Leader  Tom  Matheny  of  Hammond. 

Dr.  J.  B.  Kelley,  chairman  of  the 
Wesley  Foundation  Committee,  pro¬ 
posed  a  resolution  that  the  Board  ap¬ 
prove  a  new  financing  plan  for  the 
Wesley  Foundations,  recommending 
that  the  $1  per  member  asking  be  dis¬ 
continued  and  that  the  eight  Founda¬ 
tions  in  the  Conference  receive  a  di¬ 
rect  appropriation  from  the  World  Ser¬ 
vice  Commission.  Dr.  Kelley  reported 
that  Wesley  Foundations  only  realized 
about  63c  of  the  $1  asked  of  each 
church  member  in  Louisiana.  This  pro¬ 
posal  was  approved  by  the  Board. 

The  Rev.  Rex  Squyres,  of  the  Con¬ 
ference  Town  and  Country  Commis¬ 
sion  presented  a  colored  slide  report 
of  the  present  status  of  the  Central 
Jurisdiction  Churches  in  the  geograph¬ 
ical  area  of  the  South  Central  Juris¬ 
diction  churches  of  Louisiana.  Broken 
down  by  districts,  there  are: 

12  C.  J.  churches  in  Alexandria 
District 

41  C.  J.  churches  in  Baton  Rouge 
District 

30  C.  J.  churches  in  Lafayette 
District 

5  C.  J.  churches  in  Lake  Charles 
District 

8  C.  J.  churches  in  Monroe  Dis¬ 
trict 

31  C.  J.  churches  in  New  Or¬ 
leans  District 

1.  C.  J.  churches  in  Ruston  Dis¬ 
trict 

23  C.  J.  churches  in  Shreveport 
District 


151  total 

Squyres  reported  that  80%  of  these 
churches  showed  a  decline  in  member¬ 
ship.  He  further  said  that  there  are  93 
ministers,  of  which  47  are  supply  min¬ 
isters.  The  Central  Jurisdiction  church¬ 
es  are  divided  into  4  districts  in  Lou¬ 
isiana,  all  under  Bishop  Noah  Moore. 

Dr.  Leonard  Cooke,  Lake  Charles 
District  Superintendent,  reported  that 
Bishop  Aubrey  G.  Walton  and  Bishop 
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Aerial  view  of  the  construction  at  the  new  Methodist  Hospital  in  New  Or¬ 
leans.  The  work  is  now  50%  complete,  with  Fall  of  1968  as  the  target 
date  for  completion.  At  right  of  hospital  is  a  new  senior  high  school.  At 
the  top  of  the  picture  is  a  new  city  park,  and  at  upper  left  a  new  city  li¬ 
brary. 


Bishop  A.  J.  Shaw  of  Bombay, 
India,  preached  in  several  of  the 
district  conferences  this  year, 
as  well  as  at  St.  Paul’s  Metho¬ 
dist  Church,  Monroe.  Shown  with 
him,  at  right,  is  Ryan  Sorter, 
chairman  of  the  Official  Board, 
and,  at  left,  St.  Paul’s  pastor, 
the  Rev.  Fred  S.  Flurry. 

Bishop  Shaw  speaks 
at  Louisiana 
district  conferences 

Louisiana  Methodists  in  four  district 
conferences  (Monroe,  Lafayette,  Baton 
Rouge  and  New  Orleans)  were  able  to 
hear  first  hand  about  the  work  of  the 
Methodist  Church  in  India  when  Bish¬ 
op  A.  J.  Shaw,  Methodist  bishop  of 
the  Bombay  area,  was  principal  speak¬ 
er  last  week. 

Bishop  Aubrey  G.  Walton,  who  had 
visited  with  Bishop  Shaw  when  he  was 
in  India  last  January,  and  Dr.  Dana 
Dawson  Jr.,  pastor  of  the  host  church, 
First  Methodist  Church  of  Baton 
Rouge,  shared  the  spotlight  with  the 
representative  from  India. 

Bishop  Shaw  said  that  Americans 
in  general  and  Christianity  in  particular 
are  popular  among  his  people.  Chris¬ 
tianity  is  contributing  much  to  the  well 
being  of  India,  he  said,  but  the  areas  in 
which  he  sees  the  greatest  advances  are 
in  the  fields  of  education,  medical  aid 
and  the  improvement  of  employer-em¬ 
ployee  relations. 

The  Christian-supported  schools  are 
extremely  well  liked  in  the  predom¬ 
inantly  Hindu  country,  he  said,  and  are 
having  an  ever-increasing  impact.  He 
added  that  the  top  political  leaders  in 
his  country  have  been  educated  in 
Christian  schools  and  that  his  people 
prefer  church-supported  schools  for 
their  children,  and  in  case  of  illness, 
they  want  to  be  treated  in  a  Christian- 
supported  hospital. 

Religious  groups,  including  many  de¬ 
nominations,  are  working  with  employ¬ 
ees  and  employers  in  the  people’s  in¬ 
terest,  trying  to  improve  living  stand¬ 
ards,  Bishop  Shaw  reported.  They  are 
also  encouraging  the  Indian  families  to 
limit  the  number  of  their  children  be¬ 
cause  of  food  shortages  and  the  over¬ 
population  in  many  areas. 

To  emphasize  his  assertion  that  the 
Indians  like  Americans  and  are  ap¬ 
preciative  of  their  help  through  church¬ 
es  and  other  groups,  Bishop  Shaw 
pointed  out  that  there  had  been  no 
anti-American  demonstrations  there. 
Bishop  Shaw  was  in  this  country  to 
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Qdito/uaH 

THE  ROAD  TO  BETHLEHEM 

FOR  THE  FIRST  time  in  a  number  of  years  it 
will  be  possible  for  Christmas  pilgrims  to  travel 
the  route  from  Nazareth  to  Bethlehem  with¬ 
out  encountering  barbed  wire  and  road  blocks. 
Thousands  of  pilgrims  will  make  that  journey  this 
year  in  their  observance  of  Christmas.  It  may  be  an 
uneasy  political  and  military  situation  which  holds 
the  road  open  this  year,  but  it  will  be  a  welcome 
situation  whatever  has  produced  it.  Only  a  small 
group  of  Christians  who  make  their  homes  in  Jor¬ 
dan  will  deny  themselves  the  opportunity  as  a 
demonstration  against  what  they  call  the  “diffi¬ 
cult  circumstances”  which  have  opened  the  sacred 
Christmas  trail. 

A  group  of  these  J  ordanian  Christians  issued  the 
following  statement  a  few  days  ago;  “The  difficult 
circumstances  in  which  our  dear  Jordanian  home¬ 
land  finds  itself  and  the  painful  condition  of  our 
brother  refugees  make  it  appropriate  for  us  to 
cancel  festivities  and  social  ceremonies  on  the  oc¬ 
casion  of  Christmas,  the  New  Year  and  Epiphany, 
and  to  be  content  with  religious  services  and  pray¬ 
ers  in  churches.” 

Apparently  the  Holy  Family  encountered  dif¬ 
ficulties  in  their  time  in  making  the  required 
journey  to  Bethlehem.  As  we  read  of  the  spots  they 
traveled  through  as  they  responded  to  the  official 
order  of  the  Caesars  it  appears  that  they  found  it 
necessary,  because  of  an  occupying  military  force 
in  their  time,  to  travel  far  to  the  south  on  their 
journey.  They  seemed  to  have  found  it  necessary 
to  detour  as  far  as  the  section  we  now  know  as  the 
Gaza  Strip.  It  has  never  been  easy  to  make  the 
pilgrimage  to  Bethlehem,  and  we  feel  sure  that  few 
of  us  will  go  to  the  trouble  to  really  make  it  this 
year. 

The  poet  Francis  McKinnon  Martin  has  placed 
the  option  really  before  us  in  a  poem  which  says: 


“You  may  go  to  Bethlehem  from  your  desert 
dull  and  far 

If  you’re  not  afraid  to  start  following  a  star. 

You  may  hear  the  angels  sing,  out  across  the 
mystic  bar 

If  you  only  go  to  where  the  angels  are.” 

There  are  three  things  we  would  suggest  about 
the  journey  to  Bethlehem: 

First,  it  is  quite  significant  that  Joseph  and 
Mary  had  to  travel  through  the  Gaza  Strip  ori 
their  journey,  because  it  really  began  on  the  Sinai 
Peninsula,  not  far  away,  when  Moses  first  brought 
the  law  to  the  Hebrew  people.  The  moment  the 
covenant  was  established  was  the  same  moment  at 
which  it  began  to  be  broken.  Men  are  like  that— 
when  they  are  first  placed  under  law  they  begin 
to  break  the  law.  The  journey  began  truly  wheri 
the  need  first  arose  for  such  a  journey.  Just  as  w'e 
might  say  that  Alcoholics  Anonymous  began,  not 
with  the  first  meeting  of  such  &  group,  but  with 
the  first  alcoholic,  we  can  say  that  the  divine  proc¬ 
ess  of  salvation  began  not  really  at  Bethlehem  but 
long  before  in  a  field  where  Cain  and  Abel 
quarreled. 

The  second  point  through  which  we  pass  to 
Bethlehem,  from  wherever  we  are,  is  one  that  sym¬ 
bolizes  the  Father’s  great  love.  We  cannot  even 
begin  to  move  in  that  direction  until  we  have 
oriented  ourselves  at  this  point.  “Dead  reckoning” 
or  guessing  will  not  point  out  to  us  the  way.  Dr. 
John  Gossip,  a  great  British  preacher,  has  said: 
“If  human  standards  are  applied  to  it,  the  gospel 
is  flatly  incredible  upon  the  face  of  it;  but  it  grows 
possible  and  even  likely  when  judged  by  every 
glimpse  we  catch  of  the  divine.”  How  true.  Moving 
by  human  standards  would  never  have  led  any  mall 
to  Bethlehem. 

We  come  then  to  Mary,  the  one  who  bore  the 
precious  burden  to  Bethlehem  and  delivered  there 
to  us  all  the  gift  of  God’s  son.  No  one  has  ever 
described  such  an  event  as  beautifully  as  Luke  does 
in  his  gospel.  There  is  a  legend  that  Luke  was  a 
painter-albeit  he  may  have  been  confused  with  a 
painter  named  Lucca — but  he  painted  beautifully 
with  words.  In  one  of  the  great  volumes  of  alt, 
Cynthia  Pearl  Maus’  The  World’s  Great  Madonnas 
there  are  114  reproductions  of  Madonnas  plus 
beautiful  stories  and  matchless  poetry.  Among  the 
greatest  are  these  lines  from  Grace  Noll  Crowell: 

“My  soul  doth  magnify  the  Lord” 

The  Virgin  Mary  spake  these  singing  words. 

“And  my  spirit  hath  rejoiced  in  God  .  . 

Along  the  hillroad  that  her  feet  have  trod 
Her  song  hath  lifted  ceaselessly, 

“He  hath  exalted  them  of  low  degree” 
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BRAINSTORMING 
ON  EVANGELISM 

A  few  days  ago  Dr.  Carl  Keightley, 
director  of  communications  for  the 
Board  of  Evangelism,  invited  a  group 
of  ministers  in  the  Little  Rock  region 
to  join  him  for  lunch  at  Pulaski  Heights 
Methodist  Church  and  then  to  have  a 
“brainstorming”  session  on  the  gen¬ 
eral  program  of  evangelism. 

They  were  invited  to  start  talking 
as  he  turned  on  a  tape  recorder.  This 
process  is  being  followed  in  a  number 
of  sections  of  the  church  and  the  tapes 
are  being  played  back  for  the  members 
of  the  staff  of  the  board. 

Since  this  was  a  fairly  representative 
group  of  preachers — young  and  old, 
city  and  rural,  liberal  and  conservative 
— we  have  a  feeling  that  most  of  the 
comments  will  cancel  each  other  out. 
However,  brainstorming  is  supposed  to 
be  an  “in”  device  for  arriving  at  tech¬ 
niques  and  strategies,  so  blessings  on 
the  method. 

If  there  was  any  train  of  thought 
that  kept  moving  like  a  stream  through 
all  the  conversations  it  was  one  that 
insisted  that  it  might  be  a  fine  thing 
if  the  board  gave  less  consideration  to 
a  constant  development  of  new  meth¬ 
ods  of  evangelism  and  gave  more  at¬ 
tention  into  making  old  methods  more 
effective.  Several  of  the  group  ex¬ 
pressed  themselves  as  believing  that 
some  of  the  old  methods  of  winning 
men  to  Christ  would  still  be  valid  if 
they  were  only  tried. 

In  a  gambit  aimed  at  getting  the 
conversation  channeled  in  a  direction 
which  is  also  considered  “in”  these 
days,  Dr.  Keightley  kept  trying  to  get 
the  group  to  discuss  that  word  “rel¬ 
evance,”  which  is  getting  so  threadbare. 
There  was  little  biting  at  this  bait 
and  little  to  reinforce  the  staff  mem¬ 
bers  on  any  preconceived  notions  they 
had  at  this  point. 

THOUGHT  FOR  THE  WEEK:  The 
whole  world  has  been  thrilled  during 
these  recent  days  at  the  completion  of 
an  exchange  of  hearts  in  a  hospital  in 
South  Africa.  Seems  like  a  lot  of  peo¬ 
ple  we  know,  especially  in  the  Board 
of  Missions, havebelieved  for  some  time 
that  there  should  be  a  change  of  hearts 
in  South  Africa. 
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Pictured  during  recent  briefing  of  Protestant  editors  at  the  Pentagon  were 
Dr.  Alfred  A.  Knox,  second  from  left,  and  Mrs.  Marie  Herb,  editor  of  The 
Methodist  Woman,  to  his  right.  Others  at  the  table  are  editors  of  publi¬ 
cations  of  other  denominations,  all  members  of  the  Associated  Church 
Press,  which  arranged  the  briefing.  (US  Navy  Photo) 

Program  Council  structure  for  new 
United  Methodist  Church  released 


V  Concerning  reports 

to  the  Uniting  Conference 

Local  church 
structure  changes 
proposed 

CHICAGO,  Ill.  (MI)— Details  of  a 
proposed  new  structure  for  local 
churches  in  the  forthcoming  United 
Methodist  Church  intended  to  give 
them  more  freedom  and  make  them 
more  flexible  while  “preserving  what 
is  essential  in  connectionalism”  were 
approved  here  November  28. 

The  action  by  the  commissioners  de¬ 
veloping  the  union  between  the  present 
Methodist  and  Evangelical  United 
Brethren  Churches  will  now  go  to  the 
Uniting  Conference  in  Dallas,  Texas, 
opening  April  21,  1968. 

“Increasing  determination  of  church¬ 
es  to  free  congregations  from  burden¬ 
some  organizational  demands  so  that 
they  may  spend  their  major  resources 
in  mission  to  the  wider  human  commu¬ 
nity  keeps  an  insistent  pressure  upon 
those  who  plan  for  an  effective  United 
Methodist  Church,”  the  commissioners 
said. 

Major  features  of  the  proposed  new 
structure  include: 

Permissive  instead  of  mandatory 
commissions; 

A  new  “Council  on  Ministries;” 

A  “Charge  Conference”  meeting  at 
least  annually  instead  of  the  pres¬ 
ent  Methodist  “Quarterly  Confer¬ 
ences”  meeting  once  or  twice  a 
year  and  an  EUB  “Local  Con¬ 
ference”  that  usually  meets 
monthly; 

An  “Official  Board”  meeting  at 
least  quarterly  to  “initiate  plan¬ 
ning,  receive  reports,  set  goals, 
authorize  action,  determine  policy, 
evaluate  the  church’s  ministries 
and  review  the  state  of  the 
church.” 

The  new  structure  is  designed  to 
make  it  “pertinent  and  useful  in  the 
almost  27,000  United  Methodist  con¬ 
gregations  which  will  have  150  mem¬ 
bers  or  less,”  according  to  a  preamble 
to  the  proposed  Disciplinary  chapter 
on  the  local  church. 

Representing  the  deliberations  of 
many  persons  with  many  different  re¬ 
lationships  to  local  churches,  the  pro¬ 
posals  are  the  result  of  studies  by  a 
committee  of  the  Methodist  Interboard 
Commisison  on  the  Local  Church  and 
a  committee  on  the  local  church  of 
the  Joint  Commissions  on  Church 
Union  of  the  two  denominations  pre¬ 
paring  to  come  together. 

The  “Council  on  Ministries”  which 
is  at  the  heart  of  the  proposed  new 
structure  is  mandatory  in  each  local 
church  and  is  designed  to  “consider, 
develop,  and  correlate  proposals  for 
the  church’s  strategy  for  mission.” 

Basic  membership  of  the  council 
will  include  the  pastor  and  other  staff 
persons  engaged  in  program  work,  the 
chairman  of  the  Official  Board,  the 
lay  leader,  the  coordinators  of  age 
levels  for  children,  youth  and  adults,  a 
coordinator  of  family  ministry,  a  chair¬ 
man  for  each  of  the  work  areas  of  ed¬ 
ucation,  evangelism,  missions,  social 
concerns,  stewardship  and  worship,  and 


CHICAGO,  Ill.  (MI)— Focal  point 
of  much  discussion  relating  to  the  new 
United  Methodist  Church  is  the  Pro¬ 
gram  Council — a  concept  being  car¬ 
ried  over  into  the  new  structure  from 
the  present  Evangelical  United  Breth¬ 
ren  Church,  but  incorporating  also 
major  functions  of  several  agencies  in 
the  present  Methodist  Church. 

Provision  was  made  for  such  a  coun¬ 
cil  in  the  Plan  of  Union  of  the  two 
denominations  adopted  in  principle  by 


the  president  of  the  Women’s  Society 
of  Christian  Service,  where  one  is  or¬ 
ganized.  Other  persons  may  be  added 
by  the  Official  Board  “on  the  basis 
of  their  competency  in  program  plan¬ 
ning.” 

Because  “local  churches  vary  great¬ 
ly  in  needs  and  size,”  the  new  structure 
provides  that  the  Official  Board,  at 
its  discretion,  may  authorize  expan¬ 
sion  of  the  Council  on  Ministries  to 
include  councils,  commissions,  task 
groups,  committees,  a  church  school, 
Women’s  Society,  United  Methodist 
Men,  United  Methodist  Youth  Fellow¬ 
ship,  and  other  groups  as  needed. 

The  council  will  correlate  program 
resources  from  agencies  of  the  denom¬ 
ination  at  all  levels  and  relate  them  to 
local  planning. 

New  for  Methodists,  if  the  proposals 
are  adopted  at  Dallas,  will  be  the  age 
level  and  family  coordinators.  These 
persons  are  to  “study  the  needs  of  the 
age  group  and  the  goals  of  the  con¬ 
gregation’s  ministry  and  coordinate  the 
planning  and  implementation  of  a  uni¬ 
fied  and  comprehensive  ministry  with 
the  age  group.” 

They  also  will  serve  as  liaison  with 
organizations,  persons  and  resources 
in  and  beyond  the  local  church  which 
relate  to  their  respective  age  levels. 

The  coordinator  of  family  ministries 
will  work  with  the  age  level  coordina¬ 
tors  and  the  Council  on  Ministries  to 
develop  a  family  ministry  for  the  local 
church,  taking  into  consideration  the 
suggestions  of  the  general  church  agen- 
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the  simultaneous  General  Conferences 
of  the  church  in  Nov.,  1966. 

Since  then  considerable  thought  has 
gone  into  refining  this  phase  of  the 
new  church  structure  because  of  its 
pivotal  character.  A  first  draft  of  a 
revised  Program  Council,  presented  the 
past  July  to  the  combined  session  of 
the  two  denominations’  Commissions  on 
Union,  has  undergone  as  many  as  sev¬ 
en  revisions,  following  consultations 
with  many  church  leaders  and  the  sev¬ 
eral  groups  directly  concerned. 

The  latest  draft  received  a  careful 
going  over  at  the  Nov.  27-28  meeting 
of  the  joint  commissions  here  and 
emerged  in  the  revised  form  in  which 
it  will  be  presented  to  delegates  at 
the  Uniting  Conference  opening  in  Dal¬ 
las,  Texas,  April  21. 

In  addition  to  the  work  of  the  pres¬ 
ent  EUB  Church’s  Program  Council, 
the  new  proposal  for  the  Program 
Council  incorporates  responsibilities  of 
the  following  Methodist  agencies:  The 
Coordinating  Council,  the  Commission 
on  Promotion  and  Cultivation,  the 
Television,  Radio  and  Film  Commis¬ 
sion,  the  department  of  research  of  the 
Council  on  World  Service  and  Finance, 
and  the  Interboard  Commission  on  the 
Local  Church. 

A  preamble  to  the  proposed  Pro¬ 
gram  Council  states  that  it  will  meet 
a  need,  frequently  expressed  in  Meth¬ 
odist  groups,  that  “there  should  be 
some  forum  in  which  the  bishops  and 
the  secretaries  could  actually  meet  on 
program  coordination  and  planning — 
preferably  with  clergy  and  lay  partic¬ 
ipation.” 

Aims  of  the  new  Program  Council 
are  two-fold: 

1.  To  provide  a  consultation  process 
wherein  the  Council  of  Bishops,  the 
Council  of  Secretaries,  and  representa¬ 
tive  laymen  and  pastors  may  discuss, 
choose,  correlate  and  unify  program 
emphases  of  The  United  Methodist 
Church. 

2.  To  provide  services  to  assist  in 
the  selection  and  correlation  of  the 
program  emphases  and  in  the  interpre¬ 
tation  and  promotion  of  them  in  the 


DAILY  BIBLE  READING  | 

Below  is  a  schedule  for  the 
Daily  Bible  Reading,  which  the 
Board  of  Evangelism  invites  you 
to  use  as  a  regular  guide  for 
use  in  your  homes. 

Dec.  17 — Sunday 
Dec.  18  . 

Zech.  13:1-9 

Zech.  14:1-21 

. .  Malachi  4 

Dec.  20  . 

Dec.  21  . 

Luke  1:1-23 

Luke  1:26-38 

Luke  1:39-56 

Luke  1:57-80 

Dec.  24 — Sunday 

Matt.  1:18-25 

Annual  Conferences  and  local 
churches. 

Under  the  Program  Council,  whose 
executive  head  would  be  a  general  sec¬ 
retary,  there  are  to  be  three  major 
divisions;  each  headed  by  an  asso¬ 
ciate  general  secretary: 

Division  of  Correlation,  Research 
and  Planning; 

Division  of  Interpretation; 

Division  of  Television,  Radio  and 
Film  Communication. 

In  the  earlier  drafts,  the  proposal 
called  for  all  bishops  to  be  members 
of  the  Program  Council,  as  is  the  cur¬ 
rent  situation  in  the  EUB  Program 
Council.  Critics  of  the  plan,  especially 
the  bishops  themselves,  felt  that  this 
would  create  an  unwieldy  situation,  so 
the  compromise  membership  arrange¬ 
ment  specifies  that  15  of  the  bishops 
shall  be  members,  with  other  bishops 
having  the  privilege  of  attending  meet¬ 
ings  as  they  may  desire. 

(Bishops  are  limited  to  membership 
on  three  boards  or  agencies,  and  this 
new  provision  would  make  it  possible 
to  assign  approximately  one-third  of 
the  active  bishops  to  each  of  these 
boards — Missions,  Education,  and  the 
new  Program  Council.  A  bishop  would 
be  chairman  of  the  Program  Council, 
following  a  practice  that  prevails  in 
most  major  units  of  the  church.) 

In  addition  to  episcopal  members, 
the  Program  Council  would  include  all 
members  of  the  Council  of  Secretaries 
(about  25)  and  from  each  of  the 
church’s  five  jurisdiction’s,  seven  min¬ 
isters,  of  whom  five  shall  be  pastors 
of  charges,  and  ten  laymen,  of  whom 
at  least  four  shall  be  women,  nomi¬ 
nated  by  the  Jurisdiction  College  of 
Bishops  and  elected  by  the  respective 
jurisdictions. 

This  would  make  a  council  of  about 
125  members — 15  bishops,  some  25 
members  of  the  Council  of  Secretaries, 
and  17  persons  from  each  of  the  five 
jurisdictions  in  the  United  States. 

In  an  effort  to  make  sure  that  vari¬ 
ous  interests  of  the  church  are  equita¬ 
bly  represented  on  the  council’s  ex¬ 
ecutive  committee,  provision  is  made  in 
the  plan  for  the  officers  of  the  council 
and  its  three  divisions  to  be  joined  by 
at  least  one  bishop,  one  pastor,  and 
one  lay  person  from  each  jurisdiction. 
The  plan  stipulates  that  the  following 
program  agencies  shall  have  representa¬ 
tion  on  the  executive  committee:  Ecu¬ 
menical  Affairs,  Education,  Evangel¬ 
ism,  Laity,  Missions,  Social  Concerns, 
and  Worship. 

A  Methodist  bishop,  commenting  on 
the  proposed  Program  Council,  said 
that  “it  provides  for  united  planning 
rather  than  unrelated  and  competitive 
planning.” 

Please  turn  to  page  15 
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Pictures  of 
Board  of  Lay 
Activities  meeting 


Tom  Matheny,  conference  lay 
leader  is  shown  with  persons 
who  helped  to  make  the  recent 
meeting  of  the  Board  of  Lay  Ac¬ 
tivities  a  success:  TOP:  with 
Mr.  and  Mrs.  Loki  Faller  and 
their  daughter,  Jill,  of  Hammond. 
Jill  was  the  speaker  at  the  ban¬ 
quet;  LEFT:  with  Monroe  Spring¬ 
er,  lay  leader  of  the  Louisiana 
Conference,  Central  Jurisdic¬ 
tion;  and  ABOVE:  with  Dudley 
V.  Snow,  Shreveport  District  lay 
leader  who  received  a  plaque  in 
recognition  of  his  years  of  plan¬ 
ning  and  directing  the  confer¬ 
ence  lay  retreat.  (Photos  by 
Cecil  Bland) 


Miss  Olive 
Scales  dies 

Miss  Olive  Webb  Scales,  former 
secretary  to  Dr.  Joe  J.  Mickel  while 
he  was  president  of  Centenary  Col¬ 
lege  and  former  secretary  of  Bishop 
Paul  B.  Kern,  died  Sunday,  December 
3,  in  Shreveport  at  the  age  of  65. 

Funeral  services  were  conducted 
Tuesday,  December  5,  by  Dr.  D.  L. 
Dykes,  Jr.,  pastor  of  First  Methodist 
Church,  Shreveport. 

A  native  of  Alden  Bridge,  La.,  Miss 
Scales  had  made  her  home  in  Shreve¬ 
port  since  1910,  except  for  the  14 
years  when  she  lived  in  Nashville, 
Tenn.  and  served  as  Bishop  Kern’s 
secretary. 

While  secretary  to  Bishop  Kern,  she 
accompanied  the  bishop  and  his  wife 
on  a  missionary  tom  of  the  Orient. 
When  he  retired  in  1952,  she  returned 
to  Shreveport  and  became  secretary  to 
Dr.  Mickel,  holding  that  position  until 
his  retirement  in  1964. 

She  was  a  member  of  First  Meth¬ 
odist  Church,  Shreveport,  and  at  the 
time  of  her  death  was  a  circle  leader 
in  the  WSCS  of  that  church. 

Surviving  are  her  father,  Dr.  John 
I.  Scales,  Sr.,  Shreveport;  her  twin 
brother,  Dr.  John  I.  Scales,  Jr.,  also 
of  Shreveport;  and  another  brother, 
Leon  Scales  of  San  Diego,  Calif 
t 
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Bishop  Shaw 

attend  the  church  Council  of  Bishops 
held  in  Miami  Beach,  Fla.  recently.  He 
arrived  in  the  middle  of  November  and 
left  by  plane  from  New  York  on  Fri¬ 
day,  Dec.  1,  to  return  home.  Bishop 
Shaw  and  his  wife  have  two  sons  — 
Joseph,  a  doctor  in  the  Christian  Med¬ 
ical  College  Hospital  at  Ludhiana, 
Punjab,  and  Samuel,  a  sociology  stu¬ 
dent  in  Bombay. 
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Evangelism 

layman  who  is  a  staff  member  of  the 
Board  of  Evangelism. 

In  describing  the  first  “class”  of 
the  institute,  Mr.  Logan  said,  “This 
will  be  a  venture  in  faith  to  challenge 
those  attending  for  greater  commit¬ 
ment,  to  involve  them  in  new  levels  of 
discipleship,  and  to  arm  them  with 
know-how  and  materials  to  return  to 
their  areas  and  train  others  to  become 
more  dynamic  witnesses  for  Jesus 
Christ.” 

Logan  said  that  subsequent  meetings 
are  now  being  planned  for  others. 

t 
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Lay  activities 

Paul  W.  Millhouse  of  the  E.U.B. 
church  were  to  meet  next  March  24th 
to  discuss  the  future  of  the  only  two 
E.U.B.  churches  in  the  Louisiana  Con¬ 
ference,  which  are  located  in  the  Lake 
Charles  District. 

The  featured  speaker  at  the  Satur¬ 
day  evening  Banquet  was  Miss  Jill 
Faller,  of  Hammond,  the  Outreach 
Chairman  of  the  Conference  MYF. 
Miss  Faller,  along  with  her  parents, 
Mr.  and  Mrs.  Lola  Faller,  were  guests 
of  the  Board. 


1  1 

1  1 

**  i 

Dr.  Ben  R.  Oliphint,  pastor  of  First  Church,  Alexandria,  is  shown  in  the 
entrance  of  the  new  sanctuary  section  of  the  beautiful  new  church  plant 
rapidly  nearing  completion  for  that  church. 


Governor  gives 
"Creed  for  Office" 

Governor  John  J.  McKeithen,  speak¬ 
ing  at  the  Ecumenical  Luncheon  at 
the  Greek  Orthodox  Cathedral  of  the 
Holy  Trinity  in  New  Orleans,  Sunday, 
December  3,  reviewed  the  obstacles  he 
has  faced  since  becoming  governor  and 
summed  up  his  creed  of  office  concern¬ 
ing  his  responsibility,  power  and 
prayer. 

“What  does  government  do  to  those 
who  govern?”  he  asked.  “It  makes  the 
oath  of  office  a  healing  oath;  to  re¬ 
spect  differences;  to  try  to  do  justice 
by  all  men  and  to  never  knowingly 
hurt  any  man — to  sponsor  the  dreams 
and  aspirations  of  people  and  to  nur¬ 
ture  the  growth  of  the  young — to  give 
directions  and  pray  to  God  that  the 
direction  pointed  to  is  the  right  way 
— to  follow  the  dictates  of  God  and 
conscience  and  never  govern  by  the 
cry  of  the  mob.  And  above  all,  to  try 
to  serve  the  needs  of  all  our  citizens. 
To  shy  from  these  truths,  to  shoulder 
them  less,  to  turn  away  even  for  a 
moment  would  be  to  sacrifice  the  past 
and  deny  to  tomorrow  what  is  tomor¬ 
row’s  gift.” 

In  discussing  the  quiet  side  of  pol¬ 
itics,  the  governor  spoke  of  the  re¬ 
sponsibility  for  right  use  of  power  and 
of  prayer  as  dominating  forces  in  the 
life  of  any  public  servant. 

He  said,  “Power  misused  is  a 
synonym  for  destruction  of  individual 
careers  and  private  aspirations,  even  of 
a  state.  Power  used  to  get  even  with 
those  opposed  to  you  is  a  temptation 
to  any  public  official,  but  history  has 
taught  us  in  this  state  that  an  eye  for 
an  eye  or  a  tooth  for  a  tooth  might 
carry  a  personal  satisfaction,  but  it 
has  been  the  very  stumbling  block  to 
Louisiana’s  entry  into  the  twentieth 
century.  While  we  fought  among  our¬ 
selves  and  engaged  in  political  blood¬ 
letting,  the  rest  of  the  world  has  all 
but  left  us.” 

“So,”  continued  Gov.  McKeithen,  “I 
determined  that  while  I  was  your  gov¬ 
ernor,  whatever  power  I  possessed 
would  be  used  to  heal  the  wounds  in¬ 
flicted  on  each  other,  to  tear  down 
those  walls  that  have  divided  us  and 
that  power  would  be  harnessed  and 
utilized  not  for  a  privileged  few  but 
for  the  common  good.” 

Almost  five  hundred  persons  were 
present  for  the  luncheon.  Included 
among  those  present  were  Mrs.  Mc¬ 
Keithen,  Rabbi  Leo  Bergman  of  Touro 
Synagogue,  who  gave  the  invocation; 
the  Most  Rev.  Louis  Abel  Gaillouet, 
auxiliary  bishop  of  the  Archdiocese  of 
New  Orleans;  newly-named  Bishop 
Iakovos  of  the  Greek  Orthodox  Arch¬ 
diocese  of  North  and  South  America; 
Mayor  Victor  H.  Schiro  and  Mrs. 
Schiro;  Councilman  and  Mrs.  Henry 
B.  Curtis;  George  Gambali,  president 
of  the  Greek  Cathedral  community, 
and  Mrs.  Gambali;  the  Rev.  William 
G.  Gaines,  dean  of  the  cathedral,  and 
Mrs.  Gaines;  Dr.  A.  W.  Townsend, 
Jr.,  president  of  the  Federation  of 
Churches,  and  Mrs.  Townsend;  the 
Rev.  George  H.  Wilson,  executive  sec¬ 
retary  of  the  federation,  and  Mrs, 
Wilson. 

A  surprise  feature  of  the  luncheon 
was  the  presentation  by  Dean  Gaines 
of  a  plaque  to  Milton  H.  VanManen, 
as  “Mr.  Ecumenist”  for  his  part  in 
the  beginning  of  “Operation  Under¬ 
standing”  three  years  ago. 
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E  W  S 
OTES 

SHREVEPORT  FIRST  CHURCH 
MYF  is  planning  the  annual  Christmas 
Retreat.  It  will  be  held  at  Lakeview 
Methodist  Assembly,  Palestine,  Texas, 
Dec.  26-28.  The  junior  and  senior  high 
retreats  will  be  at  the  same  time  and 
same  place,  but  the  programs  and  di¬ 
rectors  will  be  different.  The  Rev.  and 
Mrs.  Bill  Weir  of  Houston,  Texas,  will 
direct  the  program. 

BAKER  FIRST  METHODIST  Church 
held  a  youth  revival  Nov.  19,  20,  and 
21.  The  Rev.  Kenneth  Norton  of 
Shreveport  was  guest  preacher.  James 
Barr  was  song  leader.  The  young  peo¬ 
ple  planned  and  financially  supported 
the  services.  The  Rev.  Albert  A.  Col¬ 
lins  is  the  Baker  pastor. 

THE  WESLEY  FOUNDATION  of 
Lake  Charles,  the  Rev.  Joe  Thomas, 
director,  held  Open  House  Sunday, 
Dec.  3,  following  the  29th  annual  pres¬ 
entation  of  Handel’s  Messiah  in  Mc- 
Neese  Auditorium. 


HOSPITAL  VISITATION 
FILM  AVAILABLE 

The  Rev.  Don  Wineinger,  chaplain 
of  Glenwood  Hospital,  West  Monroe, 
has  secured  a  film  entitled  A  Guide 
to  Hospital  Visitation,  which  is  avail¬ 
able  at  no  cost  to  interested  churches. 
Dealing  with  the  do’s  and  don’ts  of 
hospital  visiting,  the  script  was  written 
by  Dr.  Richard  Young  and  Dr.  Albert 
Meiburg,  director  and  co-director  of 
Pastoral  Care  of  the  North  Carolina 
Baptist  Hospital,  Winston-Salem,  N.C. 
Chaplain  Wineinger  is  willing  to  take 
the  film  to  any  church  of  the  Monroe 
area  and,  if  desired,  lead  a  discussion 
on  the  subject.  It  is  a  color  film,  re¬ 
quiring  20  minutes  to  show.  Reserva¬ 
tions  for  showings  should  be  made  by 
phone  or  letter  to  Mr.  Wineinger,  319 
Circle  Drive,  West  Monroe,  71291. 
t 

FERRIDAY  OBSERVED  a  commu¬ 
nity  Thanksgiving  with  a  service  at 
the  First  Baptist  Church.  Participating 
churches  were  First  Church  of  God, 
First  Presbyterian,  First  Baptist,  St. 
Patrick  Roman  Catholic,  and  the  Sevier 
Memorial  Methodist,  of  which  the  Rev. 
Jerry  A.  Means  is  pastor.  The  Rev. 
August  Trembley  of  the  Catholic 
Church  delivered  the  message. 


“AMAHL  AND  THE  NIGHT  Visi¬ 
tors”  was  presented  by  the  Chancel 
choir  of  Rayne  Memorial  Church,  New 
Orleans,  on  Sunday  night,  Dec.  3.  John 
Hutton,  Jr.,  is  director  of  music  and 
organist.  Dr.  B.  A.  Galloway  is  pastor. 

LT.  JOHN  HOPPEE,  of  the  Shreve¬ 
port  Criminal  Investigation  Dept.,  dis¬ 
cussed  the  recent  uncovering  of  Dope 
Rings  in  that  city,  when  he  spoke  to 
adults  and  youth  of  the  Springhill 
Church,  Dec.  3.  The  Rev.  Loyd  E. 
Williams  is  pastor  at  Springhill. 

NEW  ORLEANS  MINISTERS  and 
wives  sponsored  a  reception  for  the 
new  district  superintendent  and  wife, 
Dr.  and  Mrs.  George  W.  Pomeroy. 
The  affair  was  held  in  Rayne  Memorial 
Church  on  Tuesday,  Dec.  5. 

COMBINING  DECEMBER  MEET¬ 
INGS  in  Jefferson  Church,  Baton 
Rouge,  were  the  Wesleyan  Service 
Guild,  Methodist  Men,  and  the  Wom¬ 
an’s  Society  of  Christian  Service.  A 
Christmas  dinner  was  served  by  the 
Istrouma  Methodist  Church  Woman’s 
Society.  The  program  was  given  by 
Miss  Dee  Jacobs  of  Ponchatoula,  who 
is  a  puppeteer.  The  combined  meeting 
will  become  an  annual  event.  The  Rev. 
Robert  H.  Windsor  is  pastor. 


A  GROUP  FROM  SPRINGHILL  vis¬ 
ited  the  Indian  Mission  at  Tulsa,  Okla¬ 
homa,  this  month.  Visiting  the  Rev. 
Lee  Chupco  were  Mrs.  Wayne  Bryan, 
Mary  E.  Gaddy,  Lonnie  Austin,  Mr. 
and  Mrs.  Richard  Johnson,  Theresa 
McConnell  and  Evelyn  Krouse.  The 
Rev.  Loyd  Williams  is  pastor. 


Robert  Lay,  Shreveport,  conference 
lay  leader,  brought  a  message  of  per¬ 
sonal  service  to  the  congregation  of 
First  Methodist  Church,  Pineville,  on 
Nov.  12. 


CHRISTMAS  EVENTS 
AT  UNIVERSITY  CHURCH 

Christmas  music  in  University 
Church,  Laka  Charles,  next  Sunday, 
Dec.  17,  at  5:30  p.m.,  will  feature  the 
adult  choir,  directed  by  Lamar  Robert¬ 
son  with  Mrs.  A.  A.  Harris  at  the 
organ. 

On  Dec.  24  at  5:30  the  Candle¬ 
lighting  Service  will  be  held,  closing 
with  the  Tableau  of  Adoration. 

The  young  people  presented  the 
Christmas  pageant  last  Sunday  night — 
“The  Story  of  St.  Francis  of  Assisi  and 
the  First  Creche.”  Characters  included: 
Wayne  Gill,  Amy  Rentrop,  David  Mc¬ 
Cain,  Billy  Day,  Dianne  Coe,  Elliott 
Godwin,  Paul  Contois,  Steven  Sirman. 
Wayne  Dowen,  Charlene  Gibson  and 
Beth  Oakley.  Lamar  Robertson  and 
Majorie  Landshof  directed. 

The  Herald  Choir  and  Vesper  Choii* 
were  featured  Dec.  3,  along  with  the 
Bell  Choir  of  Lake  Charles  First  Meth¬ 
odist.  Lamar  Robertson  directed;  Mrs. 
Daniel  Mondello  was  organist. 

The  Rev.  M.  W.  Merrill  is  pastor, 
the  Rev.  Walter  M-  Clarke  is  associate. 


THE  WESLEYAN  BELL  Choir  of 
First  Church,  Lake  Charles,  will  bene¬ 
fit  from  the  ice  cream  social  being 
held  on  Sunday  evenings  following  spe¬ 
cial  Christmas  music  in  that  church. 
On  Dec.  3,  the  Chancel  Choir  pre¬ 
sented  a  new  Christmas  cantata  “In 
the  Year  of  Our  Lord,”  by  Robert 
Graham.  On  Sunday,  Dec.  10,  the 
Youth  Choir  Christmas  Vesper  Con¬ 
cert  was  held.  The  Bell  Choir  hopes 
to  attend  the  Bell  Choir  Festival  next 
summer.  The  Rev.  Luther  L.  Booth 
is  pastor  of  First  Church,  Lake  Charles. 


LITTLE  ANGELS  OF  KOREA 
AT  TRINITY,  RUSTON 

Special  guests  of  Trinity  Church, 
Ruston,  for  the  Christmas  Family  Night 
held  on  Sunday,  Dec.  3,  were  “The 
Little  Angels  of  Korea.” 

This  group  of  children,  with  adult 
chaperones,  was  in  Ruston  for  three 
programs  at  Louisiana  Tech  and 
Grambling  College. 

More  than  400  people  attended  the 
buffet  supper  and  program.  The  Chil- 


THE  MUNHOLLAND  SENIOR 
MYF  installed  the  following  officers 
on  Dec.  10:  Yvette  (Missy)  Soniat, 
president;  James  Moreland,  vice  pres¬ 
ident;  Joyce  Sellers,  secretary;  Debbie 
Martin,  treasurer;  Vickie  Claflin, 
sergeant-at-arms;  Debbie  Fischer,  Faith 
chairman;  Laney  Kuhn,  Witness; 
Monique  Dittmer,  Outreach;  Hugh 
Joyner,  Fellowship;  Carl  Roberts,  Cit¬ 
izenship;  Daniel  Mallary,  publicity.  Dr. 
A.  W.  Townsend,  Jr.  is  their  pastor, 
the  Rev.  Q.  C.  Roberts,  Jr.  is  the 
associate  minister. 


dren’s  Division  provided  Christmas 
music  and  readings,  under  the  direc¬ 
tion  of  Mrs.  Fred  Barr,  educational 
assistant. 

The  climax  of  the  program  was  out¬ 
side  on  the  church  lawn  when  the  as¬ 
sembled  participants  gathered  around 
the  nativity  scene.  As  the  lights  focused 
on  the  scene,  all  sang  “Silent  Night” 
with  Korean  voices  blending  in  their 
native  tongue. 

t 


“The  Little  Angels  of  Korea”  participated  in  the  Trinity  family  night  program 
in  Ruston.  BELOW:  Part  of  the  congregation  of  400  at  Trinity  Church  are  pic¬ 
tured  with  the  Korean  guests  on  front  row. 


A  LIVE  NATIVITY  scene  will  be 
presented  at  the  Istrouma  Church, 
Baton  Rouge,  each  evening  at  7  p.m., 
Dec.  18-22.  This  will  be  sponsored 
by  the  Commission  on  Education,  Mrs. 
Sadie  Bodden,  chairman.  The  Rev. 
Marvin  H.  Corley  is  pastor. 

ERNIE  LOGAN,  from  the  General 
Board  of  Evangelism  where  he  is  in 
charge  of  “The  Twelve”  movement, 
was  in  Westlake,  Dec.  10-13.  He  spoke 
at  both  Sunday  services  in  First  Meth¬ 
odist  Church,  of  which  the  Rev.  Paul 
C.  Carroll  is  pastor.  On  Monday, 
Tuesday,  and  Wednesday  morning  he 
met  with  Lake  Charles  District  minis¬ 
ters  and  laymen. 

A  MEXICAN  SUPPER  was  sponsored 
by  the  Senior  Hi  MYF  of  First  Church, 
Alexandria,  Dec.  2.  The  event  was  to 
benefit  a  planned  workcamp  to  Mex¬ 
ico  next  summer.  The  Junior  Hi  MYF 
joined  the  Senior  Hi  group  in  present¬ 
ing  an  evening  of  Carols  and  Tableaus 
in  the  sanctuary,  Dec.  3.  Pastors  are 
Dr.  Ben  R.  Oliphint  and  the  Rev.  Gil¬ 
bert  H.  Wade,  associate. 

JEFFERSON  CHURCH,  Julius  Ave¬ 
nue  and  Leila  Place,  New  Orleans, 
noted  its  20th  anniversary  last  week¬ 
end.  The  present  pastor  is  the  Rev. 
Donald  Hall. 

IN  HORSESHOE  DRIVE  Church, 
Alexandria,  the  Junior  Choir  and  the 
Junior  Girls’  Choir  presented  special 
Christmas  music  on  Sunday  evening, 
Dec.  10.  The  Girls’  Choir  is  scheduled 
to  visit  three  nursing  homes  and  have 
a  caroling  party,  Dec.  20.  Next  Sun¬ 
day  evening,  Dec.  17,  the  adult  choir 
will  present  the  cantata  “King  For¬ 
ever.”  The  Rev.  Louis  Coppage  is  pas¬ 
tor. 

JUNIOR  HIGH  of  First  Church,  Bat¬ 
on  Rouge,  will  hold  their  annual! 
Christmas  Retreat  at  Camp  Istrouma 
this  weekend,  Dec.  15-16. 

A  CARROLLTON  CHURCH  guest 
speaker,  Dec.  3,  was  Miss  Edna  Floy 
Brown  who  is  a  missionary  in  Sara¬ 
wak,  Malaysia,  connected  with  the 
Christ  Hospital  there.  She  described 
her  work  on  that  changing  scene.  Dr. 
James  T.  Harris  is  the  Carrollton  min¬ 
ister. 

WEST  MONROE  FIRST  CHURCH 
captured  first  place  honors  with  their 
Christmas  float  in  the  West  Monroe 
Christmas  parade  held  Thursday,  Nov. 
30.  The  Rev.  Kenneth  McDowell  is 
the  pastor. 

TERRY  MURRY  was  the  featured 
speaker  at  Gordon  Avenue  Church, 
Monroe,  Dec.  5,  when  that  church  held 
a  family  night  under  the  sponsorship 
of  Methodist  Men.  Mr.  Murry  is  a 
Baptist  minister  and  an  assistant  base¬ 
ball  coach  at  Northeast  State  College 
in  Monroe.  He  played  for  seven  sea¬ 
sons  in  the  New  York  Yankees  farm 
system.  The  Rev.  Louis  Roos  is  pas* 
tor  of  the  Gordon  Avenue  Church. 


SOUTHSIDE  CHOIR 
WILL  TAPE  CANTATA 

The  Chancel  Choir  of  Southside 
Church,  Monroe,  will  present  the  can¬ 
tata  “Song  Unending”  next  Sunday 
evening  Dec.  17.  On  Monday  night 
they  wiU  tape  it  for  television,  to  be 
shown  on  KTVE-TV  on  Wednesday, 
Dec.  20,  at  10:30  p.m. 
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Sunday  ScAmI  ^feddotc 

By:  Alfred  A.  Knox 

LESSON  FOR  DECEMBER  24:  One  Greater  than  the  Prophets 


BACKGROUND  SCRIPTURE:  Malachi  3:1-4;  Mi- 
cah  5:2-4;  Isaiah  9:2-7. 

MEMORY  SELECTION:  For  you  who  fear  my 
name,  the  sun  of  righteousness  shall  rise,  with 
healing  in  his  wings.  (Malachi  4:2) 

AIM  OF  THE  LESSON:  To  explore  what  the 
prophets  believed  about  the  coming  of  the  Mes¬ 
siah,  and  to  find  from  this  material  a  new  aware¬ 
ness  of  the  nature  of  God’s  love  as  revealed  in 
the  gift  of  his  son  Jesus  Christ. 

*  *  * 

Tomorrow  will  be  Christmas.  We  have  been 
through  these  last  busy  days  of  hustle  and  bustle, 
of  joy  and  wonder,  of  hearing  again  the  great  music 
of  the  season.  Now  what  do  we  bring  to  the  day 
itself  of  its  truly  great  meaning?  We  can  make  it 
a  true  birthday  of  our  Lord,  or  we  can  revert  to  the 
pagan  practices  out  of  which  so  much  of  our  mod¬ 
em  Christmas  developed. 

Dorothy  Clarke  Wilson,  in  a  very  fine  essay  on 
Christmas  in  The  International  Lesson  Annual  says: 
“We  deplore  the  intrusion  of  paganism  in  our  mod¬ 
ern  Christmas,  and  rightly  so.  Yet  many  of  the  fea¬ 
tures  we  most  deplore — commercialization,  compe- 
tion  in  giving,  secularism  —  result  from  misuse  of 
practices  not  really  pagan  but  Christian  in  origin. 
For  example,  Santa  Claus,  perhaps  the  most  ‘pagan’ 
element  of  all,  is  a  corruption  of  a  Christian  per¬ 
sonality,  Nicholas,  the  gentle  saint  of  Myra.  In  other 
words,  it  is  not  the  customs  or  symbols  themselves 
which  are  pagan  or  Christian  but  our  use  of  them. 
A  creche  or  a  star  can  be  as  pagan  as  a  boar’s  head 
if  it  becomes  merely  a  commercial  product  or  a 
decoration  rather  than  a  symbol  of  the  love  of  God 
as  expressed  in  the  life  and  teachings  of  Jesus.” 

We  have  for  our  consideration  today,  four  se¬ 
lections  from  the  prophets  which  have  traditionally 
been  read  at  Christmas  time  because  they  have, 
through  most  of  Christian  history,  been  regarded  as 
Messianic  in  their  content.  Modern  scholars  may 
tell  us  that  there  is  reasonable  doubt  that  any  one 
of  them  foretold  the  coming  of  the  Christ  Child,  and 
yet  we  will  still  go  on  putting  them  at  the  heart  of 
our  Christian  observance  of  Christmas.  To  most  of 
us  it  would  not  be  right  to  leave  them  out  anymore 
than  to  omit  the  singing  of  carols  or  the  decorating 
of  the  Christmas  tree.  So,  today  we  will  not  be  deal¬ 
ing  with  the  critical  problems  related  to  these  pas¬ 
sages  from  Malachi,  Micah  and  Isaiah.  Instead  we 
will  let  them  sing  in  our  ears — as  do  the  other  songs 
of  Christmas — to  make  the  birthday  of  our  Lord  a 
true  bridge  between  the  Old  Testament  and  the  New. 
*  *  * 

THE  HERITAGE  OF  DAVID 

At  the  heart  of  our  spiritual  emphasis  at  this 
time  of  the  year  is  the  deep-seated  tradition  that 
Jesus  was  “of  the  house  and  lineage  of  David,”  and 
that  his  birthplace  was  “the  city  of  David.”  This 
came  down  to  us  because  the  concept  of  Messiah 
was  so  closely  related  to  the  expected  new  and  pow¬ 
erful  king  that  would  restore  Israel  to  her  former 
position  of  greatness. 

Israel  never  forgot  the  peace,  prosperity,  and 
wide  borders  she  knew  when  David  was  her  king. 
Her  days  of  depression  and  exile  were  still  young 
when  her  prophets  began  to  refer  to  the  coming  of 
a  new  David  who  would  restore  this  greatness.  It 
would  be  he  who  would  re-establish  the  glory  of 
Israel  and  proclaim  the  establishment  of  God’s  king¬ 
dom  among  the  nations.  Many  passages  are  found 
in  the  literature  of  the  days  beginning  with  the 


eighth  century  prophets  which  could  speak  of  this 
one  who  is  to  come. 

No  book  of  the  Bible  speaks  of  this  hope  with 
greater  beauty  than  we  find  in  the  9th  and  11th 
chapters  of  Isaiah.  However,  Malachi  and  Micah 
both  have  their  contributions  to  make  to  this  won¬ 
derful  dream  which  kept  the  Hebrew  people  looking 
upward  in  their  darkest  days. 

£  *  $ 

MALACHI’S  MESSAGE  CONCERNING 
THE  MESSIAH 

Our  first  two  passages  are  from  Malachi,  so  let 
us  examine  them  and  see  what  distinctive  contribu¬ 
tions  are  made  by  this  book  to  the  total  picture  of 
the  expected  Messiah.  His  beautiful  passage  in  chap¬ 
ter  3  must  be  read  in  connection  with  the  closing 
verses  of  chapter  2.  Here  there  is  echoed  the  despair 
and  pessimism  of  people  living  in  an  evil  age.  The 
prophet  says  in  2:17,  “You  have  wearied  the  Lord 
with  your  words.  Yet  you  say,  ‘How  have  we 
wearied  him?’  By  saying,  ‘Every  one  who  does  evil 
is  good  in  the  sight  of  the  Lord,  and  he  delights  in 
them.’  or  by  asking,  ‘Where  is  the  God  of  justice?’  ” 

The  Malachi  answers  that,  evil  as  the  present 
time  may  seem,  God  is  coming  soon  to  correct  its 
Inequities.  The  distinctive  feature  of  his  prediction 
concerning  the  coming  Messiah  is  that  it  will  involve 
two  ^distinct  acts:  first,  the  coming  of  the  “messen¬ 
ger,”  to  prepare  the  way  by  purifying  the  temple 
practices  and  the  priesthood  (verse  3)  and,  second, 
the  coming  of  the  Lord  himself  to  his  purified  tem¬ 
ple  to  judge  the  people  according  to  their  deserts. 

Dr.  Robert  C.  Dentan  (Interpreter’s  Bible)  says: 
“The  purpose  of  the  preliminary  coming  of  the  mes¬ 
senger  is  to  purify  the  temple  and  its  ministers  in 
preparation  for  the  full  advent  of  God  the  judge. 
Quite  in  accordance  with  the  ancient  view,  God  is 
conceived  of  as  a  king  and  the  temple  is  his  palace. 
He  cannot  come  until  his  house  is  set  in  order.  His 
messenger  will  straighten  out  the  abuses  described  in 
chapter  1,  and  will  restore  the  golden  days  of  old, 
when  worship  was  offered  to  God  with  dignity  and 
in  sincerity  of  heart.  “True  instruction  was  in  his 
mouth,  and  no  wrong  was  found  on  his  lips.  He 
walked  with  me  in  peace  and  uprightness,  and  he 
turned  many  from  iniquity.”  (Malachi  2:6) 

*  *  * 

THE  FUNCTION  OF  THE  FORERUNNER 

The  wording  of  Malachi  3:1  reminds  one  of  the 
words  of  John  the  Baptist  as  he  came  from  the  wil¬ 
derness  with  a  strange  prophetic  passion  just  before 
the  beginning  of  Jesus’  public  ministry.  Although 
Mark  1:2-3  begins  with  “As  it  is  written  in  Isaiah 
the  prophet,”  actually  verse  2  of  that  passage  is 
from  Malachi  3:1,  while  verse  3  is  from  Isaiah  40:3. 
Both  speak  of  the  need  and  function  of  the  fore¬ 
runner. 

Whether  it  is  a  part  of  a  prophetic  utterance  or 
Gospel  record,  the  place  of  the  forerunner  in  reli¬ 
gious  history  is  one  which  is  well  recognized.  Many 
a  reformer  and  pioneer  has  failed  in  his  mission  to 
the  world,  not  because  he  was  lacking  in  integrity 
or  mistaken  in  his  sense  of  mission,  but  because  the 
mind  of  the  average  person  was  not  ready  to  receive 
what  he  had  to  give. 

Some  years  ago  in  preparing  an  Advent  sermon 
we  were  playing  in  our  mind  with  the  idea  of  a 
companion  word  that  could  go  with  “savior”  to  sug¬ 
gest  this  function  of  preparation.  It  seemed  almost 
like  a  homiletic  miracle  when  we  discovered  that 
there  really  is  a  word  in  the  dictionary  —  the  old 
English  word  “pavior.”  A  pavior  was  one  who  paved 
the  road — who  prepared  the  way  and  made  the  paths 
straight — for  the  special  one  who  was  to  pass  that 


way.  The  world  needs  a  “savior,”  but  it  also  needs 
paviors.”  Perhaps  it  is  not  going  too  far  to  suggest 
that  you  can’t  have  one  without  the  other. 

*  *  * 

CHRIST’S  COMING  BRINGS 
RESPONSIBILITIES 

It  is  nice  to  sing  the  songs  of  the  coming  Mes¬ 
siah  and  to  be  moved  into  the  Christmas  spirit  by 
the  words  from  Malachi,  Micah  and  Isaiah.  How¬ 
ever,  we  are  quite  blind  and  deaf  if  after  reading 
and  singing  them  all  we  can  say  is  “Isn’t  that  sweet!” 
It  was  easy  for  a  people  that  had  been  long  de¬ 
pressed  and  in  exile  to  see  nothing  but  good  for 
them  in  the  coming  of  the  Messiah.  Yet  the  words 
which  the  prophets  brought  them  as  a  path  to  hope, 
carried  also  the  assurance  of  judgment  and  purifi¬ 
cation.  Some  years  ago  we  read  the  title  of  a  Christ¬ 
mas  sermon  by  a  friend— it  was  “The  Gift  is  Not 
Without  Condition.”  We  must  keep  this  reality  in 
clear  focus  as  we  look  further  into  this  prophetic 
background  for  the  Christmas  story. 

Malachi  clearly  saw  the  coming  of  God’s  mes¬ 
senger  as  bringing  responsibilities  to  the  nation.  “But 
who  can  stand  the  day  of  his  coming,  and  who  can 
stand  when  he  appears.  For  he  is  like  a  refiner’s  fire 
and  like  fuller’s  soap.”  (3:2  and  3.)  This  means  he 
would  make  spiritual  demands  on  the  people  at  the 
time  of  his  coming,  refining  them  “like  gold  and 
silver  ’  until  they  “presented  right  offerings  to  the 
Lord.”  In  the  great  Handel’s  Messiah,  a  great  dis¬ 
tance  is  covered  before  the  word  of  prediction  from 
the  prophet  and  the  “Hallelujah  Chorus”  in  which 
the  oratorio  reaches  its  climax. 

*  *  * 

CHRIST’S  COMING  EXALTS*  THE  HUMBLE 
AND  HUMBLES  THE  EXALTED 

Also  contained  in  our  lesson  today  is  a  passage 
from  the  5th  chapter  of  Micah.  The  prophet  sings 
the  praises  of  Bethlehem,  “the  city  of  David,”  and 
tells  how  great  events  can  raise  such  a  small  and 
insignificant  village  until  it  becomes  one  of  the  great¬ 
est  cities  in  the  world.  “But  you,  O  Bethlehem  Eph- 
rathah,  who  are  little  to  be  among  the  clans  of  Judah, 
from  you  shall  come  forth  for  me  one  who  is  to  be 
ruler  in  Israel.”  (Micah  5:2) 

Dr.  Harrell  F.  Beck  (International  Lesson  An¬ 
nual)  points  out  that  “this  extremely  significant  verse 
sets  forth  two  teachings,  both  of  which  are  dearly 
held  in  Christian  tradition.  The  passage  sings  the 
praises  of  Bethlehem  because  she  was  to  be  the  birth¬ 
place  of  the  Messiah.  It  also  suggests  very  clearly 
that  the  appearance  of  a  Messiah  who  was  to  restore 
the  covenant  relationship  between  God  and  his  peo¬ 
ple  had  been  a  part  of  God’s  redemptive  plan  from 
ancient  times.” 

Sometimes  we  forget  that  the  Gospel  has  within 
it  the  power  to  elevate  little  people  and  groups  to 
influence  of  great  significance.  It  also  has  the  power 
to  humble  persons  who  tend  to  think  of  themselves 
as  very  important.  Within  the  church  we  are  tempted 
to  measure  the  success  of  what  we  are  about  by  size, 
forgetting  that  the  Gospel  has  through  the  years  giv¬ 
en  small  groups  of  Christians  a  power  over  events 
and  people  that  has  been  greater  than  its  size  would 
ever  have  indicated  it  could  expect  to  possess. 

PREPARATION  FOR  CHRISTMAS 

Although  it  didn’t  appear  that  anyone  in  Bethle¬ 
hem  had  made  any  preparation  for  the  coming  of 
the  Holy  family  on  that  night  of  nights,  we  cannot 
get  away  from  the  fact  that  considerable  preparation 
had  been  made  for  his  coming.  The  event  was  of 
such  significance  that  it  took  centuries  to  make  ready 
for  it.  The  incarnation  was  a  concept  so  profound 
that  it  did  take  centuries  for  it  to  be  planted  in  the 
minds  of  men.  That  is  why  in  several  places  in  the 
Bible  we  read  that  Christ  came  among  men  “in  the 
fullness  of  time.” 

God  had  to  prepare  Israel  to  receive  her  king. 
The  thinking  of  the  nation  had  to  be  changed  until 
it  would  be  right  for  such  a  consummation.  Her 
spiritual  needs  had  to  be  of  such  quality  as  would 
be  receptive.  Her  understanding  of  the  way  God 
works  in  history  needed  to  be  expanded  so  that  she 
could  respond  to  his  coming. 

We,  too,  need  to  prepare  for  Christmas.  Isn’t  it 
true  that  we  never  allow  ourselves  enough  time  for 
the  physical  preparation  we  intend  to  make  for 
Christmas  each  year?  Maybe  this  is  also  what  is 
wrong  with  our  spiritual  preparation. 
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The  government  of  India  is  restricting  the  number 
of  foreign  missionaries  in  “sensitive  areas”  and  hav¬ 
ing  them  replaced  with  natives  of  India,  Prime  Min¬ 
ister  Indira  Gandhi  recently  told  Parliament.  Her 
address  was  given  in  answer  to  numerous  questions 
In  the  upper  house  of  Parliament  about  alleged 
“anti-national  activities  of  foreign  missionaries”  and 
government  counter-measures. 

She  reported  that  “no  new  missionaries  are  al¬ 
lowed  to  go”  into  northeastern  India,  along  the 
borders  with  China  and  Burma,  where  tribes¬ 
men,  many  of  them  Christian,  have  been  carry¬ 
ing  on  armed  revolt  against  the  central  govern¬ 
ment,  demanding  the  creation  of  an  autonomous 
state. 

Episcopal  Bishop  C.  Kilmer  Myers  of  California  has 
denied  a  request  to  use  Grace  Cathedral  for  a  service 
which  would  have  included  the  turning  in  or  burning 
of  draft  cards.  The  request  had  been  made  by  North¬ 
ern  California  Clergy  and  Laymen  Concerned  About 
Vietnam  for  a  service  scheduled  for  Dec.  4,  a  day 
on  which  anti-Vietnam  war  demonstrations  were 
planned  across  the  country. 

Bishop  Myers,  in  announcing  his  refusal,  de¬ 
fended  the  right  of  persons  to  defy  the  Selective 
Service  law  if  their  consciences  so  demand,  but 
said:  “Nonetheless,  the  request  for  the  use  of 
Grace  Cathedral  as  the  area  in  which  men 
would  break  the  law  resolutely  must  be  refused. 
Grace  Cathedral  is  not  just  another  public  build¬ 
ing;  it  represents,  by  its  own  image  and  the  tra¬ 
ditions  of  Christianity,  the  church,  the  people 
of  God.” 

A  Philadelphia  businessman  with  large-scale  “money 
problems”  has  been  relieved  of  his  promise  to  give 
Catholic  University  of  America  $1  million  for  a  new 
theatre.  Father  John  P.  Whalen,  acting  rector  of  the 
university,  told  Jerry  Wolman  that  it  was  his  reve¬ 
lation  of  “tremendous  financial  pressures  with  which 
you  are  faced,  and  the  exhausting  efforts  you  have 
been  making  to  stabilize  your  affairs”  that  led  to  the 
university’s  action. 

“I  should  like  you  to  know,”  Father  Whalen 
said  in  a  letter  to  Mr.  Wolman,  “that  we  absolve 
you  fully  from  your  commitment  to  us,  which 
would  have  amounted  to  approximately  one 
million  dollars.”  The  owner  of  the  Philadelphia 
Eagles  of  the  National  Football  League,  Mr. 
Wolman,  among  other  things,  has  built  a  new 
sports  arena  in  Philadelphia. 

A  second  chaplain  at  Cornell  University  in  Ithaca, 
N.Y.  has  been  reclassified  as  1-A  delinquent  by  the 
Ithaca  Selective  Service  Board  after  returning  his 
draft  card  to  protest  American  military  policy  in 
Vietnam.  Reclassified  from  4-D,  usual  clergy  classi¬ 
fication,  was  the  Rev.  Paul  E.  Gibbons,  34,  who 
serves  as  university  chaplain  for  an  interdenomina¬ 
tional  Protestant  campus  ministry.  Earlier,  Father 
David  Conner,  Catholic  chaplain,  was  placed  in  the 
1-A  delinquent  category  by  his  draft  board. 


Missionaries  are  still  needed  in  today’s  world, 
a  National  Council  of  Churches  mission  execu¬ 
tive  said  recently.  Speaking  to  an  ecumenical 
gathering  held  in  conjunction  with  the  annual 
meeting  of  the  United  Church  of  Christ’s  Board 
of  World  Ministries,  Dr.  David  M.  Stowe  said 
that  “the  question  of  missions  comes  back  in 
every  generation.” 

Participants  in  a  Lutheran-Eastern  Orthodox  the¬ 
ological  conversation  in  New  York  recently  reported 
that  they  “somewhat  unexpectedly”  found  a  “num¬ 
ber  of  parallel  situations  and  problems  faced  by 
these  groups  in  the  course  of  their  history  in  this 
country.”  The  conversations  were  the  first  in  a 
series.  It  was  devoted  to  the  topic  “Scripture  and 
Tradition.” 


WASHINGTON,  D.C.  --  The  Rev.  Gerald  McAllis¬ 
ter  of  San  Antonio,  Tex.,  officiated  at  the  wedding 
of  Lynda  Bird  Johnson  and  Marine  Capt.  Charles 
Robb  on  Dec.  9  at  the  White  House.  President  John¬ 
son's  daughter  married  in  an  Episcopal  ceremony 
in  the  East  Room.  Canon  McAllister  has  known  the 
First  Family  for  about  four  years  and  preaches  at  a 
small  Texas  church  attended  frequently  by  the  John¬ 
sons.  (RNS  Photo) 


Christians  often  develop  “long  distance  com¬ 
passion,”  in  their  concern  for  the  problems 
of  the  world  and  the  neighborhood  about  him, 
a  Southern  Baptist  leader  told  an  international 
group  of  Baptist  women  in  Washington.  Dr. 
Kenneth  Chafin,  professor  of  evangelism  at 
Southern  Baptist  Seminary,  said  working  with 
poverty  “close  up”  brings  a  different  perspective 
than  when  the  person  inspects  it  through  liter¬ 
ature,  slides  and  reports. 


A  resolution  asking  the  American  Lutheran 
Church  to  declare  a  moratorium  on  all  church 
building  for  the  next  two  years  was  recently 
approved  by  a  conference  of  150  ALC  college 
students.  The  group  meeting  at  Augsburg  Col¬ 
lege,  Minneapolis,  proposed  that,  instead  of 
buildings,  other  forms  of  ministry,  including  con¬ 
gregations  without  buildings  should  be  tried. 


Excerpts  from  eight  unpublished  letters  by  Ger¬ 
man  theologian  Dietrich  Bonhoeffer,  killed  by  the 
Nazis  in  1945,  appeared  recently  in  an  article  by 
a  woman  who  was  enaged  to  marry  him  before  his 
death.  The  article  by  Mrs.  Maria  von  Wedemeyer- 
Weller  was  published  in  the  Union  Seminary  Quar¬ 
terly  Review,  a  student-edited  publication  at  Union 
Theological  Seminary. 


A  Nativity  scene  which  has  been  erected  an¬ 
nually  on  the  lawn  of  the  Union  (NJT.)  Munci- 
pal  Building  has  drawn  a  protest  this  year  from 
the  Clergy  Association  of  Union,  a  Protestant 
group.  Opposition  came  in  a  letter  from  the 
Rev.  E.  James  Robert  of  Union  Methodist 
Church,  the  association’s  president,  to  Mayor 
F.  Edward  Biertuempfel  of  Union.  The  minister 
said  he  was  questioning  the  “propriety,  if  not 
the  legality,  of  the  site  in  front  of  the  seat  of 
the  local  government.” 

The  Baptist  World  Alliance  was  urged  recently  in 
Washington  to  launch  an  extensive  program  of  mass 
communications  to  help  Baptists  meet  today’s  chal¬ 
lenges.  C.  E.  Bryant,  the  Alliance’s  director  of  pub¬ 
lications,  in  addressing  a  meeting  of  the  BWA  ad¬ 
ministrative  subcommittee,  said:  “We  believe  that  in 
this  age  of  fast  and  world-circling  communication 
the  Baptist  World  Alliance  should  become  a  focal 
outlet  for  the  telling  of  our  Baptist  story  and  our 
Christian  message  to  the  world.” 

The  rift  between  the  Roman  Catholic  hierarchy 
and  the  leaders  of  the  Catholic  Action  move¬ 
ment  in  Spain  appears  to  be  on  the  mend.  Arch¬ 
bishop  Casimiro  Morcillo  Gonzales  of  Madrid, 
at  a  recent  press  conference,  said  that  the  topic 
of  regulations  for  the  Catholic  Action  move¬ 
ment  are  being  seriously  considered. 

Dr.  G.  Elson  Ruff,  prominent  Lutheran  editor,  said 
he  was  “not  surprised  or  too  much  disappointed”  that 
he  was  barred  from  Wittenberg,  East  Germany,  dur¬ 
ing  the  Reformation  celebrations  there  in  October. 
But  the  editor  of  The  Lutheran,  bi-weekly  of  the 
Lutheran  Church  in  America,  said  in  an  editorial 
that  it  was  the  first  time  he  could  remember  “that 
I  failed  to  get  where  I  wanted  to  go.” 

The  800,000-member  Alabama  Baptist  State 
Convention  has  adopted  a  strongly  worded  res¬ 
olution  opposing  a  federally  financed  report  on 
alcoholism  that  contained  recommendations 
which,  if  said,  would  “lead  to  greater  drinking” 
and  “hasten  the  disintegration  of  human  lives.” 

The  report,  “Alcohol  Problems  —  a  Report  to 
the  Nation,”  published  in  October,  called  for 
cooperative  efforts  in  approaching  the  develop¬ 
ment  of  a  new  national  attitude  on  drinking. 


The  role  of  the  American  Roman  Catholic  Church 
priest  eventually  will  resemble  that  of  his  Protestant 
counterpart,  a  priest  recently  predicted.  Father  An¬ 
drew  M.  Greeley,  senior  study  director  of  the  Na¬ 
tional  Opinion  Research  Center,  said  the  “organ¬ 
izational  style  of  the  American  church  and  the  role 
and  status  of  the  priest  will  become  increasingly 
similar  to  that  of  the  Protestant  minister.” 

Plans  to  provide  religious  instruction  by  televi¬ 
sion  to  young  Catholics  not  able  to  attend 
schools  in  Australia  have  been  announced  by 
Archbishop  James  R.  Knox  of  Melbourne.  He 
said  that  initially  the  instruction  would  be  given 
once  a  week,  but  would  be  extended  later. 

A  noted  Moslem  scholar,  making  an  unprecedented 
appearance  before  400  Jews  at  the  United  Syna¬ 
gogue  of  America  convention  at  Kiamesha  Lake, 
N.Y.,  appealed  for  understanding  and  sympathy  for 
“all  those  who  suffer.”  Dr.  Muhammad  Abdul  Rauf, 
director  of  the  Islamic  Center  of  New  York,  said 
during  a  Moslem-Jewish  dialogue  that  Jews  should 
not  regard  Moslems  as  “responsible”  for  “bitter 
experiences  of  suffering”  which  Jewish  people  had 
endured  over  the  centuries. 

The  reduction  of  anti-Semitism  in  recent  years 
has  enabled  Jews  to  turn  their  attention  increas¬ 
ingly  to  fighting  other  prejudices  in  the  world, 
such  as  anti-Catholicism  and  racism,  according 
to  the  director  of  the  Interreligious  Affairs  De¬ 
partment  of  the  American  Jewish  Committee. 
Rabbi  Marc  H.  Tanenbaum  was  speaking  at  the 
Ecumenical  Lecture  Series  sponsored  by  St. 
Louis  University  School  of  Divinity. 
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District 


In  two  district  conferences  the  superintendents  re¬ 
ceived  farewell  gifts  as  they  left  for  new  appoint¬ 
ments.  LEFT:  the  Rev.  and  Mrs.  Ed  Haug  receive 
a  gift  from  the  Rev.  James  Evans,  with  the  Rev.  and 


Mrs.  Fred  Flurry  looking  on;  RIGHT:  Dr.  A.  W. 
Townsend  presents  gift  to  Dr.  and  Mrs.  Carl  Lueg 
and  son  David  as  they  leave  New  Orleans  District. 


Dr.  J.  Henry  Bowdon,  Sr.  and 
Bishop  Walton,  at  the  Lafayette 
Conference. 


At  Alexandria  Conference:  the 
Rev.  Eskel  Tatum,  the  Rev.  Bob 
Tatum,  and  Dr.  Jolly  B.  Harper. 


At  New  Orleans:  Dr.  B.  C.  Tay¬ 
lor,  Dr.  Carl  Lueg,  and  Dr.  Luman 
Douglas. 


1967 


Visiting  at  Baton  Rouge:  Bishop 
A.  M.  Shaw,  Dr.  Dana  Dawson 
and  Bishop  Walton. 


The  Rev.  John  Keolemay  and  Paul  Bjork 
display  progress  made  on  Methodist  Hos¬ 
pital  in  New  Orleans. 


At  Ruston  Conference, 
Dr.  Henry  A.  Rickey, 
center,  licensed  Ed  Parks 
of  Athens  Charge,  and 
Chris  Andrews  of  Bien¬ 
ville  Charge. 


At  Lake  Charles  Conference:  the  Rev. 
Merlin  Merrill,  conference  preacher; 
Dr.  R.  Leonard  Cooke,  district  superin¬ 
tendent;  and  the  Rev.  Deen  Thompson, 
host  pastor  of  Wesley  Church,  Sulphur. 


Mrs.  Robert  M.  Compton,  Lake  Charles  Dis¬ 
trict  WSCS  president,  presents  life  membership 
pin  to  Dr.  R.  Leonard  Cooke.  District  lay  lead¬ 
er  Hubert  Blanchard  looks  on. 


The  Rev.  George  Pearce,  Jr.  presents  to 
Shreveport  Conference,  the  Rev.  and  Mrs. 
W.  T.  Wayland,  as  Mr.  Wayland  is  licensed 
to  preach. 


The  Rev.  Arthur  M.  Baker  reports  to  the  Shreveport  Conference  on  new 
church  sites  purchased  by  the  district  board  of  missions. 


John  Perry  Bell,  second  from  right,  was  licensed  at  Monroe  Conference. 
His  parents  the  Rev.  and  Mrs.  John  Bell  are  with  him,  as  is  his  pastor 
the  Rev.  Ike  Patton  of  Brownsville.  Others  are  Bobby  Burgess  and  Sunny 
Hargrove  whose  licenses  were  renewed. 
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DIRECTORY  OF  WORKERS 
Revised,  November,  1967 
Section  II 

The  following  list  is  of  National  Division  missionaries  assigned  to  the  Louisiana 
Conference.  Please  note  that  many  have  new  addresses.  Clip  and  save.  Remem¬ 
ber  them  at  Christmas  and  on  their  birthdays. 

Birth  Date 

*Miss  Emma  G.  Burris  April  6 

Executive  Secretary,  Medical  Work,  National  Div. 

Board  of  Missions,  Room  1445,  475  Riverside  Drive,  New  York, 

New  York  10027 

*Miss  Helen  Mandlebaum  J an.  22 

Executive  Director,  Wesley  Community  House 
801  East  Washington,  Louisville,  Kentucky  40206 
*Miss  Shiela  Nuttall  Nov.  1 

Educational  Director 

First  Methodist  Church,  120  W.  Sandusky  St.,  Findlay,  Ohio  45840 
*Mrs.  Lillian  Nelle  Peach  June  17 

Caseworker 

David  &  Margaret  Home  for  Children,  Inc.,  1350  Third  St., 

Laveme,  Calif.  91750 

*Mrs.  Verna  Willis  Aug.  24 

Program  Worker 

801  East  Washington,  Louisville,  Kentucky  40206 

(Serving  in  Louisiana) 

*Miss  Margaret  Field  Jan.  26 

Nurse  Supervisor 

Methodist  Home  Hospital,  815  Washington  Ave., 

New  Orleans,  La.  70130 

*Miss  Norma  K.  Garlington  April  6 

Director  of  Christian  Education 

First  Methodist  Church,  P.  O.  Box  175,  Alexandria,  La.  71301 
*Miss  Evelyn  Murphree  Feb.  16 

Methodist  Home  Hospital 

Apt.  B,  1411  Valence  St.,  New  Orleans,  La  70115 

(Other  deaconessess  serving  in  Louisiana  will  appear  later  under  the  listing 
of  workers  in  the  National  Division  Projects.) 

US-2’s  FROM  OUR  CONFERENCE 

jMiss  Brenda  Moorman  Jan.  28 

Bidwell-Riverside  Center,  1203  Hartford  Ave.,  Des  Moines,  Iowa  50315 

HOME  MISSIONARIES  FROM  OUR  CONFERENCE 
JMr.  Carl  Brunson  Sept.  24 

Executive  Director 

Wesley  House  Centers,  101  University  Court,  Nashville,  Tenn.  37214 

JMrs.  Carl  Brunson 

Social  Service  Dept.,  MeHarry  Medical  School,  Hubbard  Hospital 
Home  Address:  3107  Boulder  Park  Drive,  Nashville,  Tenn.  37214 
CONTRACT  WORKERS  FROM  LOUISIANA 
(Serving  in  other  conferences) 

The  Rev.  Brent  Doan  May  13 

Director 

Eloy  Community  Center,  100  E.  Seventh  St.,  Eloy,  Arizona  85231 

Mrs.  Louise  M.  Larsen  May  13 

Executive  Director 

Toberman  Settlement  House,  131  N.  Grand  Ave., 

San  Pedro,  Calif,  90731 

* — Deaconess  t — Home  Missionary  f — US-2 

RETIRED  PERSONS  WHO  HAVE  SERVED  AS  MISSIONARIES 
Miss  Alma  Alexa  McCain  Jan.  17 

Lane  Memorial  Hospital,  Nursing  Home — Room  144A, 

Zachary,  Louisiana  70791 

Mrs.  Clyde  B.  Stuntz  Aug.  29 

702  Auburn,  Monroe,  Louisiana  71201 

RETIRED  DEACONESSES  AND  CONTRACT  WORKERS 
♦Miss  Mary  Daniel  Nov.  8 

Brooks-Howell  Home,  29  Spears  Ave.,  Asheville,  N.C.  28801 
*Miss  Fae  Daves  April  11 

3407  Frenchmen  St.,  New  Orleans,  La.  70122 
*Miss  Ora  Hooper  June  10 

P.  O.  Box  12,  Rosedale,  La.  70772 

Miss  Wilhelmina  Hooper  July  11 

Box  1335,  Dulac,  La.  70360 

*Miss  Sophie  Kuntz  Nov.  17 

410  Fern  Street,  New  Orleans,  La.  70118 
*Mrs.  Nellie  Porter  O’Beime  Aug.  22 

Robincroft  Home  for  Methodist  Workers,  275  Robincroft  Drive, 

Pasadena,  Calif.  91104 

*Miss  Caroline  Porter  Jan.  9 

290  E.  Grandview  St.,  Pasadena,  Calif.  91104 
Mrs.  Martha  Overbey  June  10 

Route  2,  Box  1690,  Hammond,  La.  70401 

* — Deaconess 

Mrs.  Garland  Dean,  Conference  Secy.,  Missionary  Education  &  Service 
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The  program  presented  at  the  Hammond  WSCS  Nov.  meeting  was  entitled  Music 
and  Modern  Man"  from  the  unit  "The  Church,  The  Arts,  and  Identity".  Partici¬ 
pants  representing  different  cultures  included:  Mrs.  Eloise  Cranke,  Mrs.  Na¬ 
dine  Henneman,  Mrs.  Emily  Brewer,  and  Mrs.  Neva  Brown. 


The  Rodessa  Woman’s  Society  has  the  distinction  of  having  every  member  as 
a  "life  member”.  A  group  of  these  ladies  are  pictured  as  they  attended  the 
Quiet  Day  program  in  October.  They  are,  from  left:  Mrs.  Sam  Townsend,  Mrs. 
J.  M.  Moore,  Mrs.  L.  M.  Smith,  Mrs.  Raymon  Nichols  and  Miss  Hattie  Sexton. 
Back  row:  Mrs.  H.  A.  Lynn,  Mrs.  P.  C.  Brittain,  Mrs.  Melton  Powell,  Mrs.  Rob¬ 
ert  Sexton,  Mrs.  W.  C.  McDonald  and  Mrs.  L.  T.  Tate.  Not  present  were  Mrs. 
Don  Anderson  and  Miss  01  lie  Hunt. 


These  ladies  attending  the  Alexandria 
District  Conference  held  at  Horseshoe 
Drive  Church,  Dec.  4,  are  from  Trout 
and  Urania  Churches.  They  are,  from 
left:  Mrs.  J.  F.  Justiss,  Sr.,  Mrs.  Harry 
Nichols,  Mrs.  Robert  Gran,  Mrs.  Robert 
Grissom,  and  Mrs.  T.  J.  Leleu. 


Mrs.  T.  E.  Kirkpatrick,  president 
of  the  Shreveport  District  WSCS 
reported  for  that  group  at  the  Dis¬ 
trict  Conference  held  at  North 
Highlands  Church  last  week. 


Preachers’  wives  at  Alexandria  Con¬ 
ference  are,  from  left:  Mrs.  John  Kil¬ 
patrick  of  Alexandria,  Mrs.  Richard 
Walton  of  Winnfield,  and  Mrs.  Wilson 
Watson  ofPineville. 


At  Many,  Mrs.  Chet  Hoagland,  WSCS 
secretary  of  supplies,  is  pictured  with 
Mrs.  W.  H.  Bengtson,  Many  WSCS  pres¬ 
ident,  as  they  prepare  to  send  blankets 
to  Church  World  Service. 
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•  On  a  Wide  Circuit 


This  matter 
of  CONSCIENCE 

By  W.  W.  Reid 

I  suppose  in  trying  to  define  such 
an  intangible  thing  as  “conscience”  the 
place  to  find  the  commonly  accepted 
understanding  of  the  term  is  in  the 
dictionary.  And  Mr.  Webster’s  col¬ 
laborators  require  many  words  to  de¬ 
fine  it: 

“Sense  or  consciousness  of  right  or 
wrong;  sense  or  consciousness  of  the 
moral  goodness  or  blameworthiness  of 
one’s  own  conduct,  intentions,  or  char¬ 
acter,  together  with  a  feeling  or  obliga¬ 
tion  to  do  or  be  that  which  is  recog¬ 
nized  as  good — often  with  special  ref¬ 
erence  to  feelings  of  guilt  or  remorse 
for  ill-doing.” 

What  is  the  source  of  “conscience”? 
and  how  much  should  it  guide  our 
activities,  decisions,  and  points  of 
view?  Here  we  find  a  wide  variation 
in  the  answers  and  in  man’s  willing¬ 
ness  to  be  guided  by  the  stabs  of  his 
conscience. 

The  Christian  church  has  long  taught 
that  conscience  is  a  gift  (a  rudder  or 
a  gyroscope)  from  the  Spirit  of  God  to 
man — a  gift  to  keep  man  from  stum¬ 
bling  and  from  error.  The  biblical 
prophets  considered  both  individual 
conscience  and  the  lessons  of  history 
as  witnesses  to  the  fact  of  God’s  hand 
in  the  world.  Dr.  Moffat  translates 
Psalm  20:27  as  “Man’s  conscience  is 
the  lamp  of  the  Eternal  flashing  into 
his  inmost  soul.”  Leo  Tolstoy,  in  War 
and  Peace,  says  that  to  absorb  the  uni¬ 
versal  science  that  explains  all  crea¬ 
tion  “it  is  absolutely  essential  to  purify 
and  renovate  the  inner  man,  and,  there¬ 
fore,  before  one  can  know  it  one  must 
believe  and  accomplish  perfection.  And 
to  attain  this  end,  our  souls  must  be 
filled  with  that  divine  Light  which  is 
called  conscience.”  George  Washington 
had  it,  “Labor  to  keep  alive  in  your 
breast  that  little  spark  of  celestial  fire 
called  conscience.” 

But  not  all  moderns  think  or  speak 
of  conscience  as  a  gift  of  God  or  as  a 
celestial  lamp;  they  are  more  apt  to 
suggest  that  it  is  a  handicap  that  has 
been  imposed  by  society  upon  individ¬ 
uals  and  groups.  Most — if  not  all  — 
sociologists  and  psychologists  would 
deny  that  it  is  a  gift  from  God  or  that 
it  is  bom  with  the  human  child. 
Rather,  they  would  say,  it  is  a  mood 
brought  on  by  the  mores  and  pres¬ 
sures,  the  teachings  and  the  restric¬ 
tions  exercised  over  or  upon  a  person 
by  the  family,  the  clan,  the  society  of 
which  he  is  a  part.  And  in  apparent 
proof  of  this  absence  of  divine  sanc¬ 
tion  they  point  to  differences  of  con¬ 
science  from  individual  to  individual, 
from  century  to  century,  from  civiliza¬ 
tion  to  civilization:  there  is  no  agree¬ 
ment  as  to  what  constitutes  a  divine 
command,  or  teaching,  or  wish  for  the 
conduct  of  all  mankind.  Even  within 
a  stable  society  individual  consciences 
differ  depending  on  variations  in  up¬ 
bringing,  training,  experiences. 

Yet  I  am  not  so  sure  that  these  “op¬ 
posing  views”  stand  at  opposite  poles. 
God,  I  believe,  can  speak  to  individuals 
and  their  consciences  —  and  he  can 
speak  to  them  also  through  what  one 
might  call  restriction,  or  group  pres¬ 
sures,  or  the  mores  of  community  or 


Unity  continues  to  make  news  in 
Britain,  and  a  new  note  has  been  heard 
in  recent  days.  In  addition  to  the  visit 
to  the  Vatican  of  World  Methodist 
Representatives,  during  December 
there  is  to  be  a  consultation  between 
British  Methodist  representatives  and 
Roman  Catholics.  This  takes  place  at 
Westminster  Cathedral,  in  the  heart  of 
London,  and  Cardinal  Heenan,  who 
has  proved  such  an  open  and  interest¬ 
ing  prelate  will  take  part. 

World  Council  representatives  who 
were  at  Westminster  Central  Hall  will 
not  easily  forget  his  witty  and  friendly 
greeting  to  that  great  assembly,  and 
his  influence  in  British  life  is  very  con¬ 
siderable. 

What  are  things  coming  to,  ask  the 


family.  He  has  many  avenues  along 
which  he  enters  the  hearts,  and  minds, 
and  wills  of  his  children.  These  are 
but  two  of  his  well-worn  paths. 

In  the  matter  of  “conscientious  ob¬ 
jection”  to  war  and  human  slaughter, 
God  appears  today  to  be  using  many 
avenues  to  make  man  into  a  peace- 
pursuing  person.  American  law,  at  the 
moment,  considers  that  God  speaks  to 
young  men  only  in  and  through  the 
church.  I  well  remember  twenty-five 
years  ago  when  a  young  man  was  be¬ 
fore  a  noted  judge  seeking  to  be  class¬ 
ified  as  a  religious  objector  to  war,  the 
prosecutor  remarked,  “Your  honor,  I 
think  he  was  more  influenced  by  his 
father  than  by  his  church.”  To  which 
the  judge  queried:  “And  by  whom 
should  he  be  more  influenced  than 
by  his  father?”  Yes,  the  home,  the 
community,  the  society  can  be — should 


IS  CHRISTMAS  A  MYTH? 

The  December  issue  of  TOGETH¬ 
ER  quotes  Bishop  John  A.  T.  Robin¬ 
son  of  the  Church  of  England  in  some 
startling  and  disturbing  statements  re¬ 
lating  to  Christmas.  He  pokes  fun  at 
what  he  calls, 

“all  the  tinselly  bits  of  the  Christ¬ 
mas  story — the  star,  the  angels,  and 
the  celestial  choir.” 

He  also  raises  his  high-priestly  eye¬ 
brows  in  question  about  the  divine  and 
miraculous  birth  of  Jesus.  He  says  that 
he  is  most  concerned  with, 

“the  real  world — the  world  of  mis¬ 
siles  and  housing  and  unemploy¬ 
ment  in  which  we  live.” 

Ever  since  Jesus  went  back  to  heav¬ 
en  there  have  been  rude  ideas  about 
Him  and  about  God.  These  ideas  come 


hoary  headed  traditional  men,  when 
Roman  Catholics  and  Methodists  can 
meet  together  like  this,  and  talk?  There 
are,  of  course,  some  people  who  are 
so  full  of  prejudice  about  Roman  Cath¬ 
olics  that  they  see  this  as  something 
like  paying  court  to  the  Whore  of  Bab¬ 
ylon.  There  are  others,  more  informed 
and  intelligent  who  still  have  very  con¬ 
siderable  reservations  about  the  exer¬ 
cise,  because  they  fear  that  proper 
principles  may  be  compromised. 

But  the  important  thing  is,  that  this 
kind  of  meeting  can,  simply,  take  place 
at  all.  Not  many  years  ago,  it  would 
have  been  unthinkable,  because  the 
churches  were  locked  up  inside  their 
own  ideas  as  well  as  their  own  build¬ 
ings. 


be — agents  through  which  God  speaks 
and  works. 

Remember  a  year  ago,  when  the 
2,000-physician-strong  “Medical  Com¬ 
mittee  for  Human  Rights,”  made  a  plea 
that  each  citizen  be  granted  the  right 
on  the  basis  of  his  own  conscience  to 
determine  the  extent  of  his  participa¬ 
tion  in  any  armed  conflict,  the  unan¬ 
swerable  statement  they  made:  “This 
country  participated  in  the  Nuremberg 
war  crimes  tribunal  on  the  premise 
that  each  person  has  an  obligation  to 
refuse  to  follow  the  commands  of  his 
government  to  commit  immoral  acts.  It 
is  a  matter  of  individual  conscience 
for  each  person  to  determine  the  cir¬ 
cumstances  in  which  war  is  justified.” 
That  “obligation,”  imposed  upon  a 
former  enemy,  we  now  deny  to  ouf 
own  sons! 

t 


by  Charles  A.  Stuck/Lay  Evangelist 


and  go  with  the  ebb  and  tlow  01  vari¬ 
ous  cultures.  Like  fads  in  clothing, 
there  are  fads  in  religion.  Right  now 
it  is  popular  in  certain  circles  to  ques¬ 
tion  many  of  the  hard-to-understand 
passages  of  the  Bible,  and  to  resolve 
the  Christian  religion  into  a  lot  of 
kindly  social  action  with  no  basic  be¬ 
liefs  to  bolster  them. 

Before  a  Christian  can  become  tru¬ 
ly  concerned  about  “missiles  and  hous¬ 
ing  and  unemployment,”  he  must  have 
a  deep  and  firmly  grounded  trust  in 
God’s  Holy  Book  ...  a  sincere  inten- 
tention  to  follow  the  commands  of 
Jesus  with  a  simple,  child-like  faith. 
Then  the  sense  of  urgency  to  act  on 
the  evils  of  society  will  be  a  natural 
consequence. 

The  Salisbury  Cathedral  in  south¬ 
ern  England  is  the  most  beautiful 
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But  over  recent  years  there  has  been 
a  remarkable  change.  At  Christmas, 
for  example,  I  am  myself  involved  in 
two  things  which  would  hardly  have 
been  in  anybody’s  agenda  only  five 
years  ago.  I  am  sharing  a  television 
service  which  is  an  act  of  worship  for 
Christmas.  The  other  participants  are 
an  Anglican  minister,  and  a  Roman 
Catholic  priest,  and  the  whole  thing  is 
to  be  done  with  a  congregation  drawn 
from  every  denomination. 

It  is  only  three  years  ago  that  I 
took  part  in  the  very  first  television 
service  in  which  a  Roman  Catholic 
priest  shared  in  public  worship  which 
was  broadcast  in  Britain.  And  in  those 
three  years,  this  kind  of  thing  has 
developed  amazingly. 

I  am  also  doing  three  programmes 
for  Christmas,  again  with  a  Dean  of 
the  Anglican  Church,  and  a  Roman 
Catholic  priest  in  which  we  are  dis¬ 
cussing  the  meaning  of  the  past  year, 
the  present  moment  and  the  coming 
days. 

My  point  is  this.  At  last  we  Chris¬ 
tians  are  beginning  to  realise  that  the 
things  which  unite  us  are  far  more 
important  than  the  things  which  divide 
us.  The  real  watershed  is  not  between 
doctrines  which  separate  us  in  denom- 
inationalist  terms,  but  between  an  at¬ 
titude  to  life  which  is  either  of  God 
or  against  any  concept  of  God. 

The  world  divides  itself  into  many 
factions  —  the  international  scene  is 
something  which  reminds  us  sadly  of 
that.  But  the  ultimate  division  is  be¬ 
tween  men  who  believe  in  God  and 
men  who  don’t.  And  to  put  it  in  the 
most  basic  way,  the  men  who  believe 
in  God  need  each  other.  This  under¬ 
lying  unity  is  in  desperate  need  of  ex¬ 
pression,  because  the  battle  of  ideas 
is  the  real  battle,  and  that  battle  simply 
must  be  won  by  men  who  believe  in 
humanity  because  they  believe  in  God. 

The  fears  many  people  feel  when 
Rome  is  brought  into  ecumenical  dis¬ 
cussions  ought  to  be  as  nothing  com¬ 
pared  with  the  fears  they  ought  to  feel 
when  they  look  at  the  naked  threat  of 
atheism  and  cynicism  which  covers  so 
much  of  the  world.  It  is  no  accident 
that  where  the  Bible  is  closed  there  is 
too  often  tyranny  and  terror.  Our  Ro¬ 
man  Catholic  friends  are  opening  the 
Bible.  One  of  the  great  renewing  signs 
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building  that  I  have  ever  seen.  Its 
tall  slender  spire  seems  to  puncture  the 
sky.  Its  700-year  old  walls  stand  firm 
and  erect.  But  many  feet  below  the 
ground  there  are  great  unseen  founda¬ 
tion  stones  that  support  and  strengthen 
the  stout  walls  and  the  breath-taking 
spire.  The  church  could  not  stand  with¬ 
out  them. 

Neither  could  Christianity  stand 
without  certain  deeply-rooted  basic  be¬ 
liefs  in  God  and  Jesus  Christ  and 
the  Holy  Book.  These  beliefs  must 
exist  to  support  the  structure  of  Chris¬ 
tian  action  in  the  life  of  a  person  of 
group. 

One  doesn’t  need  to  wear  flowing 
robes  and  gem-studded  rings  to  know. 
God’s  power  and  His  love.  These  bless¬ 
ings  are  available  to  everyone.  We 
would  do  well  to  toss  aside  the  trash 
that  some  so-called  intellectuals  would 
impose  upon  us,  and  accept  the  great 
truths  of  God  with  the  same  child-like 
faith  that  Jesus  described. 
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Curtis  Vaughan,  editor,  THE  NEW 
TESTAMENT  FROM  26  TRANSLA¬ 
TIONS,  $12.50,  Zondervan. 

The  aim  of  The  New  Testament 
from  26  Translations  is  to  combine  in 
one  volume  the  complete  King  James 
text  and  the  most  important  and  clar¬ 
ifying  variations  from  25  later  transla¬ 
tions. 

The  entire  text  of  the  King  James 
version  appears  phrase  by  phrase  in 
bold  type,  followed  in  each  instance 
by  significant  and  illuminating  varia¬ 
tions.  Each  of  these  translations  is 
coded  with  initials  for  immediate  rec¬ 
ognition. 

Some  of  the  translations  were  un¬ 
familiar  to  me  but  I  was  pleased  to 
see  Goodspeed,  Moffatt,  J.  B.  Phil¬ 
lips,  the  Roman  Catholic  version  of 
Monsignor  Ronald  Knox,  New  English 
Bible,  Revised  Standard  Version,  etc. 

After  the  King  James  version  is 
printed,  only  a  few — from  two  to  a 
dozen — of  the  various  translations  are 
included.  The  ones  included  were  se¬ 
lected  by  a  group  of  editors  of  which 
the  General  Editor  was  Curtis 
Vaughan,  Th.D.  of  Southwestern  Bap¬ 
tist  Seminary  in  Fort  Worth. 

I  found  the  translations  included  to 
have  a  slight  theological  bias  and  where 
a  version  deviated  from  a  more  con¬ 
servative,  evangelical  position,  that 
variant  was  not  always  included. 

Below  is  an  example  of  the  way 
the  format  is  set  up  for  Romans  1:1. 

1.  PAUL,  A  SERVANT  OF 
CHRIST 

Paul,  a  bondsman  of  .  .  .  — Con 
Paul,  a  slave  of  .  .  .  — Gspd 
CALLED  TO  BE  AN 
APOSTLE,— 

an  Apostle  by  the  selection  of 
God — Bas 

called  as  a  messenger — Phi 
SEPARATED  UNTO  THE 
GOSPEL  OF  GOD, 
set  apart  for  the  service  of  the 
Gospel — NEB 

set  apart  to  publish  the  Glad- 
tidings  of  God — Con 
...  to  (preach)  the  Gospel 
(good  news)  of  and  from  God 
— Amp 


The  book  is  well  printed  and  has  an 
attractive  type  format.  It  is  more  use- 
able  for  serious  Bible  Study  and  refer¬ 
ence  than  for  devotional  reading. 

— Edward  B.  Hollenbeck 

f 

W.  Herschel  Ford,  SIMPLE  SER¬ 
MONS  FOR  SUNDAY  MORNING 
and  SIMPLE  SERMONS  FOR  SUN¬ 
DAY  EVENING  (companion  vol¬ 
umes),  $2  each,  Zondervan. 

W.  Herschel  Ford  has  been  one  of 
the  prolific  writers  of  sermon  books 
in  the  Southern  Baptist  Church.  He  is 
a  Baptist  counter-part  to  Clovis  Chap¬ 
pell  and  Clarence  McCartney.  These 
two  volumes  bring  the  number  of  his 
sermon  books  up  to  24  and  each  of 
them  is  entitled,  “Simple  Sermons  For 
.  .  .  ”  For  many  years  Dr.  Ford,  now 
retired,  was  pastor  at  First  Baptist 
Church  in  El  Paso,  Texas. 

Both  of  these  books  contain  a 
miscellany  of  sermons  on  a  variety  of 
subjects  and  texts.  I  could  find  no  dif¬ 
ference  in  style  or  approach  between 
those  for  “morning”  or  “evening.” 
Each  message  is  based  on  a  verse  of 
scripture  or  a  phrase  from  a  verse,  yet 
the  sermons  do  not  draw  their  theme 
or  aim  from  the  passage. 

At  first  glance,  they  seem  expository 
but  are  really  topical  sermons  based 
on  a  verse  or  phrase  of  scripture.  The 
language  is  folksy  and  simple.  Dr.  Ford 
has  good  organizational  ability,  but 
often  he  includes  too  many  points  in 
his  “simple  sermons”  —  as  many  as 
eight.  His  illustrations  and  alliterations 
are  effective.  His  Baptist  theology 
shows  through,  sometimes  indirectly 
and  often  in  full  bloom — as  in  one 
sermon  entitled:  “Can  a  Person  Who  is 
Once  Really  Saved  Ever  be  Lost?” 
etc. 

If  I  were  considering  this  type  of 
sermon  material  or  devotional  reading, 
I  would  pass  over  the  “simple  sermon” 
books  and  pick  up  the  paper  back  edi¬ 
tions  of  Dr.  Clovis  Chappell. 

— Edward  B.  Hollenbeck 
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NEW  YORK  -  Gen.  David 
Sarnoff,  board  chairman 
of  Radio  Corporation  of 
America,  accepts  the 
1967  Award  of  Merit  from 
Col.  J.  Clyde  Cox,  chief 
secretary  of  the  Salva¬ 
tion  Army’s  Eastern  Ter¬ 
ritory.  Salvation  Army 
Association  of  New  York 
honored  him  for  “out¬ 
standing  service  to  God 
and  man.”  During  the 
award  dinner,  some  3,000 
guests  offered  a  moment 
of  silence  in  memory  of 
the  late  Francis  Cardi¬ 
nal  Spellman,  Archbishop 
of  New  York,  who  had 
received  the  Salvation 
Army’s  1966  award.  (RNS 
Photo) 


“But  my  wife 

has  already  pledged - 

$1  a  week. " 


ARK-eology 

by  Gene  Herrington 


‘Ptefruf  P<uuvkuko, 

by  Barbara  L.  Mulkey 

Dryden  said,  “The  poet’s  task  is  to  faise  a  mortal  to  the  skies 
or  draw  an  angel  down.”  What  a  pleasant  and  easy  task  at  Christmas, 
for  what  other  occasion  is  so  in  harmony  with  the  poet’s  purpose. 


THE  STAR 

High  atop  my  Christmas  tree 
A  golden  star  presides, 

A  bit  of  heaven  captured,  here 
Within  my  house  resides. 

And  time,  illusive  captor,  he 
Who  would  all  beauty  mar. 

Is  held  suspended  here  within 
The  magic  of  the  star. 

Star  of  wonder,  star  of  night, 
Star  of  ageless  charm  .  .  . 
Cast  your  spell  o’er  all  tonight 
Whom  time  would  work  its 
harm. 

Hold  enthroned  the  priceless  joy 
Of  home,  and  warmth,  and 
love, 

Of  Christmas  in  the  hearts  of 
those 

Who  cast  their  eyes  above. 

And  make  my  heart  a  treasure 
chest 

Of  memories  sublime 
When  time  again  assumes 
command 

And  life  and  death  entwine. 

Remind  me  ageless  star  above. 
When  years  have  come  and 
gone  .  .  . 

That  I  have  had  a  bit  of  heaven 
Right  in  my  own  home. 

— by  Barbara  L.  Mulkey 
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CHRISTMAS 
LIGHT  OF  LIFE 

The  Star  of  Infinity  gleamed 
By  holy  writ. 

Blazing  the  field 
For  the  far-cry  of  the  angel. 

The  Candle  of  Destiny  burned 
By  divine  right. 

Flaming  the  stall 
For  the  lusty-cry  of  the  child. 

The  Lamp  of  Eternity  shone 
By  supreme  might, 

Lighting  the  way 
For  the  joyous-cry  of  the  soul. 

— by  Murriel  Alys  Green 
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Sam  Nader 

Since  his  ordination  in  1942,  Dr. 
Nader  has  filled  pastorates  in  Many, 
Houma,  Iowa,  Lake  Charles,  Jennings 
and  Shreveport.  For  six  years  prior  to 
his  coming  to  Noel,  in  1962,  he  served 
as  Superintendent  of  the  Lake  Charles 
District. 

Dr.  Nader  has  participated  in  build¬ 
ing  programs  in  each  of  the  churches 
he  served  .  . .  the  largest  being  a  $400,- 
000  sanctuary,  education  building  and 
fellowship  hall  at  Houma.  In  1958  he 
was  instrumental  in  the  financial  cam¬ 
paign  and  the  erection  of  the  Wesley 
Foundation  building  at  McNeese  State 
College,  Lake  Charles. 

He  also  helped  raise  funds  for  the 
construction  of  two  small  church  build¬ 
ings  and  a  parsonage  at  Cameron  and 
Grand  Chenier,  replacing  those  de¬ 
stroyed  by  Hurricane  Audrey. 

Organizations  with  which  he  is  af¬ 
filiated  include:  the  Jurisdictional 
Board  of  Missions  of  the  Methodist 
Church,  South  Central  Jurisdiction;  the 
General  Board  of  Missions  Committee 
on  Indian  Work;  the  Louisiana  Con¬ 
ference  Board  of  Education,  Missions 
and  Ministerial  Training,  and  the 
Shreveport  District  Board  of  Minis¬ 
terial  Training. 

In  the  field  of  writing,  Dr.  Nader 
has  distinguished  himself  through  his 
articles  which  have  appeared  in  church 
publications  and  a  book.  Sermons;  for 
the  New  Age,  published  in  1947. 

“There  is  probably  no  relationship 
in  this  work  more  sacred  than  the  re¬ 
lationship  between  a  pastor  and  his 
people,”  he  told  his  congregation  Sun¬ 
day  morning  as  he  reminisced  about 
his  quarter  of  a  century  as  a  minis¬ 
ter.  “There  is  a  love  that  inevitably 
grows  stronger  and  sweeter  as  the  years 
pass  .  .  .  the  memories  remain  even 
when  the  personalities  are  gone.  1 
think  the  highest  compensation  which 
I  shall  have  in  my  heart,  if  I  am  grant¬ 
ed  the  blessedness  of  a  lovely  old  age, 
will  be  the  memories  of  my  friends. 
Friendship,  after  all,  is  the  crowning 
jewel  of  life,”  he  said. 

Aware  that  he  has  25  service-years 
left,  Dr.  Nader  intoned  a  desire  to  be 
22  years  old  again.  “I  wish  there  was 
some  way  that  I  could  take  all  the  ac¬ 
cumulations  of  truth  and  valuable  les¬ 
sons  and  experiences  of  the  past  and 
put  them  into  the  hearts  and  minds  of 
the  young  who  are  starting  out.  There 
are  answers  to  all  the  controversies, 
the  hatreds,  the  intolerences,  all  the 
antagonisms  of  people  because  of  color, 
race,  religion;  yes.  and  as  applied  to 
nations,  to  all  the  consternation  and 
confusion  of  this  hour. 

“During  the  ensuing  years  I  shall, 
to  the  best  of  my  limitations,  search 
for  ways  to  unite  people,  to  remedy 
problems,  to  help  the  troubled,  to  find 
answers  to  all  the  turmoil  and  con¬ 
fusion  and  harshness  of  life,  and  to 
face  life  realistically. 

“I  have  known  the  protective  cov¬ 
erage  of  Divine  Love.  I  am  so  grate¬ 
ful  to  God,  I  have  come  to  the  con¬ 
clusion  that  the  rest  of  my  ministry 
must  be  more  deeply  devoted  to  Him. 
I  don’t  believe  there  is  anything  as 
essential  or  important  as  this,”  he  said. 


At  recent  reception  honoring  the 
Sam  Naders’  25  years  in  the  min¬ 
istry:  ABOVE:  Harry  McLeod, 
vice  chairman  of  the  Official 
Board,  Noel  Memorial  Church; 
Dr.  Nader;  and  Olius  Guess, 
board  chairman  when  Dr.  Nader 
came  to  Noel;  UPPER  RIGHT: 
Dr.  and  Mrs.  Jack  S.  Wilkes  con¬ 
gratulate  Dr.  Nader;  RIGHT:  Mrs. 
Sam  Nader,  center,  with  Mrs. 
George  Pearce,  Jr.,  left,  and  Mrs. 
Jack  Wilkes. 


“CATCHING  UP  WITH  CHRIST¬ 
MAS,”  a  play  written  by  Anne  Coulter 
Martens,  and  directed  by  Oma  Gene 
Fleming  and  Mrs.  Van  Westbrook,  will 
be  staged  on  Sunday  night,  Dec.  17, 
at  7  p.m.  at  the  Claiborne  Church, 
West  Monroe.  A  Children’s  Choir  di¬ 
rected  by  Kenneth  Adams  will  also 
participate.  The  Rev.  E.  W.  Sandel  is 
the  pastor. 

CENTENARY  FACULTY  VOTES 
FOR  STUDENT 
REPRESENTATION  ON 

FOUR  MAJOR  COMMITTEES 

Faculty  members  at  Centenary  Col¬ 
lege  voted  Friday,  December  1,  at  a 
regular  meeting  to  extend  full  partner¬ 
ship  in  the  educational  policy  formula¬ 
tion  to  responsible  student  representa¬ 
tives. 

The  faculty  balloted  to  accept  two 
students  as  full  voting  members  to  each 
of  four  major  faculty  committees: 
academic  policy  and  standards,  cur¬ 
riculum,  intercollegiate  athletics,  and 
the  library. 

Representatives  of  the  Student  Gov¬ 
ernment  at  Centenary  have  sat  on  these 
committees  merely  as  observers  to  the 
faculty  in  the  past.  The  faculty  action 
Friday  now  makes  them  full  participat¬ 
ing  members  in  full  partnership  with 
the  faculty.  Recommendations  to  these 
positions  will  be  made  by  an  elected 
committee  of  the  faculty  and  the  ap¬ 
pointments  will  be  made  by  President 
Jack  S.  Wilkes. 

Professor  Thad  N.  Marsh,  dean  of 
the  colleges  and  chairman  of  the  com¬ 
mittee  on  committees  said,  “The  facul¬ 
ty  has  been  very  favorably  impressed 
with  the  quality  of  student  contribu¬ 
tions  to  these  faculty  committee  de¬ 
liberations  in  the  past.  This  move  repre¬ 
sents  a  real  vote  of  confidence  in  the 
contribution  these  Centenary  students 
are  making  to  our  educational  policy.” 

The  new  program  will  be  effective  as 
soon  as  these  student  appointments 
can  be  made. 


CHRISTMAS  RECESS 

AT  CENTENARY  EXTENDED 

The  Christmas  recess  at  Centenary 
College  has  been  extended  for  one 
day  to  give  students  an  extra  day  of 
travel  time  to  return  to  their  classes. 
The  holidays  will  begin  at  5:00  p.m. 
on  Dec  15  and  classes  will  resume 
at  7:50  on  the  morning  of  Jan.  3rd. 
Originally  the  holidays  were  to  end  at 
7:50  a.m.  on  Jan.  2nd. 

The  faculty  had  expressed  concern 
that  the  January  2nd  date  would  cause 
many  of  the  students  to  travel  during 
the  dangerous  New  Year’s  holiday  and 
asked  that  the  holiday  be  extended 
the  one  day  to  avoid  this. 

Because  of  this  change,  pre-registra¬ 
tion  dates  have  also  been  changed  from 
Jan.  2,  3,  and  4  to  Jan.  3,  4,  and  5. 
t 

ALL  FOUR  CHOIRS  of  Jefferson 
Church,  Baton  Rouge,  will  participate 
together  for  the  first  time  on  Sunday 
evening,  Dec.  17.  The  Chancel  Choir, 
directed  by  Mrs.  Harry  H.  Helmrich, 
will  sing  the  cantata  “Noel.  Noel!”  The 
Junior  High  Choir,  directed  by  Mrs. 
R.  W.  Moreno,  Jr.,  will  give  special 
Christmas  numbers,  as  will  the  Junior 
Choir,  directed  by  Mrs.  Jack  Ellzey, 
the  Cherub  Choir,  directed  by  Mrs. 
R.  N.  Duncan.  The  Rev.  Robert  Wind¬ 
sor  is  pastor. 


Lesson  Plan 

FOUNDATION  STUDIES  IN  CHRISTIAN  FAITH 

Unit  2:  GOD  WITH  US.  Lesson  3:  You  Only  Have  I  Known.  Dot*:  Doc.  17,  1967. 

Leooon  Aim:  To  conoidor  God'o  relot  Ion  with  hlo  chooen  people,  Iorool,  ond 
«^rh^tn«faj^a_moat_favored_nation.  the  United  Stetee  of  Americe. 

Leedere:  Leader  One,  Lender  Two.  Lender  Three. 


Time  Lender  Activity 

Room  Rendlneeei  Normal  aeatlng  arrangement.  Three  panel  members 
seated  at  front  of  room  with  team  menbers.  R/P  2,  "Study  a  Portion 
of  Che  Bible,"  posted  on  tack  board. 


5  one  Explanation:  The  prophet  Amos  and  the  historical  background  of 
his  day  (s/b  43-45  and  Interpreters  Bible,  Vol.  6,  pp  763-767). 


10  Two  Reports:  One  member  of  each  of  two  small  conmittees  display  and 
explain  following  charts  (previously  prepared  in  special  study 
session) : 

1.  Ways  in  which  Israel  failed  Co  meet  God's  demands. 

2.  Ways  in  which  Christians  in  our  country  fall  to  meet 
God 'a  demands. 


25  Three  Panel  Discussion:  Conduct  a  discussion  (both  panel  and  group 
members)  on  these  questions: 

1.  Do  American  citisens  act  as  if  our  prosperity  is  a  sign  of 
God's  favor?  If  so,  how?  (S/R  21) 

2.  How  do  we  Cake  signs  of  God's  past  favors  as  guarantees  of 
our  future  well-being?  (S/R  22) 

3.  In  what  ways  do  we  let  justice  stop  at  our  national 
boundaries?  (S/R  23) 


2  One  Forecast:  Appropriately  enough,  our  lesson  for  next  Sunday  is 
entitled  "His  Name  Shall  Be  Called  Emmanuel."  Be  sure  to  read 
the  printed  materials  for  Lesson  4  and  come  prepared  to  discuss 
the  significance  of  the  Chriet  child  in  world  history. 


2  Two  Benediction:  A  prezer  based  on  the  plea  that  we  shall  really 
become  "one  nation  under  God." 


Outline  prepared  by 
Col.  Claude  E,  Ha swell 


PAGE  TWELVE 


DECEMBER  14,  1967 


Methodist  Home  Visitor 


Ruston,  Louisiana 


THE  METHODIST  CHILDREN'S  HOME 

Post  Office  Drawer  H  Telephone  255-5020 


CHRISTMAS  TABLE 
ARRANGEMENT 


SPECIAL  EDUCATIONAL  HELP 


DOWN  COMES  THE  OLD 


One  of  the  high  school  girls  wanted 
some  help  on  a  home  economics  proj¬ 
ect  of  a  table  arrangement  for  Christ¬ 
mas.  It  looks  like  this  student  and  Mrs. 
Ezell  are  both  real  busy. 


NEW  PEWS  FOR  CHAPEL 


The  Home  offers  special  education¬ 
al  help  for  those  who  will  benefit  by 
it  as  a  much  needed  service.  Shown  are 
Mrs.  Fairley,  our  teacher,  with  one  of 
the  fine  high  school  students,  getting 
a  little  help  in  advanced  algebra.  We 
look  for  this  youngster  to  be  on  the 
high  school  honor  rolls  this  year. 

From  the  litter  of  messed  up  Pola¬ 
roid  film  in  the  foreground,  it  looks 
like  the  Superintendent  needs  educa¬ 
tional  help  in  taking  pictures. 


The  First  Methodist  Church  in  Mon¬ 
roe,  on  completion  of  their  new  build¬ 
ing,  has  donated  pews  from  their  old 
building  to  the  Chapel  of  the  Method¬ 
ist  Children’s  Home.  We  express  our 
deep  appreciation  to  First  Methodist 
Church  and  all  of  those  who  are  re¬ 
sponsible  for  this  fine  gift.  Shown  are 
Mr.  C.  A.  Stuart  who  heads  mainte¬ 
nance  for  the  Home,  his  son,  Robert, 
and  one  of  the  helpers,  putting  the 
pews  together  in  the  Chapel  of  the 
Home. 


THE  GIFTS  POUR  IN 

From  sponsors  and  other  friends,  gifts 
pour  in  for  the  children.  We  deeply 
appreciate  the  generosity  of  so  many 
people.  A  special  note  of  appreciation 
to  postal  employees  for  their  hard 
work,  patience,  and  good  humor. 


CHRISTMAS  ACTIVITIES 

Christmas  is  hectic  everywhere.  It 
is  hectic  at  the  Children’s  Home.  Case¬ 
work  has  a  tremendous  job  in  planning 
vacation  visits.  Houseparents  and  the 
Cottage  Life  Supervisor  have  a  tre¬ 
mendous  job  in  working  with  clothing 
sponsors  and  other  donors  to  get  the 
presents  together  for  the  boys  and  girls 
to  see  that  nobody  gets  left  out  and 
that  gifts  received  are  reasonably  well 
equalized.  Special  Christmas  activities 
in  the  school  and  the  church  are  mar¬ 
velous  events  and  take  a  lot  of  addi¬ 
tional  planning  for  transportation 
schedules. 

Throughout  it  all  and  above  it  all, 
we  want  to  keep  the  spirit  of  love  and 
of  goodness  which  is  the  true  spirit  of 
Christmas  as  shown  by  the  Christ  in 
his  life  in  this  world. 

t 

Keep  Christmas  Within 

Then  let  every  heart  keep  Christmas 
within. 

Christ’s  pity  for  sorrow, 

Christ’s  hatred  for  sin, 

Christ  care  for  the  weakest, 
Christ's  courage  for  right. 
Everywhere,  everywhere,  Christmas  to- 


By  vote  of  the  Board  of  Directors, 
the  old  senior  boys’  cottage,  whose 
foundations  have  sunk  and  whose  struc¬ 
ture  is  unsound,  is  coming  down.  The 
boys  are  living  temporarily  in  other 
quarters  while  this  building  is  being 
demolished,  and  the  second  of  the 
planned  new  cottages,  is  being  erected. 
The  old  building  has  served  for  over 
forty  years  and  has  seen  many  hun¬ 


dreds  of  boys  pass  through  its  halls 
and  on  out  in  to  life.  The  new  build¬ 
ings,  which  are  being  constructed  on 
a  sound  solid  plan,  should  last  another 
forty  years  or  more.  _  . 

The  Home  is  scraping  the  limits 
of  its  resources  in  constructing  these 
buildings,  and  while  making  no  direct 
campaign,  would  certainly  welcome 
any  help  in  this  project. 


Memorial  Gifts  to  the  Home 


night.” 


t 


-Phillips  Brooks 


METHODIST  CHILDREN'S  HOME 
MEMORIALS  FOR  MONTH  OF  NOVEMBER 

IVY  B.  SORRELLS 
by  Mr.  and  Mrs  .  A.  F.  Robinson, 
Grayson,  La. 

HOMER  VALENTINE 
by  Mr .  and  Mrs .  A.  F.  Robinson 
WALTER  RAY  WEEKS 
by  Mr .  &  Mrs .  A.  F.  Robinson 
CURT  FARROW 
by  Mr.  &Mrs.  A.  F.  Robinson 
HOMER  ECHOLS 
by  Mr .  &  Mrs .  A .  F .  Robinson 
FRED  ROWLAND 
by  Mr .  81  Mrs .  A .  F .  Robinson 
MR.  LOU  NAFPER 
by  Betty  Lou  &  Scotty  Robertson, 

Ruston,  La. 

MRS.  GORDON  WELLS 
by  Betty  Lou  &  Scotty  Robertson 
REV.  O.  L.  TUCKER 
by  Mrs  .  Velma  S .  Llewellyn,  SlideU 
MRS.  GORDON  WELLS 
by  Mr.  &  Mrs.  Bill  Rogers,  Ruston 
JOHNNY  TOOKE 
by  Mary  Gail  Huckaby,  Ruston 
MRS.  C.  W.  MULLINNEX 
by  Miss  Maggie  Haws,  Bastrop,  La. 

B.  S.  RUSSELL,  JR., 
by  Mrs .  H.  P.  Clinton  &  Marsha  Kay 
Clinton,  Clay,  La. 

PERCY  GLYNN  SAVAGE 
by  Mrs.  H.  P.  Clinton  &  Marsha  Kay 
Clinton 

JOE  T.  CAWTHORN 
by  the  S .  E .  Johnson  Family,  Keatchie, 
Louisiana 


MRS .  CELESTE  JOHNSON 
by  Dr.  &  Mrs.  J.  O.  LaPrairie,  Bunkie, 
Louisiana 
MRS.  NEEL 

by  Mrs.  Roy  C.  Windson,  Sr.,  Mer 
Rouge,  La. 

MRS .  LUCY  WEBB 

by  Mr.  &  Mrs  .  Ted  Johnston,  Grayson 
MRS.  ELVIE  WATSON 
by  Mrs.  W.  W.  Deloney  &Mr.  &Mrs. 
P.  L.  Watson,  Minden,  La. 

O.  Y.  HARP 

by  Cecil  &  Virginia  Harp,  Bonita,  La. 
W.  B.  MORROW 

by  Mr .  &  Mrs .  Henry  W .  Smith,  De  - 
Ridder,  La. 

THOMAS  LOWE 

by  Mr .  &  Mrs  .  J  .  P .  Comalander, 
Shreveport,  La. 

MRS  .  OMEGA  IDOM  SAXON 
by  Mrs  .  Fred  L .  Cooper,  Robeline,  La . 
JOHNNY  TOOKE 

by  Mr.  &  Mrs.  Stewart  Deas,  Arcadia, 
Louisiana 
C.  C.  WAILES 

by  the  Arkansas -Louisiana -Missouri 
Employees 
SKEET  HINES 

by  Mr.  &  Mrs .  Lucius  D.  McGehee, 
Ruston,  La. 

JOHNNY  TOOKE 
by  Mr .  &  Mrs  .  Howard  Johnson, 
Bastrop,  La. 


( Continues  next  week) 


A  VERY  MERRY  CHRISTMAS 

To  all  of  you ,  from  all  of  us! 
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Short-term  missionaries  sought 


NEW  YORK  —  Young  men  and 
women  qualified  for  jobs  varying  from 
inner-city  work  to  teaching  tool  and 
dye  design  are  sought  by  the  Method¬ 
ist  Board  of  Missions  here  for  short¬ 
term  mission  service  in  the  United 
States  and  16  other  countries  in  1968. 

The  Board  has  announced  its  annual 
call  for  persons  to  serve  as  U.S.-2s  and 
3s.  The  U.S.-2s  serve  two  years  in 
many  kinds  of  work  under  the  Board’s 
National  Division  in  the  U.S.,  and  the 
3s  serve  three  years  under  its  World 
Division  overseas. 

Through  its  Office  of  Missionary 
Personnel,  the  Board  said:  “Special- 
term  missionaries  are  urgently  needed 
for  service  on  mission  frontiers  next 
year.  The  Board  invites  1968  college 
graduates  and  other  qualified  men  and 
women  to  consider  this  channel  for 
answering  the  call  to  mission  in  the 
world.  Single  men  and  women,  and 
married  couples  without  children  are 
accepted  for  service  as  3s  and  U.S.-2s.” 

Since  1948,  almost  1,000  persons 
have  served  as  3s.  More  than  400 
U.S.-2s  have  served  since  the  program 
was  started  in  1951. 

Among  the  openings  for  U.S.-2s  in 
1968  are:  social  workers  and  program 
workers  in  inner-city  projects  and  com- 


Methodist  Work  Continues 
In  Three  Trouble  Spots 


Reports  of  the  church’s  continued 
witness  and  service  amidst  tension  and 
unrest  in  three  world  trouble  spots, 
Hong  Kong,  the  Congo  and  North  Af¬ 
rica,  highlighted  a  recent  survey  of 
Methodist  work  around  the  world. 

A  country  -  by  -  country  report  on 
Methodist  and  Methodist-related 
churches  in  Asia,  Africa  and  Latin 
America  was  given  to  the  executive 
committee  of  the  World  Division, 
Methodist  Board  of  Missions.  The  cap¬ 
sule  summaries  were  prepared  by 
World  Division  staff  executives  who 
have  responsibility  for  the  Division’s 
relationships  with  the  church  in  par¬ 
ticular  areas. 

In  addition  to  reporting  that  Meth¬ 
odists  are  continuing  their  work  in  the 
three  areas  of  tension,  the  Division 
executives  told  of  new  thrusts  in  the 
Christian  mission  in  various  countries, 
such  as  an  economic  uplift  project  in 
Uruguay  and  the  opening  of  a  voca¬ 
tional  training  center  in  Taiwan. 

Selected  country-by-country  reports 
follow,  starting  with  the  three  current 
trouble  spots: 

Congo:  The  recent  troubles  in  the 
Congo  have  caused  great  uneasiness 
among  African  Methodists  and  mis¬ 
sionaries.  While  giving  evidence  of  re¬ 
silience,  the  church  has  suspended  as¬ 
signment  of  missionaries  to  certain 
areas  temporarily.  Some  missionaries 
are  being  allowed  to  return  to  the  Lu- 
luabourg  area  and  to  the  Southern 
Congo.  Tense  situations  in  Kinshasa 
have  caused  the  temporary  evacuation 
of  most  missionary  personnel  located 
there. 

Hong  Kong:  Hong  Kong  is  becom¬ 
ing  one  of  the  disrupted  centers  of  the 
world.  The  Communists  continue  to 
harass  the  people  and  the  government 
with  demonstrations,  bombs,  turning 


munity  centers;  teachers,  librarians 
and  administrators  in  mission  schools; 
nurses  in  mission  hospitals  and  retire¬ 
ment  homes;  houseparents  and  day¬ 
care  workers  in  children’s  homes. 

Needs  for  3s  overseas  in  1968  in¬ 
clude:  youth  workers,  college  chap¬ 
lains,  Christian  education  workers, 
teachers  of  many  kinds  (including  En¬ 
glish  teachers  in  several  countries), 
college  professors,  social  workers,  ag¬ 
riculturalists,  doctors,  nurses,  literacy 
workers,  industrial  arts  teachers  and 
associate  ministers. 

Overseas  countries  where  3  s  are 
needed  are  Hong  Kong,  Japan,  Ma¬ 
laysia,  Singapore,  India,  Liberia,  the 
Philippines,  Brazil,  Chile,  Pakistan, 
Peru,  Bolivia,  Uruguay,  Korea,  Mexico 
and  the  Congo. 

Using  the  “team”  approach  of  previ¬ 
ous  years,  the  Board  is  seeking  teams 
of  3s  for  service  in  five  countries: 
Bolivia,  where  five  or  six  persons  are 
needed  for  rural  development,  utilizing 
such  skills  as  home  economics,  agricul¬ 
ture  and  nursing;  Brazil,  where  a  team 
is  needed  for  urban  mission;  Congo, 
where  10  mathematics  and  science 
teachers  and  workers  are  sought  for 
community  development;  Singapore, 
where  five  or  six  persons  are  needed 
to  work  with  you;  Philippines,  where 
five  or  six  secondary  teachers  are 


sought. 

Qualifications  listed  by  the  Office 
of  Missionary  Personnel  for  special- 
term  missionary  service  include:  Relig¬ 
ious  experience  and  knowledge  of  God 
through  Jesus  Christ;  a  conviction  of 
the  world’s  need  for  Christ  and  a  gen¬ 
uine  desire  to  share  one’s  faith  and  to 
lhinister  to  the  needs  of  others;  college 
graduation;  age  between  21  and  28; 
good  health  and  emotional  stability, 
checked  by  medical  examination  and 
psychological  appraisal;  agreement  to 
remain  single,  or  childless  if  married, 
during  the  term  of  service;  membership 
in  The  Methodist  Church  (though  ex¬ 
ceptions  have  often  been  made). 

“Pastors,  chairmen  of  Commissions 
on  Missions  in  local  churches,  mem¬ 
bers  of  the  Woman’s  Society  of  Chris¬ 
tian  Service,  church  school  teachers, 
campus  ministers  and  others  are  asked 
to  help  by  calling  attention  of  young 
men  and  women  to  special-term  mis¬ 
sionary  needs  and  by  encouraging  them 
to  seek  further  information,”  the  Office 
of  Missionary  Personnel  said,  adding 
that  full  information  about  3s  and  U.S.- 
2s  is  available  from: 

Office  of  Missionary  Personnel,  13th 
Floor,  475  Riverside  Drive,  New  York, 
New  York  10027. 

t 


Methodist  -  EUB 
missionaries  work 
as  "One"  in  Japan 

As  Methodists  and  Evangelical 
United  Brethren  look  toward  becoming 
Methodists  at  the  Uniting  Conference 
next  April  in  Dallas,  their  missionaries 
are  already  “one”  in  Japan,  through 
their  mutual  participation  in  the  United 
Church  of  Christ  of  Japan. 

In  fact,  they  have  been  one  in  fel¬ 
lowship  and  service  there,  since  1941, 
when  the  United  Church  brought  to¬ 
gether  many  formerly  separate  Prot¬ 
estant  denominations  in  Japan.  After 
World  War  II,  some  denominations 
left  the  United  Church,  but  the  former 
Methodists  and  EUBs  remained  in.  To¬ 
day  Methodist  and  EUB  missionaries 
serve  with  missionaries  of  six  other 
North  American  denominations  in 
working  with  the  United  Church. 

At  the  present  time,  the  EUB 
Church  has  15  missionaries  assigned 
to  Japan,  and  The  Methodist  Church 
124. 

Historically  the  efforts  of  EUB  mis¬ 
sionaries  have  been  concentrated  in 
direct  evangelism  and  childhood  edu¬ 
cation.  The  first  missionaries  arrived 
in  1890.  Among  20th  century  mis¬ 
sionary  trail  blazers  were  Dr.  Paul 
Mayer,  whose  name  is  linked  with 
many  congregations;  Miss  Lois  Kra¬ 
mer,  involved  in  the  founding  of  Rowa 
Gakko,  a  noted  school  for  deaf  chil¬ 
dren,  and  Miss  Gertrud  Kuecklich, 
German  missionary  who  became  “ma- 
ma-san”  to  thousands  of  Japanese  chil¬ 
dren,  and  to  kindergarten  and  nursery 
teachers  as  well. 

Methodists  developed  extensive  work 
in  educational  institutions,  particularly 
of  higher  education,  as  well  as  social 
work  and  evangelism.  Aoyama  Gakuin, 
Kwassui  Gakuin,  Hiroshima  Jo  Ga¬ 
kuin  and  To-O-gijuku  are  all  schools 
linked  with  early  Methodist  work. 

The  first  Methodist  missionaries  to 
Japan  arrived  in  1873  through  the 
Methodist  Episcopal  Church  and  the 
Canadian  Methodist  Church.  In  1907, 
congregations  of  three  Methodist  de¬ 
nominations  united  to  form  the  auton¬ 
omous  Japan  Methodist  Church,  fore¬ 
running  later  Methodist  unions  in  the 
United  States. 

At  the  end  of  World  War  II,  one 
of  the  first  American  missionary  rep¬ 
resentatives  to  return  was  Dr.  Paul 
Mayer,  and  shortly  after  he  was  joined 
by  Dr.  John  B.  Cobb,  a  Methodist 
known  for  his  work  in  both  evangelism 
and  education. 

The  work  of  EUB  missionary 
Geofge  Theuer  is  often  cited  as  one  of 
the  creative  “breakthroughs”  into  new 
forms  of  missionary  service.  Mr. 
Theuer,  an  ordained  minister  with  two 
terms  of  service  as  an  evangelistic  mis¬ 
sionary,  elected  to  earn  his  qualifica¬ 
tions  as  a  pilot  and  -^flight  instructor 
and  to  become  a  part  of  the  business 
society  of  Japan,  while  maintaining  his 
role  as  a  Christian  missionary.  En¬ 
thused  about  the  opportunities  he  has 
had  for  both  service  and  direct  witness, 
Mr.  Theuer  recommends  such  direct 
immersion  in  the  fabric  of  Japanese 
society,  saying,  “I  don’t  know  why 
more  missionaries  don’t  try  this  .  .  .” 
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over  trucks  and  killing  some  people. 
However,  morale  of  missionaries  and 
national  Church  leaders  is  high.  Ward 
Memorial  Methodist  Church  building 
has  been  completed,  and  the  Yang  So¬ 
cial  Service  Center  is  nearing  comple¬ 
tion  following  years  of  planning. 

North  Africa:  The  Middle  East  cri¬ 
sis  caused  a  breaking  off  of  relations 
between  Algeria  and  the  U.S.  govern¬ 
ment.  Missionaries  in  Algeria  and  Tu¬ 
nisia  have  undergone  tense  situations 
as  a  result,  but  have  been  able  to  car¬ 
ry  on  the  work  without  drastic  inter¬ 
ruption. 

Uruguay:  Recently  the  Methodists 
sponsored  a  seminar  on  unemployment 
as  one  attempt  of  the  church  to  deal 
with  some  of  the  real  problems  facing 
a  country  in  serious  economic  diffi¬ 
culties. 

Taiwan:  The  latest  development  is 
the  opening  of  the  Taichung  Vocation¬ 
al  Training  Center.  The  World  Division 
and  the  Methodist  Committee  for 
Overseas  Relief  are  aiding  in  this  ven¬ 
ture  to  train  economically  underprivi¬ 
leged  youth  in  technical  and  industrial 
services 

Liberia:  Methodists  are  giving  atten¬ 
tion  to  the  churches  in  the  hinterland. 
Bishop  S.  T.  Nagbe  and  the  conference 
lay  leader  visit  centers  in  the  interior 
by  plane  on  weekends.  The  response 
of  the  people  is  heartening.  Bishop 
Nagbe  hopes  to  assign  missionary  per¬ 
sonnel  to  work  out  from  some  of  the 
centers  in  the  interior.  This  will  be  a 
source  of  encouragement  to  pastors 
and  local  churches  in  these  areas. 

West  Malaysia  and  Singapore:  Lead¬ 
ers  of  Tamil  Indian  churches  met  for 
a  consultation  which  unanimously 
adopted  a  resolution  calling  for  the 
establishing  of  a  Tamil  Provisional  An¬ 
nual  Conference.  At  present  Tamil 
work  is  part  of  the  Malaya  Annual 
Conference.  Whether  this  request  will 
be  looked  upon  with  favor  by  the  Ma¬ 
laya  Annual  Conference  or  the  Auton¬ 


omy  Structure  Committee  is  not  known 
yet. 

Sarawak:  A  new  youth  center  has 
opened  in  Sibu  where  many  young 
people  come  into  town  on  the  week¬ 
ends  or  evenings  from  surrounding 
rural  areas  with  nothing  to  do  but  mill 
around  the  streets.  This  will  meet  a 
very  urgent  need  and  will  minister 
largely  to  non-Christian  young  people. 

Indonesia:  Churches  including  the 
autonomous  Methodist  Church  of  In¬ 
donesia,  are  studying  a  new  draft  pro¬ 
posal  for  a  constitution  for  an  Ecu¬ 
menical  Synod.  It  is  considered  to  be 
an  intermediate  step  between  the 
Council  of  Churches  and  a  united 
church  in  Indonesia,  and  was  to  be 
voted  upon  at  the  Sixth  General  As¬ 
sembly  of  the  Council  of  Churches  in 
Indonesia,  held  in  Makassar  from  Oct. 
29-Nov.  10.  The  stated  aims  of  the 
Ecumenical  Synod  is  “the  establish¬ 
ment  of  the  one  Christian  Church  in 
Indonesia.” 

Caribbean:  One  of  the  three  pastoral 
families  recruited  for  the  Caribbean 
area  has  returned  to  the  United  States 
for  reasons  of  family  health,  but  one 
remains  in  a  very  fine  ministry  in  Ja¬ 
maica  and  another  in  Guyana.  The 
new  autonomous  Methodist  Church  of 
the  Caribbean  and  the  Americas,  of 
British  tradition,  has  expressed  the  de¬ 
sire  to  develop  close  relationships  with 
Methodism  in  North  America  and 
Latin  America,  and  correspondence  is 
now  in  progress  about  some  possible 
participation  in  the  life  of  that  church 
through  the  sending  of  missionary  per¬ 
sonnel. 

Argentina:  Methodists  celebrated  the 
hundredth  anniversary  of  the  beginning 
of  Protestant  preaching  in  Spanish  in 
Argentina  with  mass  open  air  meetings 
in  various  cities,  a  Centennial  concen¬ 
tration  at  the  First  Methodist  Church 
in  Buenos  Aires,  and  special  radio  and 
television  programs,  as  well  as  wide 
press  coverage. 
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from  page  ten 

British  Scene 

in  that  great  Church  is  a  Biblical  re¬ 
vival.  We,  who  have  lived  so  long  with 
an  open  Bible  must  help  them  to  open 
it  more,  know  it  better,  and  find  our 
common  task  in  fighting  the  evil  in 
the  world. 

Can  “All  One  In  Christ  Jesus”  really 
mean  all  Christians? 

t 


from  page  three 

Program  Council 

The  plan  makes  possible  on  the  gen¬ 
eral  church  level  a  pattern  of  correla¬ 
tion  and  program  planning  closely  akin 
to  that  which  is  in  vogue  in  many 
annual  conference  councils. 

Among  the  many  functions  assigned 
to  the  Program  Council  are  the  follow¬ 
ing: 

— Correlate  research  and  planning; 

— Study  program  emphases  and  de¬ 
velop  a  correlated  and  unified 
program  for  use  in  the  Annual 
Conferences  and  local  churches; 

— Assist  general  agencies  in  the  in¬ 
terpretation  and  promotion  of  the 
program; 

— Present  the  faith  and  work  of  the 
church  to  the  general  public  by 
radio  and  television  broadcasting 
and  by  such  other  audio  and  vis¬ 
ual  media  as  may  be  available; 

— Participate  in  and  receive  reports 
from  all  interboard  agencies  and 
activities; 

— Receive  program  recommenda¬ 
tions  from  the  general  agencies 
and  also  to  make  program  recom¬ 
mendations  to  the  same; 

— Create  and/or  discontinue,  as 
deemed  necessary,  committees  in¬ 
cluding  interboard  committees, 
task  forces,  and  consultations  to 
carry  out  the  regular  and  special 
duties  of  the  council; 

— Determine  the  need  for  a  special 
program  for  any  particular  quad- 
rennium,  and,  if  such  is  deemed 
desirable,  to  formulate  it  and  pre¬ 
sent  it  to  the  General  Conference 
for  action; 

— Keep  under  review  plans  of  gen¬ 
eral  agencies  for  the  production 
and  distribution  of  free  literature 
and  promotional  and  resource  ma¬ 
terials  so  that  duplication  of  ac¬ 
tivity  and  material  may  be  avoid¬ 
ed; 

• — Consult  with  the  general  agencies 
of  The  United  Methodist  Church 
in  regard  to  publishing  policy  to 
avoid  duplication. 

The  proposals  also  provide  for  art 
annual  conference  council  and  a  local 
church  “Council  on  Ministries”  with 
responsibilities  appropriate  to  the  level 
at  which  they  function. 

t 


Marshall  C.  Hjelte,  a  member  of  the 
staff  of  the  national  Methodist  Board 
of  Hospitals  and  Homes  since  Feb¬ 
ruary  1,  has  been  named  executive  di¬ 
rector  of  the  Methodist-related  Wes¬ 
ley  Gardens  homes  for  the  retired  in 
Des  Moines,  Wash.,  effective  Jan.  15, 
1968. 
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Mrs.  W.  H.  Scarborough 

Funeral  services  were  held  Friday, 
Nov.  24  at  Horatio  Methodist  Church 
on  Hope  District,  for  Fannie  (Mrs. 
W.  H.)  Scarborough.  Her  pastor,  the 
Rev.  A.  J.  Lightfoot  officiated. 

Mrs.  Scarborough  had  been  a  long¬ 
time  faithful  member  and  untiring 
worker  in  the  Methodist  Church. 

Survivors  include  her  husband,  W. 
H.  Scarborough,  and  one  sister,  Mrs. 
Lula  Lane  of  California. 
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Local  church 

cy  and  the  annual  conference  agency 
responsible  for  family  life. 

Where  the  size  of  the  church  and 
program  suggest,  one  or  more  age  level 
and/or  family  councils  may  be  set  up. 

The  “Charge  Conference”  in  the 
proposed  new  structure  is  “the  basic 
unit  in  the  connectional  system  of  The 
United  Methodist  Church”  and  is  to 
be  organized  in  every  pastoral  charge. 
Its  membership  will  include  all  per¬ 
sons  who  are  members  of  the  Official 
Board  of  each  church  on  the  charge. 
A  district  superintendent,  or  an  elder 
appointed  by  him,  will  preside  at  its 
sessions. 

Among  other  things,  it  will  set  pas¬ 
toral  salaries,  recommend  candidates 
for  the  ministry,  and  determine  the 
amount  to  be  accepted  of  the  annual 
conference  apportionment  for  benev¬ 
olences. 

The  proposed  “Official  Board”  is 
similar  to  the  present  organization  of 
the  same  name  in  The  Methodist 
Church.  It  is  made  up  of  staff,  chair¬ 
men  of  Council  of  Ministries  and  work 
areas,  age  level  and  family  coordina¬ 
tors,  presidents  of  groups  such  as  the 
Woman’s  Society  and  United  Method¬ 
ist  Men,  a  hospitals  and  homes  repre¬ 
sentative,  and  members  at  large  based 
on  the  size  of  the  church.  At  least 
two  young  adults  between  the  ages 
of  18  and  30  and  two  youth  are  to  be 
included. 

Additional  mandatory  local  church 
structure  to  be  recommended  to  the 
Uniting  Conference  includes  a  Com¬ 
mittee  on  Nominations  and  Personnel, 
a  Committee  on  Pastor-Parish  Rela¬ 
tions,  and  a  Committee  on  Finance. 
Other  optional  committees  include 
those  on  good  literature,  hospitals  and 
homes,  and  public  relations. 

t 


No  nation  is  better  than  its  sacred 
book.  In  that  book  are  expressed  its 
highest  ideals  of  life,  and  no  nation 
rises  above  those  ideals.  No  nation  has 
a  sacred  book  to  be  compared  with 
ours.  This  American  nation  from  its 
first  settlement  at  Jamestown  to  the 
present  hour  is  based  upon  and  perme¬ 
ated  by  the  principles  of  the  Bible.  The 
more  this  Bible  enters  into  our  na¬ 
tional  life  the  grander  and  purer  and 
better  will  that  life  become. — Brewer 


Charlie  Carter  Wailes 

Charlie  Carter  Wailes  known  by  all 
his  friends  as  “Deacon,”  born  in  Tensas 
parish  and  who  had  lived  in  Ferriday, 
La.,  for  the  past  65  years,  died  at  his 
home  on  Thursday,  November  9,  at 
the  age  of  85.  He  is  survived  by  his 
wife  Elizabeth  Patty  Wailes,  three  sons 
Howard,  Lester  and  Carter  and  one 
daughter,  Mrs.  Bettye  Waldrop. 

“Deacon”  Wailes  joined  the  Ferri¬ 
day  Methodist  Church  in  1913  as  a 
charter  member.  He  was  active  in  a 
union  church  prior  to  this  time. 

“Deacon”  had  taught  Sunday  School 
(most  of  the  time  a  class  of  Junior 
High  boys  and  girls)  for  nearly  as 
many  years  as  he  had  been  a  member 
of  the  Church.  He  served  almost  con¬ 
tinuously  in  some  capacity  on  the  of¬ 
ficial  board  and  was  a  member  of  the 
Chancel  Choir  until  the  time  of  his 
death.  He  was  a  certified  lay  speaker 
and  had  represented  his  Church  on 
numerous  occasions  at  annual  and  dis¬ 
trict  conferences. 

I  think  that  a  minister  could  go 
anywhere  and  not  find  a  better  per¬ 
sonal  friend  and  a  greater  friend  of 
the  Church  than  was  “Deacon”  Wailes. 

Submitted  by  Jerry  A.  Means, 
Pastor,  Sevier  Memorial 
Methodist  Church 
t 

Mrs.  Gertrude  Scivicque 

Mrs.  Gertrude  Scivicque  born  Nov. 
9,  1873  and  baptized  into  the  Meth¬ 
odist  Church  in  1876,  died  Nov.  17, 
1967,  at  the  age  of  94.  She  being  the 
oldest  member  of  the  Denham  Springs, 
La.,  Methodist  Church,  will  be  sadly 
missed. 

Mrs.  Scivicque  joined  the  First  Meth¬ 
odist  Church  of  Denham  Springs  in 
1918.  She  served  her  church  through 
the  WSCS  and  was  a  faithful  member 
to  her  death. 

Mrs.  Scivicque  is  survived  by  a 
daughter,  Miss  Hattie  Scivicque  of 
Denham  Springs,  two  grandchildren 
and  four  great  grandchildren.  We  will 
miss  the  presence  of  this  dedicated 
Christian,  but  we  have  had  an  exam¬ 
ple  set  for  each  of  us  to  follow, 
t 
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Floyd  Davis 

Floyd  Davis  died  at  the  age  of  61 
in  an  El  Dorado  hospital  Oct.  26.  He 
was  born  Nov.  22,  1905  in  Mt.  Holly, 
Ark.  the  son  of  the  late  Sam  and  Mae 
Smith  Davis.  He  was  an  employee  of 
the  Watson  Lumber  Company  of  Mt. 
Holly  and  a  member  of  the  Silver  Hill 
Methodist  Church.  Services  were  con¬ 
ducted  in  his  home  church  on  Oct.  28, 
by  the  pastor  the  Rev.  Ralph  S.  Mann 
assisted  by  the  Rev.  Robert  Triesch- 
mann  of  Smackover. 

As  Luke  wrote  in  the  Acts  of  the 
Apostles  that  Barnabas  ‘was  a  good 
man,  full  of  the  Holy  Spirit  and  of 
faith’  we  can  truly  say  that  the  life 
lived  by  Floyd  is  aptly  described  by 
this  New  Testament  writing. 

His  was  a  directed  life.  Every  day 
and  night  Floyd  was  a  living  ‘mouth¬ 
piece’  of  God.  It  was  the  Spirit  that 
counseled  him.  that  formed  his  words, 
that  directed  his  thoughts  and  actions. 
God  found  him  not  only  a  willing  but 
an  able  disciple.  The  influence  of  his 
life  revealed  the  presence  of  God  in 
his  family,  community  and  church  re¬ 
lationships.  He  was  keenly  alert  to  the 
presence  of  evil  and  highly  sensitive 
to  the  presence  of  good.  He  opposed 
the  wrong  with  all  his  strength  and 
supported  the  right  with  the  whole  of 
life. 

Floyd  is  survived  by  five  brothers; 
Arthur  and  Marlin  of  Mt.  Holly;  John 
W.  of  El  Dorado;  Sam  W.  of  Mag¬ 
nolia  and  H.  F.  Davis  of  Smackover; 
and  3  sisters:  Mrs.  Bea  Prewitt,  Smack¬ 
over;  Mrs.  Marie  Mack,  Hillside,  Ill., 
and  Mrs.  Dorothy  Gamer,  Shreveport, 
La. 

— The  Rev.  Ralph  S.  Mann 
t 

The  Bible  is  the  only  Book  by  which 
you  may  know  certainly  the  future; 
it  is  the  only  Book  that  satisfactorily 
answers  the  questions,  Where  did  I 
come  from?  Why  am  I  here?  Where 
am  I  going? — Anonymous 
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Donald  Kneipp,  active  member  of 
Mangum  Memorial  Methodist 
Church  and  Senior  High  presi¬ 
dent,  was  honored  as  one  of  the 
winners  during  Optimist  Inter¬ 
national  Youth  Appreciation 
Week— observed  by  more  than 
2,500  Optimist  Clubs  in  the  U.S. 
and  Canada.  Recognition  of  the 
accomplishment  of  youth  and  en¬ 
couragement  of  greater  inter¬ 
change  of  ideas  between  adults 
and  youth  are  promoted  during 
this  special  week.  Donald  is 
the  son  of  Mr.  and  Mrs.  L.  E. 
Kneipp. 


Cmdr.  Frank  C.  Collins,  Jr.,  son 
of  the  Rev.  and  Mrs.  Frank  Col¬ 
lins,  Sr.,  Shreveport,  was  recent¬ 
ly  made  commanding  officer  of 
the  destroyer  USS  John  A.  Bole 
D.D.  755  in  San  Diego  Harbor, 
and  was  awarded  the  Bronze 
Star  for  meritorious  service  in 
Vietnam.  Cmdr.  Collins  is  mar¬ 
ried  to  the  former  Esther  Shiell 
of  Shreveport  and  they  have  six 
daughters  and  one  son. 
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Newly  elected  officers  of  Teche  Sub-district  MYF,  left  to  right:  Deedra 
Daigle,  Fellowship  chairman;  Kathy  Willis,  Fellowship  chairman;  Suzanne 
Rhodes,  Citizenship  chairman;  Mary  Susan  McCammon,  president;  Tonya 
Marxsen,  secretary;  Pam  Rives,  Publicity  chairman,  and  Mary  Lee  Wil¬ 
liams,  Faith  chairman. 


Dr.  Ferris  Jordan,  left,  Baptist 
minister  from  Baton  Rouge,  was 
guest  speaker  when  Thanksgiv¬ 
ing  services  were  held  at  the 
Slaughter  Methodist  church.  At 
right,  is  the  Rev.  H.  C.  Howell, 
pastor  of  the  Slaughter  Church. 


Visiting  witnesses  from  Texas,  Mississippi,  Louisiana  Tennessee  and 
Alabama  at  recent  Lay  Witness  Mission  held  at  Mangum  Memorial  Metho¬ 
dist  Church  in  Shreveport.  Brogan  Price  of  Meridian,  Miss,  served  as  co¬ 
ordinator  and  Dr.  Charles  Coffman,  Jackson,  Miss.,  director  of  the  Lay 
Witness  Movement  of  the  General  Board,  assisted.  Joe  Reed,  5r.,  Men 
ian  Miss,  directed  youth  participation,  and  Jerry  Ross,  Shreveport,  was 
the' song  leader.  The  Rev.  Ralph  Cain  is  pastor  of  the  Mangum  church. 


jers  of  the  Many  Methodist  Church  MYF  who  joined  with  the  youth  of 
lohn’s  Catholic  Church  for  a  visit  to  St.  Mary  s  Residential  Training 
ol  for  the  Mentally  Retarded  at  Clarks,  La.  The  Rev.  J.  C.  Skinner  is 
Dr  of  the  Many  Church  and  the  Rev.  William  Kwaaitaal  is  pastor  of  St. 


.  Rev  Ed  Haug  (former  Monroe  district  superintendent),  at  left;  Mr. 
meth  Adams,  director  of  Music  at  Claiborne  Methodist  Church,  and 
•  a  i  \i/ _ i a. rarant  coruirp  in  the  C  a  borne  church. 


Bishop  Arthur  J.  Moore  (center) 
returned  to  preach  for  his  second 
revival  at  Elizabeth  Sullivan 
Memorial  Methodist  Church  in 
Bogalusa-the  first  was  in  Decem¬ 
ber  of  last  year.  Pictured  with 
him,  left  to  right  are:  H.  T.  Hill, 
Official  Board  chairman;  Lester 
Duncan,  Charge  lay  leader;  Bill 
Matheny,  revival  chairman  and 
the  Rev.  Cleburne  Quaid,  pastor. 
The  Rev.  Jack  Winegeart  of  Pon- 
chatoula  directed  the  singing. 
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New  Orleans,  Louisiana 
December  16,  1967 

Dear  Louisiana  Methodists: 

Once  more  we  are  approaching  the  season  of  Christmas  when  we  are  re 
minded  through  Scripture,  history,  literature,  pageantry,  liturgy,  music, 
personal  relationships,  and  other  experiences  of  God's  great  gift  of  Jesus 
Christ,  who  came  to  earth  as  the  Babe  of  Bethlehem,  and  who  is  continually 
coming  again  in  his  spirit  to  the  hearts  of  those  who  let  him  enter . 

At  this  Christmastime  Mrs  .  Walton  and  I  desire  to  join  with  you  in 
dedicated  concern  for  all  who  suffer  throughout  the  world  -  in  Viet  Nam  or 
in  Louisiana.  May  our  hearts  be  open  to  our  Heavenly  Father  in  prayer  for 
all  our  brethren,  and  may  our  petitions  be  translated  into  actions  which 
alleviate  pain,  remove  injustice,  and  express  sincere  Christian  love.  This 
we  understand  to  be  a  part  of  the  Spirit  of  Christmas . 

We  want  also  to  thank  our  Louisiana  Methodists  for  your  Christian  con¬ 
cern  and  dedicated  support  of  the  program  of  the  church .  The  reports  at  the 
recent  District  Conferences  reveal  a  commitment  on  your  part  to  the  pro  - 
motion  and  performance  of  the  ministries  to  which  God  calls  us  as  His 
people .  May  He  continue  to  bless  our  efforts  and  may  our  care  be  enlarged 
in  the  New  Year . 

And,  finally,  Mrs  .  Walton  and  I  wish  to  express  our  appreciation  to  all  of 
you  for  your  friendship.  Thank  you  for  your  many  personal  kindnesses  to  us 
and  for  sharing  with  us  personally  in  so  many  beautiful  and  inspiring  ex¬ 
periences  .  We  wish  for  each  and  all  of  you.  the  joys  of  Christmas  and  a 
great  New  Year . 

Sincerely, 

§).  lA]7Z&'~/rvJ 
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Christian  educators 
form  fellowship 

NASHVILLE,  Tenn.— The  United 
Methodist  Church  has  a  new  organiza¬ 
tion  even  before  the  new  church  comes 
into  being.  It  is  the  Christian  Educa¬ 
tors  Fellowship,  an  association  of  local- 
church  directors  of  Christian  education 
and  others. 

The  directors  of  Christian  education 
have  been  meeting  biennially  as  a  sec¬ 
tion  of  the  national  Methodist  Con¬ 
ference  on  Christian  Education.  How¬ 
ever,  the  recent  Dallas  MCCE  meet¬ 
ing  was  their  last  in  this  relationship.. 
They  and  other  members  of  the  new 
Christian  Educators  Fellowship  of  The 
United  Methodist  Church  will  have 
their  own  first  biennial  meeting  Oct. 
28-31,  1968,  in  New  Orleans,  La. 
t 

Convocation  of 
boards  announced 

The  boards  and  agencies  of  the  Lou¬ 
isiana  Annual  Conference  will  meet  in 
their  annual  convocation  at  First  Meth¬ 
odist  Church,  Alexandria,  January  26 
and  27,  according  to  Dr.  Luman  E. 
Douglas,  director  of  the  Area  Council. 

This  will  be  the  second  year  that 
the  boards  have  met  simultaneously 
to  plan  their  work  for  the  next  year 
and  to  consider  the  progress  they  have 
made  during  the  current  year. 

The  brochure  announcing  the  meet¬ 
ing  contains  the  following  statement 
concerning  the  purpose  of  the  Con¬ 
vocation:  “The  Convocation’s  purpose 
is  to  give  opportunity  for  each  con¬ 
ference  group  to  share  in  a  time  of 
coordinated  and  cooperative  planning, 
checking  on  the  effectiveness  of  past 
activities,  and  planning  for  the  future. 

On  Friday  evening,  January  26, 
Bishop  Aubrey  G.  Walton  will  be  the 
speaker  for  the  7  p.m.  Worship  Service. 

The  schedule  calls  for  the  boards 
and  agencies  to  begin  their  meetings 
at  Z:UU  p.m.  on  Friday,  and  plan  to 
be  through  at  the  conclusion  of  the 
noon  hour  on  Saturday,  the  27th. 
t 

Bishops  on 
peace  team 

WASHINGTON  —  Bishop  John 
Wesley  Lord  and  Bishop  James  Mat¬ 
thews  will  join  14  other  American 
delegates  of  the  Inter-Religious  Com¬ 
mittee  on  Peace  and  depart  for  a  21- 
day  trip  around  the  world  that  will 

Please  turn  to  page  4 


■  “New  Life  in  the  Church” 

Phase  III  will  stress 
membership  training 

The  “New  Life  in  the  Church”  pro¬ 
gram  of  the  Louisiana  Annual  Confer¬ 
ence”  is  moving  into  Phase  III,  ac¬ 
cording  to  the  Rev.  Edward  R.  Haug, 
Lafayette,  chairman  of  the  New  Life 
Committee. 

Phase  III  has  to  do  with  membership 
training,  especially  as  it  relates  to  the 
annual  classes  offered  for  children  and 
youth.  Larger  churches  may  offer  ad¬ 
ditional  opportunities  for  children  and 
youth,  as  well  as  training  for  adults. 

Mr.  Haug  said,  in  a  recent  commu¬ 
nication  to  pastors  and  others  related 
to  the  program:  “It  is  hoped  you  will 
give  concerned  attention  to  the  sug¬ 
gestions  presented  by  the  committee 
and  accept  them,  not  as  an.  imposition 
upon  your  own  plans,  but  as  an  ef¬ 
fort  to  help  you  better  see  your  role 
as  pastor  and  teacher,  and  to  make 
your  training  of  children  and  youth 
more  meaningful  and  lasting.” 

The  outline  of  procedure  for  Phase 
III  makes  suggestions  for  local  church 
leaders  under  four  headings:  “How  to 
enlist  the  membership  class  in  a  local 
church,”  “planning  your  class  session 
times,”  and  “using  your  membership 
materials.” 

One  of  the  helpful  suggestions  in¬ 
cluded  says,  “Remember  that  many 
parents  of  church  school  members  may 
not  be  church  members  and  are  good 
prospects  for  an  adult  membership 
class.  Some  incentive  may  be  generated 
by  having  the  whole  family  unite  to¬ 
gether  after  training.” 

The  communique  from  the  commit¬ 
tee  closes  with  this  statment:  “The 
General  Conference  has  clearly  placed 
responsibility  on  the  pastors  to  deter¬ 
mine  the  qualifications  of  candidates 
for  membership  in  The  Methodist 

Please  turn  to  page  4 


NEXT  ISSUE 
JANUARY  4, 1968 

Following  our  custom  of  for¬ 
mer  years,  we  will  not  publish 
the  week  of  Christmas.  The  next 
issue  you  receive  will  be  dated 
January  4,  1968.  Please  turn  to 
pages  6  and  14  respectively  for 
Sunday  School  lessons  for  Dec. 
31  and  Jan.  7.  Bible  readings  for 
period  from  Dec.  24th  through 
Jan.  7th  may  be  found  on  page  3. 


QditoiiiaQ. 


THE  LIGHT  WHICH  THE  DARKNESS 
CANNOT  PUT  OUT 

It  may  not  be  regarded  ordinarily  as  a  Christmas 
text  but  we  would  like  to  call  your  attention 
to  the  words  of  John  1:5:  “The  light  shines  in  the 
darkness,  and  the  darkness  has  not  overcome  it.” 
The  author,  writing  in  a  day  which  knew  its  own 
varieties  of  darkness  and  pessimism,  had  quickly 
equated  the  Word  which  “became  flesh  and  dwelt 
among  us”  with  life  and  light.  Now,  after  at  least 
a  100  years  of  the  Christian  era  he  sang  trium¬ 
phantly  of  the  fact  that  darkness  does  not  possess 
the  ability  to  extinguish  light  —  especially  “the 
light  of  the  world.” 

Consider  how  many  of  the  Christmas  stories 
have  their  setting  in  the  nighttime.  Shepherds 
kept  watch  over  their  flocks  by  night;  the  wise 
men  followed  the  star  through  the  night;  it  was 
through  the  decisions  of  Herod’s  gloomy  midnight 
council  that  the  male  infants  of  the  land  were  to 
be  slain.  It  is  entirely  natural  then  that  the  writer 
of  the  Fourth  Gospel  should  think  of  that  coming 
in  terms  of  a  light  shining  in  the  darkness. 

John  lived  in  a  troubled  world  —  perhaps  in 
the  city  of  Ephesus  where  the  worship  of  the  pagan 
Diana  overshadowed  the  hope  for  the  triumph  of 
the  Christian  gospel.  He  wrote  of  that  light,  which 
was  in  reality  made  more  distinct  by  the  dark¬ 
ness,  and  said  of  it,  in  the  Goodspeed  version,  The 
light  is  still  shining  in  the  darkness,  for  the  dark¬ 
ness  bas  never  put  it  out.”  You  see  he  anticipated 
a  basic  truth  about  the  characteristics  of  darkness 
— it  has  no  power  to  drown  out  a  light.  As  a  matter 
of  physical  law,  darkness  has  only  the  power  to 
make  light  seem  brighter.  It  is  in  this  realm  that 
John  wrote  proclaiming  with  amazement  and  grat- 


THERE’S  A  QUALIFICATION 


itude  that  the  radiance  of  Jesus  Christ,  so  limited 
in  its  beginnings,  had  been  made  more  glorious 
because  of  the  promise  it  retained  in  days  that 
were  truly  dark. 

Each  of  you  has  his  own  personal  recollections 
of  the  darkest  dark  he  can  remember — and  with 
each  such  memory  you  recall  the  welcome  light 
which  broke  the  bonds  of  the  darkness.  We  re¬ 
member  that  night  before  the  invasion  of  Leyte 
during  World  War  II  as  we  rode  along  the  ap¬ 
proach  to  the  beachhead.  Feeling  the  need  for 
some  fresh  air,  we  worked  our  way  through  the 
intricate  “light-lock”  mechanism  and  stepped  onto 
the  deck  of  the  landing  craft  in  what  must  have 
been  the  deepest  darkness  we  ever  experienced. 
Then,  suddenly,  a  light  burst  in  front  of  the  ship 
like  the  brightest  light  we  had  ever  seen.  Being 
inexperienced  in  combat,  we  did  not  know  about 
the  flares  that  the  infantry  kept  bursting  to  il¬ 
luminate  the  enemy  lines. 

These  are  days  that  are  characterized  by  dark¬ 
ness,  and  some  theological  writers  and  ecclesiastical 
speakers  insist  on  emphasizing  this  fact  again  and 
again  in  our  presence.  If  we  were  to  take  them  at 
face  value  we  would  have  to  believe  that  this  is 
the  deepest  darkness  the  world  has  ever  known. 
So  many  of  them  indicate  that  they  do  not  per¬ 
sonally  know  of  a  single  light  left  shining  any¬ 
where.  Some  of  them  will  tell  you  that  there  was 
once  such  a  light,  but  that  the  darkness  of  the 
days  has  extinguished  it.  They  simply  do  not  know 
the  truth  about  the  realities  of  darkness  —  they 
overestimate  its  power  to  extinguish  light  that  has 
been  burning  for  centuries.  One  theological  writer 
became  so  despairing  of  the  gloom  around  us  that 
he  declared  the  exact  date  on  which  God  became 
so  discouraged  about  the  whole  thing  that  He 
“gave  up  the  ghost”  and  died. 

We  would  be  the  last  to  suggest  that  we  ought 
always  to  look  at  the  world  “through  rose  colored 
glasses”  or  stick  our  heads  in  the  sand  concerning 
the  unsolved  problems  of  our  times.  We  would 
only  reaffirm  at  this  Christmastime  that  darkness 
has  never  possessed  the  power  to  put  out  even 
the  tiniest  light.  We  were  told  during  World  War 
II  that  a  Japanese  flyer  at  20,000  feet  could  spot 
a  single  match  if  it  were  struck  on  the  ground. 

It  seems  to  us  that  some  of  the  preachers  we 
know  might  have  difficulty  preaching  on  hope  at 
Christmas.  We  suggest  they  see  what  they  can 
do  with  the  verse  we  have  discussed  here.  “The 
light  is  still  shining  in  the  darkness,  for  the  dark¬ 
ness  has  never  put  it  out.”  /> 
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SKILL  WITH  WORDS 

For  one  with  journalistic  blood 
flowing  in  his  veins  there  is  always 
a  feeling  of  appreciation  for  a  writer 
with  an  unusual  skill  with  words.  Such 
admiration  has  recently  been  directed 
to  Russell  Warren  Howe  for  a  last 
page  editorial  in  the  October  31  issue 
of  Look,  dealing  with  the  situation  in 
the  Congo. 

His  article  starts  with  this  descrip¬ 
tion  of  conditions  in  that  ill-fated 
country:  “In  the  Congo,  it  is  said, 
there  are  only  two  speeds:  dead  slow 
and  dead — at  the  first  things  crawl,  at 
the  second,  things  move  fast,  but  prog¬ 
ress  stops.” 

Speaking  of  the  disregard  approach¬ 
ing  contempt  for  education  and  any¬ 
thing  approaching  western  training, 
Mr.  Howe  has  this  colorful  descrip¬ 
tion:  “Over  vast  areas  of  the  country, 
all  people  who  could  read  and  write 
or  who  wore  a  tie  have  been  put  to 
death  in  tribal  wars  in  recent  years.” 

Perhaps  his  most  skillful  manipula¬ 
tion  of  rhetoric  comes  M  the  para¬ 
graph  in  which  he  refers  to  Alphonse- 
Massemba-Debat,  president  of  the  na¬ 
tion  of  Congo-Brazzaville,  which  claims 
to  be  a  Marxist  state.  The  author  says 
of  his  brand  of  Communism,  “There 
may  be  more  Harpo  than  Karl  in  Mas- 
semba’s  brand  of  Marx,  but  the  thought 
is  there.” 

It  is  a  truly  black  picture  that  this 
man  paints  of  the  current  situation  in 
Congo.  He  says  of  the  president, 
Joseph  Mobutu:  “Hardworking  and 
almost  certainly  patriotic,  Mobutu  has 
no  ideology  except  the  desire  to  re¬ 
main  in  power.  He  rejects  both  social¬ 
ism  and  capitalism,  but  has  limited 
his  action  to  nationalizing  the  despised 
Union  Miniere,  the  great  Belgian  min¬ 
ing  trust  .  .  His  common  sense  about 
the  economic  mess  has  won  him  the 
support  of  Western  embassies.” 

The  writer  describes  a  visit  with  a 
Congolese  Marxist  college  graduate 
who,  he  said,  “prided  himself  on  his 
discipline  of  being  truthful.”  He  asked 
the  question  as  to  whether,  in  a  free 
referendum  with  a  write-in  choice, 
most  Congolese  would  not  vote  today 
for  a  return  to  colonial  rule.  “Most 
people  would,”  he  agreed  candidly. 
He  concludes,  “This  is  no  longer  a 
solution,  even  if  it  were  feasible,  but 
it  emphasizes  the  country’s  despair 
and  dilemma.” 
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Dr.  Flemming  speaks 
on  foreign  policy 

WASHINGTON,  D.C.  (MI)— Fail¬ 
ure  to  clarify  “our  nation’s  present 
objectives,  particularly  in  the  area  of 
foreign  policy,”  adversely  affects  its 
relations  with  people  and  nations,  ac¬ 
cording  to  Dr.  Arthur  S.  Flemming, 
Methodist  layman,  educator  and  gov¬ 
ernment  leader.  He  urged  that  univer¬ 
sities  be  allowed  to  help  seek  answers 
“to  further  the  objectives  of  attaining 
sound  policy  decisions  and  obtaining 
support  for  governmental  decisions.” 

Dr.  Flemming  president  of  Univer¬ 
sity  of  Oregon  and  a  former  Secretary 
of  Health,  Education  and  Welfare, 
spoke  at  a  75th  anniversary  banquet 
for  American  University  here  Dec.  1. 
He  is  a  graduate,  former  teacher  and 
trustee  of  the  Methodist  school. 

Government  cannot  be  operational 
unless  it  is  directed  to  some  objective 
said  Flemming,  and  U.S.  objectives 
“have  not  been  made  clear  to  its  peo¬ 
ple.”  This  includes  “our  failure  to  clar¬ 
ify  the  location  of  authority  in  com¬ 
mitting  our  armed  forces  to  overseas 
conflict.” 

Educational  institutions  could  help 
to  clarify  that  location  of  authority  so 
that  clear  and  acceptable  objectives 
may  be  developed,  he  said.  Any  that 
undertook  such  a  service  mission  “will 
be  made  a  stronger  university  and  one 
involved  in  a  way  more  compatible 
with  its  scholarly  tradition.”  In  addi¬ 
tion,  the  nation  “will  become  a  stronger 
nation  if  it  is  served  by  its  universities 
in  this  manner.” 

Praising  American  University’s  past 
service  to  the  nation,  Flemming  de¬ 
clared  “it  could  help  to  lead  the  way 
and  help  our  nation  strengthen  its  posi¬ 
tion  in  the  world  by  achieving  a  more 
effective  administration.” 

+ 

VIETNAM  AND  UN  STUDIED 

WASHINGTON,  D.  C.— Exposure 
to  the  full  spectrum  of  Congressmen’s 
feelings  about  the  war  in  Vietnam  cli¬ 
maxed  five  days  of  receiving  informa¬ 
tion  and  viewpoints  for  some  50  Meth¬ 
odist  churchmen. 

Participants  in  the  double-barreled 
National  Seminar  on  Vietnam  and 
United  Nations  Peacemaking,  in  New 
York  and  Washington,  found  that  con¬ 
gressional  sentiment  ranged  most  of 
the  way  from  “hawk”  to  “dove”  ex¬ 
treme  positions.  But  they  found  many 
lawmakers  who  arc  engaged  in  “soul 
searching.”  who  have  changed  their 
views,  who  are  “bothered  by  the  sit¬ 
uation,”  who  are  encouraged  by  the 
churches’  concern.  From  here  the  sem¬ 
inar  group  returned  to  their  27  states 
to  work  at  educating  their  fellow  Meth¬ 
odists  and  others,  to  get  more  people 
concerned  about  the  war  and  to  try  to 
influence  decision-makers  in  the  dir¬ 
ection  of  ending  the  fighting  and  U.S- 
military  involvement. 

t 

Take  Christ  out  of  Christmas,  and 
December  becomes  the  bleakest  and 
most  colorless  month  of  the  year.  — 
Wells 

t 

The  Delta  Ministry  is  the  beneficiary 
of  a  Thanksgiving  funds  appeal  made 
throughout  the  Dakotas  Area  by  Bish¬ 
ops  Edwin  R.  Garrison.  The  offering 
was  received  on  Nov.  19. 

DECEMBER  21,  1967 


PAGE  THREE 


NEW  YORK _ Leaders  of  the  National  Council  of  Churches  met  with 

Metropolitan  Nicodim  of  Leningrad  and  Novgorod,  chairman  of  external 
church  affairs  for  the  Moscow  Patriarchate,  at  an  off-the-record  luncheon 
here.  According  to  authoritative  sources,  topics  discussed  were  the  pol¬ 
icies  of  respective  churches  on  international  affairs,  particularly  the 
Middle  East,  and  the  state  of  religion  in  the  USSR.  From  left,  Metropoli¬ 
tan  Nicodim;  Episcopal  Bishop  Lauriston  L.  Scaife,  host  for  the  Nationa 
Council;  and  Dr.  R.  H.  Edwin  Espy,  NCC  general  secretary.  (RNS  Photo) 


■  At  San  Antonio  Conference  on  Evangelism 

Dr.  Kermit  Long  calls  for 
"Ecumenical  Evangelism  Encounter" 


SAN  ANTONIO,  Tex.  (MI)— The 
top  evangelism  executive  of  The  Meth¬ 
odist  Church  has  called  for  the  Prot¬ 
estant,  Roman  Catholic,  and  Ortho¬ 
dox  churches  to  join  in  an  “Ecumenical 
Evangelism  Encounter”  and  select 
some  American  city  as  the  first  “target 
area.” 

The  aim  of  the  ongoing  endeavor, 
said  Dr.  Kermit  Long,  general  secre¬ 
tary  of  Methodist  General  Board  of 
Evangelism,  Nashville,  Tenn.,  “would 
be  the  emergence  of  definite  commit¬ 
ment  and  ministries”  which  would 
make  a  continuing  impact  on  society. 

Dr.  Long  said  that  goals  should  be 
crystallized  in  joint  planning  by  the 
cooperating  churches  but  they  might 
include:  the  deepening  Christian  com¬ 
mitment,  “renewal  that  engages  indi¬ 
viduals  in  vigorous  social  action,” 
neighborhood  ecumenical  groups  to, 
serve  as  task  forces  for  specific  needs, 
and  experimentation  and  outreach  on 
an  ecumenical  basis. 

The  Methodist  official  presented  his 
proposal  in  an  address  at  the  annual 
meeting  of  the  national  Council  of 
Evangelism  of  The  Methodist  Church, 
held  Dec.  5-7  at  the  El  Tropicano 
Motor  Hotel  in  San  Antonio. 

In  an  interview,  he  said  that  in  a 
few  days  he  will  present  the  proposal 
to  the  evangelism  section  of  the  Na¬ 
tional  Council  of  Churches,  and  he  ex¬ 
pects  that  other  church  groups  will 
consider  it  also.  He  said  that  the  Ecu¬ 
menical  Evangelism  Encounter  would 
not  need  to  be  a  National  Council  of 
Churches  project  but  might  well  be  de¬ 
veloped  and  carried  forth  by  Roman 
Catholic,  Orthodox,  and  both  liberal 
and  conservative  Protestant  churches. 

“Such  an  Encounter  would  encom¬ 
pass  all  whose  lives  are  centered  in 
Jesus  Christ,”  he  said.  “It  matters  not 


if  we  represent  different  theological 
schools.  There  is  already  too  much 
snobbery  in  the  ecclesiastical  realm. 
We  need  a  spirit  that  will  encom¬ 
pass  both  the  theological  sophisticate 
and  the  person  of  informal  theological 
understanding.  We  need  thorough,  in¬ 
telligent  commitments  to  Christ  that 
will  lead  to  reconciliation  on  every 
level.” 

“Let’s  zero  in  on  an  American  met¬ 
ropolitan  area,”  Dr.  Long  urged.  “Let 
us  call  .the  entire  Christian  commu¬ 
nity  together — Roman  Catholic,  Prot¬ 


DAILY  BIBLE  BEADING 

Below  is  a  schedule  for  the 

Daily  Bible  Beading,  which  the 

Board  of  Evangelism  invites  you 

to  use  as  a  regular  guide  for 

use  in  your  homes. 

Dec.  24 — Sunday 

Matt.  1:18-25 

Dec.  25  . 

Luke  2:1-20 

Dec.  26  . . 

. Matt.  2:1-12 

Dec.  27  . 

Matt  2:13-23 

i  Dec.  28 

Luke  2:34-52 

j  Dec.  29  . 

Mark  9:1-13 

Dec.  30  . 

I  Tim.  1:1-17 

Dec.  31 — Sunday 

I  Pet.  3:18-22 

Jan.  1 

John  1:1-8 

Jan.  2  . 

John  1:9-18 

Jan.  3  . 

Acts  13:16-25 

f  Jan.  4  . . . 

John  1:19-28 

Jan.  5  . . 

John  1:29-34 

Jan.  6  . 

John  1:35-42 

Jan.  7 — Sunday 

Hebrews  1:1-9 

estant  and  Orthodox — discuss  the  faith 
and  tarry  with  the  Christ  until  His 
Spirit  permeates  all  of  us.  Then,  in  a 
united  effort  let  these  Christians  who 
will  cooperate  to  create  conditions 
whereby  persons  might  be  made  sensi¬ 
tive  and  responsive  to  God’s  seeking 
love  in  Christ,  determine  that  no  one 
will  be  left  out — that  no  one  will  be 
uninvited  or  unloved.  Thus,  urbanized 
man  could  be  challenged  to  find  his 
place  through  the  Church  of  Jesus 
Christ  for  mission  in  the  world.” 

He  said  that  “two  great  forces  at 
work  in  our  time”  could  find  their 
expression  in  an  Ecumenical  Evan¬ 
gelism  Encounter — “(1)  an  honest  de¬ 
sire  for  renewal  among  people  of  vari¬ 
ous  faiths  and  (2)  a  march  toward  the 
unity  of  the  Church.” 

In  discussing  further  the  proposed 
purposes  of  an  Ecumenical  Evangelism 
Encounter,  Dr.  Long  said  they  would 
include  “bringing  into  critical  focus 
the  total  mission  of  the  church,  help¬ 
ing  men  find  their  personal  identity 
and  destiny  as  members  of  the  family 
of  God,  linking  the  institutional  church 
with  the  issues  in  ‘each  place,’  and 
penetration  through  responsible  action- 
reflection.” 


WINNIPEG,  MAN.  —  A  Christian  Center,  with  a  church  and  other  facili¬ 
ties,  is  being  built  jointly  by  Anglicans  and  Roman  Catholics  in  Assini- 
boia,  Sask.,  Canada.  The  agreement  to  erect  the  center  was  signed  by 
Anglican  Bishop  Coadjutor  J.  0.  Anderson  of  Rupert’s  Land  (seated  left) 
and  Msgr.  0.  J.  Mclnerney,  representing  Catholic  Archbishop  G.  B.  Flah- 
iff  of  Winnipeg.  Standing  are  pastors  of  the  two  congregations  involved  in 
the  new  center,  and  lay  representatives  of  the  Assiniboia  Christian  Cen¬ 
ter,  Inc.  (RNS  Photo) 


Jurisdictional 
workshop  on 
aging  scheduled 

“What’s  New  With  The  Old?” 

This  is  the  theme  for  the  4-day 
Workshop  on  Aging  to  be  held  in  San 
Antonio,  March  4-7,  1968. 

The  purpose  of  the  Workshop  is  to 
sharpen  the  church’s  awareness  of  the 
problems  of  aging  and  to  make  more 
effective  her  ministry  to  the  ever-gr^v' 
ing  number  of  aging  persons  through 
the  program  of  the  local  church, 
through  hospitals,  homes  for  the  ag¬ 
ing,  and  other  institutions,  and  through 
the  resources  available  in  government, 
and  social  agencies. 

The  Workshop  is  planned  for  pas¬ 
tors,  persons  with  Conference  or  Dis¬ 
trict  responsibilities  for  Hospitals  and 
Homes,  agency  administrators  and 
staff,  Directors  of  Adult  Work,  and 
other  interested  laymen.  The  Jurisdic¬ 
tional  Boards  of  Hospitals  and  Homes* 
Education,  and  Christian  Social  Con¬ 
cerns  are  joint  sponsors  of  the  Work- 
shop.  Representation  from  all  Confer¬ 
ences  in  the  area  is  invited. 

Sessions  of  the  Workshop  will  be 
held  at  Travis  Park  Methodist  Church 
and  at  the  St.  Anthony  Hotel  in  San 
Antonio,  beginning  at  4:00  p.m.  Mon¬ 
day,  March  4,  1968. 

Principal  speaker  will  be  Bernard  E. 
Nash,  Deputy  Commissioner,  Admin¬ 
istration  on  Aging,  Department  of 
Health,  Education,  and  Welfare,  Wash¬ 
ington,  D.C.  Mr.  Nash  has  made  nu¬ 
merous  contributions  to  the  literature 
in  gerontology.  Other  speakers  include 
Dr.  Hiram  J.  Friedsam,  Director  of  the 
Department  of  Economics  and  Sociol¬ 
ogy,  North  Texas  State  University  and 
Chaplain  Robert  E.  Buxbaum,  Chief 
of  Chaplaincy  Services,  San  Antonio 
State  Hospital.  Mrs.  Carter  Clopton, 
Executive  Director  of  the  Governor’s 
Committee  on  Aging,  Austin,  Texas, 
is  also  giving  valuable  assistance. 

Considerable  time  will  be  devoted  to 
field  trips  to  community  agencies  serv¬ 
ing  the  aging,  to  sharing  of  observa¬ 
tions,  and  to  discussion  of  the  implica¬ 
tions  in  the  formal  addresses. 

Workshop  on  Aging  brochures  are 
available  from: 

Rev.  G.  A.  Schulze,  Registrar 

Box  28098 

San  Antonio,  Texas  78228 
t 


Mr.  and  Mrs.  Warren  A.  Downs 
were  honored  at  a  recent  morning 
worship  service  of  the  Eros 
Church  on  the  occasion  of  their 
60th  wedding  anniversary.  They 
are  shown  here  with  their  pastor, 
the  Rev.  Rod  Taylor. 


Louisiana  Conference  delegates  at  the  recent  Consultation  on  the  Laity 
at  French  Lick,  Ind.  were:  Seated:  Tom  Matheny,  conference  lay  leader, 
and  the  Rev.  Jack  Singleton,  associate  pastor,  First  Church,  Hammond; 
Standing:  Russell  Prejean,  seminary  student  from  Hammond,  and  Cecil 
Bland,  associate  director,  Louisiana  Area  Council. 

First  Church,  Monroe,  moved  into 
its  new  building  on  December  5 


Dr.  Carl  F.  Lueg  was  welcomed 
Sunday,  December  5th,  as  the  new 
minister  of  the  First  Methodist  Church, 
Monroe,  Louisiana,  as  the  church  held 
its  first  services  in  the  new  church 
plant  on  Loop  Road.  It  was  a  day  of 
special  interest  and  great  rejoicing,  and 
a  total  attendance  for  the  day  of  1727 
in  all  services. 

The  spacious  new  building  provid¬ 
ing  classrooms,  department  rooms, 
nurseries,  kindergartens,  offices,  li¬ 
brary,  parlor,  kitchens,  and  many  ad¬ 
ditional  features  has  been  erected  at 
a  cost  of  over  $750,000  in  a  choice 
location,  facing  beautiful  Bayou  De- 
Siard  and  near  access  to  Interstate  20 
and  By-Pass  195. 

The  attendance  Sunday  was  one  of 
the  happy  events  of  the  days,  as  the 
seating  capacity  of  the  sanctuary  was 
overtaxed  so  that  more  than  100  chairs 
had  to  be  brought  in  by  the  ushers. 
The  music  for  the  day  was  jubilant, 
and  adding  to  the  joy  was  the  baptism 
of  two  infants,  and  the  reception  into 
church  membership  of  new  members 
by  vows  and  certificate. 

A  breakdown  of  the  attendance 
showed  over  300  at  the  early  service, 
over  600  at  the  10:50  o’clock  service, 
over  250  at  the  evening  vesper,  507 
at  the  morning  session  of  the  church 
school,  and  more  than  80  young  peo¬ 
ple  in  the  Junior  Hi  and  Senior-Hi 
M.Y.F.  programs. 

The  special  opening  feature  for  the 
week  will  be  the  “Three  Days  for 
Christ”  services  with  Bishop  Aubrey 
G.  Walton  preaching.  He  will  preach 
on  Friday  and  Saturday  evenings,  and 
at  the  10:50  a.m.  Sunday  service  on 
December  10,  will  consecrate  the 
building,  which  will  be  presented  by 
Mr.  Haynes  L.  Harkey  Jr.,  president 
of  the  Board  of  Trustees,  and  the 
Building  Committee  members,  acting 
in  unison. 

Over  the  community  more  than  35 
neighborhood  units  have  been  formed 
for  contacting  the  membership  and 


friends  by  telephone  and  otherwise, 
and  most  of  these  units  will  hold  spe¬ 
cial  group  meetings  for  special  prayer 
for  the  services. 

Dr.  and  Mrs.  Lueg  and  David  ar¬ 
rived  in  Monroe  on  Friday,  December 
1,  and  have  been  given  a  complete 
welcome  by  the  people  of  the  city  and 
church. 

The  new  building  will  have  numer¬ 
ous  details  yet  to  be  completed,  but 
the  people  who  moved  the  furnishings 
in  the  preceding  week  had  a  great 
sense  of  joy  in  participating  in  the 
actual  work  involved.  On  Saturday  De¬ 
cember  2  over  200  persons  were  busy 
manning  the  trucks,  unloading  and 
moving  furnishings  to  all  the  rooms 
and  departments,  with  special  honors 
for  this  work  going  to  Fred  Huene- 
feld,  who  used  his  farm  trucks  and 
labor  throughout  the  week,  and  to  the 
young  people  who  devoted  all  of  Sat¬ 
urday,  and  to  a  group  of  “senior  cit¬ 
izens”  from  the  William  Wood  Bible 
Class,  who  proved  their  strength  and 
ability  in  a  surprising  manner. 

The  new  building  will  be  consecrated 
on  December  10,  and  will  be  followed 
at  the  evening  hour  by  the  annual 
Christmas  musicale  of  the  Chancel 
Choir,  Dr.  Wilford  Smith,  director;  and 
joint  church  and  quarterly  conferences 
will  be  held  to  adopt  necessary  legal 
resolutions  in  the  sale  of  the  old  prop¬ 
erty  and  the  incorporation  of  the 
church  at  the  new  location. 

f 


The  Rev.  W.  D.  Boddie  recently 
assumed  his  duties  as  Monroe 
District  Superintendent,  coming 
from  First  Church,  Crowley.  He 
is  a  native  of  Texas  and  a  grad¬ 
uate  of  Centenary  College  and 
Duke  Divinity  School.  The  Bod- 
dies  have  three  children  -  Linda, 
a  teacher  in  Shreveport;  Susan, 
a  sophomore  at  Centenary;  and 
David,  a  junior  in  high  school. 


from  page  one 

Phase  III 

Church,  and  the  instructing  of  mem¬ 
bers  in  the  meaning  of  the  baptismal 
and  membership  vows.  In  The  Dis¬ 
cipline,  direction  is  given  to  the 
pastors  to  instruct  all  candidates  for 
membership,  and  to  organize  and  con¬ 
duct  training  classes  for  the  children 
and  young  people  in  the  church.  The 
Commission  on  Membership  and  Evan¬ 
gelism  and  the  Commission  on  Educa¬ 
tion  are  to  assist  the  pastor  in  this 
task,  upon  his  request. 

t 

New  Orleans  District 
passes  resolution 

At  the  session  of  the  New  Orleans 
District  Conference  a  resolution  was 
passed  opposing  thd  attempts  of  the 
Louisiana  Chapter  of  the  Citizens  for 
Educational  Freedom  to  seture  state 
aid  for  children  attending  non-public 
schools. 

The  resolution,  introduced  by  the 
Rev.  Fred  Mead  of  Trinity  Methodist 
Church,  expressed  opposition  to  “any 
support,  in  any  form,  to  any  and  all 
private  and  parochial  schools”  until 
the  promise  made  by  Gov.  John  J. 
McKeithen  is  implemented.  That  prom¬ 
ise  was:  “We  shall  have  a  public  school 
system  in  the  state  of  Louisiana  that 
shall  be  second  to  none  in  these  United 
States.” 

The  resolution  expressed  the  fear 
that  such  a  promise  would  be  impossi- 
ible  to  realize  if  the  state  tried  to  sup¬ 
port  a  multiple  school  system.” 
f 
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Peace  team 

take  him  to  Geneva,  Rome,  Jerusalem, 
Istanbul,  New  Delhi,  Saigon,  and 
Tokyo.  A  consultation  with  the  pres¬ 
ident  and  officers  of  the  Commissions 
of  the  World  Council  of  Churches  is 
scheduled  in  Geneva  on  January  4  and 
5. 

A  preliminary  “World  Inter-Relig¬ 
ious  Seminar  on  Peace”  is  scheduled 
to  take  place  in  New  Delhi,  India, 
January  10-15,  1968  in  preparation  for 
the  1969  World  Symposium  on  Peace. 
This  meeting  is  designed  to  provide 
an  opportunity  for  prominent  religious 
leaders  to  discuss  problems  of  inter¬ 
national  relations,  world  peace,  Indian- 
U.S.  relations,  world  governmental  and 
U.N.  problems 
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ilOTES 

OPEN  HOUSE  FOR  COLLEGE  stu¬ 
dents  of  Alexandria  First  Church  will 
be  held  on  Saturday,  Dec.  23,  at  the 
home  of  Mr.  and  Mrs.  Richard  L. 
Crowell,  3028  George’s  Lane.  Dr.  Ben 
Oliphint  is  the  Alexandria  pastor. 

MONROE  MYF  SUB-DISTRICT  met 
on  Sunday  afternoon,  Dec.  17,  in  First 
Church,  West  Monroe.  A  play  entitled 
“No  Room  in  the  Inn”  was  presented 
by  the  host  MYF,  with  Mrs.  Jo  Adams 
directing.  The  Rev.  Kenneth  G.  Mc¬ 
Dowell  was  host  pastor. 

THE  GOLDEN  AGERS  of  the 
Southside  Methodist  Church,  Monroe 
met  in  the  home  of  Mr.  and  Mrs.  J. 
C.  Stovall  for  their  Christmas  party. 
During  the  time  Mrs.  Stovall  played 
several  Christmas  carols  on  the  organ. 
Refreshments  were  enjoyed  by  all.  Mrs. 
R.  C.  Kester  is  president  of  the  Gold¬ 
en  Agers.  Rev.  Lea  Joyner  is  Pastor. 

BROADMOOR  CHURCH  OF  BAT¬ 
ON  Rouge  held  a  church-nite  program 
last  night,  Dec.  20,  in  the  recently  re¬ 
decorated  fellowship  hall,  seating  400. 
Entertainment  after  the  supper  was  by 
the  Music  Club  Chorus  of  Baton 
Rouge.  Dr.  Bentley  Sloane,  district  su¬ 
perintendent,  talked  to  the  adult  group 
on  “A  Look  at  the  Holy  Land  Today.” 
Mrs.  R.  D.  Wasson,  guidance  counse¬ 
lor  at  Broadmoor  Senior  High  School, 
spoke  to  the  youth  division.  The  Rev. 
Barry  Bailey  is  pastor. 

WHEN  VIDALIA  observes  Student 
Recognition  Day,  Dec.  31,  the  guest 
speaker  will  be  Dr.  L.  R.  Simmons, 
head  of  the  Department  of  Elementary 
Education.  The  Rev.  W.  Odell  Siim 
mons  is  pastor. 

NEW  ORLEANS  SYMPHONY  per¬ 
sonnel  assisted  in  the  presentation  of 
Handel’s  “The  Messiah”  in  First  Meth¬ 
odist  Church  at  New  Orleans,  Sunday 
afternoon,  Dec.  17.  William  Miller  di¬ 
rected.  Miss  Gwen  Goodrich  was  at 
the  organ.  The  Rev.  Clyde  S.  Clark  is 
pastor. 

THE  DERIDDER  YOUNG  Adult 
Sunday  School  Class  again  sponsored 
the  community  Christmas  tree  lighting 
project.  Each  light  on  the  tree  repre¬ 
sents  a  dollar  which  someone  has  given 
in  memory  of  loved  ones,  or  as  an  ap¬ 
propriate  gift  for  friends  or  relatives. 
Proceeds  from  the  gift  lights  will  be 
used  to  establish  a  scholarship  fund  for 
students  entering  Christian  service.  W. 
E.  Hall,  Jr.  is  the  class  teacher.  Mrs. 
W.  E.  Hall,  Jr.  is  president.  The  Rev. 
Robert  Jamieson  is  pastor. 


Preachers’  Kids  KORNER 

DIANE  CARAWAY,  daughter  of  the 
Rev.  and  Mrs.  S.  W.  Caraway  of  Viv¬ 
ian,  played  the  piano  in  the  Greater 
Shreveport  Sonata-Sonatina  Recital  on 
Dec.  2  in  the  Hurley  Music  Building 
at  Centenary  College.  She  played  Sona¬ 
tina,  Op.  55,  No.  1,  Second  Move¬ 
ment,  by  Kuhlau. 


CHRISTMAS  FELLOWSHIP  in  the 
Lecompte  Church,  Dec.  17,  began  with 
a  covered-dish  supper.  The  program 
presented  by  the  children  was  directed 
by  Mrs.  Lucille  Robison  and  Mrs.  Bil¬ 
lie  Jean  Lyles.  Mrs.  Jean  Pettaway  and 
Mrs.  Shirley  Galatas  helped  with  the 
music.  The  pastor  is  the  Rev.  Robert 
Galatas. 

CHRISTMAS  MUSIC  at  Bossier  City 
First  Church  featured  the  Youth  Choir 
under  the  direction  of  Will  Finnin,  at 
the  early  service,  Dec.  17.  The  Adult 
Choir  presented  the  cantata  “The  Child 
of  Bethlehem”  at  the  evening  hour. 
Dean  Clark  directed  and  Cedric  Smartt 
was  organist.  Following  the  cantata, 
the  MYF  sponsored  a  “cake  and  hot 
chocolate  social”  as  a  fund-raising 
event.  The  Rev.  William  P.  Fraser  is 
pastor. 


DEDICATION  AT  GENTRY 

Mr.  and  Mrs.  E.  S.  Woodard  of 
Ringgold,  La.,  presented  carpeting  to 
the  Gentry,  Ark.,  Methodist  Church  in 
memory  of  Mrs.  Woodard’s  mother, 
the  late  Mrs.  Grace  Carl  Covey. 

Dr.  Myers  B.  Curtis,  Fayetteville 
District  superintendent,  led  the  con¬ 
gregation  in  dedication  services  on 
Sunday,  Nov.  26.  The  pastor,  the  Rev. 
John  M.  Braden,  assisted  Dr.  Curtis  in 
the  service.  R.  H.  Gillespie,  chairman 
of  the  Official  Board,  and  Glenn  H. 
Steepro,  church  lay  leader,  accepted 
the  gift  in  behalf  of  the  church. 

Immediately  following  the  morning 
service,  members  of  the  Woman’s  So¬ 
ciety  and  the  Wesleyan  Guild  of  the 
Gentry  Church  held  a  luncheon  in 
honor  of  the  Woodards  and  Dr.  Curtis. 

The  Woodards  are  active  Methodists, 
Mr.  Woodard  serving  as  chairman  of 
the  Official  Board  of  the  Ringgold 
Methodist  Church. 


At  the  Gentry,  Ark.,  dedication  were, 
from  left:  R.  H.  Gillespie,  chairman 
of  the  Official  Board,  Glenn  Steepro, 
lay  leader,  Mr.  and  Mrs.  E.  S.  Woodard 
of  Ringgold,  La.,  who  presented  the 
memorial  for  Mrs.  Covey,  Dr.  Myers 
Curtis,  Fayetteville  district  superin¬ 
tendent,  and  the  Rev.  John  Braden, 
pastor. 


DR.  RODNEY  CLINE  narrated  for 
the  presentation  of  the  Christmas  pag¬ 
eant  in  First  Church,  Baton  Rouge, 
Dec.  10.  Also  featured  was  the  Teen 
Toners  Choir,  directed  by  John  Babb. 
Dr.  Dana  Dawson,  Jr.  is  pastor. 

THE  SHONGALOO  CHURCH  re¬ 
cently  placed  100  new  Methodist 
Hymnals  in  the  sanctuary.  The  MYF 
paid  $100  on  these,  and  the  balance 
was  from  gifts  and  from  chicken  din¬ 
ners  sold  by  the  ladies.  The  Rev.  Joe 
H.  Robinson  is  pastor. 

STAINED  GLASS  MEMORIAL  sym¬ 
bols  in  the  gothic  windows  of  Munhol- 
land  Memorial  sanctuary  were  dedi¬ 
cated  during  the  morning  worship  ser¬ 
vice,  Dec.  10.  Dr.  A.  W.  Townsend, 
Jr.,  pastor,  performed  the  rites  after 
delivering  a  sermon  on  “Christian  Sym¬ 
bolism  in  the  Evangelical  Churches.” 


RECEPTION  FOR  POMEROYS 

A  reception  honoring  Dr.  and  Mrs 
George  W.  Pomeroy  and  their  daughter 
Pamela  was  held  at  the  Rayne  Me- 
moral  Methodist  Church  on  December 
5.  Dr.  Pomeroy  is  the  newly  appointed 
District  Superintendent  of  the  New  Or¬ 
leans  District,  coming  to  that  post  from 
a  pastorate  at  First  Methodist  Church, 
Lake  Charles. 

Co-sponsors  of  the  reception  were 
the  New  Orleans  District  Parsonettes 
of  which  Mrs.  Clyde  Clark  is  president 
and  the  New  Orleans  District  ministers 
with  Dr.  B.  A.  Galloway  as  chairman. 
In  the  receiving  line  with  the  Parson¬ 
ettes  were  Bishop  and  Mrs.  Aubrey  G. 
Walton,  Mrs.  Clyde  Clark,  and  Dr. 
B.  A.  Galloway.  Serving  as  hostesses 
were  Mrs.  George  Millard,  Mrs.  A.  3 . 
Ganier,  Mrs.  John  Koelemay,  Mrs. 
Rupert  Coles,  Mrs.  Ryan  Horton,  Jr., 
Mrs.  John  P.  McKeithen,  Mrs.  W.  M. 
Jacocks,  and  Mrs.  William  R.  Irving, 
t 

THE  CLAIBORNE  CHURCH  of 
West  Monroe  is  holding  three  mid¬ 
week  meetings.  A  Bible  study  (the 
life  of  the  apostles  now  being  stud¬ 
ied)  is  attended  by  the  adults.  The 
MYF  members  hold  their  own  meet¬ 
ing,  sometimes  for  a  study,  but  just 
now  they  are  working  on  a  nativity 
scene  for  the  church.  The  pre-school¬ 
ers  and  junior  age  children  have  a  Bible 
study  and  handicraft  class.  The  Bible 
study  is  led  by  the  Rev.  E.  W.  Sandel, 
pastor,  assisted  by  Oma  Fleming, 
chairman  of  the  Commission  on  Edu¬ 
cation;  the  MYF  group  is  led  by  Mr. 
and  Mrs.  Richard  Ballard;  the  junior 
age  children  are  led  by  Mrs.  Oma 
Fleming  and  Mrs.  E.  W.  Sandel. 
t 


ORIGINAL  CANTATA 
AT  MANGUM 

It  is  unusual  to  find  a  choir  director 
who  can  and  will  write  a  cantata  for 
a  local  church  choir.  But  this  feat  has 
beer  accomplished  twice  by  Mrs.  L.  E. 
Kncipp,  music  director  of  Mangum 
Memorial  Church  in  Shreveport. 

Mrs.  Kncipp  wrote  “Wc  Will  Re¬ 
joice,”  a  special  Easter  cantata,  two 
years  ago  because 
she  couldn’t  find 
exactly  what  she 
wanted  in  a  cantata. 
It  worked  out  so 
well  that  she  de¬ 
cided  to  write  a 
Christmas  cantata, 
“The  Angels  Sang.” 

The  advantages 
of  “a  custom  built” 
cantata  are:  the  music  is  written  to 
make  the  best  use  of  the  choir’s  strong 
points  while  camouflaging  the  weak 
ones,  the  solo  parts  are  suited  to  the 
individual  soloists,  and  the  personal 
aspect  creates  interest  in  the  choir 
and  congregation. 

Soloists  included  Mrs.  J.  E.  Orton, 
Mrs.  M.  S.  Akin,  Mrs.  Rita  Vines, 
Craig  Deck,  and  Charles  Dillman. 

Mrs.  Kneipp  studied  music  locally 
under  W.  Hines  Sims.  She  was  a  pupil 
of  Frederic  W.  Westphal  while  doing 
undergraduate  work  at  Texas  Women’s 
University.  She  is  a  member  of  the 
National  Federation  of  Methodist  Mu¬ 
sicians. 

Mr.  and  Mrs.  Kneipp  and  their  four 
children  are  all  active  members  at 
Mangum. 

The  cantata  was  presented  on  Dec. 


THREE  CHURCH  SCHOOL  Classes 

of  tY»e  HclViel  Methodist.  Chvrcch  at¬ 
tended  “The  Bethlehem  Star  Story”  at 
the  Baton  Rouge  Planatorium  on  Sun¬ 
day,  Dec.  10th.  The  20  members  were 
from  the  Elementary  4-6,  Jr.  Hi,  and 
Sr.  Hi  Classes.  The  Bethel  minister  is 
the  Rev.  Marvin  McFarland. 

THE  CHANCEL  CHOIR  of  the  Eros 
Methodist  Church  will  present  a  spe¬ 
cial  program  of  Christmas  hymns  on 
Dec.  21.  This  group  is  under  the  direc¬ 
tion  of  Mrs.  James  Richard  Holt.  The 
Rev.  Rod  Taylor  is  pastor  at  Eros. 

MONROE  DISTRICT  ministers  and 
“parsonettes”  held  the  Christmas  par¬ 
ty  on  Saturday,  Dec.  9,  in  Monroe.  A 
buffet  dinner  was  served  at  the  Wesley 
Foundation.  The  Rev.  W.  D.  Boddie  is 
the  newly  appointed  Monroe  District 
Superintendent. 


ECUMENICAL  SERVICE 

An  ecumenical  Christmas  service, 
based  on  one  held  annually  at  Kings 
College,  Cambridge,  England,  was  pre¬ 
sented  on  Thursday,  December  7,  at 
Brown  Chapel,  Centenary  College. 

The  program,  which  was  open  to  the 
public,  was  sponsored  by  the  Centenary 
Chapter  of  the  American  Guild  of  Or¬ 
ganists  and  the  Interfaith  Council. 

Walter  Manning,  a  sophomore  stu¬ 
dent,  served  as  crucifier,  and  the  or¬ 
ganist  was  Margaret  McKinley.  The 
Rev.  Kenneth  W.  Paul,  Episcopal 
chaplain  at  the  college,  gave  the  col¬ 
lect  for  Christmas  and  the  benediction, 
and  William  C.  Teague,  member  of 
the  school  of  music  faculty,  conducted 
the  music  of  the  carols. 


This  group  of  men  have  breakfast  together  each  Sunday  morning  in  Many  Metho¬ 
dist  Church  at  8  o’clock.  They  then  discuss  the  lesson  of  the  New  Adult  Cur¬ 
riculum  and  continue  through  the  church  school  class  period.  The  men  take 
turns  preparing  breakfast.  Shown  are:  Fred  Morris,  Russ  Hudson,  Dick  Under¬ 
down,  Ken  Boatman,  W.  E.  Lafitte  and  Clif  Ammons. 
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Sunday  ScAmI 

By:  Alfred  A.  Knox 

LESSON  FOR  DECEMBER  31:  Man’s  Response  to  God's  Gift 


BACKGROUND  SCRIPTURE:  Malachi  3 

MEMORY  SELECTION:  Bring  the  full  tithe  into 
the  storehouse,  that  there  may  be  food  in  my 
house;  and  thereby  put  me  to  the  test,  says  the 
Lord  of  hosts,  if  I  will  not  open  the  windows 
of  heaven  for  you  and  pour  down  for  you  an 
overflowing  blessing.  (Malachi  3:10) 

AIM  OF  THE  LESSON:  To  summarize  the  various 
concepts  of  stewardship  found  in  the  Old  Test¬ 
ament,  especially  in  Malachi,  and  to  move  be¬ 
yond  these  teachings  to  a  full  and  rich  philosophy 
of  stewardship  that  is  in  accord  with  the  Gospel 
and  the  current  challenges  of  our  affluent  so¬ 
ciety;  to  summarize  the  lessons  of  the  last 
quarter. 

*  *  * 

For  several  Sundays  we  have  had  lessons  in 
which  key  verses  of  Scripture  were  at  the  heart 
of  what  we  were  trying  to  say.  Today,  we  find 
such  a  passage  in  Malachi  3:8:  “Will  man  rob 
God?”  Of  course,  there  is  much  more  to  the  lesson 
than  an  answer  to  that  question,  else  we  could  too 
quickly  dispose  of  it  with  a  simple  “yes.” 

The  first  thing  you  will  probably  notice  about 
this  lesson  is  its  timeliness.  Here  on  the  first  Sunday 
after  Christmas  and  on  the  last  day  of  the  year  it  is 
altogether  fitting  that  we  should  be  concerned  with 
stewardship.  With  the  memory  of  God’s  greatest  gift 
still  echoing  in  our  minds,  and  with  a  renewed 
consciousness  of  our  own  affluence  as  we  close  the 
books  on  our  fiscal  year,  we  can  not  avoid  facing 
the  question — What  is  our  response  to  God’s  good¬ 
ness? 

We  are  giving  our  attention  today  to  the  third 
chapter  of  Malachi  in  which  we  find  the  prophet 
saying  that  it  would  be  better  to  close  up  the  place 
of  worship  than  to  continue  the  practices  of  wor¬ 
shiping  and  giving  that  were  so  blatantly  unworthy. 
In  the  first  chapter  of  this  book  we  read  that  wor¬ 
shipers  were  offering  polluted  food  upon  the  aftar 
(1:7)  and  bringing  defective  animals  for  the  sacri¬ 
fice  (1:8).  In  doing  these  things  they  were  showing 
contempt  for  the  Lord  and  for  his  house.  Is  it  not 
true  that  many  still  show  contempt  for  God  in  the 
manner  in  which  they  decide  on  their  gifts  to  his 
church?  Yes,  Malachi  insisted  in  his  day  that  it 
would  be  better  to  go  out  of  business  at  the  temple 
than  to  continue  to  condone  such  unworthy  steward¬ 
ship  attitudes,  because  God  deserves  nothing  but 
the  very  best  of  our  gifts  and  the  most  sincere  wor¬ 
ship  of  our  hearts. 

It  would  also  be  appropriate  for  us  to  spend 
some  time  today  reviewing  the  lessons  of  the  last 
quarter,  since  we  will  be  leaving  this  unit  of  thirteen 
lessons  based  on  Amos,  Hosea,  Malachi  and  Micah. 
We  will  be  turning  our  attention  now  to  the  Gospel 
of  John  which  many  people  will  say  is  their  favorite, 
but  which  is  one  of  the  most  complex  and  difficult 
to  understand  of  all  the  books  of  the  Bible. 

*  *  * 

FUNDAMENTAL  CONCEPTS  OF 
STEWARDSHIP 

The  Christian  concept  of  stewardship  places  its 
emphasis  on  man’s  free,  moral  response  to  God’s 
gift.  It  is  concerned  not  primarily  with  rewards  but 
with  responsibilities.  The  Christian  steward  comes  to 
see  that  all  that  he  ha^  and  is  must  be  seen  in 
relationship  to  the  service  that  it  puts  him  in  a 
position  to  render. 

The  prophet  Malachi  presents  to  us  this  funda¬ 
mental  concept  of  stewardship,  even  though  he  ap¬ 
pears,  on  the  surface,  to  believe  in  the  old  ideas  of 


Deuteronomy  that  the  good  always  prosper  and  the 
evil  always  suffer.  When  we  look  for  it  we  can  see 
that  he  does  truly  carry  us  beyond  the  apparent 
message  of  the  memory  selection  for  the  day:  “Bring 
the  full  tithe  into  the  warehouse  .  .  .  thereby  put 
me  to  the  test  ...  if  I  will  not  open  the  windows 
of  heaven  for  you  and  pour  down  for  you  an  over 
flowing  blessing.” 

Basically,  stewardship  rests  on  man’s  recog¬ 
nition  that  he  is  in  the  world  as  a  trustee  or  steward, 
responsible  to  God  for  what  belongs  to  God — and 
that  is  everything.  Thus,  what  is  important  in  tith¬ 
ing  or  any  other  expression  of  stewardship  is  not 
how  much  we  have  but  our  attitude  toward  it. 

In  Wesley  Quarterly  there  is  an  excellent  quo¬ 
tation  from  T.  A.  Kantonen’s  A  Theology  of  Chris¬ 
tian  Stewardship,  which  says:  “It  is  to  the  credit  of 
the  early  leaders  of  the  stewardship  movement  that 
even  when  their  primary  interest  was  the  raising  of 
large  sums  of  money,  they  condemned  unequivocally 
all  unscriptural  and  unchristian  methods  of  achiev¬ 
ing  this  end  .  .  .  The  greatest  danger  has  been  to 
compromise  the  gospel  through  moralism  and  legal¬ 
ism  drawn  from  the  Old  Testament.  Thus  the  tithe 
has  assumed  a  far  greater  prominence  than  it  has 
in  the  New  Testament  and  often  has  been  advocated 
on  grounds  quite  different  from  the  spirit  of  the 
gospel.” 

*  *  * 

THE  BIBLICAL  BASIS  OF  STEWARDSHIP 

The  following  definition  of  Christian  steward¬ 
ship  was  written  into  the  constitution  of  the  Na¬ 
tional  Council  of  Churches  when  it  was  organized 
in  1950;  “Christian  stewardship  is  the  practice  of 
systematic  and  proportionate  giving  of  time,  abilities 
and  material  possessions  based  on  the  conviction 
that  these  are  a  trust  from  God,  to  be  used  in  His 
service  for  the  benefit  of  all  mankind  in  grateful 
acknowledgement  of  Christ’s  redeeming  love.”  If 
there  is  any  fault  to  be  found  with  this  definition 
it  is  at  the  point  that  it  ignores  the  fact  that  earning, 
spending  and  total  living  should  all  be  a  part  of  it. 

Dr.  T.  K.  Thompson,  in  his  excellent  book, 
Handbook  of  Stewardship  Procedures,  tells  us  the 
essential  features  of  the  Biblical  theology  may  be 
set  forth  as  follows:  1.  the  goodness  of  creation  — 
there  is  no  logic  to  the  position  which  depreciates 
the  material  creation  as  evil;  2.  the  subjection  of 
creation — man  was  made  in  God’s  good  image  and 
given  the  mastery  of  things;  3.  the  source  of  wealth 
— man  constantly  needs  to  be  reminded  that  it 
comes  from  God  and  not  from  his  own  efforts; 
4.  the  idea  of  covenant — the  idea  that  God  in  His 
grace  came  to  man  as  a  sort  of  senior  partner  and 
established  a  contract  or  understanding;  5.  the  word 
“steward”  in  the  Old  Testament  is  always  that  of 
an  officer  who  tends  property  that  he  does  not 
own;  6.  the  ownership  of  the  earth  —  the  Bible 
teaches  a  radical  doctrine  of  property — that  God 
alone  is  the  ultimate  owner;  7.  the  developing  idea 
of  the  unfolding  purposes  of  God  as  they  are  worked 
out  through  people  he  has  chosen;  8.  the  word 
“steward”  in  the  New  Testament  means  one  to- 
whom  something  has  been  turned  over  as  a  trustee; 
9.  the  use  of  material  possessions  to  glorify  God — 
there  are  numerous  examples  of  persons  who  dedi¬ 
cate  their  material  possessions  to  the  glorification 
of  God  or  the  success  of  the  early  Christian  church; 
and  10.  the  stewardship  of  the  Gospel — involving  the- 
fulfillment  of  personality  in  a  joyous  and  loving  re¬ 
lationship  with  God. 

*  *  * 

THE  STEWARDSHIP  OF  TIME 

As  we  observe  people  about  us  today,  we  are 
forced  to  say  that  one  of  their  big  problems  in 


the  field  of  stewardship  concerns  their  use  of  time. 
In  an  age  which  has  more  and  more  time-saving 
gadgets  we  discover  that  people  have  less  and  less 
time.  It  is  easy  to  say  that  the  investment  a  Chris¬ 
tian  makes  of  his  time  is  determined  by  the  nature 
of  his  personal  commitment  to  God.  One’s  attitude 
toward  his  daily  work  is  an  important  factor  here. 
The  person  who  is  irresponsible,  careless  and  de¬ 
liberately  gives  less  than  his  best  effort  is  defrauding 
both  God  and  man  by  the  misuse  of  his  time. 

We  are  being  constantly  reminded  of  the  fact 
that  inflation  reduces  the  value  of  our  money,  and 
all  of  us  are  well  aware  of  this  fact  as  we  deal  with 
our  personal  finances  and  those  of  our  church.  There 
is  another  kind  of  inflation  that  is  characteristic  of 
our  time — it  concerns  the  use  of  our  time.  When 
we  do  not  devote  every  hour  of  our  working  day 
to  the  best  possible  use  we  are  contributing  to  the 
cumulative  problem  of  inflation  that  comes  back  to 
haunt  us  on  every  hand. 

We  owe  it  to  our  families,  ourselves  and  to 
God  to  discipline  the  use  of  our  time  in  a  much 
better  fashion  than  most  of  us  do. 

*  *  * 

THE  STEWARDSHIP  OF  PERSONALITY 

There  is  no  doubt  that  we  often  fail  to  have  a 
clear  concept  of  what  stewardship  is  and  what  it 
involves  because  we  think  only  of  the  word  “money” 
in  connection  with  it.  No  man  can  have  a  sound 
stewardship  of  possessions  philosophy  who  has  not 
first  faced  up  to  a  complete  commitment  of  all 
that  he  has  and  is  to  God.  Christians  believe  that 
man  came  from  God  and  therefore  lives  through 
God.  Man  is  not  an  independent  being  turned  loose 
in  the  world  to  follow  his  own  desires.  Rather  his 
chief  end,  as  the  old  catechism  said,  is  “to  serve 
God.”  Only  as  man  sees  himself  in  the  perspective 
of  this  obligation  does  he  understand  the  significance 
of  his  stewardship.  In  short  he  must  be  concerned 
not  with  what  life  means  to  him  but  what  he  means 
to  life. 

❖  *  * 

STEWARDSHIP  OF  POSSESSIONS 

But  let  us  not  come  to  the  conclusion  of  this 
lesson  without  placing  an  emphasis  on  stewardship 
where  it  hurts  most  with  the  largest  number  of 
people.  John  Wesley  had  a  great  sermon  on  steward¬ 
ship  with  the  expected  three  points.  In  the  first  two 
he  said:  “Make  all  you  can,”  he  believed  definitely 
in  the  stewardship  of  talents — that  one  was  cheating 
himself  and  God  if  he  did  not  produce  during  his 
lifetime  to  the  fullest  degree  possible;  and  “save 
all  you  can.”  Wesley  had  some  very  definite  ideas 
concerning  thrift,  and,  among  many  other  social 
concerns,  he  organized  one  of  the  first  credit  unions. 
However,  many  persons  who  would  say  “Amen” 
to  Mr.  Wesley  on  his  first  two  points  would  part 
company  with  him  on  the  third,  for  he  said  “Give 
all  you  can.”  To  him  this  meant  all  that  you  had. 
He  even  went  so  far  as  to  say  that  if  he  should 
come  to  death  with  even  the  smallest  amount  of 
the  accumulation  of  this  world’s  goods  he  should 
be  called  “a  thief  and  a  robber.” 

In  a  real  sense  it  is  through  our  possessions 
that  we  can  extend  the  stewardship  of  our  time  and 
our  talents.  Our  giving  reflects  our  concern  and  our 
commitment. 

*  *  * 

SUMMARY  OF  OUR  STUDY 
OF  THE  PROPHETS 

Before  we  leave  this  unit  of  lessons  from  the 
prophets  we  should  take  a  quick  look  at  the  major 
ideas  with  which  we  have  been  dealing.  Amos  taught 
that  God  is  the  Lord  of  history  and  the  ruler  in 
the  affairs  of  men.  Hosea,  out  of  his  own  experi¬ 
ences  of  love  and  tragedy  taught  that  God  is  pri¬ 
marily  a  God  of  compassion  and  that  he  comes  look¬ 
ing  for  his  wayward  people  no  matter  where  they 
might  have  strayed.  He  also  taught  that  discipline 
is  the  only  path  to  the  mending  of  broken  rela¬ 
tionships  between  men  and  God.  Micah  came  to 
pronounce  the  great  truth  that  “what  does  the  Lord 
require  of  you  but  to  do  justice,  and  to  love  kindness, 
and  to  walk  humbly  with  your  God?”  He  also  em¬ 
phasized  the  universal  nature  of  man’s  quest  for 
peace.  And  now  from  Malachi  we  have  received 
the  great  truths  concerning  man’s  covenant  and 
stewardship  relationships  with  God. 
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The  President  and  vice  president  of  the  United 
States,  nine  cardinals  and  Protestant,  Orthodox  and 
Jewish  leaders  were  among  the  thousands  who  paid 
final  tribute  to  Francis  Cardinal  Spellman  at  his 
funeral  in  St.  Patrick’s  Cathedral  in  New  York.  In 
a  two-hour  ceremony  which  had  impressive  ecu¬ 
menical  overtones,  one  of  the  nation’s  most  famous 
churchmen  was  laid  to  rest  in  the  crypt  under 
the  main  altar. 

Interment  followed  a  Solemn  Pontifical  Req¬ 
uiem  Mass  which  was  offered  by  Archbishop 
Luigi  Raimondi,  Apostolic  Delegate  to  the 
United  States  and  19  concelebrants — the  nine 
cardinals,  two  archbishops,  seven  bishops  and 
a  priest. 

The  whole  country  is  talking  about  the  $1.2  million 
in  pledges  which  was  raised  by  the  800  students 
of  Kentucky  Southern  College,  a  Southern  Baptist 
institution,  after  the  trustees  had  asked  the  Uni¬ 
versity  of  Louisville  to  take  over  the  operation  of 
the  school. 

The  “Save  Our  School  Movement”  started  as 
a  protest  to  the  merger  by  students  who  con¬ 
vinced  the  trustees  that  they  could  obtain  the 
long-range  financial  support  needed  to  main¬ 
tain  an  “independent  Christian  college.”  “This 
is  truly  a  student  victory.  It  was  their  fund 
drive,  their  enthusiasm  and  their  dedication  to 
the  school  that  made  us  aware  that  our  educa¬ 
tion  here  is  truly  unique,”  said  L.  LeRoy  High- 
baugh,  Jr.,  chairman  of  the  board. 

In  Great  Britain,  Roman  Catholic  and  Methodist 
organizations  have  now  followed  Anglican,  Baptist 
and  other  Christian  bodies  in  anticipating  “severe 
belt-tightening  and  purse-pruning”  as  a  result  of 
Britain’s  devaluation  of  the  Pound  by  14.3  per  cent. 

The  secretaries  for  the  Home  Organization  of 
the  Methodist  Missionary  Society,  the  Rev. 
Cyril  J.  Davey  and  Miss  G.  Betty  Hares,  issued 
a  statement  saying:  “To  do  its  job  the  Mission¬ 
ary  Society  must  export  money.  It  will  there¬ 
fore  be  gravely,  perhaps  catastrophically,  af¬ 
fected  from  now  onward.  The  $3  million  budget 
for  1968  will,  of  course,  have  to  be  remade — 
almost  certainly  to  the  severe  detriment  of  the 
Church  overseas.” 

Grand  Rabbi  Jacob  Kaplan  of  France  charged  in 
Paris  that  President  Charles  de  Gaulle’s  recent  com¬ 
ments  on  Israel  were  anti-Semitic  and  seemed  to 
sanction  “a  campaign  of  discrimination”  against  the 
Jewish  people. 

At  his  recent  notorious  press  conference,  the 
French  president,  who  sharply  denounced  Israel 
during  the  Middle  East  crisis  in  June,  asserted 
that  after  the  State  of  Israel  was  formed  the 
Jews  “remained  what  they  had  been  at  all 
times — an  elite  people  sure  of  themselves  and 
domineering.” 

Leaders  of  the  Christian  communities  in  Jordan 
have  issued  a  joint  statement  cancelling  all  non- 
liturgical  festivities  associated  with  the  Christmas 
season.  Made  public  after  a  meeting  at  the  Melkite 
Catholic  Archbishopric  in  Amman,  the  statement  re¬ 
ferred  to  its  “difficult  circumstances”  in  Jordan 
following  the  Arab-Israeli  War  last  June.  It  urged 
Jordanian  Christians  not  to  visit  holy  places  which 
are  now  under  Israeli  rule. 


A  Jewish  leader  in  San  Francisco  has  said  that 
there  are  “authoritative  reports”  the  Vatican 
has  changed  its  position  on  the  internationaliza¬ 
tion  of  Jerusalem.  Rabbi  Marc  Tannenbaum, 
speaking  to  the  American  Jewish  Committee’s 
National  Executive  Board,  made  the  comment 
in  a  message  calling  for  continuation  of  the 
Jewish-Christian  dialogue. 

British  government  authorities  are  considering  place¬ 
ment  of  a  plaque  in  historic  Westminster  Hall  to 
commemorate  the  trial  of  Sir  Thomas  More,  who 
was  canonized  in  1935,  exactly  400  years  after 
his  martyrdom  as  a  Roman  Catholic.  He  was  ar¬ 
rested  and  executed  for  refusing  to  recognize  Eng¬ 
lish  King  Henry  VIII  as  supreme  head  of  the  church 
after  his  break  with  Rome. 


t 


BETHLEHEM  —  A  record  number  of  some  20,000 
pilgrims  ore  expected  in  Bethlehem  this  year  to  cele¬ 
brate  the  birth  of  Jesus  Christ  at  services  in  the  Na¬ 
tivity  Square.  The  Church  of  the  Nativity  stands  on 
the  spot  where  tradition  says  the  manger  stood  more 
than  2,000  years  ago.  (RNS  Photo) 


In  England,  more  information  about  the  “new” 
church  which  is  scheduled  to  emerge  from  the  cur¬ 
rent  plan  for  uniting  Anglican  and  Methodist  church¬ 
es  in  that  country  is  being  sought  in  a  statement 
published  by  six  Methodist  laymen,  including  two 
former  Conference  vice  presidents.  They  appealed 
specifically  for  “some  definite  statement”  about  the 
proposed  united  church,  saying:  “If  we  believe  in 
the  power  of  the  Holy  Spirit  to  make  all  things  new, 
surely  God  can  make  Anglicans  and  Methodists  in 
partnership  a  more  effective  instrument  for  the  ex¬ 
tension  of  His  kingdom  than  either  of  us  can  ever 
be  in  separation.” 

“Even  in  the  face  of  ‘untamed  mobs’  suggesting 
that  the  ‘world  is  going  to  the  dogs,’  there  are 
signs  ‘that  the  old  days  of  dog-eat-dog’  compe¬ 
tition  are  giving  way  in  places  to  a  man-serve- 
man  compassion,”  i)r.  Ralph  Sockman  said  in 
a  recent  sermon  at  Christ  Church,  Methodist, 
in  New  York.  Dr.  Sockman,  78,  retired  in  1961 
after  serving  as  minister  of  the  church  for  41 
years. 


In  England,  some  300  Methodists  and  Roman 
Catholics — approximately  150  in  each  group — 
held  what  amounted  to  a  “national  dialogue” 
when  they  crowded  into  the  Great  Hall  of 
Westminster  Cathedral  for  an  unprecedented 
consultation.  Both  “teams”  were  headed  by 
their  church  leaders  for  Great  Britain — John 
Cardinal  Heenan  of  Westminster,  and  Dr. 
Irvonwy  Morgan,  president  of  the  Methodist 
Conference. 

Some  federal  court  may  soon  have  to  rule  on  the 
question  as  to  whether  the  Boo  Hoo  of  a  psychedelic 
sect  qualifies  to  become  an  Army  Chaplain.  The 
American  Civil  Liberties  Union  has  announced  that 
it  will  take  to  court  the  case  of  Pvt.  Benjamin  L. 
Osterberg,  who  wants  to  be  a  hippy  chaplain.  Pvt. 
Ostenberg,  drafted  a  month  ago,  says  he  is  the  Boo 
Hoo  or  “primate  of  northwestern  Florida”  for  what 
he  says  is  a  hippy  religion.  He  says  he  is  a  min¬ 
ister  of  the  Neo-American  church  which  claims  600 
members  throughout  the  United  States  and  regards 
mind-expanding  drugs  as  sacramental. 

The  National  Council  of  Churches  has  an¬ 
nounced  that  it  will  co-sponsor  with  the  Amer¬ 
ican  Civil  Liberties  Union  three  suits  challeng¬ 
ing  the  Selective  Service  reclassification  to  1-A 
of  clergymen  who  turned  in  draft  cards  to 
protest  the  war  in  Vietnam. 

A  committee  of  the  Protestant  Council  of  the  City 
of  New  York  has  declined  to  accept  for  distribu¬ 
tion  to  local  television  stations  a  film  called  “The 
Antkeeper”  produced  by  the  Lutheran  Church  in 
America.  The  30-minute  film  was  made  by  Rolf 
Forsberg  who  was  also  responsible  for  the  con¬ 
troversial  film  “Parable.”  The  teleplay  used  human 
actions  and  live  ants  to  tell  the  story  of  creation, 
incarnation  and  redemption.  The  group  announced 
that  the  decision  not  to  recommend  the  film  for 
placement  in  the  local  television  market  was  based 
on  both  theological  and  artistic  concerns. 

Christian  Century  magazine  called  President 
Johnson’s  1967  Thanksgiving  Proclamation  “in 
part  a  chauvinistic  justification  of  U.S.  inter¬ 
vention  in  southeast  Asia”  and  as  such  “not 
a  genuine  expression  of  Thanksgiving  but  mili¬ 
taristic  propaganda.” 

In  Davao  City,  Philippines,  a  Singapore  educator 
said  that  “church  drop-outs”  would  get  as  much 
time  and  attention  as  school  drop-outs.  Miss  Nellie 
Ferree,  who  directs  the  elementary  and  parent-home 
program  of  Seventh  Day  Adventist  congregations  in 
10  Far  Eastern  countries,  told  the  Far  Eastern  Di¬ 
vision  of  her  denomination  that  the  church  should 
make  efforts  to  hold  the  interest  of  young  people 
who  constitute  “fully  two-thirds  of  all  church  drop¬ 
outs.” 

A  controversy  between  “secularists  and  pietists” 
is  splitting  congregations  asunder  across  the 
country  without  regard  to  denomination,  a 
Methodist  minister  told  a  Church  Renewal  Con¬ 
ference  at  Southern  Baptist  Theological  Semi¬ 
nary  in  Louisville.  The  Rev.  Robert  Raines, 
pastor  of  Germantown  Methodist  Church  in 
Philadelphia,  said,  however,  that  he  considers 
the  controversy  both  necessary  and  potentially 
fruitful. 


Catholic  educators  must  decide  whether  the  objector 
of  “every  Catholic  child  in  a  Catholic  school”  re¬ 
mains  as  valid  today  as  it  was  in  1884  when  it 
became  the  guiding  principle  of  Catholic  educa¬ 
tion  in  the  U.S.  This  comment  was  made  by  Charles 
J.  Hitch,  president  of  the  University  of  California, 
Berkeley,  at  a  workshop  session  of  some  50  Catholic 
school  superintendents  at  the  University  of  Notre 
Dame.  In  reconsidering  their  goal,  Dr.  Hitch  told 
the  superintendents  to  consider  that  “objectives  must 
be  limited  by  available  resources.”  Education  goals 
must  also  relate  to  other  goals  of  the  church,  he 
said. 


DECEMBER  21,  1967 


PAGE  SEVEN 


METHODIST  HOME  HOSPITAI 


Three  Urgent  Needs  Of  Our  Home  Hospital 


URGENT  NEED 


No.  1: 


URGENT  NEED 

No.  2: 


“Additional  Financial 
Support 

With  the  withdrawal  of  the  Mis¬ 
sissippi  Department  of  Public  Wel¬ 
fare  doing  our  adoptive  studies  in 
that  State,  effective  this  past  July, 
we  are  faced  with  increased  costs 
of  doing  our  adoptive  studies  for 
homes  in  which  we  can  place  our 
babies— this  unexpected  develop¬ 
ment  has  put  a  severe  strain  on 
our  budget. 

We  ask  the  Louisiana  Confer¬ 
ence  to  please  observe  CHRIST¬ 
MAS  Sunday  with  a  most  generous 
offering  for  our  Home. 

WE  APPEAL  TO  BOTH  THE 
LOUISIANA  AND  MISSISSIPPI 
CONFERENCES  TO  GIVE  BE- 
YOND  THEIR  REGULAR 
ASKINGS  AND  BUDGETED 
AMOUNTS. 


“More  Adoptive  Parents” 

We  are  having  to  limit  the  num¬ 
ber  of  the  girls  that  we  could 
otherwise  admit  because  we  have 
no  adoptive  parents  for  their 
babies. 


URGENT  NEED 

No.  3: 


“To  Serve  More  Unmarried 
Mothers” 

We  are  having  to  turn  unmar¬ 
ried  mothers  away  who  desperate¬ 
ly  need  our  help.  Our  ability  to 
help  them  will  depend  upon  a 
more  generous  financial  support 
and  a  larger  number  of  adoptive 
applications. 


THE  GOLDEN  CROSS,  invc 
Methodist  symbol  of  the  Good  Sarr 


The  symbolic  drawing  above 
Greek  rnonocjrams  representing  thi 


ficial  life  of  love  and  service  an 
cient  lamp)  in  the  New  Testame 
inspiration  of  the  several  kinds  ol 
dist  Church. 


The  word  "Diakonia”  is  th 
meaning  service.  The  circle  aro 
dist  Home  Hospital  has  within  it 
sion  the  following:  the  unmarriet 
help,  the  little  child  who  needs  i 
provide  such  a  home. 


An  Agency  Supported  by  Louisiana  and  Mississippi  Metho 
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L  SUNDAY,  December  24 


alving  the  Christian  Diakonia,  is  the 
naritan. 

consists  of  a  shield  on  which  appears 
e  name  of  Jesus  Christ,  whose  sacri- 
d  sacrificial  death  are  illuminated(an- 
;nt  record,  and  whose  example  is  the 
f  care  and  help  fostered  by  The  Metho- 

le  Greek  word  in  the  New  Testament 
>und  the  shield  means  that  The  Metho¬ 
ds  circle  of  care,  concern  and  compas- 
d  mother  who  turns  to  the  church  for 
a  home,  and  the  adoptive  parents  who 


Our  Adoption  Program  Is  Being  Improved 

IMPROVEMENT  No.  1: 

Our  Board  of  Directors,  at  its  last  meeting,  made  our  basic  require¬ 
ments  more  flexible.  We  invite  adoptive  couples  of  any  Protestant 
faith  to  get  in  touch  with  us. 

WE  NEED  MORE  ADOPTIVE  COUPLES  AND  WE  INVITE 
PROSPECTIVE  APPLICANTS  TO  WRITE  TO  US  FOR  FULL  IN¬ 
FORMATION. 

IMPROVEMENT  No.  2: 

We  are  making  a  real  effort  to  shorten  the  time  it  requires  to  make 
a  home  study  to  approve  a  home  for  adoption.  OUR  GOAL  IS  TO  DO 
THE  STUDY  IN  SIX  MONTHS,  OR  LESS  (provided  no  special 
problems  are  encountered).  Then,  it  is  our  desire  to  place  a  baby  in  an 
approved  home  just  as  soon  as  a  suitable  baby  is  available. 

IMPROVEMENT  No.  3: 

We  are  seeking  to  employ  part-time  social  workers  throughout  the 
States  of  Louisiana  and  Mississippi.  This  means  that  we  plan  to  try  to 
have  a  social  worker  to  do  an  adoptive  study  in  every  geographical 
area  of  the  two  states.  This,  in  itself,  will  greatly  shorten  the  time  it 
takes  to  make  a  home  study. 


idism 


Rev.  Jack  H.  Midyett Superintendent 
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•  On  a  Wide  Circuit 


Violence— a 
weapon  of  policy 

By  W.  W.  Reid 

“Both  the  conflict  in  Viet-Nam  and 
the  recent  fighting  in  the  Middle  East 
have  inevitably  affected  the  whole 
climate  of  international  relations,  in¬ 
cluding  of  course  the  relations  between 
the  two  super-powers,”  notes  Secre¬ 
tary  General  U  Thant  in  a  recent  re¬ 
port  to  the  United  Nations.  And  he 
continues: 

“What  worries  me  even  more  is  the 
continuing  and  possibly  increasing 
tendency  which  colors  so  much  of  in¬ 
ternational  relations  and  of  human  life 
in  general  today — the  recourse  to  vio¬ 
lence  and  threats  of  violence  through¬ 
out  the  world.  It  is  all  too  clear  that 
the  civilized  and  reasonable  approach 
to  international  disputes,  of  which 
peace-keeping  has  been  a  part,  can¬ 
not  long  survive  if  there  is  increas¬ 
ingly  a  resort  to  violent  solutions  and 
to  more  and  more  widespread  exhorta¬ 
tions  to  violence  in  the  name  of  one 
cause  or  another.  This  problem  is  rel¬ 
evant  to  a  far  wider  subject  than  Unit¬ 
ed  Nations  peace-keeping  —  it  is,  in 
fact,  relevant  to  nothing  less  than  the 
question  of  human  survival. 

“Twenty-two  years  ago  we  saw  the 
end  of  the  most  violent  and  destructive 
war  in  history.  The  shock  of  that  war 
and  what  it  made  men  do  to  each 
other  produced  a  reaction  in  favor  of 
peace  and  order  —  an  atmosphere  in 
which  acts  of  violence  when  they  oc¬ 
curred  engendered  revulsion.  That 
mood,  alas,  especially  among  those  who 
hold  the  reins  of  power,  soon  began 
to  evaporate.  We  now  again  see  vio¬ 
lence,  threats  incitement,  intimidation 
and  even  hatred  being  used  as  weapons 
of  policy  in  increasingly  numerous 
areas  of  the  world. 

“When  unbridled  use  of  force  is  ac¬ 
cepted  and  intimidation  and  threats  go 
unchallenged,  the  hopes  of  a  world 
order  such  as  the  one  outlined  in  the 
Charter  become  dim  and  hollow.  When 
prejudice  and  hatred  dominate  the  re¬ 
lations  of  nations  or  groups  of  nations, 
the  whole  world  takes  a  step  back¬ 
ward  towards  the  dark  ages.  When  vio¬ 
lence  is  highlighted  and  even  glamor¬ 
ized  by  mass  media,  thus  instilling  in 
society,  and  particularly  in  the  young, 
an  appetite  for  solving  problems  by 
force,  the  turbulences  of  today  are 
dangerously  fanned  and  the  seeds  of 
larger  and  deeper  troubles  at  national 
and  international  levels  are  sown  for 
the  future.  When  force  and  military 
competitiveness  displace  cooperation, 
negotiation,  law  and  diplomacy  as  the 
natural  elements  of  the  relations  be¬ 
tween  states,  the  nightmare  of  a  third 
world  war  comes  steadily  nearer -to 
the  world  of  reality. 

"And  even  though,  by  some  kind 
fate,  the  world  may  escape  the  ulti¬ 
mate  catastrophe,  fear  and  violence 
debase  the  whole  coinage  of  human 
intercourse  and  poison  the  atmosphere 
of  international  relations  as  surely  as 
the  various  forms  of  pollution  in  daily 
life  with  which  modern  man  has  af¬ 
flicted  himself.  Violence  erodes  the 
spirit  of  law,  order  and  international 
morality.  Violence  and  the  spirit  of 
violence,  if  unchecked,  will  soon  wither 


Ever  since  the  Beatles,  those  Pop 
representatives  of  the  young,  sang  “All 
You  Need  Is  Love”  young  people  in 
this  country  have  been  apparently 
keener  on  what  I  would  call  quasi-re¬ 
ligious  talk  than  ever  before.  Any  day, 
in  the  Kings  Road  in  Chelsea  or  in¬ 
deed  in  any  urban  centre  of  London, 
you  can  see  girls  and  boys  carrying 
flowers.  Whenever  there  is  a  political 
demonstration  or  any  kind  of  proces¬ 
sion  in  London  there  is  always  a  fringe 
of  so-called  “flower-people”  tagging 
along. 

Their  theme  is  simple.  They  tell  us 
that  we  need  love  not  hate  and  they 
unite  in  rejecting  society  because  they 
tell  us  that  society  is  no  good  without 
the  virtue  of  love,  and  therefore  it  is 
to  be  rejected. 

Of  course,  many  of  these  young 


the  tender  growth  of  world  order 
which  has  been  fostered  since  the  Sec¬ 
ond  World  War.  In  that  event,  the 
world  would  inevitably  return  to  the 
sort  of  international  chaos  which  pro¬ 
duced  two  world  wars  within  thirty 
years. 

“There  is  but  one  true  answer  to 
violence,  duress  and  intimidation 
among  states;  the  answer  must  be 
found  in  a  resolute  rejection  of  vio¬ 
lence  and  a  determined  resistance  to 
it  by  that  vast  majority  of  men  and 
women  throughout  the  world  who  long 
to  live  in  peace,  without  fear.  This 
would  be  a  movement  of  mankind  to 
save  mankind.  But  to  be  effective,  such 
a  popular  movement  must  be  coupled 
with  a  determined  effort  by  govern¬ 
ments  to  put  to  work  the  instruments 


CHRISTMAS! 

What  is  Christmas? 

It  is  a  small  boy  jumping  out  of  a 
warm  bed  while  the  house  is  still  cold, 
dressing  hastily,  shivering  at  every 
breath;  beside  himself  with  excitement 
at  the  thought  of  the  beautifully  dec¬ 
orated  tree  in  the  “parlor,”  and  the 
thrilling  mound  of  presents,  each  care¬ 
fully  wrapped  and  bearing  a  familiar 
name. 

Christmas  is  a  young  man  coming 
home  from  college  on  trains  that  never 
ran  on  time.  It  is  boasting  in  triumph 
before  younger  brothers  ...  or  com¬ 
paring  notes  with  old  friends  from 
other  colleges  on  such  fascinating  sub¬ 
jects  as  girls,  food  in  the  dining  hall, 
the  football  team,  the  band,  and  girls. 


EDITORIAL  BOARD 
The  Methodist  Recorder 

people  are  not  “drop-outs”  in  the  sense 
that  the  Los  Angeles  cults  are  “drop¬ 
outs” — the  ones  who  get  “high”  on 
drugs  or  sexual  excitement.  They  just 
look  like  them.  Long  hair,  flowery  cos¬ 
tumes,  “hippies”  in  attitude.  But,  sur¬ 
prisingly,  quite  a  number  of  them  hold 
down  jobs  with  regularity  and  punc¬ 
tuality  during  the  week,  and  then,  at 
the  weekend,  they  “drop-out”  into  this 
half-world  of  the  psuedo-hippy  life. 

They  are  escapists. 

They  run  away  from  the  real,  hard 
problems  which  are  posed  by  society. 
And  they  keep  repeating  that  “love” 
is  the  answer  to  everything. 

I  meant  to  begin  this  column  this 
time  by  wishing  you  “Happy  Christ¬ 
mas”  because  Christmas  is  the  time 
when,  according  to  one  of  the  most 


of  international  order  which  they  al¬ 
ready  have  on  hand  in  the  common 
interest  of  peace  and  the  advancement 
of  man. 

“The  pioneering  experiments  in 
United  Nations  peace-keeping  are  a 
promising  aspect  of  the  grand  effort  to 
build  a  world  community  based  on 
peaceful  and  reasonable  methods  and 
practices.  But  if  that  effort  is  to  go 
forward  to  success,  the  tide  of  violence 
and  the  trend  towards  violent  solu¬ 
tions  must  be  stemmed  by  a  massive 
effort  of  governments  and  peoples 
alike.  That  effort  must  include  more 
persistent  and  vigorous  attempts  to  find 
just  and  peaceful  solutions  to  the  many 
problems  throughout  the  world  which 
give  rise,  through  despair,  to  the  resort 
to  violence.” 


by  Charles  A.  Stuck/Lay  Evangelist 


It  is  the  traditional  family  ceremony 
of  giving  as  well  as  receiving  presents, 
now  carried  on  by  every  member  of 
the  family,  including  a  bride  of  less 
than  a  month.  ...  It  is  watching  the 
first  pair  of  baby  eyes  as  they  stare 
in  infant  wonderment  at  the  tinselled 
tree.  It  is  carrying  a  second  little  one 
in  for  her  first  time,  and  thereby  find¬ 
ing  double  joy  for  the  occasion. 

Christmas  is  the  family  circle  around 
the  great  dining  table  that  must  stretch 
its  arms  to  their  limits  to  make  room 
for  the  increasing  number  of  daugh- 
ters-in-law  and  the  grandchildren.  .  .  . 
It  is  carrying  presents  to  the  humble 
home  of  Alec,  a  long-time  friend,  now 
grown  old  and  stooped,  his  white  hair 
framing  a  kindly  face  that  spoke  silent¬ 
ly  of  his  unselfish  love  and  devotion. 

It  is  a  family  circle  now  enlarging 


beautiful  Festival  hymns  “Love  Came 
Down.” 

But  Christian  love  doesn’t  look  much 
like  the  love  these  youngsters  discuss. 
It  is  represented,  not  by  a  drop-out, 
but  by  a  drop-in.  Jesus  Christ  came 
into  the  world,  he  did  not  opt  out  of 
it.  His  promises  are  about  Love,  Joy, 
Peace.  And,  astonishingly  enough,  these 
gifts  which  he  offered  to  his  men  were 
offered,  not  in  the  sunshine  of  Galilee, 
when  popularity  was  His,  but  on  the 
night  before  He  died. 

When  he  sent  his  men  out  in  the 
first  place,  with  the  promise  that  His 
presence  would  mean  love  and  joy  and 
peace,  he  was  sending  them  out  into  a 
cruel  and  cynical  and  resentful  world 
where  they  were  going  to  have  to  learn 
the  meaning  of  love  when  men  were 
divided  into  Communist  and  Demo*- 1 
crat,  and  Black  and  White  now. 

Joy  was  to  be  theirs  in  a  world 
where  they  were  to  be  dragged  before 
alien  kings  and  courts,  where  they  were 
to  be  mocked  at  because  they  were  the 
followers  of  a  Man  nobody  knew. 

Peace  was  to  be  theirs  in  a  world  in 
which  there  was  no  escape,  but  only 
dangers — dangers  from  shipwreck,  dan¬ 
gers  from  robbers,  dangers  from  hostile 
men,  as  Paul  soon  found  out  from  his 
own  experience. 

The  Baby  in  the  cradle  is  not  a 
symbol  of  escape,  but  the  Great  Reali¬ 
ty.  He  is  the  one  who  grew  up  to  be 
the  Man  for  Others  and  who  has  shown 
us  that  we  must  not  try  to  escape  from 
the  world — there  is  nowhere  else  to 
go.  So,  this  Christmas,  I  wish  you  a 
Happy  Christmas.  Even  if,  as  a  friend 
of  mine  from  New  York  tells  me,  the 
Father  Christmases  on  Times  Square 
are  temporarily  dried-out  winos;  even 
if  the  tinsel  is  expensive  and  the  pres¬ 
ents  cost  more  every  year;  even  if  the 
commercialism  of  Christmas  sometimes 
makes  you  sigh  for  simpler  days,  look 
beneath  the  surface. 

The  sins  of  cynicism  and  power- 
seeking  and  selfishness  are  not  new 
sins.  They  were  old  and  full  jof  evil 
power  when  Jesus  was  bom.  But  he 
brings  new  life  and  a  concepit  of  love 
which  does  not  invite  us  to  opt' out  of 
life,  but  which  asks  us  to  be  involved 
in  the  life  of  a  world  which  we  believe 
to  be  His  world.  And  a  truly  happy 
Christmas  is  one  in  which  we  can  share 
what  he  has  given  us,  just  where  we 
are. 

t 

You  can’t  escape  Christmas;  you 
can  only  escape  yourself. — Cogley 
t 


at  the  youthful  and  showing  gaps  in 
the  aging  and,  still  hearing  the  joyful 
shouts  of  children.  .  .  .It  is  grand¬ 
parents  looking  on  with  loving  smiles 
but  with  much  less  gusto,  for,  alas, 
the  years  have  whetted  away  much  of 
the  gusto. 

It  is  traveling  to  spend  the  holy  days 
with  children  and  grandchildren,  be¬ 
cause  an  active  sparkling  family  is 
not  nearly  as  mobile  as  two  gray-haired 
but  still  lively  grandparents. 

Best  of  all,  Christmas  is  a  baby 
named  Jesus  bom  in  a  cave-like  stable 
.  .  .  that  same  baby  grown  to  man¬ 
hood,  teaching,  preaching,  healing,  and 
dying  for  our  sins.  And  if  it  were  not 
for  this  divine  Jesus  there  would  have 
been  none  of  the  rest. 
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Qook 

by  Alfred  A.  Knox  ^ei/tews 


Walter  Kerr,  THE  DECLINE  OF 
PLEASURE,  $1.75  (Paperback)  Simon 
and  Schuster,  319  pp. 

In  this  paperback  reprint  of  a  1962 
volume,  the  drama  critic  writes  with 
an  honesty  and  wit  of  the  American 
public’s  loss  of  the  arts  and  skills  of 
really  enjoying  life.  One  reviewer  said 
of  the  book,  “He  writes  as  one  of  us, 
not  the  happy  few  but  the  unhappy 
many  who  are,  not  desperately,  but 
vaguely  discontented,  and  curious 
about  the  sources  of  our  dissatisfactiori. 

He  says  that  all  of  us  are  under 
the  influence  of  Marxian  philosophy 
to  the  extent  that  we  judge  the  value 
of  everything,  even  the  use  of  leisure 
time,  by  its  utility — that  too  many  of 
us  develop  a  guilt  complex  if  we 
spend  a  few  hours  doing  absolutely 
nothing.  He  associates  this  with  the 
shortened  work  week  which  has  caused 
so  many  to  work  harder  at  finding 
something  to  do  in  their  time  off  than 
they  do  at  their  job.  He  says,  “It  is 
clear  to  me  that  the  ‘do-it-yourself’ 
movement  is  unrelated  to  any  urge  to¬ 
ward  economy,”  but  then  he  goes  on 
to  observe  how  some  men  work  five 
days  at  their  jobs  and  two  days  and 
seven  nights  at  their  power  saws. 


Basically  this  volume  is  an  inter¬ 
esting  look  at  the  question  of  leisure 
time  and  our  loss  of  the  ability  to 
really  enjoy  it  or  use  it  for  real 
re-creation. 


Norman  Kiell,  THE  UNIVERSAL 
EXPERIENCE  OF  ADOLESCENCE, 
$3.95  (paperback),  Beacon  Press,  942 

pp. 

This  is  a  most  interesting  collection 
of  materials  by  writers  down  the  cen¬ 
turies  indicating  the  fact  that  the  ex¬ 
periences  of  adolescence  have  been  un¬ 
iversal.  There  are  excerpts  from  more 
than  200  documents  going  back  as  far 
as  St.  Augustine  who  said,  concerning 
juvenile  delinquency  in  his  time,  “He 
commits  theft  with  his  companions, 
not  urged  on  by  poverty,  but  from  a 
certain  distaste  for  well-doing.”  Ben¬ 
jamin  Franklin  has  some  concise  ob¬ 
servations  on  sibling  feelings,  and  Rob¬ 
ert  Bums  who  writes  of  his  own  sex¬ 
ual  awakening  and  indulgences  begin¬ 
ning  at  the  age  of  17. 

An  excellent  source  book  for  the 
treatment  of  contemporary  adolescent 
problems  and  the  “generation  gap.” 


(juoir 


and  unquote 


Vice  president  Hubert  Humphrey 
commenting  on  his  recent  tour  of 
Southeast  Asia  concerning  a  shaky 
speaker’s  chair  on  one  of  the  plat¬ 
forms:  “The  one  I  sit  on  in  Washing¬ 
ton  is  much  more  wobbly  in  more 
ways  than  one.” 


U  99 


Dr.  Chester  A.  Pennington,  pastor  of 
Hennepin  Avenue  Methodist  Church, 
Minneapolis,  after  a  recent  tour  of  the 
Far  East:  “The  military  is  performing 
a  kind  of  secular  mission  by  their  ef¬ 
forts  to  improve  South  Vietnam’s  ag¬ 
riculture,  public  health,  education,  lo¬ 
cal  government  and  land  reform.” 


It  99 


Dr.  Victor  Sanua,  professor  of  soci¬ 
ology  at  Yeshiva  University’s  School 
of  Social  Work,  commenting  on  the 
problems  of  mixed  marriage:  “All 
studies  show  that  the  intermarried  have 
a  high  rate  of  divorce.  While  there 
is  some  evidence  that  the  risk  increases 
if  the  husband  is  Catholic  and  the  wife 
Protestant,  it  was  discovered  that  those 
unwilling  to  identify  with  any  religion 
had  the  highest  divorce  rate.” 

<t  99 


The  Rev.  Everett  L.  Waters  of  First 
Baptist  Church,  Winchester,  Mass., 
speaking  on  the  urgency  of  confront¬ 
ing  the  problem  of  the  use  of  narcotics 
among  teen-agers  in.  his  community: 
“Parents  should  get  their  heads  out 
of  the  sand.  We  have  a  problem  which 
a  year  ago  nobody  here  believed  could 
exist.” 

tc  59 

Bishop  Leonard  P.  Cowley,  Roman 
Catholic  auxiliary  in  Minneapolis, 
Minn.,  noting  that  Protestants  and 
Catholics  are  more  united  about  what 
they  should  do  about  racial  injustice 
than  about  any  other  subject:  “Race 
has  done  more  for  religion  than  reli¬ 
gion  has  done  for  race.” 

«  99 

John  Cardinal  Heenan  of  England, 
recently  expressing  hope  that  the 
English  mass  would  mark  the  “last 
liturgical  change  for  a  long  time”: 
“Listen  carefully  to  the  new  transla¬ 
tion.  It  takes  time  to  become  used  to 
something  new.  So  please  don’t  make 
up  your  mind  too  quickly  about  the 
new  version.  We  must  give  it  a  fair 
chance.” 

<(  99 

Dr.  Roger  Hazelton,  professor  at 
Andover  Newton  Theological  School 
on  his  favorite  subject  of  art  in  a  new 
Abingdon  book,  A  Theological  Ap¬ 
proach  to  Art:  “Faith  and  art  each 
need  what  the  other  has  to  give.  Both 
are  the  poorer  in  the  absence  of  such 
fruitful  interchange  of  insights  and  ma¬ 
terials.  The  long-continued  estrange¬ 
ment,  stretching  back  through  most  of 
the  modern  period,  has  atrophied  the 
Christian  imagination  and  tended  to 
trivialize,  or  at  any  rate  to  sterilize, 
much  of  the  work  in  literature  and  the 
pastic  arts  especially.” 


‘P&et'Uf  *Pcu 16WH4, 

by  Barbara  L.  Mulkey 

“There  were  some  shepherds  in  that  part  of  the  country  who  were 
spending  the  night  in  the  fields,  taking  care  of  their  flocks.  The  Lord’s 
angel  appeared  to  them,  and  the  Lord’s  glory  shone  over  them:  ‘Don’t  be 
afraid!  For  I  am  here  with  good  news  for  you,  which  will  bring  great  joy 
to  all  the  people.  This  very  night  in  David’s  town  your  Savior  was  born — 
Christ  the  Lord!’.”  (Good  News  for  Modern  Man). 

IN  LITTLE  BETHLEHEM 

From  all  the  fair  Judean  fields 
The  sun  withdrew  her  light, 

And  sent  the  evening  shadows  o’er, 

Which  deepened  into  night, 

Where  shepherds  kept  their  flocks  of  sheep 
Beside  the  rippling  rills. 

And  led  them  into  pastures  green 
Through  valleys  and  o’er  hills. 

When  everything  in  stillness  lay. 

And  scarce  a  sound  was  heard, 

Our  Father  sent  the  angels  down 
To  bring  to  them  the  word 
That  Jesus  Christ,  our  blessed  Lord — 

God’s  precious  Diadem — 

Was  born  the  Savior  of  the  world 
In  little  Bethlehem. 

In  swaddling  clothes  He  lay  that  night, 

Cradled  in  a  manger, 

And  although  promised  to  the  world, 

Yet  to  the  world  a  stranger. 

And  Joseph  watched  beside  His  bed 
While  others  soundly  slept, 

And  Mary,  mother  Mary,  too, 

Her  vigil  o’er  Him  kept. 

The  angels  sang,  O  sweetly  sang, 

In  melody  and  mirth, 

Out  in  the  fields  that  blessed  night: 

“Good  will  toward  men  on  earth!” 

The  shepherds  heard  this  sacred  song 
From  heaven’s  holy  band, 

As  in  the  stillness  of  the  night 
It  floated  o’er  the  land. 

And  soon  they  hastened  to  the  town, 

The  town  of  Bethlehem, 

To  find  the  holy  little  Babe 
God  promised  unto  them, 

As  Savior  and  Redeemer  true — 

The  fair  Emmanuel — 

To  make  salvation’s  only  plan 
To  save  the  world  from  hell. 

When  they  had  found  and  worshipped  Him 
They  happily  returned 
To  tell  the  good  news  unto  men 
From  hearts  that  in  them  burned. 

And  soon  the  good  news  spread  abroad — 

O,  the  wondrous  story! — 

That  in  the  town  of  Bethlehem 
Was  born  the  “King  of  Glory”! 

— by  Walter  E.  Isenhour 


ARK-eology 

by  Gene  Herrington 


“‘Agreed! 

Christmas  IS 
over-co  mmerci  a  I  i  zed. 
Didn'  t  your  class 
give  you 

anything,  either?" 


DECEMBER  21,  1967 


PAGE  ELEVEN 


This  first  place  winning 
float  in  the  Dec.  16  Mon¬ 
roe  Christmas  parade 
was  the  handiwork  of 
the  Senior  High  MYF, 
First  Methodist  Church, 
West  Monore.  The  Rev. 
Kenneth  G.  McDowell  is 
pastor. 


Members  of  the  Henning  Memorial 
Methodist  Church  Junior  High  MYF 


Methodist 

Children's 

Home 


(November  Memorials  list 
continued  from  last  week) 

MRS.  FANNIE  SAWYER 
by  Mrs.  InaH.  Doles,  Bonita,  La. 
GEORGE  SAWYER 


Recipients  of  perfect 
attendance  awards  at 
Centenary  Methodist 
Church,  Rayne.  Charles 
Jennings,  extreme  left, 
set  a  record  with  13 
years  of  perfect  atten¬ 
dance;  Gary  Jennings, 
right  front,  6  years,  and 
Dale  Jennings,  right  sec¬ 
ond  row,  8  years.  Church 
School  Superintendent 
Walter  Bruner  and  Pas¬ 
tor  Conrad  Edwards, 
stand  at  rear. 


This  Youth  Choir  pre¬ 
sented  special  music  at 
recent  Family  Night  sup¬ 
per,  Zwolle  Methodist 
Church.  The  Rev.  Hal 
P.  Cansler  pastors  the 
church. 


Superintendent  Harley  Bruch- 
hause,  Elton  Methodist  Church, 
presents  five-year  perfect  atten¬ 
dance  pins  to  Miss  Eva  Sabatier, 
center,  and  Miss  Lucy  Aylsworth. 
Path  teach  in  public  schools. 
The  Rev.  S.  P.  Emanuel  is  pastor. 


Lesson  Plan 

FOUNDATION  STUDIES  IN  CHRISTIAN  FAITH 

Unit  2 1  GOD  WITH  US.  Lennon  4:  Hln  Want  Shell  Be  Celled  Emmanuel.  Date:  Dec.  24.  1967. 

Lennon  Ala:  To  lend  the  group  member n  to  n  better  appreciation  of  God1*  decitive 
action  In  history. 

Leader a :  Leader  One,  Leader  Two.  Leader  Three. 


Tin*  Leader 

Activity 

Room  Readings:  Chair*  arranged  in  Chraa  large  circlet.  R/P  2, 

"Study  a  Portion  of  the  Bible,"  poated  on  front  wall. 

3  On* 

Introduction!  V*  are  all  eapeclally  happy  today,  and  rightly  ao. 

Develop  the  meaning  of  the  "good  New*,"  p  56,  S/B. 

20  On* 

Group  Ddacuealon:  Group*  will  atudy  and  dlacuaa  the  following  topical 

Croup  li  The  hlatorlcal  aettlng  and  meaning  of  Iaalah  7:10-17. 

Group  2 >  The  meaning  and  algnlflcanca  of  Matthew  1:18-25  (*** 

S/B  61-65). 

Group  3:  Why  doe*  the  author  of  our  atudy  book  make  th*  following 
atatement  (on  p  66,  S/B):  "The  preaenc*  of  tb*  rlaan  Lord 
la  the  moet  Important  factor  In  underatandlng  the  content 
of  th*  Bible"? 

13  Two 

Sanaa  ry  Reporta:  A  dea Ignat ed  reporter  from  each  group  will  be 
allowed  five  minute*  to  eumaarise  the  findlnge  and  inaighte  of 
the  group. 

2  Three 

Porecaat :  On  neat  Sunday  (New  Year’*  Eve)  we  ehall  conalder  Leaaon  5, 
"Today  Thla  Scripture  Haa  Been  Fulfilled." 

3 

Prayer:  Read  S/R  30  in  unieon. 

Outline  Prepared  By 
Col.  Claude  E.  Haavell 


with  toys  collected  for  Christmas 
giving.  The  Rev.  D.  W.  Poole  is 
pastor. 


New  members  at  Hodge  Methodist 
Church  are  Sharon  Ayres  and 
'’Scooter"  Smith  shown  with  the 
Rev.  Dell  Durand,  Jr.,  pastor  and 
Dr.  Henry  Rickey  guest  speaker, 
Sunday,  Dec.  2. 


Members  of  Official  Board,  South- 
side  Methodist  Church,  Monroe, 
enjoying  "Fish  Supper”  at  regu¬ 
lar  monthly  meeting.  The  Rev. 
Lea  Joyner  is  pastor. 


by  Mrs.  InaH.  Doles,  Bonita,  La. 

MRS.  H.  L.  NEAL 
by  Mrs.  InaH.  Doles,  Bonita,  La. 

K.  D.  CHANEY 

by  Mrs  .  H .  G .  Roddy,  Clinton,  La . 
WILLIAM  H.  BOOTH,  JR. 

by  Miss  Jerelyn  Talbert,  Shreveport 
JAMES  G.  RUSSELL,  SR. 
by  Mr.  &  Mrs.  Howard  Kelly  &  Family, 
Winnfield,  La . 

DR.  MARY  MIMS 

by  Mr.  &  Mrs  .  J.  H.  Kitchens,  Jr., 
Ruston,  La . 

WILLIAM  PALMER  BILES 
by  Mrs.  Palmer  Biles,  Bunkie,  La. 

C.  C.  WAILES 

by  Mrs.  E.  W.  Carlson,  Ferriday,  La. 
DR.  MARY  MIMS 

by  Mrs.  F.  A.  Swann,  Marksville,  La. 
CLAY  ROACH 

by  Mrs.  B.  O.  Scroggins,  Natchitoches 
by  Mrs  .  Marvin  Gahagan,  Natchitoches 
LOU  NAPPE  R 

by  Mr.  &  Mrs.  Claude  Kirkpatrick, 
Baton  Rouge,  La. 

GEORGE  FRANK  PETERSON 
by  the  Congregation  of  Zwolle  Methodist 
Church 

L.  G.  EDWARDS 

by  the  Congregation  of  Zwolle  Methodist 
Church 

JACK  H.  SISCOE 

by  the  W.  D.  Cotton  Family,  Rayville 
MR.  &  MRS.  JAMES  G.  RUSSELL,  SR. 
by  Mr.  &  Mrs  .  Charles  Dark,  Cleve¬ 
land,  Texas 
JOHNNY  TOOKE 
by  "The  Galloway  Class  ",  First 
Methodist  Church,  Arcadia,  La. 

DORA  BARR  FULTON 
by  Mr.  &  Mrs  .  J.  B.  Taylor,  Campti 
MISS  MARY  MIMS 

by  Mary  Graham  Stewart,  Minden,  La. 
by  Mrs.  Graham  Stewart,  Minden,  La. 


— 

Our 

Sincere  Thanks  to 

LOUISIANA  METHODISTS 

for 

Their  loyalty  and  financial  support 
during  our  Twenty-five  Years  of  service 
to  the 

PEOPLE  OF  LOUISIANA 

Our  object  is  to  promote  a  socially  acceptable  and  Christian  solution  to  alcohol  related 
problems  and  other  moral  issues  through  a  program  of  education  among  young  people. 

Louisiana  Moral  and  Civic  Foundation,  Inc. 


Mark  A.  Lower 
Executive  Director 

Charles  Flurry  Mrs.  Harold  R.  Hine 

Associate  Director  Assistant  Director 

P.  0.  Box  2951 
Baton  Rouge  70821 

_ _ _ _ _ _ _ 
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Comment 

MISSIONARY  EDUCATION  AND  SERVICE 

Does  your  society  want  to  help  build  a  modern  Mass  Communications 
Center  in  Toyko,  Japan?  If  so,  designate  your  gift  “Gifts  from  Study — World 
Mission  Study  Project.”  This  center  will  be  the  hub  of  the  audio-visual  and 
broadcasting  ministries  of  the  churches  in  Japan,  the  new  “home”  of  the  or¬ 
ganization  known  as  the  Audio-Visual  Activities  Commission  of  the  Japan 
National  Christian  Council  (AVACO). 

The  National  Mission  Study  Project  for  1967-1968  for  the  South  Central 
Jurisdiction  is  the  Lake  of  the  Ozarks  Parish,  a  common  ministry  to  the  peo¬ 
ple  of  central  Missouri  and  the  many  tourists  who  flood  the  resort  area.  If 
you  wish  to  help  with  this,  designate  your  gift  “Gifts  from  Study — National 
Mission  Study  Project.” 

There  is  no  “Study  and  Action”  leaflet  for  1967-68  as  in  the  past.  The 
Guides  and  other  resource  material  for  the  current  studies  contain  ideas  for 
other  action.  When  a  study  is  cooperative  in  the  local  church,  a  decision  re¬ 
garding  the  use  of  the  gifts  from  study  should  be  made  prior  to  the  study. 

“Are  You  in  Touch — with  the  World?”  is  the  intriguing  title  of  the  center 
spread  article  of  the  Fall  issue  of  the  Christian  Service  Times.  Here  you  will 
find  letters  and  excerpts  from  letters  from  some  of  our  missionaries  and  other 
workers. 

Local  secretaries  of  missionary  and  service  will  soon  receive  the  annual 
mailing  of  the  Directory  of  missionaries,  deaconesses,  and  other  workers  espe¬ 
cially  related  to  our  conference.  The  section  of  the  Directory  that  lists  the  mis¬ 
sionaries’  names,  latest  addresses,  and  birth  dates  was  printed  in  the  Louisiana 
Methodist,  November  30,  1967.  You  will  want  to  remember  these  dedicated 
people  during  this  Christmas  season. 

Mrs.  Garland  Dean,  Conference  Secretary 
Missionary  Education  and  Service 

t 


The  Business  Girls'  Inn  annual  Christmas  dinner  for  residents,  staff  and  mem¬ 
bers  of  the  board  was  held  Dec.  7.  Scenes  of  the  affair  are  pictured  above  and 
below.  The  girls,  some  employed  and  some  in  schools,  had  decorated  the  Inn. 
Mrs.  Maxine  Watkins  is  residence  director,  and  Mrs.  W.  W.  Baldridge  is  presi¬ 
dent  of  the  board. 


Church  Women  United 
attend  national  meet 

The  National  Board  of  Managers  of 
Church  Women  United  meeting  in  At¬ 
lanta,  Ga.,  Nov.  27-30,  directed  their 
attention  towards  drafting  resolutions 
dealing  with  ecumenical  affairs  affect¬ 
ing  world  crises,  human  relations,  cri¬ 
ses  in  cities,  world  peace,  sex  educa¬ 
tion,  alcoholism,  and  international  de¬ 
velopment.  Mrs.  James  M.  Dolby,  pres¬ 
ident,  presided. 

The  150  women  representing  most 
Christian  denominational  bodies  in  the 
United  States  considered  efforts  to  fur¬ 
ther  relations  with  Orthodox  member 
churches.  This  consultation  calls  for 
Protestant,  Catholic,  observer  consul¬ 
tants  to  help  explore  ways  in  which 
each  could  cooperate. 

Louisiana  CWU  was  represented  at 
this  meeting  by  Mrs.  M.  L.  DeFreese, 
state  president.  Mrs.  DeFreese  was  ap¬ 
pointed  to  the  national  communica¬ 
tions  committee  to  serve  until  1970. 
She  is  a  member  of  the  McGuire  Meth¬ 
odist  Church,  West  Monroe,  La. 

Other  topics  included  World  Day  of 
Prayer,  adult  literacy,  mass  media,  the¬ 
ological  understanding,  finances,  and 
intercontinental  mission. 

The  meeting  climaxed  Thursday  with 
a  luncheon  at  the  Biltmore  Hotel.  More 
than  500  women  attended  this  meeting 
and  heard  an  address  by  Mayor  Ivan 
Allen  of  Atlanta.  Mayor  Allen  stated 
that  equal  opportunity  does  not  now 
exist,  and  it  is  up  to  social  and  relig¬ 
ious  groups  to  make  it  more  truly  equal. 

Mrs.  Dolby,  national  president  said 
that  ours  can  be  a  journey  into  true 
understanding  of  and  in  today’s  world. 
This  national  movement  represents 
councils  in  every  state  in  the  union 
and  in  2400  communities,  with  wom¬ 
en  in  overseas  churches  through  a  pro¬ 
gram  called  CHRISTIAN  CAUSE¬ 
WAYS. 


McGUIRE  METHODIST  WSCS, 
Monroe  District,  is  completing  the 
study  “That  the  World  May  Believe,” 
with  Mrs.  M.  L.  DeFreese  as  teacher. 
Mrs.  DeFreese  recently  gave  a  review 
of  this  study  at  the  fall  retreat  of  the 
Monroe  District  Wesleyan  Service 
Guild,  and  before  the  Career  Club  of 
the  YWCA.  She  gave  highlights  of  the 
Ecumenical  Assembly  which  she  at¬ 
tended  at  Purdue  University,  Indiana, 
during  the  summer  Mrs.  DeFreese  is 
district  coordinator  of  the  Woman’s 
Society  and  Guild,  and  is  a  member  of 
the  McGuire  Methodist  Church. 


The  Church  Point  Martha  Circle  was  recently  entertained  by  Mrs.  Frank  C.  Lank¬ 
ford  in  the  parsonage  at  Church  Point.  Attending  were,  from  left:  Mrs.  B.  E. 
Williams,  Mrs.  Emmit  Wilson,  Mrs.  H.  F.  Chandler,  Mrs.  Lankford,  Mrs.  Edna 
Stringer,  Miss  Florence  Wimberly,  Mrs.  David  Marshall,  Mrs.  C.  L.  Harmon,  Sr., 
and  Mrs.  George  Traver  (not  shown). 


The  study  on  Japan  in  the  Mangum  Church  was  made  colorful  by  the  group  of 
ladies  above  who  presented  a  play  on  Japan.  BELOW:  Mrs.  Harriet  Bowen  is 
shown  with  many  of  the  articles  which  she  bought  while  living  in  Japan  for  three 
years. 


At  the  Business  Girls’  Inn  dinner,  Rob 
Crichlow,  Kathy  Waldheim  “and  Kay 
Steinwinder  presented  a  program  of 
musical  selections  and  readings.  Ac¬ 
companists  (not  shown)  were  Diane 
McGee  and  Dianne  Starritt. 


THE  VIVIAN  WOMAN’S  Society 
members  met  in  the  social  hall  of  the 
church  on  Dec.  5  for  their  Christmas 
program  and  tea.  Miss  Jane  Pardue, 
program  leader,  used  as  her  theme 
“Hark  the  Herald  Angels  Sing.”  Thir¬ 
ty-five  members  and  guests  attended. 
Mrs.  M.  H.  Kibler  is  president. 


MISS  DONNA  RONE  was  guest  solo¬ 
ist  when  the  Christmas  program  “Pre¬ 
pare  Our  Hearts  Again”  was  presented 
in  Trinity  Church,  Alexandria,  by  the 
Woman’s  Society.  Members  of  the  Wes¬ 
leyan  Guild  were  guests.  Presidents  of 
the  groups  are  Mrs.  Luther  Rone  and 
Mrs.  W.  R.  Kelley. 
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Sunday  Se6oo( 

By:  Alfred  A.  Knox 

LESSON  FOR  JANUARY  7:  That  All  Might  Believe 

BACKGROUND  SCRIPTURE:  John  1:1-42: 

20:30-31 


MEMORY  SELECTION:  The  Word  became  flesh 
and  dwelt  among  us,  full  of  grace  and  truth; 
we  have  beheld  his  glory,  glory  as  of  the  only 
Son  from  the  Father.  (John  1:14) 

AIM  OF  THE  LESSON:  To  introduce  the  series 
of  lessons  based  on  the  Gospel  of  John;  to  call 
attention  of  the  group  to  the  main  ideas  that 
we  will  be  dealing  with  in  this  series;  to  raise 
the  questions  of  authorship  and  dating  of  the 
Fourth  Gospel  so  that  it  may  be  seen  in  proper 
relationship  to  the  other  three. 

*  *  * 

We  have  an  interesting  series  of  lessons  ahead 
of  us  as  we  spend  the  time  between  now  and  Easter 
studying  the  Gospel  of  John.  There  are  tremendous 
challenges  in  this  study,  because,  despite  the  fact 
that  many  people  call  it  their  favorite  book  in  the 
New  Testament,  it  is  the  most  difficult  of  all  the 
books.  The  title  which  has  been  assigned  to  the  unit 
is  “John,  Gospel  of  Eternal  Life.”  We  will  be 
raising  questions  in  our  own  minds  and  in  our  classes 
concerning  the  appropriateness  of  this  title  and  will 
see,  if  we  follow  this  series  with  seriousness,  that 
it  will  be  a  study  that  prepares  us  for  Easter. 

It  is  appropriate  that  we  begin  this  series  on 
the  first  Sunday  of  the  New  Year,  because  it  is  a 
book  that  is  filled  from  beginning  to  end  with  ref¬ 
erences  to  new  life.  Dr.  Richard  T.  Murray  in  his 
introduction  to  this  series  in  Adult  Teacher  says:  “A 
new  year  always  calls  for  new  men  and  new  ways. 
But,  though  the  world  we  live  in  seems  filled  with 
new  ideas  and  new  events,  we  know  full  well  that 
persons  like  ourselves  can  fail  to  grasp  their  sig¬ 
nificance  and  continue  to  try  to  live  in  the  same 
old  way.  Fortunately,  we  begin  this  year  with  a 
book  that  overflows  with  the  possibility  of  new 
life,  and  as  editors  and  writers  we  invite  you  to 
join  in  a  quest  for  a  more  meaningful  life.” 

Although  most  of  the  lesson  is  based  on  material 
from  the  first  chapter  of  John,  we  do  have  a  brief 
passage  from  the  20th  chapter  that  gives  us  the 
author’s  purpose  for  the  book.  It  says:  “Now  Jesus 
did  many  other  signs  in  the  presence  of  the  dis¬ 
ciples,  which  are  not  written  in  this  book;  but  these 
are  written  that  you  may  believe  that  Jesus  is  the 
Christ,  the  Son  of  God,  and  that  believing  you  may 
have  life  in  his  name.”  We  see  that  the  author’s  rea¬ 
son  for  writing  the  book  was  to  evangelize — to 
bring  persons  to  believe  that  Jesus  is  the  Christ 
and  through  this  belief  to  find  new  life  in  his 
name.”  We  may  assume  that  there  was  a  situation 
in  the  writer's  day  which  called  for  the  book — that 
there  were  people  who  did  not  believe  that  Jesus 
was  the  Christ  and  who  did  not  see  that  he  was 
the  source  of  such  new  life.  We  know  that  such 
a  situation  exists  in  our  day,  and  this  provides  us 
with  a  real  reason  for  restudying  a  book  which  wc 

have  studied  many  times. 

*  *  * 

A  GENERAL  PREVIEW  OF  THE  BOOK 

The  book  is  characterized  by  a  style  which 
shows  a  remarkable  blending  of  the  Greek  and 
Jewish  thought  of  the  period  of  its  writing — some¬ 
where  around  100  A.D.  The  world  of  the  author 
and  most  of  the  readers  had  been  greatly  influ¬ 
enced  by  Greek  culture  and  Greek  ideas.  It  had 
been  about  400  years  since  Alexander  the  Great 
had  “marched  off  the  map”  in  his  conquest  of  the 
world.  There  followed  one  of  the  most  intensive 
efforts  on  the  part  of  a  government  to  spread  the 
culture  and  education  of  the  conqueror  that  history 


has  ever  known.  Even  when  the  Romans  became 
the  rulers  they  did  not  greatly  change  the  course 
of  Greek  thought.  The  author  of  our  book  knew 
that  if  the  Christian  gospel  was  to  be  understood 
and  accepted  by  people  outside  the  Jewish  faith, 
it  had  to  be  interpreted  in  terms  of  Greek  culture. 

The  word  which  dominates  the  material  we  are 
studying  today  and  which  has  a  strong  influence 
on  the  entire  book  is  the  Greek  word  “logos.” 
This  is  interpreted  as  “word,”  and  there  is  the  possi¬ 
bility  that  we  will  get  lost  in  trying  to  give  this  pro¬ 
found  concept  too  much  attention.  The  idea  of 
“the  word”  is  an  abstract  one,  and  most  of  us  have 
difficulty  dealing  with  abstract  ideas.  What  is  re¬ 
ferred  to  is  that  divine  reality  which  existed  before 
any  human  creature  came  into  being.  It  underlines 
that  fundamental  religious  concept  that  everything 
that  was  and  is  and  is  to  come  originated  in  the 
creative  activity  that  is  God. 

We  must  also  remember  that  the  writer  of  the 
gospel  was  a  man  with  a  rich  Hebrew  heritage. 
Dr.  Howard  Tower  (Adult  Student)  says:  “He  may 
have  been  speaking  to  a  Greek  culture,  but  he  was 
doing  so  as  one  who  drew  deeply  from  the  wells 
of  an  Old  Testament  faith,  one  who  knew  intimately 
the  history  and  expectations  of  God’s  chosen  people.” 

However,  above  and  beyond  all  of  the  philo¬ 
sophical  ideas  which  can  serve  as  traps  to  us  in 
the  study  of  this  book,  the  author  had  a  deep- 
seated  desire  to  tell  of  his  own  experience  of  a  new 
life  through  Jesus  Christ. 

*  *  * 

THE  QUESTION  OF  AUTHORSHIP 

New  Testament  scholars  for  more  than  half  a 
century  have  discounted  seriously  the  idea  that  the 
fourth  gospel  wras  written  by  John,  the  son  of  Ze- 
bedee,  who  was  one  of  Jesus’  disciples.  They  have 
arrived  at  this  conclusion  because  of  the  internal 
evidence  —  that  is,  the  ideas  contained  in  the 
book  were,  in  the  main,  not  held  until  after 
the  normal  life  expectancy  of  the  disciple.  The 
suggestions  as  to  the  possible  date  of  writing  have 
varied  somewhat  during  the  period  of  modern  Bib¬ 
lical  scholarship.  At  one  stage,  many  scholars  dated 
the  book  in  the  latter  part  of  the  second  Christian 
century.  A  consensus  would  probably  reveal  that 
the  majority  of  scholars  date  the  book  shortly  after 
100  A.D.  We  should  point  out,  however,  that  the 
discovery  of  the  Dead  Sea  Scrolls  during  the  past  20 
years  has  suggested  that  the  author  might  have 
been  writing  no  later  than  85  A.D.  Dr.  Richard  T. 
Murray  (Adult  Teacher)  says:  “Only  a  few  years  ago 
the  source  of  such  ideas  in  the  Gospel  of  John  was 
thought  to  be  certain  Greek  ideas  of  the  second 
century  thus  placing  the  writing  of  John  in  that 
century.  Today  most  scholars  believe  John  got  many 
of  his  Greek-sounding  ideas  from  the  Jewish  tradi¬ 
tion  from  the  group  known  as  the  Essenes,  and  that 
the  writing  of  the  Gospel  can  be  moved  up  very 
close  to  the  dates  of  the  other  Gospels,  possibly  85 
or  90  A.D.” 

The  Interpreter’s  Bible  says  of  this  question  of 
authorship:  “The  Gospel,  like  the  other  three,  is 
anonymous,  and  all  that  we  can  really  know  about 
the  author  must  be  derived  from  his  writings.  If,  as 
there  is  the  strongest  reason  to  believe,  he  is  the 
writer  of  the  three  Johannine  epistles,  he  was  evi¬ 
dently  a  venerated  leader  of  the  Christian  church 
who  claimed  a  spiritual  authority  over  other  church¬ 
es  in  the  same  province  and  appealed  to  a  tradi¬ 
tion  which  goes  back  to  Christian  beginnings.”  This 
author,  Dr.  Arthur  John  Gossip,  concludes  “was 
a  mystic  who  taught  that  union  with  God  in  Christ 
is  no  absorption  in  diety  but  a  fellowship  conditioned 
by  the  ethical  demand  of  brotherly  love.” 


THE  PROLOGUE 

The  Prologue  to  the  book  (1:1-18)  is  like  an 
overture  to  a  great  symphony  in  which  all  the 
themes  that  are  to  be  dealt  with  are  introduced — 
these  themes  of  life  and  light,  glory  and  truth  are 
to  recur  again  and  again  throughout  the  book.  As 
has  been  indicated,  the  basic  theme  is  the  “logos” 
— the  pre-existent  creative  reality  of  God  —  that 
strange  power  that  can  grant  sonship  to  those  who 
believe  in  its  divine  mission.  The  Prologue  is  a 
poem  with  several  stanzas,  which  are  interrupted  by 
prose  comments  (w.  6-8;  15)  concerning  John  the 
Baptist. 

Dr.  Gossip  (Interpreter’s  Bible)  says:  “No  book 
in  literature  has  so  breath-taking  an  opening  as  these 
stupendous  findings  on  the  life  and  character  about 
to  be  described,  flung  down  so  confidently  as  the 
only  possible  explanation  of  them,  given  us  as  a 
kind  of  thesis,  of  which  all  the  facts  that  are  to 
follow  are  proof.  It  is  a  bewilderingly  crowded  pref¬ 
ace  of  which  St.  Teresa  once  complained,  ‘I  only 
wish  that  I  could  write  with  both  hands,  so  as  not 
to  forget  one  thing  while  I  am  saying  another.’  ” 

The  same  commentator  continues,  “This  author, 
too,  gives  the  impression  of  thinking  much  faster 
than  he  can  speak  or  write;  with  the  result  that 
the  reader’s  mind  is  overwhelmed  by  a  rush  of 
staggering  assertions,  at  each  of  which  he  would  like 
to  be  given  time  to  pause,  and  try  to  begin,  at  least, 
to  think  this  out;  but  none  is  allowed  him,  and  at 
once  he  is  swept  on  and  on. 

*  *  * 

“IN  THE  BEGINNING  WAS  THE  WORD—” 

Some  weeks  ago  we  included  in  a  lesson  the 
statement  that  the  memory  selection  for  a  certain 
week  was  one  of  the  ten  greatest  verses  in  the 
Bible.  In  just  a  few  days,  we  received  a  card  from 
an  Arkansas  minister  who  said,  “Alright,  what  are 
the  other  nine?” 

Later  we  were  discussing  this  with  a  friend  who 
is  a  professor  of  philosophy.  He  suggested  that 
Genesis  1:1  certainly  belonged  on  such  a  list — “In 
the  beginning,  God — ”  Surely,  John  1:1  is  a  com¬ 
panion  verse,  “In  the  beginning  was  the  Word — ” 

Our  author  is  trying  to  deal  with  the  fundamental 
question  of  every  child — and  of  every  professor  of 
philosophy — “where  is  the  beginning  of  things.”  The 
philosopher  calls  this  “the  first  cause.”  Our  writer 
is  answering  this  question  by  saying  that  in  the 
beginning  was  the  Word  (the  creative  activity  and 
the  creative  force  of  God),  and  that  everything 
comes  from  that  first  cause. 

Even  the  doubts  which  some  people  express 
in  our  day  concerning  the  reality  of  God  reveal 
the  earnest  search  for  such  a  “beginning.”  In  the 
past  few  years  we  have  heard  much  of  the  “pros” 
and  “cons”  of  the  “Death  of  God”  school  of  the¬ 
ologians.  A  constructive  result  of  that  controversy 
has  been  that  many  Christians  who  had  not  given 
much  thought  to  the  reality  of  God  started  a  new 
quest  for  the  answer  to  the  questions  with  which 
the  Gospel  of  John  deals. 

*  *  * 

“THE  WORD  BECAME  FLESH  AND 
DWELT  AMONG  US” 

We  have  spoken  at  such  length  about  the  back¬ 
ground  and  the  opening  words  that  we  have  too 
little  time  left  to  speak  of  the  great  declaration  of 
John,  “And  the  Word  became  flesh  and  dwelt 
among  us,  full  of  grace  and  glory.”  (1:14)  Fortunate¬ 
ly,  we  will  be  dealing  with  the  Gospel  for  15  weeks 
and  will  have  other  occasions  to  speak  further  of 
this  great  affirmation. 

It  was  at  the  14th  verse  of  chapter  1  that  the 
author  began  to  stir  up  opposition.  There  were 
many  in  his  world  who  would  agree  with  the  gen¬ 
eral  philosophical  concepts  with  which  he  has  been 
dealing.  But  here  we  arrive  at  the  “moment  of 
truth.”  Here  he  takes  that  giant  step  by  announcing 
calmly  that  the  Word  which  has  always  been  in 
the  world  since  there  was  a  world,  and  which 
existed  even  before  creation,  has  entered  into  that 
world  in  the  flesh  of  a  man — that  he  who  from  all 
eternity  has  dwelt  with  God  and  in  God,  has  taken 
a  home  among  men  and  has  even  entered  into  all 
their  difficulties  with  them.  This  is  the  affirmation 
of  the  Incarnation.  It  is  this  that  must  be  believed 
if  one  is  to  know  the  new  life  which  John  had 
experienced  and  wanted  others  to  share. 


PAGE  FOURTEEN 


DECEMBER  21,  1967 


HONG  KONG  METHODISTS 

DEDICATE  NEW  BUILDINGS 
ORGANIZE  NEW 
CONGREGATION 

NEW  YORK  (MI) — Dedication  of 
buildings  to  the  memory  of  two  Meth¬ 
odist  leaders  in  Hong  Kong,  ground¬ 
breaking  for  a  new  refugee  village  and 
organization  of  a  new  congregation 
marked  the  annual  session  of  the  Hong 
Kong  Provisional  Methodist  Confer¬ 
ence  in  late  October. 

The  dedication  service  for  the  new 
Ward  Memorial  Methodist  Church  and 
the  Yang  Social  Service  Centre  was 
led  by  Bishop  Hazen  G.  Werner,  bis¬ 
hop  of  Hong  Kong  and  Taiwan.  The 
church  is  named  in  honor  of  the  late 
Bishop  Ralph  A.  Ward,  who  died  in 
1958  after  40  years  of  missionary  and 
episcopal  service  in  Mainland  China, 
Hong  Kong  and  Taiwan.  He  started 
American-related  Methodist  work  in 
Hong  Kong  in  1951.  The  Ward  Mem¬ 
orial  Church  was  organized  in  1955 
and  has  grown  to  more  than  350  mem¬ 
bers. 

The  five-story  Yang  Social  Service 
Centre  is  named  in  honor  of  the  late 
Rev.  Chester  Yang,  prominent  Meth¬ 
odist  minister  who  served  in  Hong 
Kong  from  1954  until  he  died  in  1964. 
He  was  pastor  of  the  Ward  Memorial 
Church  at  the  time  of  his  death.  The 
Centre  houses  a  variety  of  social  ser¬ 
vice,  community  and  welfare  activities. 
Mrs.  Helen  Yang  unveiled  the  dedi¬ 
catory  plaque  honoring  her  husband. 

About  100  persons,  including  gov¬ 
ernment  officials  and  representatives 
of  several  denominations,  attended  the 
groundbreaking  for  Taipo  Village,  the 
fourth  Methodist  resettlement  village 
for  refugees  in  Hong  Kong.  The  village 
will  provide  homes  for  125  refugee 
fishermen  and  their  families,  and  is 
being  built  with  $125,000  from  the 
estate  of  the  late  Theodore  M.  Plum¬ 
mer,  San  Antonio,  Tex.  It  is  a  project 
of  the  Methodist  Committee  for  Over¬ 
seas  Relief  (MCOR)  and  the  World 
Division  of  the  Methodist  Board  of 
Missions. 

Organization  of  new  churches  con¬ 
tinues  in  Hong  Kong,  with  the  latest, 
the  Hong  Hum  Chapel  Methodist 
Church,  having  been  chartered  by  Bis¬ 
hop  Werner  at  the  Hong  Kong  Con¬ 
ference  sessions.  The  pastor  has  de¬ 
veloped  a  recreation  program  for  chil¬ 
dren  and  youth,  as  well  as  a  congre¬ 
gation. 

In  other  events,  the  conference  voted 
to  begin  exploratory  talks  with  the 
Cantonese  Methodist  Church  (British- 
related)  on  ways  the  two  branches  of 
Hong  Kong  Methodism  can  work  more 
closely  together,  and  a  new  minister 
was  admitted  to  membership-on-trial 
in  the  conference.  Bishop  Werner  pre¬ 
sided  at  the  conference  sessions, 
t 

There  was  a  gift  for  each  of  us  left 
under  the  tree  of  life  2000  years  ago 
by  Him  whose  birthday  we  celebrate 
today.  The  gift  was  withheld  from  no 
man.  Some  have  left  the  packages  un¬ 
claimed.  Some  have  accepted  the  gift 
and  carry  it  around,  but  have  failed 
to  remove  the  wrappings  and  look  in¬ 
side  to  discover  the  hidden  splendour. 
The  packages  are  all  alike;  in  each 
is  a  scroll  on  which  is  written,  “All 
that  the  Father  hath  is  thine.”  Take 
and  live! — First  Baptist  Church  Bul¬ 
letin,  Syracuse,  N.Y. 


I  Under  consideration  for  Uniting  Conference 

Merger  of  two  national  commissions  proposed 


CHICAGO,  Ill.  —  If  recommenda¬ 
tions  of  the  Joint  Commissions  on 
Evangelical  United  Brethren-Methodist 
Union  are  adopted  at  the  Uniting  Con¬ 
ference  of  the  two  denominations  in 
Dallas,  Texas,  next  April,  two  commis¬ 
sions  presently  serving  military  per¬ 
sonnel  will  be  combined. 

And,  two  former  EUB  leaders  will 
be  named  to  top  administrative  posts 
in  general  agencies,  and  presidents  of 
two  other  boards  will  be  chosen  from 
the  former  EUB  fellowship.  The  rec¬ 
ommendations  as  to  which  agencies 
these  are  to  be  will  be  made  during 
the  United  Conference. 

The  agencies  that  will  be  merged 
if  the  proposals  made  here  Nov.  27-28 
are  accepted  are  the  Commission  on 
Chaplains  and  the  Commission  on 


Camp  Activities.  Previously,  agencies 
on  chaplains  in  the  two  uniting  de¬ 
nominations  have  been  related  spe¬ 
cifically  to  ministers  serving  as  chap- 
plains  in  the  armed  forces  and  federal 
agencies.  The  Methodist  Commission 
on  Camp  Activities  has  worked  with 
lay  people  who  are  in  military  service 
and  helped  local  churches  near  military 
installations  carry  the  added  load  of 
working  with  families  of  military  per¬ 
sonnel. 

These  changes  are  among  a  number 
being  recommended  to  the  Uniting 
Conference  by  the  commissions  on 
union  from  the  two  denominations. 
The  basic  plan  of  organization  and 
administration  for  the  new  church  was 
adopted  “in  principle”  by  simultaneous 
General  Conferences  in  1966. 


METHODIST  STRATEGIST 

URGES  REASSESSMENT  OF 
OVERSEAS  EDUCATION 
PROGRAM 

NEW  YORK — A  Methodist  strate¬ 
gist  in  international  education  has 
called  for  a  reassessment  of  The  Meth¬ 
odist  Church’s  educational  programs 
overseas  in  terms  of  policy  and  prac¬ 
tice. 

Dr.  Samuel  R.  Smith  also  suggested 
that  church-related  schools  may  be  con¬ 
tributing  to  the  “brain  drain”  in  over¬ 
seas  countries,  especially  developing 
nations  of  Africa,  Asia  and  Latin 
America,  by  failing  to  stress  respon¬ 
sible  leadership  and  service  to  the  na¬ 
tion  and  thus  not  emphasizing  in  the 
minds  of  students  who  go  away  to 
study,  the  importance  of  returning  to 
their  homeland.  He  also  speculated 
whether  missionaries  in  some  countries 
may  still  be  filling  school  posts  which 
qualified  nationals  could  assume. 

The  educator  raised  the  questions 
about  Methodist-related  schools  over¬ 
seas  in  a  report  to  the  World  Division 
of  the  Methodist  Board  of  Missions. 
He  is  the  functional  secretary  for  Edu¬ 
cation  in  the  World  Division  and  has 
offices  at  the  Interchurch  Center  here. 

Of  about  1,500  doctors,  nurses  and 
other  medical  personnel  from  Pakistan 
training  abroad,  an  official  estimates 
that  60-70  percent  will  not  return 
home,  he  said.  Last  year  419  medical 
personnel  from  the  Philippines  and  67 
from  Africa  took  out  citizenship  pa¬ 
pers  in  America,  he  added. 

“The  brain-drain  is  real,  and  in 
some  areas  of  the  world  can  prove  to 
be  the  greatest  detriment  to  national 
development,”  Dr.  Smith  declared.  In 
order  to  speed  national  development, 
he  urged  that  the  World  Division  bring 
its  policies  “in  line  with  all  groups  to 
retain  and  utilize  the  most  qualified 
nationals  in  their  own  country.” 

Turning  to  the  subject  of  finances, 
Dr.  Smith  asked:  “How  do  American 
Methodists  become  less  involved  in 
the  paternalistic  passing  out  of  money 
and  in  the  controlling  by  finances  of 
education  in  church-rclated  schools. 

He  said  that  agencies,  including  the 
church,  often  seem  to  attempt  to  mold 
developing  countries  “to  our  likeness” 
with  dollars,  leadership  and  technical 
know-how.  He  warned  against  the  type 
of  giving  which  robs  an  individual  of 
his  dignity. 


WASHINGTON,  D.  C.  —  Seven 
Methodist-related  schools  have  been 
designated  by  the  National  Research 
Foundation  to  receive  grants  enabling 
college  teachers  to  continue  research 
projects  next  summer.  The  schools  are 
Oxford  College  of  Emory  University, 
Iowa  Wesleyan  College,  Nebraska 
Wesleyan  University,  Mt.  Union  Col¬ 
lege,  Ohio  Northern  University,  Dick¬ 
inson  College  and  Randolph-Macon 
College. 


WASHINGTON,  D.  C.-— The  trend 
of  substituting  numbers  for  names  is 
being  reversed  at  American  University 
here  in  the  identification  of  dormitory 
floors  by  the  names  of  prominent  peo¬ 
ple  who  have  been  identified  with  the 
university.  So  far  floors  have  been 
named  for  former  presidents  Wood- 
row  Wilson,  who  dedicated  the  univer¬ 
sity;  Harry  S.  Truman  and  Dwight  D. 
Eisenhower,  honorary  trustees;  Herbert 
Hoover  and  Theodore  Roosevelt,  for¬ 
mer  trustees;  John  F.  Kennedy,  a  com¬ 
mencement  speaker;  as  well  as  for  Wil¬ 
liam  Jennings  Bryan  and  Josephus 
Daniels,  former  trustees;  Stafford  H. 
Cassell,  former  vice  president,  and 
Pauline  Frederick,  alumna  and  well- 
known  commentator  on  international 
affairs. 

t 

Every  little  child  in  all  the  world 
has  been  a  little  safer  since  the  coming 
of  the  Child  of  Bethlehem.  —  Roy  L. 
Smith 

t 


Mrs.  Pearl  Rousseaux 

Mrs.  Pearl  Rousseaux,  age  80, 
widow  of  the  late  Rev.  J.  C.  Rous¬ 
seaux, Sr.,  died  Tuesday  morning,  Dec. 
5,  1967,  at  the  Slidell  Memorial  Hos¬ 
pital  in  Slidell,  La.  after  a  lengthy  ill¬ 
ness. 

She  is  survived  by  two  sons,  the  Rev. 
John  C.  Rousseaux,  Jr.  of  Montgom¬ 
ery,  La.  and  Ralph  A.  Rousseaux, 
Slidell,  La.,  two  daughters,  Mrs.  Bet- 
tlye  DeVidts,  Slidell  and  Mrs.  Caro 
Pearl  Zeller,  Shreveport;  one  brother, 
Coburn  L.  Weston,  Jackson,  Miss., 
two  sisters,  Mrs.  Lamar  Otis  and  Mrs. 
Gladys  Chapman  of  Waveland,  Miss.; 
one  great-aunt,  Mrs.  Pauline  Weston, 
seven  grandchildren,  and  one  great¬ 
grandchild. 

Funeral  services  were  conducted  De¬ 
cember  6th  in  Bay  St.  Louis,  Miss,  by 
the  Rev.  Kirby  A.  Vining  of  Slidell. 
Interment  was  in  the  Logtown  Ceme¬ 
tery,  Logtown,  Miss. 
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Mrs.  Cora  Yancey 

Mrs.  Cora  Callihan  Yancey,  85, 
Jonesville,  La.,  died  Nov.  8,  at  the 
Concordia  Parish  Hospital  after  a  long 
illness. Funeral  services  were  held  Nov. 
10  at  the  First  Methodist  Church, 
Jonesville,  with  the  Rev.  Burl  Dampier, 
assisted  by  the  Rev.  Sam  Holiday,  of¬ 
ficiating.  Interment  was  in  the  NatchezS 
City  Cemetery. 

Mrs.  Y ancey  had  been  a  resident  <5f 
Jonesville  since  1907  and  was  one  of 
three  ladies  who  organized  the  first 
Methodist  Sunday  School  there.  She 
was  a  member  of  the  Woman’s  Society 
of  Christian  Service  and  an  active  mem¬ 
ber  of  the  First  Methodist  Church  as 
long  as  her  health  permitted.  She 
served  on  the  official  board  and  as 
a  Church  school  teacher. 

Mrs.  Yancey  was  the  widow  of  the 
late  G.  W.  Yancey,  farmer  and  owner 
and  operator  of  one  of  Jonesville’s 
largest  stores.  Survivors  include  a  num¬ 
ber  of  nieces  and  nephews. 

t 

God’s  message  of  peace  has  a  Beth¬ 
lehem  postmark.  Incidentally,  it  in¬ 
cludes  a  birth  announcement  of  con¬ 
siderable  importance. 


CHIMES  FOR  SALE 

21-note  Maas  Cathedral  Chimes 
Complete,  in  working  order 
$150 

First  Methodist  Church 
202  North  Fifth  Street 
Leesville,  La.  71446 


Town  House  Motel  and  Restaurant 

Close  To  Everything 

215  North  College  Fayetteville,  Arkansas 

Telephone  HI  2-5307  —  Family  Rates 
MR,  and  MRS.  D.  M.  STEEL,  Owners 
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May 
the  beauty 

of  Gliristmas  be 
an  inspiration  to  you 
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